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TIMES  STORBtEIOVSE 

Jycadir^s ,  and  memovahl 
tions  0^ sund^rn'oridw 
'English  ,'F'renckJ-FaUan 
<Scc  .rypon  diuers  SuhtcShs  , 
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NOBILITY  'which Soucmjne  GcRace 
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A  P  X  A I  O-n  A  O  Y  T  O  S 

Jj  ^  • 

I 

C  O  N  T  A  I  N  I  N  Gj  , 

Ten  following  Bookes  to  the  former 


'  s-.\'v  ,v'>' 


OF  AVNClENT  AND 

MODERNE  TIMES. 


Being  the  Learned  Colledions,  ludiciolis  Readings 

and  <iSMemorai>le  Obferuations  :  onely  Diuine,  ^oraU  ami  ’ 

P hilofophicall  But  alfo  Poeticall,  Martial!,  Political!,  ' 

Hiftoricall,  Aftrologicall,  &c.  * 

Trai^atedout  of  that  W or  thy  Spahi/h  (fentleman,  Pedro  Mexi  h^And 
Mi  t  RANG  ESCO  Sansovino^  that  Famous  kalian ;  Asalfo  of 

thofe  Honourable  Frenchmen,  Anthony  du  Ferdter,  Lord  of  Fatmtmy " 

Loys  Guyon^  Sienr  delaNAuche^  CounfcIIour  vnco  the  King : 

Claudifi4GrUget^PariJian,^c* 


To  the  moft  Noble  and  Twin-Jike  paire^ 

of  truely  Honourable  and compleatperfeUion;  iJ/V  P  h  i  l  l  i  p 
He  R  B  B  R  TjKnight  of  the  Bath  to  our  dread  Sbueraigne 

King  I A  M  E  s,  at  his  Royall  Coronation  5  Lord  Baron  of  ‘ 
SherlanJ,  Earle  of  Mountgomerj,  andCompanion  in  the 
'  vnparalcld  and  famous  Fellowfliipj  of  the 

Ordcrof  the  Garter; 

zJ s  alfofTo  the  truly  vertuom  and fhf^ble  Qomtejje  his  IVife^ 

the  Lady  Sufan,  Daughter  to  my  {fometime)  right  Honourable  Lord  and  Axajler- 
Edward  WcxCyEarleofOxenford;V'ifcouritBulbeCyLordSandford  * 
and  of  Badelfmere :  and  Herd  High  Chamber-^ 

,  lame  of  England^^c. 

(%^)  ,  ‘ 
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The  firft  Vo» 
lumcofthis 
Treafuric, 
publifhed  a- 
bout  j.yearcs 
iince. 


I 


Orthily  rhlght  I  bee  coni- 
demned  of  -  arrogancic , 
(moft  Noble  Lord  &  La¬ 
dy)  becaufe,  hauing  paft 
the  Pikes  in  a  peece  of  the 
felfe-fame  feruice  (follow¬ 
ed  with  fauour  and  kinde 
acceptation')  I  fhould 
therefore  prefume  vppon 
the  like  fuccefle  :  know¬ 
ing  the  inconftant  nature 
of  Times,  that  as  they  al¬ 
ter,  ft)  do  mens  humours 
&  difpolltions  with  them. 
For,  that  which  carrieth 
liking  and  allowance  to  day ,  falles  into  loathing  and  contempt  to 
morrow  ^  Opinions  being  more  various  in  the  cafe  of  Bookes,  then 
are  the  Arguments  whereon  they  difeourfe,  becaufe  carping  curio.- 
fity  will  haue  his  cenfure.  But,  as  the  Laft  for  Hercules,  was  not  fa- 
fhioned  to  fit  eueriefoote,nor  his  Lyons  skinne  to  be  worne  by  any 
bafe  Lout  ^  euen  fo  thefublimitieof  true  iudgement  (in  matters  of 
fuch  induftrious  and  painfull  labor)  fhould  be  left  to  the  Learned ; 

A  3  not 


Ignorance  wil 
alwayes  bre 
bold  vpon  the 
karncdflJa* 
hours* 


TheEpiftle  Dedicatorie. 


’'A  narrow  fca 
bctwecnc  the 


Comparing  al 
the  Volumes 
together. 


not  to  euery  courfe  and  mechanicke  conceite,  capeable  of  nothing, 
but  of  fuch  occafiohs  as  are  futeable  to  his  o  wne  condition.  . 

Ihauereadbf  the  great  Riuer*  Ewripw#,  which  ebbeth  and  now- 
eth  feuen  times  a  day,  and  with  fiich  violence ;  that  it  carnet  ips  | 
vpon  it  with  full  fayle,  diredly  againft  the  winde.  Seuen  ^  [Euboeo.. 
houre  ebbeth  and  floweth  ralh  Opinion,  in  the  torrent  of  mdilcreet  , 
and  troublefome  apprehenfion:  carrying  Criticke  calumnie,  and' 
fquint-eyed  detradion,  rnainly  againft  the  winde  of  Wifedome  and 
Judgement  ^  becaufe  their  braines  are  no  better  ballaft,  nor  their 
capacity  offurther  reach  or  extendure. 

-  And  yet,  ifthe  faying  ofHeM  he  true  }  That  nothing  can  bee  more 
plea/ing,then  yarietjiy  which  is  the  foules  cheefeflfolace:  Then  (not  fearing 
folly,  but  fpeaking  to  peerelefle  Noble  nature)  giuemee  leaue  to 
tell  you,  that  there  can  hardly  bee  any  elpeciall  fubied  imagined, 
but  one  Argument  or  other  heere  meeteth  with  it.  From  Sacred 
Diuinity  (the  moft  folide  and  fupreame  of  all  other)  through  allo- 
ther  Artes  and  Sciences  whatfocuer,euen  to  any  lowly, and  the  mea- 
neft  ( wor  thy  )profe{Iionj  here  is  fome  notable  marke  of  hdonument 

thereof  (if  it  be  either  Ancient  or  Moderne)  ftored  vp  in  this  Trea- 
furie,  for  future  Ages  to  delight  in,  and  to  receiue  no  meanebene- 
fite  thereby. 

Then  (Honourable  Lord  and  Ladie)  all  thefe  blclTings  beeing 
Yours(as  alfo  my  felfe,  in  endleffe  dutie  and  feruice  )  when  any  fub- 
ied  of  great,  graue,  and  ferious  confideration  (as  of  Nations,  Mo¬ 
narchies,  Kingdomes,  and  People, in  their  Originall,  Rifing  or  De¬ 
clining,  by  Warres,  Diflentions,  Combuftioris,  or  otherwife  in  the 
like  occurrences)  lhall  feeme  troublefome  or  tedious  to  you :  walkc 
‘on  but  a  little further,&  then  you  may  enter  into  a  fpacious  Forreft, 
affording  all  choifcofpleafing  Game,  either  for  Hawking,Hunting, 
Filhing,  Fow^ling,  or  any  other  Noble  excrcife  befide. 

When  thofe  Forreft  pleafures  lhall  faint  you  (as  all  delights  dull, 
by  too  much  continuance)  an  Orchard  ftandes  wide  open  to  wel¬ 
come  you, richly  abounding  in  the  faireft  Frutages :  not  to  feed  the 
Eieonely,butlikewifetorefrelhthe  Heart,  inuitingyou  toplucke 
where,and  while  youpleafe,and  to  beftow  how,and  when  you  lift : , 
becaule  they  are  all  yours,  and  whofocuer  elfe  lhall  tafte  of  themj  do 
enioyfuchfreedome  butbyyourfauor. 

There  is  one  efpeciall  recreation  more  (Gracious  Madam)  which 
remainethfoly  to  jour  felfe,  and  fuch  as  may  enter  by  your  admit¬ 
tance  ^in  a  goodly  large  Garden,abounding  with  aUkind  of  the  fai¬ 
reft  Flowers,that  open  with  the  cheerfull  mornings  Sun,and  Ihut  a- 
gaine  at  his  fad  departure, all  fweet,and  all  foueraigne.  And,becaufe 
Ladies  of  elder  times  (as  many  hauehad  the  like  delight  in  our  more 
Moderne  daies)  were  lingularly  skilfuUin  Phyfick  and  Chirurgery: 
there  is  riot  a  vacant  place  in  the  whole  Garden,  butit  lsfitly  furni- 
‘  Ihed 


Al 


i  li«nMli'ilii  n . . . . . 
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TheEpiftle  Dedicatory^ 

filed  euerie  where 5  the  verie  common  walkes(euen  aisif  they  were 
Bride-like  ftrewed  by  hand)  are  couered  with  the  choifeft  Siniples; 
pureft  diftillatorie Plants,  and  wholefome  Herbes  of  euerie  Vertue : 
for  which,  the  Garden  was  purpofely  founded,  attdnotfof  fruitlefle 
idlevanity.  ■< - 

And  were  you  all  alone,  without  companie,  ^hd  by  your  felfe, 
yet  can  you  not  fo  continue  there :  For,  you  may  rtteetd  with  a  faire 
Beuey  of  Queenes  and  Ladies,  at  diuers  turnings  as  yoii  walke)^nd 
euerie  one  will  tell  you  the  Hiftorie  of  her  life  and  fortune  (rare  ex¬ 
amples  of  Vertue  and  Honor)  as  themfelues  can  beft,  truly  Sc  plain¬ 
ly  difeourfe  vnto  you.  Some  other  alfo  you  fhall  fee ,  ladly  fitting 
vnder  Eughe  &  Ciprefle  trees,  with  Garlands  of  thole  leaues  wrea¬ 
thed  about  their  heads,fighing  out  their  diuci's  difafters: whom  your 
Noble  nature  cannot  choofe  but  commiferate^  as  greeuing  to  fee 
a  fcratch  in  a  cleare skin, and  a  bodie  beautified  by  Nature,to  be  ble- 
mifhed  by  vnkindeDeftiny*  •: 

From  manie  remote  Kingdomes  andCountries(where  naturab 
lythey  fpake  thofe  feuerall  Languages)  afeallthefe  variable  plea- 
fures  come  hither,  onely  to  kille  your  Noble  hands.  It  was  no  mean 
infelicitie  for  thern,  to  find  no  fitter  a  Tutor,  that  naighthaue  taught 
them  to  fpeake  more  eloquent  Englifh  5  which  (indeede)  alfo  was 
my  Fault,  feeing  none  elfe  would  tie  themfelues  to  fo  hard  a  Taske . 
But  howfoeuer  it  rnay  prooue,  .your  rich  iudgements,  and  all-fuffi- 
cient  ability  in  the  Languages,  as  alfo  my  weakenefle^  will  (I  hope) 
bury  all  defects  in  your  fauor,  &  beare  out  from  fcandall  my  willing 
endeuour,  that  I  may  finifh  the  othef(yet  remaining)eleucn  Bookes 
behinde,  to  perfect  fo  rich  and  rare  a  Treafurie.  '  :  :  1  “ 


The 


Reader. 


ipme  few  yeares  pafl:,I  intcncJed  the  whol 
VV orke  of  ^edro  ciT/ exia^  with  feme  o  « 
therAuthoufs  on  the  like  Arguments  of 
variety.  I  then  publifhed  nine  Bookes, 
with  intention  to  haue  made  themvpfif-f 
teen^  for  the  firft  Volume  V  hut  being  pre- 
uehted  by  fickneflej  I  finlfhed  but  the  firft  nine  Bookes  j 
and  finding  the  goodyacceptance  of  them,  I  haue  aduen- 
tufed  hoWiOn  ten  Bo^okes  more,  of  the  like  Ancient  and 
Moderne  Times,:  fauing  only,fome  particular  Heads  but 
lightly  touched,are  riow  Cby  the  fame  Authors}  more  at 
large  illuftrated.  And  may  this  finde  equall  fauour  vnto 
the  former  (^withoutany  harfh  cenfure,  or  vnkinde  dif- 
couragement:}the  other  eleuen  Bookes  lhall follow  with 
all  conuenient  fpeede,to  finifli  vp  fo  faire  a  Treafury, 
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A  Table  of  the  Authours  Names,  that  alledge  and  ap- 

prooue  thefeuerall  Arguments,  containdc 

1  .  1 

!  . 

in  this  Booke. 

i  .  •  •  ■ 

'  t 

tAriBophanes  ,  ’ 

Belforrefl  •  •  "  ^ 

Cheremonius  ' 

tyiuluftine. 

Andronicm  Athenenjts„ 

'Baptifia  Fulgotius 

Chronerm  Pol, 

Anfelme 

Aufonius  Lombardm 

Blondus  ■  , 

C^jjindorm  . 

tAretine  '  . 

Bartholomeus 

Cormnus  Mejf,  ; 

Adon.  Epif* 

Acamathius 

Boetius  \  , 

Cratinus 

Vienna 

Antoninus  SyU 

Boccace  *  ,  ^ 

Ctejippus  Alexand, 

jiriftotUk 

Alphonfus  Rex  Htjpc  ‘ 

Bonfinus  '*  /'  ’  •/ 

Crantz,ius 

jimmianks  AfarceRtHus 

tAttalus 

Barthol.Picenus  ; 

Colophonius  .  .. 

yiue»z,oar. 

Accurtius 

Bartholus 

(Pount  Balthaz^af, 

^ppiantu 

Az>z,o 

Berenus 

<  •  • 

Ccelitis  Calcaguin^, 

jjgathias 

Alexand/Trallianus 

EanhoirDardmmx  •  ^ 

Cufpinianus 

jiUthius  ^ 

Atteirn  (P'apito 

Beroaldus  f.  , 

I. 

,  /  11 

AtittHS 

Affconius  Padianus 

Baptifla  IgnatiM  y 

^  1 

Arrtanm 

Appiunus  Alexandrinm 

Bellonius  '  /  ‘ 

"  1 

Albertui  Str^hnrg 

Archilocus 

Bodinus  ''  y  ‘ 

T)ion  '  f 

f  S  ■  , 

Afiicenne 

Arnoldm  Ferronius 

Boz,ius 

Dicaarchus  .  • 

Auerroes 

Amatus  ^  / 

Bachi  Anchifui 

Ttodorus  Siculus 

Athamjlpu 

Arifiarchus  ,  > 

Bucholcerm 

Dtonif.Halicar^  '  ‘ \ 

Afitonitis  SaMiens 

Antoninus  4rch»Floren» 

Balthaz,ar  Caflillanots,  ,  .  ^ 

,  Dionif,  Areopag,  .  . 

Areh)tas  Tarentinji$ 

A^ntifihenes 

Bcstius  Seuerinus  ‘  ^  • 

Tyiogenes  Laertius 

Antoninus 

Anaximander  ^  ,, 

B,  Wejlmerm 

Diofcorides 

Anmm  de  ZJiterbo 

Albertus  Qrantz>ius  ^ 

A  .■  ■  '  ■  '■ 
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\  . 

Demofthenes  '  / 

Annales  ConBantinop,  ' 

Alexand^(yHaguinm 

T)emQcritm  ^ 

Annates  Treuirenjis 

Anaximenes  ^ 

.  .  \  5- 

\  Diodes  ^  ^  1 

Amor  de  'BeL  Ajfric, 

Abbas  Stculus  ,  "  •  . 

S.Cmll.  ‘  . 

Diogenes  Cynic,-  ^  j 

Arnoldus  hifiaHS  ' 

Almadalius  Arab«  ’ 

S,Chryfo/iome  -  '  - 

.Damafcene  C' :,y  ''-  T-^ 

Adrianus  Imperat, 

Augurellus 

Columella  . 

D, Pedro  Epif.  Leon 

Aymonius 

Anthenor  , 

Cedrenus 

^  Demetrius  A  lex  and  .. 

Aleuinut  ,  ' 

Annales  LStow  ,  ,  V 

Claudianm  y 

Du  Bart  as  '  '  » 

Agapelus 

ABuarius  . 

Crefcentius 

DtBis  Cretenjfs, .  \ 

A  ulus  Gellms 

Aurea  Gifioria 

Clemens  Alexand, 

Dares  Phrygius  '' 

tAgijlppus 

Ajferius  Meneuenjls 

CociLTolet 

Damafc.Sigierus 

tAlianus 

Alfr'idus  Beuerlacenjts 

^'(papitolinus 

Dionif.Lycimus  <  ‘ 

tAEneas  Syluius 

Adam  Merimout  h 

'  Cor  nelim  Tacit  Hi 

Donatus  '  V 

'  -Ji.  .  ■.  •  V 

^fihj)lu4 

Alliances  genealogiques  des 

\Cicero 

DiomfCaJfianus, .  • 

tAfcffines 

Rois  &  Princes  de  France 

Ciaconius 

V  V  . 

^AL  mi  lUus  ZJ  tU  or 

Annales  de  Aquitaine  ^ 

Chryjtppus 

Atius 

AnnalesdeBourgoigne 

^Cardanus 

^  \  :?  ;l 

Alim  Lampridius 

Annales  du  France,  ^  " 

‘  Cleomedes  •  '  '  ,  <  . 

Eumenius 

A.millm  LMacer 

Annales  rerum  Flandricarwn* 

Collenutius  ' 

Ephorus  i 

^^perarius 

Conradm  Fpifc, 

Scditius  "  '  ‘ 

tAtheneus 

B 

Cnaus  Epidius  - 

Eujebius,  .  .  i 

^Ajinim  Pollio 

' 

Cornelius  Aerippd 

Eucherius  '  V  . 

Apuleim  Panijts 

Biblia  Sacra  ^ 

Caclus 

Eumenides  , 

^Alexander  Alexandrinm 

S.BaJlle 

Cenforinus 

Spiphanius  \ 

^lexmd,  Aphrodifem 

S, Bernard 

Celfus 

EBiuan  de  Garihay  j 

Apolonius  Thyanem 

Boterus  Benefus 

Cleanthes 

Eghinhard  .  '  ^ 

\Alphraganm 

Baldus  Abbat 

ChalcAius  » 

Enuodius  ^ 

oAnthony  duljehrix 

Baldus  Doc,Ciuil»^ 

CAius  Rhodiginus, 

Euripides  .  - 

Arifl under 

Berofus 

(^laudim  F'iBor 

EratoBhenes 

tAntomm  Nebricenfs 

Bucchanan 

Charles  de  Molin 

FnniU! 

^Ibertus  Magnus 

Baronius 

Comment, (pa/ar  ' 

EuBatius 

Ariflomachm 

Budaus 

Conflantinus  (^afar 

Eutropius 

tAchilles  Statius 

Bandello 

Calmatheus, 

ErafiBratus 
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Lb  ulus 

Galen 

1  toan,Feraldus 

Euclides  ^ 

Galiotusde  Kargni, 

Ioan.de  Imola 

Elpacus 

Ceor,Trabez,on 

lulim  Capitolinas 

Euanthet 

GulieLBudesis 

lo.deSacrabofco' 

Epicurus 

Galerus 

lo.Lincolnienjis 

Empedocles 

Gujdonius  -  . 

lo.eAgricanus '  r  ^ 

Erafmus  Roter, 

Cf^'do  Bonatus 

Io,Bale 

Ejfatius 

Cenebrardus 

lulim  Frontinus 

Sgtnus 

Gear  ,Leontinus 

JJidorm 

Smpolemui  " 

Gregor,  Giraldtii 

lamblichus 

Elpagoras  ^ 

Gregor, Rech, ' 

Ingulphm 

Eupolis 

Gueuara*  . 

lulim  Pelagtm 

Epi[c,TyrienJts 

JuHinatm  ' 

P, Ereb.de  Reipjud* 

U  V  .. 

Ifaacl^ab, 

Sgnatius 

j 

lo.RouJe 

Euaorius  , 

S,Hierom, 

lulian  Imperat, 

Euans  ‘ 

Hijt,  Mijcellan, 

luflin.  Martyr 

EHien  Fajquier 

Homer  / 

lo.Scotm 

EptUetus  ‘ 

Herodotpu 

lo,  Alexandrinm 

Suchirid,Eraf, 

H  in  ius 

lulim  Firmicm 

Epicharmus  . 

Hermanus  . 

Io,de  Mans  Royalk 

Uejiodus 

lo,  Vriodonm 

F  , 

Heraclides  Ponticus 

1  ..... 

Hermolaus  Barbar* 

lo,  Math,Tierinm 

Froijfard 

Hugo  de  S  ,ViUor 

lo,Zlafam 

'Fortunatus  * 

Hierocles 

Io,Saxoniui 

Fauchet 

Heliconienjts  »  " 

lo,  xjtiagnm  <Mrch,  Hilpal, 

Fenejhella, 

Hippocrates 

Ifocrates 

Frontinus 

Harp  Iteration  ' 

Jrenem 

FahiusPiBor* 

HiJl.D*Villam9nt 

lo.Capgraue 

Flauim  Sptfc, 

H&rodianus 

lornandus 

Fafciculus  Temp* 

Horace 

lo.  (JVonachus 

Ferneli  us 

Hermes  TrifmegiH* 

lacijHes  Bojius 

Flores  Poe  tar 

Hermocrates 

lo,  Damap:enm 

France  eorgius 

Helifcus  Tatius 

lo,  BaptiflyEgnatim 

Fabianm  Prat  or 

Heraclitus 

lo,  de  cMauimOnt 

FranSPhilelphm 

Heraclides 

lacquesde  Maguntia 

Funtiius 

Hen, Huntingdon 

lo,  Boccace 

FeFlm  Pompeiu^ 
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of  the  Ancient  Countrey  of  Gaule  ^  now  called  France  ^  what  Lawes^  CuBomes  ^Ceremonies  ^ 
and  other  manners  were  v/ed  among  the  people  of  that  Nation  in  their  fir  B  Originall: 
and  how  (^fince  then)  they  haue  continued. 


An  Introducflion  to  the 

vphole  Dijcourje^ 


ip 


N  ancient  timcsj 
the  Countreyof 
Gaule  ^2^9^  cnclo- 
fed  within  the  li¬ 
mits  of  thc/2to>i, 
of  the  AlpeSj  gf 
the  Mediterrane¬ 
an  feaj  of  the  Py¬ 
renean  Mountains,  and  of  the  Ocean  fea. 
But  after  that  the  Gaules  had  paffedthe 
Alpcs;  all  the  Conn  trey  which  was  from 
the  Mountains, fo  farreas  theriuer 
^w;;3aIongby  the  coaft  of  the  Jpemines^ 
and  fo  vp  into  the  high  Sea  (which  at  this 
day  is  called  the  Gulfe  of  Venice)  took  the 
name  oi Gaule :  as  Galatia  did  the  like,  af- 
ter^hat  weehadfubduedfome  people  of 
Afia.  That  Gaule  then  which  is  in  Europe^ 
being  halfe  parted  by  the  Alpes,  is  diui- 
ded  into  two  parts  5  the  one  on  the  hither 
fide  of  the  Mountaines,and  the  other  be¬ 
yond.  That  which  is  on  the  further  fide, 
yet  concerning  vs,  was  called  by  the  Ro¬ 
manes  "^Togata :  as  Romane,in  regard  of 


I 

the  habit  of  the  Romanes,  being  com¬ 
monly  called  a  Gownc,  and  which  they 
then  did  vfuallyweare.  That  on  the  hi¬ 
ther  fide,  was  (by  themfelues)named  pro¬ 
perly  Braccata(by  a  certain  fafhion  of  gar¬ 
ment  then  worne  by  them,  termed  Bree¬ 
ches)  and  partly  Comat a^*  in  regard  tliac 
the  hairc  on  their  heads  was  vcric  bufhy* 
Brace  At  A  in  the  time  of  Julius  Cafar ,  had 
his  extendurc  from  the  Alpes,  fo  farre  as 
Rofne  01^ Khodanus  bending  towardcs  the 
Pyrenean  Mountaines,  where  were  com¬ 
prized  ih^FolcAyArmorscanes^Rhuthemox 
Rhynteni^^nd  Beluetiam^  as  it  is  to  be  feen 
in  the  feuenth  Book  oic^fars  Commen¬ 
taries.  This  country  was  one  while  cal¬ 
led  Prouence^md  then  againc  N&rbonefii- 
ter  the  name  oiNarhena^  then  the  chiefe 
and  capitall  Citic  of  the  country.  In  Co- 
mat  a  dwelt  the  Aquitans, which  are  they 
of  Gtiienne^  euen  from  the  Pyrenean 
Mountaines, fo  farre  as  the  m\^x^ Garona  ; 
on  the  hitherfidc  whereof arc  the  Celts, 
inhabiting  fo  farreas  thcRiuersof 
and  Mama .  All  the  reft  of  the  country 
extending  toward  the  Northfis  pofiefl’cd 
by  the  Belgians. 

Now  the  fearch  would  bee  very  great, 
and  hard  to  be  performed  by  any  majthat 

B  would 
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would  (with  a  certaine  hiftory  of  all  the 
times^*  fet  downc  the  fafluonsj  panners;, 
andciiftomes  u  hich  the  ancient  Gaules 
had  held  and  obferuedj  vntill  the  daies  of 
lutm  Cxfar,  and  their  nouell  qualities 
frona  thofe  dayes  to  ours.  But  fuch  as  can 
content  theinfelues  with  that  diligcnce3 
which  generally  maybe  deliueredby  the 
proofes  of  good  and  fufficient  Authours, 
worthy  of  faith  and  found  credit*  perhaps 
{hallfinde  their  expedation  well  fitted, 
both  with  honeft  plealure  arid  profite  in 
their  reading .  And  with  this  intention 
am  I  determined  to  make  (fummarily)  a 
,  collcdion  out  of  many  writers,  that  haue 
carefully  imployed  their  paincs,  concer¬ 
ning  die  manners  and  behauiour  of  the 
according  as  matters  might  be  re- 
membred,iafuchdiuerrity  of  diftanc  pla¬ 
ces.  And  firft,  wc  will  felcd  out  the  moft 
Ancient ;  afterward  (if  wee  can  bring  our 
purpofe  to  full  effed,  and  as  our  endeuor 
{hall  nothing  be  wanting)  vve  will  as  dili¬ 
gently  feeke  for  the  noiieil  ciiftomcs. 

C^^rhath  comprehended  a  certaine 
forme  and  femblance  of  Gaul  in  her  anci¬ 
ent  dayes;  cfpecially  in  the  fixt  bookc  of 
his  CommentarieSjof the  warre  in  Gauh 
albeit  he  hath  fo  wen  many  other  things 
throughout  his  Bookes  :  which  I  hauing 
colleded  heerc  and  there,  and  from  infi¬ 
nite  places  in  other  Authors,  fo  that  the 
whole  may  fertie  to  cncreafe  and  fully  il- 
luftratethe  courfe  of  our  purpofe ;  wee 
may  the  more  reafonably  accomplilhthat 
which  fhall  feme  to  make kiiowne  our  ful 
aime  and  fcopc.  Neiiertheleftejiam  not 
to  learne^that  the  Gredes  which  haue  fol¬ 
lowed  C^/^r^wer  it  that  they  vnderftood 
not  the  latine  tongue,  or  were  it  through 
carclefrielTe  and  negligence  ^hme  decla¬ 
red  in  many  places,  that  they  fcaifely  vn- 
derftoode  the  matters  contained  in  his 
Commentaries,  Wherefore  we  will  firft 
of  all  imitate'C/«/4r,as  the  moft  great  and 
Angular  Author  and  mafter  of  our  hifto¬ 
ry  :  and  then  purfue  othets,  according  as 
they  haue  borrowed  any  thing  of  him,  or 
as  they  feme  to  make  the  whole  fubied 
vTideritood, 

But  in  regard  that  the  principal!  parts  of 
Great  Britawe^  as  alfo  of  Germany,  haue 
bene  feized  by  the  Gaules^  as  (hal  appear 
in  due  time  and  place  5  and  forafmuch  as 
there  hath  bene  great  refemblancc  of  the 
Britaines  and  Germanes  with  the  Gauls, 


as  will  bee  declared  by  that  which 
hathwicren  5  I  imagined  with  my  felfe, 
thatit  ivould  very  ddnueniently  fute  with 
our  purpo(e,to  compare  (lich  falBions  as 
carried  any  Coficriitce  in  thefe  hlations . 
Confidenngtbat^i/4rihoughd£fiti,to 

compare  the  cuftomes  of paule  5  with 
them'of Germaii^r  ^'And  5/r^^^^percjcy-  :  Sirabo  in  U 
iiingthe  Germane'S  rd  be  calledlo  by  the  j' 

Romanes,  as  true  brethren  to  the  Gauls, 
by  rc|cmblancc  of their  maniipr  of  liiiing, 
whenhe  wrote  the  falliions  aucf  cuftoms 
of  the  aheient  Gaules,hc  repfoued  them, 
and  began  with  the  Germanes.  Bntal- 
though  thaiTacftfts  hath  fayd.  That  they  Taam 
werenamed  GermaneSjby  an  appellation 
proper  to  their  Nation,  and  flich  as  they 
pleafedxQ  ftile  themfeliiesj  yetnotwith- 
ftanding,howfoeuer  atfiift  they  recciiicd  |  Pvefemblancc 
that  name,  there  may  be  difeerned  in  the  | 

^  ^  .  ■'  ,r  I  and  mannif?, 

a  great  oermanity,  or  (tor  our  better  vn-  betweene  the 
derftanding)  a  Fraternity,  both  in  beha-  Gaules  and 
uiour  and  cuftomes' anrwcrahle  one  vnto 
another,  ,  ’ 

For  our  better  beginning  tbcn,wc  will 
conclude  on  certaine  kindes  of  manners, 
to  the  end, that  each  thing  may  be  carried 
as  maybe  moft  conuenient.  ?lato fayeth> 

There  are  three  principal  parts  in  the  bo¬ 
dy  of  Man,  wherein  are  lodged  the  three 
principall  powers  of  the  foule  5  Concupi- 
fcencein  the  Liuer,  Anger  in  the  Heart, 
and  Reafon  in  the  Head,  as  in  a  Citadell. 

In  like  manner,  there  are  three  feuerall 
.kinds  ofvertuesthat  dt3  command  &  go- 
uerne  them :  Sobriety  or  Temperance^to 
ouerfway  Concupifcence  in  the  Liuer  5 
GouragCjagainft  Anger  in  the  Heartland 
Wifedomejin  thinking  and  iudging  with 
Reafon.  The  common  confent" agree¬ 
ment  of  all  which,  is  the  faithful!  dutic  of 
each  one,  eiicn  as  it  were  with  .diners 
V  oices,  &  worthily  may  be  called  Tuftice. 

Cafar  and  Diodorue^Titie^s  Liuim^  Strahe^ 
and  others,whD  are  as^interpreters  of  C^- 
far  ,  do  declare  many  things  of  the  Gauls 
v^if  I  wouldhauefctdown  at  large  in  my 
Difeourfe,  according  as  they  are  written 
by  them :  I  fhould  rchearfe  one  and  the 
fame  matter  too  many  times.  Wherefore 
I  will  rather  imitate  their  intention  in 
each  place,  then  bee  conftrained  to  al¬ 
ledge  their  muhiplicity  of  words. 
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of  the  Temper  Ance  inerting  and  drinking 
vfid  among  the  Gaules  :  as  alfo  of  theyr 
Marriages  and  Jingle  condition  of  life. 


O  enter  then  on  the  bchalfe 
of  Temperance,  wee  might 
ipeake  of  their  abftinence  in 
catiiig  and  drinking,  refort 
to  women^  theyr  manner  of 


UomMiaiJib^ 


IhHus  Ctefarin 
comment,  lib,  6 
Of  the  Get- 
manes* 


Ipeech,  their  modefty  in  Garments  and 
lodging ;  their  fportes,  delights  and  afsi* 
fiance, which  they  affoord  ro  one  another 
in  fuch  things  as  they  hauc.  Concerning 
the  eating  and  drinking  of  tire  ancient 
GauIcSj  they  lined  for  the  moft  part  (ac¬ 
cording  to  Diodorus  and  Strabo)  on  white 
meats,  and  diners  kinds  of  flefh;  &  prin¬ 
cipally  on  Porkefreifh  and  faked.  They  v- 
(edto  hauefiandingby  their  fires,  pdttes 
full  ofboyled  fielh ,  and  fpits  well  loaden 
with  roafied  flefhj  the  better  part  whereof 
they  would  giiie  to  men  of  worth,  to  doe 
them  honor:  as  Homer  writes ,  That  the 
Grecian  Captains  did  to  Aiax ,  when  he 
had  won  the yidory  againft  He6for  body 
CO  body .  Cafar  granceth  the  felfe-fame 
manner  of  life  to  the  Britaincs,and  to  the 
Germanes.  The  Britaines  (faith  hc)which 
dwell  furtheft  vp  into  the  Countrey,  the 
moft  part  of  them  do  not  fbwe  any  come 
but  liue  onely  vpon  milke  and  flefh.  Ne- 
uerthelefie,  they  hold  in  deteftation(byi 
what  religious  opinion  I  know  not)  to 
taftcofan  Hare,  of  an  Hen  ox,  Chicken, 
and  of  a  Goofe.  Hee  faith  alfo  the  veiry 
fame  in  his  feuenth  book/peaking  of  the 
Germancs^Thac  they  do  not  addid  them . 
feluesto  anykinde  of  labour,  and  that  | 

^  their  very  greatefi  nouriflrment  is  vppon  j 
iib,}.cap.  i,  I  white  meats,  chcefe  and  flefh.  But  Tach  j 
tus  hath  written  much  more  amply  con-  ’ 
cerning  the  manner  of  life  amongft  the 
Germans.  Each  mother  (faith  hee)  dothj 
nurfc  her  childe  with  her  owne  breft ,  and 
neuer  trufteth  it  in  the  hands  of  their  fer. 
uants,or  other  Nurfes.  Ihoii  canft  not 
know  the  Maftcr  from  the  Varlet,  by  any 
kinde  of  more  delicate  feeding .  They 
ljue  nakedly  and  floi]cnly,ciicn  amongft 
their  Heards  or  droues  of  CattlejSc  lying 
vpon  the  ground,  vntill  fuch  time  as  age 


doth  fet  apart  fuch  as  are  M afters,  &  ver= 
tue  doerh  aiiouch  and  make  them  to  bee' 
knowne.  Their  viands  are  (imply  drefted 
or  prepared,  being  of  wildc  fruits;  fome- 
times  offredi  Vcnifion,or  curded  milke, 
without  any  dainty  cooking  or  dreffing. 

So  much  for  their  manner  of eating; 

for  their  drinkc,  that  amongft  the 
Gaules jand  termed  Zythum :  This  (fay  th 
Diodor  tis)  was  made  of  barley  and  water, 
hailing  pafled  thorqwdiucrs  honicombsJ 
Taettsu  almoft  the  very  fame  of 

the  Germanes.  1  hey  make  a  drinkc  (faith 
he)  ofwater  ^  mingled  both  with  barley  & 
wheate,di(guifcd  into  Tome  refemblance 
ofwine.  They  which  dwell  on  the  Sea- 
coafts,do  buy  wine.  The  moft  part  of  the  j 
Gaules  Diodorus  &  Strabo  doc  both  ^'^odoy.m  lib.^ 
write)  vfed  to^fitte  on  the  ground  and  to  • 

Their  manner 
of  eaci’iig  their 
mcaie. 


Com,TachHs  in 


Of  Mother^ 
Surfing  their 
owne  chiidr*. 


cate  their  food ,  fitting  on  the  skinnes  of 
Doggesorofwolues  ibeingferued  with 
earthen  vefteiles,  which  were  ftrong  and 
maffiiic,  and  wrought  about  with  bran¬ 
ches  of  flowers;  and  they  were  alwayes 
attended  and  ferued  by  their  young  chil¬ 
dren.  In  like  manner  Tacitm  xccoidcxh^ 
That  the  Germans  fb  foonc  as  they  were 
awake  and  rifen  (which  they  Vfed  not  to 
dp  till  it  was  day:)  they  laued  and  wafhed 
themfclues  with  w^rme  water, .becaufe 
wiiitgTCoi^inued  in  chcir'region  for  the 
moft  part  ofthe  yeare  i  and  at  comminp 
foorthiofthe  bathe,they  went  vnto  theyr 
foode,  each  one  hauing  his  table  and  feat 
alone  by  himfelfc.  Thus  then  was  their 
ancient  and  rude  fimplicit)^  which  caufed 
the  Germahes  to.be to  big  membred  and 
corpulent,*  whereat  Taettus  feemeth  to 
mariiell  greatly.  And  thence  likewife  en- 
filed  the  felfe-fame  grcatneflTe  of  bodyc 
which  was  among  the  Gaules,  who  for 
their  huge  corpulency,  and  regarding  on¬ 
ly  their  ow;>c  bignefle  offtature,  held  the 
(mailer  conftitution  of  the  Romanes  in 
contempr^as  may  befeenein  the  2.  book 
ofthe  wars  ibC/W, 

^  But  Pjato  reprehendeth  the  Gaules  fbt 
their.inteinperancc  and  drunkenneswith 
,wine;and  Diodorus  mltcih  the  very  fame. 
Tncy  affctifed  Wine  fo  excefsiiiely,  that 
when  the  Merchants  brought  it  to  therh, 
theydrankeit  wholly  new  as  it  was  ;  and 
then  bccomming  drunk,  by  hauing  taken 
oucrmitch,  they  lay  downe  to  fleepe,  or 
behaued  themfelues  like  madmen.  And 
this  was  the  realbn  that  many  of  the  Ita- 
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lian  Mcrcharits  for  the  gaine  which  they 
got  both  by  fea  and  land  ^  brought  wine 
in  great  plenty  thither^and  for  a  fmal  vef- 
fcll  of  wine,  recey  lied  (in  cxchange)foure 
times  the  value.  And  the  fame  Authour 
not  onely  blamcth  their  drunkennes,  but 
alfo  the  quarrels  which  accompanied  this 
excefl'e.  They  obferued  (faith  he)as  acu- 
ftome,  at  their  feeding,  fortheleaft  de¬ 
bate  ofwords,  to  rife  prefently  from  the 
Table,  and  defie  one  another  to  the  coin- 
bate,  hazarding  their  lines  without  any 
difcretion.Thus  you  fee  how  the  Greeks 
haiie  reprooued  the  ancient  Gaules  5  and 
calleth  the  Germanes  theyr'  Bre¬ 
thren  in  the  fame  vice,  accufing  them  e- 
qually  to  bee  drunkards  and  quarrcllers  • 
They  vfed  not  (faith  he)  any  fuch  tempe¬ 
rance  againft  thirft.For  they  held  it  no  di- 
fhonor,to  fpend  the  whole  day  and  night 
in  drinking,  fo  they  might  bee  fuffered  to 
drinke  their  filh^  furnifhing  them  with  fo 
much  as  they  would  haue:  you  lho]d  find 
them  no  leffe  eafie  to  bee  conquered  by 
their  vices,  then  by  armes .  The  quarrels 
which  rofe  very  often  among  them,  as  a- 
mong  people  fubied  to  Wine,  was  no 
(boner  mingled  with  iniuries  of  the 
mouth;  but  (for  the  moft  part)  did  end 
with  blowes  by  the  (word, to  the  cxpencc 
of  their  bloodjyea  of  their  liucs.Such  was 
the  blame  which  the  Germanes  receiued 
by  making  no  more  account  of  fo  bad  a 
cuftome^euen  as  if  this  vice  had  bene  no^ 
vice  among  them,  or  did  any  wayfhame 
them.  ^ 

But  the  Gaules  vfed  thcmfelucsin  bet¬ 
ter  manner ;  for  byapublicke  ordinance 
this  vile  behauiour(in  particular  perfons) 
wasverie  greeuoufly  and  rigotouflypu- 
nifhed.  Let  vs  heare  then  from  Cd/ar  the 
caufe  of  the  magnanimity  of  the  Gaulcs ; 
which  was,  by  knowing  howto  keep  thc- 
fclucs  from  this  diforderly  kindeof  life. 
The  moft  magnanimous  of  all(faith  he  in 
his  firft  Booke,  fpeakingofthe  Belgians, 
Celts,  and  Aquitanes)  arc  the  Belgians, 
becaufe  they  arc  furtheft  off  inthe  coun- 
trey,  which  is  carefully  husbanded,  and 
ftrangers  doe  but  fildomc  trafficke  with 
them,to  bring  them  that  which  ferueth 
to  no  other  end  but  to  effeminate  their 
courages. 

In  the  fame  book  fpeaking  of  the  Ncr- 
uians,  as  of  the  moft  couragious  of  al  the 
Belgians,  he  faith  5  Cd/dr  ro aking  enquiry 


of  them, what  might  be  their  natural!  dif- 
pofitionand  manners,  hee  found.  That 
Merchants  did  not  trafficke  with  ihem,o^ 
that  they  would  not  fuffer(by  any  means) 
that  wine  fhould  be  brought  among  the, 
or  any  thing  that  ferued  for  delicacy.  For 
they  held  (as  an  infallible  opinion)  that 
fuch  things  wer  the  caufe  of  abafing 
couragCj&that  their  natiuevertuc  would 
thereby  be  much  weakned.  Whereby  we 
maypcrceiue,  that  the  intemperance  of 
fbme  particular  men,  was  condemned  by 
a  generall  and  publicke-  decree ;  and  that 
fobriety  &  temperate  carriage  was  great¬ 
ly  refpe(5i:ed  and  honored  in  thofe  parts. 
Strdif  i^ycth^  That  by  the  perfwafionof 
a  graue  and  wife  man,  the  Getes 
rent  and  pluckt  vp  all  the  Vines  in  theyr 
country,  yet  vfeeffome  wine  in  the  time 
of  their  childrens  nurfing.  But  our  Anee- 
ftors  did  much  better ,becau(c  they  would 
oeuer  permit  or  fuffer,  that  any  Vine 
fhould  be  planted  among  them ,  or  wine 
to  be  brought  them  from  any  other  place. 
Wherefore  Diodor ua  had  goold  rcafon  to 
fey,  that  in  his  time  there  came  no  wine 
at  all  into 

Confirm  his  fourth  Booke,  maketh  the 
Sueues^  a  people  of  Germany,  cquall  in 
temperance  to  the  Neruiam  that  were  in 
Gaule.  For  they  would  not  fuffer  that  a- 
ny  wine  fhould  bee  brought  into  their 
countrey,  becaufe  they  were  perfwaded, 
that  it  made  men  lazie,  effeminate,  and 
vnapt  to  endure  any  labor.  Thus  we  may 
obferuethen,  what  was  their  fbbrietie  in 
eating  and  drinking ,  wherein  their  grea¬ 
ter  part  of  vertue  is  commended ;  for  ab- 
ftincncefrom  lewd  and  wanton  women. 
And  albeit  that  Diodon^^Straho^  Bar  de- 
fane!^  according  as  Eufehim  reporteth  5 
being  all  of  them  Grecian  Authors, haiie 
reproued  this  vice  as  frequent  and  coin^ 
mon  among  the  Gauies,  and  which  is  as 
innated  (if  credite  may  bee  giuen  to  Art- 
fiotle)  in  warlike  aftions ;  whereby  the  fa¬ 
ble  was fainedjof conioyning  with 

God  Mars:  yet  notwithftan  ding,  C^/Sr 
fpeaketh  nothing  therof,  but  giucth  great 
commendation  to  the  Germans  for  their 
temperance,  contrary  to  tfeem  that  haue 
written  otherwife  of  them. 

Such  as  haue  continued  in  virgin  eftate 
thelongeft  while  amongthemj  and  with' 
out  the  knowledge  of  any  other  but  their 
ownebody,j:eceiued  the  very  greateft  re- 
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fpccl  and  praifc.For  they  held  it  as  a  moft 
Villanous  thing  ta  haue  knowledge  of  a 
woman^  before  the  age  of  twenty  yceres. 
In  all  which  time  they  did  not  hide  them- 
feliiesj  but  bathed  daily  together  in  the  ri- 
uers.  And  this  is  the  reafon  rendered  by 
//ifr^^^/^,fpeaking  of  the  nature  of  chil¬ 
dren,  wherefore  haire  commethmuch 
(boner  to  fomc  then  it  doth  to  othersibe- 
caufc  the  vfc  of  f^em^  maketh  the  flefh 
more  loofe  and  flaggy,  and  opeheth  the 
skinne,  which  affordeth  the  cafier  pafTage 
to  the  haire  5  contrary  wife,  fuch  Children 
as  are  gelded, haue  neuer  any  haire  at  all. 
T uttw  hath  not  omitted  the  (elfefame  at¬ 
tribution  of  praife  to  the  Germans.Yong 
men  are  long  time  before  they  haue  any 
knowledge  of  women :  and  that  is  an  e(pe- 
ciall  reafon  why  they  lofe  no  part  of  their 
yourhfull  ftrength^  and  therefore  make 
"no  haft  at  all  ofparting  with  their  virgin 
condition  ,  Young  Laddes,  and  fuch  (of 
like  ftature)  as  are  gelded,  do  make  triall 
of  their  agility  togetherjand  their  children 
do  (commonly)  partake  of  their  Parents 
ftrength. 

Marriages  do  apperrainc  to  the  rule  of 
the  fame  vertue  :  but  CAfatr  hath  not  writ¬ 
ten  carefully  how  the  Gauls  obferued  it. 
The  husband  (faith  hee)  laide  downe  the 
valewof  much  goodes,  as  his  wife 
brought  with  her,  and  a  iuft  account  be¬ 
ing  taken  thereof^  the  whole  ftockewas 
put  together*  The  party  that  furuiued,en- 
ioyed  the  others  portion3with  the  reuen- 
newes  of  all  that  had  paft.  The  husbands 
are  mafters  and  commaunders  of  their 
wiucs  lilies,  and  alfo  of  their  Childrens . 
When  any  Father  of  a  Family  (eff  note) 
dyeth,  the  nereft  of  the  kindred  do  afiem- 
ble  together,  and  ifany  furpitionbccon- 
ceyued  concerning  his  death :  the  Wife  is 
committed  to  tortures,  as  they  doc  theyr 
flaues,and  iffhe  prooue  to  be  conuinced, 
after  they  haue  tormented  her  with  fire, 
and  all  other  kinds  ofpaincs,they  put  her 
to  death.  This  law  may  feeme  hard,  that' 
giueth  the  husband  fuch  like  power  oner 
the  wife  and  children, as  he  hath  ouer  his 
flaues .  For,  according  as  the  Philofb- 
phers  haue  taught  vs:  the  father  of  the  fa¬ 
mily  giueth  command  to  his  wife  &  chil¬ 
dren,  as  vnto  free  perfons.  Yet  this  is  not 
all  asonekinde  of  command:  for  hee  gi^ 
ucth  command  to  his  wife  as  to  one  of 
the  fame  Commonwealth,  6^  to  his  chil¬ 


dren  as  a  King  -  The  Law  truly  may  ap- 
pearc  to  be  hard, and  yet  it  is 
the  like  as  Romuim  made,  Ordayning; 
That  the  fonne  ibould  bee  in  his  fathers 
power  all  his  life;  and  that  the  father  may 
chaftife,  beate,put  him  to  any  bufincs  in 
the  field,  fell,  or  killhim.  The  fame.King 
alfb  appointed,  That  a  man  might  pun- 
nifh  his  wife,  ifihe  had  drunke  any!  wine. 

fpcaketh  all  this  in  his  fixt  booke: 
and  in  hisfifthee  declareth  diners  other 
fafliions  ofbehauioiir  in  marriages,  (p^a^ 
king  ofthe  Britaincs. 

Ten  or  tweluc  together  (faith  he)  do 
hold  their  wines  in  commonjand  princi¬ 
pally  brethren  with  their  brethren,  and 
fathers  with  their  daughters.  And  fiich  as 
are  born  ofthem,  arc  auouched  for  chib 
dren  of  them  chat  haue  cfpoufed  their 
mothers,  beingyet  maids*  So  much  alfo 
he  relateth  of  the  Englifb  .  But  TAcltm 
writing  of  the  Gerriiaincs,  giueth  them 
moft  noble  commendation  in  this  point. 
The  wife  (faith  hcc)  neuer  offereth  anic 
dowry  to  the  husband,  but  the  husband 
to  the  wife.  The  parents,  coufins,  &  kin¬ 
dred  are  prefq^t  thereat,^  and  allow  of  all 
prefents  pafsing  between  them.  A  nd  they 
are  no  prefents  deuifed  for  delicacie  6r 
delight  of  women  ,  nor  to  repaire  a  new 
intended  marriage :  but  they  arc  a  gift  of. 
Oxeii  yoaked ,  a  horfc  brideled  and  furni- 
flied,  &  a  Buckler  or  Target, with  a  (word 
and  laueline.  For  thefe  prefents  the  hu(^ 
band  taketh  his  wife  j  who  likewirc(on  hir 
owne  behalfe)  prefenteth  him  with  fomc 
weapons  ofwarre.  This  is  the  great  mar¬ 
riage  bond,  thefe  are  accounted  facred 
myfterics,  &  thefe  are  the  coniugall  gods 
that  they  hold  in  reuerehce. 

And  to  the  end  that  the  wife  may  not 
thinke  her  felfe  exempted  from  vertuous 
deflfeignesjnor  the  hazards  of  warre.'from 
the  very  beginning  of  her  marriage  ibeis 
continually  aduerti(cd,that  fhe  is  thus  re- 
ceiued  and  taken  to  be  her  husbads  com¬ 
panion  in  all  paines  and  dangerSjand  that 
(be  it  either  peace  or  warre)^  (bee  muft  of 
necefsity  runne  the  fame  fortune .  And 
thefe  are  plainly  fignified  vnto  her  by  the 
coupled  Oxen,  the  furnifhed  horfe,  and 
warlike  weapons.She recciueth  what  (be 
is  to  beftow  on  her  children  after  that  fhe 
hath  worthily  and  holily  nurfed  them  vp: 
&  fuch  as  arc  of moft  forward  difpofition 
the  Father  hath  care  of,thac  they  may  re- 
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femble  (in  good  quality)  others  of  theyr 
linage.  And  then  they  line,  keeping  their 
chaftity  well  defended  not  being  cor¬ 
rupted  by  any  occafions^nor  the  fight  of 
wanton  paftimes^  or  bceing  prefent  at 
Feafts  or  bankets. 

There  arc  very  few  adulteries  commit- 
,  ted  in  fo  great  a  N ation ;  for  the  punifh- 
'  ment  thereof  is  very  fpccdyj  and  the  hut 
band  may  lawfully  do  it .  After  hee  hath 
lhauen  and  ftript  her  naked,  the  husband 
bringeth  her  forth  of  his  houicjin  the  pre¬ 
fence  of  all  his  and  her  ncereft  Kindred , 
and  bcateth  her  with  a  baftinado  thorow 
all  the  ftreetes  ^  for  there  is  no  allowance 
of  any  pardon  after  that  a  wife  hath  ble- 
milhed  her  honor ;  and  neither  her  beau¬ 
ty, youth,  or  riches  can  afterward  winne 
her’anothcr  husband .  Vices  ferue  not 
there  to  be  laughed  and  iefted  at:  &:  one 
may  well  fay , That  (thcre)is  fuch  a  world, 
as  Ticithi  r  permitteth  the  doing  or  indii- 
rihgofany  difToluteneflc.  Thole  Com¬ 
mon  weales  are  the  heft  orderedjwherein 
is  fuch  permifsion,that  the  Maides  one- 
ly  findc  thcmfelucs  husbands,  and  mart 
age  confifteth  in  mutu^]4accord(for  a 
longwhile)  in  goodhope,and  thatthe 
Bride  may  haue  her  hearts  dcfuc.  For  in 
this  cafe  flic  taketh  her  husband  as  one  be 
the  lelfcfame  body,  and  one  life  is  allow¬ 
ed  by  them  both :  becaufc  they  can  haue 
no  contrary  thoughts,  neithertheyr  de- 
fircs  any  way  wandering, but  their  affec¬ 
tions  doefo  fimpathize,  as  not  in  either 
to  husband  or  wife,  but  to  the  fandity  of 
marriage.  It  is  helde  as  a  very  great  of- 
fenccjto  procure  the  death  of  any  of  their 
children,  or  of  their  kindred :  And  there 
good  cLiftomcs  dobcare  morefway,  then 
good  Lawes  and  Ordinances  doe  elfe- 
wherc.  Hitherto  haue  wee  continued  the 
writing  of  concerning  the  Ger- 

manes  marriages. 

reprehendeth  the  Gaules  for 
acertaine  kinde  of difordered  behauiour 
in  their  fpeaking,  faying^They  vfc  a  (hort 
kinde  of  fpeech,fomewhat  hard  to  be  vn- 
derftood,  and  without  any  deliberation  5 
fpcaking  great  ftore  of  doubtfull  things , 
yet  deliuering  many  bragging  and  vaun¬ 
ting  wordsj  much  to  commend  thefelues 
and  in  the  contempt  of  others.  They  are 
threatners  and  badfpeakerSjand  full  of  o- 
uerweening.  This  vauntcry  of theirs  hath 
likewife  bcene  reprooued  by  StrAbo  in  lib. 


3,  And fpeaketh  thcrcofinhis  fea- 
uenth  Bookc^  and  is  alfc  to  be  proued  by 
diuers  examples  in  his  other  books .  Such 
is  that  whereof  hcc  Ipcaketh  in  his  nrft 
bookcjof  Diuicffnui  the  Heluctian ,  who 
highly  extolled  and  vaunted  the  vertue  of 
the  Heluetians,  and  reproached  the  dil- 
comfiture  of  the  Romanes,  admoniflijng 
by  menaces  to  beware  of  any  fur¬ 
ther  attempting^  for  feare,  leaft  the  place 
where  the  Romanes  mifearried,  by  a  fur¬ 
ther  lolTe  of  thcir^peoplcjaftcr  the  foiling 
oftheir  whole  Army,  (houldtake  name 
thereby,and  fb  remaine  as  a  memorie  of 
their  difgrace. 

Such  alfo  was  AriouiUui^  King  of  the 
Germans,who  anfweringlitle  or  nothing 
to  matters  .which  CaJay  demaunded  of 
him;  fpake  wonders  of  his  owne  valour , 
and  that  he  neuer  bucHed  with  any  man, 
but  he  was  ruined.  And  C^far  might  com 
to  fight  whenfoeuer  he  picafed  ,  but  he 
fhould  learne  of  the  Germaines,that  they 
were  a  people  neuer  vanquiflied,  and 
skilfiill  enough  in  adions  of  armes.  Fcr- 
cingetorix  alfo  vanted  in  his  oration,  that 
hee  would  Uiake  a  League  .with  all  the 
Gaules,  and  then  all  the  world  durft  not 
make  head  agaihft  them.  This  is  fufficient 
concerning  this  matter ;  I  come  now  to 
Ipcakc  of  the  care  which  they  had  of  their 
ov/neperfons. 


CH  Ap.II. 


H0W  the  GauUs  vfed  to  we  Are  their  Haire  3 
and  what  kinde  of  garments  they  vfed^ 
with  the  fainting  of  their  body  esy  their 
CoinesJ^c. 


Lio.y, 
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mans. 


lul.Uf.incm* 

Lib,  I. 


lodortiSy  fpeaking  of  the 
Gaules,  fay  th;  Albeit,thac 
naturally  they  haue  good¬ 
ly  lockes  of  hayre^  yet  doe 
they  hclpe  the  natural! 
^  colour  thereof,  by  an  in- 
ftrument  properly  deuifed  for  that  pur- 
pofe.  They  twine  and  twift  theyr  bufhie 
lockes  together,  and  fiiffer  them  to  hang 
danglingdowne,  eucn  from  the  forehead 
to  the  necke  :  fo  that  they  refemble  Sa- 
tyres,and  young  vnfhorne  boyes.  They 
haue  pradifed  by  Art, to  make  their  haire 
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thicke  and  hard,  that  little  difference  ap- 
peareth  betvvccne  theirs  and  the  haire  of 
a  horfe.  fpcaketh  (wcl-uecce)  the 

fame  of  tlic  Sueues^z  people  of  Germany, 
But  the  cfpcciall  note  ofthatNationis^ 
that  they  tunie  their  haire  crofle  or  oucr- 
thwart,  and  then  binde  or  trufle  it  vp  in  ? 
knot.  In  this  manner  arc  kno- 

wen  among  all  the  other  Germainesjand 
free-men  of  the  Countrey  from  flaiies. 
Some  of  the  Sueues  do  wearc  their  hayre 
longhand  briftling  backward  with  a  ben¬ 
ding  downe^  and  fo  they  go  till  they  bee 
hoary  or  white  5  and  then  ( oftentimes) 
they  binde  it  *  togethet  oh'  the  crownc  of 
the  head.  The  Lords  are  no  more  refpe- 
(ftiue  of  their  own  perfohs,  and  yfet  with¬ 
out  any  proud  or  bad  intention  :  for  it  is' 
not  done  in  regard  that  they  affedi:  or  co- 
uct  to  be  affeded  3  but  they  doe  onely  fo 
;decke  theihfelues,  to  appearc  the  more 
fierce  and  terrible  vnto  theyr  enemies , 
when  occafion  callcth  them  foorth  to 
warre.  .  ' 

Diodor m  proccedeth  on  in  this  manetj 
concerning  the  behauiour  of  the  Gaules. 
Some  of  them  (faith  he)  doe  vfe  to  fhaue 
their  beards^but  others  do  weare  them  of 
lomc length.  The  Gentlenien  docutte 
fhort  the  haire  on  their  cheekesj  &  fuffer 
theirbeardst(^growtofuch  length,  as  it 
will  couer  all  their  bodie.  They  weare  al- 
fo  a  kinde  of  garmenCj  which  is  all  hairic, 
to  feeme  the  more  dreadfull  and  terriblej 
confifting  ofdiuers  colours  ^and  tearmed 
by  them  Braccates,  They  haue  long  skir¬ 
ted  rackets  or  Caffockesj  rewed  or  ftrea- 
kedjbeeingof  the  very  courfeftCloatb  ^ 
which  they  vfe  for  winter  3  and  the  moft 
Ample  or  flcndereft  for  ^amvneuViodorm 
fpeaketh  thus  of  the  Br  mates  ^  as  the  rea- 
fon  whereby  the  Romans  called  that  part 
of  Gaule  Braccata^  and  by  which  garment 
the  fame  Authout  affirmeth,  That  the 
Gaules  were  more  terrible  to  beholde. 
5/r4^<?likewire  writeth  in  his  fourth  book 
conedning  their  hairCj  their  Caffockesy 
their  rude  and  hairy  garmentS3  their  long 
high  breeches, &  their  iTaort  open  cloaks 
which  hardly  coiiered  halfe  theyr  But- 
tockes.  All  thefe  Authors  do  agree  toge^ 
therjas  touching  the  haire  of  the  Gaules 
and  Germaines3and  tobcofa  reddeco- 
lour^according  as  Ttt^  Liums^  and  Dio- 
dorudhmc  written.  C^/arfpeaking  of  the 
of  ancient  BntanyjWriteth  thus.  They  do 


all  paint  thcmfclues  with  an  hcarb3  called 
by  caufeth  ablewifh 

or  azurecoioiir:  and  this  made  them  ve¬ 
ry  dreadfull  to  looke  on  3  when  they  went 
to  any  fight. Moreouer,  they  wore  their 
lockes  of  haire  very  long ;  lliauing  off  all 
their  other  haire  except  that  on  the  hcad3 
andon  thevpper  lip,  ,  '  rrl 

r ©^W^purfuinghis  purpofc  concer¬ 
ning  the  GauleSjfigureth  them  forth(dsit 
were  with  golde)  in  this  manner The 
whole  Countrey  of  Gaule  is  without  the 
mettall  called  Siluer :  but  nature  hath  gi- 
iien  it  gold^without  any  labor  or  cunning 
chdeauour.  For,  in  regard  that  the  moft 
part  of  the  riiicrs  haue  their  courfes  verie 
troublefomejVneafie  in  pafsingj&c  whee¬ 
ling  or  circkling  in  wide'compafTc :  the 
waters  which  defeend  from  the  hilles  and 
mountaines,  by  difpciTing  themfelues  a- 
broad  in  the  valieyes,  do  fcattcr  a  fand  on 
the  fields,  which  is  mingled  with  golde  • 
Afrerwardes,  kneading  or  tweaking  the 
clods  together, wherein  they  difeerne  the 
golde  to  tlune ,  and  permitting  them  to 
become  hard :  they  thembreake  them  in 
peeces,’  and  when  they  haue  waflicd  it  in 
watetjand  tiic  earth  is  quite  taken  away, 
they  hurtethe  reft  into  a  furnace,  and  fb 
melt  it  in  that  manner.  When  they  haue 
thus  moulcen  and  drawne  out  the  golde 
pure  and  clcane,  the  women  and  men  do 
adorne  themfelues  therewith  :  for  they 
weare  it  in  rings  on  their  fingers,  and  in 
bracelets  about  their  armes,  and  in  Car- 
canets  on  their  brefts,&  in  chaines  about 
their  neckes  ,  and  about  their  middles  as 
golden  gii^\QS,Polybms  alfb  maketh  mcn- 
tionin  his  fecond  book'e,of  their  Chaines 
and  Bracelets.  And  Strabo  in  his  4.booke 
fpeaketh  of  their  Mines  of  gold,  whereof 
the  cheefeft  are  in  the  Country  of*  Tarr: 
hellosimii  hee  attributeih  this  Ornament 
only  vnto  fuch  as  w'erc  in  honor  and  dig- 
nitie. 

But  CdiJar^XiA  Tacitus  do  fpcake  of  an¬ 
other  manner  of  want  or  poiierty  (of  this 
magnificence)  amongft  the  Germaines. 
They  vfe  (faieth  Cnijar)  skinnes  in  their 
garments,and  fhort  cLoakes  made  of  fur¬ 
red  skins, hauing  the  greater  part  of  their 
body  naked.  But  Tacittss fpeaketh  more 
amply,  concerning  the  whole  manner  of 
the  Germains,writing  thus,  I  doubt  whe¬ 
ther  the  gods  were  fauoiirabk  to  them  or 
quite  contraryjbecaiifc  they  denied  them 

the 


*The  Hearbc 
Woade,  vied 
uy  Dyers. 


'  *  '•  .  •  r 
/ 


DMjn  Lib-.f. 
Nofiluerin  al 
the  coumrey 
of  Gaule,  buc 
gold  naturally 


How  they  ga* 
th’r  their  4 
gold  amongft 
the  Gaulcs5& 
adorue  them* 
felues  there¬ 
with. 


TolybjnLib  1 

Strabo  in  Lib, 

The  countrey 
ofGafeoigne, 
neerc  ta  the 
Pyrenean 
Moiintaines. 

in 

Com,lih,7 


Corn,  Tacit, 
in  lib,6,c,p,  . 

No  Golde  or 
Siluer  among 
the  Germans. 


8 


Of  the  Ancient  Gaules 


Booke 


VeflclsofSU' 
ucrheldinno 
more  account 
then  the  like 
madic  of  earth 


The  Serraii  & 
Bigativ/cv  my 
nies  amongft 
the  ancient 
Romanes. 


The  common 
wearing  habit 
oi  the  Ger¬ 


mane!) « 


They  wcarc 
skins  ofwilde 
beaftS)  and  ot 
fillies. 


What  gar- 
menisthewo* 
men  did  wear. 


he  mettals  of  gold  and  filiier .  Notwith- 
landing,  I  will  not  fet  it  downe  affured- 
ly^but  that  there  may  bee  fame  veine  of 
gold  or  filucr  in  Germany :  yet  who  (at 
any  time)  hath  made  fearch  for  it  ?  They 
haue  no  fuch  affedion  thereto,  as  to  ap¬ 
ply  it  to  any  fcruice.  Som  veflcls  of  filuer 
haue  bcenc  found  amongft  them  (which 
haue  bene  giuen  to  their  AmbafladorSjOr 
to  their  Princes)  and  yet  to  be  held  in  no 
more  efteeme  or  reckoning,  then  ihofe 
that  arc  made  of  earth.  Neiierthcles  ^they 
that  dwell  much  neerer  to  vs,  in  regard 
that  they  haue  trafficked  with  our  people: 
do  make  more  efteeme  of  gold  and  fil¬ 
uer,  allowing  and  commending  fome 
peeces  of  our  monies.  They  that  line  fur¬ 
ther  off  in  the  Countrey,  doe  deale  more 
fimply,  and  (according  to  the  moft  anci¬ 
ent  manner)  make  their  trafficke  by  ex¬ 
change.  They  recciue  the  old  mony,  and 
fuch  as  they  haue  had  longeft  knowledge 
of,  as  the  Serr&ti  and  Bigati.  They  lone 
the  coin  of  filuer  better  then  that  ofgoldj 
not  that  they  beare  therto  any  particular 
affc£i:ion,but  becaufe  the  filuer  money  is 
eafieft  for  them  in  buying  things  com- 
mon,and  offmalleft  price.  The  vfuall  ha¬ 
bit  or  garment  to  them  all,  is  a  long  skir¬ 
ted  lacket  or  Caffocke  which  they  faften 
together  with  a  buckle,  but  (for  want 
thereof)  with  a  great  pin.  The  reft  ofthe' 
body  is  not  coucied  with  any  thing ,  and 
they  fit  the  moft  part  of  the  day  vpon  the 
hearth,  fomewhat  neere  to  the  fire.  Such 
as  arc  of  greateft  wealthy  doe  differ  from 
the  other  in  their  garments ,whichare  not 
fo  ample  or  large  as  thofe  of  the  Sarma* 
tes^oxoi  thePartbians  :  bytiuftly  fitted 
to  the  body,  and  fuch  as  maketh  apparant 
fhew  of  euery  meber.They  wear  the  skins 
of  wild  beafts,  and  fuch  as  dwell  necreft 
to  the  riuers,are  moft  curious  oftheir  ha¬ 
bit:  but  they  of  more  remote  abiding,Yfe 
no  great  curiofity,  as  being  Icaft  carefull 
what  they  weare,becaufe  they  liuefo  far 
from  flrangers .  W  hen  they  haue  made 
choife  of  their  beafts  skinnes,  they  do  the 
like  offithes^  taking  fuch  as  are  the  grea¬ 
teft,  or  as  the  Ocean  and  moft  vnknownc 
Seas  do  yeeld,  and  fiilleft  of rpots,and  fo 
they  fowc  them  together.  The  W omen 
arc  no  otherwife  habited  then  the  men : 
but  that  the  women  are  oftner  coucred 
with  a  garment  of  linnen,  inter-woiien 
with  a  fcarlct  colour.  They  care  for  no 


flceiies  on  the  height  oftheir  armes,  but 
arc  naked  downe  from  the  very  fhouldcrs 
and  part  of  the  breaft  (ncereft  adioyning) 
is  as  nakedly  difcouered.Thus  you  fee  the 
gayeft  braucry  of  the  Gaules,^  how  fitij- 
ple  the  Germans  are  in  their  garments:  it 
remaineth  now  that  we  fay  fomewhat  of 
their  boufes  and  dwellings. 


CHAP.  III. 


of  the  houfes  and  dwellings  of  the  Gaulet  5 
their  T mnts  and  villages^  and  cf  what 
mahner  they  were. 


He  habitations  of  the  Gauls 
(according  zs  Straho  fayth) 
arc  wide  and  fpacious, made 
of  earth  and  planchers  of 
woodj&coucrcd  with  ftrong 
reeds  arched  on  the  top  together  in  form 
of  a  vault :  for  fo  in  the  fift  booke  of 

the  Gaules  warres  faith.  That  the  Lod¬ 
gings  oi  ^Cicero  in  the  fields  ^  were  co- 
uered  with  ftraw  and  reeds,  according  to 
the  manner  of  the  Gaules.  And  in  his  fixt 
booke  he  fheweih,  that  the  more  part  of 
the  Mannor^ houfes  appertaining  to  the 
gentlemen  Gaules,  were  in  the  woods,or 
on  the  riuers.  Speaking  of  the  houfe  of 
/imbhrix^  which  was  altogether  engirt 
with  woods^^j  were  wel-nere  <«/(rayth  he) 
the  houjes  of  the  Gauls  are^  who  to  fhun  the 
heate^do  dwel  in  woods  ^  and  neere  to  riuers. 
Csefar  dcliuercth  plainly,  that  the  Aqui- 
taines,  Celts  and  firft  Belgians,  their 

Cities  and  Townes  enclofcd  both  with 
walles  and  ditches?but  it  may  be  doubted 
whether  the  like  prouifion  was  vfed  a- 
mong  the  Gaules  further  off,  and  fuch  as 
were  neereft  to  the  North*  as  the  a  Mori- 
ni^  b  jiduatijues^  c  Menapuns^  and  ‘i  Ebu- 
rones. 

Caefar  declareth.  That  the  moft  part  of 
thefe  Bclgiansjarc  defoended  of  the  Ger¬ 
maines, and  faith, that  the  Germains  had 
not  their  Townes  and  Villages  made  afo 
ter  our  manner:  as  may  bee  obferuedby 
that  which  Tacitus  hath  written  accor¬ 
ding  to  the  cuftome  which  they  had  in 
his  time.Itis  fufficiently  known(faiih  he) 
that  the  German  people  dwell  not  in  any 
^ _ Towns, 
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Townes,  neither  that  they  could  endure 
to  haue  their  houfes  ncere  vnto  one  ano- 
thcr.They  dwell  diftant  or  apart,  fcatte- 
ringly,  where  cither  riuers,  ficldcs,  or 
woods  do  beft  content  them.  Their  Vil¬ 
lages  arc  not  after  our  fafhion:  for  their 
houfes  do  not  touch  or  ioyne  neere  each 
other.  Euery  one  leauetb  a  great  wide  di- 
ftance  or  compaffe  about  his  dwelling; 
either  to  auoid  the  difaf^rous  fortunes  of 
fire,or  clfc  becaufe  they  know  not  how  to 
build  better.  They  vfe  neither  Mortcr  nor 
Tiles :  but  the  matter  which  doeth  them 
fcruice,is  very  rude,  and  is  not  prepared 
either  for  beauty  or  pleafure .  They  plai- 
fter  fome  places  much  more  refpediuely, 
with  a  kinde  of  earth  fo  clcane  be  fhining, 
as  it  feemeth  to  contend  with  painting, & 
portraitures  of colours.  They  were  wont 
to  make  caues  vnder  the  ground,  and  co- 
uered  them  with  thickc  clods  ofdung,to 
withdraw  themfelues  thither  in  the  win¬ 
tertime  ,  and  therein  alfotohide  theyr 
Come ;  becaufe  in  fuch  places,  thecolde 
weather  had  not  fo  great  power,  6^  when 
the  enemy  came,  hce  could  make  pillage 
of  nothing ,  but  what  hce  found  readily 
difeouered.  As  for  that  which  was  thus 
hidden  or  buried,  Theeues  not  knowing 
thereof,  would  beftow  the  leffe  paines  be 
fearchjin  further  enquiry  after  it .  Ca/ar 
fpcaketh  (almoft)as  much  of  the  Britain  s. 
They  tearmed  it  a  Tow nc (faith  he)  when 
they  had  endofed  fome  tu%  wood  with 
ditches  and  pales  ^whereinto  they  were 
wont  to  retire  themfelues,  to  fhunne  the 
courfes  of  their  enemies  .  And  whereas 
Cdfir  fpeaketh  fometimes  of  certaine 
Townes  of  the  Suettes :  in  mine  opinion  , 
hecis  fo  to  be  vnderftood. 

Returne  we  now  to  the  towncs  of  the 
Belgians,  which  are  vp  higher  in  the  cou- 
try,andheeremy.  queftionis :  VVl^ther 
they  had  any  fuch  Towncs  as  the  Britains 
or  no?  We  will  firftofallfp  cake  of  the 
Morm^whof  according  as  C^/4r  writeth) 
beganne  to  make  war,  but  in  a  quite  con¬ 
trary  manner  then  the  other  Gaules.  For 
they  hailing  heard,  that  the  verygreateft 
Nations  which  had  hazarded  battel,were 
quite  defeated  and  conquered :  withdrew 
themfelues  be  their  goods  into  the  ftron- 
geft  places ,  which  were  great  and  long 
forrefts,encompa(red  with  fenny  or  mar- 
(hy  grounds.  being  come  vnto  the 
entrance  of  fome  fuch  forreft,and  hauing 


concluded  there  to  forrific  his  campc :  as 
the  komAnes  weve  ferioufly  imployed  a- 
bout  their  bufincs ;  the  enemy  (of  whom 
they  had  no  doubt  at  all)  fallied  forth  vp- 
onthem  vnprouided,  at  moft  places  of 
the  wood,  and  charged  ihc  Rmanesvety 
fharply.  Heereupon,they  betookethem 
to  their  Armes,and  repulfcd  them  backc 
into  the  wood,  and  hauing  flaine  a  great 
number  of  them ,  purfued  them  thorough 
many  vneafie  places,  yet  with  very  little 
lolfe  of  their  people.  The  next  day  follo¬ 
wing,  Cjsfar  determined  to  fell  down  the 
Forreft,  and  fufpeding  leaft  fome  harmc 
might  be  done  by  the  Flankers  to  Soldi¬ 
ers  vnarmed :  he  caui'ed  al  the  trees  which 
were  hewne  downe,  to  bee  made  as  ram= 
piers  againft  the  enemy,  and  to  feme  as 
defences  on  either  fide. 

Hauingmade  a  great  fpacious  coun¬ 
trey  (in  few  dayes)  by  incredible  dili¬ 
gence,  after  that  the  Romaines  had  made 
themfelues  Maifters  of  the  cattle  &  bag¬ 
gage  which  was  in  the  rcreward  ;  they 
withdrew  themfelues  into  the  ihickcft  of 
the  Forreft  •  ipcaketh  this  of  the 

wood  ofthe  Morini ,  which  ferued  them 
as  a  Towne  or  Village.  And  the  yeare  af¬ 
ter,  in  regard  of  the  drought  which  had 
dried  vp  all  the  Marifhcs(3s  is  to  be  feene 
in  his  fourth  bookc)ihey  hauing  no  more 
refuges  to  flye  vnto  as  they  had  the  yeare 
before,  were  (almoft  all  of  them)  fubdued 
by  Labienm.  In  thefe  two  warres,hee  ma- 
kethno  mention  of  any  other  Townes, 
then  of  woods  and  marifhes. 

The  like  is  affirmed  of  the  'Menaphns^ 
,inthofe  Countries  where  the  Romairic 
Legions  were  broght,  vnder  the  condudi: 
of  Fabius  and  it  is  fet  downe  alfo 

in  his  fourth  booke.  They  made  fp«>yle  in 
the  fields,  deft'royed  the  Come,  fet  the 
houfes  on  fire;  and  all  this  happened,  be¬ 
caufe  the  Mempiamh^d  hid  themfelues 
in  the  thickeft  Forrefts.  Afterward  C afar 
himfelfe  came  to  them  with  flue  legions. 
But  they  (as  C^/4r  faith)  not  hauing  ga¬ 
thered  any  forces  together,  trufting  only 
in  the  fecurity  of  the  place ,  withe  re w 
themfelues  into  the  woods  and  marifhes, 
and  carried  thither  their  goods  alfo. 

Jar  hauing  diuided  his  powers  with  C. 

who  was  his  Lieutenant,  and  M. 
Cr^jT^^Treaforer  of  his  wars,  and  hauing 
alfo  fodainely  prouided  bridges  for  paf- 
fage,  gaue  them  aflaulc  three  fcuerall 
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wayes^  and  burning  their  houfes  and  vil- 
lages^madc  hiinfdfe  Matter  of  a  great 
number  of  men  and  cattle.  The  Menapi- 
MS  feeing  themfcliics  in  this  diftrelTc; 
were  conftrained  to  fend  Ambaffadours, 
humbly  to  entreate  peace.  In  this  place 
alfo  there  is  no  name  of  any  village,  or 
pregnant  appearance  that  there  .were  a- 
ny,but  fuch  as  wee  haue  alreadie  fpoken 
of. 

By  due  obferuation  of  this  difeourfe , 
perhaps  the  villages  of  ^zNeru  'uns  will 
appear  to  be  eiien  the  like.  The  Neruuns 
(this  fpcaketh  Cafar  in  his  fccond  booke) 
from  all  antiquity,  not  bailing  any  power 
of  horfemen  (for  euen  to  this  day  they  do 
not  addidl:  their  mindes  thereto ,  but  all 
thettrength  which  thcyhaucjconfitteth 
onely  in  footemen)  to  the  end  they  may 
impeach  and  withttahd  the  horfemen  of 
their  neighbours,  if  they  make  any  inrodc 
vpon  them,  to  rob  and  fpoile  them,  cut¬ 
ting  downe  yong  trees  that  had  (hot  forth 
ttrong  branches,  they  twined ,them  toge¬ 
ther,  and  interweauing  briars  and  thorns 
among  them,  they  wrought  themfo  ar¬ 
tificially,  that  thefe  hedges  or  fences  fer- 
iicd  them  as  a  wall ;  wherein  not  onely  a 
man  could  not  enter,  but  alfo  he  was  vn- 
able  to  fee  or  difeerne  any  thing. 

In  the  fame  warre  of  the  "JSljruuns^  the 
women, &  fuch  as(in  regard  of  their  age) 
were  not  feruiceablc  for  bearing  armes, 
had  nciier  any  Village  or  Town  for  their 
fafety,  which  was  engirt  with  wals^biitin 
fuch  a  place  where  there  was  no  coming 
or  entrance  for  an  Army,  becaufe  of  the 
marifh  grounds,  which  were  the  onely 
hinderance. 

Now,  inthisfirtt  warre  agaynft  the 
Nerukns^  wee  may  plainly  percciuc  that 
they  had  not  any  Towne  enclofed  with 
wals  :  and  we  may  well  credit  it  by  that 
which  is  in  the  fixt  booke.  For  C/nfar  ha- 
uing  aficmbled  foiirc  Legions  with  all 
pofsible  diligence, entred  (vn awards) into 
the  Country  of the  NeruUns^  and  before 
they  could  either  draw  their  ttrength  to¬ 
gether,  or  tell  how  to  fane  themfeluesraf- 
terhee  had  furprized  a  great  number  of 
men,  and  hcards  of  Cattle,  and  difperfed 
the  booty  to  his  Soldiers  5  he  layde  watte 
their  fields,  and  compelled  them  to  yecld 
anddcliuerhimhoftages.  This  paffage 
like  wife  of  the  NeruUm ,  yceldeth  great 
conie6ture,that  they  had  no  other  towns 


or  villages  in  thofe  times ,  out  like  them 

ofthei?r//4//;^/. 

It  may  appearcalfo,  that  the 
cAtes  (by  that  which  CAfar  writeth  in  his 
fccond  booke)  haue  had  the  like  towncs. 
Hailing  forfaken  (faith  he)al  their  townes 
and  Cattles,  they  brought  all  their  goods 
into  a  village ,  which  was  wonderfully 
ttrong  by  naturall  fitiiation.  For,  hauing 
(on  al  fides  about  it)hiige  rocks  &  do wn- 
folles  of  exceeding  height,  it  had  bur  one 
onely  commingto  it,  which  was  hanging 
.  ordefccndingdow;iward,yet  in  afwectc 
and  gentle  manner,  being  in  breadth  no 
more  then  two  hundred  footc.This  way 
or  paffage  they  had  fortified  with  a  dou¬ 
ble  wall,  of  very  great  hright,&  the  fame 
was  ttrengthened  in  many  places  with 
mighty  huge  ftones,  and  lliarpe-pointcd 
bcames  or  pyles.  Heere  CaJay  deferibeth 
nothingbut  a  wall  onely, and  on  one  fide 
of  the  Towne.  And  the  like  may  be  eafily 
prooiiedin  the  Nation  of  the  Eburottesi 
who  arc  alfo  called  Germainesby  CAfar 
in  his  fecond  booke.  Thefe  menjVndcr  the 
condud  of  King  Ambmix^  had  oiiercom 
Sabinm  and  Cma^  with  fiftecnc  Compa¬ 
nies,  neere  to  as  it  is  fet  downe 

in  the  fife  booke.  CaJay  who  had  neuer  rc- 
ceiuedagreateriniurie,  determined  to 
be  reuenged  for  this  Ioffe,  and  vtterly  to 
abolifh  and  ruinate  the  nation  of  the  £- 
bur  ones  ^  as  we  may  reade  in  the  6.  booke. 
Therefore  he  fent  BAfilm  on  before  with 
the  whole  band  of  horfe,  and  leaning  a  le¬ 
gion  for  guard  of  the  baggage^hc  diiiided 
the  other  nine  into  three  Regiments,  to 
ouerrunneand  make  fpoilcof  the  whole 
Countrey.  He  caufed  L^bhnm  to  march 
with  three  Legions  along  by  the  Ocean 
toward  that  part  which  ioyneth  vnto  the 
MenApuns*  Hee  fent  Trehonhu  with  the 
fam^number  of  Legions,  tofacke  that 
Countrey  which  was  neereft  to  the  Aeiu^ 
4/‘/^tffj.Himfelfc, accompanied  with  the 
three  other  Legions,  flayed  to  go  toward 
the  riuer  Sabis ,  and  the  vtmoft  parts  of 
the  Fortefl  of*  Ardene. 

The  Eburones  not  hauing  any.  certainc 
Army,  neither  garrifon,  or  any  Towne 
wherein  they  might  defend  themfeliics 
by  Armes,  and  the  whole  popularity  be- 
ing  foattered  cucty  where  abroad^rctired 
thcmfcluesto  fuch  places  as  were  obfeure 
valleycs,  or  Wilde  and  fauage,  or  where 
thcmoorifhFennes  made  a  troublclbme 
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acceiTe  to  them  ,  then'  prcicntcd'  them 
with  feme  imaginary  hopc^rhat  thus  they 
might  defend  and  fauc  themlcliies,  C^far 
in  this  fiery  hcatc  ofreueni’c,  pcrceyuirig 
the  great  danger  which  might  cnrue.3  iby 
hailing  thiis  (eparated:,his  Legionaries^ 
called  all  the  ncere-ncighbouring  Cittics 
(in  hope  oi  booty }  to  come  and  make  pil¬ 
lage  ofthe£^/iw/i*>,  to^theend^that  the 
race  andname  of  them  might  bee'  vtterly 
confounded.  And  becaufe  he  coiilcl  not 
(as  yet)  appeafe  his  thirftingfoule  bv  fiich  i 
ipoile  as  he  had  made,  which  indeed  was  < 
ye/y  great'  he  put  himfelfe  once  more  on 
his  w/j^,  to  giue  further  vexation  to  his 
enemies,  affcmbling  infinite  troopes  cf 
people  from  all  the  Townes  neere  ad- 
ioyr  ing  parts,  and  fo  fent  them  outward 
by  fundry  wayes.  They  bi*rned  all  the  vil¬ 
lages,  and  cuery  hoiife  thi;c they  could 
finde  fianding  .  The  felfefarne  defire  of 
vengeance  (as  is  to  bee  feene  in  his  eight 
bookc)  enfiamed  him  the  third  time,  and 
the  like  wafte  he  made ;  neuerthelcirc,  he 
fpeaketh  not  of  any  rampicr ,  or  of  any 
ditch  belonging  vnto  Towne  or  Village. 
W  hereby  may  iujftly  bee  obferued^'  that 
the  Belgians  they  were  defeended  of  the 
Geymaines^o  in  like  manner  they  had  the 
fame  order  ofdwelling.  " 

\  The  Belloua/t^  or  Belloue. flans  in  like* fort, 
albeit  that  they  were  the  very  principal  of 
the  Belgians^  as  wel  in  regard  of  their  ver* 
tue  and  2tfthonry,as  for  the  great  number 

em:  yecit  appeareth, 
t.. at  they  vvereno  firaungers  to  this  cu- 
fcome :  ioi  in  thefiifl  vvarre, 'he fpeaketh 
not  but  ofonc  Towne  or  Village,  named 
^  Br in  the  other  warres  Hee 
maketh  no  mention  of  any  onc.This  may 
feeiiie  to  be  fpoken  fufficiently  enough , 
concerning  the  habitations  of  the  Bri¬ 
ans.  ^ 
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Of  she  Htmmity,  Liheraltty^  Hofptultty 
Court  e/ie  ojtt?e  Gaules  to  grangers  ^and' 
care  for  hemfmngeach  other  equa//y. 


I  Finde  nothing  written  in  of  the 

playes,  fj^orts,  &paftimcs  of  the  youth 
ainongtiie  Cauls.  As  for  the  Germans, 


T^rcitm^Nnxclh  thus,  They^hadtbuf one 
oncly  kind  offpccfacle  in  euery  aflimbiy 
yong  boles  that  concciued  delighcitithis' 
fport,  would  run  orleape  forth  .violently. 

(and  flarkc  naked)  before.feofdsS^Taue- 
lines  diredfed  againft  them.'This  cxercife 
grew  ro  be  an  n rt,  and  Art  midedt  wefic 
gracefiill  in  them:  yet  wliat-they 
not  for  any  lucre,  gaine,  or  /wage^j:  bud 
the  oncly  recomponce  of'thls^thek-au'daf-! 
cions  gallantry,  was,  to  bee'  pkafihgdh' 
their  eyes  that  beheld  themiThey^wduld, 
play(bcing  in  very  fi^ayed^and  ietlediudg-j 
ment)  at  Inch  de:^eraie  games  of  hazard* 
and  dangerous  ad u en rure ,as  vdoutd  make , 
aman  blurn  to  fiand  and  lookejonT^Udf 
they  performed  theif  intentions  ifiTuch 
earneft  mannery  as  if- they  were^ 'slr-fitife. 
forfome  matter  of  great  moment  f  yea, 
fuehwas  their  affedtion  to  the  gaineor 
lolfe-jas  after  they  had  nothing  els  to  con 
tend  for :  they  would  firiue  about-thc  ve- 
laying  downe  rheir  own  li¬ 
berty  and  peifoii')  in  pawnc.Whofoeuer 
loft  himfelfe,  would  ycelde  to  the  others 
feruicude,  with  his  ownckinde  cohfent : 

And  albeit  hee  were  neuer  fo  young  and 
ftrong,yet  (in  regard  of  his  lofte)he  wold 
fiiffer  himfelfe  to  be  bound  and  fold.  For 
filch  was  their  wilful!  obftin'acy,that  they 
woiild  lay  down  faith  vpon  the  very  leaft 
occafion.  .  ^ 

•  But  whofoeuer  would  take  note  of  the 
great  humanity,  liberality,  and  courrefy^ 
as  well  in  the  Ga'ulcs  as  in  the  Germains, 
let  him  read  what  followech.  They  would 
inuite  ftrangersfthis  fpeaketh  Diodorm  of 
the  Gaules)  rofeaft  with  them.  And  after 
nature  was  fufficed,  they  would  enquire 
what  people  they  were,  and  what  occafi¬ 
on  drew  them  thither.  Id^wtCiefar  and  Td- 
cities  giueth  this  commendation  vnto  the 
Germaines,  by  writing  much  more  am¬ 
ply.  Th'  y  make  it  a  matter  of  great  Con- 
fcience  (faith  Csfir)  to  offer  any  outrage 
to  ftrangers,  who,be  it  for  what  caufefo- 
eiicr  they  come  amongft  them,  yet  they 
will  defend  them  from  all  iniurics,  and 
thinke  them  to  be  facred  people, each  one 
allowing  them  part  of  his  hoi]fe3&:  vvhar- 
foeuer  he  had  to  Hue  on.  Tacitess  writeth 
inthismanner.  There  isnot  any  Nation  i  Be  lone  and 
more  addided  to  make  goodchear  togc-  j  of 

therjand  feaft  ftrangers.  They  doc  make  |  whic^Xy  af- 
grcatconfcicncein  denying  houTe-room  i 
to  any  commer^  for  each  man  will  Feaft  ' 

him 
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Of  the  Ancient  Gaules. 
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.  Booke 


No  difference 
betweene  a 
known  friend 
&  a  {Granger, 


I  him  according  to  his  power  :  And  when 
hehath  nofurthermcancs,  he  that  is  the 
Hofte,enftru(Sethhim  to  another  mans 
dwelling  *5  and  thereinto  (without  any 
further  bidding)chey  enter  both  togither^ 
cuenthe  neerefthoufe  they  come  vnto ; 
where  their  entertainment  is  voyde  of  all 
ditficiiky,.  and  vfed  with  extraordinarie 
coiirtefie.As  concerning  the  rites  of  hoP 
pitality  jthey  make  no  dinerence  between 
him  that  is  knowne ,  and  another  that  is 
vnknown.  At  his  departure^  if  he  defircth ' 
any  thingj  it  is  their  order  and  cuftom  to 
grant  it ;  as  they  will  doe  the  like  when  it 
falleth  to  their  turne.  They  take  great  de¬ 
light  in  giuing  gifts :  but  will  rcceyuc  no 
recompence  for  whatfocuer  they  giuCjOr 
think  themfelues  indebted  or  beholding 
for  any  thing  that  they  receiue.  This  is  a 
teftimony  of  their  worthy  liofpitality  ^  & 

I  amof  the  minde^  that  fo  great  an  honor 
deferueth  not  to  be  forgotten ,  as  Germa¬ 
ny  iuftly  deferueth  in  regard  of  this  Ver- 
tue.  » 

Phaleas  the  Chalcedonian,  did  firft  pub- 
lifh  in  the  Commonwealth  (as  /ifijiotle 
affirmeth)  that  goods  might  bee  equally 
diuidedi  tothcend^thatthetwo  princi¬ 
pal!  plagues  to  mankinde  (which  arc  ris 
ches  and  pouerty)  might  be  banifht  from 
theCitty.  Andthis  is  that  which  PUto 
(moft  of  all  other)  wifhed  for  the  groun¬ 
ded  eftate  of  a  happy  Commonwealth  • 
Butchc  Germajns  neuer  fixed  their  ima¬ 
ginations  on  filch  a  moft  fortunate  Com- 
monwealthj  by  dilputes  anddifeourfes 
oncly vbut  accomplifhed  and  brought  it 
to  elfcd  by  their  owne  good  cuftoms  and 
honeft  examples.  For  fome  of  them  (as 
C^fdf  aiioucheth  in  his  fixt  booke,  fpeak- 
ing  of  the  Germaines)had  not  any  certain 
meafiire  of  land,  or  any  particular  limita¬ 
tion  :  but  the  Princes  and  Magiftrates  af- 
figned  euery  yeare  (both  to  kindreds  and 
the  Germains  parentages,who  were  acknowledged  and 
S  undes.  placed  cogether)fomuch  ground  or  land^ 
and  fuch  a  fite  or  fituation,  as  vnto  them 
feemed  beft  and  conuenient  y  6c  the  yeare 
following,  they  were  conftrained  to  feeke 
clfewhcre.  In  his  fourth  booke,  hee  fayth 
as  much  of  the  Stteues^  another  people  of 
Germany.  They  had  no  land  which  they 
held  in  particular,  or  diuided  among  the  : 
neither  were  they  permitted  to  tarry  lon¬ 
ger  then  a  yeare  in  a  placcjto  Til  or  make 
it  husbandable .  This  is  the  equality  of 
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The  order  of 


goods,  which  then  was  among  the  Ger- 

maincs.  . 

And  they  rendered  great  ftore  or  rea- 

fons  for  this  equality,  as  the  fame  Author 
witneffeth  in  his  fixt  booke,  viz.  Fearing 
leaft  bceing  retained  by  an  accuftoined 
continuance  in  one  quarter,  they  fhould 
forfakc  the  profeffion  of  w arre,  &  follow 
the  other  more  beneficial  kind  of  life.Fea- 
ring,  leaft  they  fhould  withdraw  their 
minds  from  the  enlarging  and  extendure 
of  their  bounds  or  limits :  and  growing  to 
be  too  potent  in  ftrength,  they  fhould  o- 
ueraweandexpell  the  weaker  from  tlieir 
goods.  Fearing  alfo,  leaft  they  fhould  be 
oucr  curious  in  building, to  detend  them¬ 
felues  againft  cold  and  heat, and  fo  prone 
to  be  ftarke  Cowards.  Fearing  bclidc,left 
a  wicked  coiictous  defire  (houldarife  a- 
mong  them,  of  feraping  and  gathering 
goods  together ;  wheron  (cuftommarily) 
infucth  thrcatnings,diflcntions,&  blood. 
Alfo,  to  the  end  that  the  popular  fort 
might  bee  contained  within  areafonable 
contentment  of  mind,  when  the  mcaneft 
perceiiied  his  goods  to  be  equal  with  the 
moft  powcrfull .  This  is  (ineffedl)  the 
words  of  Csefar,  touching  the  qualitie  of 
goods  vfed  then  among  the  Germaines : 
and  when  the  Greekes  come  to  compare 
with  him, in  commending  this  manner  of 
bchauiour eithcr^n  the  Cretanes  or  La¬ 
conians;  all  that  they  could  auoiich  or 
fay,  was;  to  terme  this  worthy  and  extra¬ 
ordinary  vertuCjto  be  no  more  then  meer 
barbaroufneffe.  " 

Scruitiide  or  bondage  was  in  vfe  afwel 
among  the  Germaines  and  Gaules,  as  in 
other  Nations.  Many  men(fo  fpeaketh 
Ca^far  in  his  fixt  booke,  difeourfingon 
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the  Gauls  (finding  themfelues  to  be  char¬ 
ged  either  with  debts,  or  taxations, or  in- 
iurics  ofthc  mightier  fort)  did  yeild  them 
felues  into  feruitude  or  flauery  of  Gen¬ 
tlemen,  who  had  the  felfelame  right  oner 
them,  as  Mafters  had  oucr  their  flaues.lt 
fhould  feeme,  that  this  Mafterie  or  com¬ 
mand  was  cruell,  as  well  as  that  whereof 
Titus  Lium  recounteth  in  his  2. booke, 
to  be  vfed  in  Rome,  after  that  the  Kings 
were  expelled  thence,  when  the  commo¬ 
tion  of  the  bondmen  was  on  foote.  For 
they  were  then  controlled  and  handled 
by  their  Mafters,  as  the  bodies  of  debters 
were  by  their  creditors,  who  were  parted 
(as  £luintitlian  vvriceth  in  the  fixt  chapter 
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of  his  third  booke)  or  diiiided  betwcenc 
the  creditors,  according  to  the  law  of  the 
twcliie  Tables.  And  that  Law(as  himfelfe 
faith)  which  naturally  was  not  to  beeal- 
lowedjand  yet  (notwithftanding)permit- 
ted  as  in  right,  was  reprehended  by  pub- 
licke  cuftome,  and  oftentimes(to  remedy 
the  fame  in  meere  pitty)  the  Common¬ 
wealth  granted  Letters  of  refpitCj  aboli- 
(hing  extorting  interefts,  and  making  a 
new  obligation  for  the  principall. 

But  the  Gaules  vfed  much  greater  hu¬ 
manity  and  liberality  then  the  Romaines 
did ;  becaufe  the  Mafters  kept  in  honou¬ 
rable  place,  and  about  their  perfons^fuch 
as  thus  ftoode  obliged  to  them,  and  they 
vfed  their  feruice  alfo  in  their  warres . 
Wherefore  it  appcarcth,that  that  which 
Diodorus  wrote,  differed  nbt  from  this 
purpofe,  where  he  faith;  They  employed 
as  guards  and  defenders  of  their  bodyes, 
fuch  as  (among  freemcn)were  poore  and 
needy,  and  they  ferued  them  as  Efquires 
and  Armor-bearers  inthe  warre.  Tacitus 
reportethalmoft  the  very  fame  cuftome 
as  was  vfed  by  the  Gaules,  when  he  fpea- 
keth  ofthe  flaues  among  the  Germaines. 
They  do  not  vfe  their  flaues  (faith  hee)  as 
wc  do  ours,  appointing  them  certain  of¬ 
fices  in  our  houfes ;  for  eucry  one  ferueth 
himfelfe,  and  gouerneth  his  houfhold  af- 
faires.The  Mafter  chargethhis  flauewith 
ccrtaine  mcafures  of  Corn,  orwithforne 
Cattle,  or  with  fome  kinde  of  cloth:cucn 
as  wc  do  our  Farmers  or  Husbandmen, 
and  the  feruant  obeyeth  him  not  but  in 
fuch  bufineffc.  If  he  would  haue  any  mat- 
terdoncinhishoufcjhiswifc  and  Chil¬ 
dren  performeth  it .  It  lildome  or  neuer 
hapncthjthat  a  mafter  doth  beat  his  flauc 
or  bindeth  him  ,  orcnforccihandcon- 
ftraineth  him  to  any  bufinefle.  They  had 
a  cuftome  to  kil  them,  yet  not  by  any  ma- 
nerof  rigorous  or  feuerc  chaftifement; 
but  in  choller,as  an  enemy,  and  done  in 
the  cafe  of  fome  reuengc.  Freemen  had 
no  more  aduancages  then  feruants .  Sel¬ 
dom  or  rarely  were  they  aduanced  in  the 
houfc ,  and  neuer  vnto  the  managing  of 
Commonwealth  affaires :  except  among 
iich  Nations,  as  were  in  obedience  to  a 
cing,and  there  they  mounted  liigher  then 
"reemen,  or  then  Gentlemen.  Among 
other  l^ations,  liber  tines  ,  being  not  rc- 
cciued  into  the  like  dignities  as  the  free, 
made  diftin£flon  of  their  liberty. 


CHAP.  V. 


How  the  Gaules  vfed  to  educate  and  bring 
vp  their  children.  Of  their  cor  age  ^  man¬ 
hood^  and  valour  in  Armes  and  martial 
exereijes. 


Hcfe  then  were  the  maners 
and  temperance  ofthe  anci¬ 
ent  Gaules ,  which  feiiied 
very  fufficientJy  to  maintain 
their  difpofition  &  ftrength 
of  body,  and  (doubtleffe)  wasthecaufc 
of  their  admirable  ftaturc :  whereat  Cdfar 
was  much  amazed,  when  hee  beheld  the 
Gaules  which  were  flaine  in  the  warres  of 
you  haue  alfo  heard  (bme  part  of 
their  liberality,  in  the  adgiiniftration  of 
their  goods,  for  the  releefe  of  others  nc- 
ccfsities.But  there  remaineth  much  more 
to  fay,  if  wee  would  enter  into  difeourfe, 
concerning  all  the  parts  of  their  mahood 
and  valiancy:  were  it  in  confidcring  the 
cxercifc  of  their  yoiith,or  their  carneft  & 
violent  defire  in  following  armes. and  the 
Nations  which  haue  bcene  conquered  by 
them,  and  the  Colonies  eftabliflied  tho- 
roughout  the  world,  onely  in  the  name 
of  the  Gaules.  The  Gai)les(thus  faith  Cd- 
far  in  his  fixt  booke)  heldc  this  as  a  diffe¬ 
rence  from  others,  in  their  manner  of  be- 
hauiour,to  wit;  That  they  would  neuer 
permit  their  children  to  come  openjy  be- 
fore  them,  vntill  they  were  of  able  ybarcs 
to  bcare  Armes .  And  they  held  him  to 
be  avillaine,whofe  (bnne  (being  vnder  li¬ 
mited  ycares)  fliould  be  found  in  publike 
before  his  fathers  faceeC^/fr  (pcaketh  this 
neuertheleflehec  giucth  not  flifficiently 
tobevnderftood,atwhat  time  or  feafbn 
they  were  to  bear  Armes,  neither  in  what 
exercife  their  infancy  was  imployed,  vn¬ 
till  this  date  of  expciftation,  therefore  we 
muft  make  fcarcb  into  other  Authors. 

(peaking  of  the  Germaines, 
would  haue  vs  to  know,at  what  time  they 
came  vnto  the  fcruiceof  the.Common- 
wcalth.  They  obferued  as  a  ciiftom  (faith 
he)that  no  one  (hould  vndertake  the  pro- 
fefsion  of  Armes,  vntill  the  Common¬ 
wealth  had  approued  and  allowed  his  fuf- 
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ficiency.  Thenj  in  the  martiall  C  onfifto- 
riCj  cither  fome  one  of  che  Princes,  or  his 
Father,  or  els  his  neereft  Kinfman^armed 
the  yong  man  with  a  (hield  and  a  lauelin. 
This  was  the  *  T 9ga  or  Gown  which  they 
tooke,and  this  was  the  firftdcgrce  of  ho¬ 
nor,  wherunto  their  yong  men  mounted. 
Before,  and  till  this  dignity  was  done  to 
them,  they  were  but  as  a  member  of  the 
houfe  oncly :  but  afterward,  they  apper¬ 
tained  to  the  Commonwealth.  Alrjjlotle^ 
who  wrote  longtime  before  Cafar^dcch- 
reth  vnto  vs  this  manner  of  education  of 
children(for  it  feemeth  in  the  S.Booke  of  1 
his  Politicks)  thathec  learned  this  inftru- 
tStion  of  vs.  It  is  necelfary  (faith  hc)to  ac- 
cuftome  and  vfe  the  very  yongeft  children 
to  indure  cold  weather:  for  it  profiteth 
mariielloufly,  as  welh  for  the difpolition 
of  the  body ,  as  for  manly  cariage  in  war. 
And  this  was  the  reafon,  why  fbme  bar¬ 
barous  people  (as  the  Celts)  obferued  it 
as  a  cLiftome,  to  plunge  their  young  In¬ 
fants  (fo  foone  as  they  were  borne)in  the 
coldcft  water  of  the  riuer,  or  els  to  cloath 
them  in  light  garments.  For,  to  whatfoc- 
uer  thing  youth  ought  to  apply  it  felf,this 
is  the  beft  courfe^  to  accuftom  them  ther- 
to  (by  little  and  little)  from  their  yongeft 
houre,and  when  they  are  tendefjbecaufe 
of  the  heate  which  is  naturally  in  them,  & 
therefore  the  firft  thing  to  be  done,  is  to 
be  carefull  in  this  one  point. 

Ariftotle  in  this  place  calleth  the  Celts 
barbarous,  and  yet  hec  accounteth  not 
Cckfc'uftt^s  their  cuftomes  barbarous ;  in  regard  that 
tothc.Greci-  hce  appoinieth  the  Greckes  to  falhion 
themfelues  after  their  manner .  I  know 
that  Gden  fliarply  reproueth  ibis  bchaui- 
oiir,  when  in  the  fiift  booke  of  his  Go- 

uernment  ofhealth,  and  inftru£tinghow 

to  order  health,  he  faith.  I  am  not  of  the 
minde,  that  Children  (hould  onely  bee 
nutfed  among  the  Germaines.  Alfo,th3t 
which  he  writes  of, is  neither  for  the  G  cr- 
maines,  or  for  any  other  fuch  fauage  and 
barbarous  men;no  more  then  for  Beares, 
Wilde  BoareSjLions.or  fuch  other  beafts. 
Iknowe  (If3y)‘that  (?<«/?«  reprehendeth 
thiscuftomc  feuercly  ;  but!  know  like- 
wife,  that  the  yong  nice  delicates  of  the 
Grcckes ,  whom  Galen  ftriueth  to  pleafe , 
in  preferibing  them  an  order  for  theyr 
health  :  hauc  beene  quite  deuoured  by 
thefe  Lyons  (as  he  tcarmeth  them^  and 
that  the  Gaules  and  Gcrmanes,if  they  be 
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compared  with  the  Greeks,  msy  in  good 

right  be  called  Lyons. 

Andmly  ^Lacedemoff^  which  was  the 
moft  noble  of  all  the  Grecian  Cities,  was 
principally  renowned  for  being  ftudioiis 
in  hardning  it  felfc  to  trauailejafter  the 
true  manner  of  the  Celts.  For  the  youths 
of  Spar  fa,  did  dayly  imboldcn  themfelues 
againft  al  manner  ofpaines  and  excrcifes. 
neucr  entering  into  the  elpecial  aftembly, 
before  the  age  of  twenty  ycarcs,  as  Pltt‘ 
tarch  rccoructh  in  the  life  of  L'peurgus  • 

Wherefore,  not  oncly  the  power  of  this 
v^ertiic,  which  was  in  the  Gauls  and  Ger¬ 
maines,  but  (ouer  and  befide)  the  autho¬ 
rity  oiAriflotlt,  as  alfo  of  Lacedemon  (if 
any  man  be  regardfull  thereof)  may  well 
ferae  to  aiilwerthe  reafoas  of  Galen,  W  e 
may  alfo  inferre  (to  this  purpofe)  that 
which  Strabo  hath  written,when  he  faithj 
The  G  allies  held  this  as  proper  and  pecu¬ 
liar  to  them,  to  refule  no  taking  of  pains, 

as  fearing  to  bccom  fat  and  fwoln  bellied 

by  eafe  :  therfore  they  puniHied  and  con- 1 
demnedvnto  fomc  pecuniary  fine,  fuch  ’ 
yong  men  as  grew  groffe  through  floath 
andexceffe.  Whereunto  that  ordinance 
of  the  Romaines  was  conformeable ;  that 
depriued  any  fat  or  corpulent  Knight,  of 
theHorfe  grauntedhim  by  publique  al-  p^s  allowed^ 
lowance.  I  them. 

Now  it  is  further  to  be  confideredjthat '  The  Germans 
this  exercife  was  not  onely  proper  or  pe-  .brethren  to 
culiarvnto  the  Gaules :  but  it  was  in  like  ‘he  Gaules. 
common  vfe  with  the  Germaines  theyr 
brethren,  as  GalenhmfcMc  hath  elfwhere  ^ 

declared?  Let  vs  liften  then  to  C^/ir^who , 

.  .  .  ,  ,  r  rr  >  Um,L,($jar w 

hecrein  giueth  them  luincient  commen-  \com,Lib,6, 
dation.  From  their  infancy  (this  hec  vvri- 1; 
teth  in  his  fixt  book)  they  addided  them'! 
fellies  to  paincs  taking, and  imployed  (al- 
moft)  their  whole  life  time,  either  in  hun¬ 
ting,  or  feats  of  warre.  They  had  diuers 
kinds  of  wildc  beafts,  in  the  Forreft  cal-l 
\td!^Hercymai  as  wilde  Bulles, but;  many 
efpecially  Biifflcs,  which  they  tooke  with  ‘  bredih  nine  " 

great  labour  in  their  dens  or  ditches,  and  j  f  nd7n  krTdV 
there  flew  them. The  yong  men  hardned’  'iony. 
themfelues  to  this  trauell,  and  euermore’ 
exercifed  this  manner  of  Hunting:  &  they 
whichhad  flaine  moft  of  them,  bringing 
their  homes  to  publickc  view,as  atefti- 
monyof  their  diligence,  'receiued  both* 
reward  and  great  praife .  This  yceldeth 
fufficient  demonftration,  how  ihe  young 
men  prepared  their  fpirits,  to  endure  all 
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paine  and  labour,  and  fell  not  off  for  any 
danger:  ashauing  learned,  though  not 
of  great  and  skillull  Doctors, which  were 
belt  able  to  giuc  them  inflru6i:ions  ^yet 
(at  leaft)  of  their  owneielues,  and  fb  put 
it  in  cffeduall  execution. 

Lctvs.now  obferue  what  they  were  in 
adions  of warre,  and  as  the  Poet  fayeth  j 
The  braiie  workemanfliippe  of  Mars, be- 
caufc  the  Gauls  were  perpetually  in  war* 
For,  before  C<efar  czmc  thither  (ashee 
hath  written  in  his  fixt  booke)  ithapned 
eucry  yearc ,  that  either  they  affailcd  o- 
chers,  or  elfe  were  glad  to  defend  them- 
felues  5  and  it  was  eafily  knowne,  that  by 
a  cuftome  among  the  Gaules,  age  was  no 
exciife  to  any  man3as  appeareth  by  diuers 
paffages  in  the  eight  booke.  FertifccHy'SL 
cniefe  Comnaander  ofthe  *  albeit 
he  could  ver)'  hardly  kcepe  himfelfe  on 
horfebackc,  bscaufc  he  was  fofarregone 
inyeares  ;  yetnotwithftanding,  accor¬ 
ding  to  the  manner  of  the  Gaules ,  hee 
would  pleadc  no  excufe  by  his  age,  in  vn- 
dergoing  fuch  charges  as  were  impofed 
on  him*  and  he  was  very  vnwilling*,  that 
any  fight  fliould  bee  performed  without 
him.  Likewife,  in  the  warre  of  the  Pmjt^ 
the  whole  charge  (as  is  to  be  feene  in 
the  feuenth  Booke)was  giuen  vnto  C^ma- 
logenu6^  an  efpeciail  man  of  the  *  Aulerci^ 
who  was  well-neere  wholly  (pent  with 
age ;  and  yet  for  all  thatjthe  great  experi¬ 
ence  which  he  had  in  martiall  affaires, ad- 
iianced  him  to  the  higheft  degree  of  Ho¬ 
nor.  Anfwcrable  to  this, faith, The 
Gaules  were  rather  men  of  warre, then  a- 

ny  way  addided  vnto  Tillage  or  husbari- 
dry. 

Jriftet'emketh),  thatthe  Celtshelde 
thevcrtucofwarlikeaaions  in  moftfin- 
guJar  reipea  and  commendation.  And  it 
was wellnoted,  as  Ca/Sy affirmed),  that 
the  caufe  of  valour  (both  in  the  Be^ghns 
and  HdustUns)  grew  through  their  conti- 
nuall  exercife  of  armes,for  he  faith :  The 
Doft  valiant  people  of  al  the  Gaules,were 


the  . 

Now,as  Temperance  was  the  fir'ft  and 

foinioft  in  ranke.as  being  the  Mother,  or 
the  Nurfe  (at  leall)of  true  valiancy:  lo 
the  fecond  caufe  which  Cefir  rendreth; 
was;  Tiiatthey  were  neighbours  to  the 
^rmancs,  which  dwelt  C)n  the  further 
fide  of  the  Rheine,with  whom  they  were 
continually  at  warre.This  (I  fay)  was  ano- 


ther  caufbof  their  valor,  that  continually 
they  excrcifed  armes.and  by  the  Fame  rea- 
fon,  the  UeluetUm  furpafTed  (in  this  ver- 
tue)  all  the  oihciCeltes  i  As  it  might  dai¬ 
ly  be  difcernedjin  regard,  that  ordinarily 
they  fought  with  the  Germanes,cytherin 
repulfing  rhem  from  their  frontiers,'  or 
making  war  on  them  in  their  owne  coun¬ 
try.  In  this  place  alfo  might  be  alledged, 
their  often  and  frequent  skirmifhes,  to 
deliuertruc  faithfiilnefie  of  their  valour. 
Morcoiicr,  the  Gaules  for  want  ofwarre* 
to  {he  end  that  they  might  ftiil  be  in  exer¬ 
cife  ofarnies:  gaiiethemfclues  to  thefts 
and  robberies, as  Dhdoru^s  faith,  purloy- 
ning  the  goods  ofothers  ,  without  any 
prouifion  of  their  owne.  VVhat  were  the 
Germancs  >  faith  he.  What  participation 
nad  they  in  this  vertue  ?  All  their  life,  as 
hath  beene  already  declared,  was  no  way 
impIoyed,biit  in  deeds  of  armes.  And  as 
he  hath  further  written  in  his  fixt  Booke, 
the  very  greateft  honour  that  any  Cicty 
could  liaue^wasjto  haue  a  great  Deferc  & 
fpacious  Country  round  about  it.  They 
efieemed  it  to  bee  proper  and  naturall  to 
vertue,  to  compell  their  expulfedneiph- 
bours,toforfake  their  Lands  and  Terri- 
tones,fb  that  few  or  none  diirff  dwel  mere 
vnto  them.  And  by  this  mcancs,  they 
imagined  themfelues  to  be  in  the  greateft 
rccurity,in  being  deliiiered  from  al  dread 
of  courfes  ,  which  fuddenly  mic^ht  bee 
made  into  their  Country.  ^  ‘ 
Tdcitt£4  fpeakethof  the  fame  exercife 
of armes.c.i  V.T on  could  not  fo  readily  put 
into  their  heads,any  order  for  husbandry 
in  their grounds,  orcarefulnes  forgathe- 
;  ring  their  fruites,  and  cornc,  as  to  o^o  af- 
Taile  the  enemy,  and  to  returne  baclfwith 
wounds  and  maimes»Moreouer,{t  appea¬ 
red  to  toemy  that  it  was  liicere  floth  and 
carlcfiiefTe,  to  winnethat  byfweate  and 
labour, whicji  a  man  might  purchafe  with 
the  price  ofjiis  blood.  Cdjly  faith  like- 
wife  ofthe  Germanes,  the  fame  that  Bio- 
doth  ofthe  Gaules,  thatthey  were 
'addi6t:ed  to  rapine  and  thefts.  Robberies 
( thus  fpcakethC^c/^rinhis  fixtbooke)did 
not  make  men  any  ioftheworfc  efiee- 
med :  fb  that  they  were  done  out  of  thofe 
limits,  which  appertained  to  each  Cirty. 
And  it  is  faid  that  they  vfed  thefe  courfes : 
onely  to  exercife  theiryouthes,  and  for 
the  auoyding  of  ydlencffe.  And  when 
feme  one  ofthe  Lords  would  deliiierhis 
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Booke 
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The  German? 


minde  in  an  open  affcmbly,  that  he  wold, 
be  their  guide  3  and  that  fuchas  would 
followhim,  Ihouldflicwinftantly  them- 
feUies.  Such  as  gaue  confeni  to  his  opini¬ 
on,  and  (allowioghim  for  their  Leader) 
prefcntly  arofc,  and  promifed  him  their 
vttermoft  alsiftance  5  the  people  prefent 
would  both  commend  them  and  their  en- 
tcrprizc.As  f3r  fuch  among  them  3  as  nei¬ 
ther  followedjuor  gaue  allowance  to  the 
attempt :  they  were  reputed  as  traitours, 
and  neuer  afterward  durft  any  man  repofe 
any  crediteinthem. 

r^m/^addeth  yet  moreouer,  that  the  i 

Germanes  made  war  among  ftrange  peo¬ 
ple.  If  the  City  (faith  he)  wherein  they 


partoftheyoi^eft  Gentlemen  went  (vp- 

on  their  owne  motion  and  good  \vi  )  o 
findc  out  fuch  Nations  as  had  any  vvarre. 
For  reft  and  cafe  was  no  way  plealing  o 
this  people ;  and  the  dangers  which  they 
eftayed  and  made  proofe  of,  made  them 


Sfo  the  more  famous:and  they  could  not 


maintaine  any  great  matter  ot  worth, but 
bypowerand  warre,  for  thus  they  com 
pafled  meanes  to  bebountifull  andhbe- 
rall ,  onely  by  warre ,  thefts  and  pilla- 


/ 


The  oicanes 


for  rrantai* 


ees. 

Thus  we  may  perceiue.howthe  auncient 
Gaules  made  continual  exercife  ofarmes, 
and  well  deferued  thofe  commendations, 
wherewith  the  firft  and  chcefeft  of  all  the 
Romaine  Poets  {hewed  himfelfe  willing 
to  honour  Italy.  /  • 
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were  bornCjgrew  flothfull  and  ydlc,  tho¬ 
rough.  long  peace  and  rcpolc^  the  moft  , 


ning  their 
bounty  and 
liberality. 


Efreciall  ob- 


feruaiions 
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rei  by  Cafar  in 
hi«  writing  of 
cheic  warres. 


We  $re  hardly  hredyBabes  are  no  fomer  borne ^ 

But  m  to  Bluer t  beare  thew^hurle  them  in  5 
To  harden  them  againfi  both  wet  and  colde* 
Heereyour  young  people giuethemfelues  to  hunting 
And  haunt  the  Forrefts.The pajlimes  thej  afft  By 
Is  tamingwildeB Borfesyiraw  the  Bowe. 
Sometimes  our  youth  yimboldened  to  labour 
Make  JmaH  aecount  of  husbanding  the  ground  i 
But  to  befed^e  Brong holdes.Each  age  wepaffiy 
Mamgingfiurdyyron^turmng  our  S  taues 
To  pierce  the  hides  of  Bulks, SlowCytardy  dge^ 
Cannot  abate  our  vertucydaunt  our  hearts. 

With fmw' white  heads  we  enter  ArmSydnd  fill 
Seekeforfre/h  pillage y  liuing  on  the  booty. 


f'. 


i  ■■ 


OhjWouId  it  had  pleafed  God^that  C<e- 
far,  difeourfing  on  the  fafhions  andcu- 
ftomes  of  the  Gaules^had  bene  as  willing 
in  deferibing  much  more  amply jwhat  vie 
they  made  of  Armesj  what  reafons  they 
followed  in  their  preparation  for  warre  5 
what  diligence  theyvfcd,  beeing  in  the 
fielde  'y  what  their  ftrength  and  valor  was 
in  fights  &:  combates :  it  would  haiie  cau- 
fed  an  extraordinary  pleafure^  to  remem¬ 
ber  continually,  the  ancient  cuftomeof 
our  aunceftours  in  their  warlike  actions. 
But  C£far  (principally)  fheweth  nothing 
of  all  this :  ncuertheleflc,  we  will  purfuc 
each  matter,  infomuchas  pofsibly  wee 
may,  and  diligently  colled  fomewhatout 
of  diners  paffages  of  his,  (as  wee  can  fol¬ 
low  any  tracesjthough  greatly  obfeured) 
in  fuch  things  as  are  agreeable  to  our  pur^ 
pofe^not  forgetting  (in  meane  while)  the 
iiidgcmcut  ot  other  Authors. 


CHAP.  VI. 


How  the  Gaules  made  choice  of  their  Gene¬ 
rals  and  Commanders  for  their  w'arresy ! 
with  a  true  defer ipt ion  of  their  Military 
Jeruices  anddijaplme. 


issl;i 


H  E  wars  which  Cdfar  made 
eachyearc,  dcliuereth  fomc 
teftimony,  how  they  cleded 
their  Generalles,  and  other 


cheefe  Leaders  in  their  martiall  employ¬ 
ments,  whereof  wee  are  able  to  fpeake 
fomewhat  more  largely.  But  the  troupe 
orhcapcofparticiilarSoldiours,  was  al- 
waies  made  in  a  publike  affcmbly,  &ho\v 
cilery  man  fhould  behaue  himfelfe  in 
armes.  Inductomar ph  Treuesy 

. _ pub- 


What  eJefti- 
on  they  made 
of  their  Ge¬ 
nerals  for  war 


•V 


\ 


CEap.<^. 


Of  the  Ancient  Gaules, 


*7 


IitHui  C^far  in 
(omment.Lib.  5 
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lulX^pn  C9m» 
liba, 

*  Tlic  Citty 

AujfotsinBur- 

go)tie. 


The  GauIeJ 
contrary  in  o- 
pinio  to  p^cr^ 
cingetorix,  and 
vpon  good 
reafons. 


The  Gaulcs 
fludious  in 
mariiall  af¬ 
faire*. 


*  Sometime 
people  of  that 
coucry  which 
IS  now  called 
Bourgundy. 


piiblillicd  an  aQhmbly  marines  againft 
the  Romanes ,  as  is  to  bee  (cene  in  the  fife 
bookeofthewarresin  Gaule.The  Gaiiles 
began  their  warre  in  this  manner,  &fol- 
lowed  one  common  Law  among  them. 
All  their  younger  men  vfed  to  meete  to¬ 
gether  in  armes :  but  he  that  came  latcft, 
in  the  prefence  of  the  whole  aflemblY(af- 
ter  hee  had  beenc  tormented  with  all  the 
tortures  could  be  deuifed)  hee  v^as  after¬ 
ward  put  to  death.  The  felfe  fame  cuftoin 
is  declared  in  the  feuenth  booke,  when 
Fercingetorix^h^mo  eleded  Generali  for 
the  warreof  theGaules;  wasbefiedged 
in  ^  Altxia,  For  he  tooke  eounfell,  to  dif- 
charge  all  the  troupes  of  horfe  which  he 
had  with  him,  and  at  parting, he  gaue  the 
charge,to  returne  each  man  to  the  City, 
w'hcreof  he  was*a  member,  and  there  to 
affemble  or  muftcr  for  the  warre,  allfuch 
aswereofageto  carry  armes.  Neuerthe- 
1eire3the  Gatiles  hauing  publifhed  the  afi 
fembly  of  their  Princes ,  did  not  thinke  it 
meete  to  draw  al  the  together,  that  were 
of  age  to  beare  armes,  accord  in  gas 
mgeUrix  had  ordained:biit  rather  apoin- 
ted,  that  each  City  fhould  be  fumifhed 
with  a  certaine  number  ofmen  5  it  could 
not  othervvife  chuie  but  breed  confiifion 
by  becing  vnable  to  command  theni ,  or 
knowing  one  from  another,or  any  pofsi- 
ble  meanes  of  prouifion  for  them.By  this 
manner  of  ordering  men  for  their  warres, 
we  may  well  perceiue,  that  the  Gaules 
were  ftudious  in  military  affay res,  confi- 
dering,  that  allfuch  as  were  abouefour- 
teene  yearcs  of  age, did  carry  armes. 

The  Gaules  armed  themfelues  quite 
contrary  to  the  Romanes ,  as  is  to  bee  ob- 
feruedinthe  feuenth  booke,  where  hee 
ipeakethofthe^/^r^w/,  that  came  to  the 
feruice  of  who  very  greatly  aftoni- 

fhed  the  Romanes,  by  vfing  their  armes 
after  the  Gaiiliih  manner.  And  yet  I  can¬ 
not  perceiiie  ( throughout  Cx/Afs  dif- 
qoiufes)  what  thofe  kinde  of  armes  were: 
therefore  we  will  colled  that  which  Fciy- 
hm^  Diodorus^  Strabo ^  ^nAl'itus Ltuitn 
hauc  noted  to  vs .  The  fwotd  which 


'Polybjnlib,  4. 

Dwdor.in  Hb:^ 

Strabo  in  hb.C,  - 

'I’ii  iiuMiib.i  they  vfed,  was  long,  and  the  man  wore  it 

(hanging  in  a  chaine  of  braffe)  on  his 
right  fide :  and  it  ferued  not  onely  to 
fmitc  or  flafhc  withall,  but  al(b  to  thruft 
or  foinCjfo  faicth  Diodor  j  notwithftan- 
ding,  Polybitfs^nd  Titf^  Limus  doe  deny 
their  thrufting  or  foyning  with  the  point. 


Their  Target  or  Shielde  was  large,  and 
aunfwerable  vnro  each  mans  ftature  or 
conftitution  :  and,  according  to  their 
(cucrall  delight  or  plcafure,  fb  was  it  en¬ 
riched  vvirh  Imagerie  of  brazen  Beafts^ 
mounted  vp  into  boflTes.  Their  laile- 
line  had  a  head  of  yronor  fleele,  con-^ 
tayning.a  cubice  in  length,  and  two  fin¬ 
gers  bredth  Cdfar  in  his  third  bookfaith', 
that  they  likewife  caried  a  ftaffe, which  he 
tcarmeth  another, called  by  him 

^f-r/^^which  was  a  certaine  kind  of  finall 
lauelin.Their  heads  were  couered  with  a 
Salladeor  head-pecce  of  braffe,  -a  little- 
exalted  or  raifed  vp,whereon  was  figured 
Images  of  Birds,  Beads,  and  antique- 
ffiapes.  rheir  vfua!  Corfelet  was  of yron; 

Many  of  the  Gaules  were  wont  to 
fight  naked, fo  farre  as  the  nauil ;  as  Titds 
Luiim  faieth ,  in  the  battailc  at  CannaSy 
and  Poly  him  fpeketh  as  much  of  the  fame 
fight  in  this  manner .  It  was  a  verye 
dreadfull  fight,  toobferuethe  behauior 
ofnaked  men,  who  marched  on  ftoiuly, 
ihcA-ving  an  excellent  beauty,  and  vn- 
daiuitable  ftrength  •  In  like  manner. 
Turn  Liuim  faieth,  that  in* 
tbs  Gaules  fought  nakedy  and  that  was 
the  reafon,  w^hy  they  were  Ouercome  by 
the  Romanes  j  wboTnote  them  afarre 
off  with  their  Piles,  which  w^cre  a  kinde 
of  fmall  lauelins,  and  darted  at  them  ve¬ 
ry  ftrongly The  Gaules  likewife  vfee 
Bowes  and  Slings,  according  as  Strabo 
faieth ;for he  writeth,  thatthey haddea 
kinde  of  StafFe,‘which  being  throwne  by 
the  hand  onely,  without  any  firing  or  o- 
therholdc,  v^ouldfaiite  further  oifth^en 
an  Arrow, and  with  this  they  did  (moft 

commonly)  flioote  at  Birds .  ft  is  alfo 
very  certaine  ( as  the  fame  Author  affir- 
meth)  thatthey  haddea  Tree  in  Gaule, 
fomewhat  refembling^  the  Figgc-Trce, 

.  which  carried  a  fruitc, that  had  ionic  like- 
neffe  to  the  chapter  of  a  Corinthian  pil- 
ler.  This  Tree  being  ciurc^  didyeeld  a 
'  deadly  iuyee  or  liquor,  wherewith  they 
vfcdco'impoyfon  theheadsof  theyr  Ar- 
rowes.  -  That  it  was  foj^and  that  the 
Gaules  were 'great  Archers,  CAfarpwo- 
uech  'verie  pregnantly  in  his  feauenth 
Booke.,  wherC'hee  fpeaketh  of  PXrcm- 
getm)c,'  Hee  commaunded  (faieth  he) 
that  all  the  Archers  (which  were  a  very 
great  number  throughout  Gaule)  flaould 
be  Iciiyed,  and  feut  vnro  him^  as  it  will 
_ _ _ ^  3 _ appcarei 
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luICcefMCofp* 
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made  of  their 
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appearc  much  more  fully  hereafter  inbet- 
tcr  place. 

This  was  the  Armor  and  Munition  of 
the  Gaules,  whereunto  that  of  the  Ger- 
maines,  which  'fucitus  deferibeth »  was 
not  altogether  agreeable.  They  feldome 
defended  themfelues  With  fwords  or  long 
'ftaues :  for  they  carried  lauelines,  or  (to 
vfe  their  owne  proper  word)  Frmees^^  the 
blades  whereof  were  ftraite  and  fhort^but 
yet  fo  kccnc ,  and  fo  apt  tor  their  feruice, 
that  they  could  vfe  them  with  oragainft 
a  ftaffe,  according  as  they  had  occafion 
to  fight,  either  before  they  came  necrc  to 
<5ne  another,  or  when  they  were  at  handy 
gripes.  The  Horleman  contented  him* 
felfe  with  his  fhield  and  laucline:  but  toot 
foldiers  had  many  darts  each  manjwhich 
they  hurled  or  darted  infinitely  jbeing  na¬ 
ked,  or  lightly  cloathed  with  a  fimple 
Caffocke  or  Mandillion.  They  had  no 
braucry  on  their  accoutrements:  onely, 
they  would  decke  their  (hields  with  (bme 
curious  choile  colours.  V  cry  few  of  them 
didweare  any  fhirts  of  Maile,  or  (caled 
coats :  fome  one  or  two  might  hauc(per- 
haps)  a  Caske  or  Morrion.  Thefc  are  the 
Armes  which  the  ancient  Gauls  are  cre¬ 
dibly  faid  to  wcare. 

Itremainethnowto  fpeake,how  they 
employed  their  men  of  warre,  as  well  on 
foote  as  horfebacke.  The  horfemen  were 
in  moft  .eftimation  among  the  Gauls,and 
had  the  principall  managing  of  all  affairs 
for  warre,  as  CaJay  hath  faide  in  his  fixte 
Booke.  And  in  the  League  which  all  the 
Gaules  made  againft  C^y^r, one  while  hee 
fpeaketh  of  the  number  of  eight  thoufand 
hor(e,thenagaineot  fifteene  thoufand, 
which  was  that  part  of  the  armyjwherby 
the  Gaules  made  themfelues  ftrongeft,  as 
plainly  appearcth  in  thefeauenth  Booke . 
Neiierthcleffe,  no  affurance  can  bee  col- 
leftedheereby,  concerning  all  the  cities 
in  their  feuerall  forces .  The  people  of 
Treuesy  or  the  ^  Treutriy  were  the  very 
ftrongeft  of  all  the  Gaules  in  horfemen, 
as  is  to  be  fecne  in  thefift  book.Theb>S'4;i-'' 
tenes,  according  as  wee  reade  in  the  third 
booke,  had  likewife  very  great  ftorc  of 
horfemen : but  the  Nerttim  (in  the  verie 
fame  place)  are  faid  to  hauc  the  moft  foot 
foiildiers.Notwithftanding,if you  regard 
them  generally,  you  (ball  findejthat  the 
Caualleryhadthe  chcefeft  honour  of  all 
the  warres  among  the  Gaules.  And  thefc 


The  comming 
of  Aframusju 
gainacheCpe. 
farians  with 
his  Enfignes 
of  the  legions. 


werc'^^e.nen, wherewith  ^  was  | 
moft  afsifted  in  his  ciuill  wars,  t or  fo  hnn ) 
felfe  teftifieth  in  the  firft  booke  of  his  C^i- 
uill  Warre,  that  when  Afframm  czvcit 
with  great  forces  to  aflaile  the  Ci^^anans 
who  were  but  a  few  in  number :  fodainely 
the  horfemen  of  the  Gaules  were  diligent 
in  making  head  againft  ihernj 
as  they  could)  they  maintained  fight,  a - 
beit  they  confifted  offo  few,  and  endured 
againft  a  great  multitude  of  the  enemie  . 

But  fofoone  as  the  Enfignes  of  the  Legi¬ 
ons  began  to  approach  5  with  verie  little 
Ioffe  of  their  men  they  retired  vnto  the 
neighbouring  Mouptaines.  The  tirne of 
the  fights  continuance  ferued  fufficient- 
ly  fot  the  C oefarians  fafety :  for ,  in  that 
while,  they  had  ley^ire  to  gainc  thefelues 
the  higheft  parts  ofthe  h*ils,&  there  ftel- 
tred  themfelues  fccurely. 

Likewife,  in  the  w  arre  of  ^^/V4,when^,  The  cnemiet 
the  enemy  (with  powerfull  forces)  came  | 
to  dealc  with  the  hoaft  of  Cd/ar^  and  to  jj,  Affrica 
attache  them  in  the  rcrejfuddenly  the  Le- ' 
gionarics  ftayed  them,  and  the  horfemen 
(although  they  were  but  few  in  number) 
made  very  ftout  refiftance,  yea,  and  with 
vnconqucrablehardimcnt,  againft  that 
great  troopc  of  the  enemy.  And  a  matter  | 
almoft  incredible  happened,  That 
then  thirty  horfe  of  the  Gaules,  repulled ;  uerthrew 
two  thoufand  horle  of  the  Moores,  and  j  2ooo.horrcof 
put  them  into  rout .  Such  was  the  ftregth  '  ® 
ofthe  Gaulifh  horfe.  Hence  enfued  that 
exclamation  of  Ckere^m  his  5  ,Phillffpick, 
Opm0nwa4€onceined  (faith  he)  that  fome 
appointed^that  there  fhould  he  gtue  to  Mark  |  Againft 
Anthony  jthe  gouernment  of  that  latter  part '  go- 

ofGaHle^whkb  Vlzncws holdeth  at  thntn* 
ft  ant :  Is  there  any  other  wifedome  in  fo  doo- 
ing^  hut  to  lend  our  owne  weapons  to  an  ene^ 
my^  to  make  a  ciutU  warre  vfon  vs}  For  firft 
of  all ^thenerues  or ftnewes  of  warre  ^  which  | 
fs  countlejfe  fummes  of  money  ^  and  whereof 
hee ftandeth  now  in  neede^  and  next^  the  po¬ 
wer  of  horfe  ^hich  valeweth  ns  wuch-^  what 
can  he  defire  more  then  both  the/e  ?  Behold, 
in  what  account  and  eftimation,the  horf¬ 
men  of  the  Gaules  were. 

Sometimes  it  was  thought  conueni= 
ent,  to  cntermingle  amongft  the  horft 
Ibmc  ofthe  foote  fouldiers,  which  were 
worft  armed,  and  the  Archers.  And  this , 
was  (as  appeareth  in  the  fcauenth  booke)  1 
vihcnyercingetorix  went  with  the  Horfe,} 
and  certaine  foote  (  leaft  charged  with 

 Armes) 
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Armes)  to  prepare  an  ambufeado,  where 
he  imagined  that  the  Romaincs  intended 
to  come  and  forrage.  At  another  time, 
(in  the  fame  bo oke)fp caking  of  himfelfc, 
when  they  were  necre  to^ G er go ui a  far 
faith;  It  was  not  hilly  breake  of  day  ^when 
in  the  skirmifhes  ,  the  footemcn  beeing 
mingled  among  the  horfe^we  were  forced 
to  approouchow  hardy  and  vertiioiis  our 
ownc  men  were.  Sometimes,  the  Foote¬ 
mcn,  being  lightly  armed ,  accompanyed 
with  the  Archers,  fought  amongefl:  the 
Horfmen,as  was  obferuedin  the  encoun¬ 
ter  neerc  to  Alexia.  The  G aides  (among 
fome  few  of  their  horfe)flanked  their  Ar¬ 
chers  and  lighteft  armed  foote^to  the  end 
that  they  fhould  fuccour  the  horfemen, 
and  fuftaine  the  violent  affaultoftheRo; 
maine  Cauallery. 

Ancient  Gaule  had  *  Ejfedaries who 
werewarriours  that  rode  in  Waines  or 
Waggons, called  Effedaes^  2.x\ADioderm 
giueth  vs  affurance  hercofin  thefc  words. 
Pafsing  thorow  the  Countrey  in  time  of 
warre,  they  vfed  Carres  or  Waggons , 
which  two  Horfes  drew  by  a  fit  prepared 
furniture  5  the  Waggoner,  or  he  that  had 
the  charge  thereof,  being  the  only  guide. 
If  they  met  with  the  enemy  in  warre^  firft 
of  all,  and  while  they  were  vpon  the  wag¬ 
gon,  they  would  let  fiy  their  darts  at  him. 
Afterward,  alighting  frpm  the  waggon,, 
and  being  on  foote,  then  they  fought  to¬ 
gether  with  their  fwords.  Thefc  two  ma¬ 
nors  of  fighting,  arc  much  more  at  large 
deferibed  by  when  heefpeaketh  of 
the  Germaines  and  the  Britaines.  Of  the 
Germaines  in  the  firft  booke,  where  hee 
reckoneth  vp  the  forces  which  Armijlus 
had.  They  were  (faith  hoc)  fixe  thoufand 
Horfemen,  and  as  many  foot, of  the  very 
ftrongeft  and  beft  difpofed,  which  each 
man  had  made  choife  of  particularly,  as 
for  his  owne  fuccour  and  fafety.  If  they 
were  to  fet  on  to  the  warre,  they  mingled 
one  among  another,  and  the  Horfemen 
al(b  retired  when  they  did .  If  any  great 
occafion  happened,  the  foote  fouldiours 
fought  with  the  horfemen.  And  if  any  one 
being  wounded,  hapnedto  fall  from  his 
horfe, the  other  gaueprefent  fuccour.  If 
they  were  to  march  on  further,  or  to  re- 
treate  vpon  expedition  j  exercife  had  en- 
ftruded  them  in  fiich  celerity,  that  onely 
by  faftning  hold  on  their  horfes  Maines , 
they  would  mountvp,  and  run  as  (wiftly 


as  they  did.  In  another  paffageof  the  4. 
Booke,  fpeaking  of  the  Suenes^  hee  (ayth. 
In  thofe  skirmifhes  which  they  made  on 
horfebacke,  they  would  oftentimes  dif- 
mount  and  fight  oitfoote ;  hauing  taught 
and  invred  their  horfes  in  fuch  manner, 
that  they  neucr  ftirred  from  the  place 
where  they  left  them,  returning  to  their 
horfes againe,  when  occafion  required. 
According  to  their  cuftome,  they  eftec- 
med  nothing  more  bafe  and  idle,  then  to 
ride  on  Saddles.  And  this  was  the  reafon, 
that  although  they  were  but  few  in  num¬ 
ber,  yet  they  durft  boldly  alfaile  any 
troopeswhatfoeuer,  if  they  were  Horfe¬ 
men, and  rode  on  faddks. 

This  is  that  which  Cje/kr  hath  written  5 
wherebv  we  may  gather,  that  hcerein  the 
Gaules  were  contrary  to  the  Germaines 
order  :confidering,  that  the  Germaines 
placed  their  ftregth  in  their  men  onfoot ; 
which  Tacitus  relateth  more  apparantly. 
Whofoeuer  (laith  he)  wil  confidcr  them 
in  general!, fliall  finde,  that  their  cheefeft 
power  confifteth  in  their  footemen :  and 
therefore  (in  fighting)  they  ranke  them  a- 
mong  the  troopes  ofhorfe.For  the  foot¬ 
men  which  they  choofe  among  all  their 
youth,  to  put  to  the  point  of  any  danger^ 
are  men  of wonderfullfwiftneffcjapc  and 
fit  to  fight  among  the  horfe.  They  are  an 
hundred, chofen  out  of  euerie  Towne  or 
Village,  and  thereon  were  rearmed  Cen- 
teniers,  or  Centurions :  for  that  which 
ferued(bcforc)biit  to  fignifie  the  number, 
was  now  giuen  as  an  elpeciall  name,  and 
was  honourable  to  them.Thus  foued  the 
Horfemen  of  the  Germaines ,  and  were 
mingled  in  this  manner  among  the  foote 
foldiers. 

Now,  as  concerning  the  behauiour  of 
the  Britaines, in  his  fourth  booke, 
deferibeth  it  in  this  manner.  They  haue  a 
manner  offighting  on  Chariots  or  wag¬ 
gons,  which  is  thus.  Firft,  they  skirmifli 
on  all  fides,  and  hurle  their  Darts, and  of¬ 
tentimes  It  bappeneth,  that  by  the  terror 
of  their  horfes  trampling,  &  by  the  noife 
of  their  W  aggon  whccles,  they  trouble 
the  rankes  extraordinarily.  But  after  that 
they  are  mingled  amongft  the  troopes  of 
hoifemen,  theydefeend  from  their  wag¬ 
gons,  and  fight  on  foote.  During  which 
while,  the  Waggoners  withdraw  them- 
felucs  fomewhat  out  of  the  fight,  and  ar¬ 
range  their  waggons  in  Inch  fort ,  that  if 

their 


iulC^f,mcQm, 

Of  the  Queues 
their  manner 
offighting. 


They  hated  to 
ride  onSad^ 
dies* 


The  Gaules 
contrajy  vnto 
the  Germains 
for  their  foop 
men. 


Com.Tacitus  in 
I  lb, 4,  cap.it 


Vpon  what 
occafion  they 
were  called 
Cemeniersor 
Centurions. 


iHLCatfxrin 
Com,  Ith,  4, 
Of  the  Bric- 
taines,&  what 
manner  of 
fighting  they 
vied. 


Of  the  Wag¬ 
gons  &  Wag¬ 
goners. 


20 


Of  the  Ancient  Gaiiles. 


I 


.  Booke 


The  notable 
managing  of 
their  horfej 
in  iheir  (wif- 
ted  running. 


Waggons  in- 
vfc  aa^ong  the 
Gauks.  ' 
litlJC.tftr  in 
iommrU,  Lib, 7 


The  whole  fa 
milics  of  the 
Gaulea  went 
CO  (he  warres. 


Their  endu¬ 
ring  fcarfitie 
offoodf 


OftheHcluc- 

tians. 


yercingetCYix 
his  aduice  gi‘ 
uenvneothe 
Gauies. 


their  mafters  bcc  prefled  with  any  great 
number  of  enemies  ^they  can  make  an  ca- 
fic  and  fpeedy  rcturne  to  them  .  The  a- 
drefle  and  diredion  of  their  horfes,  the 
order  obfetued  amon|  their  footmen  for 
fight^  and  their  aptnefle  thereto^by  dayly 
vfe  and  exercife  was  fuch:  that  when  they 
lifted,  they  could  fodainly  ftay  their  hor- 
fes,  euen  in  the  middeft  of  his  fwifteft 
courfej  although  it  were  in  defending 
downe  a  high  hill.  There  could  they  rea¬ 
dily  mannage  and  turne  them,  running 
mainly  by  the  bridle  among  the  horfe 
thence  againe  returne  lightly  vnto  iheyr 
Chariots.  Thismannerthenof  fighting, 
whereof  the  Eflcdarics  made  vfe,  was 
fomewhat  alfo  mingled  among  the  horfe 
and  foote. 

^  Moreouer  (as  is  to  be  feene  in  the  fea- 
uenth  booke)  a  great  number  of  VVag- 
gons  attended  on  the  GauleSj  efpeciaily 
liich  as  were  vnarmed .  Next^of  the  Ar¬ 
chers  ofthe  Rutheni^  and  the  horlcmen  of 
Gaule,  which  had  followed  CAfar^  there 
came  into  Spainc^with  a  great  number  of 
waggons,  all  filled  with  baggage,  accor¬ 
ding  to  the  cuftomc  among  the  Gkules. 
Befidc,  there  were  of  men  and  women  ma¬ 
hout  fix  thoufandjWiih  their  feruants  and 
children :  and  becaufe  they  took  delight, 
1n  hauing  beafts  for  portage  and  cariage, 
they  were  glad  to  pay  deerly  for  them,as 
hath  recorded  in  his  feuenth  book.^ 
Heereby  wee  vndcrftand,  that  not  onely 
the  men,but  their  children  alfo, yea,  the 
whole  Families  in  Gauie,went  to  the  war 
when  occafion  required .  Tuitm  writeth 
alfo.  That  the  women  followed  the  Ger¬ 
maines,  and  accompanied  them  to  theyr 
warres.  But  this  is  fufficient, concerning 
fuchlcuies  and  preparations  for  wane, as 
was  vfed  among  the  Gaulcs. 

Now  it  would  be  knowne,  with  what 
cafe  they  could  endure  the  fcarfity  of  vic¬ 
tuals,  by  the  temperature  of  their  nouri- 
ture,hauing  formerly  auoided  the  delica¬ 
cy  of  wine:  and  giueth  vs  to  vnder- 

ftand  (in  many  places) how  they  wer  pro- 
uided  ofviSuals.  The  Hcluetians  depar¬ 
ting  from  their  houfesjcaricd  mealc(that 
was  formerly  ground  with  thcm)to  feme 
for  3. months.  And re'm»^^rmx,to take 
away  from  the  Remains  all  mcanes  of  re- 
coucring’  fbodc,  perfwaded  the  Gauls  to 
burne  the  Towns  and  Villages  on  all  parts 
where  the  Romans  might  make  any  inua- 
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fion.W'hereupon  more  then  zo.Townes 
(belonging  to  the  Bimiges)  were  burnt 
in  one  day:  and  the  like  they  did  vnto  the 
Cities  in  the  neighboring  countries.  But, 
at  the  inftant  intreaty  of  the  Biturigeans^ 
who  required, that* ^vvhich  was 
the  very  goodlieft  City  in  all  Gaul)might 
not  be  burned :  it  was  granted  by  l^ercm- 
getorhi^  who  firft  had  debated  for  the 
contrary,  yet  after  yeelded,  as  well  in  re¬ 
gard  of  their  earneft  motion,  as  alfo  in 
mcere  pitty  and  commiferation.  But  the 
pitty  afforded  to  this  one  Towne,  caufed 
moft  cruel  mine  of  all  the  other  cities  and 
Townes  in  Gauic#  For  Cdifars  armic,  that 
had  bin  very  mightily  tormented  with  fa¬ 
mine,  and  had  endured  diuers  daics  with 
out  power  of  recoucring  any  thing  to 
make  bread  of:  after  the  fiirprizing  of  A- 
mmum^  was  now  not  onely  ftored  with 
plenty  offood,but  being  flefhed  as  it  wer 
with  hope  of  like  following  fucceffe,  it 
made  them  to  dcuoure  vp  all  Gaule.t 
At  another  time,f^<rm>?^^^wx(by  ver- 
tuc  ofthe  fame  counfell  and  aduice)  con- 
ftrained  Czfar  to  forfake  Gergoutn^^XiA  ha¬ 
uing  taken  all  thevidliials  which  the  Ro¬ 
mans  had  then  ivR^NoHhdumm^  brought 
him  into  fuch  diftreffe,that  had  it  not  bin 
for  fhame,tcdioufnes  of  the  way  ^and  abs 
fence  ofthe  4.Legions^  was  letting 
forward  to  go  into  Proiience.  Verctngeto- 
f/AT, being  eleded  captaine  Generali  tho- 
rougbouc  Gaul, v(ed(at  a  third  time)  the 
felflame  aduice;  Vv'hen  in  a  publike  aflem- 
bly  ofthe  Gauls  he  laid,  that  he  wold  not 
tempt  his  fortune,  &:  giiie  his  enemy  bat-> 
teljbecaufe  he  was  ftrongly  defencedwith 
horfemen,  wherby  he  could  eafily  hinder 
the  Bemms  from  food  and  forraging.  And 
it  behooued  cuery  man  (of  his  own  good 
will)  to  deftrby  his  Come,  and  burne  his 
houfe;  confidering,that  by  this  litlc  lofle, 
which  each  man  might  well  endure  in  his 
own  particular,  he  fhould  perceiue,  that 
their  empire  and  liberty  ,would (for  eucr) 
be  thefurer  maintained  .And  vndoubted  Caefarsput- 
ly being  moiied  by  thcle  occafions  I  pole  to  depart 

purpofedto  withdraw  himfelfe  into  Pro-  wT/i'n’ 
ucnce,thorow  the  country  of  the  *Seat(a- 
«/>hen  rercingetorix{too  inconfideratc-  now  cald 
ly)  condemned  the  good  counfell  giuen 
him,  &  would  not  tempt  fortune,  by  ha¬ 
zarding  the  battel,  A  turned  all  his  inten¬ 
tions  fill  to  the  word:  wherby  m  ay  be  ob- 
ferued,what  care  the  ancient  had  for 
prouifion  offood. 
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Now  ifwedcfire  to  know,  what  order 
was  vfed  among  them  in  the  field,  either 
br  inarching,  lodging  their  armies^  or 
obfernation  of  military  difciplinc;  it  fee- 
meth  that  they  were  not  therein  any  iotc 
curious.  The  cfTayingtopaffe 

a  riiierj  Tome  tied  diners  boatcs  together^ 
others  would  leape  into  fuch  places^whcr 
the  Rhone  was  moflcafie  for  pafTagejof- 
tentimes  in  the  day,  and  more  often  in 
the  night,biicO/ii/*  eiiermorc  gaiie  them 
the  repnlle.  The  Gaules  not  hauing  (as 
yet)  learned  the  manner  of  making  brid' 
geSj  could  not  (in  the  fpace  of  twenty 
dayes)  paffe  the  third  part  of  their  army, 

I  by  inch  boates  as  they  had  faftened  to¬ 
gether  :  and  this  was  their  want  of  know¬ 
ledge^  in  the  arte  of  makingBridges.  If 
we  look  vpon  the  fearing  of  their  armies, 
and  their  fortifications  in  the  fielde ,  they 
were  as  flenderly  skilful!  therein.  They 
would  make  choife  of  a  valley,  that  had 
no  other  Rampkr  or  Ditch,  but  Heauen 
and  Earth  tofuccour  and  defend  it.  For 
thecuftome  among  the  Gaules >  was  (as 
we  may  readc  in  the  eight  booke)  to  rc- 
fufeandforfake  high  places, and  to  order 
their  Campe  neere  vnto'Riiiers.  So  it 
appeareth  in  the  firft  booke, that  the  Hels 
iietians  encamped  at  the  foote  of  fome 
hiil,eucn  as  the  Germans  did  the  like:  but 
the  Romanes  eiiermore  ekded  the  high- 
eft  placcs.The  fearing  then  ofthe  Gaules 
Campe  was  in  this  manner,  without  any 
kinde  of  fortification.TIie  Campe  of  the 
Belgians  (as  is  to  be  feene  in  the  fecond 
booke)  according  as  might  be  iiidged  by 
their  firesand  finoake,  confifted  of  more 
then  eight  miles  in  largcneife.  And  when 
they  declared  moft  fare  &:  warineftc^  they 
would  onely  plant  their  Chariots  and 
Waggons  formo ft, which  ferued  them  as 
their  cheefeft  Rampier.  ■  In  like  manner, 
the  Germans'would  engirt  their  whole 
army,  with  their  Waggons  and  Chari, 
ots.  .At  length  the  Gauks  began  to  imi¬ 
tate  the  Romanes, in  fitch  matters  as  they 
perceiued  to  be  beft  behoouing  forthe, 
or  whatfoeuer  they  did  for  the  beft  ad- 
uantage.  ^  ■ 

The  fsieruians  (as  wee  reade'in  the  fift 
booke)  enclofed  that  place,  where  C/Vw 
beftowed  his  winter  abiding,  with  a  ram- 
pier  of  cleuen  foote  in  height,and  a  dii ch 
of  fifteene  foote  deepe.  They  had  lear¬ 
ned  this , by  their  pradife  ofwarre  againft 


the  Romenes,  and  by  the  hclpeof  fuch 
prifoners  as  they  had  taken.  But  wanting 
inch  tooles  and  inftriiments,  as  were  ne- 
ceffarily  required  in  this  bufinelfc :  they 
were  conftrained  to  cut  the  greenc  turfis 
orfods  witfi  their  Swords,  and  to  carry 
both  them  the  earth,  in  the  long  skirts 
oftheirlackcts.  Afterward,they  began 
to  raife  Towers  on  the  tops  of  their  ram¬ 
piers,  and  to  make  mounted  roofes  and 
T arrafes  ,  according  as  their  prifoners 
had  enftrudedthem ;  infomuch,thatC^- 
fir  (at  length)  wondred,to  fee  what  To¬ 
wers,  T arrafres,and  Fortifications  they 
enterprifed  and  performed.  Thefc  pafla- 
gesof  C^/4r,do  fufficicntly  (kclarc,  that 
the  Gaules  were  not  wanting,  eytherin^ 
natiirall  difpofition,  or  in  care,  toper- 
forme  what  was  neceffary,  but  only  came 
fhort  oforderly  difcipline. 

In  the  feuenth  yeare  of  the  Gauls  wars, 
after  great  ftore  of  loffls  had  happened  5 
F eremgetorix  comfortingthe  Gaules,  de¬ 
clared  vnto  them,  that  it  y/as  reafonable 
&  expedient  (for  common  fafety  of  each 
one)  to  begin  to  fortifie  their  campe :  to 
the  ende  that  they  might  the  more  eafily 
endure  the  fudden  aflaults  of  their  enc- 
mies.For  in  thofe  times  (faith  Cafar)  was 
it, that  the  Gaules  began  firft  of  all  to  for¬ 
tifie  their  Camp .  And  therefore  Cdijar 
did  efpecialiy  markc  and  nominate  it  in 
that  place.  And  the  firft  fortification 
which  they  vfed,  was  ^tGorgouia^  when 
they  made  a  wal  about  their  campjwbich 
was  fixe  foote  high,  of  great  thick  ftones. 
Afterward,  necre  to  Alexin^  wlicre  they 
made  a  ditch  and  a  wall,  containing  fixe 
foote  in  height.  The  Latine  word 

which  fignifieth  a  wall  of  ftones,  hea¬ 
ped  together  without  mortar  or  lime, 
whereofc^/irmaketh  vfe  in  the  fecond 
place:  declareth  what  manner  of  walks 
they  hadjwhich  wei  e  rudely  conftrudled, 
and  without  any  cunning.  The  Gaules 
then  (aimciently)  had  fo  little  knowledge 
or  difcipline. 

But  what  valour  or  manhood  did  they 
vfc  in  fight  ?  VV as  there  any  fuch  matter 
of  worth  in  them  ?  Vndoubtcdly  they 
repofed  a  very  great  alTurance  in  theyr 
owne  ftrength.  1  he  Gaules, as  was  noted 
in  the  warresof  Affrica,  were  naked  or 
vneouered,  andvfing  nokindeof  furpri- 
zing :  had  a  cuftome  to  fight  onely  by  va¬ 
liancy , and  not  by  any  Height  or  cunning. 
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And  this  was  the  reafon^  why  Dmconms 
the  Heliietian,  fpake  fo  to  C^/ir^who  had 
fiirprized  the  ^  Ttgurines^t  vnawarcs/ay- 
ing.  That  they  had  learned  of  iheir  Fa¬ 
thers  and  Aunceftors,  to  fight  more  for 
manhood  then  arte^biit  he  madehimfclfe 
ftrong  jOncly  by  furprizes.  And  for  proofe 
of  this  military  vertue,  there  are  very  fiiv 
gular  examples  in  many  places  of 
In  the  battaile  of  the  Heluetians,  albeit 
that  from  the  feiienth  houre  (as  is  to  bee 
feeneinthe  firftbooke)  they  had  fought 
till  darke  nighty  yet  no  man  could  euer  fee 
the  enemy  to  turne  hisbacke.^  The  Belgi¬ 
ans  in  like  manner  (as  it  is  written  in  the 
fixtbookc)|ieucr  being  daunted  or  terri¬ 
fied  with  the  {laughter  offo  many  of  their 
owne  fellowes,  cruelly  flaine  before  their 
faces :  in  refolute  afliirancejeffayed  bold¬ 
ly  to  march  ouer  their  dead  bodies.  The 
Neruians  likewife  (asappearethin  the 
fame  place)  eue  inthclateft  hope  of  their 
fafety^  declared  an  extraordinary  figne  of 
their  vertue .  For3  albeit  fuch  as  were 
the  very  cheefeft  among  the,  lay  butche¬ 
red  on  the  earth  before  them :  yet  they 
kept  nccrc  ftill  to  them^  and  fought  ftan-. 
ding  vpon  their  bodies.  Y ea^  and  that  in 
fuch  manners  as  they  which  remained  a- 
liue^making  hilles  of  dead  mens  coarffesj 
threw  their  Darts  againftthe  Romanes^ 
as  from  the  top  of  a  Butte,  andcaft  alfo 
their  leffer  lauelinsat  them,  folong  as 
they  were  able  to  reach  them.  Thisa- 
greech  with  that  which  he  fpeaketh  of  the 
Gaules, who  were  in  C^fars  feruice,  when 
^  Mmda  in  Spawe^  was  round  about  en¬ 
girt  with  the  bodies  of  enemies ,  that  had 
becne  flaine,  and  lay  there  in  their  armes. 
In  ftead  of  turffes  ofearth  (faith 
they  piled  and  layed  dead  bodies  one  vp¬ 
on  another,  and  for  the  feruice  ofaPali- 
fadoe  ,  they  couered  them  with  theyr 
Shields  and  lauelins,  and  their  fwords, 
with  the  heads  of  men,  were  all  placed  & 
turned  towards  the  Towneof  their  cne- 
mie :  To  the  ende,  that  they  fhould  appa¬ 
rently  behold  the  true  Enfignes  of  their 
valiancy^only  to  affright  them, while  thus 
they  were  circled  in,as  in  a  rampier.Thus 
the  Gaules  hailing  made  a  round  wall  of 
their  enemies  bodies,  and  mounted  ther- 
on  5  they  began  to  aflailc  the  Towne  with 
violent  deliuery  of  their  Arrowes  and 
Darts. 

They  had  learned  this  manner  of  ma- 
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king  arampier  of  dead  mens  bodies,  fro 
a  (luftome  vfed  in  their  owne  Countrey, 
and  heerehence  (in  mine  opinion)  grew 
theconiedure  made  of  the  Gaules,wher- 
of  AriHotle  wriceth  in  his  Echicks  to  A//- 
com^chm ;  That  they  feared  not  any  thing 
in  the  worldjiieither  fcorchings,burnit)gs 
or  any  torments  whatfociicr.  Mnd  to  this 
effed.  Was  that  which  Strabo  writeth  of 
the  Gaules^  concerning  their  anfwer  to  A- 
lexander^\^hodcvn2\xndci  olthem,  what 
it  was  that  they  feared  moft<  Nothing 
(faide  they)  if  the  Heauens  tumble  not 
downe  vpon  vs.  I  percciuc  alfo, that  they 
were  euen  as  negle£i:  and  carcles,  in  chu- 
fingthe  aduantage  ofplace  for  fightj  as 
they  were  in  thcleating  of  their  Campc, 
which  may  euidentiy  bee  difeerned  in  all 
the  Commentaries  oiihc  Gaules  warres. 

When  the  Heluetians  and  Neruians  af- 
failed  it  was  in  a  place  very,difad- 

LiantagioLis ;  but  if  they  lighted  on  any  o- 
ther,  that  might  declare  them  to  bee  any 
way  better  aduifed  5  it  was  by  fome  for¬ 
mer  patterne  of  the  Romanes,  and  obfer- 
uation  of  their  difcipline  .  .  And  the  firft 
time  that  theyentred  into  any  good  or¬ 
der, vvas^vvhen  the  army  which  they  had 
was  rallyed  out  of  diuers  Countries,  and 
the  Souldiors  then  were  generally  diftri- 
buted,according  to  the  Countries  wher- 
oftheyvverc,  audio  placed  (feparately) 
the  forces  of  each  City  in  his  due  rancke 
or  degree.  So  in  the  battaile  of i  he  Ner¬ 
uians  ^  AtrebejmsM'^tve  ordered  on 

the  left  fide^the  Ncrutans  on  the  ri^ht,  6c 
Feromandums  in  the  middcllof  the! 
battaile.  Like  vvife  in  the  fojcnth  book  J 
where  hce  maketh  mention  of  the  forces  Germany, 
of  f'ercingetorix*  T^he  Gaules  after  they 
had  broken  the  bridges,  kept  ihemfelucs 
firmely  on  a  little  Hill ,  confiding  in  the 
feituation  of  the  place,  and  beeing  gene¬ 
rally  diuided,  according  vnto  the  Cittic s 
whereof  they  were,  and  placing  Guards 
at  euery  Foord  &  Thicket  of  the  Marifh  5 
they  impeached  them  to  their  no  meanc 
difaduantage.  In  the  fame  place  againe, 
FerctngetoVdx  hauing  planted  his  Campe 
on  a  Hill  ncere  to  the  Towne,  lodged  fe¬ 
parately  alfo  the  forces  of  each  Citty  5  yet  i  nii  jrary 
leauing  fome  wide  andfpacious  roome 

about  all  their  lodgings, and  being  poflel. 
fedofall  the  finallcr hilles  that  neighbou¬ 
red  the  greater,  whence  any  aduantage 
might  be  had  for  looking  downward;  he 
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made  a  Ihewvcrye  dreadfull  to  behold. 
Andeueryday^  eiicn  from  the  pointer 
breakc  of  day^hc  caufed  the  chiefe  Com¬ 
manders  of  (uch  Cities  ('as  he  had  chofen 
to  be  of  his  counfeljto  come  before  him, 
whether  it  were  to  conferre  about  fome 
matters  to  be  done,  or  execute  any  thing 
that  depended  on  their  charge:  (o  that  no 
one  day  might  cfcape  him  ,  but  fome  ef-’ 
fay  or  other  was  made  of  his  courage,  & 
of  the  vcrtucthat  lined  in  his  followers^ 
making  out  many  fallies  of  horfe,  ming¬ 
led  with  the  beft  and  chbyfeft  of  his  Ar¬ 
chers. 

In  the  firft  bookc  like  wife  y  the  people 
called  which  were  vnder  the  ci¬ 

ty  of  the  Heluettans^  all  the  other  three 
companies  hauing  pairedtheRiuer* 
raris  were  furprized  and  enuironed  afide 
by  themfclues.  And  they  of  the  Borrough 
yerhigend^cc^w^Q  they  fled  away  with  the 
other  ^  being  afterward  brought  before 
Cixfar^  they  were  recciued  as  open  ene* 
mies.  The  Germmes  obferued  the  fame 
ordcr^  to  diuide  themlelues  generally  by 
nations:  as  Tscitus  dcliuereth  more  plain¬ 
ly, where  he  faith.And  that  which  princi  • 
cap.  j.  j  pally  did  encourage  themaWas  5  that  not 
hazard,or  an  alfembly  made  at  adueture, 
or  a  troopCjOr  a  fquadron  j  but  the  fami¬ 
lies  and  alliances  laboured  together.  One 
example  heercof  in  the  Gmmnes^  is  no- ' 
ted  by  the  that  followed  who 

in  the  end  (as  we  rcadcin  the  firft  booke) 
were  compelled  to  fend  their  forces  out 
of  the  field  :  and  made  a  generall  ordina¬ 
tion  (by  equal!  interuallcs)  of  the  ^ 
comnni^  Trihoci^  VAngtones^  NometitAni^ 

^  SeguftAm  and  Wherefore  I  con- 

clude,by  the  words  ofthispaflage,  that 
in  regard  the  Army  of  the  GauUs  confi- 
fted  of  many  Cities  $  the  Souldiers  (gene¬ 
rally)  did  diuide  themfclues,  according 
to  the  number  of  the  Cities. 

The  Gaules  vfedthe  phaUtJx  mthtyc 
battailes,as  the  Romanes  did  their  Legi¬ 
ons.  The  PhalanXjfubtilly  explicated  by 
Aelianu^ ):)oxh  in  parts  and  parcels, to  bee 
of  an  equall  number,  eight  times  diuided 
into  equall  parts  ^  the  fummary  whereof,! 
thus  comprehend. .  The  Phalanx,armcd 
with  weighty  armours ,confiftcd  offoure 
ihouland,  ninety,  fixe  men,  each.ranke 
whereof,  contained  in  length  fixtecnc 
P/j^/4;3[^('4r/^'j,and  was  tcarmed  ^  Decuria: 
in  which  bands,  the  formoft  man  was  na¬ 
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med  o  Decurio^^2iX\di  the  laft^  TergiduFlor^ 
that  is  to  fay,  hee  which  condudeth  the 
Rereguard  or  hinderpart.  Thefe  formoft 
me  wer  alfo  cald  Praftites  of  the  feconds, 
by  reafon  of  their  marching  before,  and 
fo  the  third  men  of  the  fourth.  Contrari- 
wifejthe  fecond  men  were  rearmed  ’  Sub- 
jiites  to  the  former;  as  beingvnder  them, 
like  as  the  fourth  vnder  the  third.  Thus 
ihtDecurU  was  compofed  of  Prafiites & 

Subfiites ,  the  one  following  the  other. 

The  fecond  Decuria^vjzs  called Condeeu- 
rta^  that  is  to  fay,conioyncd  to  the  Decu- 
r/4,in  fuch  manner, that  they  all  anfwcred 
both  in  place  and  number :  Decurton  to 
Decurion^  Prmfiites  to  PrAfiiteSy  Subfiites 
to  Subfiites they  which  accoaftedjOr 
went  along  by ,  were  rearmed*  AFiites. 

The  ordinary  fpace  or  diftaccof  the  Pha- 
Ungearics^\N^%  fourecubites,but  whe  they 
doled,  two,&  when  they  went  in  crowd, 
one  onely.  This  was  the  manner  of  the 

Phalanx,  obferued  by  the  ancient  Gadetl 
The  battaile  ofthe  Heluccians  ('as  is  to 
befeeneinthc  firft  booke)  kept  it  felfc 
ftrongly  lockt  againft'  horfemen, 
and  when  the  horfemen  were  repulfed, 
the  Phalanx,  which  was  prepared  vnder 
the  firft  batrailion,  aduanced  it  felfe,  and 
fetforward-Butthe  Romanes  ('by  the  po¬ 
wer  of  their  lauelins)  brake  the  Phalanx 
of  the  Heluetians,by  reafon  that  they  wer 
too  ftrongly  lockt  together :  And  then,to 
defend  themfeliics  againft  their  lauelins, 
theybeganto  difioynt  theirvniting, 
to  combine  their  Targets  and  Shields, 
the  one  with  the  other,  which  were  in  the 
forme  and  fliape  of  tfie  fhellcs  of  Tor- 
tuiffes,  to  rcceiuc  and  refift  the  lauelins 
darted  at  them.  In  the  fdne  bo  oke  alfo, 
theGermanes  hauing  fuddcnly  ("accor- 
dingto  their  cuftome)  prepared  a  Pha¬ 
lanx  5  withftood  the  ftrength^  of  all  theyr 
Swords,  And  I  perceiuc,  that  this  Pha¬ 
lanx  was  ordered  in  fuch  manner,  not  to 
feme  as  a  defence  for  their  hcads^  but  ra¬ 
ther  as  a  Rampicr  for  their  brefts.  But  on 
the  Heluetians  day,the‘''5^jr,or5^?/4wr, 
andthe"Ti^^/,or  who  came  Iha^p^^of^ 

thither  for  their  fuccour  5  enclofcd  the  France, now 
battaile  roundabout  with  Chariots  and  I 
guarded  the  rereward.  And ' 
as  the  Heluetians  (* who  had  the  worft,  &  ihc  mmiansy 
ofwhom  the  greater  number  were  fore 
wounded)  retired,  and  withdrew .  them- 
fekics  into  the  neereft  neighbouring 
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Mountainc :  they  affaylcd  the  Romanes 
at  vnawares  on  the  Flanks,  and  engirt  the 
round  about.  Which  the  Heluetians be¬ 
holding*,  they  returned  againc,  began  to 
recharge  them,and  fought  valiantly  with 
them. 

Thus  wechauc  hecre  fet  downe  fomc 
forme  ofthatfafhion,  which  the  Gaules 
obferued  in  preparing  their  battailc,  and 
that  which  Htrtm  hath  fpoken  thereof , is 
not  much  diffring  from  the  purpofc.That 
the  Gaules, being  in  battailcjhad  a  cuftom 
to  fit  downe  vpon  Faggots  of  Vine  bran¬ 
ches  and  fm  all  twigs,  which  they  placed 
in  the  ground.  NoWjalbeithereporteth, 
that  hath  declared  the  fame  in  the 

firftbook  of  his  Commentaries,  yet  not-' 
withftanding,  I  fiiide  no  fuch  matter.  But 
forafhiuch,as  the  Gauls  (in  their  batcails ) 
arefaid  to  fit  downe  on  Faggots:  it  was 
akinde  of  difeipline  obferued  among  the, 
like  CO  that  of  the  Romane  *  TV/^rjr,  who 
being  ranked  in  the  third  battalion, which 
was  the  rcreward,  vied  to  kneclc  down  on 
their  knees,  which  was  termed  by  the  La- 
tines,  Subjidere^  whence  enfued  the  word 
Subjidesis  they  named  it.  This  commeth 
fomewhat  (bore  of  the  order  obferued  a- 
mong  the  Gaules:  but  many  matters  more 
might  be  related 3  concerning  the  encou¬ 
ragement  they  gaue  to  one  another  for 
war-feruice,  which  principally  imployed 
their  mindcs,  and  boldly  animatea  them 
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Of  the  fhouts^cries^  Jlrartge  mifes  deu/fed 
and  vjed  by  the  Gmls^  to  comfort  and  en- 
courage  themfelues^and  to  affright  or  dif- 
way  their  enemies.  Jljoofthetrjignes  of 
contentment  ^feace^  mercy ^  their  Barit ^ 
Songt  and  Rithmes. 

T  hath  bin  a  vfuall  obferuation 
in  all  Military  difeipline,  when 
they  prepared  to  the  fight,  and 
lo  foonc  as  they  began  to  draw 
their  weapons  5  ro  make  a  cry  in  the  lou- 
deft  manner  that  they  could, &  to  enflamc 
the  Souldiers  mindcs  with  the  founde  of 
Trumpets.But  the  ciiftome  of  the  Gauls, 
was^not  onely  with  cry  of  the  voyce^  and 


found  of  Trumpets:  but  with  a  Song,  a 
Dance, loud  yelling, clattering  of  rhcir  ar¬ 
mour,  and  Drandilhinig  their  darts,  to 
make  a  noife  fo  tcrriblcjas  nothing  could 
appearc  to  be  rhore  horrible  •  The  Gaules 
(faith  Diodorus)  had  loud  f>ig^and  rude  voy- 
ces^&  their  Trumpets  {according  to  cuftom) 
were  barbarous  made  a  rude  harfh found. 
’^wiPolybiusfmhxs  (econd  bookc^fayeth 
moreouer.The  brauadocs  Sc  noifes  of  the 
Cf/rijWerc  drcadfull  to  the  Romanes  ;  for 
they  had  an  infinite  number  of  Trumpets 
and  Hoboisjwith  the  found  whereof,  the 
whole  Army  cryed  out  aloud,  m  akin  gfo 
great  a  ciafhing  and  noyfc ;  that  not  only 
the  Clarions  Sc  array  ecchoed  the  found, 
but  all  the  places  likewife  that  did  round 
engirt  them. And  indeed, the  noyfe  which 
cuftomarily  was  made  by  the  Gauls,  hath 
oftentimes  bcene  noted  by  Titus  Liuiusi 
but  yet  hatefully  and  iniurioufly,  as  (for 
the  moft  part)  he  was  wont  to  fpcake  of 
the  Gaules.  The  Gaules  (faith  he,  in  his 
lift  booke)  by  fingingfauagely,  and  cry¬ 
ing  out  confnfedly  5  filled  the  ayre  with 
an  horrible  found.  And  in  the  fame  place : 
Immediately  there  were  heard  fongs  and 
noyfes difagrecing ,  aswhenthe  Gaules 
walked  (by  troopcs)  about  their  walks. 
And  afterward  in  thefoureand  thirtieth 

ft  • 

Booke, he  faith.  The  Gaules  went  mar¬ 
ching  forwardjhowling  or  yelling  ftrange 
ly,  and  finging  according  to  their  confu- 
fed  fafhion,  ihaking  their  Targets  ouer 
their  hcads,and  brandifhing  their  Dartes 
in  their  hands.  Then  againe  in  the  foure 
and  fortieth  Booke,  fpeaking  of  the  Gauls 
which  were  in  Afiafie  faith.  Beyond  all 
the  reft,  their  finging,  v^henthey  began 
thebaitaile,  and  their  howling,  yelling, 
and  dances ,  couering  ihemfelues  with 
their  Shields,  after  the  manner  of  theyr 
Country,  with  the  horrible  clattering  of 
their  armour :  <  all  ihefe  things  were  done 
on  deliberate  purpofe,  onely  to  procure 
affrightment  and  terror. 

Cufar  toucheth  this  tumultuous  beha- 
uiour  more  lightly, in  his  fift booke,  after 
the  ouerthrow  of  Sabinus  Sc  Cotta ^  where 
the  Gaules  hauingthe  vidory,  heefpea- 
keththus  ofthem.  Then,  according  to 
their  wonted  cuftome ; they  cryed  the  vi¬ 
ctory  together, and  howled  loudly.  And 
at  another  time,  in  thcfcaiienth  Booke, 
fpeaking  of  the  Gaules  neerevnto  Alexia. 
The  Gaules  (faith  hee)  perfwading  them- 
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(clues  to  be  the  ftironger  part,  and  percei- 
uing  the  Romanes  jthat  they  were  prefled 
with  great  numbers  on  all  (ides:  they  that 
were  within  the  Fort^  and  they  that  came 
in  their  afsiiiance  ,  with  aloude  cry  and 
yelling, alfured  the  courage  of  their  peo¬ 
ple,  [vloreouer,  that  which  ^aue  greateft 
terror  to  theRomanes,  was^  the  loud  cry 
that  they  made  at  their  backs^Tin  the  time 
of  their  fighting.  It  was  likewife  a  cuftomc 
among  the  Gaules  ,  to  require  parlie  or 
conference,  by  making  a  loud  cry,  as  by  a 
Trumpet:  according  as  C  afar  in  his  fift 
Bookc,  (peaking  of  the  Eburons/aieth. 
Then  after  their  ffuall manner^  they  made  a 
loud  cry  together ;  to  the  endyhat  fome  one  of 
the  Romanes  ?night  come  foorthy  to  admit 
them  parlie  or  conference. 

It  may  appeare  now  as  conuenient, 
to  (peakc  fomewhat  of  thofc  (ignes  which 
the  Gaules  to  fignifie,  when  theyr 
hearts  were  appeafed  and  quieted  ^when 
they  defired  peace ;  and  when  they  were 
willing  to  yeelde  themfelues.  '  The  figne 
which  they  v(cd  to  make ,  when  theyr 
hearts  were  contented  and  quieted ;  was, 
to  fhew  their  right  (houlders  naked.  Ca- 
(peaking  of  the  Heduans  ^  inhisfea- 
uenth  Booke,  faith  thus  •  Whenfoeuer 
their  right  fhouldirs  were  feene  to  bee 
naked:  it  was  their  accuftomed  (igne, 
thereby  to  declare,  that  they  were  con¬ 
tented  .  The  figne  of  defiring  peace, 
was, to  extend  or  ftretch  out  their  hands : 
as  heelpeaketh  in  the  fecond  Booke^dif^ 
courfingon  the  Bellouafians,  The  wo¬ 
men  and  children  (becing  on  the  walles) 
according  to  their  wonted  behauiourj 
would  ftretch  foorth  their  hands,  there¬ 
by  defiring  peace  of  Romanes, SN\{\c)\ 
he  farther  relateth  in  the  feiienth  Booke, 
(peaking  ofthe  women  of  Gorgouia :  who 
baring  their  breads,  ,and  ftretching  out 
their  hands  vpon  the  walles,  required 
mercy  ofthe  Romanet.  In  the  fame  place 
al(b,  hec  declareth  what  figne  they  vfed, 
when  they  were  willing  to  fubpitthem- 
(clucs  •  The  Heduans  holding  vp  their 
hands 5  gaue  notice  thereby,  that  they 
would  yeelde  themfelues .  And  holding 
downc  their  armes,  they  requefted  there¬ 
by, that  their  Hues  might  be  faued. 

But  perhaps  thefethinges  mayfeeme 
to  Dce  of  (lender  account :  therefore  1 
will  conclude  the  noy(cs  made  by  the 
Gaules into  the  behauiourof 
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the  GermaneSy  whether  they  were  of  like 
condition,  or  no .  It  (hould  (cctDe,that 
it  was  the  Barrit  ofthe  Germanesy  where¬ 
of  Tacitu^s  makech  fuch  mention .  They 
had  certain  pleafant  Songs  and  Richmes, 
at  the  (ound  whereof^  that  which  they 
tearmed  Barritjcnflamed  their  courages  j 
and  by  the  Song,  theyprefaged  cheende 
and  fortune  ofthe  future  battaile.  For 
they  were  cheered  or  difmayed ,  accorr 
ding  as  the  Army  made  the  noyfe  5  and 
this  accord  in  fingingjfccmed  not  to  con- 
fift  (b  much  in  the  voyce ,  as  in  vertuc. 

They  did  principally  relpe^I  the  rudenes 
of  (oLindjandconfufcdnelfe  ofthenoifej 
by  holding  their  Targets  before  their 
moutheSjto  the  endc  that  the  voyce  (be¬ 
ing  made  thereby  the  greater  and  fuller) 
might  refound  the  louder  and  ftronger. 

Such  then  was  the  noyfe  ofthe  Gaules y 
cheefely  when  they  came  to  the  (hockc, 
or  brunt,  and  when  they  would  enflamc 
their  Souldiers  courages :  for  the. women 
Gaules  (alwaies)  had  fbme  part  in  this  en- 
couragement.  Y ou  wil  hardly  credit,that  £)wlhey”en 
mens  harts  would  bee  more  cnflamedjby 
the  exhortations  and  tearcsof  their  dea- 
reft  wiucsj  the  they  could  be  by  the  found 
of  Trumpets  and  Cornets,  The.proofe 
hcreof,is  to  befecnc  in  the  y.Book,  when 
ViGorgomay  the  mothers  of  the  Families 
began  to  pray  with  earned  affcaion,  and 
to  fhew  their  haire  difheiieled,  after  the 
Gaulf)mmntXy  and  to  make  prefentsof 
their  young  infants.  Such  was  the  exhor¬ 
tation  at  the  fiedge  of  '^MafyUay'^ft^i  that 
all  the  Ships  on  the  Sea  were  readily  pre- 
pared'jat  the  infiant  entreaties  &  tearcs  of 
the  old  men, of  the  mothers  of  the  fami¬ 
lies  and  their  daughters,  who  defired  the 
to  fiiccour  the  Citty  in  extreme  neceflity: 
they  had  no  Icfie  heart  andrefoiution,to 
mount  into  thofe  Ships^then  they  had  be¬ 
fore  in  fighting  the  battaile.  Then  might 
cafily  be  difeerned,  both  from  the  Camp 
of  *  C.  Itrebonim^  and  all  the  places  of 
higheft  profped  in  the  City  •  how  all  the 
youth  that  remained  within  it,  and  all  the 
oldeftmen  ,  with  their  wines  and  young 
children,  flood  as  publike  giiatdcs,  and 
(vpon  the  walks)  helde  vp  their  hands  to 
heauen,  or  ran  to  the  T  emplcs  of  the  im¬ 
mortal  Gods,whcrc  proftrating  thcfcliies 
before  their  lmages,they  entreated  vidlo- 
ry  of  the  Gods. 

Thisfiath fbme refemblancc  with  that! 

D  which/ 
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which  is  written  of  the  Germanes,  in  the 
firft  booke.  And  the  women,  holding  vp 
their  hands  to  theSouldicrs,  which  were 
going  to  the  warre  with  teares  entreated 
thcm5that  they  would  not  fuffer  them  to 
fall  into  the  feruitude  of  the  Romanes. 
TherforCjwhenthe  Germanes  were  rea¬ 
dy  to  fight,  fuch  things  as  were  in  iheyr 
deereft  efteeme  (as  TaciM  reportetb) 
they  would  haue  in  fome  place  neerevn- 
to  them :  where  the  out-cryes  of  theyr 
wiucs,and  lamentings  of  their  children, 
might  eafieft  be  heard ;  thefe  ferued  them 
asmoftfacred  witneffes,  and  thefe  were 
their  cheefeft  commendations  •  They 
wold  bring  the  wounded  perfons  to  their 
mothers  and  wiiies^and  they  feared  not  to 
number  and  fuckc  their  hurts  ^  carrying 
food  to  them,  and  anything  that  might 
harten  them  againe  to  the  fight.  Some 
fay^that  diners  battels,  which  began  fiid- 
denlyto  quaileand  breake  off:  were  as 
fuddenly  re-enforced  and  pnrfued  by  the 
women,  euen  through  theconftancy  of 
their  praiers,beating  their  hands  on  their 
naked  breafts,8tfetting  before  their  eies, 
the  danger  of  their  neere-enfuing  capti- 
uity,  which  they  feared  the  more  impati¬ 
ently , in  regard  of  their  W  iues  and  Chil¬ 
dren.  W  herefore  the  wiues  of  martiall 
minded  men, did  declare  themfelues  al(o 
no  leffe  valiant  and  refolute. 

But  in  attributing  very  great  cou¬ 

rage  to  th e  G aides 5  doth  yet  (1  know  not 
how)  reproch  them,with  a  quite  contrary 
negligence  orcowardife.  For,  like  as  the 
hearts  of  the  Gauls  (faith  he  in  his  third 
Booke)  are  prompt  and  deliberate,  for 
the  attempting  of  warre :  euen  fb  is  their 
courage  dull,  and  weake  in  rcfiftance,  to 
fupport  any  mifchanccs.  I  n  briefe  (as  we 
may  readc  in  the  eight  Book)  a  man  can¬ 
not  well  iudge,  whether  the  Gaules  arc 
more  infolent,  when  their  affayres  do  go 
neuer  fo  little  fncceffefully  with  them  5 
then  they  are  eafic  to  be  affrighted,  when 
neuer  fo  little  harme  befals  them.  This  is 
that  alfo,which  rim  Lmim  reprehendeth 
with  fuch  infolcnce,  as  cuery  where  hce 
ecaffeth  not  to  taxc  them  with  fomwhat 
fauouring  of  the  fame  nature.  As  in  the 
fift  Booke  concerning  the  gowned  Gauls. 
The  Gaulifh  nation  are  accuftomed  to 
colde  and  raine^  but  they  cannot  any  way 
endure  cyther  duft  or  hcatc.  In  the  ^enth 
Booke.  Thcbodics  of  the  Gaules,  which 


sap  9, 


cannot  abide  trauaile  or  heat,  ^  yet  melt 
themfelues  with  fwcating  .■  They  cmer 
fieht  like  more  then  men  j  but  their  illuc 
is  leffe  then  women.  In  the  37.  Booke. 

Their  big  bones  that  can  fuffer  no  labor, 
will  toile  with  weighty  Armour  on  their 
backes.Ihtl^f  40.  Booke.  Heateandtra-  in!^^o,ap. 

uailc  arc  yAelbme  to  the  Gaules  quaggy 
bodies,  bc^ufc  they  are  not  able  to  cn- , 
durethirfflnthe^S-Booke,  fpeakingof 
the  Gaules  of  ^  fia.If  their  firft  affault  be 
endured,  which  they  ruffi  into  with  boy- 
ling  cour3ge,and  blindfold  fury ;  their  la- 
2ie  members  will  melt  themfelues  into 
fwcate,  and  the  weapons  will  fall  out  qtj 
their  hands.  The  Sun, duft, and  drought,  ■ 
without  imployment  of  any  weapon  a- 1 
gainft  thcm,doth  dul  their  foggy  bodies, 
and  abate  their  ftearneft  courage,  if  theyr 
hot  rage  and  fury  be  once  ouer-paffed.  | 

Tidttti  giueth  the  felfe  fame  dull  difp  O-  Corn,Tacitusm 
fition  to  the  Germanes.  Their  great  bo- 
dies(faithhe)thathaue  no  other  1  trength,  tjifpofition  of 
then  (at  the  firft  on-fa)  to  fhew  thefelucs  the  Germans, 
fprward :  are  not  accuftomed  to  fupport  ^ 

(with  any  patience)eithcr  paines,bufines, 
thirft,heatc,colde  or  hunger.  How  doth  j 
this  hold  together?  According  to  the ' 
iudgement  which  C^rhath  giuen  of  the 
Gaules  ?  Arc  they  both  moft  valiant,  and 
yet  foggy  fellowes  alfb  ?  VndoubtedlyjSl 
the  Gaules  arc  reported  to  bee  (euen  na-  , 

turaHy)  martiall  and  valorous,  and  being  the  Gaules. 
exercifed  in  military  difcipline,  they  are 
the  more  hardened  againft  any  trauehbut 
wanting  cxercife ,  they  grow  the  more 
foggy  &  ydle .  Cuftoroc  afid  vfe  do  teach 
men  to  fupport  anytoyle,  and  to  nold  cifemaketh 
good  defence  againft  all  danger  5  for  the  men  apt  and 
trauaile  of  warlike  difeipline,  admicteth 
ncy  ther  fincrie  or  foftneue.  If  we  mcetc 
with  fome  old  Souldier,  vvhojbecaufe  he 
is  expert  in  warre,  is  fcarcleflc  of  blowes :  * 

If  likewife  a  new  frefh  SouWier  be  broght 
in,thathath  his  hart  as  flout  and  refoiutc,  Tftfcula»,^> 
&;  as  yet  vnexpericnced ;  yet  his  beft  cou¬ 
rage  will  appear e  to  be  but  womanifh  5  fo 
writeth  Cicero  in  his  fecond  Tufculanes, 

Tendernefle  and  foftneffc  is  reprehen¬ 
ded  in  the  Gaulifh  Souldicrs  5  as  namely 
by  Vercingetorix^  and  Crttogmtes^  one  of 
the  *  Aruerni^xn  the  fcucnih  Booke.  For 
there  he  faith,  that  the  Gaules  defired  to 
fight,  in  regard  of  their  foftand  tender 
difpofition,bccaufe  they  cannot  long  en¬ 
dure  any  toyle*  The  fame  man  at  the 
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councell  which  was  holdcti  among  them, 
chat  were  beficdgecl  in  Alexia,  and  ftood 
in  great  diftrefle,  through  wantofvidu- 
alles :  againft  fuch  as  Were  of  the  minde, 
to  hazard  all  at  one  fally  ,hc  faid.  This  is 
indeed  meere  cjwardife^  weakneffe^  and  no 
figne  of  cotirage^or  any  act e  of  uertue^  to  de¬ 
clare  yoti^rfelues  ^naUe^  to  endure  dearth  ^ 
fcarjity  fo  fhort  a  while ,  Pr oofc  m ay  b ee 
prodiicedjof  more  men  that  gladly  olfred 
themfeliies  to  death^theii  could  patiently 
fuftaine  greefc  or  annoyance  •  It  is  not 
then  to  be  doubted,  but  prompt  &  flout 
courage,  efpecially  in  warlike  enterpri- 
zes,  was  hereditary  (both  by  nature  and 
race)  to  the  Gaules  nation,  and  that  this 
foft  or  tender  complexioiijgrew  through 
lackeof  exercife,  in  military  difciplinc. 
For^ifa  Gaule  hadbeene  once  well  en- 
flriKfledjby  a  Mafter,  skilfull  in  the  arte  of 
warre ;  where  was  any  Souldicr  to  bee 
found,  that  could  more  ably  endure  all  la¬ 
bour  ?  If  thou  doe  inferre  any  doubt  in 
this  cafc,proofe  thereof  was  made  by  Gat- 
far  himfelfe :  For  C/far  Icuied  fixe  Legi¬ 
ons  of  the  Gaules,  becaufc  he  could  raife 
no  more  then  foureofhis  owne  Com¬ 
mon-wealth  •  »  Cdfars  horfe-men  were 
knowne  to  be  Gaules,  and  thereupon,af- 
tcr  he  came  to  the  head  of  all  his  entcrpri- 
zes :  hee  naturalized  all  thofe  Legions, 
which  not  onely  were  Gaules  by  Nation, 
but  they  retained  (befide)  the  name  of  ^ 
Alauda,  Whereforejthis  fofenefle  in  the 
new  or  young  experienced  Souldiers,v/as 
as  common  to  the  Romanes  as  Gaules^ 
and  was  no  otherwife  proper^  cyther  to 
the  Gaulc  or  Germane  Nation. 

But  Titus  Iduius^  with  I  know  not  how 
’many  Greckes,istoo  iniiiricfus  and  infup- 
portable  againfl  the  name  of  a  Gaul,  and 
forgets  withall ,  thekindnefle  which  hee 
ought  to  his  Country,  .and  to  the  law  of 
hiftory.  For,  although  hee  much  better 
^ffededjto  make  the  Venetes  or  Venetians^ 
to  deflendfrom  the  traitor  Antenor^  then 
from  the  Nobility  of  the  Venetian  Gauls, 
as  Strabo  hath  done, and  the  Romanes  ap- 
proue  the  lame,  placing  the  Venetes  or  Ve¬ 
netians  in  Galha  Togata ;  yet  thereby  hee 
maketh  himlelfc  to  be  a  Gaule.  And  the 
law  of  hiftory  doth  command,that  in  the 
relating  of  a  hiftory,  he  (hold  ftand  clearc 
from  fufpition  of  being  touched  with  fa- 
uour  or  hatred .  But  whereas  he  repro- 
cheth  the  gowned  Gaules  and  Afians, 


with  the  ydle  nutter  of  cold,  becaufc  they 
dwelt  in  the  hotted  Countries,  and  fuch 
as  were  neerer  to  the  Sunne,  then  the  ^ 
Patauines  or  P atamans ^  among  whom  Ti- 
tits  Liuius  was  borne  y  doth  he  not  mocke 
himfelfe  as  foolifhly  as  can  bee  deuifed  ? 
As  for  the  Gaule  Souldier  which  Catfar 
had,and  who  was  the  very  braueft  man  of 
all  other  whatfocucr:  this  man  belyeth 
him  manifeftly .  And  it  appeareth  very 
probably,  that  Catfar  had  to  deale  with 
thofe  men  oncIy  in  that  Gaule :  but  in  the 
other  partes  of  the  world,  hee  fought  a- 
gainft  women,in  regard  of  thofe  men  hee 
found  in  this  Nation. 


*  Men  of  Pa¬ 
dua  in  Italy. 


CHAP.VIIL 


of  the  difference  betweenethe  Souldier s  of 
Cdfar^ndof  Pomfey^  being  the  ^valiant 
Gaules y  in  comparing  them  with  the  Ro¬ 
manes  :  As  alfo  of  the  Spaniards  and  the 
Gaules ,  and  what  cunning  they  learned  of 
the  Romanes. 


Apparant 
pt oofc  of  the 
ar^cienc  Soul¬ 
dier  of  Gaule 


O  W,to  fpeakc  of Cafars 
Souldier,againft  the  Sol¬ 
dier  of  P'ompey^  that  is  to 
fay , the  valiant  GaulyNh.^^ 
was  hee  againft  the  Ro- 
maine  ?  In  the  third  book 
of  the  ciuill  warres,  Cafar  faith  :  The  Ar¬ 
my  of  Pompey  was  not  accufiomed  to paines 
taking.  \N\\yi\\cv\  Titus  Liuius^  by  the 
purity  of  his  eloquence,  which  Sutntilli- 
4;^  compared  to  the  whiteneflTeof  milke, 
hath  drawne  t  he  Spaniards  and  Gaules  fro 
the  corners  of  the  world,  onely  to  make 
himfelfe  liftened  vnt03according  as  Saint 
Hieromemiit^ .  Notwithftanding,in 
this  delicacy  or  fofenefle. of  not  enduring 
paine,hcate3thirft3nor  duft,  which  hec  rc- 
prehendeth  in  the  Souldicrs  of  Gaale  y 
himfelfe  fheweth  the  (bftneffe  and  affc- 
iftion  of  his  ownefpirit,  which  cannot  a- 
ny  way  abide  equity, the  grauity  of  hifto¬ 
ry  ,foundncirc  of  iudgement,  and  truetb. 
Forjto  be  foft,or  hardened  againft  toyle, 
is  not  any  thing  that  proceedech  cyther 
from  Nation,  or  race,  but  by  breeding 
and  dilciplinc. 
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Cdfar  then  did  but  rights  in  gining  to  the 
men  of  Gaulc  a  great  courage  ^  Scmiely 
warlike :  and  yet  neuei  thclefle,  he  difeo- 
uereth  in  this  great  mindc  orfpiritj  a  cer- 
tainc  want  of  dilcipline,  or  much  rather 
hereproucthakindeof  fimplcncfle^  and 
anilladuikd  affurance  of  their  ftrength, 
which  was  the  fault  that  was  moft  noted 
in  their  warres3  according  as  Strabo  wri- 
teth  in  his  fourth  Booke. 

The  Gaules  very  eafily  aflfcmbled  to¬ 
gether  in  great  iinmberjbecaufc  they  wer 
Ample  of  fpiritjftiliollowed  iiifticc^right 
and  trueth,  being  moued  and  affefted  .by 
the  lofles  of  their  neighbours.  Whereup¬ 
on  it  happened,  that  the  more  eafily  they 
were  chafed  out  of  theyr  Country :  be- 
caufe  in  affeiAbling  all  their  forces^or  ra¬ 
ther  their  whole  families  and  friends^they 
were  throwne  out  by  them  that  prooued 
theftronger.  The  Romanes  did  much 
more  eafily  fubduethern,then  they  could 
do  the  Spaniards :  for  the  wars  in  Spaine 
were  begun  long  time  before  theirs,  and 
yetnotwithftanding,  they  were  brought 
to  end  after  their And  betweene  both 
thefe  tinies,they  conquered  all  the 
that  were  betweene  the  Rheine  and  the 
Pyrenean  Mountaines :  for  in  comming 
to  the  field  fo  many  together,  they  were 
oiierthrowneby  multitudes  togcther.But 
the  Spaniards  managed  their  battailes 
moreTparingly^and,  eucn  as  iftheyhada 
defire  to  Tome  affeded  kinde  of  monies : 
fo  did  they  preferne  them  from  one  time 
to  another  5  and  from  Countiy  to  Coun¬ 
try  ^making  their  warre  fill  cauteoufly^like 
vnto  theeucs. 

And  that  which  Straboh^th  written, 
may  fufficiently  bee  perceiued  by  the  ex¬ 
amples  of  The  whole  City  of  the 

Heluctians,  there  being  all  the  people  of 
tweliie  Townes,and  of  forty  Villagestdid 
fight  all  at  one  inftant,  and  in  one  inftant 
alfo  were  all  ouerthrowne.  Such  was  the 
leae^ue  of  fifeeene  people  of  the  Belgians. 
Such  was  the  reuolting  of  the  Armoricans 
in  the  warre  of  the  V tnttes ,  or  ^ tneUAHS* 
Such  was  the  confpiracy  of  the  Aquitains 
againft  Craffta^ln  briefe,did  not  all  Gaule 
put  it  felfe  in  Armes,and  was  it  not  whol¬ 
ly  conquered  in  one  warre,  ncere  vnto  A-^ 
lexh  ?  The  Gaules  in  the  eight  ycare  of 
their  warre,  both  well  felt  and  knew  this^ 
faultjas  faith, and  that  in  regard  of 

fome  great  numbers,  which  ftill  were  af- 


femblcd  in  one  place ;  it  exceede  po 
bilicy  to  refift  the  Romanes,  But  1  luers 
Cities  (at  one  fclfc  fame  time)  had  made 
warre  in  diuers  places :  the  Romane  Ar¬ 
my  could  neither  hauehad  fufficient  uc- 
cour,Icyfure  or  forces,tovndertake  all  at 


A  great  error 
ofihc  Gaules 
in  their  fight¬ 


ing. 


once.  , 

Ncuerthelefre,the  Gaules  were  nor  al- 

wayes  of  lo  Ample  and  open  (pirit .  t^t 
at  fome-times  they  declared  more  cun¬ 
ning, and  holpe  themleluesby  fome  fur- 
prizes.  C^>r,  (as  Suetonius  faith)  neucr 
fuffered  any  one  occafion  of  warre  to  bee 

loftjWere  it  neucr  (b  vnindifferentjfetting 

as  foone  on  the  allied  and  leagued,  as  on 
enemies :  and  yet  notwithftandingjall  the 
warres  which  he  made,  bee  {till  paliated 
with  good  &  fufficient  colours  of  reafon. 
The  Eburone-Gaulcs  payed  CaJat  with 
his  owne  vnfaithfull  dealing .  For  thefe 
Gaules  aduertifing  the  Romainc  with  the 
confpiracy,  which  all  the  Gaules  had  a- 
greed  on  together:  made  him  belceue, 
that  if  hee  would  come,  and  leaue  the 
fielde,  they  would  giuehim  freepaffage. 
Through  this  deceit,  a  Legion,  and  flue 
Cohorts  or  Companies  (withC^/^4  and 
Sahinm^  which  Icdde  them)  were  all  van- 
quifhed.  And  albeit,  that  the  Romane 
was  then  alike  in  saumber  and  ftrength  to 
the  Gaules  (as  Cdfar  confefleth)  yet  was 
he  foyledby  the  Gaules  fubtilty, who  had 
learned  this  craft  of  CA/ar^  and  therewith 
repayed  him. 

Hirtitps  recounteth  the  like  ambufea- 
docs  ofthe  Bellomfi^ox  BeHouMones^  who 
hailing  vndcrftood  the  lodging  of  ihe 
Romainc  horfemen:  tooke  a  number  of 
light  and  nimble  fpirited  footemcn,  and 
cn-ambufhed  them  in  a  place  thickly  co- 
uered  with  wood  .  On  the  morrow, 
theyfent  certainehorfes  thither,  which 
might  allure  the  Romanes  out,  intoihc 
compaffe  of  the  ambufhment,  and  when 
they  were  once  in  it,  they  prefcntly  char¬ 
ged  them.  And  the  fortune  of  this  mifi 
happe  fell  on  the  men  of  Rheimes,  who 
were  appointed  as  Guards  there  that 
day .  For  they  hauing  fecne  (too  fud- 
denly)  the  enemies  horfe-men,  and 
knowing  themTclucs  to  exceede  them 
greatly  in  number ,  making  no  account 
of  fofewe  as  they  feemed  to  bee:  they 
rufhed  foorth ,  and  ouer-hotly  purfu- 
cd  them ,  cuen  vntill  they  were  (on  all 
fides)  enuironed  by  the  Footc-mcn 
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to  their  no  little  aftonilliment  5  which 
caufed  them  to  rctir-  much  fooner,  then 
skirmilhes  of  liorfemen  were  wont  to  do  5 
hauing  loft  Vertifcs^^^  Prince  ofthc  Gitic, 
and  cheefe  Commander  of  the  horfmen. 
This  fhewed  no  fimpleneflc  in  the  Gauls, 
but  meere  quaint  cunningjlearned  of  the 
Romaines. 

In  the  very  ftme  place,  Hirtim 
reth  the  like  cunning  ftratagem  5  as  that 
which  to  deceyue  Fabius. 

The  Belloudjims({z\i\\h^)  fere  cluing  that 
the  Romaines  were  ready  to  furfue  them , 
and  that  they  could  not  (without  daunger) 

'  f^j[e  the  nighty  or  folourne  longer  where 
they  were:  they  delluered  (by  Oath)  from 
The  night  fa-  hand  to  hand^  the  Faggots  and [mall  bu[hes . 
uourcthmany  'ji^bereon  they  ^fed  to  fit,  and  whereof  they 

hadgreatjiore  in  thejielde,  all  which  they 
f  laced  before  their  Army :  and  at  the  ending 
of  day -light  (<vfona  jigne  fodainely  giuen) 
they  fet  them  all  on fire.  So  the  flame, which 
follow  edit  felfe  in  great  length,  immediately 
hindered,  that  the  enemy  could  not  difeouer 
their  Forces  :  and  which  being  doone,  the 
Gaules‘verylfeedily  withdrew  themfelues.:- 
Caefar^  albeit  he  could  not  ferceiue  that  the 
enemy  wa^ gone, in  regard  of  the  fire,  fo  made 
before  them: yet  not  with  A  anding,fujfe  cling 
that  they  had  done  this  deuice,to  the  end  that 
they  might  flye,caufed  'his  Legions  to  march 
on,  and fent  out  troofes  of horfemen  to  fur¬ 
fue  them.  Andyet,beingmiftru(tfuloffome 
furfriz.ali,fy  doubting  tejl  the  enemie  might 
fiilllurke  there,with  dntent  to  allure  the  Ro¬ 
manes  tofome  difaduantage,  hee  marched  on 
the  more  aduifedly.  The  Horfemen,  fearing 
to  enter  the fmoke,  and  if  anyone  (by  ouer-^ 
much  forwardnes)  did  enter, he  could  not  fee 
any  thing  before  or  behind  him: grew  alljuf- 
fitious  offome fecret  ambufh,^ fogaue  ley- 
fur  e  to  the  Bellouafans  to  retire  thence.  Thus 
the  enemy,  by  meanes  of a  fight  (full  of f ear e 
((y  cra  ft)  hauing  marched  about  ten  miles  of 
the  country, without  fuFiaining  the  lejl  Ioffe, 
feated  their  camfe  in  a  every  ftrong  flace. 

Oftentimes  thenceforward3&  by  many 
ambufhes  both  of hprfq  &  foot,  they  did 
great  damages  to  the  Romaines,  Jn  their 
wandering  abroad,ftealing  and  foraging: 
whereby  it  ihould  appeare,  that  thefe  at< 
tempts  fauoured  rather  of  a  Punick  Ipirit 
then  of  a  Gaulilli.And  yet  ncuerthclefle 
when  all  came  to  al  (as  we  vfe  to  fay  ;)thcy 
vverefiirprizcdby  the  hands  of  their  mai- 
fters,&  by  the  felfefame  deceits  &  fubtil- 
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tics  which  they  had  learned  of  Cafar.hvA 
to  the  end  it  might  bee  noted,  that  the 
Gauls  had  no  more  cunning  or  craft  then 
what  they  learned  of  the  Romaincs:  the 
Hcluctians(as  Ort?y?^/5-writcth  inhis  fixt 
boo!ce)rurprizcd  the  Coc\^w\\Cafm.^  with 
allhis  army^by  an  ambufeado.  But  I  hauc 
concluded  with  my  felfe  jiiot  co  omit  one 
maner  of  ambulliiog, which  was  the  moft 
maruellous  ofal  thofe  that  euer  I  read  of, 
or  heard  reported  5  whereby  the  Prxtor 
PoJihumiusylj^s  ouerthrown  ofthe  Boian 
G^\Atsy  TisTitus  Liuius  reportcfihin  his 
33.bookc.  ‘ 

While  matters  went  on  in  thefe  doubts 
and  vncertainties,tidingscame  of  another 
lofle,  according  as  fortune(in  that  yeate) 
ftill  re-charged  one  vpoji  another  i  And 
thel'e  were  the  Newes,that  Lucius  Pdslhu- 
miU'S^  defigned  Confuil,  was  ouercome 
in  Gaule,  both  he  and  his  Annie.  There 
was  a  verie  great  Forreft, which  the  Gauls 
called  Litana ,  thorough  which  Forreft, 
he  was  to  pafTe  his  Army .  The  Gaules, 
on  both  Tides  of  the  paftage,  had  cut  and 
hewnethe  Trees  of  the^Forreftin  fiich 
fort  5  that  (yet  notwlthftanding)they  par¬ 
ted  not  from  the  trunkcor  bodie,  but 
muft  endure  hard  thiufting  and  cnforce- 
mcnt’  before  thby  coiild  pofsibly  get  the 
to  fall. 

PoFlhumiushzA  two  Romane  Legions, 
and  had  leuyed  fo  many  people,  ailyed 
vnto  the  Romaines,  that  hee  brought  in¬ 
to  the  enemies  Gountrey,  well  ncere  the 
number  of  fiueandtwenty  thoufand  men 
of  W  arre .  The  Gaules,who  were  am- 
buflied  in  the  Forreft,  when  the  Armie 
was  entered  within  the  Wood  5  threw 
downe  the  aforefaid  hewne  vnder-grow- 
ing  braunches,  which  were  apted  fo  for 
the  prefent  piirpofe^that  failing  ftil  thick¬ 
ly  one  vpon  another,  without  any  pof- 
fiblc  meanes'of reftrayning them ,  they 
oucr-turned  (pell-mell)  both  Men  and 
Ho.rfes,  in  fuch  manner, that Tvery  hard¬ 
ly,  and  with  much  paines  taking)  tenne 
men  of  them  efcaped.  For  the  greater 
part  were  flaine,by  the  falling  of  the  huge 
braunchcsandarines  of  Trees  on  them; 
and  the  Armed  Gaules,  that  held  poflef- 
fion  ofall  the  Wood,  put  the  reft  vnto 
death,. who  were  not  a  little  affrighted 
at  this  fo  ftrange  mifaduenture .  '  Verie 
few  (of  fo  great  a  number)  were  taken ; 
who  in  going  to  the  bridge  of  the  riucr; 
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Bookei 


were  impeached  by  the  enemy,  who  for= 
merly  had  gotten  the  maftcry  thereof. 
This  is  all  that  hath  written, 

concerning  this  notable  accident  to  the 
Gaules. 


CHAP.  IX. 


//f  what  manner  the  G antes  fortified  their 
Citties  and  Townes ;  and  what  Engines 
they  imp  toyed  for  their  owne  defence. 
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V  T  this  is  enough  alrcadic 
fpoken,  concerning  the  ma- 
ner  of  behauiour  among  the 
Gaules,  as  well  in  ranged 

battails,  as  in  ambufeadoes : 

it  remaineth  now  to  (peak,  how  they  for-  pline  oiCdfar^  feemed  as  a  God  to  ano- 


wallesrbeeing  aftoniihed  at  a  mattci  of 
fiich  nouelty,  and  fight  vnaccuftomed  ^ 
theyfent  their  Ambalfadors  vnto  C^ar, 
to  entreate  peace ;  who  anfwered  them. 

That  they  muft  thinkCjthat  the  Romaincs 
neuer  made  any  warre,  without  the  fpe- 
ciallfauour  of  the  Goddes;  feeing  ^h^y 
could  aduance  (and  in  fo  fhort  a  while) 

an  Engine  of  fuch  height*,  to  fight  both 

farre  off,  and  neere  at  hand;  and  therfore 
they  fhouldfubmit  thernfelues,  and  all 
their  goods  to  his  mercy.  Thus  fpake 
far  .  It  would  require  fo  much  fpeech 
(faieth  Cicero  in  his  fecond  Tufculanes)  ciceroinTuf.i 
concerning  the  new  fbuldier,  &  the  old : 
that  if  wee  makecomparifbn  of  one  that 
hath  not  bcene  exercifedwith  him  which 
is  tried  and  skilful! ;  he  will  appeare  no  o- 
therwife,  then  ineerely  as  a  woman .  All 
which  notwithftanding,  the  very  felffame 
Gaule,  beeing  enftrufted  in  thcDifci- 
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tified  their  Cities  and  Townes,  and  con¬ 
trary  wife,  how  they  were  befieged.  How 
was  it  then  that  the  Gaules  ftrengthened 
and  fortified  their  Townes,  andwhatEn- 
gines  had  they  whereby  to  defend  them- 
ielues?  There  ncede  no  wonderment  bee 
made,  at  the  fortification  of  ihc  Moriniy 
NeruianSy  Menapians yyidaaticaUy^nd  £- 
W<7»rJ,becaurethcy  hadno  Townes  at 
all.  And  thence  enfued  it,  that  the  ^dua- 
ticata  maruclled  fo  flrangely,io  beholde 
thewarlickc  Engines  of  the  Romaincs; 
whereof  it  is  thus  written  in  the  fecond 
Booke.  Becihg  fortified  witharampier 
of  tweluefootchigh,  which  hadfifteene 
thoufand  Towers  and  ftrong  Baftils  ncrc 
to  each  other ;  the  Romaines  kept  them- 
felucs  within  that  Fort.  Aftervvardjwhen 
the  trades  and  platformes  were  readie 
prepared,  mounted  aloft,  and  a  lower 
to  be  raifed  Tome  long  diftance  off;  at  the 
beginning  of thefe  vnwonted  workes,  the 
Gaules  beganne  to  laugh  on  their  walles, 
and  lowdly  to  mocke  atthem,marueiling 
what  they  did  vndertakefo  farre  off,  and 
with  fo  huge  an  Engine, or  how  it  fhould 
bee  pofsible,  that  the  hands  and  ftrength 
of  men  (efpecially  of  fo  rneane  ftature) 
could  promifeany  hope  to  thernfelues, 
ofcomming  neere  to  their  walks,  with  a 
Tower  of  fo  great  a  compofition  •  But 
when  they  (foone  after)  perceyued,  that 
this  mighty  frame  mooned  from  place  to 
place,  and  approached  neere  vnto  ihcyr 
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ther  Gaule,  that  neuer  had  knowledge  in 
that  Art. 

But  let  vs  Icauc  thefe  Belgians  which 
dwelt  fo  farre  off,  and'eome  vnto  fuch  as 
were  more  ciuilljzed,  as  the  SwefsioneSy 
and  the  Bellouafms,  The  Swe/siones  (faith 
Cn/ar  in  his  fecond  booke)  when  as  the 
Trciles  were  prepared  againft  Nouioiu- 
numy  one  of  their  cheefc  Townes ,  and 
that  the  platforme  was  mounted  toge¬ 
ther  with  the  Trciles :  as  men  amazed  at 
fb  great  an  enterprice,  and  fuch  ftraunge 
workes,  which  the  Gaules  had  neuer 
feeneor  heard  of,  yet  fbfpecdily  perfor¬ 
med  by  rhe  Romaines ;  they  lent  their  Am- 
balfadors  toward  ro  entreate  that 

they  might  yeeld  thernfelues.  The  Belh- 
uapans  alfo,  hauing  not  (as  yet)  feen  fuch 
Engines,vvherevvith  Townes  were  bat¬ 
tered,  but  onely  hearing  report  made  of 
them,  furrendred  the  Towne  of  Bratu- 
Jpantium.  Wherefore,  ifthc  Gaules  (as 
Gseraratfirmeth)  had  neuer  cither  feene 
orhcardfpcechol  fuch  inftruments,  vn- 
till  that  verie  time :  why  then  iTiould  vve 
make  any  maruclling,  That  the  Gaules, 
who  had  not  yet  learned  fuch  cunning, 
were  conquered  by  other  Gaules,  that 
had  knowledge  in  them  ?  Now,  whether 
this  place  in  Ccefar,  which  treateth  of 
the  Belgians,  was  purpofcly  written,  or 
(atthcleaft)  mayfeemcnot  to  bee  writ- 
ten  according  vnto  tructh,  there  the  que- ' 
ftion  remaineth.  For,  the  Gaules  made 
___  their 
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tlieir  walles  vvith  ftrong  beames  of  wood, 
which  were  not  planted  vp  ononcendc  : 
but  couched  dowhe,  &  ioyned  co^’ether, 
withfpaccs  of  earth  bctweenecach  two 
beames,  vvhercot  C^^4r  fpeaketh  thus  in 
his  feiierith  book.  All  the  walks  (fdth  he) 
of  the  C>4w/^fjwere  (well  mere)  made  after 
this  manner.  Iheylayd  beames  of wood 
ftraite  out  along  on  the  ground,  and  fol¬ 
lowed  after  ftil  in  the  fame  order,  making 
equal!  diftance  betweene  them^  about  the 
fpace  of  two  foote  in  bredth.Thcfe  beams 
or  plaits, as  fome  terme  them,  were  reiic- 
fted  and  bound  within, with  ftrong  forced 
earth j,and  the  equall  diftances  (whereof 
wc  haue  Ipoken)  were  filled  vp  with  great 
flones,  which  fronted  the  wall  forward. 
After  that  this  rowewas  all  alonsf  thus 
ranged  and  ordered ;  another  like  frame 
was  laid  thereon,  afterthe  famcmanner; 
yetfo,  that  the  beames  berweene  both, 
did  guard  and  keepe  the  maivie  Timber 
from  touching  each  other.  And  being  di- 
ftanted  alfo  by  thcfelfe-fame  fpacesrthey 
were  knit  and  fhut  fall  together,  by  great 
ftones  caft  in  ber.weene them.  And  fo, 
confeq.’.icntly,aU  the  whole  worke  fhaped 
it  felfe  jn  this  manner,  eucn  till  the  Wall 
was  perfeded  to  a  realonable  height. 

Now, concerning  this  kindeof  buil- 
dingjOLicr  and  befide,  that  it  was  no  way 
milhapen,  by  the  order  kept  iniheleuel- 
ling,and  fitting  both  the  beames  &  ftones 
aptly  to  each  other:  eucn  fb  it  was  greatly 
commodious,  in  leruing  for  the  defence 
oftheirl  ownes.  For  the  ftones  were  apt 
and  proper, to  impeach  the  force  of  fire, 
and  the  beames  and  other  matter,  brake 
snd  refifted  the  blowes  of  battery.  Bc- 
caufe,they  beingboiind  together  inward¬ 
ly,  and  knit  to  the  Timber  beames  run¬ 
ning  all  along, contayning  (for  the  moft 
part)  in  thicknefle,  themeafure  of  forty 
foote  5  could  (by  no  meanes)  be  forced  to 
finke,or  be  orherwife  difmembrcd.Here- 
by  then  it  mayappearc,  that  the  Gaules 
knew  fome-what  for  the  fortification  of. 
their  Cittks  and  Townes;  yea,  and  how 
to  deferjd  themfelues  alfo, by  fuch  meanes 
as  were  vfed  in  the  warres. 

In  the  third  yeare  of ihc  warre  in  Gaul,- 
the  Santone- Aquitaines  were  befiedged 
by  Crajfm  and  his  men, both  with  Treilles 
and  Towers :  but  they  refifted  him  vali- 
antIy,one  while, by  making faillies  out  vp- 
on  thcm,anotherwhilc,by  vndermining,, 
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till  they  came  to  the  great  planted  plar- 
formc,. which  formerly  had  beene  proui- 
cledjby  meanes  of  the  treilles.  To  which 
vndermining  (faith  C<efaf)  the  Aquitains 
were  well  inured  becaufc  they  had  Mines 
of  Copper  and  Braffe  in  many  places. So 
much  Ci&far  wrote, app rolling, that  the  A- 
quitains  knew  well  enough  how  to  de¬ 
fend  a  Towne  or  City;  becaufe  they  had 
Copper  Mines, which  made  them  there¬ 
in  very  skilfull .  It  is  faide  alfo,  that  the 
Celtes  ^for  the  fame  caufe^  knew  well 
howto  defend  themfelues  at  the  fiedge 
oiAuAricum  :  becaufe  they  had  very  deep  defence 
Mines  of  Iron  in  their  Country.  For  A- 
uaricum  being  coiiragioufly  aflayledby 
the  Romanes,  the  Gaules  found  out  all 
forts  of  inuenrions  ('as  faith  in  his 
feuenth  Booke^  wherby  to  giuc  impeach¬ 
ment  to  the  moft  Angular  enterprizes  of 
theRomane  Soldiers  :  as  hauing  fby  na¬ 
tural!  inclination^  a  very  ingenious  and 
fubtile  fpirit,  apt  to  follow  and  counter¬ 
feit  all  things,  ,and  whatfbeuer  they  fawe 
done  by  others. 

Firft,  for  the  Romane  Falx,they  could 
ouertbrow  it  by  a  fnarc  or  grinne .  and 
when  it  was  remounted,  they  would  a- 
gainehurleit  downewith  their  Engines. 

They  eouered  all  their  walks  with  towers 
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their  atempis 
of  war  agaiiift 
them. 


ofthofe  towers  made  by  the  Romanes^ 
with  mafts  made  in  their  owne  turrets, In 
making  their  faillies  abroad;  eytherthey 
would  throw  fires  into  theplacforme;  or, 
fiiddenlyfiirprize  the  amazed  Romanes  ; 
or  by  vndermining, ouerthrow  the  maine 
fortification  • .  W  hereunto  ^  indeede ) 
they  were  the  more  apt  and  ready ;  be-, 
caiife  they  had  great  yron  Mines  in  theyr' 

Country, and  knew  Cbefide)  alikindcsofi 

dcluinginto  the  ground.  Byleauing their  I 

Mines  open,  they  impbebed'and  tardy- 1 
ed  the  Romarics  preparations :  mingling 
fire  with  pitch  and  other  mattcrjinade  apt 
to  burne  wherefoeuer  it  feljand  tumbling 
downc  great  ftones  alfo,  tokcepe  them 
from  approchingmeere  to  theii:  walles.  ^  ,  . 

By  thefe  cited* places  -it  appeateth  ctil-J  / 
dently, that  the  Gaiikshad  attained  vntol'  the  Mine^*^n- 
fbmc  indifferent’  knowlcdgevhow  and. 
which  way  to  defend  a  City  ?  but  to  fpeak  '(^rcady" 
trucly,  it  was  miore  through  their  Gonti-  ‘  ' 
nuall exercife  m  their  Mines*,  then  bv  any 
cunning  they  had  learned  in  the*  arte  Mi-  :  ' ; 

litary.  •  ^ ^ 

And 


3i7  3!  J 

io 


in 

defend-ng.  I 
tkcmfelues. 
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Booke 


Kings  com¬ 
pelled  to  buy 
their  peace  olf 
the  Gaules. 


PtoJomy  flain 
by  the  Gaules 

TheTemple 
o(  Apollo  rac¬ 
ked  by  them. 

Cruel  people 
of  Scythia  in 
Europe, Eaft- 
ward  by  the 
Tea  (ide. 
b  People  of 
Mxfiajbe- 
tweene  Da- 
nubius  and 
Aenius.  , 
Titus  timus  in 
ib.^9X(ip.g. 


f  X..C 


c  People  of 
Gaule,  that 
did  win  part 
ofPaphiago- 
nia&MaJonia 


nameofthc  Gaules  was  fo  much  feared, 
that  Kings  (not  conftrained,  but  on  thcit 
own  mecr  motion  and  good  will)bought 
their  peace  of  them ,  with  great  fummes 

of  money.  , 

Beeing  conduced  by  Bdgeuf ,  they 
flew Pftf/tf»^,KingofMacedon.  Lcdby 
Brenmu^'ix,  making  fmall  account  of  the 
fpoyUsofmen;  thcyfacked  the  Temple 
of  Apollo^  which  was  inDclphos.  After¬ 
ward,  anew  Arroie  of  the  fame  Gaules, 
which  were  dwelling  in  Germanic,  ha¬ 
iling  formerly  driuen  in  rowte  the  *  Getes 
TribAlks,  and  inforced  Antigonmy^ 
King  of  Macedon,to  forfaketheFielde: 
thence  they  pafled  on  into  Afia,  where 
they  made  (uch  a  dreadfull  tcrrour(as  tt- 
m  uumM  great  Warner  of  the  Gaules 
name ,  faith  in  his  eight  and  forty  booke) 
amongft  all  the  Nations,  which  were  on 
this  fide  the  Mountaine  Taurus,  that  not 
oncly  they  among  whom  they  came  ,  but 
fuch  with  whome  they  neuer  were  (both 
neere  and  farre  off)  did  rankc  thcmfck.es 
altogither  vndcr  ihcir  obedience  and  tub- 

Not  long  after, bccaufe  they  confifted 
of  three  Nations,  to  wittc, 

TromeSy  and  diuidcd  A- 

r*  -  f  pnn.  that  eacn 


of  Military  Difcipline ,  oj 

tber)  by  reafon  of  difeords,  which  grew 

among  themfelues,  the  s  ccnommms^^- 

uing  differcce  with  the  rogates,  the  mj- 
fylL  with  the  Brmhates  and  y 
with  the  comutes:  they  holp  the  ’ 

to  bring  their  owne  Coimtrey  ^  ^ . 
dome ;  betraying  all  to  fu  i 

to  the  Romane  E  mpirc.  And  wWc 
is  much  more,  to  the  endj^at  in 
wemay  more  admire  the  Saules  Vertu  , 
they  being  well  inftriKacd  in  the  Art  Mi¬ 
litary  .and  all  together  hailing  cncountrcd 
C^/ar,  who  was  a  moft  excellent  Maiftcr 
inaaionsof  warre ;  within  the  fpaccof 
foureyeares,  ouerthrew  the  whole  Ro- 

maineEmpire.whichhadfetlcditle  V 

fo  many  warres,  and  multiplicity  of  ages. 
For  hcercin  C^/ar  had  the  confent  of  the 
Gaules,  oncly  againft  whom,  (p.sVercm- 
aetorix  prophefied)  not  all  the  inhabita¬ 
ble  world  knew  bow  to  make  refiftance: 

yet,  the  only  confent  (I  fay)ofthe  G  auls, 
and  Gaule  oncly,  ftoodc  againft 
other  Prouinccs  of  fo  great  and  mightie 

an  Empire ,  Why  then,  thou  Man  ot 
GaulCjthou  deferueft  higheft  honour  for 
thisVcrtuC}  forcncrcafingthe  dignitie 
and  glofie  of  thy  Countrey,  and  not  the 


g  People  of 
Gallia  Cl  fal* 
pina. 


Gaul  betrayd 
&  fubieded 
to  th  Roman 
Empire. 


The  Romane 
Empire  oucr- 
throwne  in  4. 
y ceres,  oncly 
yf  the  valour 
of  the  Gaules. 


A-  Thou  (euonof 

^  fcife)  ha«  Oldued  My.  Spaiuo. 


•  r 

1  People  that 
bintimes  wc"r 
cald  Myfians. 
e  A  Region  in 
Greece,  be- 
tweene  Caria 

andEolis'. 

f  Ariuerrr 
fing  out  of  r 
Taurus,  and 
runniDgtho-. 
rough  Cappa" 
docia. 


-'i 


^ar  guided 
y  yertue,and 
o  guile. 


Nation  mignc  noiu  - - j  — 

himfelfe.The  coaftofthe  Helkjpont 
afsigned  to  the  TrocmesrEEt  ToUiioboges 
had  the  JEdides  and'  lonk  for  their  part. 
The  reaofages  had  the  ■:  Countrey  which 
was  in.the  middeft  of  Afia,  and  raifed  all 
their  fbuldiers  pay,  at  the  charge  of  that 
whole  Afia,  which  was  on  this  fidcr4»- 
m.making  their  abode  necre  to  the  riuer 
Hdys.  And  their  name  was  fo  rnuch  tea- 
red  (in  regard  of  their  great  number)  that 
they  became  (afterward)  a  people  of  no 
meanc  parentage  :  infomuch,  that  the 
Kingesof  Syria  refufednottopay  them 
wlees.  Thus  hath  written, 

concerning  the  entrance  of  the  Gaules 
into  Grecle  and  Afia .  I 

haueobrcrucd,thatj  in  regard  (as  I  haue 

formerly  ftyde)  their  warres  were  mana¬ 
ged  by  vertuc,  and  no  craft  of  guile :  the 
due  commendation  of  the  Gaules  valian- 
de,was  iuftly  comprized  wiAm  thole 
limiics  and  Countryesiasthc  Sunne  ob- 
feruedhis  cowrfc,  from  his  rifmg,  to  his 

fall. 

But  in  following  time,  thorow  lackc 


Greece,  Egypt,  Afia,  Affricajyeajanci 
Spainc  againe;  in  briefe,  thou  haft  con¬ 
quered  the  whole  Empire  of  the  Romane 
people. 

But  this  may  feeme  fufficient  (if  not 
too  much)  to  be  fpoken  concerning  their 
man-hoode  and  valour  :  Now  icisfitte 
time  to  fpcak  of  their  prudence  and  wife- 
dome, 

CHAP.  IX. 

of  the  Learning  and  vpifedom  of  the  Gaules : 
of  the  difetf  lines  infru5ied  by  their  Vru- 
t^s  or  Priejlsy  to  the yonger people*  Alfo 
of  their  Bards y  PoetSySarronideSyEubages 
andprofefon  of Languages* 

\ 

HE  ftudy  of  difeiplines  (whereby  the 
iudgment  of  man  maketh  it  felf  moft 
firme,  for  the  better  entertainement  of 
wifcdom)was  moft  notable 


Conquefts  o£ 
the  Gaules 
nation  in  the 
world. 


Ofthewife- 
dora  and  leaf 
ning  vfed 
amongft  the 


I 


jChap.io. 
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Heinpc  not 
known  to  the 
Ciaule^jiior 
the  vfe  thcrof 


lul.C^far  in 
Com.  lih.  4. 
Of  Cxfars 
Gallics  a- 
gainfl:  theBri- 
caioes/ 


Cxfars  com¬ 
mand  for  im- 
ployoQcnt  of 
hisGaliies. 


they  were  ioyned  or  fallened  together  with 
iron  miles  of  great  Higneffh.  Their  Anchors 
(mfead  of  Ceiules)  were  made  fart  with 
chames  of  iron :  and  for  want  of  other  fades, 
theymaae  ^jjeof  skinncs  and  hides,  which 

tt>erej0ftandfliable  with  currying  and  pa¬ 
cing.  And  either  through  the  want  ofhempe, 
or  knowledge  how  to  vfeit  (which  is  the 
more  kkelj)  they  imagined,  that  if  they  vfed 
other  fades,  they  could  not  refifi  fo  manie 
temfePts  of  the  Ocean,  andfuch  impetuous 
wmdesas  daily  arofe,  neither  fo  commodi- 
oujly  conuay  fuch great  burthens  as  they  ca- 
Tted  in  their  *ve(JeLu 

Li  another  paflagc  of  the  fourth  book 
he  fhevvech^that  the  Gallies,whereof  hee 
himlelfe  made  fcruicc  ^  both  againft  the 
Britaines  and  the  Venete^^had  notbeene 
vied  on  the  Ocean,  vntill  thatinftat  time- 
For,  the  Romanes  being  lomewhat  hard¬ 
ly  prelTed  by  the  Bricains,  on  the  flioreof 
the  Ocean ;  commanded,  that  the 
gallies  (which  thefe  poor  barbarous  peo¬ 
ple  were  not  wont  to  fee,  &  which  could 
be  managed  moll  readily  in  any  biifincs) 
fhould  be  let  apart  diftantfrom  the  other 
ILips,  and  that  they  ilioiild  be  moued  ^ 


35 


ItiLCdifulrin 
Com  Jib, 


Empire  of  the  Gaules.  For  BritAinf^\{\t^ 
was  along  the  fea  coaft  (as  Cafar  faith  in 
his  hit  booke)  had  beene  conquered  by 
them  that  palTcd  from  Bclgia,  going  thi¬ 
ther  for  pillage^  and  to  make  warrcj  and 
the^iamed  themfelues  according  to  all 
the  Cities  titles  from  whence  they  iffued* 
and  hailing  made  warre  there,  there  they 
inhabited,  and  began  to  plough  and  huf- 
band  the  grounds.  VVhat  lhall  we  fay  of  , .  ^ 

Ce  ti  eriaf  Doth  it  not  deliucr  fufficient  i  peo- 
ceftimony,  thatSpaine  was  fubdned  byjSccke/ 
t  em  ?  For,  to  whatpurpofe  clic  ihould  'hat  came  out 

Luemeixj}  ,  of  France,  and 

placed  them. 

The  Celts  depar ting  jrom  the  ancient  Gauls^  Ibcrusu 

^^tiownedtheirnme  Orsfarre  as  Iberus.  ''  ‘ 


Ignorance  is 
the  mother  of 


j  D  uic  nariKC 

01  the  enemy,  which  was  diicoucredjand 
whence  they  might  rcpulfe  and  recoil  the 
enemy  by  the  dint  of  their  weapons,  and 
Engines  ofwarre,  which  auailed  the  Ro¬ 
manes  very  greatly  .For  the  ignorantpeo- 

much  errour,  f ‘"g  at  the  falhion  of  thofe 

eipcciaiiy  in  velleJs,  and  the  nioouing  of  their  Oares 
warreftruices  as  alfo  the  manner  of  their  vnacciiftomed 

Engines,  flayed  their  proceedings,  and 

(loone  after)  retired. 

Thusfarrewehaue  heard  the  ancient 
fafhions  and  behauioiir  which  the  Gauls 
vfed  in  adions  of  warre,  and  which  hauc 
Eenc  colletfled  out  of  many  placestdccla- 
ring  them  to  be  much  greaterin  naturali 
ftrength,  then  in  the  courfe  of  Martiall 
dilcipline.  Whereby  weemaypercciuc 
(in  regard  that  their vvarres  weremana- 


Butitmay  be,  that  Italy  camehot  vn-  i,,u(;A,s  « 

derthegouernment  of  the  Gaules:  Yes,  cdlmothf 
that  itdidfoiindly,  and  at  the  fame  time  power 
^uhttcrurqfnins  Prifus  reigned  .  The 
Bitunges,  Aruernians,  Senones,  Heduans,  P'if'us. 
Ambarrians,  Carnutes,  and  ^«i^rr«.vndcr'! 
condinft  of  the  J ollunians,  Boians,^  *  Lin-  ‘People  of 
preuailcd  fb  farre,  that  that  Italy  i-ang'esm 
which  reacheth  along  fro  the  Alps,  coa- 


theflrengthof  Cares  :  to  the  end  th^  wmen  reacheth  along  fro  the  Alps,  coa- 
they  might  be  ranged  apainfl-  fbp  fl  t  Apennines  fo  farre  on 

ofrL.^,,  ^*'theriuer^«fe.«,becameGaule.Ahd 


The  Gaules 
made  them^ 
felucsmafters 
o^  al  oiber  na¬ 
tions. 


tinally,  after  that  they  had  ouerthrowne 
theRomanesneere  to:^///^,  they  tooke 
Rome  and  burnedit^  and  bailing  agreed 
tor  ^houfand  pounds  of gold,  they  folde Rome  furpti- 
the  Capitoll  (which  they  kept  befiedged) 
to  the  refl  of  the  Romaines  which  vlere  * 

cnclofed  therein .  And  hath  not  furious 
Germany  borne  the  yoake  ofiGaule.?  ./»j 
elder  times  (faith  C afar  in  his  fixte  Booke)'  WXA.mcm. 
the  Gaules  excelled  the  Germanes  in  ‘vertue\ :  ^ 

For thcTolca mdTeciofages-, .  viider the ! Peopk'S" Y 
concud:  of  Stgouefus^  pofl'eflcd  thcmfelus ' 
of  the  mofl  fertile  places  in  Germanic/c*'''®"^^^®'^"''’ 
ucn  thofe  which  were  neereft  to  the  For- 

reft  as  Titus  Liuius  alfb  re!a- 

tctb;-rv  -  r: 

Tacitus  maintaineth,that  tf^  Colonics 
of  the  Hcluetians  Boians  werebrbnght 


ecdbvverrilp  /!•  l  Eicluetians 6<:Boians werc'brbnght 

nine  or  triSpm  1 1  wJrf  Jb But  thofe :Gaulcs,fhd 

ftcrsofallormofumibns!  Fortlfey  put  SndSrT'L^fn  h  f 

fued  their  DurDofe  u  ^  fuch  firDplicityindietasthie 

were  wonL  doe’to  makeSdfe  f  vfed  txterided  themfelues  much 

habitable 'eiienfrnmrii..  c  r  fp’"thcrj and  the  rcnbwne  oftheyr  hamei 

naoitaoie  ctien  from  the  Sunsfetting.fo  wentfwith  eT>.o,l,«„v^.^ 


ydnd  Ehoda 

nus'weftward 

now  called 

Languedoc, 

towards  the 

Pyrftiean 

mountaines. 


habitable,  eticn  from  the  Suns  fettingjfo 
farre  as  his  riling .  Britaine,  Spam,  Italy, 
Germany,  Illyria,  Panmnia,Creece,  Mace- 
onia,  yea,  Afa  itfclfo^  can  declare  the 


went  (with  great  honor)  thof  btigh  Illyria, 
Pannonia,  Greece,  MacedomafTnrace,dtid 
i  y^/r^.accordingas  (folio wingV^- 
gus)  declareth  more  at  largc’Idl  ti,e 


Vt 


,  ^et*' 

madc'the  ■  I 
Gaules  coura 
ginus* 


name 
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Annlui:  At 
ttrbo. 


Scrips  Brit, 
C^nt,\ , 


I. Bale  fir  ip, 
'Brit  ,(^ent  ,1 
Two  bloodie 
giants  conque 
red  by  Hercu¬ 
les. 


a  People  of 
Phocis,a  little 
counircy  of 
Greece, by  the 
gu'ic  Cnffsus 
b  ATowne  of 
Lucania,  in 
the  guUe  Pe- 
llianus, 
cTheCitiic 
Marfilcsin 
Francc,which 
was  asfamous 
for  Learning, 
as  Athens.' 


The  begin¬ 
ning  of  the 
ftudy  of  Ler- 
ning. 

Berofia»,l,i 


Galatea  got 
with  childe  by 
Hercules. 


The  Lcrning 
vfedamongft 
the  Ancient 
Gauls  in  chofe 
elder  dayes. 


ofa  people,  which  were  Natiucs  of  the 
Countrey ;  but  were  chafed  and  expelled 
from  their  dwellings  by  another  people, 
in  regard  of  their  continuall  warres ,  and 
thorow  the  inundations  of  the  Sea,  they 
landed  on  the  hither  Iflands,andin  the 
Countrey  on  this  fide  the  Rheine .  Some 
alfo  holde ,  that  after  the  deftriiftion  of 
Troy^afinall  number  of  people  which 
fled  from  the  Greekes,  wandering  all  a- 
bout:  cam  at  laft  into  this  country jWhich 
till  then  was  empty.  But  the  inhabitants 
of  this  land  (more  then  any  thing  els  can) 
do  affurc  this,  which  wee  haue  alio  fecnc 
engraueii  in  their  Monuments :  that  Her¬ 
cules  fon  oiAmpbitrio^  made  all  pof 
Able  fpeede  to  ruinate  the  cruell  Tyrants 
Gerion  and  t durifci^s^  one  ofwhich  ouer- 
awed  Sfaim-,  and  the  other  Gallia .  After 
he  had  conquered  them  bothjhe  had  pri- 
iiate  knowledge  of  (bine  women  of  noble 
race  5  by  whom,  he  had  many  Children, 
that  ftylcd  (by  their  owne  name) all  thole 
places  where  they  commanded. 

It  is  likewife  further  maintained,  that 
the  *  Phocenfes  which  lined  in  Afiaaflying 
from  the  cruelty  of  ffarpagus^  Lieutenant 
to  KingCJ'Wabetookethemfelues  tofcai, 
and  came  into  Italy  5  one  part  whereof, 
founded  the  Townc  of  ^  Felia^  zn^  thco- 
thcr^  MafiliainViennoys ,  Within  fome 
while  afrer,  when  their  forces  were  in- 
creafed^  they  fortified  a  great  number  of 
Cities  and  T ownes .  But  we  muft  breake 
olfthis  variety,  which  gladly  would  keep . 
company  with  pleafing  fatiety .  After¬ 
wards,  when  thefe  places  were  (by  little 
and  little)  ci^dllized,  and  reclaimed  from 
rudenefle  by  men :  the  ftudy  of  learning 
(which  is  moft commendable)  began  to 
appeare  in  fome  fplendour,  by  the  Bards, 
Eubages,  and  Druides. 

Marcellinti^s  reporteth  this  of  Hercules, 
agreeing  therein  with  Beropis.  For  Bero- 
yk  faith., that  Galatea  (byconfent  of  her 
parents)  was  begotten  with  child  by  Her¬ 
cules  bis  returnc  out  of Spaine-^mA.  that 
of  her  was  borne  Galata^  ofwhome  the 
Gauls  receiued  their  name  GalatesJlhn- 
forejthe  antiquity  of  the  Gaules  Difci- 
plinc  and  Learning,  maketh  it  felf known 
by  thefe  teftimonics. 

But  in  what  Difciplinc  and  Learning 
(perhaps)  thou  wilt  askc  me  ?  I  anfwcr,in 
Grammar,  Rhetorickc,  LogickCjMathc- 
matickc^Phyfick,  Theology.  Grammar 


Plato  in 
Phileh, 


Of  the  letters 
of  the  ancient 
Gaules. 

C afar  in  com¬ 
ment  lib.  6 


m 

Com,  lib,  I. 


inftruftedtoreade,  and  frame  Letters  5 
andthis  Art  wasfuch  from  thofe  times, 
when  as  the  tongues  were  in  their  enure 
condition  i  and  that  the  neighbouring 
ftragers  had-not  (as  yet)  corrupted  them. 

For  fo  Plato  in  his  Philebests  grounded  the 
Grceke  Grammar,  ^ecre  (me  thinkes)  I 
vnderftand  in  this  place, that  which  many 
good  and  learned  Ipirirs  haiic  queftioned, 
to  wit,  what  were  the  Letters  of  the  An¬ 
cient  Gaules?  Cdtfar^wi  his  fixt  book  con- 
firmeth,  th  at  they' were  Greeke  Letters  . 

They  thought  (faith  he)  that  it  was  ill  dom, 
to  fet  dffwn  their  difciplinc s  in  writing: how^ 
hett,  that  almoB  in  all  t  heir  other  affayrs,as 
wellcdmmon  as  particular,  they  ^Jed  the 
Greeke letters.  In  this  place,  Cafarfytok- 
eth  not  oblcureiy,  but  difertly  and  plain- 
ly ;  that  the  Gaules  made  vfe  of  the  Gre-  Gaules 
cian  Letters,  that  is  to  fay,  thefe  Charra-  vfea x^ceke 
ders  IK,  y,  &c.  He  deliucreth  lorn  proof 
heereofin  the  firft  Book,  that  in  the  camp 
of  the  Heliietians,thcre  were  found  little 
Table  bookes,  written  withGreeke  Let-  Greek  igHcrt 
ters.  Moft  true  it  is, 'C^;"calleth  thofe  foundinihe 
Greeke  Letters ,  which  the  Gaules  then  «rope  otthc 
vfed :  but  I  call  them  Gaul  Lettejrs,^*^  will 
maintaine,  that  theyneuer  came  out  of  ^ 

Greece  into  Gaule^  but  on  the  contrary, 
that  they  went  out  of  Gaulc  into  Greece. 

As  concerning  the  man,  who  is  fayde 
to  be  the  firft  inuenter  of  Letters ,  veric 
great  queftion  had  beene  made  thereof : 
and  Pltme  hath  debated  the  matter  by  di- 1  Letters, 
uerfity  of  opinions.  So  chat  the  inuention  ‘ 
of  Letters,  is  not  proper  or  peculiar  vnto 
any  one  Nation,  according  ashec  think- 
ethj  but  (from  all  antiquity)  they  had  bin 
vfed.  Cadmus  (if the  b*boke  be  true  which  Cadmus ... 
is  allowed  to  one  named  Xenophon)  asis 
affirmed  by  fom,  was  the  firft  that  broght  f/om 
Letters  (to  the  number  offixtecne)from 
Pheenicia into  Greece,  the  which  were  ve- 
ry  like  to  the  Caraders  of  the  Galates  and 
Maons, Hereby  maybe  conie6lurcd,that 
Letters  came  from  the  Galates  vnto  the 
Greekes,  Now,  finding  not  onely  a  verie 
likely  conicdurejbut  a  certaine  proof  al¬ 
fo,  by  the  report  and  account  of  Times ; 
maintaining,  that  the  difcipline  of  the 
Semnotheans,ov  Samotheans,  Sarronides, 

Druides,  and  Bardes^  did  flourifh  in  Gaul 
for  fo  man^  yearcs  before  Cadmus  went 
into  there  neede  no  doubt  to  bee 
made, but  that  the  Gaules  cara£tcrs  were 
in  vfe  in  Gaule^ioi  fo  many  ycercs  before 
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cient  Gaulcs.  The*  Druidcs^  or  Druidx^ 
made  profefsioii  in  each  ot  thofe  Difei- 
plincs.  Firftorall,C.€/irfaich5  they  wold 
liaiic  men  to  belccuc,  that  their  foulcs 
could  not  dyc^biit  alter  death  they  paffed 
from  one  body  to  another .  And  they 
Kd\oX:m''  'vere  ol opinion,  tfr4t  this  bcleefcfcrued 
greatly  for  an  encouragement  tovertue  5 
when  men  held  the  feare  of  death  in  con¬ 
tempt.  Moreouer,  they  diTcoueredv eric 
many  things  which  they  taught  to  youth: 
concerning  the  Starres ,  and  their  moti¬ 
on  ;  of  the  greatneffc  of  the  world,  &  the 
earth  5  ofthe  Nature  of  things^  of,  the 
might  and  power  of  the  irnmortall  Gods. 
Cdfar  writeth,  of  the  Learning*  of  the 
Gaules  ^  but  in  few  words,  and  flcightly  5 
therfore  we  muft  enquire  after  more  am¬ 
ple  relation.  That  the  Gaules  had  a  cape- 
able  vnderftanding  of  all  difriplines ,  Cd- 
far  hath  atfirmed  in  his  fciienth  bookcjby 
that  w'hich  wee  haue  already  allcdged . 
They  are  a  kinde  of  people  of •very  great  •vn- 
der Standings  and  who  are  mo  si  apt  to follow 
and  counterfet  all  things  which  cabe  taught 
them.  And  Diodorus  writeth  thus  .  M- 1 
though  their  fpeech  be  fomewhat  obfeure  and 
doubtjull^yet  are  they  not  any  fuch  men^  a^s  \ 
do  esirahge  themfelues  from  Learning:  Al- 
straho inii fo  Strabo  agreeth  chere-with,  faying.  The 
Gaules  are  ea fly  guided  to  learn  fuch  things 
asmaydothemferuice,  becaufethey  addiSi 
themfelues  to  Arts  and  Difciplines. ,  u 
From  the  beginning  ofthe  world, which 
Father  Noah  re-eftablifhed ;  all  fortes  of 
Difciplines  were  taught  to  fuch  fpirits,  as 
appeared  to  be  defirous  of  them. For, ac¬ 
cording  to  if  that  which  now  a- 

dayes  is  generally  read,  be  true;'*^£>^,who 
was  the  firft  Author  ofthe  Gaules  Nati¬ 
on,  isfaid  to  bee  moft  famous  for  knows 
ledge,  and  thereon  was  called  Semnothes^ 
or  Samothes^  and  (after  his  name)  fuch  as 
rnadeprofefsionot  Learning  and  know¬ 
ledge,  were  termed  Semnotheans^  or  Sa- 
motheans,h\M  this  place  ofC^r,(eemeth 
toconfirme  the  hiftory  of  Berofus .  The 
Gaules  (faith  he)  do  report  themfelues  to  bee 
defended  of their  father  D  is:  and  fay  befde^ 
that  the  Druides gaue  them  that  inBrubiti, 
For  this  caufe,  they  marked  all  the  c<aur- 
es  ot  times  by  number,  not  of dayeSjbut 
of  nights  5  and  that  they  kept  fuch  a  cu- 
ofdayes!*  I  ftomCjby  obferuarion  oftheir  birth  daics, 
and  fo  from  the  beginning  of  months  and 
yearcs  ;  that  frill  the  day  followed  the 
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night. Now,  concerning  this  point,  that 
day  alwayes  enfued  after  night :  the  Ger¬ 
maines  ailo  kept  the  fame  courfe,&  made 
not  their  account  by  number  of  dayes,as 
we  do  (faith  Tactuts)  but  of  nights  ,giuing 
an  apt  tearmc  therefore, and  vied  their  a(* 
fignations  among  thcmfrlucs  according¬ 
ly,  as  holding,  that  night  was  frill  the 
guide  to  day.  Itmay  bee,  that  this  was  a 
thing  in  vfc  to  other  people  alfo,  to  rake 
the  beginning  of  the  hoiircs,  from  the  in- 
ftant  of  mid  night.  - 

Blit  let  vs  come  againe  to  Father  Dis^ 
and  the  Semnotheans  ,  or  Samotheans^ 
whereof  Berofus  fpeaketh  5  with  whom  the 
opinion  ot  AriHotle  confenteth :  for  hec 
writeth  in  his  Magitian  (according  as  La¬ 
ertius  report eih)  rhat  Phibfophy  receyued 
originall from  the  Semnotheans  of  the  Gauls, 
The  fame  Berofus  writeth, that  Sarron  the 
third  King  of  Gallic,  torefrrain  the  wilde 
fiercenellcof  the  firft  men  5  eftablifhed 
publicke  Schooles  oflcarning ;  but  here¬ 
after  we  (hall  Ipeake  more  at  large  df  the 
Sarronides,  The  fourth  King  was  Druis^ 
of  whom  came  the  Druides^  &  who  were 
full  of  all  things,  as  Cafar  affirmeth.  The 
fift  King  was  of whom  wee  cele¬ 

brate  the  honour,  in  fpeaking  of  Bardcs, 
Poets,  and  Orators .  Thus  then  wee  per- 
ceiiVc  the  ancient  profefsions  of  the  Gauls 
dUTcipIines,  which  maketh  itfelfe  venera¬ 
ble,  cuen  in  the  image  of  antiquity.  Mar- 
cellinus  in  his  fift  Booke ,  doth  very  necre 
agree  heerewithjwriting  the  Originall  of 
the  Gauls, where  he  faith ;  Thofe  that  haue 
anciently  written^  doubting  the  Jirfi  original 
■of  the  Gaules  Jid  leaue  their  knowledge  halfe 
full  of  trouble.  But  fince  then,  Timagenes 
the  Greeke,  both  out  of  diligence  and  di¬ 
ners  Languages,  collcded  fuch  things  as 
were  vnknown  for  the  fpace  oflong  time^ 
to  whom  giuing  credit  (all  doubt  $<:  feru- 
ple  taken  away)  we  will  deliucr  the  fame 
notes  diftindfly  andcleerely. 

Some  are  of  opinion,  that  the  ^  Abori- 
genes  were  the  firft  that  had  beene  fcenc  in 
thefe  Countries^  and  that  they  did  name 
themfelues  Cclts,after  the  name  of  a  king 
whom  they  dccrely  affedted^  and  Galates 
(for  the  Gieckcs  do  call  the  Gaulcs  fo)af- 
ter  the  name  of  his  ^  Mother.  Others  do 
affirmc,  that  the  Dorians^whicb  followed 
ancient  inhabited  the  borders  a- 

bout  the  Ocean.  The  Drufides  recount 
(for  a  truth)  that  there  was  a  certain  part 
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ofapeoplcj  which  were  Natiucs  of  the 
Countrcy ;  but  were  chafed  and  expelled 
from  their  dwellings  by  another  people^ 
in  regard  of  their  continuall  warres ,  and 
thorow  the  inundations  of  the  Sea,  they 
landed  on  the  hither  Iflands^andin  the 
Countrey  on  this  fide  the  Kbeine .  Some 
alfo  holde ,  that  after  the  deftriidion  of 
Troyjafmall  number  of  people  which 
fled  from  the  Greekes,  wandering  all  a- 
bout:  cam  at  laft  into  this  country ^which 
till  then  was  empty.  But  the  inhabitants 
of  this  land  (more  then  any  thing  els  can) 
do  affurc  this,  which  wee  haue  alio  fecnc 
engrauen  in  their  Monuments :  that  Her- 
cmes^x\\z{ovioiAmpbitrio^  made  allpof 
fible  fpeede  to  ruinate  the  cruell  Tyrants 
Gerion  and  T aurifa'i^s^  one  ofwhich  ouer- 
awed  Spaine^  and  the  other  Gallia .  After 
he  had  conquered  them  bothjhe  had  pri- 
uate  knowledge  of  fome  women  of  noble 
race  5  by  whom,  he  had  many  Children, 
that  ftylcd  (by  th^ir  owne  name) all  thole 
places  where  they  commanded. 

It  is  likewife  further  maintained,  that 
the  *  Phocenfes  which  lined  in  Afia,flying 
from  the  cruelty  of  Harpagu^,^  Lieutenant 
to  Kingg'm,betookethemfelucs  tofea, 
and  came  into  Italy  5  one  part  whereof, 
founded  the  Townc  Heliaj  Znd  thco- 
ther  ^  Mafilia  in  'Vtennoys .  W ithin  fome 
while  after,  when  their  forces  were  in- 
creafed^  they  fortified  a  great  number  of 
cities  and  Townes .  But  we  muftbreake 
olf  this  variety,  which  gladly  would  keep , 
company  with  pleafing  fatiety .  After¬ 
wards,  when  thefe  places  were  (by  little 
and  little)  cit  dllized,  and  reclaimed  from 
rudenefle  by  men :  the  ftudy  of  learning 
(which  is  moft commendable)  began  to 
appeare  in  fome  fplendour,  by  the  Bards, 
Euhages,  and  Hruides, 

Marcelltm4^xcpoix.c\hihis  of  Hercules, 
agreeing  therein  with  Berofns,  For  Bero- 
ykf  faith ,  that  Galatea  (byconfent  of  her 
parents)  was  begotten  with  child  by  Her¬ 
cules  bis  returne  out  of Spaine-^mA  that 
of  her  was  borne  Galata^  ofwhome  the 
Gauls  receiued  their  name  Galates.Hhct- 
fore,  the  antiquity  of  the  Gaules  Difci- 
plinc  and  Learning,  maketh  it  felf known 
by  thefe  teftimonics. 

But  in  what  Difcipline  and  Learning 
(perhaps)  thou  wilt  askc  me  ?  I  anfwcr,in 

Grammar ,  Rhctorickc,  LogickCjMathc- 

matickCjPhyfick,  Theology,  Grammar 
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inftrufted  toreade,  and  frame  Letters  5 
and  this  Art  was  fuch  from  thofe  times, 
when  as  the  tongues  were  in  their  entire 
condition  :  and  that  the  neighbouring 
ftragers  had.not  (as  yet)  corrupted  them* 

For  fo  Plato  in  his  Philehem  grounded  the 
Grceke  Grammar*  ^ecre  (me  thinkes)  I 
vnderftand  in  this  place,thac  which  many 
good  and  learned  fpirirs  haiic  queftioned, 
to  wit,  what  were  the  Letters  of  the  An¬ 
cient  Gaules?  Cafar^wx  his  fixt  book  con- 
firmeth,  th  at  they' were  Greeke  Letters. 

They  thought  (faith  he)  that  it  wrts  HI  dom, 
to  fet  dawn  their  difcipline s  in  'writing:how^ 

.  hett,  that  almoB  in  all  their  other  affayrs,  as 
wllcdmmon  as  particular,  they  a)Jed  the 
Greeke letters.  In  this  place,  Cafaripex^ 
eth  not  oblcureiy,  but  difertly  and  plain¬ 
ly  5  that  the  Gaules  made  vfe  of  the  Gre-  xhc  Gaules 
cian  Letters,  that  is  to  (ay,  tbele  Charra-  vied-Grcekc 
(fters  0:.  y.  &c.  He  deliuereth  lorn  proof 
heercofin  the  firft  Book,  that  in  the  camp 
of  thcHeliietians,there  were  found  little 
Table  bookes,  written  wirhGreeke  Let- ■ 

Moft  true  itis,C^^calleththofc  found  in  the 
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Greeke  Letters ,  which  the  Gaulesihen  oithc 
vfed :  but  I  call  them  Gaul  Letter's, &  will  ihi^clfi^in 
maintaine,  that  they  neuer  came  out  of  Com,  Ub,  i 
Greece  into  Gaule^  but  on  the  contrary, 
that  they  went  out  of  Gaulc  into  Greece. 

As  concerning  the  man,  who  is  fayde 
to  be  the  firft  inuentcr  of  Letters  ,  veric 
great  queftion  had  beene  made  thereof : 
and  Pltme  hath  debated  the  matter  by  di-  j  Letters, 
uerfity  ofopinions.  So  that  the  inuention 
of  Letters,  is  not  proper  or  peculiar  vnto 
any  one  Nation,  according  ashce  think- 
eih^  but  (from  all  antiquity)  they  had  bin 
vfed.  Cadmus  (if the  b*boke  be  true  which  |  Cadmus 
isallowcdto  one  named  Xenophon) 
affirmed  by  fom,  was  the  firft  that  broght  from 
Letters  (to  the  number  offixtecne)from 
Phoenicia  VOX.0  Greece,  the  which  were  ve- 
ry  like  to  the  Caraders  ofthc  Galates  and 
Maons.Wcrthy  maybe  conie6liired,that 
Letters  came  from  the  Galates  vnto  the 
Greekes*  Now,  finding  not  onely  a  verie 
likely  conic6lure,but  a  certaine  proof  al¬ 
fo,  by  the  report  and  account  of  Times ; 
maintaining,  that  the  difcipline  of  the 
Semnotheans,ox  Samotheans,  Sarronides, 

Druides,  and  Bardes^  did  flourifh  in  Gaul 
forloman^  yearcs  before  went 
into  there  needc  no  doubt  to  bee 
made, but  that  the  Gaules  caradlcrs  were 
in  vfe  in  GW^,for  fo  many  yeercs  before 
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And  this  is  that,  which  (in  his  fea- 
uenthbooke  ofthcLatine  tongue)  ma- 
keth  openly  knownc.  For  Crates^  Greeks 
had  formerly  made  a  Grammarian  que- 
ftionin  Greece,  demanding  what  was  the 
reafbn  why  Alph^  niight  not  be  called  Al- 
phatosf  The  other  grammarian  Greekes 
anfwercd:  Thefe  wordes are  mneof  ours^ 
but  are  wholly  Burbman.ln  this  place  then 
the  Greekes  do  plainly  confefre,that  thefe 
Letters  were  none  of  theirs.  And,confen- 
tinghcercto,  An^lotle  confelTeth  to  his 
Magitian  (according  as  I  haue  alreadie 
fayde)  That  Philofofhy  receiued  originall 
from  the  Semnotheans^  or  Samotheans  of  the 
Celts,  And  laft  of  all,  that  Gaule  had  bin 
the  Miftris  of  all  Greece. 

I  know  very  well^  that  Strabo  ipeak- 
eth  of  the  Gaules,  that  they  affedled  the 
Greeks  :  infomiich,  that  whatfoeuerbar- 
gaines  or  coniiention  was  made  amongft 
them,  they  wrote  thereofinto  Greece, 8^ 
that  they  addiding  thcmfelues  to  the  ftu- 
dy  of  eloquence,  &  of  Philofophy,  as  the 
Greekes  did,  kept  in  pay  or  wages,  pro- 
fcflbrsoftheliberall  Artes,  asalfo  they 
did  the  like  by  Phyfitians .  But  Strabo 
wrote  this  of  tht^Mafrylians^  and  of  their 
neighbours,  at  fuch  time  as  Tiberius  held 
the  Empire,  and  when  the  great  Lords  of 
Rome  (as  himfelfe  writeth)  caufed  theyr 
children  to  bee  fentno  more  to  Athens^, 
then  they  did  to  Marfeilies ,  there  to  fol¬ 
low  their  ftudious  exercife.  It  muft  needs 
then  be  very  certaine,  that  we  learned  the 
Cj^/^/fjdodrine  of  Dis^Samothes^  Sarron^ 
DruiSyBardus^iswidi  thofc  other  ancient  ma- 
fl:crs,when  Greece  6\di  not  fo  much  as  one- 
ly  thinke  on  Letters. 

Some  may  conceit,  that  we  fpeak  of  Pa¬ 
radoxes,  againft  all  reafon :  but  I  cannot 
coprehend,  why  fuch  men  as  haue  heard 
(b  many  Authours  fpeakc,  that  carry  cres 
dite  and  authority  (among  all)  m  other 
things,  Ihould  reproach  theyr  praifes  of 
their owne  Countreyjby  a  peruerfe  opi¬ 
nion  of  iudgement.  But  it  may  bee,  that 
al  thefe  things  do  ferue  vs  to  no  purpofe, 
in  regard  that  (concerning  this  matter) 
wee  may  bee  prefledwich  nouell  Argu¬ 
ments  :  bccaufe  the  Gaules  (as  fbme  will 
fay)did  fpeakc  Greeke, therefore  did  they 
make  vfc  alfo  of  Greeke  Letters.  But  let 
me  much  ratlier  tcl  them,  that  in,&:  from 
the  time  of  Cafar ,  the  Gaules  did  not  fo 
vnderftand  the  Greeke  tongue,  that  they 


could  fpcak  it  in  any  mean  meafure.  Her- 
in  I  haue  Cafar  for  my  warrant  5  for  thus 
lie  writeth  in  his  lift  Booke.  Weepreuailed 
fofarrefmhhce)  with  one  of  the  Gauks 
horfemen^  onely  by  power ftdlpromifes:  that 
he 'undertooke  to  carry  a  Letter  toCxctio, 

1  which  he  had  written  in  Greeke  C arra^lers^ 
to  the  endy  that  fit  happened  into  the  Sne- 
mies  hand^  they  might  not  knoiw  our  fecrets . 
Cafar  fpeaking  this,  I  conclude  thereby, 
that  the  enemies  of  Cafar  and  the  Gauls, 
vndcrftood  not  a  letter  written  in  Greek, 
nor  the  language  thereof. 

And  hee  that  will  looke  a  little  ncerer, 
cannot  probably  prone  to  himfejf  (thogh 
foms  others  hold  it  for  moft  certain)  that 
the  populai  Gaules  voderftood  any  thing 
in  that  language :  but  that  the  cheefe  and 
principall  Heads  of  each  Commonweale 
knew  the  Greeke  tongue,  as  now  adayes 
they  do'the  Latine.  I  fay  moreouer,  that 
whofoeuer  maketli  heedfollobferuationj 
willfinde,  that  this  Garinoc  any  way  bee 
prooued  for  truth.  Bccaufc  it  is  moft  cer- 
taine,th3t  in  fo  great  an  army  of  enemies, 
there  muft  needs  be  fome  men  of  marke, 
of  Townes  good  ftore.  Nay,  that  which 
is  more,  I  haue  learned  of  himfelfe, 

that  the  woorthy  Druides,  who  were  the 
mafters  and  Dodors  of  the  Gauls  youth, 
did  not  know  the  Greeke  tongiie.For  £>/- 
uitiacus^ouQ  of  the  Heduans,  according 
to  the  teftimony  of  Cicero,  was  the  moft 
learned  man  amongft  the  Gaule  Druides . 
The  great  affedfion  in  this  Diuitiacus,  to¬ 
wards  the  Romane  peopIe,chc  extraordi- 
naric  good  will  which  they  bare  vnto 
him,  the  fingiilar  fealty,  iuftice,  tempe¬ 
rance  ( as  appeareth  in  the  firft  booke )  in 
this  man^  was  very  well  kno wne  vnto  Ca- 
far.  To  C afar  I  fay,  who  vnderftood  the 
Greeke  tongue  fuffeiently,  and  hadade- 
fire  to  communicate  fecretly  ('for  feare 
left  any  thing  fhould  be  difeouered )  with  I 
Diuitiacus,  concerning  his  brother  Dsm- 
who  was  fuppoTed  that  bee  would 
betray  Cafrr  to  his  enemies. 

Wei  then,  if viuniacus  had  vndcrftood 
the  Greeke  tongue,  as  well  as  Cafar  did  : 
could  not  the  one  haue  holpen  the  other 
witbpriiiatcinftrudlions  5  in  whatfbeuer 
they  would  haue  had  imparted.^  But  fcor- 
ningto  feme  his  tiirne  by  ordinary  Inter¬ 
preters  (as  it  appeared!  in  the  veriefame 
fit  ft  Booke)  Cafari^At  with  Diuitiacus, 
by  the  mcanes  of  Valerim,  Prince  of  a 
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Booke 
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Countrey  in  Gaule.  Then  there  is  no  ap¬ 
pearance,  that  Dimtiact^  (although  hee 
was  one  of  the  principalll>mW^j’^did  vn- 
derftand  the  Greeke  tongue,  or  that  it 
was  any  way  knowne  to  the  Gaules. 

Hcere  I  may  be  demanded,  what  was 
the  fpeecR  of  the  Ancient  Gaules,  feeing 
ancient  Gauls  it  was  not  Greeks  >  I  may,  and  iTiuft  an- 
was, in  regard  fwer,  that  it  was  GaulilTa :  but  to  render 
a  certaine  reply,  where  the  Language  of 
the  Gaules  hath  bcene  preferued,  itre- 
quireth  the  Diuination  of  a  Pythian  A- 
folio.  Becaufc  it  is  fufficiently  knowne, 
that  the  Gaules  hauc  had  time  long  e- 
nough,  whereby  to  vnlearne  and  loofe 
their  ownc  Natiuc  tongue.  For  not  one- 
ly  Lawes,butthcRomanc  Legions  efta- 
blifhed  in  Gaule  5  con  ft  rained  the  Gaules 
tofpeaketheRomane  tongue.  And,  ac¬ 
cording  as  Plato  fayth :  Ordinarily  all  other 
Citiz>ens  do  follow  the  manners  of  them  that 
command  them.  Therefore, the  Romane 
Lawier,  and  the  Romane  Warriour,  did 
quite  abolifh  and  extinguifh  the  Gaules 
Language. 

Moreouer,theEmperours  of  Rome, 
appointed  wages  vntofuch  meUjas  made 
publique  profeflion  of  teaching  the  La- 
tinc  tongue.  So  that,  to  this  very  day, the 
bookes  written  in  this  corrupted  tongue; 
fome  whereof  wee  haue  yet  to  (liew ,  are 
vulgarly  called  Romainc,'  and  not  Gau- 
lifh. 

Some  in  debating  this  matter,  arc  of 
opinion,  that  the  Language  of  the  Suf 
fes,  that  hold  (at  this  day)thc  dwelling  of 
the  HeltietMns^2ect  they  that  (peak  the  an¬ 
cient  Gaulifli  tongue.  Butweknow  well 
enough,  thatthefe  Suiffes  were  not  the 
true  Gaules  of  the  Country,  neither  are  ; 
confideringjthat  the  ancient  Heluetians 
((hut  vppe  by  Cdfar  within  their  owne 
rnountaines^  were  afterward  expelled 
thence  (according  to  Eutrof  m)  by  the  ^ 
Suadesr,  and  finally  ,  the  Sluades  them- 
felues,  thruft  out  by  the  Allemaignes .  At 
length  the  "^Vites^  a  people  amongeft  the 
Saxons,  pofleffed  themfelues  of  the  HeU 
uetians  Countrey  5  whereupon  the  S uitois 
(that  is  to  fay)  Suifes ,  were  called ,  ac¬ 
cording  to  the  opinion  of  Beatus  Rhena^ 
,  by  a  Name  (omewhat  ncere  vnto  the 

Fitois. 

Others  are  of  the  mindc,  that  the  lan¬ 
guage  which  the  Germaines  now  adayes 
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take  S.  Hkromiot  their  Anthour,  who  g'.- 
uethaffurance,  thatinbis  time  the  G4- 

lates  ot  Gdatms  of  ^^4,  rpakethefame 
language  which  the  Treuirians  (dwelling 
on  the  Rheine)  now  doc.  But  C ^fdr  (eeni- 
eth  to  auouch  the  contrary, writing  in  his 
firft  Booke,  that  Ariouiftus  King  of  the 
Germaines long  vre(as  feme  haue  con- 
iedtirred  by  this  place)  of  fourteen  yeers, 
did  fpeakc  the  GaulilR  tongue.  And  in 
the  time  of  Saint  merorne,  there  were^  o- 
ther  Treuirians  in  Gaule that  were  fub- 
iedfs  to  the  Rsomane  Empire:  and  now  in 
our  time  alfo,  there  arc  other  that  fpeakc 
the  fame  fpeech,  as  the  other  Germaines 

doe.  •  ;  _ 

There  r^maineth  yet  another  opinion 
amongft  learned  men;  who  do  iudge,that  ^ 
the  language  of  the  ancient  Gaules  ,is  that  | 
which  was  vfed  in  Gaule  Armorica^  that  is 
Britaine  at  this  day.  But  they  do  not  hold 
the  French  Hiftory  to  be  trLie,that  makes 
the  Britaines  to  come  out  of  the  lile  oi 
Britaine^  into  Gaule  Armorica:  confide- 
ring,  that  (as  I  haue  already  faide) 
makeih  great  Britaine  it  fclfc  to  beaCo- 
lonie  of  .the  and  Strabo  ma- 

keth  mention  of  a  Towneor  Cittie,  cal¬ 
led  Britaine.^  which  is  in  Amorica ;  and  P//- 
(though  verie  confufedly)  numbereth 
the  Britaines  in  Gaule  i  and  Cornelim  T 
citrn  in  the  life  of  Agricola  writeth.  That 
the  net  reft  fliores  of  the  He  were  impea¬ 
ched  by  the  Gaules^  6^  that  their  language 
was  but  little  different.  Finally, the  lear¬ 
ned  men  of  this  Iflc,  imagined  (for  this 
reafbn)  that  the  W  elilimcn  of  England, 
had  fome  conniucnce  in  fpeech  with  our 
Britaines.  Therefore  this  is  the  only  opi¬ 
nion  ,which  (as  yet)  I  know,  to  holde  any 
good  reafbn,  or  deferuing  to  be  approo- 
ued  .  And  this  is  the  Grammar  of  the 
Gaules, both  in  writing  and  fpeech. 

But  what  was  that  of  the  Britains,  and 
that  of  the  Germaines  ^  The  Difcifline  of 
the  Gaules  (faith  Cdfar)  Wdcs firfl  inuented 
in  great  Britaine^as  hath  bene  efleemed :  and 
from  thence  tranfforted  into  Gaule.  And  at 
this  day  ^fuch  as  would  know  it  mo  si  dili¬ 
gently,  they  go  thither  (oftentimes )  to  lea  rne 
it.  Thispaffage  (heweth  fufficiently, that 
the  difeipline  betweene  the  Britaines  and 
wasal  one.  Ifwevndcrftand  alfo, 
xh^iC dfar  great  Britaine  as  dcfcc- 

ded  ot  the  Gaules^  &  that  they  of  the  Brit¬ 
tains  were  moft  human  which  were  Cauls, 
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it  is  verily  to  be  credited,  that  Difcipline 
parted  from  Gaiile,  to  come  thither.This 
place  may  fuffice  generally^for  al  the  do- 
drineofthc  Britaincs. 

Concerning  the  Germaines,  there  is 
(carfly  any  one  word  .  ThemenandWo- 
men  ^faith  T uitm)  were  equally  ignorant 
in  the  fecrets  of  Letters .  The  Germaines 
then  wholly,  had  not  any  Letters  or  Dif- 
ciplines.  Rneas  Sylums  giueth  afliirancCj 
that  in  the  time  oi  Adrian^  ciuility  and 
Letters  came  into  Germany.  The  Ger¬ 
maines  themfelues  do  hold,  that  it  is  not 
yet  eight  hundred  yearcs,  fince  their  lan¬ 
guage  began  to  be  written^  and  that(with 
Chriftian  Religion)  the  Mufescarrie  in¬ 
to  Germany  j  where  both  in  publique 
Schooles,and  by  learned  profeiTorSjthey 
hauc  fo  profpered,  that  the  nation  (which 
all  Nations  elfe  had  formerly  indetefta- 
tion  for  fauage  barbaroufnes: )  hath  fince 
then,  in  all  ciuility,  in  all  gentlenefle  and 
humanity  of  all  difeiplines  ,  conferred 
with  the  moft  learned  and  befli  lettered 
Nations  whatfoeuer,  and  for  the^priority 
in  this  commendation. 

But  what  were  the  ftudiesofthe  Rhe- 
toricke  Gaules  ?  Affuredly,  they  were 
very  highly  and  honourably  eftcemed : 
yet  more  for  a  fctlcd  fpccch,  confifting  of 
meafure,  then  in  profe .  The  Gaules  had 
(faith  Dtodor us  in  his  fixt  Bookc)Pocts  of 
melodic,  which  they  called  Bards.  Thefc 
men,  with  a  Muficall  inftrument,  as  with 
the  Lyre  or  Harpe,  lang  fome  mens  prai- 
(es,and  others  imperfedions.  He  further 
fliarmeth  in  the  famctplace,  that  Poets 
were  in  fuch  reuerend  relpeft  amongefl: 
them,  that  when  Armies  were  in  ran¬ 
ged  battaile,  hailing  their  Swordes  and 
Bowes  ready  drawne ,  and  approaching 
to  finite  one  another :  not  onely  friends, 
but  meere  enemies  (if thefe  men  once  did 
fteppe  betweene  them)  vyere  fainc  to 
make  an  end  of  all  fighting .  In  like  man- 
ncr,  among  the  moft  fauage  Barbarians, 
anger  was  compelled  to  ycelde  to  wife- 
dome,  and  Mars  gladly  rcuerenced  the 
Mufes .  Likewife,  Strabo  in  his  fourth 
Booke,{pcakethof  theBardes,  as  being 
Poets,  and  fingers  of  praifes .  The  Po- 
ct  Lucane  alfo,  in  the  firft  of  his  Phar/alia,. 
(peaketh  thus  in  commendation  of  the 
Gaulifh  Poets. 


You  Poets^BardSy  thai  of thofe  noaliaut fouls  y 
Dying  in  warresy  do  Car  oil  their  renowne^^ 
Know  how  teterniz^e  to perpetuali worlds 
Thetr  endlejfepraife :  Many fweet fongs you 

(ftngi 

Moreouer ,  Marcellinus  in  his  fitte 
Bookc,fpeaking  of  the  Gaules, hath  thefc 
words :  ‘the  Bar ds  fung  to  the  Harpi  which 
they  touched  ^ery pleafingly  :  declaring  the 
famous  aStesofilluHriousmeny  their  Songs 
being  compofed in  her oy call verfesllht  Ro- 
maines  followed  this  >  example  of  the 
Bardes,  and  they  (according  as  Cato  hath 
written  in  his  Booke  of  Originals)  had  a 
cuftome  to  fingat  banquets,' the  vertiies 
of  famous  and  renowned  men,cuerraore 
conforming  their  voices  with  fuch  as  did 
play  on  inftrumenfs . 

Heeteby  therefore,  we  may  wcl  per- 
ceyiie,  hm  highly  Poefie  was  honoured 
and  authorized  by  the  Ailcieric  Gaules. 
This  argument  putteth  meeinminde  of 
Greece,  and  ofher  Homer  and  Hejiodus^ 
fhee  vaunting  of  them,  that  they^  were  in 
as  great  honour  and  efUmation  amongft 
theGreckes.  This  then  was  their  Rheto- 
ricke,.v  and  (as  Pomponius  Mela  fayeth) 
This  was  the  eloquence  which  the  auncient 
Gaules  had.  -  ‘  v 

’  But  what  was  that  of  the  Germaines? 
Although  they  were  ignorant  (  as  hath 
bene  formerly  declared)  in  the  myftcries 
and  fecrets  of  Letters  5  yet  notwithftand- 
ing,as  Tacitus  2i\xo\\chzih^  they  celebra¬ 
ted  in  ancient  Canticles  and  Songcs,the 
memory  of  their  Gods  and  Kings.  And 
this  was  the  only  maner  of  their  Annals, 
8c  of  the  Antiquity  which  they  had ;  for  I 
findc  nothing  more, concerning  the  Dit 
ciplineof  the  ancient  Germaines. 

Now,  what  was  the  Logick  of  the  anci¬ 
ent  Gaules?  I  finde  me  afar  one  only  que- 
ftion,  concerning  the  meanes  &  manner 
which  ought  to  be  followed  in  the  inftru- 
6lion  of youth.  All  the  noble  and  liberall 
Arts,were  to  be  learned  in  written  books^ 
the  maifters  of  thofe  Arts,  interpreting 
the  to  their  (chollers,  &  the  fchollers  pra- 
difingtovndcrftand  them.  Many  times 
fi)me great  difficulty  wpuld  arife,  about 
the  entertaining  of  mens  aLithority;whofe 
Bookes  were  propounded  to  youth :  bc- 
caufc  thofe  men ,  although  they  were 
more  excellent  then  other  men, yet  not- 
withftading  being  no  more  but  men,they 
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would  fometimesdreamc,  and  quite  for¬ 
get  themfelues.  Whereby  enfued,  that 
their  writings  paffing  as  vniuerfall,  they 
proucdmany  timesvneafietobe  explai- 
ned.'Contrary wife,  without  any  writing, 
butby  the  voice  onely  ,  an  infinite  num¬ 
ber  of  Arts  and  Sciences  (belonging  to 
Mechanicall  men  ^  (as  Laborers,  Malons, 
Mafriners,  and  fuch  like)  were  foone  ap- 
outwnting.  prehcnded  :  and  th^ere  arofc  no  repug- 

nancie  or  doubt  of  their  words ney  ther 
any^  difficulty  of  their  intention  when  as 
they  were  vnderftoode .  There  was  no  o- 
ther  rnaxime  of  thefe  Arts ,  blit  what  vfe 
arid  profit  had  approoued  •  Then  thofe 
Dolors  andprofeffofs  were  not  woont 
to  write  of  any  difcipline :  but  al  that  they 
(deliuered  to  youth,  they  taught  onely  by 
word  of  mouth.  Y  et  notwithftanding,be- 
ing  guided  by  other  reafons,  they  made 
Confcience  (as  lulm  C^y^/fayCth  in  the 
fixt  'Bdoke)to  fet  downe  their  difeiplines 
n  writing.  ’ 

'W^ellthen,  ifwevrgcaqueftion  (in 
this  cafe)  to  C^far^  thus  will  hefbape  vs 
an'anfvver.  It  af^eareth  to  me^  that for  tvoo^ 
reafons  y  they  eBablifhedthis  decree  amongB 
them*,  ' Fir liyhecaufe they  roould^nothauet 
their  difeiplines  imparted  <vnto  popularities 
Nexty  kali  fuch  a^s  learned  them^  truHing 
to  writing  only  ^would make  thelejfe  account 
of  retaining  them  in  their  memory^  For  ma'-. 
ny  .times  it  happenedjthat  themore  part, 
by  vfihg  continual!  recourfe  to  books  be^ 
came  flothfull  in  Learning  truelyj  orkept 
retention  of  any  thing  fhewn  vnto  them. 
And  thefe  two  reafons  were  likewife*  al- 
ledgedby  the  Druides^  for  not  commit- 
t.Reafons  of  I  ting  their  Difeiplines  to  writings  &:  thefe 
caufes  Haue  beene  approoued  by  the  very 
cheefeft  Philofophers  of  Greece.  For, 
in  ancient  time,this  was  the  aduice  of  Py- 
thagoras  5  and  (after  him)  oiSocrdtes)Soxh 
which  left  not  one  Letter  in  writing.  The 
opinion  of SocrateSyto  this  purpofejis  am- 

'  ply  declared  by  to  in 

i  this  Conference  which 

ijmr^hadwithP/?^-  ^ 

;  .  '  drus,  - 


Two  efpeciaill 
reafons  ailed 
gedby  Cscfar 
concerning 
inftrudion. 


* 


UHi  1. 


die  Druidcs. 


T  •  y  ,  ■ 

Pltbagoras‘& 
Socrates  leftc 
nothing  wfii- 
ten. 


>'i. 


j 

' .  I'  .. 


'.j vi  '  n  ^  d j ) •'  JOvi  f 

'  '  •  ,  ,  ..f»f  fh*! 

-  I ■  *'  t 

^  ^  ^  i  ^  -  'J' *  9  2,  ^  '*■ 


fj 


.  V 


't* 


CHAP.  XII. 


I 

i  « 

A  Dialogue  or  Communication  between  S0‘ 
crates  and  FhAdrm ,  concerning  what 
great  difference  there  is  between  the  ex¬ 
cellent  Art  of  Memory  ^  and  ?nalWrs  re- 

'■  giflred  downe  by  writing-  “ 


Ocrares,  Itremaincthnow 
to  fpeake  of the  fitneffe  or 
vnfitnes  of  writihg.V  Vhe- 
ther  the  doing  thereof  bee 
_  well  or  ill,  is  not  that  the 

queftion  ? 

Phadrus.  Yesjthat  is  our  argument.  . 

Socrates.  Knoweft  thou,that  in  dooing 
or  ordaining  it ,  as  concerning  prefenr 
(pecch,thou  may  eft  thereby  be  accepta¬ 
ble  to  the  Gods  ? 

.Bfjidrus.  Not  I ,  but  thou  doeft. 
Socrates.  I  haue  heard  of  our  Elders, 
that  they  knew  the  trueth,  and  if wee  our 
felucs  could  finde  it^  ought  vve  not  hence¬ 
forward,  to  bee  verie  carcfull  of  mens  o- 
pinionsf  koj: 

!  ^  Fhadrus.  This  is  to  laugh  , at  thine 
.  owne  demand:  bat  tel  vs  that,which  thou 
;  fay,cft  thou  haft  heard.  ’ 

*  i  '1  Socrates,.  ;I  haue  heererofore  heard, 

!  that  ncere  vnto'*' which  is  in  E- 
gypt,  there  was  fonietimes  one  of  the  an¬ 
cient  Gods,  who’  was  named  ^TheuthateSy 
and  to  him,  the  Bird  tcarrned  Bis  01  ibis y 
wasfacred.  Morcoucr,  that  hee  was  the 
firftinuenter  of  numbers,  and  of  leat,  as 
alfo  of  Dice  and  Letters, and  ofAftrono- 
my  arid  Geometry.'  At  that  time,  nrhau- 
was  king  of  all  Egypt, making  his  abi¬ 
ding  in  a  great  City  of  the  higher  Coun- 
trey,  which  the  Greeks  called  the  Egypti. 
an  Thebes ,  and  that  Ammon  or  Hammon 
was  then  their  God .  Theuthates  beeing 
come  to  this  King,  he  (hewed  and  decla¬ 
red  to  himy  that  hee  muft  inftru<ft  the  E- 
gyptians  in  difeiplines .  Whereon  the 

Vicing  demanded' of  him,  concerning  the 

profite  that  would  enfue  thereby  to  any 
one;  and  according  as  TheuthatciVaoiAA 
fcemc  to  fpeake  ill  or  well,  fo  would  hee 
blame,orelfcgiue  commendation.  It  is 

faydcjthat  betweene  Thaumas  and  Jheu~ 

___  - . . .  <  thates 
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Diflfrence  be* 
eween  know¬ 
ledge  and  o- 
pinion  diccof. 
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which  was  a 
wood  dedica* 
(cd  to  lupitcrf 


PhsdrHs.  Trucly^thott  haft  very  iuftly 


thxtes  many  things  were  debated,  which 
wold  reejuire  too  long  rime  to  diicoiirfe, 
but  when  they  came  to  difpute  about 
Letters.Sir(faid  Thenthatcs)  this  difeipline 
will  nuka  the  Egyptians  •very  wife  ^  and 
&  what  harmc  | prompt  ^ memory :  for  this  is  the  onely  Me- 
dicine  fomd  out  for  memory  and  knowledge. 
by  them.  W  hereto  the  other  replyed ;  O  moft  in¬ 
genious  and  (ubtle  Theuthatec^  the  one  is 
moft  apt  to  pertorme  the  workes  of  Art, 
and  the  other  knowesbeft  how  to  iudge, 
what  harmc  or  benefite  their  vfe  may 
bring.  But  thou,  the  Father  of  letters,  be¬ 
ing  carried  by  thine  own  affedion,  main- 
taineft  the  conrrary  of  their  clfedt .  For 
letters  caufeth  forgetfulncs  in  the  mindes 
offuch  as  learne  them ,bccaufc  they  make 
no  reckoning  otftudying  by  memory^*for 
they  trufting  to  the  marks  of  exterior  wri¬ 
ting,  doe  forfake  inward  recordation , 
which  is  the  very  feule  of  memory  .Thou 
haft  not  then  found  out  a  medicine  for 
memory,  but  for  forgetfulneflre,and  thou 
canft  not  teach  thy  Schollers  the  truth  of 
knowledge  and  vnderftandin^,  but  ofO- 
pinion.  For,  they  hauing comprehen¬ 
ded  great ftore  of  things,  and  without  a 
Mafter,  they  will  perfwade  thcmfelues  to 
know  enough  5  and  yet  notwithftanding 
(commonly)  they  are  exceeding  igno¬ 
rant  ill  thp  greater  parr,  proouing  to  bee 
offenfiuc  and  troublefome  in  mens  com¬ 
pany  and  frequent ation,  as  beeing  more 
full  ofopinion  ofknowlcdge,theii  of  true 
knowledge  indeede. 

Phjidrus.  Thou  canft  cafily  (O  Socra¬ 
tes)  imagine  ihe  humor  of  the  Egyptians, 
or  of  any  fuch  natiop,as  feemeth  good  to 
thyfelfe.  * 

Socrates.  My  friend,  it  is  held  by  fomej 
that  in  ancient  times,  Oakes  did  fpeake 
thofc  prophcfics  which  were  in  the  Tem¬ 
ple  of  Jupiter  *  VodonAtfs.  For,through 
the  rudenefle  and  ignorance  of  old  men 
in  thofe  timcSjwho  had  not  then  attained 
to  the  knowledge  which  now  your  yong- 
erdayes  hauedone:  itwas  fufficientfor 
thcm,to  heare  anOakc,ora  Stonelpeak, 
fo  long  as  they  fpake  trueth.  It  may  bee 
thou  conceiueft,  that  fdme  peculiar  lAte- 
reft  fhould'  bee  placed '  in  iudgemenr, 
how,or  ofWhat  country  he  waSjthat  hath 
fpoken  anything  of  this  nature,  without 
coniideratidn ,  whether  it  were  ib,Jor 

J  '  ^  ' 

no.  I  ij  ■  '  .  *. 


The  memory 
hath  cxccc- 
iled  all  maccer 
fccdowneia 
writing. 


reproued  me :  but  for  the  order  of  difei- 
plincs,  I  am  of  the  fame  minde  as  Thau- 
mas  was. 

Socrates.  Then  whofbeuer  thinketh, 
that  Arte  can  fo  well  fettc  downc  it  felfc, 
or  comprehend  by  writing ,  as  if  there 
could  bee  fomething  ccrtainc,  or  affured 
by  writing  ^  that  man  fhould  ill  learne, 
and  bee  ignorant  in  the  Oracle  of  Am¬ 
mon  ,  making  more  efteeme  of  rcafons 
lette  downe  in  writing  1  then  of  know- 
,ing  and  rctayning  that  which  is  writ¬ 
ten. 

Ph^dr us IThou  fayeft  very  well. 

Socrates.  O  Phadrus^  writing  hath  a 
great  matter  in  it,  and  (in  very  truth)  car- 
rieth  fome  refemblancc  with  painted  Writing  com- 

creatures,  for  fuch  works  feemc  as  if  they  •  fcTfigutc^^ 
had  life :  but  If  thou  demand  any  queftion  portraituics, 
of  them,they  hold  their  peace  with  great  «nipcak 

modefty.  Thou  iinagineft  alfo  ,  that  a  ^ 
difcourfe  fet  downc  in  writing ,  fhould 
fpeake  of  it  fclfe.  But,  if  hauing  a  defire 
to  learne,  thou  come  and  demand  fome¬ 
thing  of  it,  concerning  that  which  it 
fhould  fay  5  it  continueth  filenr,yet  figni- 
fying  one  and  the  fame  thing.  For,after 
that  a  difcourfe  is  fet  downe  in  writing,  it  j  Writing  i*  in 

carrieth  it  felfc  alike  equally  to  all  men :  iandahke 
both  for  the  learned  which  vnderftand  it, 
and  for  fuch  as  vnderftand  it  not  5  and  no 
one  can  fay,to  whom  it  is  moft  conueni- 
ent,  and  to  whom  not  •  And  if  it  hap¬ 
pen  to  be  iniurioufly  dealt  withall,  it  will 
alwayes  ftand  in  need  of  bis  fathers  help ; 
becaufc  it  is  not  able  to  reuengc  any 
wrongs  recciued,  nor  yet  to  right  it 
fclfe. 

Ph^drus.  Hitherto  thou  baft  fpoken 
moft  truely . 

Socrates.  Doc  wee  not  tlieri  percciuc, 
how  another  difcourfe  maketh  it  felfe^ 
which  is  Brother  to  this  vve'talke  of,  and 
much  more  it  excelleth  both  in  power  & 
dignity?  * 

PhAdrus.  What  is  thy  meaning  ? 

■And  wh  at  is  that  which  ( thou  faieft^  ma^ 
keth  it  fclfe  ■  //  /:  / 

Socrates.  It  is  thac,whi(di  (with  knovv- 
Icdge/writeth  it  felfc  iii  the  fpirit  of  hiitil 
that  apprehendeth  ;  for  it  can  afte  rc- 
uengc  vpon  itfelfe,  knoweth  it  fclfe, 
and  when  and  how  .to  fpeake,  or  to’ bee 
filent.  *  '  ; 

.  Phadrus.  >Thou  fpcakeft  the  liucly  and 
foulcJikc  difcourfe  of  him  that  knowes  & 

E  3  vndcr- 


allmcn. 


Spcak'mg  re¬ 
puted  die  bro¬ 
ther  to  wiicing 


i  n 


The  excellen¬ 
cy  of  (peaking 
abouc  writing 


4.1 


Of  the  Ancient  Gaules. 


I 


Booke 


Writing  the 
image  of  (pea¬ 
king. 


Apleafant 
witty  querti- 
on^and  to  ve¬ 
ry  good  put- 
pofe. 


*j  ‘  ' 


The  feedes  of 
wifedom  hauc 
their  due  Tea 

IfMlS. 


Matters  fee 
downc  in  wri" 
ing, cannot 
afterward  be 
holpen  with 
words. 


-J  vi  4j:}J  ij 

Memories  are 
(aid  to  be  the 
rich  treafures 
oi  mans  life, 
and  the  bed 
to  be  learned. 


vnderftandcih  5  and  (by  good  right)  that ' 
which  is  written,  may  tearme  it  felfe  (in 
Ibme  refpeft)  to  be  his  image, 

Socrates.  Tell  mee  then,  in  good  ftd- 
nefle,  if  a  wife  husbandman  take  delight 
to  beholde  his  feedes,  whercot  he  is  care- 
full,  and  defireth  to  gather  friiitc  5  will  he 
fowethemat  Spring  time^  in  the  Gar¬ 
dens  of  Adonis hce  (hall  fee  them 
buddc  foorth at  eight  dayes  followings 
or, when  hee  goeth  about  fuch  bufincifes 
(hall  he  fcatter  them  ieftingly ,  as  after  the^ 
manner  of  a  holy  day  fport  ?  W  hen  hec 
hath  taken  paincs  to  fowe  his  (cede,  ac¬ 
cording  as  hee  ought  to  do,  and  anfwer- 
ablc  to  the  Art  of  Husbandry  :  he  fuppo- 
fctii  it  fufficient  for  him,  if  in  the  fpace  of 
eight  monechs  after  the  feed  time  is  paft, 
they  doc  thriue,  and  come  to  their  matu¬ 
rity.  , 

Phddrus'.  The  wife  Husbandman, 
(P^Socrates)  will  doe  as  thou  haft  fayde ; 
but  the  idle  and  negligent  foolchath  no 
fuch  care.  ,  * 

^  .Socrates.  Shall  we  then  fay,thar  a  man 
_who  hath  knowledge  and  experience  in 
that  which  is  iuft,  honeift,  and  good,  will 
be  leflTe  carefull  of  his  feede  fcalbns,  then 
ah  Husbandman?  j 

.rPhadrus.'^o.  , 

.  Socrates.  He  will  not  then  write  down 
ihe  feedes  of  his  penne  with  Inke,  fovv- 
ing  them  there  amongft  his  Difepurfes , 
3s  if  he  did  a  matter  of  great  importance: 
bpeanfe  h%c  cannot  then  heipe  them 
with  his  wordes,  neither  can  hee  demon- 
llratc^the  truth  fa  exquifitely  as  it  fhauld 
bee. 

rj  fkadri^j  Nor  can  they  make  any  proof 
of  themfelucs.  ,  ;  r  •  • 

Socrates.  No  truely :  but  he, (hall fowe 
and;vvrite  (as  it  is  in  reafon  )  in  meere 
(pqrtfull  manner ,  and  whole  Gardens 
of  Letters .  But^  when  be  maketh  me¬ 
mories,  as  certaine  Treafures,  to  the  end 
that  they  may  not  fall  into  Obliuion;  as 
well  for  himfelfe,  as  alfo  for.  the  firft 
that  will  followe  the  fame  example ;  hee 
taketh  delight  in  beholding  thjejr  tender 
byrthess  and,  ,  while  others  dpeaddifte 
themfelues  vnto  other  Recreations,  as  to 
Feafts,fports,  and  the  like  pleafuresi  Ica- 
uihgall  thele .  heedefull.  matters  bchinde 
them;  hec  (hall  pafTc  on  all  his  leyfurcs-, 
taking  great  delight  in  his  owue  jdifcour- 


Phdidrus.  O  Socrates,  thou  fpeakeft  of 
amofttrue  paftime  indeede,  inftcadeof 
that  which  is  of  fmall  valew,  and  woorth 
nothing:  when  a  man  delighterh  in  feri- 
ousDiicoiirfe,he  fhall  ruminate  on  lu- 
fticc>and  all  thofe  other  cfpeciall  matters 
by  thecremembred, 

This  was  the  opinion  of  Socrates , 
yyhichwas  much  more  (weete  and  hu- 
maine,  then  that  of  our  Druides.  Socra¬ 
tes  alwayes  preferred  knowledge,  confi  - 
(ling  in  memorie  and  lining-  wordes^  be¬ 
fore  that  of  the  dead  Letter  :  neuerthe- 
lefic,  hee  allowed  writing  to  bee  but  as 
y  help  to  forgetfulncfle.I  could  wifh  that 
this  Opinion  had  beene  as  pkafingvnto 
the  Druides  for  then,  wee  iliould  haiie 
hadnoneedeof  ftraungers  goodes,  as  to 
borrow  any  thing  of  the  Greckes,but  con¬ 
tinued  fatisfied  without ownc  coiintrycs 
aboundance.  Neyther  by  meanes  of  the 
Latines  and  Greek, sfhould  wc  haue  iear- 
ned  difciplines  by  paine  and  fiudy e,  after 
the  nature  of  other  ftraungc  Languages  ; 
but  with  great  plcafure  and  contentment 
ofminde,  wee  fhould  hauc  fuckt  them  as 
milk  from  our  nprfe:.  brefts.  All  the  youth 
pfa  man,  albe^:  ftudy  were  fharpe  there- 
to,fhould  not  fo  hardly  haue  (pent  it  felfe 
ill  learning  Greeke  and  Latine  Letters; 
yetfeemingbut  as  an  enteraace  into  the 
common  rode.way  ofhberal  ftudies,  whe 
we  rather  (hould  haue  riinne  out  our  full 
epurfe  so  the  end;.,,  ^  long  and  laborious 
time  of  ftudye  was  required  in  apprehen* 
ding  the  Greeke.  and  Latine  tongues,  to 
ynd^rftand  Homer,. Demo fihenes^  Virgtl,Ci- 
and  others:  whereas  contrary-wife, 
without  trauailc,  and  with  exceeding  de- 
Jight,.we  might  hauc  (bng  the  Hymnes  & 
Poems  of  our  Bardcs,  hauing(naturally) 
the  true  vnderflading.both  of  their  words 
andfcnlc*  , 

f,.,  The  loue  which r they  bareyhto.thevr 
epuntrey ,  and  tp  y^rcue  it  felfe,vy  as  ouer- 
abpunding  in  feuerity.  -  ¥or],p\xx  Druides 
fought  alt  mcan^s,  whereby  to  make 
G  au?c  furpaife  all  p^er  N  atipns  ,-no  t  on- 
IXtin  a^iipns  pf  Amies  ;-bui  in  the  honpr. 
p£J?i(ciples ,  apd  in  coueiing  to  banjfh 
jdlenelfe  from  th^.G aulcs  mipdps >  they  1 
difi^jberited  th^ir  pp(lerity,..pfj^ 
rich  and  vnualewablq  patrirpony-pf  anci- 
ptudifcipliuesvlnthedpingyyb^rof^^^^ 

buried  in  perpctuall  obliuion,the  Gaples 

th^  had 
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The  Gaules 
hod  rare  artes 
&  difciplincs. 


a  hope,  iTaoiild  haiie  lined  and  flouriihed 
forenerjonlyby  the  mcancs  of  hindring 
writing.  But  in  vaine  do  we  now  make 
our  complaints :  ncucrthclcfle,forrow  re- 
maincth  ftill  with  vs,  ?b  wiih  (how  vainely 
foeucr)  thatithadbeenefo.  Andyn- 
doubtedly  (in  this  cafe)  they  might  iuilly 
accufe  the  vilenefle  of  the  Romane  ambi¬ 
tion,  which  vttcrly  ruined  theSchooles 
of  t^h e  Dr uides  *  Wee  may  therefore  fay 
with  the  Poet, 


was  to  bee  Cccncm  Syria  i,  in  the  time  of 
^clpajlan,  Eujebifis  likewife  reportcih, 
how  the  Egiptians  learned  them  of  Abra¬ 
ham  5  and  that  the  Greckes  afterward,  did 
fet  downe  thofc  Artes  in  writing,  &  then 
publilTacd  them  .  But  our  Druides  (as  1 
haue  formerly  faide)  gaue  them  topoflc- 
rity, according  as  they  had  rcceiucd  them 
from  the  hands  of  their  fathers  ^  difputing 
many  mattcrs.touchingtheStarrcs,'  and 
their  continuall  motions. 

Mela2\{o  wrireth,  that  the  Druides 
made  profefsion,  concerning  the  motion 
of  He^enjandof  theStarres.  Aftrolo- 
gy  was  Inch  a  thing,  as  it  could  not  any 
way  be  taught  on  learned,  except  (before 
hand)  a  man  had  dudied  Arithmcticke  & 
Geometry .  For  the  calculation  of  the 

A  further  addition  to  the  Artes  and  Scien- 1 
cesyt'aught  among  the  Gauls  Jry  their  Dru-  \  and  interiTailes  oftlie^Sr ^  ediilances 

'  ‘  ‘  '  ^^^ght(nrft  ofall)  Aiithmctickand  Geo- 

naetry, which  are  Arts  that  make  Aftrolo- 
gie  to  be  ynderftood. 

.  _  • .  e.  . 
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li^e  ought  to  mournef^  all  thefe  mart  all  thing. 
^JMay  t ouch  their  hearts . 
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^  ‘  -  j  ...  uc  vuucritooa. 

VT  Ictvs  come  tothc  Ma-  Bertff^evtah,  :that  there  was  fome 
tl]ematicall  Arics,  whereof  i^ufickjeintheHymnesandPoemsoftHe 
^.^^rf^akeeb  whcnhefai-  Bardes.^  :4»>o>ti^eCelts  (i2dthht)  a  Bar. 

dewas  much  renowned,  for  the  inuentionof 


DisjSarron, 
Druis. 


It/cff)  in  Hb,\ 
<k  .antiquit. 


./  •  •  '  /7  r  r  Ane/;m^ic.railputed 

thetrmotm.nftk  manyithings,  concerning  tiK  greatLs  of 

world  and  the  earth ;  This  was  the 

Wd  forme  of  the  a,or!d  and 
cienrdi^iplinesjleftfromthefathcrto  earth,  which ■  fayeth,  the  Druides 

thcfqnne  by  Pw,Sarron,au4Druis:v,bkh  taught:  This  was  thehCofmography  & 

I^^.themfclues.prcfcrued  carefully  ha-  Geography,  and  the  dilufed  dh 

.u^greceiucdthem  (from  hand  to  hand)  nets  things  ofthat  hatiire.  As, what  was 

a  ?  f«dng  in  the  Weft,  to  his  rifirg  in  th^ 

,Ws,teftifieth  conccrn.nphc  ancient  Fa-  Eaft:  what  was  his  largeneife  from  the 

bvrb?  i  ■  Pole,fofarreas  the fmalleft'circle  there- 

T  p  1,  I  u  Tropick,and  then  from  the 

enS'^uh  SEs  1  •  T"  T  Tropicke,fo  farre  as  the  Equitor,  which 

js  in  the.midft;  what  wctc  ihe  Zoncs  of 
^  wasthiKd  •  K  lheearth,,whicharcafsignedaqdfublec- 

W^thu  .done  thatifthatofwrthftiopld 

'f  tbeftood:  yet  were  inhabited,  and defert,  byreafono'f 

S?,  u  mightremainc  intire,  coldprhcate,and  which  were  temperate 
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.^-9,4  yccldj)[icn means  to  apprehend  what 
thereon.  The  fame  Author 
witneflcthj^that  the  fame  Pjiilar  of  ftone 


a  A 


And  hovVtEi>ropc,Afia,and  Affrica  were 
diuided,and  feparatc  cwiefrom  another^ . 

^  Their  quclhonsof  Phyfick,  were  con¬ 
cerning 
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1  ccrnine  Principles, that  is  to  fay,  the  mat- 
and  forme  of  things :  as  Fire,  Ayre, 
amonlthc’  Water,Earth.  Whence  all  thmgs  were 
Gaulct.  I  engendred  ;how  they  perifhed,augmen- 
tcd,decreafed, altered  and  moued .  The 
I  profclToiirs  (among  the  C?4»/«)  ofthefe 

PoctSjOr  Prophets  jwhojoucr  and  beliac 
other  things ,  concerning  Phyficke,  prin¬ 
cipally  taught  this  Oracle  j  proper  lo  the 
.Country!,  7'hM  thewoHd  wtiP jowetifftc 
\perijhbyjiTe^iiyidby  'ip(^iiteT*  The  fame  Do- 
1  (^^iours  are  called  (by  Ad^YccUwti^  Bub^^ 
ges.  The  Eubages  (faith hee)  feekinginto 
the  ^ery  highejl  ^  deepeJfpUYts  of  the  edrth^ 
laboured  to  difeouer  thcfecrets  of  the.  Thele 
noble  difciplines  then,  were  wont  to  bee 
taught  of  the  Gaules  ^  and  in  the  Gavdes 
language  onely. 

Heere  wemay  notomit,  torcnicm- 
Two famous  bcTtwo  iTioft  excellent  Philofophers  a- 


iMeljedyj  ^ 

c4^rMcondemnedtoM^  gre^itfm^  j 

of -money.  Hefdde,he^dtd  not  repent,  hm- 
felfelor  not  crediting f  ich  Angmes. at  hap¬ 
pened  to  him  when  hee  went  towards  Pom- 
pey,  hatting  fnaintained  with  hts  forces,  the  | 

authority  of  the  S  enate,and  liberty  pf the  Ro- 

mane  people,  with  the  dignity  of  the  Empire.  ^ 

And  that  the  Birds  (to  who f  gi  Anaagurygi- 

uue  faith)  had '  well councelled  ana,  adutjea  |,y 

%m  :  yet  notwithlianding,  heemademuch  .oDciourus. 
• . J  a  Tfppynp  nr  his  fJO"" 


Philofophers 
among  the 
Gaules,  made 
immortall  by 
Ci^rohim- 
(elfc, 


Cicero  in  lib. 
^,de  ojjic. 


^  A  fearching 
ouc  of  natural 
thingSjOr  a 
rcafoning  of 
the  nature  of 
I  any  thing* 

h'Akingof 
I  Galatia,  who 
I  Cicciodcfcn 
I  dedy  being  ac 
culcd  to  haue 
confoired 
Cxm*  death 


(iceryntHB. 


niong  them:  that  were  commended ^yea^ 
and  confccrated  to  immortality,  by  the 
words  of  Cicero  •  The  one  was  Dtuitiacus^ 
(of  who  wee  haue  fpoken  already)Prince 
of  the  Heduans ;  the  other  was  Veiotarus^ 
King  of  the  Gaules  in  Jijia  •  Speske  then  , 
noble  Cicero^  and  remember  vs  of  our  fa¬ 
mous  Druides.  In  Gaule  there  were  of  the 
Druidesfimong  whom  J  my felfcknew  Ditii- 
tiacu^sthe  Heduama^  the  man  that  receiued 
me  into  his  houfe^  and  made  account  of  mee. 
This  man  made  his  ‘ziaunt^  that  bee  knew  the 
reafon  of  Nat ure,w Inch  the  GreekeS  named 
*  Bhyjiologia ,  and  could Jpeakc  oj  things  to  ^ 
come  partly  by  Augurie^andpartly  by  conie- 
enures.  This  Dimtiacus  (as  it  is  very  like-^ 
ly)  wasthcHoftetopVe’r^,  by  reafon  of; 
the  Druides  knowledge  which  was  in  him* 
But  what  doth  he  fay  oP  Deiotarus}  How 
is  it  that  this  Oratour  commendeth  him  ? 
But  wherein  (faith  hc)lball  I  make  mention 
of  king  Veiotarusphat  moft  famous  ^  right 
toorthy perfonagc  our  Hoste^  thatneuer  did 
any  thingM^  p^efagp  f  ForyWhen  hee 
wits  returned  from  avoiageyWhich  hee'had 
formerly  purpofred  and  rej olue d  to  make  c  the 
chamber  wherein  hee Jhould  haue  lodged  (if 
he  had  continued  his  iourney)  fell downe  the . 
mghtetfuing*  And  therforeyos  I  haue  often- 
tmes  heard fromhirr0e  y  hee  made  many 
paufes  and  returnesfrom  that  one  z)outge 
albeit  he  proceeded  m  many  other  befide.  Ci¬ 
cero  (peaking  further  of  the  fame  man,(ai- 

cch.  Hee  performed  one  zjery  notable  aHi- 

oftywhen  he  came  backe from  the  kingdome  of 


ons.  Thefe  are  the  words  of  learned  Ci¬ 
cero  to  whom  both  Gaule  and  Galatia  arc  gj  qj. 
for euer  beholding:  becaufe,  byfo  wor- 
thy  a  teftimdny,he  preferued  the  memory 
of  2.fuch  famous  Philofophers  of  theirs.  | 

Butwhac  {ball  Imofl  prcferrein  tins- 
placc^f  not  our  fighes  and  tearcs,  as  true 
witnefles  of  our  mifery  ?  Heeretofbrc,  caukcom- 
commanded  ouer  the  Italians  and 
Grecians,and,infted  of  the  goods  of  For 

J  Icaiiacs. 

tune,  which  arc  but  of  Imall  worth,  and 
giuc  to  men  as  ftipendary  wages:fhe  gauc 
them  the  goods  of  the  mindc  in  recom-  ^ 
pence, which  were  (indeede)  much  more  i 
precious.  Greeccand  Italy  vauntedvery 
proudly,  bccaufe  they  had  Mathcmatiti- 
ans  and  Philofophers :  but  that  glory  was 
(formerly )  ours ;  thofc  praifes  diftilled 
from  ourFountaincs:  which  did  mccrcly 
dry  vp  thcmfelucs ,  becaufe  th'ey  would 
not  rampier  and  .defend  their  ownc  pow¬ 
er, by  writing.  Vot'Gaulc  might  haue  had 
'Gaulith  EucUdcs,Ptolomes,Plat(KS,Arifto- 
tks,3\\di  others  b'efidc,  farre  more  excel¬ 
lent  men  then  all  they  were .  But  let  vs 
ccaCic  our  bo'otiefle  complaints,  &  come 
now  to  the  Theology  or  Diuinity  of  the 
'Gaules. 

The  Druides  (aboue  all  things  elfe)  ^  niv-i? 

would  haue  men  to  beleeuc,  that  their  vied  among 
foules  could  not  die:but  that(aftcrdcath)i 
they  departed  out  ofonc  body,  Scentre'di,  mcnsioulcs 


The  pride  of 
Greece  and 
Italy,yet  pro- 
cceuing  from 
the  Gaules. 


into  another  .The  reafon  of  this  their  opi-; 
mon  was:thac  it  was  the  only  encourage¬ 
ment  to  vercuc ,  becaufe  fcarc  of  death 
wasthcreby  held  in  high  contempt.  I  fet 
downe  this  their  perfwafion  of  immor¬ 
tality  ,0$  rhe  principall  foundation  of  the- 
Gaules  Religion  and  Theologic,  vvWch^ 
the  Greckes  and  Latinos  did  enuioufly; 
celebrate.  The  Gaules  (bsjt'Ai  Diodor 
after  their  tepafes  and  fee  dingy  hadacu- 
(iomCy  to  defie  one  another  z^nto  the  Com- 

hate. 


could  not  die. 


Diod.Pt  Lib:U 


Chap.i^ 
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Written  Let¬ 
ters  caft  into 
fires  that  bur¬ 
ned  dead  bo' 
dies. 

Strabo  in  lab, i 
cap,7» 


Pompotiius  M&‘ 
lain  lib. 


Death  freely 
and  volunta¬ 
rily  i  mb  raced 
byiheDru* 
ides. 


The  words  of 
Ouidof  the 
foul  es  immor¬ 
tality. 


The  error  of 
the  Greek’es 
and  Latines, 
concerning 
the  Gaules, 
which  were  of 
moi;e  antiqui¬ 
ty  then 
goras. 


batc^  without  mukingany  reckoning  of  their  \ 
liues^  for  the  opinion  of  Pythagoras  preuai-  ' 
led  with  them :  7hat  ,the  foules  of  men  were 
immortall^and  that  after  the  death  of  the  bo¬ 
dy.,  within  a  certaine  while:,they  came  agame  | 
into  other  bodies .  And  for  this  caufefome 
would  cafi  written  Letters  into  heapes  of 
wood,  prepared  as  bon-fires  to  burne  mens 
bodies  in,  as  if  the  dead  were  there  to  r'eade 
them.  Strabo  affirmethas  much.^  They- 
were perfwaded  (faith  he)  that  .mensfoules. 
were  not  fubieSis  to  corruption  or  mortality: 

Pomponias Mela writeth  thus.  There 
was  one  thing  which  the  Druideshelde  and 
maintained,  to  encite  men  (thereby)  with  the 
better  will  to  warre :  That  mens  Joules  were  ■ 
eternall,  and  that  the  dead  liued  another  life, 
whereupon,  when  they  burned  dead  bodies, or 
buried  them,  the  whole  account  of  their  for¬ 
mer  Hues  negotiations  was  interred  with  the,' 
ejjecially,if  any  thing  had  beene  borrowed,  it 
Was  to  be  redemanded  of  them. '  Some  were 
found,that  voluntarily, and  with  their  owne 
goodwill,Would  throw themfelues  into far¬ 
ming  fires, and  burned  fuch  things  as  neerejl 
and  deerefi  appertained  to  them,  euen  as  if 
they  were  to  Hue  with  them  *  .  Mela  report ' 
teththus  ofthem,  wherein  we  may  note 
the  fame  reafon  of  this  perlwafion^  which' 


alfohcldjto  wit:  that  by  the  con-, 
tempt  of  deathj  the  Gaules  might  make 
themfelues  the  more  couragioiis,  and  var 
liantly  di^pofed  to  warre ;  and  it  is  very 
likely,that  the  contempt  of  death^where*' 
of  we  haue  formerly  fpoken^  proceeded 
from  hence.,  - 

V dler.im  Maximus  fa  his  fecond  book'e  j 
maketh  this  relation,  jbethmkeme  (faith 
>  he)  of  the  ancient  manner  of  the  Gaules,  who 
are  f aide  to  haue,  acuHofne,  Yo  lend  out  mo-^ 
nies,to  be  repaied  them  againe  when  they  wer 
in  the  lower  regions  d  For  they  held  it  as  a 
matter  moH  in  fallible, that  the foules  of men 
were  immortall: .  and  I  Jhould  haue  reputed 
thefe  menfoolifhjbut  that  the-Bracchates  like- 
wife  held  the  fame  opinioniwhich  Pythago¬ 
ras  *  Pallium  did .  Siichia  number  of  Au¬ 
thors  then^  doe  confent  with  con¬ 
cerning  the  opinion  which 'the  GaAles 
had^of  immortality.  And  hecrel-ma/ 
not  negligently  let  paffe ‘%hat  thefe  Aiii 
thors  (aboue  all  things^efe)  do  ’refufe  to 
confefTcithat  the  Gaules  were  the  firft  fa¬ 
thers  of  Philofophy.  Pythagoras  mdlmui- 
nedjthat  the  foules  of  men  were  immor- 
i  tall'j  and  Plato  ,  (following  him)  faieth  the 
fame.  ^  Itis  alfo'  the  opinion  of  the  Phi- 
'lofophcr^whichO«/Wrcmembrcth. 


yakrtMaxim 

lib.i,  ,  . 


t  ■  r- 


*  Pallium,  for 
the  Latine 
word  Pallia- 
tus, which  is 
as  much  to 
fay,as  clothed 
wjihaRobe,c 
which  they 
called  Palli- 
um,&  which 
the  Philolb- 
phers  vied  ta> 
weare. 


Other  pointi 
of  the  Gauls 
religion. 


/  '  Mens foukdare  exempt  from  death,  ^  .  ‘ 

:  C  v'I;-  Andleauingiheir first  lodgings  •y  a/' ^  j  i  - 

Liuealwaies  in  new  dwellings,  G  ..  'cj- 

where  they  haue jrejhentertaiment,. 

i  “  This  (I  fay)  was  the  iudgeiricnt  of  Pythagoras^  fiom  whence  enfued^  that  the  Gauls 
(by  report  ofthe  Greekes  md  Latines)  wcvtmzdcPythagorians  ^  and  fo  meerely  bor* 
rowed  this  o'pinion  bf  immortality.  But  to  fhew  ofwliat  great  ambition  this  error 
the  fillieft  iudgement  may  eafilie  apprehend ;  in  that/or  a  long  time  before  Pythago- 
goras  was  borne5this  opinion  of  the  Druides  liued  among  the  Gaules  •  ‘Wherefore  jl 
may  very  well  aflure  that  which  hath  formerly  beene  propofed :  that  Greece  was  not 
Schoole-miftreffe  to  Gaulefiw  rather  her  fcholler.  'NeuerthelcfTc^thb  did  not 

allow  of  that  *  Metempjychojis  yhzt  is  to  fay  jthe  changing  of  foules^which  Pythagoras 
maintained^as  pafsing  out  of  humane  bodies,  into  other  of  brute  beafts :  For  they 
did  not  beleeue^that  of  men  they  became  beafts,but  that  they  were  made  men  again^; 
in  other  bodies.Thc  Poet  L/^i^^/^^affirmeth  the  fame. 


i.i"  'U  1.4 
■  ■  I.li 


:  ti 


;  .  ^  f  !"* 


— . — - -  ^  -’-^According  as  you fay, 

Thofe  fhadowesgoe  not  irito  thefilent  dwellings 


t; 

1  '■j  I  .  »• 

,  r-r  .yyy 


. :  -V  ‘  Cf  deepefl  Erebus,  or  the  pale  Countrf"^'^-'  ^  ‘  v; ..  ,• 

<.  r.c;;-  ’  of  King  Pluto  beneath. The f elf efamejpirit  enters 

Into  another  body :  And  dflortg  If e  -  ; 

;  •  ^  yy.  ’  Led  in  another  worldly oU  Jing  fi^ofi  trmlp  •  -  • 


'  1  ;  ( 


.  i 
> 

.  r.  -.ilN 
• 

.'‘i.-ijb 


Tranfmjgra- 
tionorpalTage 
of  the  foule 
from  onebq: 
dy  to  another 


iucan:mHb*j9 

;  ♦  ,  .  fl  * 
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Proceede  we  now  to  other  points  ofthe  Gaules  rcligion.Thcy  difpiited  very  much, 
concerningthe  power  and  might  of  the’immortall  Gods,  and  made  profefsion  (as 

Me/a 
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i  Ms  faith)  to  know  what  the  Gods  would  hauc  them  to  do  •  They  adored  the  Gods, 

^^ercury^  Apollo^  Mincrndy  Jupiter  Mars ^  holding  almoft  the  very  fame  opinion, 
which  other  nations  did  jto  wit :  That  Mercury  was  the  inuenter  of  ArteSjand  a  guide 
to  men  on  their  wayes  and  voyages :  That  he  could  hclpe  much  in  the  gayning  or  mo- 
nie,and  in  the  affaires  of  Merchandize,  being  fuch  as  the  Poet  feigneth  him. 


Mercury  re¬ 
puted  to  bee 
the  God  of 
MedageSt  and 
the  inuenter 
of  Arces,as 
•Ifo  a  guide 
to  traucllers 
in  their  iour< 
nics. 


Mgrcthmlib: 


Omd:in  Meta' 
morph. 


Mincruathc 
Goddefleof 
all  ingenious 
deuife;^ 


The  power  of 
lupicer  and 
Mart  in  their 
feuerall  con* 
ditions. 


3  ‘  : 

Di^arjn  lib.  ^ 


Cniclry  cr* 
etnplified  by 
the  ancient 
Romanci. 


He Jpake  the  wordy  and  the  God  Mejfenger^ 
immediately  was  ready  to  begone. 

He  (aliened  to  his  feete  his  light  wingd plumes , 
which  at  his  heeles  do  be  are  him  through  the  windeSy 
Mounting  and  falling  with  their  ninwlejiight : 

*  One  while  on  LandyOnd  then  •vpon  the  waues. 

He  tooke  his  RodyOnd with  that powerfuU  Rody 
He furmnond  ^  aloft  pale  meager  GhofiSy 
F  rom  the fid  (hades  yOr  elfe  dow fend  them  thither* 

And  therewithal!  he  doth  controle  our  (ports. 

Waking  or  Jleeptngyhe  cornmandeth  all: 

,  -  And fome  into  eternalljleepe  to falL 

• '  * 

‘  For  this  Rod  of  his, was  taken  to  be  the  power  of  Artes,  the  guide  to  traucllers  on 
the  way, and  the  rich  gainc  of  Merchants.  made  his  prayers  to  Hercuricy 

(and  as  Marcellimtsfmh)  he  was  reputed  to  bee  the  moft  fudden  fenfe  in  this  worldc, 
that  moueth  our  thoughts, according  to  thedodrineof  thofe  Diuincs.  This  was  the 
power  which  the  Druides  gauc  to  Mercurie,A6  for  that  of  Apollo, he  was  faid  to  cure  & 
helpe  difeafes  and  ficknefre  5  as  the  God  teftifieth  of  himfclfc  in  Quid. 

Phyf  eke  is  rmnOyand  through  the  rniuerf 
Men  call  to  me for fuccour  in  diHreffe. 
Thc'vertueofallhearbstomeisfHbiel}* 


The  might  of  Mineruafaty  held  to  be 
thus :  Thar  flicc  gauc  the  determination 
of  all  workes  and  cunning  dcuifcs.Whcr- 
vpon  the  Poets  fcigncdjthat  iTic  was  bred 
and  borne  in  thebraineof  her  father /«- 
pher.  They  were  perfwaded  alfo,  that 
Jupiter  had  command  ouerallthc  other 
Gods, and  that  Mars  gouerned  in  warres; 
to  whom  oftentimes  they  made  vowes 
(when  they  had  determined  to  giiic  the 
enemy  battaile)  of  all  fuch  things  as  they 
(hould  take  in  fight.  And  if  they  won  the 
day,thcy  would  facrificc  all  fuch  Beafts  as 
were  taken,  and  bring  away  all  the  reft  as 
booty.  relating  almoft  the  very 

fame,  faith  farther  ;  that  they  facrificed 
their  prifoners  and  captiucs  to  the  Gods. 
But  you  wil  fay, that  this  example  was  too 
crucll.I  confcfTcas  much,biit  muft  anl'wcr 
yc  vvithall :  that  it  was  borrowed  from  the 
ancient  Romanes,  who  wold  put  to  death 
in  their  prifons,  the  very  braucft&  moft 
valiant  Captaincs  of  their  enemies.  And 
many  times  for  a  publike  (pcdaclc,  and 
before  the  common  people ,  they  were 
giuch  as  a  prey  to  wilcft  Bcafts,  to  be  dc- 


uoured  by  them  in  cruell  manner.  Some 
of  the  Gauls  did  bumc  in  their  (acrificcs, 
fuchBeafts  as  were  taken  for  booty,  and 
('with  them^  did  put  the  enemy  to  death, 
or  elfe  torment  him  witli  other  paines. 

"IhcCelts  had  an  admirable  and  par¬ 
ticular  obfeniation  in  their  Temples,  to 
caft  or  fpred  abroad  a  great  dcale  of  their 
gold  and  lilucr.  Now  dbeit  this  was  a  na¬ 
tion  very  greedy  and  couetous  :  yet  not- 
vvithftandingy  there  was  ncuer  found  any 
man,  among  the  rndeft  inhabitants  of  thcv 
country,  that  durft  fo  much  as  touch  one 
pcccc  thereof,  fuch  was  their  refped^and 
rcucrcncc  to  Religion  •  Ncucrthclcffc, 
fuch  offrings  may  (perhaps)  feeme  more 
proper  and  conuenient  for  Mars :  bccing 
called  ('in  ancient  times)  bythcGrcckc 
Poets,  The  plague  of menyor  the  Murderer. 
And  yet  fuch  cctcmonics  alfo  were  com¬ 
mon,  and  vfedin  the  facrificcsof  otlicr 
Gods.  The  whole  nation  of  the  Gaules 
(ysCdfar  affirmeth)  .weregreatjy  addic¬ 
ted  to  Religion, and  by  this  occafion,  fuch 
as  were  vexed  with  anygrccuous  difea¬ 
fes,  or  they  that  were  in  warre,  or  in  any 

 otlicr 


Apollo  taken 
CO  be  the  God 
of  Phyficke. 


An  clpcdall 
obferuaron 
of  cheCe  cs 
intlicirTcm* 
pics. 


Names  giuen 
to  Marsjby 
the  andcnc 
Grcckc  Poerf 
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Religious  fa- 
crificcs  infti- 
ruled  pub- 
likcly. 


Dtodof'm  IIK% 

Philofophers 
andDiuines 
called  Sarro 
nides* 


Aftrangc  ob- 
fcruation  of 
cfaeSarro^ 
nides» 


The  manner 
of  their  lacri” 
fices  in  the 
prefence  of 
Philofophers, 


Other  pcrillof  life  :  did  facrifice  men  as 
their  oblations  &  offerings,  or  elfe  made 
vowes  of  fiich  facrifice?.  For  they  held  a 
feiiere  opinion,  that  if  for  the  life  of  one 
man,  the  life  of  another  was  not  iuftly 
rendred  :  it  was  impofsible  ro  appeafe  the 
anger,  or  fatisfie  the  will  of  the  immortall 
Gods.  And  fiich  manner  of  facrifices  wer 
piiblikely  infticuted,  as  triiely  declaring 
admirable  Religion,  and  mcruailous  per- 
(wafion  of  the  Gods  might  and  power ; 
whereof  the  Greeke  Authors  made  not  a 
iotc  lefle  account  and  eftimation. 


CHAP.XIIII.  . 
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/■ 

of  the  Oimmtion  •vfed  by  the  Sarromdes, 
who  were  a  kindeof  Philofophers  among 
the  ancient  Gaules  ^their  manner  of  obla¬ 
tions  and  facrifices :  As  alfo  of  their  fpelsi 
charmes^and incantations,  . . 


-  i  i , ;  . 

Jodorus  further  faycth,,  that 
Tome  other  Philofophers  & 
Diuines,  were  held  in  great 
honour  &  reuerence  among 
them,  whom  they  tearmed 
Sarronides^  that  vfed  diuination :  and  be- 
caufe  they  fore-tolde  things  that  were  to 
come,  as  well  by  auguries,  as  facrifices; 
they  were  highly  efteemed  oftliem,  but 
efpecially  of  the  common  people,  who 
performed  great  reuerence  to  them.  And 
when  they  held  any  councell,  concerning 
matters  of  import  and  confequence:  they 
obfetued  a  very  admirable  ciiftome,  and 
almoft  incrcdible.For  they  would  cut  the 
throte  of  a  maojand  when  he  fell  downe ; 
eyther  by  the  manner  of  his  fall,  or  fepa- 
ration  of  his  members,  or  fludion  of  his 
blood  ("by  along  and  ancient  obfcriiati- 
on^  they  attained  to  the  knowledge  of 
future  things.  Their  cuftome  alfo  was,ne- 
ucr  to  make  any  facrifice ,  without  the 
prefence  of  fome  Philofophers :  as  hol¬ 
ding  opinion^that  facrifices  ought  to  bee 
performed  by  fuch  men,  as  participated 
in  the  diuine  nature,  and  came  neereft  to 
the  Gods.  For  by  the  prayers  of  fuch 
men,  they  were  perfwaded,  that  good 
fortune ^and  fucccfTc  fliould  be  defired  of 
the  Gods,  and  ihcir  councell  alfo  to  be  c- 
fpccially  vfed,  both  in  the  times  of  peace 


and  warre.  Heercto  may  be  rqferred^that 
which  Cdfar  laith,  in  the  fift  Book  of  his 
warres  in  Gaulc  .  Whofoeuer  came latejl 
to  theaffembly  madem  Armes  beeingjirf 
affixed  with  diuers  torment s^,  Wits  after¬ 
ward  put  to  death  before  the  whole  multi  ^ 
tude,  Moreouer,  Strabo  faith ,  that  they 
would  faftena  man  vnto  a  Crofle  in  their 
Temple,  and  there, fhoote  him  to  death 
with  Arrowes,  . .  ;  ,  •,  ^  ^  -  r 

The  fame  Author,  agreeing  with  Pof 
Jidonifts  and  Artemidorusfgiiih^ihcic  were 
certaine  which  dwelt  in  an 

Ifland  3  neighbouring  to  the.  Riuer  of 
Loyre^  and  .ofcertaineAiiguries  done  by 
then),  according  as  two  white  Crowes 
mooued  their  right  wings;  which  ncuer- 
thelefle  is  reputed  to  be  fabulous.  There¬ 
fore  that  which  ArtemidortPs  faith,  I  hold 
more  agreeable  to  realon,that  in  an  Hand' 
neere  to  Brittaine,  fuch  and  the  like  facri- 
fices  were  performed,  as  the*^  Samothraci- 
^;^/oblerued,in  thehorK)urof  Ceres  2nd 
Proferpina.  C afar  purfuing  the  felfe-famc 
pccafi9n,faieth;  that  there  were  others, 
who  had  Idols  of  immeafurable  height, 
the,  members  of  whofe  bodies  were  fra¬ 
med  of  Twigs  and  Ofiers,  which  beeing 
filled  with  lining  men,?^  fet  on  fire;  there 
they  dyed  moft  miferably.  Befide,  they 
imagined,  that  the  punifiiments  of  liich 
as  were  apprehended  for  robberies  and 
thefts,or  any  fuch  like  offencesjwctc  moft 
pleafing  to  the  immortall  Gods,  &  thefe 
they  made  moft  vfe  of  in  thofe  Idols .Ne- 
uertheleffe,  for  want  of  fuch  offenders, 
they  made  no  difficulty  ^n  putting  honeft 
and  innocent  perlons  to  the  fame  afflidi- 
on,  whenfoeuer  neede  andoccafion  re¬ 
quired. 

Strabo  writcth  the  fame  of  their  Sta- 
tues,fay  ing.T/^f/  builded  a  Colofm  ofwood^ 
many  parts  whereof  were  enterlaced  with 
Straw :  and  therein  they  burned  all kindes  of 
Beafls^  and  men  alfo  among  them.  But  Dio¬ 
dorus  faith,  that  in  making  their  facrifices 
to  their  Gods,  they  vfed  an  impiety  an- 
fwerable  to  their  beftiall  nature.For3after 
they  had  kept  (for  the  fpace  of  fine  whole 
yeares)  fuch  as  were  attainted  and  con- 
uinqedof  notorious  crimes ;  they  would 
fpit  them  on  flakes,  from  the  fundament 
to  the  mouth,  and  fo  facrifice  them  vnto 
their  Gods .  Then  placing  them  vpon 
high  piles  of  wood,  and  putting  fire  to 
them;  this  was  the  manner  of  their  im- 

•  molation. 
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molation.  Tomfonm  MeU  fpcaketh  thus 
of  the  G  auk  s .  They  are  a  proud  Nation^ 
ftiperliltiom yind  cruell  fometimes :  for  they 
eerily  beleeucyhat  men  are  the  beji  and  mofi 
acceptable  facrifices  to  the  Gods, 

Ncuerthelcflc,  wee  ihallnotthinke 
ftrangeljTj  that  the  Statues  of  the  Gaules 
Gods  vvereoffiich  excefsiue  height.*  if 
we  but  remember  only  what  Pliny 
in  34.Bookc5and  feuenth  chapter. 
held  ({kithhcc) 'huge  mdfie  Statues  of  new 
inuention^yvhich  they  calledColojfes^  ^  were 
no  lower  then  Towers ^  but  of  equall  height » 
In  the  fame  place  hee  fpeaketh  of  a  num- 
her,  among  which  he  Apollo  Cag 

pkolinus  dbcing  of  thirty  cubites  in  height: 
Jupiter  T arentini^  ^  which  was  forty  cu¬ 
bites  high:  The  Rhodian  SunnCjfeuenty  5 
the  thumb  wherof^  few  men  were  able  to 
embrace.  Apollo  of  Tufcanie^\\\(d(\  was 
in  the  Lybrary  ofthe  Temple  of  Augu- 
y^/iJ^jContained  fifty  foote  in  height from 
the  feet  vpwaf  d .-  That  of  Nero^  was  an 
hundred  foote  high.  But  oner  and  befidc, 
Zenodoru^hiihyhTLi  in  his  time  chfire  was 
one  made  in  the  fpace  often  ycares,  fur- 
pafsing  all  other  Statues  in  height  6c  big- 
nefle :  becing  the  Statue  of  Mercurie^oi 
ineftimable  valuc^and  made  in  Autiorgne^ 
a  Common-weale  belonging  vnto  the 
Gaules,  and  it  contained  fbure  hundred 
foote  in  heighc.Thofc  Statues  then  of  the 
Gaules  Gods, were  of  wonderfull  and  ex¬ 
traordinary  greatneffcjaccording  as  Ca^ar 
faith,  which  they  filled  full  with  lining 
men,and  fo  made  offerings  and  facrifices 
of  them. 

But  you  will  obiecSi:  vnto  me, that  this 
manner  of  religion  was  crucll  and  abho¬ 
minable:  whereto  I  muft  anfwer,that  fuch 
cruelty  was  common  vnto  all  other  ,Nati- 
ons,or  rather  proper  and  peculiar  to  the 
deemons,  6c  faniiliar  fpirits  of  each  coun- 
try.?" itm  Liuim  writeth,  that  fuch  facrifi¬ 
ces  were  made  at  Rome,  after  the  ouer- 
throw  at  Cannes.  He  faith  more  ouer, that 
in  the  interim  while,  certaine  extraordi¬ 
nary  6c  vnaccuftomed  facrifices  were  per¬ 
formed,  by  confultation  had  with  diuers 
fatall  Bookes, where  in  a  Gaule-man  and  a 
Gaule  woman,  a  Grecian  man  and  Gre¬ 
cian  woman,  in  the  market  appointed  for 
Oxen  at  Rome, were  laidc  along  vpon  the 
ground  aliuCjin  a  place  round  engirt  with 
ftoncs,which  had  ncuer  before  bccne  ful- 
lied  with  humane  offerings  or  facrifices^ 


and  there  they  were  facrificed  after  the 
Romane  ccremoniall  manner •  This  is  the 
affirmation  of  Titus  jjuius^  and  therfore 
I  (hall  needc  to  make  no  further  mention 
Arabians y  Thracians,  Scythu 
anSy  Egyptians y  or  Grecians :  confidering, 
that  Eyonifius  Halycarnafciis  fheweth  in 
thefirft  Booke  of  Romane  Antiquities, 
that  Jupiter  and  Apollo^  (becaufe  the  tenth 
borne  of  euery  male  childc  was  not  facri¬ 
ficed  to  them)fent  great  and  greeuous  ca¬ 
lamities  throughout  all  \x.7\s •Diodorus 
the  twentieth  Booke  of  his  hiftory,decla- 
rcih,that  (in  his  time)  there  was  atC^r- 
thage^  a  Statue  of  SaturnOy  and  fuch  like 
facrifices.  And  it  was  thought  (faith  hee) 
that  Saturne  was  offended  with  the  people^ 
bccaufe  that  in  ( former  times)  they  were 
wont  to  facrifice  to  himyhe  mojl  worthy  and 
beJi  borne  of  their  children^  F  u rthermore, 
that  by  the  fucceffc  of  times,  inftead  of 
their  owne  children,thcy  bought  and  en¬ 
tertained  others,  fecretly  nounfhing  the , 
and  afterward  facrificed  them  vnto  their 
Gods.  This  being  clofely  and  diligently 
difeouered,  6c  an  infinite  number  of  thele 
luppofed  found  out,  which  in  that  man¬ 
ner  had  bcene  facrificed,  they  were  eafily 
perfwaded  to  beleeue,  that  for  this  occa- 
fiononcly,  the  Gods  becing  difpleafed, 
fent  enemies  to  take  and  facke  their  Cit- 
tics,  becaufe  they  had  not  continued 
thofe  honours,  which  from  all  antiquity 
had  bin  done  to  the  Gods.Wherforc,the 
better  to  appeafe  them  again ^they  facrifi¬ 
ced  publikely  aoo.yong  mcDjfuch  as  were 
the  choyfeft  6c  beft  borne  among  all  their 
Nobility,  and  found  out  three  hundred 
more,  which  (with  their  owne  good  li¬ 
king,  becaufe  they  perceiued  themfelues 
to  be  fufpedfed)  gaue  their  lines  freely  to 
be  facrificed. 

They  had  a  Statue  of  Saturne,  made 
of  Brafle,  which  was  of  wonderfull  great- 
nefle,  the  hands  whereof  were  extended 
in  round  circling  manner  on  the  ground, 
and  children  jbeeing  followed  with  eager 
purfuite,were  enforced  to  enter  into  the 
j  roundure,  and  then  fell  into  a  very  deepe 
pit,  full  of  fire.  If  any  man  be  defirous  to 
baue  more  ample  and  certaine  teftimony 
heereof :  Eufebius^  in  the  fourth  Booke  6c 
feuenth  Chapter  of  his  Ecclefiafticall  hi- 
ftory,  rccountcih  many  examples  of  this 
Religion,  obferiicd  then  in  diuers  Nati¬ 
ons.  Affirmingfurther, that  in  the  time  of 
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Adrian^  and  when  the  Enangclitall  doc¬ 
trine  began  ro  appeare  in  feme  bright 
fplendour:  thofe  abhominable  cruelties 
vvcTu  commonly  aboliiTied ,  albeit  they 
remained ftill  among  the  Celts*  Neucr- 
iheleflc^/l/eA^  writeth^that  they  rooke  en* 
ding  in  his  time.  Moreoucr  he  faith/ome 
markes  oT  this  bnicidi  cnieltyj  formerly* 
aboliiliedjVct  notwithihnding,  whe  they 
brought  th^ir  offerings  to  their  Altars 5 
which  were  confecrated  and  dedicated  to 
be  lacrificedjthey  would  make  an  effiy  or 
proofe  ofthenij  and  with  much  delibera¬ 
tion.  Thefe  then  were  the  finifter  &  wic¬ 
ked  facrifices  of  the  Gaules^  whereof  Lu- 
r^/^^fpeakeththus.  j. 


4^ 
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\  • 

Tm  Druldefy  after you  forfookeyour  Arms, 
You  fell  to faua^e  and  bar  bar 0  us  cuH^omes 
of  wicked facrifees  *Otjly  to  ytru  w  us  oiuett, 
*Yo  know  the  Goos^andholi'tieJJe  of  Heaueri, 
Ornot  to  know  them  1. 


This  fhall  flifficcj  for  the  mantaer  of  fa- 
crifices  obferiied  among  the  Gauls 
(ball  we  now  fay^concerning  the  ceremo¬ 
nies  of  the  Bricaines*and  Qermanesf  Al¬ 
ready  we  haue  relatedjwhat  was  the  man^ 
net  of  behauiour ,  as  alfb  the  difeiplines 
of  the  Britaincs.  The  Germanes  (faith  C&- 
fir)  were ftrre  differing  from  thefe  cusloms 
and  orders:  For  they  had  not  thetrDruides 
to  command  m  diuine  matters,  and  to  take 
care  of  their ficrifrees.  They  held  opinion  of 
fuch  as  they  ipeheld^  and  by  whofeaide  they 
conceiued  themfelues  to  befuccored  manifeff 
ly  i  that  they  were  worthy  to  be  ranked  in  nu- 
ber  among  the  Gods :  As  'the  Sunne,Vulcane, 
and  the  Moone,  of  others  they  neuer  heard  a- 
ny  freech.  Thefe  are  the  words  of  C  far. 
Butr^f/>/iy,ouerand  befide  thefe,  fpea- 
king  of  the  Germanes  Gods^nameth  Tu- 
illon^ot  Teutonpx  God  borne  of  the  earth, 
and  of  his  Sonne  ^  Manntts^  who  were 
the  originalland  beginners  of  their  Nati¬ 
on.  Then  of the  Sonnes  of  Manwts^^ 
whofe  names,  the  neereft  neighbours  to 
the  Ocean,  called  themfelues  Ingenoties^^ 
and  they  that  dwelt  ncerertothe  middle 
^^%\o\\Hermtones  the  other  iHeno- 
Among  other  Gods,  they  worfliip- 
ped  Mercury^  in  the  honour  of whom,  it 
waspermittt  d  them  (on  certaine  dayes ) 
to  offer  humane  facrifices.  They  alfo  ap- 
peaftd  hercules  and  Mars^  by  the  facrifi- 
ccs  of  beaffs,  wiiich  likewife  was  permit¬ 


ted  vnro  them.  A  part  or  certaine  num¬ 
ber  of  the  S iveues^]pcYf ovmci  theirfdcri- 
ficcSjto^/yFr  .andyctjthe  caufe  and  01  i- 
ginaliof  fuch  ficrihcingjis not  certainly 
knownci 

Cafir,  in  his  firft  Booke,  attributerh 
charmesjfpels,  &  incantations  to  the  6^'r- 
manes ^\\ic\\  were  performed  by  women; 
For  wiien  Cffar  queftioned  with  a  prifo- 
netj  wherefore  AriouiHus  would  not  bid 
him  batt  rile :  he  found  k  to  be  a  cuftome 
among  the  Germanes^  that  the  mothers  in 
their  feuerall  families, did  declare  by  fpels 
and  vaticinations,  whether  it  were  profi¬ 
table  to  offer  battaile,  or  not,  and'  they 
would  fay  that  it  was  not  poffibic  for  tfie 
Gcr  manes  to  be  Con(|uerers,  if  they  g^ud 
the  battaile  before  the  new  Moone.  Ta  'ci- 
^^fpeaketh  much  more  of  diefediuina* 
tions,&  among  the  reft,  relareth  the  pre- 
fages  and  incantations  which  they  moff 
obleiued.  ihe^ery  fimpkll  and moji  ^uh 
gar  manner  of  their  ditming  (faith  he)  was, 
by  taking  a  branch  cut  off  from  a  fr'uite  tree, 
which  they  would  cut  into  diuerspeeces,with 
certaine  uery  knowledgable  markes  made  lap- 
ontheni^and afterward  throw  or  f carter  the 
( cafially,and  without  any  regard  at  all) 
on  fame  white  garment  Jf the  matter  were  to 
be  confulted  publike  f  then  it  was  done  by 
the  Priefr  of  the  C ity.  But  if  it  were  inpri- 
uate^or  particularly  5  the  father  of the  family, 
hauing  made  his  praiers  to  the  Gods,  and  efe- 
uating  his  eies  %}p  to  heauen,  taketh  the peeces 
of the  branch  by  three  and  tbree,andwben  he 
hath  Ified  them  aloft, he  onaketh  hts  interpre- 
tation,accor ding  as  he  find^eth  the  marks  that 
were  formerly  engrauen,  if  he findethe  cafe 
to  be  pr  ohibitedfe  maketh  no  other  confulta- 
Uon  (concerning  that  matter)  that  day  :  but 
if  he finde  it  to  be permit  ted,  then  he feeketh 
further  for  the  truth  thereof  by  other  kindes, 
ofpredidlions,  which. giueth  perfeTl  know¬ 
ledge  in  that plac  e  ,bot  h  by  oj^ueTlioned  ‘voices, 
and  alfo  by  the  flight  of  Birds, 

Moreoucr^it  was  proper  and  particular 
to  this  Nation ,  ro  make  experience  of 
prefages  and  aduertifements  by  horfes, 
which  publikely  had  beenebred  in  their 
\A'oods  and  Forrefts,  and  were  all 
wholly  white,  without  any  fpottc  vp- 
pon  them,  and  had  neuer  becne  labo-- 
red  or  employed,  or  vied  in  any  fcriiiee 
of  man .  The  Priefi,  or  the  King,  or 
elfc  the  Prince  of  the  Cittie,  faftc- 
ning  them  vnto  the  facred  Chariot 
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and  going  along  with  the :  did  very  hccd- 
fully  regard  their  neighing  and  noylcs  • 
And  there  was  not  any  other  prefage, 
whereto  the  peoplc(but  efpecially  the  ve¬ 
ry  principallperfonsin  the  Citty^yea^and 
the  Priefts  themfelucs)did  giue  more  cre- 
ditCjthcn  to  this:  as  perfwadingthefeliies 
I  that  they  were  the  Minifters  ofthc  Gods^ 
and  came  neereft  in  councell  to  the.They 
Aprcdiaion  had  another  obferuation  of  preftging, 
forthciucccf  whereby  they  could  foretell  the  iflue  or 
oE  ihcir  dan-  1  jj-  vvarres,how  cruell  or  dangerous  fo- 
cuer  they  were,  and  how  they  fhould  fuc- 
ceed.  They  would  take  a  prifoner  of  that 
Nation, with  wh5  they  intended  to  make 
warre,  and  he  fhould  combate  with  one 
ofthc  braueft  andmoft  gallant  fpirits  of 
all  their  owne  people,  &  with  thole  wea¬ 
pons  belonging  to  the  Country After- 
vvard,the  vi(Sl:ory  of  the  one  or  other, cur- 
I  ned  to  rhe  preiudice  and  difaduantage  of 
the  vanquilhed,and  of  his  Nation. 
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CHAP.  XV. 


The  manner 
&  ceremonies 
of  their  Fune¬ 
rals. 


Vaufan.inlhio 
de  ^eiBren. 


Whdt  Ceremonies  were  obferued  among  the 
Gmles^at  the  times  of  their  Burials ^or  Fu¬ 
nerals 


H  E  manner  and  Ceremo¬ 
nies  of  their  Funerals,  are 
fet  downe  in  C difar .  7heir 

Funerals  (faith  he)  are  (after 
theGauli^brauery)  magnifi¬ 
cent  and fumptuoHs,  with  throwing  all  thofe 
things  (whatfoeuer)  into  the fire.which  they 
ima fined  that  the  deadferfon  (during  his 
Ufe  time)  mofieHeemed  andajfe5led,ejpeci- 
ally  his  Bealls.  Jndfomefhort  while  before 
phis  memory  fuch  feruants  and  domellicke 
attendant s^as  were  iudged  to  be  dearely  loued 
of  their  MaHers  (to  make  the  Funer  all  Ce¬ 
remony  the  more  intire  and  compleate)  were 
burned  to^^ether  with  the  other  things. C af  ir 
hauing  affirmed  this,methinkcs  Fau/am- 
04  deferueth  to  be  laughed  at,  when  hee 
faith  in  the  tenth  Booke  of  the  warresof 
Brennmv  That  the  Gaules  contemned,  and 
held  the  buriallof  their  dead  in  dif  lame,  be- 
caufe,  that  by  the  opinion  of  fuch  cruelty, they 
might  affright  their  enemies,  not  hauing  any 
more pitty  on  the  dead,  then  on  other  liuing 
perfons.\\\\h\.s^o\v\t  C afar  vtfiMcth  Pau' 
fanias  and  Titu4  Lium  alfo,  where  he  Ipc- 
kethof  the  Gaules  befiedging  Rome, his 


words,  in  the  fift  Booke  of  his  third  De¬ 
cade, arc  thefe.  They  heaped  and piled  men 
one  ojpon  another^  and  fo  burned  them  indtf 
ferently  together:,  becaufe  they  would  not  bu¬ 
ry  them  each  after  other,  whereby  they  enno¬ 
bled  the  place  magnificently  M  imttatfon,  and 
anfwerable  to  the  name  of  the  Gaules  Sepul¬ 
chers.  ~ 

As  for  that  which  Cofar  faith,  That  all 
that  which  was pleafing  to  the  dead  perfon, 
was  cafi  into  the fire  with  him:  At  Rome, 
into  the  fire  made  for  lulius  Cafar  himfclf, 
the  Trumpetters  threw  their  torne  gar¬ 
ments  j  the  Legionaries,their  Armcsjthe 
Matrones  their  Chaincs  and  lewcls,  yea, 
and  the  precious  purple  deckings  of  their 
children.  Cofar  doth  not  declare  appa^ 
rantlyjwhether  the  feruants  domefticks 
were  throwne  into  the  fire, liuing  or  dead: 
but  that  he  meant  the  liuing,  may  eafily 
be  conieftured  by  that  which  Mela  faith. 
Ther  wer fuch{f3SA\  \\c)as  ^voluntarily  wold 
cajl  themfelues  into  the  fires  made  for  their 
parents, kindred, and  maHers,  holding  opini¬ 
on,  that  fo  they  were  fure  to  Hue  with  them. 
VVe  hauc  fuch  another  example,in  the  5 . 
of  Ciceroes  TufculaneSyVjhtx  it  is^M-ffhat 
the  women  of  Jndia,when  their  husbands  di¬ 
ed,  had  a  culiome  of  combate  and  judgment, 
to  make  pr oof e  thereby,  which  of  them  was 
bejl  beloued  of  her  husband,  for  one  man  had 
manywiues.  She  that  carried  the  honour  of 
the  combate,  being  followed  and  attended^ 
her  other  companions,  was  ( with  great  ioy ) 
placed  in  the  fire, and  there  burned  with  him : 

'  the  other  that  had  fought, and  lo(l  the  day, re¬ 
turned  home  mourning,  and  difconfolateto 
her  ho ufe, This  cruell  manner  ofbehauior, 
may  wellkeepe  company  with  the  other 
ceremony,  of  immolating  or  facrificing 
humane  oblations. 

T acitus  fpeaketh  in  this  manner,  con¬ 
cerning  the  Fnneralles  of  the  Germanes. 
They  bring  the  bodies  of  their  companions  in¬ 
to  doubtfull  battels ,  and  that  there  may  bee 
found  no  ambition  of  glory  among  them  for 
interring  of  their  dead :  they  onely  obferue, 
that  the  bodies  of  the  mofi  noble,  or  of grea- 
tefi’apparance^  may  be  burned  withcertaine 
wood. They  do  not  heape  upo  the pile  of  wood, 
neither  their  garments, or  any  odours  :but  on¬ 
ly  allow  to  each  man  his  proper  Armes,  fiy  in¬ 
to  the  fire  of fomefijey  make  addition  of  their 
horfes.One  only fod  or  turfi'e  of earth  ^s  buil- 
dingfufficient for  the  Sepulcher ,  they  con- 
temne  pompous  Workmanjhip  and  honour  Me 
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Ti  liuinli.^ 


Such  ihings 
as  were  bur¬ 
ned  with  the 
deadpetfon 
at  Rcimc-. 


Pomponiki  Me- 


Cicero  in 
TufeuUn,  5 
A  cuftome  a- 
mong^he  wo¬ 
men  of  Indiaj 
to  try  who 
beft  afteded 
her  husband. 


The  manner 
ofthc  Ger¬ 
mans  Fane- 
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Chap.  15. 


Of  the  Ancient  Gajjles. 


PlinAn  lih, 
$,cap,i. 

His  accufarion 
againft  the 
Druid  es,  con. 
ccrning  the 
Magi  ck- Arc, 


1^ 


The  Mathc- 
maticks  made 
a  colour  to 
their  decci- 
uing. 


Cornelius 
C-cntulus,  and 
^ublius  Lici- 


labor  about  Monuments ^as  being  o^enjiue  to 
the  dead,  C ompLaints  and  teares  are  foone  0- 
uerpaji  with  them'J?ut greeje  ^  fadnejfe  is  of 
longer  continuance :  jor  women  to  weepe  is 
honefi ^onely  men  are  to  remember*  , 

But  Pliny  in  his  thirteenth  book  &  firft 
chapter  jfpeaking  of  the  Sacrifices,  &thc 
whol^difcipline  ofthe  ancient  Gaules^^  frets 
himfelfc  againft  the  Magick  Arts^’as  frau- 
dulous  and  deceitful!, fcciiiing  to  reproiie 
and  accufe  the  difciplinc  of  our  Druides 
with  the  fame  crime.  Let  no  man  meruail 
(faith  he  ofthe  Art-Magicke)  if  great  au¬ 
thority  be  giiien  to  fuch  difeipline.  Be- 
caufe  it  onely  will  comprehend  and  redi- 
geft  the  three  Sciences  all  into  onc,which 
hauc  molt  command  oner  our  humane 
will. 

\ 

Firft  of  all, no  one  doubteth,but  thk 
it  rcceiueth  birth  &  beginning  from  Phy- 
fick,  and  that  vnder  pretence  of  ycelding 
hclpe  by  little  and  little :  it  hath  vfurped 
theplace^  as  feigning  ir  felfe  to  beVnore 
high  and  healthfnll,then  Phyficke,  and 
with  fuch  entifing  and  defirous  promifes, 
makes  addition  of  fomeftrength  and  po¬ 
wer  of  Religion ,  whereby  men  (yet  to 
this  day)  do  abufc  themfclues.  Andyet  to 
fatisfie  them  betterjthey  haue  interming¬ 
led  the  Mathematicks ,  becaufe  there  is 
not  any  one,but  he  is  very  couetous,  and 
defirous  to  vnderftand  future  things  con¬ 
cerning  himfelfe,  and  of  his  fortune,  as 
beleeuing  vndpubtedly,  that  luch  know¬ 
ledge  commeth  from  Heauen  .  Thus 
the  reafon  and  vnderftanding  of  men 
being  furprized,  and  ferioufly  bufied  in 
this  manner :  the  difeipline  is  fortified 
with  a  triple  bond,  and  growne  to  fuch 
anehcrcafinggrcatnes;  as  euen  inthefe 
daycs(in  moft  parts  ofthe  wor!d)it  beares 
away  the  reputation  from  all  other,  com¬ 
manding  oner  the  Kings  and  Princes  of 
the  Eaft.  From  whence  ifliied  the  Magi- 
callfaaion,Perfian,Mofaica!l,  andCi- 
prian  .Finally,!  he  fixe  hundred, fixty  &  fe- 
uenth  yeere  from  the  building  of  Rome, 
Cnens  Cornelius  lent uhts^  and  Publius  Li- 
cinius  Craffus  being  the  Confuls,  an  Edid 


51 


-onfuiJesoT^I  offrcd  in 

Rome.  facrificc,and  affuredly,  the  celebration  of 

filch  prodigious  facrifices  vanifhed  away. 
But  contrariwife,  the  Gaules  kept  them, 
euen  till  our  memory:  VotTybertusc^far 
wholly  abolifhed  the  Druides kind 
of  Prophets  &  Phyfitions.  What  menti¬ 


on  fliall  I  make  of  this  difeipline,  which 
bath  oLit-ftept  the  bounds  ofthe  Ocean, 
entring  into  Britanny, where  (at  this  day) 
it  is  celebrated  with  all  reuerencc,8c  fuch 
ceremonies,  as  it  feemes  that  they  haue 
taught  it  to  the  Perfians  ?  It  hath  attained 
tofiichconfent  with  the  whole  vniuerfe, 
(although  it  can  grow  to  no  agreement, 
or  can  well  know  It  felfc  ;)  as  we  do  little 
conceiue,  how  highly  we  arc  beholding 
to  the  Romans,who  vttcrly  abandoned  al 
fuch  monftrous  behauior:bcing  formerly 
fauoured  (as  a  charitable  work)  to  kill  and 
facrifice  men ,  yea,  and  a  very  wholefome 
thing  to  eate  them. 

So  far  extend  the  vvords  of  Pliny^\Nh(ti- 
by  oucr  and  befide  the  Arts  fornierly  re- 
membred,he  attributeth  Phyficke  alfo  to 
the  Gauliih  Druides  •  But  he  greatly  bla- 
meth  thefrauds  therein  concealed,  &  dc- 
feruedly  commendech  the  Romanes,  for. 
excluding  flich  monftrous  cjualities  out 
of  their  Empire.  But  would  to  God,that 
they  had  onely  abolifhed  the  frauds  and 
deceits  in  fuch  Arts,and  not  , the  true  Arts. 
themfelues,nor  the  Schooles  and  profef- 
fion  of  them :  For  then  vndoubtedlyjWee 
fhould  in  duty  thanke  them ,,  and  cro  wne 
them  with  honour.  ButP^faithjihat 
^yberius  wholly  oUerthrew  the  Druides* 
Notwitftanding,  the  fitmc  man  difeo- 
ucred  Magicke,  by  fome  example  of 
the  Druides^  as  in  the  laft  Chapter  of  his 
feauenth  Booke,  fpeaking  of  GIcw,  or 
a  certaine  Gumme,  hee  hath  thefe 
words,  ‘ 

.  We  may  not  omit  ( faith  he)  in  this  cafe^one 
admirable  matter  of  tlie  Gaules,  The  Druides  ■ 

( by fuch  name  they  ter  me  their  Magitians )  e-  * 

fteemenothingmore  precious  then  G lew  and 
Gum^and  that  the  Tree  where  it groweth .du¬ 
ring  the  time  it  hath  vigour: they  themfelues 
do  then  make  choife  in  their  Woods  and  For- 
resis.ywhich  haue  fuch power  to  nourifo  thofe 
Gummes^  that  they  will  net  offer  any  facri¬ 
fice. without  the  leaues  of  fuch  a  Tree,  And 
it  may  be  ruery  likely,  that  from  the  Greeke  in  - 
terpretation^  ^upon'this  occafion^  they  were 
called  Dr uiues ,  \  in  briefeyhey  hold  opinion, 
that  that  which  taketh  birth  or  originall with 
thofe  Trees y  is  fent from  heauen yn  figne.that 
fuch  a  Tree  is  chojen  of  the  Gods. Such  a  Tree 
is ‘very  rare  to finde.  but  being  found  ^  they 
take  it  with  great  ceremony  and  religion.fy  a- 
boue  al  other. at  the  time  of  the  Moons f ex  tile, 
or  fix  t  Moon.which  is  the  beginning  of  their 

F  2  Moneths 
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(braced  fuch 
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Of  the  Ancient  Gaules. 


I 


.  Booke 


Druides. 


Aioi^cths  and  of  the  'Woyld  aftev 

thirty y eaves.  Becaufe  that  then/he  is  in  her 
ftrength^notbeingin  diminution  of  hermoi- 
ty^and  theyterme  it  by  a  ivord  in  their  Ian- 
guage,  jignifying ;  To  be  helping  in  all  things . 
They  prepare  the  facrifce  and  a  banc^uet  ^n- 
der  thofe  Trees  fringing  thether  wo  Bulks 
wholly  white ^  the  homes  vphereof  are  as  yet 
fcarfe  able  to  be  bound.  T he  Priejl ,  c loathe d 
nies  in  ^  white  Robeonounteth  'vp  the  Tree  ^  and 

crificcofihe  \cutteth  the  branches  with  a  Sickle  of  Gold-, 
and  frcb  afall,are  receiuedin  a  white  cloth. 
Then  they  offer  their  J dcrifces,  making  their 
prayers, that  God  will  make  their  giftprojpe^ 
rotts  and  happy  for  them  to  whom  they  intend 
Aprefcntre-  \thegiUingf.  They  are  of  opinionffat  fuch 
medy  \  things  being giucn  in  drinketo  anyjieriteor 
harrennc^e  yoffy\ either  of  Women  or  beafi s  ^  will 

and  po)  on.  |  them  jruitfull,and  befde,that  it  is  a  fo- 

ueraigne  remedy  againft  allpoij ons  ,Thus fom- 
tmes%  Religion  is  made  among  men,in  mat¬ 
ters  meerelyfriuiloifs^and  not  of  any  impor- 
tanceT’  ’ 

h-  Thus  you  fee  what  Pliny  faith ,  concer¬ 
ning  the  rnyftericsofthe  Gaules  Magick, 
wherein  he  findcs  the  grccke  etymology 
of  the  name  of  the  Druides  (althoii  gh  that 
it  is  a  G  aulifh  name^to  witjof  Druyon^  as 
already  hath  bcene  faid)  as  in  all  langua¬ 
ges  you  may  finde  infinite  words,  which 
('byfomcconniiiencyj  feemetobederi- 
ucd  from  another  tongue ;  as  in  like  man¬ 
ner  the  Mathematicians  jin  their  moneths 
and  yeares,and  the  Chronology  of  their 
ages ,do declare  fufficiently,that  the  Ma- 
thematicall  difciplines ,  albeit  after  the 
Greekes  deferiptions,  do  not  alwaies  fall 
out  to  be  one  and  chefame.But  letvs  pur- 
fue  fome  other  examples  of  Pliny. 

In  his  one  and  twentieth  Booke,  and 
theeleuenth  Chapter,  heefpeaketh  rhus. 
There  is  a  certaine  hearbedtke  njnto  Sabine, 
called*  Selago,which  is  gathered  without  a- 
ny yron  weapon,by  the  right  hand ythrujl  into 
fome  left-handed  gloue  or  Jleeue,  in  manner 
of  a  theefe.  And  the  party  mujl  be  cloathed 
with  a  white  gar mentjoauing  his  feete  naked 
and  cleanly  wajhed:  and  facrifce  muflbee 
performedwith  Bread andWine,  before  any 
offer  of  gathering^  andmodeHly  brought  the- 
ther  in  a  new  Napkin .  The  Druides  of  the 
Gaules  haue  written,  that  this  hearbe  is  <vcry 
foueraigne  agatnf  anyperillor  dreaded  dan¬ 
ger, and  alfothat  thefmoke  thereof  is  profi¬ 
table  for  the  dtfeafes  in  the  eies.  Thg  haue  al- 
fo  another  hear  be ,  which  they  call  Samola, 


Tlin.in  lib, 
2i.capaii 
*  A  hcarb  v- 
fed  much  of 
the  Druides, 
for  all  eye- 
^foresjhcdge- 
hyfope 


which groweth  inmoifland  w at ertfh places, 
and  they  vfe  to  gather  n  alwaies  with  the  left 
hand :  it  lerueth  againfi  al  dfeafes  in  S  wine 
and  Kine,and  whffoeuer  gather eth  it ,  mujv 
ytot  (by  any  meanes)  befeene^  neither  muft  he 
bring  it  into  any  other  place  ^  then  a  gutter  or 
brooke,  and  there  breake  or  brutfeit  inthe 
water,  that  the  Beafis  may  fw allow  it  in  their 

drinking. 

In  the  fame  place  is  recited  anotaer 
Magickeoftbe  Druides y  where- 

unto  (in  the  third  Chapter  ofthe  twenti¬ 
eth  Booke,  written  by  the  faid  Author) 

I  there  is  another  very  like  eiiery  way,^/?^^* 
ouer  (faith  hee)  there  are  a  cert aine  kinde  of  j 
Bgges,wher of  great  account  is  made  in  Gaul, 
and  whereof  the  Greekes  haue  not  made  any 
mention. Summer  caufeth  an  infinite  number 
of  Serpents  to  heape  themfelues  together , 
writhing  and  embracing  in  a  kinde  of  artifi- 
ciall hugging :  when  either  by  the  moisture  if  .| 
fuingjrom  their  mouthes,  or  jlimy  feumme 
of their  owne  bodies.,  that  which  they  call  the  j 
Serpentine  Bgge  is  engendered.  The  Druides 
fay  y  that  ( by  their  hifsing  or  whijiling)  it  'is 
exalted 'vp  into  the  Ayr and  in  thomeane 
while dt  muft  be  receiued  downe  in  fome  robe . 
or  garment  y  becaufe  it  may  not  touch  the 
earth. But  he  thatreceiues  it,muji  make  great 
feed  away  ‘vponan  horfefecaufe  the  Ser¬ 
pents  will purfue  him fwijtly,<vntill  they find 
hinder ance  by  fome  Riuer  or  Water,  The 
proofs  and  experience  thereof  is,  ^vhen  it 
fioateth  againfi  the  water,  ejpecially  ^njhen 
It  is  en chafed  tn gold.  B ut  as  the  cunning  of 
Magittans  is  well contriued ,  for  the  more 
ingenious  couering  of  their fraud: fo  they  fay, 
that  it  mufl  be  taken  in  a  certaine  Mo  one,  as 
if  it  were  law  full  in  humane .  iudgement,  to 
accord  fuch  an  operation  of  Serpents.  Terily, 

I  haue feene  this  kinde  of Egge,ofthe  bignefe 
of  an  indifferent  round  ^pple, bearing  a  crujl 
or  fhell  like  a  griHle ,  feamed  njvith  little 
mouthes  or  openings, like  to  them  ^<vhich  are 
orithe  armes  of  the  Polypus  or  Pourcontrell^ 
and  the  Druides  holde  it  for  amofr  notable 
thing.  It  is  highly  esteemed,  wsfor giuing 
victory  in  fights  and  combates,  and  to  haue 
accefe  to  Kings  ^  Princes :  by  fuch  an  abufe, 
and  no  other  rcafoii  that  I  know ,  a  Romane 
knight  of  the  Focontiajfis,  ‘v^as put  to  death 
by  the  Emperor  C  laudius,  onely  in  regard  of 
fighting  for  he  alwaies  carried  fuch  an  E^ge 
mhis  bofome.  Neuerthelefe,  the  embracing 
and  colligation  of  Serpents,  and  the  alliance 
ofthe  moji  cruellcreatur€s,feemeth  to  haue 
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H; 


Panialityln 
aficdion,  can 
neucr  be  an 
vpright  ludge 
in  cenfurc. 


No  force  or 
violence  can 
preuaile  a- 
gainft  vcrtucj 
Jccfinneand 
^Aiame  be  roo* 
ted  vp. 


beene  the  catife^whereby Jl range  Nations  (as 
o,n  argument  of  peace)  madeaCadacetts  of 
Serpents  writhed  roundabout^  and  it  hath 
beenc  a  cuHomc  alfo,  that  they  jhould  be  crea- 
fiedontheCaducens.  ?  . 

Thus  hath  noted  the  Serpentine 
EggCjto  proceedeFrom  theGaules  Ma- 
gickCj  and  that  for  this  caufeoncly,  the 
Knight  was  flainc  by  the  Emperour,  who 
flood  in  feareof  this  Magicke.  Finally^, 
the  RomaneSjCo  abolifh  vrterly  the  difci- 
pline  ofthe  Druides^  tooke  occafion  by 
this  Magical!  fuperftition :  butthough 
impiety,  fuperftition-  magicke  and  vices  , 
may  be  rooted  out,  yet  vertuc  willconti- 
nue  flill found  and  intire.  Would  to  God 
that  the  Romanes  had  maintained  in  like 
placc,and  in  like  number,  theGaules  as 
the  Greeks.The  Empire  hath  benefnacht ' 
from  the  Greeks^but  Learning  and  Artes 
was  left  with  them  flill.  Greekc  hath  bene 
conftrained  to  make  way  for  the  Latine 
tongue ;  but  yet  continually  Grammer, 
Rhetorick  and  Philofophy  hath  bencjand 
yetis  taught  in  greeke.  What  greefe  then 
was  it  to  the  Ronianes,to  cxpulfe  no t  on¬ 
ly  the  Gaulilh  Judges  from  their  fearcs: 
but  the  profeffors  aifo^yea^the  very  feien- 
CCS  &  difciplines  of  theGaules  out  of  their 
Schooles?  •.  ^  \ 


The  fourth 
parrot  the  in¬ 
tended  dil 
courf'c,name‘ 

iy  ofthe  lu- 
ftice^of  the 
Gaulcs. 


' '  ■?  <  •I 


luLCafar  in 


A 


I mtnortall  Gods^the  Gaules  authenticko^ace^.  . . 
ToH  'thought  1 0  hold  true  eminence  and place ^ 
^ndfoJhoHldfiill^were gifts  in  eqaall grace. 

But  wc  conuert  our  affedions  too  ear- 
ncflly,  to  the  glory  and  honour  of  our 
owne  particular,  which  honour  we  may 
bemoane,  being  too  greedily  carried  a- 
way  with  a  mighty  Ipleene  againft  the 
name  of  the  Gaules,  But  let  vs  now  pro- 
ceede  to  finifh  the  reft. 


Cffthe  JufHce  esercifed  in  Ancient  Gaule^ 
compared  with  that  of  the  Romanes,  by  di‘ 
Hiding  the  chiefe  men  into  two  degrees,  of 
Dr  Hides  and  Knights,  and  two  kindes  of 
MagAirates,  withthTpunijhmentof  dif 
obedience  to  fuperior  Officers, 


ftherto  wee  hauc  gone  tho¬ 
rough  three  parts  of  the  pro- 
pofed  labour,to  wit  5  The  pru¬ 
dence  of  dilcipline;  The  entire 
knowledge  of  truth;  and  likewifeofpro- 
uidencc.  There  yet  remaineth  the  fourth 
part, namely  oflLiftice,which  is  Princefle 
and  Miftrefft  ofall  other  manners.  It-bc^ 
hooucth  vsthen^^to  ieekefor  the  princi¬ 
pality  of  ancient  and  what  it  was  ; 
what  power  the  people  had,and  what  po¬ 
licy  was  maintained  among  them  :  that 
which  we  terme  the  Placonicall  good  and 
benefit  of  Temperance,  Fortitude,^  of 
Prouidence, whereby  each  mahhath'that; 
belonging  to  him,  without  vfhrping  on 
any  thing  appertayning  to  another.  ^ 

The  C  ommon-wcalth,-  at  Icaft  that .  ..  .. 

Oi  Cattle,  \vhofe  lockes  of  hayre 
long  enough  m  Cafarst\mt ;  was  meerly  !  Gauie  in  the 
Timocraticall,and  in  many  parts  very  like : 
vnto  the  Roman  liberty,  as  by  that  which' 
followeth,fiee  which  will  examine  things 
particularly,  may  eafily  pcrcciiie.  Let  vs’ 
then  obferue  what  Cafdrh'Sith  faid,  and  e- 

fpecially  concerning  cuftomes  andbeha*  _ 

uiour./;>^  all Gaule,or  Gallia  (iaith  he  in  his  |  Lib,C‘, 
fixt  Booke)  all  men  that  are  of my  marke,or 
made  any  account  of ,  are  diuided  into  two 
forts ;  to  wit,  into  Druides,  and  into  Chcua- 
diers: for  the  common  people  is  of no  other  rec- 
^honing,  but  as  wrlets  and flaues,  not  daring 
(of  themfelues)  to  do  any  thing,  neither  are 
they  admitted  to  councell  in  any  matter.  Be¬ 
hold  what  partition  luUus  Cafar  hath  in- 
ftituted  of  himfelfe, albeit  it  is  not  altoge¬ 
ther  true  which  he  fpeaketh  ofthe  people, 
as  fhall  at  large  bee  deliuered  heercafter, 
in  place  more  conuenient  for  the  pur- 
pofe. 

In  this  partition  of  Cafar^  There  is  one 
(faith  he)  that  Prefideth,  or  is  as  Primate  o-\  InLCafarm 
uerall  the  other  Druides,  that  hath  eheefe  \(^^^»^  '^b,6, 
command  and  authority  ofthe  resi,  Hebeing\ 
deady  if  there  be  any  one  among  the  other,  that 
hath  the  aduantage  inworthinef  ordefert: 
he  is  to  fucceed.  if  there  be  many  ofequall pa^ 

Tity  and  condition  he  is  to  be  chofen  (by  'voi¬ 
ces  of the  Druides)  fiom  among  the  ref.  DP- 
uers  times  they  contend  for  the foueraignty  or 
Malierfhip  by  weapons ,  and  fo flriue  who 
fhall  haue  the  prime place. 

H  ere  Cafar  propofeth  two  diftind  kinds 
of  MagiftratSjOneto  rule  or  gouern  in  di- 
uine  things,y  other  in  fuch  as  are  humane 
and  ciuill.  Among  the  Druides, he  inftitu- ' 

_ _  F  3  teth 
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sing  men  of 
iudgement  & 
learning* 


teth  onCjto  be  as  the  high  or  cheefPrieft, 
and  he  dcfinech  his  eledion^to  bee  ey  ther 
by  Dignity,  or  by  Suffrages^orby  Arms. 
And^here  is  no  great  difterencc^betwcen 
the  inftitutioii  of  the  Roman  high  Prieft, 
and  this  other  man:  but  onelyjthatat 
Rome  he  is  annuall  or  yccrelyj&in  Gaul 
it  feemeth  he  hath  beene  perpctuall.That 
the  Druides  haue  beene  fpread  ouer  all 
GaulejCuen  in  Cities,  Townes  and  Bur¬ 
roughs,  their  eftates  haue  fhewne  fuffiti- 
ent  manifeftation :  for  the  Druides  did  e- 
ucr  command  ouer  the  three  principall 
pans  of  the  Common-wealth :  as  in  pro- 
fefsion  of  Artcs,in  iudgments, pleadings, 
and  ceremonies  belonging  to  their  facri- 
fices.  All  the  younger  fort  ((sAihCdfar) 
haue  their  recourfe  to  them^  to  be  enU rubied 
by  them^and  to  learne feiencesA^  dfo  u  great 
number  of  *ve/fes:y  fo  thcit  fome  continue 
there  twenty yeares^only  to  learne  knowledge. 
And  furely,  an  honeft  ftipend  or  recom- 
pence^can  neuer  want  M afters  to  giue  en- 
ftriidion.  ^: . . 

The  Druides  (faith  C^fr)  are  not  wont 
togoetowarrOy  but f and  exemf  ted  from  it^ 
and  irmnunity  of  all  other  taxations  ir  char¬ 
ges,  So  that  in  regard  of  fuch  faire  ac know- 
led^emcr^ts  and  jreedomesy  there  are  many 
.that  come  to  bee  ranked  among  themy  and  to 
follow  the ftudy  of  their  dfaphnes,  they  are 
jent  thither  by  their  parents  ^  kindreds  Let 
me  now  entreatc  yec^and  (euen  in  honeft 
charity)  but  to  obferue  well  this  place  al- 
ledged  by  Cjtfar.  Can  there  be  any  thing 
more  excellentjor  more  magnificent^  the 
when  the  Primates  of  a  Country,  or  the 
Gouernors  and  very  greateft  Princes  in  a 
Common-wealth,  do  make  profefsion  of 
difeiplines  ?  Perhaps, fome  will  confider 
fweatingly  on  this  point,  as  though  wee 
would  haue  the  chccfcftmcn,  andtbofe 
that  are  the  graiieftin  our  Citties,tokecp 
Schooles,  and  apply  their  paines  toen- 
ftrua  other.  Notwithftandingdet  me  tell 
yc  flato  would  haue  fuch  men  (and  no  o- 
ther)  to  take  the  charge  of  enftru<ft:ing,  & 
deliuering  the  knowledge  of  Sciences : 
becaufe  fuch  a  place  fhould  be  as  a  Semi¬ 
nary  or  (eed-plot,  of  great, iudicious,  and 
learned  men ,  meetc  to  adminifter  and 
beare  authority  in  a  Common-wealth: 
wherein  the  grafts  and  plants  muft  needs 
be  the  more  rare  and  excellent  5  by  how 
much  the  grafters  and  planters  arc  moft 
vertuous  and  honourable. 


-  I  wonder  at  the  opinion  of  Pliny  ^  in 
many  paflages  alledgcd  by  him, and  eipe- 
cially  in  this, where  he  writes ;  Tioat  with 
the  ancient  manners  and  faffoions  of  Rome y 
the  Land  abounded)  S'-  diddaily  bring  forth 
double  encreafe ,  What  wa^  the  caufe  (lai^ 
cth  he)  of  fuch  aboundance  ?  The  earth  was 
then  husbanded  by  the  bands  euen  oj  trje  chte- 
fefl  warriors )  and.,  as  it  is  ere dible^  that  the 
earth ioyed and  reioyced,  to  he  honouredwith 
a  fhare  or  culture  crowned  with  Laurclly  and 
by  the  labour  of  a  ^iStorius  triumphing  con- 
epueror  •*  euen  fo  did  it  trauaile  and  endeuour 
itfelfe  the  more  indusirioufy-i  to pr oduce  the 
feed fow?^e  in  that  nature,  as  to  pr  ojper  their 
other  warlike  proceedings.  And  the  like  dili- 
gence,for  well  husbanding  theground,as  al- 
fo  to  order  and  direSi  a  potent  Army,  or  elfe 
in  aUother  things,  which  are  performed  by 
noble  and  honef  hands  .*  do  encreafe  the  more 
aboundantlyy  and  become  fo  much  the  more 
fertile,by  how  much  they  are  the  more  care¬ 
fully  executed.  But  now  adaiesythis  fair e  and 
honourable  myHery,is  exercifed  by  foule ,  in¬ 
famous  ^and  condemned  hands, by  men  that 
are  either  theeuesyor  banifht,or  haue  loji  their 
eares^ ,  or  branded  with  fome  fuch  other  wic¬ 
ked  imputation.  NotwithHandingA'hcgood 
earth  is  not  deajfe,whot  being  called  Mother , 
and  bids  her f elfe  to  labour  and  fruSfifie,  by  a 
Latine  word,called  Colt,  which fignijicth  ah 
fo  to  do  honour ,  as  beeing  thence  deriued : 
whereby  it  plainly  appear  eth,thatwhutfoeucr 
Jhe  now  doth  orproduceth,  jhe  doth  it  but  tn 
meere  difdame,  and  agamfl  her  owne  liking. 
And  therefore  wemujt  needs  mermile,that 
no  fuchprofits  arifein  the  times  of  thefe  la¬ 
bourers,  as  in  the  famous  daies  of thofe  jlori- 
Jhing  Captames,  So  farre  extend  the  words 
of  Pliny. 

But  by  your  fauouT,do  not  we  concciue, 
that  it  is  as  conuenable  for  vs,to  fpeake  of 
the  cxcrcifc  of  difeiplines ,  as  of  thofe 
which  concerne  the  earth  f  Euen  fuch 
was  the  fertility  and  aboundance  of  the 
Gaules  difeiplines,  when  in  the  times  of 
owr  Druides^  the  Schooles  of  the  Mufes, 
became  the  Pallaces  of  Kings^the  chaircs 
ofMaftcrSjWere  the  feates  of  Princcsithc 
number  of  Students, was  the  company  & 
following  of  hoQprable  Lords.Then  Pah 
delighted  to  beinaroyall  Colledge, 
vfiifg  one  &  the  fame  Rector  5c  gouernor 
in  the  common-wealths  affaires,  8c  to  de¬ 
clare  the  Sciences  and  difeiplines,  expli¬ 
cating  thofe  enftruftions  in  one  fclf-famc 
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manner^  for  goiierning  their  Common- ' 
vvcales.  And  by  the  fame  difcrction  and 
proiiidcnce,  they  inftituted  the  rules  of 
Arts,  Lawes,  and  Ordinances  :  wherein 
all  things  increafed  the  more  profperouf- 
ly,  and  more  aboundantly  (^by  honeft  la¬ 
bours)  as  they  were  the  more  diligently 
and  relpc6liuely  followed.  There  were 
luany  in  thofe  dayeSj  who  being  fpiirrcd 
on  by  fuch  rccompences,  and  the  expec¬ 
tation  of  thofe  propofed  honours  ^  addi- 
£fed  thenileliies  (gladly)  to  apprehend 
thofe  difciplincs,,  being  fent  to  the  fame 
end  &piirpofe  (from  the  remoteft  parts) 
by  their  parents  and  kindred.  - 
Hereupon,  and  fprthefamcoccafion, 
was  the  more  willing  toKauethe 
Gauliilaand  Ogmtm  Hercules 
not  onely  coucred  with  the  defpoyle  of  a 
Lyan,  and  a maffy  Club: but  alfo  decre- 
pitc,  bald,  aged,  wrinkled)  and  meager  5 
drawing  a  great  number  of  Conquered 
men 'after  him,  in  chainesofgold  faftned 
to  their  cares.  Their  tongues  alfo  were 
pierced  thorow,  and  at  them  hung  little 
Chaincsofgold,in(uch  fort^  that  thofe 
valiant  difpofed  and  conquered  gallants, 
followed  the  Hercules  that  drew  them, 
he  turning  eftfoons  his  face  and  looks  to 
behold  them^  withwery  milde&  affable, 
behaiiiour .  ^  And  what  elfc  was  all  this,  • 
but  the  eloquence  of  the  Bardes,  a^  alfo ' 
die  wifedome  of  the  Sarronides  and  Dru- ' 
ides} which cuQCi  at  the firft fight  (with¬ 
out  any  more  regarding)  caiifed  fuch  ad¬ 
mirable  affedion  to  the  fame.  The  great 
number  of  Students,  which  fubmiitcd 
thcmfelucs  vndcr their  charge,  onely  to 
learn  their  difciplincs  and  goodly  know-, 
ledge  info  many  noble  things  :  figured 
thofe  Chaines  of golde.  And  euen  lo  the 
Schollers,hung  by  the  cars  at  the  mouths 
of  their  Mafter,  as  being  taken  &  bound 
by  his  rich  words,  and  the  fweet  dodfrine 
flowing  thence .  Then  did  al  difciplines 
flourifh,in  regard  that  the  profefTors  of 
them  were  rare  and  exccllent.But  fo  foon 
c  cAftrcmi-  Romaine  Empirc,the  falary  and 

honour  ofLcarning  was  taken  away  and 
abolifhed  ^  euen  as  (odainly  was  the  pro- 
fefsion  ofthofe  Difciplincs  eftcemed  and 
held  to  bee  but  a  feruile  and  mcchanicall 
thing .  VVhich  was  the  onely  occafion, 
that  (ncceffarily  as  it  were)  thofe  honeft 
and  libcrall  ftudies  languifhed  for  a  long 
timcj  and  by  an  puer-tedious  experience. 
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hath  approoLied  the  faying  of  the  Orator 
to  be  tf  Licj  Honor  is  the  Nurfe  of  irts^ 

dnd  all  hearts  are  enflamed  with  theloue  of 
tne  S etc nc e s ,  onely  in  regard  of  their  glorte , 
Forneuer  ihould  any  account  bee  made 
of  fuch  things  as  are  mifprized  and  con¬ 
demned  by  euery  man. 

Thus  the  Ioffe  and  burying  of  the  Gauls 
difciplincs,  arc  due  to  rione  but  vnto  the 
Romaincs,  by  whole  tyranny  the  honour 
of  their  profefsion,  and  their  liberty  togi- 
ther,was  violently  taken  from  the  Dr»i- 
des.SNhcvciottMela  (who  flourifhtvn- 
der  faith.  I\Iow  are  not  thebraue 

and  worthy  Schooles  of  the  Druydes-^  becaufe 

they  are  become  clandeliine.^and  fuf prefed 

by  other,  banijhed  into  the  deepefi  ^  furthefl 
off  Forrefs,  So’ that  the  Difeipline  of  the 
Druydes ,  was  not  onely  robbed  of  her 
former  hon6Lir,but  compelled  in  mecre 
fcare  of  danger,  to  hide  hcrfelfe  in  caues 
and  thickeft  woodes .  Lucane  fceniethto 
take  knowledge  thereof  with  Mela,  fpeak- 
ing  thus  of  the  Druydes, 


Tour  dwelling  now. 


The  GaulcJ 
^ilciplineo 
uerthrown  by 
the  Romtines 
tyranny, 
Pomp,Afela 


■Is  in  the  ftrongeB  and  frofomdeH  Forrejts. 

•  # 

C^ralfo  inhis  fiftbooke.  TheGiiils 
(faith  hec^  p^rceiuing from  whence  the  be^ 
'ginning  of war  res  came,  held  their  confulta- 
tionS'tn  the  nig ht  time,  and  in  defer t places . 
Likewife  in  the  feuenth  booke.  The  Prin- 
ces  of  the  Gaules,  in  their  Councels  (appoin¬ 
ted  in  XV 00 ds  and  c one ealed places )  complay- 
ned  amongH'  themfelues  of their feruitude . 
Neuertheleffe^wc  conclude  not,  neither 
by  the  authority  of  Meldfmtoi  Lucane, 
TioT  oiefar,  that  the  Colledges  of-the 
Druydes,  that  the  affembly  ofCouncell, 
and  deliberation  of  their  men  of  Warre, 
were  in  the  woods :  for  that  wold  appeafe 
rather  to  be  a  figne  of  feruitude  and  eon- 
ftraint,  then  of  erudition  or  confiiltation. 
But  proceedc  we  on  to  fpeakc  of  the  falla- 
ry?  wages,  and  honeft  prefcntSjvfually  gi. 
uen  to  the  ancient  Druydes,  The  Druydes 
(faith  C dfar)  doe  not  onely  take  the  reward 
of their  honeH  pr off  ion,  but  ouer  ^  be  fide, 

^  m  _ ^ ^  ^  H  ^ _  f 


G  aulc  sgiue  them  great  honor  and  reue- 
rence.  All  cafe  sin  contr  ouer  fie,  bee  they  ey- 
ther publike  or priuate,  are  referred  to  theyr 
iudgement,  Jf  there  happen  any  thing  to  bee 
done  amijfe,  or  any  murther  committed ;  if 
there  arife  any  diffention,  concerning  inheri¬ 
tance,  fuccef  ion,  or  bounds  of  Landes :  they 
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The  ohreriia- 


are  the  men  thatgme  fentence,md  confiitute 

the  reward  ofwell doing,  and pmifhment  of 

rrnfdemcanQrs-  Strabo  addctb  hecrcto  (i 

know  not  how)  that  by  theic  Magical  fu- 

pcrftition  ,  ^"they  iudge  of  the  fertility  of 

the  yeare,  according  to  the  multitude  of 

criminal!  caufes.  . 

But  p'roccedc  we  with  the  reft  of  C 

here  he  any  man,  either  a  f  riuate,  or 

I  Cf  in  corn}  rpMique perfon  among  the:  common  people , 

vhifapra.  , ;  phetr  ordinances  ^  decrees: 

Interiiftion  )  /  . 

from  their  fa*  i  ^  inter dui cd promcommng  to  thejacn- 

aihfcs.  ’  \  fees, which  k  the  mo'si  greeuoiis  punifhment 

in  all  their kN atipn.  They  that  /land  fo  inter- 
diUedjrom  the  facnjices,are  reputed  among 
the  number  of  lewd  and  wicked  people :  Ail 
menfiyes from  them,and  euery  man Jlands/n 
\feare  to  fpeake  to  them,  ox  to  keepe  company 
with  themiTnp  dreading  fome  Contagion  or 
Plague  (hould  happen  to  them  by  fuch  freque- 
tation.  Andifthey  demand  Law  or  IufUce,it 
is  denyed,  and  may  not  he  granted  them,  ney- 
ther  may  they  enioy  any  preferment  or  honor, 
or  the  leaFl  reuerence  done  ^nto  them  by  a- 
ny.PtWi  what  manner  of  fentenGCS  or  iudg- 

I  mentsdo  the  Qermaincsobferue?,  What 
lion  amongft  |  ^penalties  and  punis  hments  arc  amongft 
the  Germains*  s  /t  appertaineth  to  none  but  PrieFls, 

-  r  j  3pbo  haue  the'fujl power  of  commaunding 
Ufai  Tacitus)  totmpofe  filence  in  publicke 
X.  xon/ultAtion.  Moreouer,  it  is  not  permitted 
[kut  to  Priesls  onely,  to  chafiife,  beate,or  bind 
them,  not  as  the  patne  or  punifhment  fthe 
pff  'eme,  norfy  the  commaund  of  the  Prince : 

euen  as  by  'diuine permifion,ir  a  c om- 
mandement giuen  by  God,  whom  they  make 
account  to' be  then  in  prefence,  and  to  be  afi- 
png  in  their  fights.  In  War  re  al[o  they  carry 
certadne  PiFlures  and  Images,  which  they 
bring  awayfiom  their  hallowed  places .  The 
differ  ertce  of punnifiment  is  anfwer able  vnr 
to  the  deliHyXritytors,  and  fuch  as  forfake 
their  Captaines  of  their  7Siation,to  doe  any 
feruice  vntoa  Stranger-enemy,  are  hanged 
'vp'vponthe  Trees.  T (tgabondes.  Rogues, 
yke  liuers,  and  all  fuch  as  are  noted  of foule 
infamie^are droyonedin  mudde,or  tn  fome 
Mari/h  place  ^  fy  couered  allouer  with  filth. 
The  ^^ariety  ofpuni/hment  is  much  re/^eSl- 
ed  there ,  to  the  end,  that  the  enormity  of  the 
offence,  may  be  knowne  by  the  qualitie  of  the 
infiicHon,  and  that  <vice  may  by  no  meanes  be 
couered.  But  in  crime s  oflejfer  nature,  the 
parties  which  are  conuinced,  are  condemned 
in  pines,  of  a  certaine  number  of Horjfes,  or 
other  Beasts,  whereof one  part  of the forf cite 
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t 


is giuen.'vnto  the King,or  to  the  CtUte:  and 

the  other  part  is  giuen  to  hm,for  whom  tne 
penaltie  is  done,  or  to  his  necresl  Kindred. 

Returnc  we  now  again  vnto  the  Vrui- 
des  of  the  Gaules :  for,  Cafar  deferibeth 
the  times  and  the  places,  where  they  did 
vie  to  keepe  their  Seflions .  The  Druidcs 
(faith  hce)  ^pon  certaine  dayes  in  theyeare, 

and^ponthe  Borders  of  the  Caruntes  (the 
which  Countrey  is  reputed  to  bee  the  'verie 
middefl  of  Al  Gaule  or  Gallia)  do  ‘vfe  to  keep 
their  great  dayes  meeting,  in  a  certaine  con- 
fecrated place,  where  all forte s  of  men,  that 
hauefuites  or  Controuerfies,  make  their  Af- 
fembly^  being  obedient  ^^nto  thefentences  ^ 
iudgements  of  thej)ruydes.  Cafar  doeih 
not  diftinguilTi  the  times  ofthcycarcjbut 
•onely  the  place ,  which » was  cn^the  Li* 
mitesand  Confines  of  the  Caruntes^  as 
being  the  Center  and  middle  of  Gaulc, 
where  the  Druidesoi all  the  Countries  of 
Gaule  (euen  as  of  all  the  worId)werc  wont 
to  meete  together  •  vNeucrthcleflcjthc 
Citcie  bfthe  Caruntes,  named  Chartres, 
was  (in  thofc  ancient  times)  ofmuch  lar¬ 
ger  extendure,  then  now  it  is5  and  it  is  ve¬ 
ry  likely  5^ that  it  contained  not  oncty  the 
ChartrainT>\oce&^, but  that  alfo  oiOrle- 
.ance^  For  before  that  Cafar  arriued  there, 
it  was  a  Realm,  which  afterward  was  put 
by  effar  into  the  power  of  Tafgetius  the 
Carunt,  as  himfclfe  hath  written  in  his  5 . 
booke.  7.  ■  - 

j  Inbrbefeptfeemeth  that  the  Realmc 
of  Orleange,  which  afterwards  was  along 
time  maintained  to  bee  a  Realmc  by  the 
Franconians,yj2LStht  very  fame  of  Char¬ 
tres:  Confideringwithall,that  Genabtum 
or.  Genaba^  was  one  of  the  Townes  in  the 
Caruntes  Kingdomc,  and  feated  vpon  the 
Riuer  oi Loire, h^cin^ixx  the  time  of  C^- 
far  beyond  Orleance,  a  farre  off  by  a  great 
many  Miles, and  which  hindered  him  in 
his  way,  when  hee  went  from  ^  Agendt- 
cum  to  ^  Gergobia .  But  thofe  Vruydes 
affembled  themfelucs  together  in  that 
place  from  all  partes^asinthe  Center  of 
Gaule,  according  as  Cffar  hath  fpoken . 
I  fay  then,,  that  in  all  Gaulc ,  and  in  the 
CitticSjTownes,  and  Villages  of  Gaulc, 
there  were  Vruydes ,  who  gouerned  in 
fiiites  and  Controuerfies,  and  likewife  in 
the  Ceremonies  of  Religion :  In  breefe, 
the  care  of  all  things  was  committed  to 
them.  The  were  then  fdifpcrfcd 

thoroughout  Gaule,  as  now  adayes  arc 

the 
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Ch^. 

the  men  of  the  Church ;  notvvichftanding 
the  Princes  were  wont  to  refer  to  a  com¬ 
mon  Counccll  (’at  certaine  times  of  the 
yeare^  all  the  fuitesof  their  Citizens  and 
fubieds^  wherein  the  chiefe  Pried  of  the 
Druydes  gouerned  onely. 

Such  (in  elder  timesj  was  the  Councel 
of  the  ^  Amphictiones^  which  during  the 
liberty  of  Greece  was  kept  in  Velpho^s  fas 
Paufmias  report',  th  in  his  Phociques)  & 
in  the  middeft  of  Greece .  Whereby  ap¬ 
peared!,  that  the  Drujdes  of  the  Gaulcs, 
were  like  to  the  Amphyefions  of  Greece,& 
their^  place  as  facred  iiiThe  Chartraine 
Countrey,  anfwcrable  to  the  Temple  of 
Delphos,  made  fo  fanaous  by  the  Oracles 
oiApa/lo ,  The  matter  would  haue  beene 
a  little  the  more  noble  ^  if Cdfar  had  cal¬ 
led  the  place  Delphos^  which  was  confe- 
crated  within  the  limites  of  the  Countrie 
oichartres.  Heerein  isChewenthe  autho- 
jjty,  and  (almod))royall  power,  which 
the  Druydes  not  onely  held  in  priuate  and 
particular,  but  intirely  oner  all  the  peo¬ 
ple.  The  profefsion  ot  Difcip  lines  was  in 
great  reputation the  edate  of  iudgment 
a  mod  famous  authority  5  the  power  to 
performe  facrifices,  and  to  fpeakc  of  Di- 
uination,  appertained  vnto  royallMaie- 
die.  , 

The  fird  degree  of  the  Gaulifh  C  om¬ 
monwealth,  was  that  of  the  fupreme  Ma- 
gidrate^  next,the  Princes^  then,the  Che- 
ualiers  5  the  people  made  eleidion  accor-  ’ 
ding  to  his  aduicc,and  for  his  benefit j  and 
the  commodity  in  general! ,  the  Princes 
gaue  him  order  how  to  make  his  warres  5 
and  fuch  as  did  not  well  by  their  indrtic- 
tion ,  they  would  expulfe  and  banifl!  the. 
But  you  may  demand  of  me,  how  this  is 
to  be  proued  f  I  will  anfwer  from  C^far^ 
Jftl.Cafar  fpeakeih  thus  in  his  fixt  Booke.  Jn 

Cnyy,  i.L  ^  (faith  fie)  there  are  certaine  faBions^ 

not  onely  in  all Cittes^Burroughes  jind quar¬ 
ters^  but  alfo  in  euery particular  I-lou(hold^^ 
the  Princes  or  Heads  of  fuch  PaHions^  are 
they  whom  they  cone  due  (m  their  iudgment) 
to  be  the  wor thief  perfbns  for  authontie :  by 
whofe  aduice  and  determination^  the  ^erie 
greatejl  matters  of  watght  or  importance^  ei¬ 
ther  for  publique  ajfayres  or  C  ounce  lb  ure 
wholly  difpcjed*  Vpon  which  occajion  it  fee- 
meth,  that  this  matter  hath  bin  thu^s  ordered 
from  reuer end  Antiquity  ^  that  none  of  the 
meanefl  fhould  be  dejlitute  of  helpe^  againfl  a 
rich  or  potent fuperior.  for  there  is  no  man^ 
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that  will  indure  orfuffer^  that  fucha^s  apd 
pertaine  or  depend  <vpon  him  f hall  any  way 
be  oppr effed  or  circumuented :  for  if  he  offe¬ 
red  to  do  otherwij e ,  hee fhall  not  beare  any 
fway  among  the  people. 

Thus  you  heare  what  Cdfar  faith, wher- , 
by  maybe  vnderdood,  the  TmocraticaU\ 
gouernment  of  a  Commonwealth,which ; 
P lato  and  Arijlotle  fb  much  commended, 
and  which  Greece  (being  in  her  libcrtie, 
and  Italy  alfo)  did  keepe  fo  carefully : 
wherein,  all  the  kinds  of  a  iuft  and  equita* 
ble  policy  are  comprehended .  Note  the 
felfefamereafon,  in  the  whole  charge  of 
the  affaires  of  Gaule;  forthere  was  roy¬ 
alty  in  the  annuall  Magiftrate,  whereas 
AriHocraiie  was  difeerned  in  the  Senate, 
and  briefly,  Timocratie'va  theplaine  po¬ 
wer  &  authority  of  the  people,  by  whom- 
the  Senators  and  Magiftrates  were  crea¬ 
ted.  And  therefore  let  vs  goe  fomewhat 
neerer,  and  examine  rheteftimonie  of 
Cdfar  a  little  more  narrowly,  fpeaking  of 
the  Common-wealih  of  our  Anceftors. 

.  S  uch  was  the freedom  and  liberty  of  Gaul 
(faith  Cafar)  that  in  euery  City ^towne^  and 
Burroughs  and almojl  in  euery  houfef  there 
were  certaine  factions  and  it  was  in  fuch 
fort  jhat  euery  one  was  permitted  to  deale 
clofely  and  •vnderhand^by  ^voices  and fuffra- 
ges :  fo  that  the  asery  meanefl  and  fimpleff 
, had  power  to  giue  their fentence^  and  deliuer 
their  Joyces.  Hcere  then  we  are  to  vnder- 
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ftand,  that  the  Elcftors  of  the  Magiftrats 
amongflThe  Gaules,  were  fuchkindeof 
men.  And  heereby  wee  plainly  perceiue , 
that  the  authority  of  the  people  was  not 
fraall  in  their  Comriionweakr]:  in  regard 
that  by  voices  and  fuifrages.of  the  peo¬ 
ple,  the  Magiftrates  were  then  created. 
But  what  was  hccthat  had  the  power  to 
ma.ce  eledfion  of  chefe  men  ?  He  that  was 
reputed  to  be  in  the  greatef  authority  be- 
Jlde  aH the  ajfayres  of  confequence^  and  the 
whole  deliberation  of  the  Coumcell came  one¬ 
ly  to  him.  But  why  was  it  requifite,thacro 
much  authority  iBould  be  in  one  Magi- 
ftrate  ?  Cafar  himfelfe  makes  anfwer  vnto 
this  Obieifion.  Becaufe  (uppon  this  occaf- 
on)  itjeemed  that  Antiquity  (venerably) 
had  fo  inflit ut edit :  to  the  end^  that  no  man 
among  the  people  (how  meane  or  poorefoe- 
uer )  fhould fland  in  neede  of ayde  again  ft  the 
richefl  oppr  e for.  for  he  might  not  indure 
that  any  of  his  faction  ^ould  be  oppr  effed  or 
circumuented.,  1  his  then  was  the  end  of 

the 
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theMagiftratCj  andthereafon  why  the 
people  laid;  We  mil  not  haue  this  man ,  ex¬ 
cept  by  his  vertue^  and  by  his  authority  ^he  do 
defend  that  no  man  offer  'vs  tniury .  We  mil 
not  haue  this  man^  becaufe  he  is  both  bad  and 
ignorant. 

But  if  a  good  Prince,  who  (at  the  be¬ 
ginning)  hath  made  proofe  of  his  vertue, 
happened  afterwards  to  change  his  man¬ 
ners;  andjas  one  that  hath  no  longer  care 
of  the  wcale-publikc,  propofeth  his  o  wne 
particular  profit  before  the  publike,  and 
carry  himlelfe  otherwife  then  the  Ordi¬ 
nances  of  the  people  haue  commanded  ; 
he  is'excludcd  and  banillied and  (as 
farizxxh)  Depriued  of  allpower  and  autho¬ 
rity  among  his  owne people.  And  to  the  end 
that  this  might  not  be  imagined  to  be  ob- 
ferued  in  fome  one  Citty  only,  The'felfe- 
fame  courfe  (faith  Cafar)  is  kept  thorough- 
outallGaule,  Heerein  then  may  be  noted, 
the  politicall  authority  of  the  people , 
when  Magiftrates  are  not  onely  chofen 
by  the  people,  but  alfo  depofed  &  expuls 
fed.  But  faith  nothing,  whether  this 
principality  was  conftituted  in  the  autho¬ 
rity  of  many,  or  of  one  onely,  neither  for 
how  long  time  it  continued.  Neuerthc- 
Jeffe,  Strabo  (in  his  fourth  book)  defineth 
-both  the  one  and  the  other ,  faying : 
There  were  man)  kinds  of  AriBocraticalpo- 
licyy  in  ancient  times  they  eleSled  euery y ear e 
a  Prince  as  the  people  eleSleda  Chiefeor 

Commanderforthewarre,  Thus  wee  fee, 
what  Strabo  faith  :  but  a  matter  fo  goodly 
I  and  commendable,  fhouldbee  enriched 
with  fome  examples. 

Cicero  hath  fo  highly  extolled  the  com¬ 
monwealth  of  the  MaJJylians,^  that  before 
the  people  of  Rome  ,  in  the?  defence  of 
Fonteius^  hf  e  fayde :  That  the  Difeipline 
and  grauity  of  the  Citty  MarJiles.Ae- 
ferued  not  onely  to  bee  preferred  eqiiall 
to  Greece,but  almoft  with  all  other  Na¬ 
tions  ofthe  world.  In  that  Citty  (fayth 
Strabo)  there  were!  fixe  hundred  Sena¬ 
tors,  whome  they  rearmed  as 

men  honourable,  and  who  (alltheyr  life 
time)  enioyed  that  honour :  from  foorth 
ofwhich  number,  were  elededand  cho¬ 
fen  fiftcene  Princes,  to  iudge  fuch  fiiits  & 
caufes,  as  happened  day  by  day  amongft 
them.  And  queftionlcffe,  thefe  were  the 
fixe  hundred  Marfflians^  and  thefifreene 
cheefeftmen  among  them,  whereof  Ca- 
far  Ipcaketh  in  his  firft  booke  •  But  let  vs 


go  on  with  the  words  of  Strabo.  Out  of 
thefe fifteene  (faith  hee)  they  eleBed three ^ 
which  had  the  moH  authority  and  power.  In 
this  manner -^^r/i/'^deferibeth  the  Com¬ 
mon*  wealth  ofthe  which  ne- 

iicrthelcs  I  alledge  not  as  a  name  of  Gaule 
onely,  becaufe  it  was  better  beloued  and 
efteenicdtobe  GreekifhjTatherthe  GaU’ 
lifli :  but  alfo,  becaufe  none  of  thofc  Ti- 
mouches  was  to  bee  elefted,  that  had  not 
bin  a  childe  borne  therc,and  had  not  bene 
a  Cittizen,cuen  to  the  third  race  ordef- 
cent,  as  the  fame  Strabo  faith  •  V pon  this 
occafion,  AriHotle  (and  very  defcrtfully) 
calleth  the  Common-wealth  of  the  Maf 
fltans  Oligarc.hia,  and  not  Arijlocratiai  for 
thisdeclareth  her  Oligarchie,that  Princes 

were  not  eledfed  by  their •vertue,but  in  re¬ 
gard  of  their  race.  '  '  , 

I  doe  not  alledge  (I  fay)  this  Com¬ 
monwealth,  as  an  example  ofthe  Gaules 
Common-wealth  :  I  defire  to  dcliiier 
their  owne  true  efintes  indeed,  and  thofe 
that  truely  were  of  Gaule,  and  firft  of  all 
in  general!  of  all  Gaule  ;nexti  oftbe  Na- 
tionSj  and  then  particularly  of  euery  Cic- 
Thefeauc'nth  Booke  of  Ca- 
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y^r^fliallferucasa  fufficient  Teftimonic 
in  my  common  example, wherein  Gaule 
isintirelydeferibed,  both  in  orders,  and 
all  reuennewes  ;  albeit  in  the  feauenth 
ycare  ofthe  warres  in  Gaule,  great  ftore 
-  ofthe  afflided  Townes  and  Citties,  had 
diminifhedmiich  of their  reucnnucs.Firft 
(by  a  Common  Councell)  Vercingetorix 
was  elededforcheefe  Commaunder,  as 
C^trhimfelfcfaieth,  when  the  Heduans 
fought,  that  the  Empire  might  bee  giuen 
to  them,  as  the  matter  came  then  in  con- 
trouerfie.  The  whole  Councell  of ^j^^/(raith 
hee)  was  called  at^  Bibrade  ^?rBeaulne, 
where  arriued  a  great  number  of  men ,  anch^  TownroT 

^  Btay.inihe 
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the  Election  was  appointed  to  the  mojl  x'oy- 
ces :  but  by  gener all  confent  it  was  concluded 
that  Vercingetorix  ffjould  be  Emperor^  ^  the 
chief e  Leader  of  their  Annies,  Onely  Cafar 
faicth,  that  the  vcizao^Rhcmsd'^^'^  Lin- 
gone  and  thc^^  Treuiraines^yNtto,  notpre- 
fent  at  this  Coiinccll :  but  hee  maketh  no 
mention  at  all  of  the  Aquitaines.  i 

Afterward,when  Vercingetorix  was  be- 
fiedged  necrc  to  Alexia Gauls  then 
called  another  Coiincel ;  wherein  was  or-  ^ 
dained,  that  a  certaine  number  of  martial  fNow  cl'J 
men  fhould  command  oner  euery  towne. 

And  it  was  concluded,  that  fiue  thirtie 
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thoufand  men  (Ti  on  Id  “comm  and  the  He- 
and  their  neighbors  the  SecU'lims^ 
Ambtmrets^  AulerkeSyBrmnotiikes^  &the 
BrAnnonims  •  The  like  number  was  ap¬ 
pointed  to  the  men  of  Autierne^  together 
with  the  Cadurciamy  Heluterians^Gaballes^ 
and  F ?/Uunmns^  who  were  vndcr  the  do¬ 
minion  of  the  Auiiernuns .  To  the  Se- 

qmnes^  Senones^  Biturigimes^SAntorigeAns^ 
Ruthenes  2iV\d  Carmtes^  were  appoynted 
twelue  thoufand  men.  T o  the  BeUouacanes 
ten  thoufand,  and  as  many  to  ihcLimo- 
Jino.  To  the  BoiRdeuines^  Tourangeans^ 
Panfiam,  and  HeluetianSy  eight  thoufand 
to  each .  To  the  wefiones:,  Amiangeans-i 
MediomAtnc'uns  ^  Petrocoruns^  Neruims^ 
Mortnes^  and  the  Nittobrigrmns^  fiue  thou¬ 
fand  to  each.To  the  Aulercians  and  Ceno- 
mmhns  as  many#  To  the  Atrebatians  four 
thoufand.  To  the  B^llocafians-,  LexobianSy 
Aulerks  Eburones ^  three  thoufand  to 
each.To  the and  houns^  two 
thoufand  a  peece.To  all  the  Cidtes  that 
border  vpon  the  Ocean,  and  (according 
to  their  manner)  are  called  ^  ArmorkaJ\'& 
thoufand. 

Heere  we  haue  a  view  of  the  publique 
Councell,  vniuerfally  obferued  through¬ 
out  Gaule,  and  one  fclfefame  manner  of 
behauiour,and  ahfwerable  to  the  Amphy- 
Biones^  of  afsigning  by  a  Councell  pub¬ 
lique,  the  eftate  and  reuennewes  ofeuery 
Citty.  Notwithftanding,  one  onely  man 
did  not  command  ouer  all  thefe  Conipa- 
nies :  but  there  were  foure  captains,  with 
whom  were  ioyned  fome  Councellorsof 
thefe  CittieSp  c^pir  in  the  fame  place  fai- 
cth  ^  Thdt  the  whole  charge  of thefe  a  fay  res 
of the  Err^pire^  wa4  giuen  toComiits  the  ^  A- 
trebatian-,  to  FiridomarusAo  Eporedorix  the 
HeduanCy  and  to  Fergajillan^  of  AmergnOy 
Co  fine  Germane  to  Vercingetorix  by  the  mo¬ 
thers  fide :  and  vnto  them  were  afigned  cer- 
taine  other  chofen  perfons  of  the  CittieSy  as 
Councellors  for  the  warre.  Neuerthclelfe, 
wc  may  obferue,  ifin  ail  the  Gaulilh  Na¬ 
tions,  the  fame  eftate  ofcommonwealth 
was  kept,  as  among  the  Celts, Beiges, and 
Aquitanes. 

^  In  the  umeofthc  warre  in  Gaul  jit  ne- 
uerhapned,  that  the  Celts  kept  the  like 
ceremony  of  Councell:  for  the  greater 
part  of  them  wer  affociated  with  the  Ro- 
maines,  cither  by  amity  or  alliance,  or  by 
what  kindofdutieclfcjlknow  not.  Not- 
withftandingjin  the  war  of  the  Venetesy 


a  coniuration  was  madeofthe  Armorican 
Q\tn^SyX.\\z^  yenetesy  the^  Ofifines^  the  ^ 
Lexobians y^t,  ^  Nannets  or  Nannetians-y 
the  ^  Dmblinters^  the  ‘  C uriofolites ^  the^ 
'Vue Ilians^  the  Ambiliates  ^  and  the  Ebu- 
rones*  Suddenly  ivere  AmbaJJadorus  fent 
(faieth  luhus  Cfar  in  his  third  bookc) 
and  by  aduice  of  their  Princes  fy  Noblemeny 
they  conferred  together ,  to  do  nothing  with¬ 
out  C ounce and  to  abide  fuch  difasiers  as 
Fort  une  fhould fend  ^nto  them ,  Solliciting 
the  reH  of  the  Cities^  to  choofe  rather  to  con¬ 
tinue  in  the  liberty  which  they  had  recey^ed 
from  their  AnceHorSy  then  to  endure  thefer- 
uitude  of  the  Romaines.  Neuerthelelfe,  the 
cheefe  Header  Commander  of  all,  the 
Army,  is  not  named  by  Cafar^^n  any  part 
whatfoeuer.  And  yet  in  the  publike  coun¬ 
cell  of  the  Belgians  (whereby  was  plainely 
and  openly  determined  againft  C^r,the 
intire  liberty  of  all  Gallia:)  the  maine  and; 
eminent  charge  of  the  affaires(by  the  wil 
and  confent  of  all  men)  was  put  on  Galba 
King  of  the  ^  Swefiones yZs  Well  in  regard 
of  his  ownegood  deferuing,  as  for  his 
wifedom  and  prouidcnce.  ' 

In  this  warre  at  that  time,  the  *  Belloua- 
canes  contributed  to  the  number  of  three 
(core  thoufand  armed  men ;  the  Swefions 
fifty  thoufand ;  as  many  the  ISleruiansfaQ 
Atrebatians  fifteene^  the  Ambians  ten;  the 
Marines  fiue  and  twenty;  the  Menapians 
feuen;  the  Caletines  ten;  the  Velocaftans  & 
Veromanduans  as  many ;  the  Aduaticians 
nineteenc;  the  CondrufianSyEburoneSy  Ce- 
refanSy  Pemanians(which  al  by  one  nanae 
arc  called  Germanes)  tony  thoufand. Here 
is  to  bee  feene  a  Common  Councell  in- 
deede,  and  therby  like  wife, the  intire  po¬ 
wer  and  authority  of  eucry  Cittie.  Such  a 
coniuration  alfb  was  amongftthe  Aqui- 
taines,  of  whom  Cafar  writeth  tbus.Tte 
the  Aquitaines  began  to fendfoorth  Ambaf- 
fadorSy  and  to  enterchange  HoBageSy  to  mu- 
fhr  men  of warrey  and  to  crane  ayde  of  the " 
Cantabrians  their  Neighbors :  as  alfo  to  e- 
leB for  their  CaptaineSy  cert  am  men  that  had 
ferued  (all their  time)  with  Sl^Sertormff 
therefore  were  reputed  to  bee  mof  expert  in 
the  aBions  of  Armes.  It  is  then  plaine  and 
apparant  by  the  places  before  alleadged ; 
that  the  policy  propofed  by  Cafary  was 
not  onely  common  to  all  Gaule:but  like- 
wife  generally  in  recommendation  to  all 
the  Nations. 
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CHAP.  XVII. 


of the  forme  of Gouernment  ohferued  in  the 
Common-wealths  of  thefenerall  Citties 
and  Nations: and  what  their  R  ulers  and 
MagiHrates  were :  as  alfo  how  they  at^ 
tayned  to  their  authority. 


E  T  vs  now  particularly  il- 
Iiiftrarc  the  Gouernments  in 
the  Commonwealths  of  the 
Nations  and  Citties  of  the 
people.  Andfirftofall,  let 
vs  fpeakc  of  the  CeltSjamdng  whome  the 
Heluctians  haue  beene  reputed  to  be  the 
moftbraue  and  valiant  Nation.  What 
jadminiftration  &  gouernment  of  Com¬ 
monwealth  hath  bccne  obferued  in  their 
cheefeft  City  f  The  City  of  the  Helueti- 
ans  was  fituated  betweenc  Rhein  &  Rhone^ 
as  alfo  the  Mountaine  lura^  in  a  triangu¬ 
lar  forme  or  fhape^hauing  tweluc  towns, 
and  foure  hundred  Villages,  &  the  whole 
diuided into foLire Regions:. yet  not  for 
warre onelyjbut  likewifefor  luftice,and 
for  doing  right  to  all  men .  There  were 
two,  named  by  Csfar  himfelfe,  ^  Tigurine 
2XiAverbigenia  .  Theie  Regions  were  as 
one  Par!  iamentjthat  had  the  whol  charge 
of  the  affairs  of  the  Rcalme,  and  for  mat¬ 
ters  of  confequcnce,  were  wont  to  come 
into  a  publike  Counccllj  where  for  the  E- 
Icdion  of  a  Prince,  hapned  a  coniuration 
amongft  themof  theCitie^  to  burne  all 
their  Townes,  Burroughes,  and  Villages, 
to  forfake  their  own  limites,  and  by  force 
to  feize  and  furprizc  the  kingdome  of  the 
Gaules. 

For  the  better  execution  of  this  enter- 
prizc,0^^^^r/x’,one  of  the  moft  apparant 
and  Noblemen  was  made  choife  of 5  and 
this  aft  declared  at  the  firft,  euen  a  meere 
and  certaine  Timocraticall  affliftion.  Or- 
ouercome  with  acouctous  affec¬ 
tion  of  Soucraignty  ^nd  reigning,  imbra- 
cedthis  Confpiracy  rbuttheiffuc  requi- 
reth  obferiiation,  after  the  matter  came 
tobedifcoiicred.  This  happening  to  the 
knowledge  of  the  Heluctians,  by  fome 
prefumptions  and  conieft  ures  5  Orgetorix 
was  taken  prifoner,  and  they  would  haue 


compelled  him  ('according  to  their  man¬ 
ner)  to  confefTc  the  truth.;  which  ifit  fell 
out  to  be  approued,  their  Law  condem¬ 
ned  him  to  be  burned  with  fire.  Orgetorix 
fummoned  to  this  Sefsions  al  his  friends, 
k-flidrcd,  and  alliance,  who  were  in  num¬ 
ber  ten  thoufand  men,  together  with  his 
feruantsand  debters,  who  were  a  great 
company,  that  they  might  alsiflin  the 
cafe  ofiudgement.  Hee  prcuayled  fb  well 
by  this  multitude  of  men,  that  hee  freed 
himfelfe  from  anfweringto  his  endite- 
ment,  ordifclofing  vppon  what  occafi- 
on  hee  was  incited  to  this  matter  of  con- 
fpiracy. 

Inthemeane  fpacc,  while  theCittie 
('being  offended^  fought  to  maintain  the 
execution  of their  Lawes  by  the  fword  ,8c 
the  Magiftrates  muftered  men  from  all 
parts;  Orgetorix  dyed  in  prifon,  not  with¬ 
out  fufpition  (as  the  Heluetians  imagi¬ 
ned)  ofmurtfaering  himfelfe .  Kingdomes 
(faith  C afar)  were  bought  in  Gaul^  by  fuch 
its  were  mo  si  potent  aud  abounding  in  riches^ 
and  fuch  as  had  the  meanes  to  command  mojl 
men  at  their  pay.  But  what  thefc  kingdoms 
were,iscafily  tobeconieftured,  by  the 
oi Orgetorix y  and  by  others  be- 
fide,whereofweare  to  fpeake  hereafter. 
The  Commonwealth  then  of  the  Helue¬ 
tians,  was  parted  in  this  manner  by  Regi¬ 
ons,  as  atthisday  thatof  the  Switzers  is, 
who  vfurp  and  make  vfe  of  the  borders  of 
the  Heluetians.  Next,  there  were  three 
great  Cities  ofthe  Hcduansznd  *  Aruer- 
nians'^^t'ss  nowfliruey  thefc  Common¬ 
wealths,  and  firft  that  of  the  Heduanes^ 
who  werethe  very  braueft  and  moft, vali¬ 
ant  people,  when  Cafar  made  his  warre 
in  Gaule.  Let  vs  make  a  good  obferuati- 
on  of  this  Common-wealth,  and  how(in 
three  kindes  of  a  iuft  and  commendable 
gouernment)  it  was  iiidicially  ordered  8e 
maintained. 

By  a  yearly  deftion  of  Priefts,in  a  cer- 
tainc  place,  at  a  certaine  time,&:  of  diners 
dclcents,  amongft  the  Heduanes  was  cho- 
fen  one  called  a  F ngobret^  who  had  full 
power  as  a  King,  and  abfolute  authoritie 
oflifeanddeath;  but  he  was  not  permft! 
ted  to  go  forth  of  their  iurifdiftions .  Ca- 
/^rin  his  firft  booke,  making  mention  of 
the  Heduanes,  fpeaketh  in  this  maner. 
ter  he  had/ ^mmoned  together  the  chief e  No¬ 
blemen  and  Pnneesinhis  Campe-^  amonosJ 
whom  were  Biuhiacsts  and  Life  us,  who  at 
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that  tim3  WO'S  the  cheefe  Magis  trates  arid  by 
the  Hediianes  called  l^ergobrets  created yeare 
byyearCs^  hauing  flower  of  life  and  death. 
The  reft  is  reported  in  the  feauenth 
Booke,  where  is  declared  how  the  Senate 
and  people  of  the  Heduanes ,  were  in  a 
great  fedition  about  their  Magiftrate^for 
the appeafing  whereof,  Cafar  was  called ; 
thefe  are  his  own  words.  The  Princes  Am- 
baffadors  of  the  Heduanes^  came  to  Cafar  ^ 
intreated  hm^  that  he  would  come  to  fuccour 
their  Cities  elpecially  in  a  time  offuch  necefi- 
ty^  when  their  Common-wealth  was  in  great 
danger.  For  whereas  (in  former  time)  they 
were  wont  to  haue  but  one  Magijlr  ate  yeare- 
ly^  who  had  authority  Roy  all:  now  there  were 
two  that  bare  that  Office^  yet  both  making 
their  •vaunt y  to  bee  created  by  order  of  Law* 
One  of  them  Was  called  Conuidolitane,  a 
man  in  the  flour e  of  his  youth yrf great powers 
and  well  allyed:  the  other  named  hirnfelfe 
Cottus,  of  a  moll  ancient  race^  and  one  that 
was  able  to  doe  much:  whofe  brother^  named 
V alctiaciis ,  had  borne,  the  fame  Office  the 
yeare  before,  Moreouer  tneyfayd,  that  all 
theCittywasvpin  ArmeSythat  the  Senate 
and  the peopl^ere  diuidedy  each  holding  a- 
part  their  feuerallfaBions :  And  if  this  mu- 
tinie  fhould  bee  fufferedfor  any  long  time  a- 
mong  them,  and  no  other  means  of  help  were 
affoordedy  they  would  make  priz^e  and  bootie 
of  one  another  ^  and  all  mull  goe  togenerall 


rmne. 


•  Cafary  though  he  knew  it  to  be  a  dan¬ 
gerous  matter,  to  forbeare  his  wars,  and 
depart  from  his  enemy  lyetjin  regard  he 
was  not  ignorant  what  great  inconue- 
nienccs  do  grow  out  offuch  diflentions  5 
and  fearing  withall,  that  fuch  a  Cittie,  Co 
well  allyed  to  the  Romane  people^which 
he  had  alwayes  maintained, and  furnifhed 
with  all  things  he  could  dcuife;  leaft  al(b 
the  part  that  was  moft  diftruftfull  of  him, 
fhould  fend  for  ayde  to  King  Vercingeto- 
rixy  herefolued  to  go  thither,  Sdpreuent 
the  perill  berimes .  And  becaufe,  by  the 
Lawes  of  the  Heduanesy  the  cheefc  Magi- 
ftratc  might  not  abfent  himfelf  out  of  the 
counrrey,  as  doubting  thereby,  that  hce 
fhould  diminilh  any  part  oftheir  right  &: 
Lawes ;  hee  went  hirnfelfe  in  perfon  vnto 
them,  and  called  before  him  al  the  Senat, 
and  they  alfo  among  whom  the  ftrife  had 
happened.  When  the  whole  Cittic  was 
(wehneerc)  aflcmbled  toeethcry  and  hce 
was  fully  informed ,  that  by  the  confcnc 
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of  a  few,  priuily  congregated  together. in 
an  vnmecte  place  ,  and  at  an  vnlawfull 
time  •  vnderftanding  withal,that  one  bro 
ther  had  fiibrogated  the  other  in  hi.v 
place,  contrary  to  the  lawes, which  plain¬ 
ly  did  prohibitc,  that  two  of  one  Linage 
and  family (Ijeing  both  liiung)fhould  not 
oncly  bee  difabled  from  creation  in  the 
Magiftracie,  but  alfo  not  admitted  into 
the  Senat :  Cottus  was  compelled  to  giue 
oner  his  Office,  and  ConmlLolitane  (who 
according  to  the  cuftome  of  the  Gity,vp- 
on  theceafingof  the  former  Magiftrats, 
had  bene  created  by  the  Prieftes)  had  the 
full  authority  appointed  to  him.  Cdfar 
wrote  all  this  himfelf,  about  the  commo¬ 
tion  of  the  Heduanes thy  moft  clear¬ 
ly  appeareth:  that  the  royall  dignitiewas 
'withtFergobrety  and  theauthority  of  the 
Seigneurie  in  the  Senate  5  and  finally, the 
democratic all'^ov^tx  in  all  the  people. 

But  to  know  what,  and  how  noble  this 
City  was,  wc  need  no  more  then  to  look 
vpon  fo  many  T owns5as  were  in  the  pro- 
tedion  of  the  Heduanes^  whereof 
fpeaketb  in  his  Commentaries .  Among 
them  of  gireateft  note  in  this  Common¬ 
wealth,  x^'Bibrall  named  ,whereunto  Ca^ 
far  (ashewriteth  in  hisfirft  bookc)meant 
to  go  (as  to  the  principal  place  of  the  He- 
duane^^xxon)  to  haue  Conte. ofthc  He- 
duanes.  And  to  this  place  (as  it  is  recor¬ 
ded  in  his  feauenth  bookc^  Litauicus  had 
withdrawn^  hirnfelfe,  becaufc  this  was  a 
Citie  highly  authorized  among  the  He- 
duanest^  and  there  the  Magiftrat  Conuiclo- 
litane,^  with  a  great  part  of  the  Senat  cait)c 
vnto  him.  Thither  alfo  were  all  the  ho- 
ftages  of  Gaule  brought ,  when  Cafars 
Guards  were  flaine  at  N onto  dunum,  hni 
there  likewifcwas  afsigned  the  Counccl 
of  all  Gaiilcjagainft  and  thither  al- 
fb  (finally^  after  that  he  had  reco- 
tiered  the  Heduanes  f^txookt  hirnfelfe  to 
winter  for  that  feafon.  This  Citty  (I  Czy)  ^ 
w  as  the  very  principal  ot  the  Heduanes^  Sc 
(as  the  ambaftador  faid  in  the  Panegyrick 
oC Const antmc)\isv2L'j  after  called  JuUayPo-  ofchaiomin 
lUy  FlorencUy  Plauia,  Morcoucr-(irihis  7- 
book/  Cahiiione.^  Sc  Matijcon  on  "^Arar^  jsoanc. 
are  named  among  the  Heduanes^  and  L^o- 
modimu  ovi'  Leg  ere,  Thefe  that!  haue  na¬ 
med  were  their  I  ributancSjbut  their  ho¬ 
nors  were  tlic  greateft  in  all  Gaul.For  the 
BitimgiaSy  where  in  elder  times  were  the 
ancientKings  ot  the  Gaules  iCcxtScnones^ 
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and  (by  the  fame  meanes)  the  Parijims 
(who  were  in  the  protedion  of  the  Se- 
nones)  and  Be  Home  mesy  arc  called  by 

their  Clients^  as  being  vnder  their 
protedion.  So  then,  the  City  and  Com¬ 
monwealth  of  the  Hedumes^^ii  the  moft 
abfolutc  authority  in  all  Gaule  anciently: 
according  as  hee  hath  written  in  his  fixt 
Booke,  but  as  wee  may  fooner  fee  in  his 
firft  booke  j  at  all  times  ithadthe  princi- 
paficy  throughout  Gaule ,  efpeciallybe- 
fore.it  had  alpired  to  thefriendfhip  ofthc 
Roinane  pj^ople.  But  after  that  the  Hedu- 
4m  were  called  Cofins  and  Brothers  to 
theRomaines:  what  decrees  of  the  Se¬ 
nate,  how  many  times,  and  in  what  ho¬ 
nourable  manner  were  they  pronounced 
on  their  behalfe  ?  VVe  fee  then, that  fuch 
and  fo  great  a  City  of Celtick  Gaul,  hath 
.had  this  Democratica// Common-v/cAthy 
and  Pliny  numbers  it  not  among  the  Tri¬ 
butaries  jbut  among  the  Cities  allyed  to¬ 
gether.  ...  .  • 

Now,  concerning  the  commonvvealth 
of  the  Aruetnians^y  it  was  fometime  the 
cheefefl:  of  Gaule  ;  for  (anciently)  there 
were  two  leagues  throughout  Gaule ,  as 
we  reade  in  the  firft  booke :  xhz  Hedmnes 
were  the  ring-leaders  of  the  one,  and  the 
Aruernims  of  the  other.  And  Strabo  hath 
related  in  his  4.booke,that  that  of  the  Ar¬ 
uernims  ^  was  more  potent  the  the  other ; 
extending  their  Seigneiiry  io  farre  as  the, 
confines  ofthc  Narbonians  and  MaJ^ilians 
to  the  Pyrenean  Mountaines,  to  the  O- 
cean,  and  to  the  Rheine,  In  like  manner  he 
(peaketh  faithfully  jconcerning  two  cruell 
battailes  ofthc  Gaules,  giuen  vnder  the 
Gondiid.  of  Bituitm  the  Aruernian :  and 
Strabo  reporteth  them  in  the  fame  place, 
^  Titiis  Lluius  in  his  ^i.booke.  The  one 
wv2iSQigxix\{kDomitm^  at  the  confluent  of 
Sulgo  and  Rhone -y  and  tlie  other  againft 
fabim  at  Tifara  &  the  fame  Rhone wyhdxt- 
by  we  may  plainly  perceiue,that  thcr  was 
the  fame  forme  of  Common-wealth,  as 
formerly  wc  haiic  fpoken  of. 

For  the  Roraane  Senate,  as  it  is  in  the 
firft  booke,  being  willing  that  the  vanqui- 
fhed  Gauls,  or  repulfcd  (at  leaft)from  the 
confines  of  the  Roman  Prouince,  fhould 
continue  in  their  franchifes  and  liberties  : 
nay, which  is  more, to  the  end  that  Gaule 
might  remainc  in  the  greater  libci  tic ;  or- 
dained  j  that  Bituitm  himrelfe(King  of  the 
AruernUns  as  Titm  Liuim  terr 
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meth  him  in  his  book)  who  was  gone 
to  Rome  to  purge  himfelfe,fhold  be  kept 
in  guard  within  Alba  :  but  Congentiatm 
his  fon  was  taken  and  brought  to  Rome . 
Afterward,  the  Faiher  of  Vercin- 

getorixy  although  he  had  held  the  princi- 
I  pall  place  of  all  Gaule  in  a  warre,yet  noc- 
withftanding,  becaufthce  pretended  to 
makehimfclfe  King, as  it  is  the  7.  booke, 
the  City  put  him  to  death.  V'Crcingetorix , 
by  the  rneanes  of  his  own  people,  was  fa- 
Tuted  as  King  ofthc  Aruerniansp  and  like- 
wife  it  is  faid  inthe  fame  book,  that  all  the 
vGaules  called  him  King:  neiiertheles,vp-’ 
pon  the.fame  oceafion  hee  was  charged  rixandhisfa 
with  treafon^and  hee  came  in  iudgemenc 
before  them  as  foueraigne  ludges,  and  int 
the  end,couctoufnes  in  defirc  of  rufejpro  - 
tied  alike  to  the  father  and  fon.  - 
^ Thus  the  Km gs  were  excluded  out  of 'Xmgexpdica 
the  Commonwealth  ofthe  AruernianSy^  Ar- 

I  •  I  »  1  •  uernians  com 

they  remainedat  liberty  ,euen  to  the  time  ironweaith. 
of  C&far:hx\A  Pliny  (in  his  time)  remem- 
breth  it  amongft  the  Cities  ofthc  CelteSy 
which  were  at  freedom:  and  then  it  had  no  | 
le(reprote<ftion,then  they  of  the  PJeduans 
as  is  already  made  manifeft  by  the  num- 
bringof  military  forces  formerly  decla¬ 
red.  The  city  then  ofthc  Ar uernians 
anciently  bin  the  Lady  ouer  that  of  the 
Heduanesy^ni  after  that, the  Heduanes  af- 
feded  rather  to  bee  brethren  and  cofincs 
of  the  Romanes ,  then  of  the  Aruernians : 
they  became  like  vnto  them  in  habits  and 
manners;  And  when  arihe  laft  coinmin^ 
of  C afar ,the  Heduanes  were  oucrcome  j 
fpoilcdby  the  Germaines,  yet  were  they  xheHeJuans 
then  far  gi eater  in  forces .  Finally,  when  ranfackedand 
(by  the  courtefie  and  fauor  oPCafar)  the 
'Hedums  were  not  only  replanted  in  their ' 
former  condition,  but  it  plainly  appeared 
that  they  had  more  countenance  and  au¬ 
thority, then  eucr  before :  yet  the  other 
were  ccjuall  to  theiTi,and  alike  in  wcalthie 
pofleffions.  Butin  faiiourand  cileem  tho- 
roughoiit  all  Gaul,  they  were  much  grea- 
•ter,  as  the  election  VcTcjti^stoTtx  hath 
fufficiently  flicwnc.  Wherefore  wc  may 
perceiue,  that  the  liberty  of  a  Common-  The  freedom 
welth  remained  in  thefc  two  cities  of  Ce/- 
tih  GauI.  For  the  remainder  ofthe  other  — ... 
that  were  of  meaner  ranke,  hee  fpeaketh  1 
not  fo  much  as  of  any  one'  Kintr  or  of  t 
Princc.;but  only  wc  hcare  no  other  name 
then  ot  thcpeoplc,and  ofthc  City  ’ 
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among  the  principals^and  of  great  autho- 
tity  among  the  Celts.  Of  fome  (tore  of 
Towns  that  were  vnder  it^  C^far  hath  na¬ 
med  two  ^Agendectim  &  *  VelUunoduhum, 
C^far  wrought  by  certaine  meanes  ,  that 
CAumnm  was  their  King ;  becaufe  Mori- 
r^^^^brothcr  to  Caudrinti^  and  his  ailce- 
ftorsjhad  held  the  fame  authority  in  that 
rcalme^for  Cjifxr  had  vndertaken  this  co- 
lour^only  to  cftablifh  a  dngdome  there  • 
Neuercheleffe,  the  although  Ca- 

ftr  was  prefentjCfTayed  by  a  counct  1  pub- 
like  jto  put  Camrinm  to  death.  And  as  he 
(hauing  intelligence  thereof)  fled  away, 
they  purfiied  him  fo  far  as  the  Frontiers, 
expelling  him  from  his  houfe  kingdom 
The  commonwealth  of  the  Parifiam  was 
the  like^by  that  which  wereadein  his  7. 
Booke.  For  the  Parijiansd^y  a  Common 
Councell  of  diners  Citties,  vndertooke 
warre  for  the  liberty  ofthei r country ^cle- 
CtingC mulogenus  to  bee  their  comman- 
der,by  rcafon  of  the  experience  he  had  in 
adions  of  Armes,  and  the  good  will  they 
bare  vnto  him. 

Car  nut  um  allb  was  a  great  City,  as  al¬ 
ready  hath  bin  (hewn,  &  C^far  wrought 
the  like  meanes  to  cftablilh  a  kingdome 
there. Among  the  Carnutes  there  was  one 
Tafgettm^z  ma  delcendcd  of  a  great  place 
and  whofe’  Anceftors  had  held  dominion 
inthatCity.C'^J'<^7(ashefaith  himleli)  in 
regard  of  his  vertue,  and  for  the  good  wil 
he  had  found  in  him, becaufe  he  had  bene 
a  great  helpe  to  him  in  all  the  wars,  plan  - 
ted  him  in  the  fame  place  which  his  An¬ 
ceftors  had  held .  He  had  reigned  but 
yeeres,  when  his  enemies  being  authori¬ 
zed  by  many  men  of  the  city,  openly  flew 
him.  Thefe  Cities  then  had  their  Bruti^z^ 
well  as  Rome.  So  named  the  Se¬ 
nate  of  the  Eburones^  Lexobiansy  and  Ve- 
notes.  At  the  fame  time,  Tcutomatus  was 
king  ohhe^ Nitiobrigians ^i\t  by  a  publike 
Councel  of  Gaufhee  yeelded  obedience 
againft  C afar .  Tins  may  feme  as  fuffici- 
ent,  concerning  the  goLiernment  of  the 
Celts  Ciiies, 

W  hat  then  is  to  be  Paid  of  the  Citties 
of  the  BeIgians.^Sy  what  manner  of  Em¬ 
pire  were  they  particularly  gouern  d?The 
extendure  of  the  men  oi Rhen^cswsLS  very 
great:  becaufc  it  ioyned  with  the  Sequans, 
Mediomatrices,  TremrUns,  (^eromrndums, 
and  the  Swefiiones,  Notwithftanding,  in 

all  thefc  parts,  he  namech  but  two  towns 
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or  Ck\e%^'' Durocottorum land  Bibrax,  Ini  cTheCicyof 
the fixt  Booke, the  councell  ol  Gaule  was 
^k\^ne&^iDurocdttorum*j  and  in  thefe- 
cond  booke  Bibrax\x^s  befiedged.  Con¬ 
cerning  the  men  Rhemes^  in  the  time  of 
Cdijar^  they  hadde  the  managing  of  the 
Gauls,  and  held  the  fecond  place  in  dig- 
nity,  next  to  the  Heduanes.C£jarr\2iV[\er\\ 
their  Senate,and  the  Prince  and  Prouoft 
of  the  city^  as  that/^ whereof  wee 
haue  already  fpoken. 

In  the  time  of C afar, the  Swefionesh^d 
'  Diuitiacus  as  their  king,who  was  the  riioft 
powerfull  mania  all  Gaul,  and  who  ope¬ 
ned  a  great  part  on  this  fide  of  the  coun¬ 
try  which  he  hclde,  holding  alfo  the  Em¬ 
pire  of  Great  Bretaigne,  After  Galba  (of 
whom  he  hath  (poken)he  fuccccded.  But 
vve  may  well  perceiue  hereby,  what  ma- 
ner  of  kingdome  this  was :  in  regard  that 
the  Svpeftons  (who  were  brothers  &  con¬ 
fines  to  the  men  oi Rhemes)  vfed  the  fame 
courfe  of  authority,  and  the  famelawes, 
hauing  one  and  the  fame  Gouerncment, 
and  one  Magiftrate,asthcy  had.  For  Inch 
are  the  words  oiCafar  himfelf,by  vvhom 
one  only  Magiftrare  was  allowed  in  their 
cities.  But  yet  notwithftanding, the  Swef 
I  though  they  were  brethren^  yet 
they  had  aficld(apart)ofgreatiargcneflc3 
and  very  fertile,  and  twelue  townsjwhcf’ 
oiCafar  nameth  onely  one, which  is  No- 
uiodunum^  and  \'\h\QhCafar  (after  the 
Belgians ere  retired  to  him)pafsing  tho¬ 
rough  the  countrey,  efiayed  to  fiirprize. 

But  hec  could  not  compaflfe  it,  by  reafon 
of  the  deepnefle  of  the  ditch,  and  bcighth 
oftbe  wall:  and  yet  there  were  but  yerie 
few  people  to  defend  it. 

W e  come  now  to  the  Bellouacanse^h^t 
kind  of  commonwealth  was  kept  among 
them  ?  Thefe  men  were  highly  efteemed 
with  the  Belgians, for  their  vertuc,autho- 
rity  &  number  of  peoplc.For  their  exten¬ 
dure  was  from  the  limits  oi^eSToefions^ 

&  alfo  fro  the  ^ormans  fo  termed  at  this 
day(euen  there  where  the  riuer  oi'^ Seine, 
throwes  it  felfe  into  the  fea)  fo  far  as  Ca- 
tejknown  by  the  name  of  C allice.  Cafar 
nameth  Bratujpantium^  a  city  of  the  Belio- 
uacanes,hut  by  what  forme  of  common¬ 
wealth  did  they  gouern  their  city  ?  They 
chofe  their  Princes 3as(among  othcr^Or- 
bus^yyho  though  his  Army  had  bin  detea- 
tedj  yet  would  he  neuer  for  any  difeom- 
fort  hapning.or  pofsiblc  to  befal  hmj  nci- 
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therforfake  the  fight,  nor  retire  into  the 
woods,  but  fought  valiantly,  &  in  woun¬ 
ding  many,  compelled  his  conquerors  to 
runneinvpon  him ,  andfo  to  kill  him  in 
their  rage  and  fury .  C^Jar  alfo  maketh 
mention  of  the  Senate  of  the  Bellouocanes^ 
and  authority  of  the  Comminaltyiwhece 
enfuedthe  excufe,  which  the  Senate  of 
the  Bellouacanes  made  to  C^far :  That  du¬ 
ring  the  life  of  Corhm  the  Senate  had  neuer 
the  like  power  in  the  City^  as  the  common  ig- 
nor  ants  had. 

But  now  concerning  the  moft  potent 
Cittie  of  the*  Hermans y  after  what  man¬ 
ner  of  order  wer  they  gouerned?  The  bo¬ 
dy  of  the  Hermans  ^  is  diuided  into  mem¬ 
bers  of  diiiers  names,  as  of  Hannonia^Fla- 
derSy  and  Brabant ,  and  the  name  of  the 
Hermans  fignifieth  no  more  then  a  Citie 
or  Towne, including  (as now  adayes our 
words  are)  of  HannojerSy  flemingSy  &  Bra¬ 
banders  •  And  why  you  may  aske  mce  ? 
Whereto  I  can  make  no  other  anfwere, 
then  as  already  I  haue  done,  when  as  the 
T^ruians  had  neither  Towne  or  City:  but 
I  will  difeourfe  the  bounds  and  limites  of 
that  fonletime  moft  noble  Citty,  accor¬ 
ding  as  Cafar  himfelfe  hath  deferibed  it  5 
obferue  then  what  I  (hall  fay  vnto  you. 

When  the  Ambtans  had  fubmitted 
ftiemlelues,  Cafar  went  thither,to  goe  to 
the  Hermans  which  were  theyr  Neigh¬ 
bors.  And  hailing  mace  three  daies  iour- 
ney  into  the  Country  of  the  Hermans  y  he 
found  by  report  of  fomc  that  hee  had  ta¬ 
ken  :  that  there  was  no  more  then  tenne 
miles  diftance  from  his  Campe  to  the  ri- 
uer  *  Scaldis .  This  Scaldisy  which  paffed 
thorough  the  middeftof  the  Neruians 
Country,  runneth  now  through  the  mid- 
deft  of  Henault :  wherefore  the  Countrey 
of the  Hannoyersyis  comprehended  within 
^  of  the  Neruians.Oi  Cafar  himfelfe  wee 
may  learne  the  limites  of  the  coiintrcy  of 
FlanderSy  which  is  in  firme  land,  and  alfb 
of  Brabant  y  for  there  is  a  paffagein  the  fift 
book,  which  maketh  well  to  thispurpofe. 
yy\\cnAmbiori>:  (after  xh^tSabinmznA 
Cottay  Lieutenants  Generals,  were ouer- 
come  with  a  Legion  and  fiue  Companies 
necre  to  which  is  in  the  Eburones 

land^  exhorted  the  ?ieruians\o  doe  the 
like  to  the  Legion  that  paffed  the  winter 
feafon  to  their  country,  vnder  the  charge 
of  S^intm  Cicero .  Bee  perfvaded  eafily 
(hkthCdfar)  the  Hermans  y  and  there- 


upon  difatched  mejfengers  immediately  to 
the  C  entr ones  fir  udianSy  Leuak  eSyP  leumof- 
ansandGorduneSyWho  were  all  <vnder  their 
obedience y  and  ioyned  together  the  great  eft 
forces  that  they  were  able  to  make .  Thefe 
arc  the  very  words  of  C^r.But  the  Gru- 
Sans  Sc  Leuakes  were  enskirted''  with  Lo- 
uaney  in  the  Countrey  oiBrabant-y  and  the 
Gor dunes  (as  much  to  fay  as  the  men  of 
Gaunt)  were  in  the  Mediterrane  countrey 
of  Flanders .  Likewife  the  PleumofianSy 
whom  fbmc  doe  hold  to  be  them  of  Cor- 
troy :  And  they  that  are  of  this  opinion, 
do  plant  the  in  the  Dioceffe  of 

Liege. 

This  (b  great  Commonwealth  of  the 
Hermans y  and  which  was  of  fuch  large  ex¬ 
tend  u  re,  elc(5i:ed  a  Prince,  fuch  as  Boduog- 
natm  was  in  the  firft  warre  of  the  Herm¬ 
ans.  It  had  aUb  a  very  great  Senat,for  C a- 
y^rreckonethvp  fixe  hundred  Senators 
oixh^Heruians.  After  that  thcAtrebati- 
/i;;jwere  vanquifhed ,  C^rgauethem 
ComimlyAio  was  of  the  fame  count  rey)to 
bee  their  King  :  that  is  to  fay,  that  of  a 
prince  ,which  was  but  for  a  time, he  crea¬ 
ted  one  thatfhoLild  continue.  Hee  main¬ 
tained  the  franchifes  of  the  City,  &  gaue 
to  them  their  laws  and  rights,  and  annex¬ 
ed  the  ^Morlnes  to  his  Empire.  Neuer- 
theleffe,  this  King  enioyed  his'  authoritie 
no  long  while,  for  after  that  the  Atreba- 
tidns  had  put  themfclues  vnder  Cafars  o- 
beyfance:  his  fway  ccafed,  &  Comius  bare 
Armes  againft  Cafar  again.  The  Eburones 
then  alfo  had  two  Kings,  Ambtorix  &  Ca- 
their  authority  was  fuch, that 
the  commons  had  no  leffecommad  ouer 
them 3 then  they  had  to  c'ontradid  them. 

The  commonwealth  of  the  Morines  was 
anfwcrable  to  that  of  the  Heluetians,  al- 
thogh  it  was  diuided  by  diuers  villages ,& 
had  extendure  farre  off  ftom  them :  as  to 
CaUiSy  and  all  along  the  coaft  of  Piccardie 
and  Flanders,  in  the  Forrefts  &  marilhes  5 
euen  fo  far  as  the  ^  Menapians y  who  dwell 
vppon  thecon0uentofA/7^;?<f,  as  alfo  of 
the  Meux^e  or  MazjCy  and  who  were  their 
neighbors,  as  is  to  be  (ecne  in  the  TeuB- 
hers  war  jin  the  4,booke.  But  the  Treuiri- 
ansy  as  well  for  a  kinde  of  gouernement, 
(wherein  they  were  very  skilfull)  as  alfo 
fbrtheoccafionof  tumult  and  fedition, 
very  frequent  among  them^  refemblcd  in 
c^\2L\{Vj^^Heduans.Cingetorix  and  Jndi- 
ciomarm  quarrelled  for  t  s  principalitie , 
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eiien  as  did  y  other  i\Mo^Conuictolitane &; 
Cottles C^trfeated  a£;ain  Cingetorix 
as  he  had  done  ComiUoUtmc .  Th us  the 
gouernment  of  the  Belgian  Cittics^were 
mingled  with  three  formes  of  eftates. 

S antone  Aqmtaines^cQvc\t<i  to  bcc 
gouernedby  fiich  a  kind  ofcompnwcalth. 
For  that  City ,  when  fhe  made  proofs  of 
her  own  vertucj  by  fighting  both  on  foot 
and  horfcbackjand  well  to  fiiftaine  all  af- 
faiilts  in  her  own  defence:fhe  rendred  hir 
neckc  to  fuch  author  ity  .But 
their  Prince  (of  his  owne  power)  fteptin 
to  do  his  dutv^and  fallied  forth  with  t  oo 
*Soldures^ox  Solduri]\  Wherefore  I  think 
that  the  gouernment  of  the  Gauls  Com- 
I  monwcales^hath  bin  already  fufliciently 
explicated,  and  by  fo  many  examples^  as 
‘  we  may  well  conclude^  that  the  principa¬ 
lities  of  the  Gaules  (according  to  C^Jar) 
were  fuch  gas  wold  not  fuifer  that  the  fub- 
ie6ts  fhouldbeoppreffecl  or  circumuen- 
ted  ;but  if  any  Prince  did  otherwife^hce 
heldc  no  authority  amongft  his  fubieds. 
VVe  hauc  fpoken  then  enough  of  the  go¬ 
uernment  and  authority  obferued  among 
the  ancient  Gaules. 

Let  vs  nowliften  vnto  the  Common¬ 
wealth  of  that  likewife 

of  the  Germains.  There  is  mention  made 
in  the  fourth  Bookj  concerning  the  Prin¬ 
ces  of  the  BritainSjWith  their  conferences 
and  confultations  held  among  thefelucs, 
for  the  common  good  of  GreAt  Britaine, 
And  in  the  fife  bookc,the  common  coiin- 
cell  is  obferued  by  Cafar ;  and  that  the 
whole  charge  and  command  of  warre  a- 
gainftc^y4r,was  put  into  the  power  of 
CAfibeUne^  and  the  diuerfity  of  Kinges 
which  were  fubied  vnto  that  common 
Councell,  cloc  fufficiently  declare^  that 
GrcAt  Brtt Arne'S kd  the  fame  kinde  of  go¬ 
uernment:  that  Gaiile  did,  C^fAr  alfo  de- 
liucreth  (almoft)  the  very  fame  gouerne- 
ment  of  the  Germaines.  IVhen  a  Common- 
weAlth  ((ay  th  h  e)  either  endured  way  mAde 
on  tty  or  Attempted  Any  y  MAgilirAtesveere 
debited  to  ^vndertAke  the  chArge  of  the  vpAYy 
And  they  might  Alfo  tAke  orfAue  Ife,  In  times 
ofpeAcey  there  no  common  MAgidrAte , 

but  the  Lor  des  of  the  Countries  y  and  of  the 
BurrougheSyWho  exerclfed law  to  their  wf 
falSyAnd  appeafed  all  their  contentions. 

In  the  time  of  T ncltiu ,  Germany  had 
fome  Kings  •-  but  they  were  fuch  as  had 
more  honor  then  power  5  in  other  rnat- 


leis  they  were  like  to  the  Gauls  manners. 
They  made  Kings  (fiathhC)  for  their  Nobi¬ 
lity  y  and  CaptAines  for  their  ^uertue^Nor  had 
thofe  Kings  any  undefined  or  free powery  fy 
the  Captalnes  were  obeyed  more  by  examplCy 
then  by  command:  either ywhether  they  were 
deliberated  j  in  fight y  or  doing  their  deuoyre 
*vpon  the  pointy  making  wonderfull proofe  of 
their prowtjje. .  As  concerning  the  Cap- 
taincs  or  Princes  (as  the  fame  Author  re- 
lateth)  8c  likewife  for  them, termed  com¬ 
panions  of  the  Princes^  thus  it  foliow- 
ctb.  ' 

The  Princes  alfo  theyeleCt  in  the  publike 
C  ounc  els  ywhlch  doe  hold  the  iurifdifiion  of 
Burroughes  Andulllages,  Eueryman  hath 
an  hundred  Companions ,  who  are  of the  po¬ 
pularity^  and  doe  glue  afrlHance  a)nto  them 
in  Councell  together  y  and  alfo  in  their  Au¬ 
thority  .  A  N oble  or  generotis  frock  offame^ 
whofe  high  defer  ts  of theyr  Forefather  Sydoe 
challenge  to  haue  the  dignity  of  a  PrincCyA^ 
mongU  the  younger fort  of  people :  They  are 
accompanied  with  other  of  more  robust  com¬ 
plexion  \  and  fuch  as  haue  had  (long  time) 
good proofe  made  of them ;  and  yet  they  blufh 
not  a  iottCy  to  bee  feene  amongelt  fuch  Com- 
p  anions  y  albeit  there  are  fome  degrees  in  this 
companies  according  to  his  iudgement  whom 
they  follow.  Why  then  I  may  fafely  (ay 
ofthc  Germaines  (according  to  Tacitus) 
that  their  Magiftrates  haue  bin  anfwcra- 
ble  to  their  Kings^Captaines jor  Princes, 
and  likewife  to  them  called  the  Compa¬ 
nions  of  Princes, 

I  come  againe  vnto  the  Knights  of  the 
Gaules, which(in  the  times  of  warre)hai]e 
the  managing  of  the  alfay  res .  And  thefe 
Knights  (thus  C^/^r  in  his  fift  book) 

when  there  is  needcy  and  any  warre  hapneth: 
they  are  all  employ  edy  and  according  as  each 
man  hath  authority  and  meaneSyfo  hath  bee 
moH  feruants  and  clyents  about  himy  ^  this 
is  the onely  fauour  and  power  that  they  doe 
know,  Heereia  is  continued  the  ancient 
Gaules  manner,  for  ekdion  of  Magi¬ 
ftrates,  and  we  may  learne  by  a  new  argu¬ 
ment  ;  that  the  Gaules  Princes  were  cho- 
fen  for  their  Vertucs,  and  for  their  deferts 
towards  the  Common-wealth  5  and  that 
this  emincncie  came  from  Vertue  one¬ 
ly  •  For  euery  Prince  would  not  fujfer  his 
fubieB's  to  bee  opprcjjedy  nor  deceyued  (fo 
hath  lulim  Cafar  formerly  faid)  butif  hee 
Jhould  do  otherwifcyhe  mufl  be  are  no  autho¬ 
rity  among  his  people  hereto  doth  this 
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iuftly  make  anlwer:  That  this  is  the  oncly 
fauour  and  power  which  the-Knightes 
krtowe  3  if  according  as  they  haue  moft 
meanes  and  authoritie^fo  they  fhall  haue 
the  more  feruants,  and  the  more  -Clients 
about  them. 

By  feruants  or  vaffailcsjare  meant  fuch 
as  ftand  obliged  or  indebted  (of  whom  I 
haue  formerly  fpoken  )  and  who^  vppon 
that  OGcafion  are  dedicated  to  the  fcruice 
ofthofe  Knights :  for,  thefe  vaflals  feme 
as  Waggoners  to  their  Matters,  and  car¬ 
ry  their  fhields.  And  the  Clients  (as  it  is 
in  the  feauenth  Booke)  neuer  dare euen 
in  the  extreamity  of  all  misfortHne,  for- 
fake  or  leauc  their  Lords .  Thus  then  the 
vaffals  or feriiants,  do  accompanie  theyr 
Knights  and  Matters  in  warre ,  and  the 
Clients  dole  attend  on  their  Lords,  and 
thefe  are  the  companions  of  the  Germans^ 
whereof  T4r/^//^fpeaketh,  as  already  hath 
benefaide.  '  i 

-  ^’Thcre  is  great iealoiific  amdhgft  thefe 
companionsjwho  fhall  haue  the  cheefett 
place  about  his  Prince :  and  amongft  the 
Prihces,who  fhalbc  followed  by  themoift 
and  beft  companions  or  attendants .  It  is 
held  a  high  dignity  ,  to  bee^dayly  rounded 
with  a  great  troope  ofyoung  and  choyfe 
men :  it  is  an  honour  in  time  of  peace,  & 
fccurity  in  time  ofwarre.  This  honotjand 
this  glorie  is  not  onely  in  euerie  Nation, 
but  euen  in  the  neighbouring  Cities,  co- 
Lieting  as  much  to  be  accompanied  with 
fuch  a  company  of  men,  as  with  fo  manie 
ve’rtucs.  Whereof  pradife  is  made  by 
Ambalfages,  and  plenty  of  prefents  fent ; 
nay,  oftentimes,  they  will  vndertake 
Armes,  for  the  bare  name  to  be  termed  a 
fouldier.  When  a  man  is  in  the  fight,it 
is  fhame  to  a  Prince  to  be  furmounted  in 
vcrtiie :  and  it  is  a  more  fhame  to  his  fol¬ 
lower,  ifhe  doe  not  cquall  the  Vertueof 
his  Prince.  It  is  a  mott  infamous  &  fhame 
full  thing,  and  not  to  be  wafhed  off  in  a 
mans  whole  life  time,  to  return  from  the 
battell,his  Prince  being  there  flaine.The 
principall  Oath  that  he  takes,  is  to  defend 
and  fuftaine  him,  and  if  he  doe  any  braue 
or  worthy  afte  in  his  ownc  perfon,  to  rc- 
ferreittohis  Princes  glory  onely.  Prin¬ 
ces  fight  for  victory  ^companions  and  fol- 
owers  fight  for  their  Prince.  T mtu6  wri- 
teth :  The  Prince  recompenceth  fuch  a^s  fol¬ 
low  him :  for  they  receme  (faith  he)  from  the 
Princes  liberality :  this  Horfe  of feruice yhat 


Rcfompcnccs 
to  the  Gaulcs 
Knightes  tor 
'their  /eruices. 


^iB:oriot44  and  bloudied  Sword :  for  fuch 
Bankets,  although  they  are  not  properly  fer- 
ued^yet  are  they  fumptuotts  to  them,  ^  men 
are  well  contented  with fuch  wages. 

But  can  you  tell  me,  i  what  were  the  re- 
compencesofthe  Knights  amongeft  the 
Gauls,  and  who  managed  this  other  part 
of  their  Common-wealth  ?  As  for  the  re- 
compcnce  ofthc  Druydesyit  hath  bin  fpo¬ 
ken  ofalreadyjwliich  was  honorjthe  grea- 
teft  payment  that  could  be,  and  only  pro¬ 
per  to  vertne .  Neuerthelefre,thc  Com¬ 
mon-wealth  it  felfe  could  not  be  ingrate- 
full  towards  them  in  recompences.xonfi- 
dering  that  there  were  Impofts  &  Tolies, 

'"which  appertained  to  each  Cittic,  as  is  to 
be  fecne  in  the  firft  Book,and  their  great- 
nefle  of  Tribute,  in  the  fixt  Booke.  Tad-  ^ 
tus  hath  declared  among  the  Germaines, ' 
what  worthy  rccompences  were  perfor¬ 
med  to  Princes.  Cittieshad  acuftome,to  Recompcnccs 
colka  (with  their  owne  good  liking)  by  ”on^"thr' 
the  poll  or  he  ad,  either  of  their  cattle,  or  Germamts. 
of  their  fruites,  to  giue  to  their  Princes :  j 
which  being  receiued  as  an  honor,fcrued 
alfo  to  fupply  necefsity.  Aboiie  all,  they  ' 
tooke  delight  in  prefents  giuen  by  theyr 
neighbouring  Nacionsmoc  onely  by  par- 
ticular perfons,butin  generalias  of choifej 
Horfes,  faire  Armours,  trappings  for  fer-  i 
nice,  and  alfb  of  Chaines.  And  fince  then 
they  haue  taught  vs  to  accept  of  mony. 

-  Butlet  vs  purfue  other  manners  of  the 
Gaules  Common-wealth. c^r  doth  of¬ 
ten  accufe  the  infirmity  ofthc  Gauls^  be- 
caufe  in  aduice  they  were  fbdain  and  mu- 1  ming  the 
table  :  but  efpecially  in  this  place  of  his  4. ;  Saules  for 
Booke ,  There  is  a  common  cuftome  (fayth ; 
he)  amongst  them,  to  compellpaf  'emers  or ' 
way-faring  men,  to  fay  whether  they%>illor  ‘ 
no,  and  to  enquire  of  the?n,what  each  man 
hath  heard ^  or  knoweth  of  euery  matter  what 
foe  tier  mThe  popular  and  common  people,  th^ 
flocke  about  Merchants  in  the  C itie, and  con- 
fir  ain  them  to  tell,  out  of  what  countries  they 
come,  and  what  things  they  knowe ,  or  haue 
heard  of  there.  The  ancient  Gauls, had  not 
onely  this  wonderful  defire, to  know  mat¬ 
ters  of  nbuclty  :  but  befides,  that  they 
fiiould  be'imparted,and  made  knownc  to 
them  and  theirs. 

I  will  fet  downe  two  examples  of  fome 
admiration ,  the  firtt  is  in  the  lift  booke 
ofthevidorie  \^hk\)IulmsCacJarh2i6  a' 
gainft  the  Neruians .  During  the  bruite 
ofC^farsviaory{ihk  he  writes  himfcifc) 

_ _ -  -  the  ; 
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the  men  of  Rhemes  (with  incredible  fwift- 
nefe)  carried  tidings  thereof  to  ijtbienii^^  in- 
fomuch^  that  where^tf  he  was  aboatthree- 
fcore  miles  fro?n  the  Garrfon  of  Cicero^  and 
that  C  afar  cams  thether  after  the  ninth  hoar 
of  the  day:  yet  notwithBanding^  there  arofe' 
fach  a  \ry  or  noife  before  the  gates  of  the 
Campe^and  before  it  was  midnight  t  that  the 
men  of  Rhemes  (onely  thereby)  gaue  render- 
Jian  ling  to  Labiemis  of  the  njiBory^  (y  rnade 
a  jigne  of  their  reioycing  with  him.  B  u  t  tb  e 
other  is  an  cfpecialljand  moft  notable  cry 
or  noife,  when  the  Romanes  were  ouer- 
thrownc  at  Genabam  before  Sun-fetting : 
yet  before  the  firft  watch  was  fet,  the  cry 
was  heard  to  the  Araernians^  the  noife 
running  through  all  the  Townes  of  Gauf 
Ti^Cafar  affirmethin  hisfeuenth  Booke. 
For  fo  foone  as  any  important  matter 
happened  j  by  a  cry  they  made  itknowne 
in  the  fields,  and  fo  along  thorough  the 
Countrks,and  ftiil  as  it  was  heard^others 
fent  it  in  like  manner  to  their  neighbours, 
and  according  as  it  came  to  them.  And 
that  which  had  bene  done  at  Genabam  be¬ 
fore  Sun-(etting,  was  knowne  in  the  con¬ 
fines  of  Aruernebcioxc  the  firft  watch,  6^ 
yet  the  diftantewasaboue  an  hundred  & 
fixty  miles.  •  So  faith  and  haply  it 

may  (eeme,  that  that  Angular  defeription 
of  Fame  ,  which  is  fet  downe  in  Virgill^ 
tooke  hence  the  firft  originall. 


^^^d^vnmatchablem fiviftnejfe^ 

'  ‘  Is  fuddenymomng,  gadding  y^ith  rajhnejfe, 

Cdfar  deferibeth  the  like  celerity  and 
Rumor  is  co- 1  cffed  of  this  cty,  as  Firgili  doth  of  Fame, 
moniy  abab-  jhis  conccmeth  the  bruitc  and  cries  a- 
yar*  I  jyjong  the  Gaales.^  whereby  being  moued, 
they  often  held  Counccls  of  important 
matters ;  wherof  (not  long  after)  they  re¬ 
pented  themfelues ,  in  regard  they  gaiie 
credite  to  vneertaine  novfes,  and  found 
them  in  the  end  to  be  nothing  but  fables, 
But  hee  that  thus  reproiied  the  common 
people  of  Gaule  of  lightnefte;  commen¬ 
ded  their  conftant&politicallwifedome. 
lulim  cafar  in  |  Thofe  Citties  (faith  he)  which  are  accoanted 
comment.  Lfb,6  j  iQgQj^^yn  beji  their  Commo-weals^  haue  their 

Lawesgwhich  ordaine^hat  if  a  man  that  hath 
heard  any  thing  of  his  neighbour  (  eyther  by 
report  or  otherwife)  concerning  the  efiate  of 
the  Common-wealth:he  is  to  impart  the  fame 
to  the  MagiJirate^and  not  to  any  other  what- 
foeaer.Becaafe  it  hath  bin  oftefeendhat  rajh- 
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beadedmen^  and  of  fmall  ^nderf landings 
are  ajf righted  by  fflje  noife s^  or proaoked  on 
to  unhappy  attempt}^  arid^dreadlefje)  enter 
into  important  enterpriz>es.  The  MagiHrate 
concealeth  %vhat  he  thinkethjittefl  5  and  df 
coaereth  to  the  Commons  Any  matter  need- 
fall  to  be  knowne, 

1  his  laft  paffage  of  C^e/^r  ,refutech  (vc-  ^ 
ry  ftrongly)  popular  feriiicude,  for  it  tefti- 
fieth,  that  eucn  in  thofe  Cities, which  go- ;  ued  by  Csfkr 
uerned  heft  their  Common-weales :  that 
yet  the  Commons  haue  their  authority, 
becaufethe  Magiftrate  imparreth  to  the 
people, what  is  neceffary  for  the  to  know. 

Strabo  auoucheth  in  his  fourth  Book,that  strahoinUb^i^ 
this  was  alfo  vfed  in  the  Councels  of  the  cqCr*  ' 
Gaules.  f my  one  ( faith  he)  did  interrupt 
him  thatjpake :  the  pablike  Minilier Jiept  ^p 
with  a  drawncfwordA'nd'vJing  threatnings  j 
to  the party  commanded  him  to  hold  his  peace,  j 
if  he  would  not  do  it ,  he  aduertifed  him  in 
the  fame  manner  a  fecond and  third  time.  In 
the  end.,  he  would  cut  ojf  fuch  a  peece  of  his  ■ 
garment^  as  the  rejlfhonld  afterward  do  him 
no  feruice .  Tacitu^s  exprefleth  it  more ' 
plainly,  as  hee  doth  many  other  things:- ^ 
concerning  the  manner, of  electing.  Ma- 
giftrates,  and  the  Counccls  kept  among 
thcGermancs. 

The  Princesdfdixh  hee)  hold  a  Councell, 
wherein  matters  of meanellimportancc,  and  \  ^ 

r  I  ir  r  ^ 

jucnatjo  as  areojgreatejt  conjequence,  are 

handled  together :  And  yet  in  fuch  manner^ 
that  thofe  affaires ,  which  appertaine  ‘vnto  the 
people  Are  managed  and  ordered  by  the  P  r in  • 
ces .  They  affemble  together  (f  there  hap¬ 
pen  no  fudden  accident  or  aduenture)on  cer- 
taine  daies^  either  at  the  new  Mo  one.,  orthe^^^ 
full  of the  Moone:  For  they  beleeueAhat  thofe ' 
feafom  are ?7ioft  haffy  to  treats  anther  af- '  da”tof?nee- 
faires.  And  they  do  not  make  their  account  by  |  ting  for  gene^ 
the  daies^as  we  aefe  to  doefut  by  the  nights .  j 
The  fault  enfuing  on  their  liberty ^is^hat  they 
are  not  altogether  on  the  day  afsigned:  but ! 
two  or  three  dates  is  loflyo  attend  for fuch  as 
Jlacketo  come. 

The  fame  Aiuhour  dcclareth  another 
ftrange  thing  of  the  Germanes,affirming,  Matters  con- 
that  many  limes  they  deliberate  atBan- 
qiiets,to  reconcile  enemies,  to  make  alii-  j  the  GernuL 
ances,and  to  gaine  grace  of  Princes,  yea, 
eucn  then  to  cbnfulcof  peace  or  warre: 
becaufc  as  then  (rather  then  at  any  other 
time)  they  haue  their  fpiritsmoft  open, 
eyther  to  fimple  thoughts,  or  more  ear- 
neft  to  them  of  greater  importance.  This 
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Nation,  which  is  ncy thet  fiibtilc  nor  cau- ' 
tclous  3  will  difcoiicr  the  feccets  of  their 
foulesin  iefting  manner:  for  the  rninde 
beingnaked  and  difcoiiercd ,  bethinks  it 
felfc  better  on  the  day  following,  Sc  then 
hath  more  regard  to  eyther  time.  They 
deliberate  when  they  know  no  diflenv 
bling,  and  determine  when  they  cannot 
erre.  Such  alfo  was  the  cuftome  of the 
Country ,  when  the  Gaules  hcldc  their 
chiefeft  confulcations;  as  hath  already 
bene  declaredjin  the  leiiying  of  their  men 
for  war  re. 

TitmLtum^  fpeakingofihe  Gaules, 
reporteth  the  fame  in  his  one  and  thirti¬ 
eth  Booke^faying.  Then  is feene  in  them 
a  new  and  terrible  apparance^becaufe  ( accor¬ 
ding  to  the  cuHome  of  their  Nation )  they  are 
armed  when  they  come  to  c ounce IL  W  hy 
then  the  TalUs  of  the  ancietif  Gauls^camc 
hcrfclfe  armed  to  the  Councell ;  and  bc- 
caule  they  would  not  do  any  thing,  bur  it 
fhould  expreffe  the  courage  of  the  Gauls^ 
their  affemblies  were  alvvayes  made  by 
found  of  Trumpet.  For  Hirtm  writeth 
fb  of  the  Bellouacanes  Senate ,  bailing 
knovvne  their  misfortunes  by  all  contra¬ 
ry  things.  being  flaine,  all  their 

Caiiallery  ouerthrowne,  and  the  very  va- 
lianteft  of  their  foote-fouldiers  ,  when 
they  thought  that  the  Romans  drew  ncre 
vnto  them  ^then  fuddenly  they  affembled 
a  Coiinccll  by  found  of  Trumpet,  crying 
all  with  one  voyce,  to  fend  Ambaffadors 
and  Floftages  toC^far. 

What  llial!  wee  fay  of the  Germanes  'i 
What  garments  did  they  wearc  whe  they 
came  to  coun  cell  ?  They  did  not  any  thing 
(faith  T acitvJ)  neither  in  affaires  publike  or 
par  tic  alar  Jbut  all  in  Armes  .  They  went  ar¬ 
med  about  their  daily  negotiations^  and  came 
in  the  fame  manner  to  their  Banquets  .Blame 
not  then  the  councclsof  the  Gaules  to 
be  done  in  Armes :  for  the  Romane  Ora- 
toiir  could  fay  in  his  owne  Language. 

Let  Armes  glue  place  to  Gownes. 


The  habici  of 

Warreand 

Peace. 


*  The  Roman 
that  wasdc" 
fended  by 
Tuily. 


Bccaufe  Armes  are  the  accouftrements 
of  Wane, and  the  Gownc  is  the  habite  of 
Peace,  followed  and  attended  on  by  Elo¬ 
quence.  And  when  the  Court  of  Rome 
was  enuironed  with  fouldiersof  Armes, 
at  the  pleading  of  *  Milo :  the  fpirit  ther- 
of  was  not  onely  terrified,  but  the  whole 
body  alfo  trembled  with  fcarc.  But  Elo¬ 


quence  vnited  it  felfe  with  the  Armes  of 
the  Gaules,  fo  that  there  wanted  not  at 
one  time  and  place,  both  Commanders 
of  warre,  and  learned  Orators ;  for  the 
Gaules  Orators  ( by  the  irradiation  of 
Armes)  were  encouraged  to  (pcake  the 
more^braucly .  Princes  were  pFeading, 
Orators  in  the  Gaules  coiinccls,  where] 
(in  general!)  all  might  hcare,  that  had  in-  j 
tereft  in  the  cafe  in  queftion,as  is  eiiidcnt 
by  the  examples  of 

Among  the  Germanes  (‘faith  Tacit  its)  in 
publike  Counsels^  the  King  or  Prince^  accor¬ 
ding  to  his  age  ^according  to  N  obility^  ac c or- 
ding  to  the  place for  warfe\  and  according  to 
his  readineffein  vtterance:  was  much  rather 
heard  for  authority  in  perfwadingy  t  hen  any 
power  in  commanding.  It  was  alfo  permitted 
in  a  full  Councelly  to  accufe  of  crimes  defer- 
uing  death.Thc  cry  or  noife  of  the  people, 
by  liftening  fauourably,or  otherwife:  fig- 
nified  to  the  Romane  Orators,  that  their 
Oration  had  found  good  or  bad  fuccefle. 
But  the  counfell  of  the  Gaules,which  was 
made  in  Arms,as  it  was  reafonable^  made 
afigne  by  their  Arms  (although  the  clat¬ 
tering  of  weapons  was  a  figne  among  the 
Gaules)  how  they  tooke  liking  of  that 
which  had  beenc  fa  id.  Cafar  writeth  fo  in 
hisy.Booke,  fpeakingof  the  Oration  of 
Vercingetorix:  All  the  people  made  a  c;^(raith 
he  )  and  according  to  their  cuHomeynade  a 
clattering  with  their  Armes ^as  they  doywhen 
they  approue  the  Oration  of  any  man^ 

Marcellimis  declareth  in  his  2 1. Booke, 
that  after  had  made  his  Oratiomthe 
Army  of  ihe  Gaules  applauded  him,  and 
mingled  dreadfull  cries,  among  the  loud 
clafhings  of  their  Targets.  The  Gaules 
confultations  were  in  Armes-  their  Ora¬ 
tions  were  approued  by  Armes,  and  the 
oath  they  take, was  vpon  Armes.  The  Ca- 
runtes  (as  it  is  in  the  7.  Booke)  promifed 
in  a  full  councell  of  the  Gaules,  that  they 
would  be  chiefeft  in  the  warre  againfl:  c^. 
far,  andbecaufe  they  could  notinficlde 
giuc  affurance  by  the  meanes  of  Hofta- 
ges,fearinghow  matters  might  comea- 
bout:tothe  end  that  all  might  be  certaine 
and  fwornc,  after  they  had  brought  toge¬ 
ther  al  their  Enfignes  of  warre  (as  alwaies 
they  vfed  to  do  in  very  ceremonious  man¬ 
ner)  they  requcfted.that  they  wold  begin 
the  war,  and  the  other  would  not  forfake 
them.  And  in  the  fame  Booke  there  is  a 
moft  holy  oath,  to  aflurc  the  battel  giuen 
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Of  the  Ancient  Gaules. 
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A  facrcd  oath 
made  in  war 
in  open  field. 


by  thchorlemen.  They  on  horfe  cry  alto- 
gether^that  this  holy  oath  may  beimpo- 
fed  on  cucry  man :  Neuer  to  be  rcceiued 
into  his  houfc ;  neuer  to  goc  backe  to  his 
parents^norto  hiswife,  vntillhce  hauc 
twice  thwarted  oner  the  enemies  armies. 
Wherto  that  of  Mxrcellintis  confbrmeth, 
fpeaking  of  Itdim ;  All  were  commanded 
to  (weare  in  his  Name^S:  fetting  folemn- 
ly  the  points  of  their  fwords  vnto  their 
throtesj  made  execrable  oathes  and  cur- 
fes  on  themfelues,  if  they  brake  iheir 
vowes. 

But  now  it  is  time  to  finifh  our  diP- 
courfe.  Hailing  thus  reported  the  man- 


his  long  labor 


ners  and  cuftomes  of  ancient  Gatile,  the  \  The  Authors 
temperance  of  the  peoples  lines,  their  af- 
fiirance  in  dangers ,  their  wifedome  in 
artesand  difciplincs,  their  iuftice,  in  ru¬ 
ling  and  eftablifhing  the  beft  meanes^for 
good  ordering  and  gouerning  their  com* 
mon-wealth:  There  remaineth  now  no 
more,  but  if  we  can  recouer  the  like  ley- 
fure  (hailing  finiftied  fbme  other  ftudics 
already  entred  on)  we  hope  to  proceed  in 
the  manners  and  cuftomes  of  our  new 
Gaules  or  Frenchmen,  which  will  yeelde 
the  more  delight  and  pleafure ,  bccaufc 
the  fubied  is  of  a  farre  more  excellent  na¬ 


ture. 


The  End  of  the  firft  Booke. 
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CHAP.  I. 


Oj^ the  new  Gaules  ^  orthofe  that  are  called 
(now  adaies)  Frenchmen^  or  thepeople  of 
France ^fucceeding  after  their  Predecef- 
forSythe  Ancient  Gaules» 


France  ihc 
chcefcft  coun¬ 
try  of  Europe 


Ronjarditi 


S  among  all  parts 
of  the  Earth,  Eu¬ 
rope,  (though  it  is 
the  leaft)  holdeth  j 
theverie  chcefeft 
rancke,  as  beeing 
the  principall^and 
moft  worthy  :  So 
it  is  not  to  bee  doubted,  but  that  among 
all  the  Countries  of  EuropejFr^;;^^  muft 
needs  be  the  mofl:  excellent  in  al  relpe<5ls. 
The  people  of  Arabia  that  now  are^  haue 
a  ciiftomary  kindc  of  faying,  that  if  the- 
world  were  a  Ring,  the  Citty  of  Ormuzj 
muft  bee  theBeazicll,  Collet  or  Head, 
wherein  the  moft  precious  Stone  is  to  be 
cnchafcd.  .  By  much  better  reafon  then, 
may  it  lawfully  be  faide  of  France^  and  a 
true  faying: 

It  is  the  leffer  eye,  ^  the  Pearle  of  the  world. 

As  one  of  her  owbe  Poets  formerly 
hath  fung.  Which  no  way  can  be  accoun¬ 
ted  ftrange,  when  confidc^ation  is  iuftly 
made,  of  the  great  blefsings ,  commodi¬ 
ties,  and  graces  of  Hcauen,wherwith  the 
Lai  d  is  and  hath  beene  endowed  .  For 
mere  is  nothing  ellc  found  to  be  compa¬ 
red  therewith  j  be  it  if  wc  regard  the  ferti- 
France  abofi-  jj^y  aboundanccofall  things, not  on- 

dingmchc  ly  ^gceffary  for  the  life  of man,  but  alfo 
for  all  (brts  of  pleafures  and  dclights.Bce 
it  alfo, for  the  Iweetnefle,  temperature, 
amenity  of  the  Ayrc:  not  hauing  any  o- . 
th€r,more  gracioufly  regarded  by  the  cie  1 


f?  ruiity  of  all 
(bings. 


of  the  Sunne.No  Icfle  commendable  (for 
valour)  is  the  courage  andfpirit  of  the 
people,  which  hauc  inhabited  there  to 
this  prefent  time, who  not  oncly  vhaue  ex¬ 
tended  their  renowne  through  all  Lands 
habitable :  but  alfo  haue  excelled  in  what- 
foeucr  can  bee  applied  to  the  height  of 
minde. 

)  Aboucall  (as  moft  admirable)  is  the 
dignity,  greatneffe,  and  Maiefty  of  their 
Kings, redoubtable  and  exalted  (for  their 
venues  truely  heroycall)  aboue  all  other 
on  the  earth.  In  this  excellency  then,ther ! 
are  three  things  to  be  diicourfed :  the  firft 
is  that  ot  the  Land  it  felfe  5  the  (econd  is 
of  the  People  ^  and  the  third  is  of  their 
Kings,  which  refult  as  well  from  the  two 
Precedents ,  as  from  their  owne  proper 
vertue. 

Concerning  the  goodnes  of  the  Land, 
it  were  an  infinite  labour  to  exprefle  fo 
many  blefsings,  and  all  things  clfo  which 
it  producethjcuen  of  beft  vfe  for  the  life 
of  man,  and  that  in  fuch  aboundance,  as 
fuffieeth  not  only  for  the  people  5  but  alfo 
arc  imparted  and  difperfed  to  other  Na- 
tions ,  without  any  incommodity  to  it 
felfcjand  (in  a  manner)  not  to  bee  difeer- 
ned.  The  fat  fields,  coucred  with  good 
wheate  and  allgraincs  elfcof  any  kindc, 
filks  the  Graiinges  &  Garners  eucry  har- 
ueft  feafon.  The  Mountaines  and  Hilles, 
cloathcdwith  goodly  Vineyards,  which 
bring  foorth  moft  healthfull  and  delicate 
wines :  &  almoft  euety  where  ftored with 
all  kindc  offriiite  trees.Thercis  notaiotc 
of  \nprofiiable  Land,  all  is  laboured  and 
husbanded ,  or  ferucs  for  pafturage  for 
feeding  beafts 5  which  caufeth  fuch  plenty  I 
of  all  forts  of  flcfh.There  ye  may  likcwifo ! 
behold  goodly  Woods  &  Forrefts, filled ! 
with  all  kindc  of  game  and  Venifon.Moft  | 
excellent  Flax  &  Hempe,wherof  cloth  is ' 
made  in  great  aboundance.  Dyers  woad 
alfo,  Scarlet  holme-oake3 Saffron,  with 
*  many 
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many  lingular  Plants  and  Hearbs,  not 

onely  for  Medicine ,  but  alfo  nourifha- 
blc.  .  .  . 

.  Hccrcto  l  inayadde,  the  admirable 
fight  of  great  and  goodly  Riiiers,  both 
naiiigab!e,andaboiinding.with  fiHij  diF 
perfing  ihemfeliics  through  France,  as 
veines  in  the  body  of  man :  making  the' 
mid-land  Regions  as  apt  for  commerce, 
as  thole  on  the  Sea-coafis.  Belide  a  great 
number  of  other  waters,  great  Pooles  & 
Pondes,Fountaines,  and  clecre  running 
Riuers ,  all  meruailous  and  ddedable. 
Thenhaueyee  goodly  houfes  and  build¬ 
ings*  an  infinite  number  of rich  and  great 
CitieSjTowncs, Burroughs, Villages, Ca- 
fl:els,and  other  Edifices.Moreouer, grea¬ 
ter  plenty  of  people ,  then  in  any  other 
Region  of  the  world.  This  is  that  which 
is  fo  much  wondred  at  by  ftrangers,  who 
haiie  thought  France  to  bee  a  tcrrcftriall 
Paradilc:  making  more  account  (in  this 
cafe)  then  Frenchmen  do  themfelueSjbe- 
caule  it  is  fo  ordinary  and  frequent  vnto 
them. But  to  fuch  as  haue  faylcd  into  farre 
remote  firange  Countries,*  orotherwife 
haue  had  intelligence  of  them :  they  hold 
it  a  happi'nelTeto  themfelues,  to  Ice  the 
felicity  of  France  fo  farre  beyond,  other, 
and  therby  to  know  their  owne  good.  All 
thefe  graces  might  much  better  bee  ac¬ 
knowledged,  if  wc  did  but  fetier  and  con- 
fider  them  particularly. 

"  Firif ,  for  W  heate  and  other  Come, 
which  is  the  principall  fuftentation ,  to 
maintaine  and  firengthen  the  bodye  of 
man :  it  encrcafcth  and  aboundeth  fo  in 
France  (and  that  of  the  befl:  that  can  bee) 
more  then  in  any  part  of  the  world  ,  and 
likewife  all  other  lorts  of  graine.  It  is  not 
a  time  now  to  acknowledge  fo  great  a 
happinefl'e ,  for  wee  fee  that  our  Elders 
haue  better  knowne  and  felt  it,  when  the 
Land  was  not  throughly  fo  well  husban¬ 
ded  and  tilled.  As  wee  difeerne  by  that 
which  is  written  by  Strabo^  Julius  Solmus 
PolybiHor.fiL  Pomponm  Mela^  who  fpeake 
thereof  exprcffely .  Alfo  Cicero  repor- 
teth,that  .(in  his  time)  was  brought  to 
Rome, and  into  Italy,  great  quantities  of 
Come  from  the  Gaules.  Fliny  the  Great 
hath  alfo  obferued  the  fame,  for  fpeakint’ 
of  the  Come  of  France faith :  That  it 
wa^smoji  cleaneCorne^  and  that  ttyeelded 
fotire  pound  of  Bread,  more  then  any  other. 
It  is  well  known  in  thefe  dayesjthat  Spaine 


furnirhethherfclfewith  the  Wheateand 
Graine  of  France ^2Lnd  that  it  is  to  her  as  a 
n  u  r  fing  M  other.  And  Portugal  it  feife, 
which  is  deferibed  to  bee  one  of  the  moft 
happy  and  fertile  countries  of  the  Spains, 
hath  recourfe  to  France :  as  we  may  fee  by 
j  which  Oz,ormf2Lithy^  Portugal!  BifRop 
of  ylues’y  &  the  fame  is  reported  likewife 
by  others,  ,who  haue  written  of  Relaci'^^ 


ons. 


1 


And  for<  W ines,  the  country  is  ho  Icfle 
fruitfull,  in  proclueing  fuch  as  are  very 
goodjand  in  great  affluence.This  hathal- 
fo  becneconfefTedby  our  Ancients,  ac¬ 
cording  to  the  reftiinonie  of  Sotinm  and 
P  liny  f^h.o  renowric  Bituricam  ^item,  Pe'r^ 
haps  this  may  be  interprcted,not  oto»r- 
^£'.f;but  of  the  wine  about  Bordeaux  ynhtx- 
of  the  people  Bit  uriges  FiuifcL 

He  fpeakexh  alfo  afthe  wine  of  Beuers^ 
whereto  hee  giiicth  thexheefeft  place  a- 
mongall  them  of  Gaule.  And/«/w;/the 
Emperor  faid,that  there  were  good  vines 
in  the  grounds  of  Paris.  Behold  how  Co' 
lurnella  makes  his  moane,atthat  which 
the  Italians  did,  for  planting  of  Vines : 
forfaking  iheir  owne  country,  they  went 
to  feek  in  the  delicate  grounds  of  France^ 
inthcAidzs  Cyclades^  andthofe  of  :4ndo- 
louzjia.  Whereby  wc  may  perceiuc,  that 
he  cqiialleth  the  grounds  of  France  and 
their  wines ,  with  them  of  Mufcadella^ 
Greeke,md  of  Spaine. 

Pliny  faieth,  that  in  Italy  they  highly  c- 
ftcemed  tlTe  Grapes  of  France,  making 
mention  alio  of  a  certaine  kinde  of  admi¬ 
rable  Grape  there  growing*  which  daily 
turneth  it  felfc  to  the  Sunne,  like  as  the 
Heliotrophm  doth,  and  therefore  is  called 
after  the  Greeke  word  Streptosi  Winejs 
tranfported  from  France  to  Rome,  wbicli 
is  there  accounted  very  delicious :  efpcci- 
ally,thatvvhicb  is  gathcred.in  the  grounds 
of  Vienna^^Nhich  they  call  Picatumyxs  P/;/- 
^^rc/?declareth  in  his  Sjinpofiaqties.  Not- 
withflanding.there  is  a  difficuhy  found  in 
thefe  words,  as  namely, that  W'hich  Fopif 
faith 5  in  the  life  of  die  Emperour  Pro- 
bussrhat  he  had per?nittcd  to  the  Frejichmen 
to  haue  and plant  Fines .  No  t  w  i  th  ft  and  i  n  g, 
it  appeareth^that  they  were  in  France  be- 
foreliis  time.  '  '  F 

The  relblution  ofthis,clcpendcth  thus; 
that  by  the  Edidofthc  Eiw^txoi  Domiti- 
he  had  cnio^nedtothe  inhabitants  of 
the Prouinccs, to  entail  the  Vines,  fewe 

 exxcp- 
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excepted. Induced  fo  to  do^becaufc  vpon 
view  taken,  that  fomc  yeares  there  was  a- 
bundance  of  Wine^Si  fcarfity  ofCorne: 
he  conceiued,  that^the  eare-able  Landes 
were  left  barren,  in  regard  of  the  Vines. 
Aftt  rwardjthe  Emperor  Prol;ua  tooke  off 
thofe  inhibitions  in  Gaule ,  permitting 
them  to  haue  Vines.  And  fo  to  this  day, 
the  wines  of  France  are  tranfported  by 
great  quantity  into  England  ^  Flanders^ 
Holland^  Germany  Denmarke,  Sueden^^nA 
into  other  Notherne  Regions. 

Moreouer,  Fwr^produceth  ftorcot 
fruite  Trees,  bearing  (in  abounding  af¬ 
fluence)  moft  excellent,  dainty  and  deli¬ 
cious  fruites :  as  well  ftone-fruite  of  all 
fortSjas  thofe  of  other  nature .  And  yet 
notwithftanding^/r^^  and  Spaine  cannot 
vaunt  to  haue  any  that  come  not  into 
France :  as  Oranges,  Citrones,Pomegra- 
nateSjOliucSj&c.  For  though  the  Land 
doth  not  produce  thefe  eiieiy  where :  yet 
notwithftanding,  Prouence  &  Languedocky 
which  is  the  Narbone  Gaule  of  our  An- 
cients,do  beare  the  famcfruitcsjyca,  and 
much  better,  as  hath  bccne  noted  by  ex¬ 
perience.  Alfo  Strabo  obferued  it  well  e- 
nough.  The  Country  of  Narbone  (faith  he) 
produceth  a  lithe fame  fruites  as  Italy  doth. 

Our  Ancients  haue  alfb  giuen  thereto 
another  commendation ,  to  haue  great 
ftore  of pafture  grounds, and  fo  (by  con- 
fequence)  plenty  of  beafts  to  feed  in  the. 
Strabo  teftifieth  as  much,  making  fb  good 
efteeme  of  the  woollcs  and  clothes  of  this 
Country  :  that  they  are  carried  thence  to 
diuers  parts,  and  therewith  all  Italy  is  fuf- 
ficiently  furnifhed.  But  ouer  and  befide 
the  great  commodity  ^enfuing  by  the  flefti 
of  domcfticke  creatures:  there  arc  Dcare 
in  abundance,as  alfo  all  kinde  of  game,& 
Fowles  in  no  meanc  plenty. 

And  to  the  endethac  nothing  fhould 
be  wanting,  inneceffary  matters  for  fup- 
port  of  life :  the  Country  is  not  deftitutc 
of  good,  proper  and  profitable  horfes,  as 
well  for  ordinary  trauell,  as  alfo  for  com- 
bates, fights,  and  battels^  bred  in  the  Na¬ 
tion, and  continually  nourifhed.  The  Ro¬ 
manes  were  thereto  addided,  but  princi¬ 
pally  to  the  horfes  of  as  istobce 

(cene  in  Tr'ebellius  PoUio^  who  faith, 
the  Horfes  of  the  Celts joaere  renowned  aboue 
all  other.  Pollux  the  Grammarian,  in¬ 

terlaced  (among  the  reft)  doggesofa 
good  and  gallant  breede,  apt  for  Acit  Celts 


him  ting, or  filch  dogs  as  the  Gauls  vied. 

This  may  ferucfufficiently  for  terreftri- 
all  creatures,  bccaufe  to  number  the  par¬ 
ticularly  ,would  require  an  infinite  labor : 
let  vs  come  now  to  them  that  liucinthe 
waters.lt  is  apparantlyknowne,  that  the 
coaftsofthc  Sea  which  enuirone  France, 
are  richly  ftored  with  fifh,  and  the  filh  al¬ 
fo  to  be  delicate  and  excellent, better  the 
elfewherc  is  to  be  found.  And  as  for  the 
mid-land  Regions, where  Sea^filh  is  wan¬ 
ting*  the  frefti  and  fwcete  waters  are  moft 
copioufly  ftored.  For  the  RiuerSjStreams 
Poolcs,  Ponds  and  Riuolets  haue  moft 
dainty frefh-filh, and  countlefle  in  num¬ 
ber.  Daily  experience  makes  proofe  ther- 
oiyStrabo  auoucheth  it,and  Aufonm  fings 
it,  making  mention  thereof  in  his  workc 
cAXziMofeUa. 

There  arc  many  other  commodities, 
which  come  and  encreafe  vnder  this  ayre, 
for  the  neceflity,  vtility  and  ornament  of 
mans  lifc.Among  other,Flax  and  Hemp, 
and  the  cloathes  made  of  them,  are  labo¬ 
red  and  fought  for  by  ftrangers :  whereof 
great  traffique  and  tranfportation  goes 
to  other  Nations,  &:retiirnes  home  ftore 
of  money  to  France  briefc,it  is  one  of 
her  beft  wealths  anc|?^iches» 

In  this  place,to  flay  no  longer  on  a  mat¬ 
ter  fo  frequent ,  and  ordinary  in  vfc,  as 
cloathes  and  other  works,  it  may  appearc 
lawfull  Pliny)  to  enter  into  confi- 
deration  (it  may  bee)  ot  oncofthe  moft 
admired  things  that  is  in  nature:  To  fay, 
that  foTmall  a  plant  fhould  bee  the  caufc, 
that  the  Sea  cannot  bound  men  within 
limits,  nor  feparate  their  Countries,  but 
fuffers  herfelfc  (thereby)  to  bee  vanqui- 
fhed.  This  is  that  hearb  that  drawes  Syria 
necre  to  vs^Egipt  to  Italy^  and  Africa  and 
Americato  France .  In  a  word,  it  is  that 
which  makes  man  tread  vnder  his  feete, 
and  trauerfe  ouer  that  dreadfull  gulfe,thc 
heape  or  pile  of  the  whole  Element  of 
water,  the  vafte  and  profound  Ocean ; 
wherein  principally  appeareththc  admi¬ 
rable  workes  ot  the  high  and  Soiieraigne 
Creator  of  all  things.  And  the  fame  Pliny 
wondreth  not  a  little,  that  (offo  fmall  a 
graine)  fuch  a  matter  (hould  comc,as  car¬ 
ries  men  through  all  the  Cantons  of  the 
world.  Which  oncly  is  by  the  meanes  of 
Saylcs  &  Cordages, the  principall  hclpes 
and  wings  of  nauigation.Such  workman- 
fhipsare  performed  in  Fr4;?r^  in  mighty 
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quantities,  and  thcncc cranfported  to  in¬ 
finite  ocher  Countries :  efpecally  into 
they  hauc  greateft  need,  to 
armc  and  prepare  their  Ships, (or  feruice. 
And  this  i>  that hath  fo  often  feriied 
them, and  yet  daily  doth  in  their  greateft 
nauigations  :  _befide  their  very  fineft 
clotheSjandothers  ofall  fafhions,broghc 
thether  to  them.P/i/jf/  alfo  recqr.dethjthat- 
(in  his  time )  the  Gaiiles  were  eftceped 
and  renowned  for  this  rcueniie* 
r  France  prodiiceth  alfo  Woad,  apt  and 
aeedfull  for  al  good  Dyers^  and  the  grain 
for  Scarlet  dye,  anciently  called  Coccus i 
which  groweth  in  the  Country  of  Nar^,  , 
and  ^Saffron  likewifc^  with  infinite' 
ocher  (hrubs  hearbs  qf great  vfe,  e(pe- 

cially  in  Phyfickc.  Boterm^Benefm,^^xiiii9': 
ther  ftrangers  haue  obferued  and  repor^ 
tedj  thatjthere is  a  W[o\mt\n  AuUergne\ 
called  the  Mount  of  goldj,  full  of  an  infi; 
nice  number  of  rare  and  fingular  fimples, 
proper  fpr  Phyficke,  which  nature  there 
produceth  liberally,  &  without  any  con- 
ftrain  t.  So  that  to  fpcake  no  more  then 
truth,  France  hath  notiecde  of  the  rich 
Eaft'&:  W eft  liidiaes..  Itjs  a  little  world, 
a  collctftion  and  an  abridgment  of  the 
happincffeandfelicity.of  all, Lands :  not 
onely  forneceffity  and  profitc,  but  aljo 
for  the  delicacy  of  life.  And  ifwe.goe  fo 
farre  as*  medicaments  therafclues, '  fuch 
Simples  are  there  to  be  found,  as  cquall 
the  drugs  of  ftrangc  Countries^^  which 
yeeld  nothing  elfe.  ^  .  .. 

Ther  are  alfo  goodly  Thickets,  Woods 
and  Forrefts,  to.furnifh  whatfoeuer  is  re- 
quifite  (befide  fewell)  for  building,  ^enr 
gines  for  warre, fabrication  of  Chips;  and. 
other  vcflds,  as  alfo  for  mooueablcs  did 
houfoold-ftuffc.  Hcerewithall  one  of  the 
cheefeft  confiderations  which  caufeth 
Fjcince  ro  be  efteemcd,,is,thac  it  is  wholly 
inhabited  and  .well  husbanded ;  not  aiote 
of  defertqr  waftc  grouadjiio  place  enip- 
ty,nor  arty  thing  but  hath  his  vfe.  Heare 
what  StY^o  acknowledged  in  his  time, 
vnder  the :  hmpire  of  AtiguHm*  There  is 
not  any  thing  %^nJrroJitahle((si{th.  he)  nor  any 
idle  grounds  {  except  fuch  as  iire  hindred 
vfed  with  Poole s  and  Forresis,  By  much 
more  rcafonmay  wdnow  fay,f  al  grounds 
there  are  better  tilled  and  husbanded,  the 
in  thofe  times  they  were:  &  that  y  Pooles 
and  Forrefts  yet  remaining, are  not  a  iotc 
the  IclTc  beneficial), but, rather  more  then 


fomc  ocher  grounds  be. 

But  no  man  can  better  breefely  figure 
foorch  the  felicity  of  this  goodly  pcecc'ol 
Landfhip^  feeming  hecrc  to  be  done  but 
in  diftemper  or  dry  colours ;  then  it  ha  th 
bin’aircady  wrought  by.two  Ancienesj/z^r 
li^  Solinus  Poly  hi  Bor  Pomponius  Me-^ 

the  one  of  the  deferibing  \X:t\\\as.Hdppy 
Gaule  s^in fatted  Lands  y  wholly  proper  and^ 
commodious^  in  bringing  the  reuennues.  of 
fruites :  A  great  part  planted  with  Tine 
f^rubs^  andJrukArees*Mofl  happy  and  rich^ 
'toproduceMl kindes  of  creatureSy  and  that 
which M  needfullfor  them:  *wajhed  with 
deer e  waters  of  Riuers  and  Fountaines,'  ^ 
\,v,  Pomponius'Mela  fpeaks  thiis.  Terra  ef 
jrpmenti pracipHexypabuliferaXy^  amcena 
lucis  immanibus :  noxio  genere  anamaliU  mi- 
nime  frequens.  It  is  a  land principally  fertllcy 
and  abounding  in  Come  ^ paHure grounds'* 
pie af ant, and  delight  full  for  goodly  and  great 
Woods ^and  wherein  few  liumg  creatures  are 
to  be  found  hurtfully  or  doing  any  harme* 
like  manner, MichellSurikm^ 
a  Venetian  Lord,  and  one  of  the  Clarifsi- 
rmes^  hailing  bene  Ambaffador  from  the 
high,  and.honourablc  Common-wealth 
of  f^enicefin  France,  ih  the  time  of  King 
jQharlesxkc>  9  deft  vs  thisfigurc,of  his  own 
-skilfulthandytworkc.  •  -S 
-  v.t.  fenfre,  riputata  la  Frdncia  richifi- 
ma^^flRpiem  d*ogni  commodkay,  ^  abondim- 
tifimd  4i  tuple  k  cofp  ne'  f(Jarie  alia  utta  hu^ 
na :  percheeffendo  quafintl  mesp%»o  della  pm 
nobilparte  del  mondo^  che  }  llEuropayha  Uci- 
elo  molto  temper ato  benigno  fiber  o  da  quei 
jreddt  grandifimi  di  Allemagna  4^'  da  gli 
eccefiui  caldi  di^Spagn,  Vaerebenche  fa  aU 
quanto  •ventofoy  i pero  falubre  ^fpfotttle^ 
non  ha  delgroffo  ^pppaludofo  come  la  Fidndxa 
rvicina*  Jlpaeje  e  amesno  ^pf  pidceuolefieno  di 
fiumiy  tutti  nauigabili :  non  ha  montt  a- 
fpri^  faluo  nel  pjlremita  de'  confini :  ma  nel 
mez^XiO  perjutpo fono  colltne  pianurCy  tut-: 
te  fertili  laugratc*  Et  fa  tanta  copia  di  bh 
adey^f  dg'viniidi  Uni  CP  canepCy  diguadi 
di  altre  c of €yC he  non  folamente  baftanoper  'v-. 
fo  del  regno yWa  ferue  ancora  a  mandarnefi- 
no  in.  Spagnafortogalloy  in  Inghtlterray  So- 
rUy  D  anemarka  (f  altri paefi  piu  lontani . 

Trance  was  alwaies  reputed  to  be  ?noJi  rich 
and  full  of ad  commodities  ^  and  abounding  in 
all  thofe  things  neceffary  for  the  life  of  ipan. 
For  (beeing  as  it  were)  in  themiddejl  of 
the  mojl  noble  part  of  the  worlds  which  is 

Europe:  it  bath  the  heauens  very  temperate 
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and  benigne^free from  thofe  mighty  coldes  of 
Germany, ^nd  the  excefsiue  heates  of  Sfaine, 
The  Aire, although  it  be  fomewhat  windy,  is 
therefore  health  full  and fubtile^  and  hath  no 
gyoffe  ^  paludus  moifiures,as  nereneighbo- 
ring  Flanders  hath.  The  Country  is  milde  ^ 
pleajingy  full  of  RiuersA^d  all nauigable.  it 
hath  no  Jharfe  Mountdnes,  except  on  the  ex^ 
tremity  of  the  Confines:  but  in  themiddejl, 
euery  where  are  little  hillocks  ^plaine  cbam- 
paignegrounds,all fertile^  and  husbanded  or 
tilkd.Andyeeldeth  fuch  plenty  of  Come 
Wine^of  Flax  and  Hempe,of  Woad,  and  of 
other  things:  as  not  onely  ferue  for  the  ^fe  of 
the  kingdome,  but  alfo  fuffrceth  to  fend  into 
'Spaine^^Fortugall,  into  En'glandy  Scotland^ 
Denmarke,and  other  Countries  farther  off. 
Th^hmtSuriano,  hauingbcnc  (before 
that  time)  AmbalTador  in  SpainefemzAt 
there  his  Relation:  (peaketh  not  in  the 
fame  manner,  but  in  other  tearmes  farre 
different.  -  ' - 

Among  the  caufesof  this  fertility, and 
delicious  aboundance  in  fo  happy  a  fea¬ 
ring  :  one  part  of  this  felicity  may  bee  re¬ 
ferred  to  the  temperatureofthe  Ayre,  & 
the  Climate  of  Heauen,  vnder  which  it 
is  feituated:  Being  iiiftly  the  midft  of  one 
of  the  temperateZoancSjto  wit,  thc42, 
degree  of  Latitudc,about  which  is  Mar- 
fetllisy^v\i  the  coaft  of  Prouettoe^ndi  Lan- 
guedocky  fo  farre  as  aboutthc'50’;  degree 
towards  the  North  5  which  is  the  breadth 
of  Fr4w^.VV hereunto  in  like  manner  do 
contribute,  the  great  number  of  waters 
wherewith  it  is  bedewed :  which  (cruc  as 
well  for  the  generation  of  fruites, as  plea- 
furc  and  amenity ,be{idc  (in  greater  man¬ 
ner)  for  commerce  and  traffique .  For 
Gaule  hath  bccne  alwayes  (throughout) 
fiirniflicd  with  fprightly  Fountaines,  and 
cleare  running  Riuers^,with  fomc  of  fmall 
and  greater  current,  yet  very  nauigable, 
for  the  carriage  and  recarriage  of  Mer- 
chandiTics ,  and  communication  of  the 
Prouinces  one  with  another  j  a  mighty 
commodity,  and  Ythen  which)  there  is 
not  a  greater  in  the  world. 

This  is  that  al(b,which  makes  the  mid¬ 
land  Regions,  and  the  Cities  &  Townes 
there  feated,as  Merchantable  as  the  Sea 
coafts,as  ftrangers  thcmfelues  haue  both 
knowne  &  reported  ;that  there  are  more 
great  and  nauigable  Riuers  in  France ^  the 
in  all  other  parts  of  the  earthy  &  though 
they  (peak  it  as  an  hyperbolcjyct  nothing 
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commeth  ncerer  to  truth. For  in  all  Italy ^ 
hardly  can  any  nauigable  Riuer  be  found 
befide  that  of  Foe :  and  likewife  in  Spaine 
almoft  asfcw,at  left  that  haue  any  courfc 
(how  little  fbcuer)  in  length.  Strabo  hath 
made  good  obferuation  therofjas  before 
isfaide,  and  that  in  euery  Country  heere, 
are  Riuers, which  come  and  returne  to  all 
parts, coafting  the  very  principal  I  places. 

But  (aboue  all)  that  of  ^  Seine  is  to  be  ad-  Tjjf  Uv/tue, 
mired,afweet  Riuer,  the  moft  profitable  j  Kmcrrj- 
and  commodious  for  nauigatipn,  &  this  I 
only(among  all  thole  in  the  world)  is  bell  Langres^aad 
bounded  andreftrained  within  his  bed, 
fildome  or  little  ouerflowing,and  when  it  country  of 
ouerfloweth,  doth  little  or  no  harmeat  Aker,  icwn- 
all,ycclding  (befide)  a  moft  cleare  water, ' 

and  fit  to  bedrunkcj  abounding  alfo  with  aingCcldca 
plenty  of  fiftl.  , : .  j  from  Bdgia, 

'  which  moued  the  Emperor  /ulian  to ihe^Bri!^ 
fpeake  in  this  manner,  rety  fildome  (faith  Occanby 
he)  doth  this  Riuer  exalt  or  abajeit  felfe^  ^  j 
it  keepeth{almofi)one  ordinary  courfe  in  win-  *.  in  Mifopog© 
ter, as  it  doth  in  fummer :  furnijUng  gene*  ' 
rally  with  a  mofi  neate  water,fweet  ^  cleare 
totheeie,and  wholfometobe  drunk  by  fuch 
as  will.  And  although  this  fhoiild  not  be 
alwayes  certaine :  yet  notwithftanding, 
there  are  few  to  be  fpoken  of, concerning 
other  Riuers  to  be  fecne,  in  cbmparifon  * 
of  this.  Whereto  maybe  added,  that 
which  is  fpoken  by  Botero  Benefe  the  Itali-  ^ 

anyhek  are  his  owne  words,  it  beareth :  ilufi^delkgra- 
fuch  great  Ships, 'and  fuHaineth fo  mighty  ddie  dtl 

burthens,  as  they  that fee  it^  will  not  beleeue 
it, and  there  is  no  Riuer,  that  (in proportion ) 
gouernes  an  equall weight  .•  fo  that  although  trandi, , 

it  exceedeth  not  medmrity\yct  admirably  it  \ 
fupflieththe  bufinejfeand  the necef skies  of  xerefg.ape^ 
Paris y^c.  ,  t  '^^vguaU'Jtchi j 

Imight  alfo'makerome  reckoningof  . 
diners  waters  therejproducing  effeds  ad- 1  ecr'ita. :  fuppliie 
mirable  and  prodigious  t  but  becaufe  it ' 
would  be  a  labour  long  and  infinite, 
ftand  vpon  all  their  particularities ;  I  will  Parigiy&c 
fatisfic  my  lclfe,to  touch  that  which  con- 
cerncth  matterswholcfomc  and  medici¬ 
nal!,  wherewith  the  fauour  of  Hcauen 
hath  in  like  manner  graced  this  Region, 
to  the  ende  it  (houldc  not  failc  in  any 
thing, 

Thcr  arc  many  Weis  or  Springs, which  .. 
are  found  in  diuers  parts  of  that!  Springs  of 

haue  certaine  properties  and  vcttucs,  as 
rccciuing  a  iuyee  &  tafte,  by  the  mixtion 
of  Niter, Sulphcr,and  Allum,  which  are 
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vndemeath^and  entred  into  their  (biirfe  ; 
in  regard  whereof,  they  hauc  power  to 
remedy  many  great  difealcs ,  iudged  o- 
therwife  incurable  ^  as  dropfies^  and  the 
ftone  in  the  reines^and  others,  the  caufes 
whereof  are  vnknowne,  and  ordinary  re¬ 
medies  vtterly  vhprofitable  for  them, 

^^Jitaque  nocent  artes^cejfere  mugiHri.  ' 

Such  arc  the  famous  Weis  of  Pougues 
in  Niuermys^^nA  of  Forges  in  Normandy, 
Such  alfo  are  many  other,  efpecially  to¬ 
wards  the  Pyrenean  Mountaines,  which 
haue  thevertue  to  flay  the  bloody  flixc; 
to  foften  and  make  come  forth  (in  forme 
of  pafte)ihe  ftone  that  is  in  the  bladder 
or  reines  ^  to  fetch  again  fight  almoft  loftj 
to  warmc  and  ftrengthen  the  neruesj  and 
to  cure  the  gout.  In  the  time  of  pliny^c 
had  then  diurouered  fomething,  for  hec 
makes  mention  of  a  certaine  Well^in  the 
Towneof  among  the  Gaules*yi\\Q 
water  whereof  fauoured  like  yron  (as  all 
ocher  Weis  almoft  doe)  which  healed 
Tertian  Feuers,  and  thtdifeafes  of  the 
ftoncjas  alfo  the  running  of  the  reines.  * 

Now,  to  fpeake  of  Mettais  and  Mine- 
ralleSjFm/c^  cannot  be  deftitute,  neither 
can  other  Nations  make  vaunt  of  any  ad- 
uantage  abouc  it^if  duefearch  might  bee 
made.  Strabo  declareth,  that  in  his  time, 
the  Gaulcs  affirmed  themfelucs,  to  haue 
the  beft  in  the  Cemenes  and  Pyreneans:2Lnd 
that  therefore  they  would  not  giue  place 
to  any  other  people,  cfpecially  the  Spani¬ 
ards^  who  made  their  glory,  in  hauing 
great  quantities.  Gold,which  is  held  and 
efteemed  to  bee  the  moft  precious,  Yhi- 
ning,  rcfplending ,  and  domineering  a- 
boueall  other, yea,qualifying  the  Sunnes 
bright  bcames,  is  to  bee  found  in  France. 
Vox  Strabo  teftifieth,  that  there  was  ex¬ 
cellent  Gold,and  in  great  quantity,in 
mensis.  T o  which  piirpofe,  we  reade  in 
Procopius  ^  aGrccke  Hiftorian,  thatthe 
Kings'bf  caufed  mony  to  befta* 
ped  of  GoldjWith  their  markc  and  chara- 
ftcr,found  i\\  France  \  reporting  withall, 
that  other  barbarous  Kings  had  not  that 
prcrogatiuc,no,n6t  the  Kings  themfelues 
ofthe  Perfians. 

In  like  manner,  France  hath  Riuers,  a- 
mongwhofe  fandes,goId  is  mingled,  as 
being  excoriated  from  the  Mines  vnder 
their  current,  according  to  the  opinion 


Aufmus. 


I  oFthe  moft  learned  Philofophers .  And 
they  further  fay, that  this  gold  comnileth, 
as  being  deriued  bycontiniiatl  agitation 
ofthe  Waters  fowling,  and  maketh'itlb 
much  the  purer, aboue  the  Marcafsity  of  , 
Rocke,yea,or  that  in  the  earth.  Amongi  ■  c..’ 

other  Ancients,  uiodorm  Siculus  affurS th* 
vs, that  thetc  are  many  of  thefe  Riuers  iri 
FTUitcc,AuJo^ius(^y  his  vcrles) -celebrates 
his  golden  Turhe :  and  (cuen  now)  itisa 
matter  moft  certaine,  that  there  arc  fuch" 

Riuers  in  which  dercend,cithef 

from  the  Pyreneans.^  or  the  Cemenes.  Let- 
the  Cappadocians  cesSc  the,  to  make  vaunt 
of  their  Paffolus*  the  Thracians  ^.ohhtix 
Hebrus  or  Marijpi  the  Colchians  of  their 
P hafts  iht  Italians y  o/ their  Eridanusoi 
Poe  5  and  the  Spaniards^  of  their  Tagus. '''  ^ 

And  as  for  Mcctall,  wherWinco  the 
cond  value  is  giucn  next  to  gold  j  Strabo  worth  next 
affirmeth,  that  there  are  many  Mines  in 
France^  as  C Afar  himfelfe  alfo  doth  the ' 

I  like  5  and  ^at  this  day)  good  proofc  and  \ 

!  experiencehathbinmaderhereof.  c^r- 
'  faith,  there  is  found  Copper  and  Braffc 
in  large  aboundancc.But  aboue  all,thcre !' 
is  great  plenty  ofexcellent  Iron  &  Steele:  &ftcclc. 

whence  it  came,  that  rcuerend  Antiquity 
fo  highly  commended  the '  Swords  and 
Courtelaffcs  ofthe  ancient  Gaules,  Let*  ^ 
the  skilfull  Julius  Polluic  be  credited,  who'l 
faith  5  that  the  Vm^etox  Marcus  Aurelius 
made  his  choyfe  of  fiich  a  man  to  bee 
Scho'olem after  to  his  Sonne, who  prefer¬ 
red  the  Gaules  CQurtela(rc,among  ihofc 
other  weapon  that  were  mofttsxcellent. 

This  Mettall  highly  aboundeth  there,  tc 
is  the  moft  common  in  France.  Bcfidc,  it : 
beft  ]agreeth  with  the  Frenchmens  gene-i.nienSSrc- 
rofity,  who  haue  eacrmorc  made  them-  luer  bin  wor- 
felues  famous  by  Armes,and  bin  knowne  fouldicrs. 
by  their  manhood,to  allthe.vtmoft  parts 
I  ofthe  world.  • 

Gbld  and  Silucr,  fo  much  efteemed  a-  ^  coldoncly  i- 
rriong  vs  to  be  precious^  arc  no  more  apt  ffteemed  for 
for  Armes  ^  then  other-  inftriimcnts  and  ^*“^7 
vtcnfilles  for  the  commodity  of  men,and 
the  great  account  we  make  of  gold,  pro- 
ceedeth  oncly  from  the  rarity  thereof 
But  we  ought  rather,  to  value  things  by 
their  vtility  &  vfcjalthough  they  be  com¬ 
mon, as  ArlBotle  I aithjamong  which  is  f- 
ron,ihe  moft  profitable  Mettall  of  all  o- 
therj^  notby  the  to  bcfurmoilntcd:  fo  ^ 

(without  it)  with  great  difficulty  can  gold 
(more  barmcfull  and  Icfle  bcneficiall)  be 
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obtained. The  Ethiopians  (faith  Herodo¬ 
tus)  contemning  gold,  doe  value  copper 
beyond  all  other ;  and  at  this  inftantj  fil- 
uer  is  made  more  account  of  in  china^thc 
gold  is.  The  people  dwelling  in  the  Ifle 
De  Los  Ladrones^  in  the  Sea  called  al¬ 

though  they  haue  no  more  ftore  of  gold, 
then  of  other  mcttals :  yet  notwitbftan- 
ding,they  couct  not,  or  demaund  any  of 
paffengers'  Ships  fay  ling  by  them ;  but 
call  to  them  with  loud  cries,  to  let  them 
haiie  y ton, which  they  acknowledge  to  be 

moftncGeffary.  a 

. It  is  to  be  credited,  that  there  are  no 
lefle  ftpre  of  Mines  (both  of  gold  and  fil- 
uer)  at  this  day  in  France,  then  formerly 
hathbeene  knowne,and  fpoken  of  by  our 
*!  Ancients :  as  daily  might  bee  difeouered, 
if  men  would  giuc  their  mindes  to  fcarch 
and.breake  open  the  ground  for  them. 
Blit  the  French  wer  neucr  affefted  to  fuch 
greedy  defires ,  the  earth  yeelds  and  cafts 
them  Vp  commodities  fufficienf,goods  8c 
treafures  in  abounding  plenty :  without 
vjplencing  or  deluing  into  the  earths  en- 
trailes,and  very  profoundeft  deeps,  cuen 
(gs  if.we  fbould  fay^  to  burye  men  aliue, 
renting  and  tearing  hard  Rockes  in  pee- 
cesjleuellinghigh  Mountaines,  tomelte 
and  fine  them,witbthe  lolfe  of  an  infinite 
number  of  Hues.  Day  and  night  is  fpent 
in  thefe  extreme  paffions,  to  get  this  vile 
metcall,and  then  to  adosc  it  as  a  Godjbe- 
ing  the  true  caufe  &  originall  ofthe  grea- 
teft  miferies  that  can  happen  to  man :  al¬ 
beit  Nature  (in  her  purity  of  wifedome) 
placed  it  to  be  trodden  on  vnder  our  feet, 
and  hid  it  clofe  in  the  earth,  as  a  thing  vn- 
worthy  to  be  fcenc.  '  ^ 

There  arc.many  other  treafures  Sc  gifts 
of  Nature  k  which  are  affoorded  vs  by. 
Prmce.Sl^^tum  afud  nos  margaritis  Indi¬ 
cts  f  rectum  ejl^tantum  afud  Indos  in  Cora- 
lio  :  gignitur  in  Rubro  marijaudatifsinaum 
<vero  in  Gallico  finu  ad  Stcechades,  Looke 

how  much  (in  thefe  quarters)  we  eUeeme  the 
P carles  ^ precious  S tones  of  India:  as  much 
reckoning  there  is  made  of our  C  or  all.  And 
though  it  encreafeth  inthegulffeof  Arabia-^ 
yet  notwithlianding-Jthe  moft  excellent  com- 
meth fromtheljles  Stoechades.^v\oyNQ2\\td^ 
the  Ifles  of  leres-f o(Atb  Plity- 

Among  fo  many  benefits  and  commo- 
ditieSjSalt  likewife  is  one,  the  beft  Sc  moft 
wholefomc  that  can  be  in  any  Country : 
in  which  regard  ,:it  is  fought  for  by  flran- 


sers,  cuen  whence  commeth  great  ftore 
of  gold  and  filuer  into  France,  befide  that 
which  is  of  her  owne  ordinary  vfc.  Botero 
rankethk  among  the  fourc  things  which 
aboundeth  in  France,tcanTied  by  him  A- 
damants,  as  drawing  to  them  the  gold  or 
ftrangicrs  cowx\vc{cs,Thefefoure  Adamants 
(faith  he)  are  Cornef^Vine  ,Flax  and  He?npe^ 

and  Salt.  "  - 

In  diners  parts  of  France,  are  the  ma¬ 
terials  fit  for  all  kindes  of  building.  Hard 
ftone  and  other  matters,  wherot  infinite 
are  to  be^ fcenc  in  goodly,  great,  and  rich 
buildings,  Caftles,  and  publike  Edifices, 
wherewith  the  Country  is  wcl  filled  jand 
cities  beautified.  Nor  is  it  deftitutc  of  the 
faireft  MarblcSjin  which  refped,wce  may 
not  omit  that  which  hath  beene  obferued 
by  our  Ancients,  as  a  thing  particular  gi- 
uen  to  Gaule  .vthat  thofe  Stones  and  ma¬ 
terials  do  encreafe  in  the  Quarries,  how 
liberally  focucr  difperfed  abroad,  as  Flpi'. 
an  the  Lawyer  hath  left  vs  in  writing. 

It  was  not  then  without  great  reafbn, 
that  the  Poet  Manilius  calid  France  Rich* 
And  Dion  tearmes  it  Florifhingin  riches. 
It  feemeth  alfo  to  be  known e  to  loj ephus , 
who  declarcth,how  King  Agrippa  dcliue- 
ringtothelewes ,  what  inconuenicnces 
might  come  vntothem,  byreuolcing  a 
gainft  the  Romanes :  demanded  of  them 
if  they  could  fpeake  of  more  wealth  then 
the  Gaules  had  5  more  ftrength  then  the 
Allemaignes  or  Gcirnanes ;  and  better  v^ 
nity  and  vnderftanding,  then  among  the 
Greckes,  all  which  (neuerthclefle)  were 
vnder  the  dominion  of  tl^ie  Romans.  xAnd 
the  better  to  perfwade  them,  in  the  com¬ 
modities  and  aduantages  of  all  thofe  peo¬ 
ple, being  vnder  their  yoke  &  obedience^; 
he  faith  of  the  Gaules,  that  they  were  (in 
multitude)  three  hundred  &;fiue  kindes 
of  ipeoip\c,And  had  among  them  (by  his  rna- 
ner  ofjpeaking)  Welles  and  Springs  of  all 
happines  and  felicity,  watering  and  bedewing 
the  whole  Land  habitable ,  with  riches  and 
goo dblef sings.  He  addeth  befide,that  ther 
were  then  in  Gaulc,  aboue  twelue  hun¬ 
dred  Townes  and  Cities.  • 

In  like  manner,  Cafar  hauing  bent  all 
hishppes.oneday  to  make  himielfeMa- 
ftcr  and  Monarch  of  the  whole  eftate,  po¬ 
wer  and  dignity  of  the  Romane  Empire, 
and  finding  himfelfe  in  want  of  money, 
charged  with  great  debts,  and  yet  ('necef- 
farily)  to  lay  out  greater  largeffe  and  ex< 
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peaces ;  to  compafle  the  mainc  Mafter- 
peccewherathe  aimed  ^  AmongthemtiL 
tit  tide  of  mighty  Prottmees,  hee  chofe  frinci- 
pally  the  Gatdes{f2\}h.  Suetonit^^whofe pro- 
fite^rkhes^occalion,  and  opportunity.,  was  to 
him fubteli  ^  matter  fufjicient.,  apt  ^  con- 
uenahle  for  fo great  triumphing.  Shewing 
thereby  jthat  it  was  the  goodlieftjricheft, 
moft  pofcnt^and  worthy  Prouince  of  the 
Romane  EmpirCj  &  thought  it  there  the 
fitteft,  to  exalt  himfelfe  to  the  Maiefty  of 
Rome.  Which  acordingly  came  to  palfcj 
for  bythemcans  of  the  G  aides  richcSjnot 
onely  he  difeharged  himfelfe  of  his  great 
debtsibut  enriched  likewifcalhis  friends, 
pradifing  with  diuerSj  &  winning  an  in¬ 
finite  number  of  Lords  in  Rome,  yea, 
they  that  were '  the  cheefeft  Magiftrate  sj 
Inbriefc,  hee  omitted  not  any  kindeof 
bounty  ,as  well  publike  as  particular, 
Among  other  mattcrs,hee  attempted 
the  building  of  aPallace,  for  the  iudging 
of  caufes,  the  meere  place  cofting  him  a- 
boue  1400  ooo  crownes,and  althis  came 
from  the  pillage.of  the  Gauls.  Hefeafted 
all  the  people  of  Rome^sdhich  was  a  thing 
(well  necre)  impoflible  and  infinite.  He 
doubled  the  pay  of  his  Legions  &:  com¬ 
panies  of  foldiers,to  perpetuity  5  enrich¬ 
ing  the  reft  with  good  gifts,  befide  great 
diftributions,as  well  of  monies  as  flaues, 
as  alfolancis  and  viduals,which  he  caufed 
to  be  giuen  to  eucry  Citizen  of  Rome,& 
likewilc  to  his  Captains  &  Soldiers#  For 
Plutarke  faith  5  Be  emptied  out  of  his  owne 
Coffers,  the  riches  oftheGaules^  tofuchas 
holp  hm  to  the  publike  gouernment  of Rome, 
euen  what  they  would  haue.  He  acquited  Cu¬ 
rio  theT ribune,of a  great fum  of mony, which 
he  ought  him:  Andgaue  to  the  Confull Pau- 
to, 1 5 bo.  Talents,  amounting  to  ^00000. 
Crownes  of frenclY^tne, 

All  this  bounty,  all  thefe  goods  &  trea- 
furCjWere  taken  in  Gaule,&  (as  Suetonius 
faith)  without  any  fparc  of  the  T  emples, 
which  he  knew  to  be  rich  in  gifts:&  many 
times  racking  Cities,  rather  for  the  gree¬ 
dy  defire  of  booty,  then  any  other  iuft 
caufe.  And  Cicero  laith :  That  he  had  ouer- 
corne  Nations abounding  in  all  things  ^  in 
all  the feueral  kinds  of  power  fkis  he  meant 
of  the  Gaules.For,not  only  was  that  true 
which  Procopius  faide  ^  That  Gaule  is  much 
morepowerfull  then  Spaine :  but  alfo  abouc 
all  the  other  Prouinccs  of  the  Romane 
Empire, "according  to  the  iudgement  of 


C afar, So  then, it  may  iuftly  be  faide,  that 
GaulcySis  well  for  riches, as  for  the  me  that 
he  found  ther,  gaue  entrance  to  the  great 
power  of  Cafar^Sc  was  the  caufe, means, 
and  inftrument  of  his  defignes,  &  obtai¬ 
ning  the  Empire  of  the  world  ,which  hee 
cnioyed,  in  defpight  of  fo  many  Romane 
Lords,his  aduerfaries  and  competitors# 

But  among  fo  many  profperities,  it  is 
a  matter  both  rare  &  admirable,  chat  thcr 
are  to  be  found  few  or  no  difeomodities 
at  alFwhetwith  the  land  fhould  be  annoi- 
ed.Therc  is  not  any  Region  in  the  world, 
how  goodly  or  happy  foeuer  it  may  bee 
laid  to  be,  but  is  fubied  to  fuhdry  incon- 
iienicnccs,  that  make  a  counterpoife  to 
the  felicity  therof.  Arabia^which  carricth 
the  fumamc  of  wherein,  befide  fo 
many  blefsings  it  affoordeth,thc  odors  & 
perfumes  there  growing, maketh  the  airc 
all  embalmed,as  it  were :  yet  in  counter- 
change,  it  hath  two  very  great  difeom- 
modities#  One  is,ihat  in  thofe  Forrefts  of 
moft  odoriferous  trees,  throughout  in  c» 
iiery  place,  arc  found  a  great  number  of 
fmall  and  fhorc  ferpcncs,  of  the  fame  co¬ 
lour  as  the  earth  is, that  jfubtilly  fling  and 
byte  mcn,bcfore  they  haue  any  power  to 
percciue  it,  or  defend  themfelues  againft 
it  jand  being  thus  bitten,  they  caufe  their 
death  in  a  million  of  tonnents.The  other 
is  that  thefe  fo  happy  people  arc  fubied 
to  a  ftrange  difeafe,  proceeding  fro  their 
ouermuch  eafe,  and  hot  perfumes  of  the 
country:  fo  that  to  helpe  thcmfelues,thcy 
are  enforced  to  find  out  all  kinds  of  ftink- 
ing  and  infedious  fmels,cuen  the  fouleft 
that  can  bc,fo  faith  Diodorus,  So  that  thcr 
is  no  happineffe  in  any  parr,  neither  any 
fuch  pleafing  fweetnes^but  it  is  conioyna 
64  neighbored  with  one  greefe  or  other. 

The  Regions  of  Affrica^  thofe  that  arc 
the  moft  delicious  of  al,  are  ordinarily  af 
failed  with  an  infinite  number  of  wilde 
beafts,horribleDragons,Serpcnts,  &  o- 
ther  venomous  creatures :  befide  Lions, 
Leopards,Panthers,Ounces,  &:  prodigi¬ 
ous  monfters,  which  Africa  produceth 
from  time  to  time,  often  rayling  fiedge  a- 
gainft  the  inhabitants,  compelling  the  to 
Icekc  out  new  dwellings .  C^//?4,which 
isdeferibed  to  vs  to  be  (b  fortunate,  and 
abounding  in  all  things :  hath  many  affii- 
dions.Fire  falles  fro  heauen  there  vfually 
and  fuch  wonderfull  rauage  is  made,  that 
not  only  it  cmbraccth  &  confumes  parti- 
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cular  houfesj  but  Villages  ^Burroughs 
great  Cities  altogcther^yca,  many  times 
whole  Prouinces.  Deluges  and  inundati¬ 
ons  hauc  alfo  wrought  there  ftrangc  cf- 
feds,  fpoyling,  ouerchrowing,  and  defa¬ 
cing  whole  Countries,  &  that  very  often 
Earthquakes,  ingulfingSy  and  impetuous 
fhowres  of  raine  5  are  (as  a  man  fhould 
fay)  there  daily:  thus  you  fee  what  delight 
and  happinelFe,  is  iti  the  greateft  &  molt 
renowned  kingdome  of  the  Eall.  » 

*  There  are  Countrics,whichfiiffer  colds 
and  infupportablc  freezings :  as  other  are 
meerely  burnt  and  wafted  with  hcates. 
Witnefl'e  the  ^  Nafamones in  regard 
ofthisheate  (they  dwelling  beyond  the 
Torride  Zoane)  do  curfe  the  Sunne  when 
it  paffeth  oner  them.  Thus  then  other  Re¬ 
gions,  being  efteemed  fo  happy  for  per¬ 
fumes , odours,  Sefuch  kinde  of  delights : 
'doefometime  pay  very  dearely  for  their 
pleafuresj  perill  is euermore  neighbour  to 
ioy,and  contentment  is  clofe  followed  at 
the  heeles,with  fome  or  other  mifliap. 

W'hofbeuer  thinketh  to  gather  the 
fweets  of  their  faireft  flowers^  or  the  iuyee 
of  their  moft  delicious  plants  5  may  as 
(bone  tneete  with  deadly  poyfon,  and  in' 
(kad  of  fweetnelfejfindc  fuch  bitternelTc^ 
as  quickly  will  bring  him  to  his  grauc.  Ei¬ 
ther  by  The  Afpicke  lying  clofe  hidden, 
whofe  pricking  caufeth  fiidden  fleepe,  & 
procureth  deaihin  thatfleeping  .  The 
Snakes  byting^bringetha  deadly  drought 
with  it.  The  Viper  filleth  the  whole  body’ 
full  with  venome,by  his  bvting.  The  Ba- 
(ilike  flayeth  by  his  very  (ight  onely.  The 
earth  by  quaking,endangcrethto  (wallow 
menvp,  or  ouerthrow  and  kill  them  in 
their  houfes.  A  deluge  fuddenly  carrieth 
away ,  and  couers  all  with  water.  The  Ly-. 
on  or  the  Tyger  comes  onely  to  deuourc. 

Strabo  hailing  related  the  goodnefl'e  of 
B^ticain  Spaine^  which  is  now  Granada^ 
Andalotijia  vyithall  5  that  the  country 
isperfecuted  with  an  affliftio  very  ftrange 
yet  reputed  to  be  ridiculous.  It  is  by  the 
great  and  immenfe  multitude  of  Conies 
or  Rabbets, which  feede  on,  and  confiimc 
their  feedes,  plants,  androotesof  trees. 
He  alfo  faithjit  hence  enfueth,that  almoft 
throughout  Spaine and  the  neighbo¬ 
ring  lfles,arc  thereby  afflicted. '  Adding 
befide,  that  the  inhabitants  ofthe  Iflcs 
GymnaJiae$tox  Baleares^  now  called  Maior- 
que  and  Minorque^  (ent  Ambalfadors^to 


requeft  ayd  ofthe  Roiiianes,  againft  thefe 
hurtfull  creatures,  and  to  chafe  them  out 
of  their  country,  as  bccing  vnable  to  en¬ 
dure  their  multitude ;  And  fuccour  was 
ncceiTarily  required  in  fb  great  a  warre, 
which  doth  not  alwayes  happen  /faieth 
he)  but  when  the  country  isfubieft '  to  be 
infeded  with  fome  plague  of  peftilence^ 
famine,  or  fuch  other  afflidion  and  pun- 
nilhment  fent  from  Heanen.  -  - 

Marcus  Varro  writeth,  that  a  Towne  in 
Spaine  was  wholly  vndermined,  and  rui- ; 
ned  by  thofe  Conies, •&  another  in  the/- 1 
falie^'j  Moales.Sorrie  that  haue  bchc  dif- 
peopled  &  forfakeriji  a  regard  of  the  great 
multitude  of  Frogs.  Another  in  Affrica^ 
by  Lociifts.‘  Allo^tbat  the  inhabitants  of 
the  City  *  now  called  Gurajin  one  ^ 
of  the  Cyclades  j  were  expullcd  thence  by ' 
Rats:  and  that  in  an  ancient  Citty 
called  Amyclea^was  vtterly  ruined  and  loft 
by  Serpents.Thcre  is  a  Region  in  Affrica^  \ 
where  a  great  extendure  ofthe  country  is  i 
become  defcrt,the  people  which  dwelled 
there  being  driuen  to  all  extremities,  and 
quire  exterminated,  oilcly  by  Scorpions 
and  Piflem  ires, which  are  a  kinde  of  veno¬ 
mous  Ants.  TheophraBm  reporteth,that 
others  were  cxpulfed  by*  Scolopendraes,\ 
And  Strabo  faith,  that  Spaine  was  erdina-  • 
rily  infededwith  a  ftrangc  multitude  of  ‘ 
Rats:  whereupon  (oftentimes)  followed 
contagious  difcafes.  .  The  like  happened 
once  to  the  Romanes, when  they  were  in 
the  countries  cf the  Bafques  mb  AH ures : 
fo  that  they  wer  glad  to  hire  men  to  chafe 
them  away,  the  Rats  came  fo  faftvppon 
them,  and  hardly  could  they  fane  them- 
felues  from  them  .  An  ancient  Philofo- 
pher,named^Z)/V4?4rcfoj, wrote  a  Book 
of  the  ruine  of  men,and  had  colleded  to-  j 
gether,  how  many  riiit^jeshad  happened  ' 
in  diners  countries,  by  reafon  of  the  ino- 
pinate  multitude  of  bcafts :  by  whofe  im¬ 
petuous  violence,  he  nieweth,th3t  fome 
Nations  hauebenc  loft  and  confumed. 

Trance the  contrary  (God  be  prai- 
fed  for  it;  ncuer  was  fubieded  to  fo  many 
miferics,&  there  is  not  any  Region  found 
in  all  the  habitable  w^orld,f  being  fo  hap¬ 
py  ,tafteth  Icffe  inconucnicnces.  Deadly 
poifbn  cannot  deceiue  him  that  gathcreth 
there  her  wholefome  flowers  U  heaibs,or 
perfumes.  The  Lyon  or  Tyger, the  raiie- 
noiis  Beare  or  Panther ,comcth  not  to  fet 
vpon  the  traiicllcr,  or  driuc  the  husband- 
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Orthe  Afpick 
in  France# 


man  frocnihis  (lom^.T'hc  Serpent  cftiiwot 

annoy  dVcvpafTcngci:  5pr  harueft'  Reaper 
by  his  ,  becaufe  there  is  none; at  all 
CO  be  found  there*  A  man  niay  fafelyjtake 
the  Euenin^  or  Mornings  b’en^fe  on  the 
grecne  graffejwithout  dread  ofany  veno- 
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.1.0  know  the  quiet  condition  and  fcli^ 
city  of  fra/^ce  in  this  cafe,  wee  may  com* 
pare  andconfidcrother  Nations  3c  Proi 
ninces,  arid  what  great  afflictions  and  ru* 
ines  haue  inliied  to  them  by  (rich  harmes, 
in  moft  part  of  the  worlds  Regions.  We 


n 


f,  ^ 


o  j  _  - vvuimsi\cmons.  vve, 

mous  creature,  which.arc  moftdange-  finde,thatin/r4andothereountries,in' 
rolls  in  Other  countries. h  But  admit 'fhjjt  _ ! 


In  lib. I  cap.i. 


1^ 


(!' 


The  flcffi  is  • 
foueraign  ior 
jdifeafe*. 


rolls  in  other  countries.b  But  admit 'that 
there  were,  fomc  kinde  of.  Serpents  >  or 
Snakes. in.  fome  peculiar  parts;:,  .yet  are 
they  vety  few,  and  no  ferine  at.allj^tccr- 
ned  to  come  from  them  •,  No  Egyptian 
Afpickejis  there  to.  .bee  found,!  and  Ithat 
which  is  termed  in  an  Afpickc:  it 

is  no  Afpickc  at  all  felt  rather  aWper^^i  as 
is  verified  in  theObferuations  of  Pi  Bolb- 
nim.  Neuerthelefle,  it  is  race  or  iildome 
to  be  fecne  there,  and  benefit  (rather  then 
any  harmc)  is  to  be  recciued  therby.  And 
fay  that  this  Serpent  ^  were  very  veno¬ 
mous :  yet  notwirbftading,  it  ferueth  moft 
commodioufly  for  the  life  of  man,;  and 
Treacle  is  compounded  thercof.  Thcve- 
riclearnedftPhyfitians»do  hold,  that  the 
flefh  thereof  is  foueraigne  for  many  di- 


thetime  ofthc Punicke  warres,  the  pcdi-i 
pie  were  tormented  with  Earth-quakci,j 
fcueiVand  fifty  times  in  one  ycare.  Who! 
would  not  be  amazed ,  to  heare  that  two' 


,  .1'- 
■v;- 


A 


i. 

: 


f 


hillcs  lhould  approach  nccrc  each  to 

*  f\\  ^  .  I  -  ' 


5and,  that  which  u  much  more,  it 
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hath  power  to  lengthen  the  life  of  man, in 
fuch  as  make  ordinary  vfe  ofit,  as  manic 
ofour  Ancients  did,  and  other  healthfull 
people  yet  lining  j  who  haue  heretofore 
referred  the  caufe  of  their  fo  long  health- 
I  fcill continuance  .  Thus  our  Ancients, 
andefpcciailythe  learned  Egyptians,  v- 


nouclrics  are 
I  in  France. 


Goddefle  Sanita^^  rouled  about  with  o- 
thcr  creatures.  • 

Moreouerj  France  is  not  fubie(9:  to  the 

Stiware'  I  horrors  of  earth-quakcs.Nc- 

uer  fhall  yejthcre  heare  the  earth  grone , 
bellow,  then  tremble, fhake,  and  fwallow 
vp  hoiifes,  Burroiighcs,&  whol  Townes, 
making  groweth  of  Mountaines^by  Icuel- 
ling  and  plaining  other  places,  to  dric  vp 
waters  and  riuets,and  thcnfodainly  to  let 
loofe  Flood-gates  ofNouelties;  to  ftay 
their  violent  courfc  ofa  ftreame,and  then 
to  make  it  run  diredly  againft  his  currec : 
to  let  foorth  flaming  fires ,  to  finifli  that 
with  greater  defolation ,  which  the  for¬ 
mer  Earth-quake  had  left  behindeit.  By 
an  efpcciall  priuiledge  of  hcaiicn,  France 
ftands  exempted  from  all  thc(c;  experi¬ 
ence  hath  made  it  apparantjSi  P liny  \on^ 
agowitnefTeditjwhcnhefaidc:  That  the 
Gauleswerenotfhakenby  tremblings  of  the 
earth. 


lib.y,cap.So. 
Gallic  ierra' 
OiotuminmK 
^natiuHtur, 


..u  '  nt  1  ''  ‘i  njountaincs 

thcrjto  luftle  (as  it  were.j  together ;  then,'  meMogethetv' 

tormrcandauanceronagaine,  afierthf 
manneroffightjftirringaDcl  mouing  fii- 
rioufly,  with  an  horrible  noife  and  break- 
ing.  ?  A  great  fire  and  fmoakeroie  vp  bc- 
tweenethem ;  and  by  this  theif  rude  en¬ 
counter, houfes  and  villages(feated  in  the  J 
valley) were  bruiled  and  beaten  downe;& ! "  ^ 
both  men  and  beafts  fmothered  to  deatht 
cuetiasit  happened  in  the  Territorieof 
Modem,  in  the  yeerc  6l^.  and  in  the  City 
ofRomCjin  the  time  ofthc  wars  oiMari- , 
w  and  Sylln.  This  was  (eenc  in  broad  day '  plin.u.caf.  8, ' 
time,  by  a  great  number  ofpaflcngcrs  & 

Romanc  Citties ,  who  beheld  this'wofull 
fpcidlacle,  from, the ncere-neighbouring 
high-way,  or  hill  afeending  to  the  Capi- 
toll.  v  .W  , 

•  y 

It  was  a  firange  thing,  that  trembling 
or  Earth-quake which  happened  vnder 
the  Emperor  'Tiberius ^  and  in  the  5.yearc 
of  his  Empire  (to  the  end  we  may  not,  as 
Orofitis  doth, confound  it  with  that  which 
chanced  twelue  years  after^  miraculoiifly, 
euen  at  the  paflion  of  our  Sauioun  )  Ta- 
r/^///reportcth5thatin  this  ycere  (^which 
was  the  77o.of  the  City  of  R6me)in  one 
night,  twelue  great  and  famous  Cittesof 
Natalia^  were  ruined  and  vttcriy  oucr- 
throwne  ^  fuch  as  was  Efhefus,^ardis,Cu^ 
ma^  Philadelfhia ,  and  other  of  the  fame 
ranke.  And  that  which  was  moft  terrible, 
they  had  not  the  meanesof  open  flight, 
an  ordinary  fuccour  in  fuch  misfortunes  : 
yet  thereof  they^were  depriued,  bccaufe 
the  earth  fhruhke  and  opened  vnder 
their  fecte,and  {wallowed  them  vp  imme¬ 
diately  .  HercvvithalUrofe  fliinings  and 
flames  of  fire  among  the  ruines  5  and  that 
which  was  plaine  champaigne  groiinde 
before,  was  beaked  to  Mountaines,  and 
contrarywife,  Mountaines  became  eiicn 
and  leu  ell  ground. 

Hccre might alfo bee  alledged,the  v-^ 

fuall 
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cainei  of  Ice 
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France. 


fuall  and  frequent  earthquakes  at  ConHdn- 
tinojfle,  and  whereto  it  hath  bene  alwayes 
fubic<a.  And  in  fuch  manner,  as  during 
thereigneof  theEraperour  Theodojit^^^ 
there  happened  fuch  an  Earth-quake,  as 
lafted  foure  moneths  continually ;  the 
people  becing  conftrained  to  flye  out  of 
the  Citty^not  daring  to  return  in  againe. 
There  was  another  as  ftrangejwhich  chi- 
ced  in  fome  ycares  before,  in  the  City  of 
Nicea.  in  Natolky  which  was  ruined^  and 
the  drcadfull  effeftes  thereof  are  particu¬ 
larly  written  by  AmiAnus  MAYcelltnui^vA 
vnder  the  reigne  of  the  E  mperor  C  onjlan- 
tine.  Zonarm  reporteth ,  that  thirteene 
great  Townes  ofChampaigne  ground  in 
Italy  ^  or  in  the  foyle  called  Terra  di  Lam- 
r^jWere  vtterly  oucrthrowne.But  among 
other,  the  City  oiAntioche  was  wonder¬ 
fully  afflided.  In  the  reigne  of  the  Empe¬ 
ror  lufiinian^  it  was  ouerthrowne  5  and  an 
infinite  number  of  men  therein  fwallow- 
cd,  Soone  after,  it  was  re  builded  by  the 
liberality  of  the  Emperor, and  two  yeares 
were  not  fully  expired,  when  this  goodlie 
and  flourifhing  Cittie  had  becne  newly 
finifhed  5  but  againe  in  like  manner  it  was 
wholly  ruined,and  the  greater  part  of  the 
inhabitants  buried  in  the  downfall.  This 
was  in  the  beginning  of empire. 
Such  miftries  ncuer  hapned  in  the  King- 
dome  of  France:(j^//ii^  terramotibus  mini- 
rne  qttatiuntur. 

It  is  likewife  a  happinefle  particular  to 
France,  that  the  fweetneffe-and  tempe¬ 
rature  of  the  Ay  re  is  fuch  j  as,in  compari- 
fonofthatin  other  Prouinces,  there  is 
neytherexceifiue  colds,  nor  infupporta- 
ble  heats.  And  if  in  fome  yeare  it  happen 
otherwife,  it  is  but  once  in  afi  hundred 
yeeres^and  offofmall  continuance,  that 
it  is  onely  but  as  a  fcantling :  therby  to  let 
the  Frenchmen  know,  the  (harpe  rigour 
and  difcommodity  that  other  people  en¬ 
dure,  to  the  end  they  may  the  better  vn- 
derftand  their  owne  felicity,  and  fhape 
their  comforts  anfwerablc  thcrto.Length 
of  Winters,  andof/Nightes  •,  the  bitter 
North-eaft  windes  of  Scythia ;  Moun- 
taines  of  Ice  and  Snow ,  ncuer  hindereth 
their  Commerce ,  nor  their  Voyages  at 
all  feafons  of  the  yeare .  Theyr  Seas  doc 
not  freeze,  as  often  it  dooeth  ixiPontns 
EuxinnSy  or  Mare  maior,  cuen  fb  farte  as 
the  ftrei gilts  of  confiantinople .  On  the 

contrariefidc,  extreamity  of  hcatc  con- 


ftraines  not  men  to  kcepe  them  a  long 
while  hidden  vnder  ground,  Without  da¬ 
ring  to  come  forth  but  in  the  night  time : 
ncy  ther  to  flecpcin  the  water,  and  like 
'Aff^hibij  or  halfe  Fifties^  to  dwell- 
there  the  moftpsirf  of  their  time*  ^  That 
which  is  reported  of  many  peop}e^&  par¬ 
ticularly  of  the  dwellers  in  Barbarie^  Or- 
muz>^^n&^tvtioiTaprobane^  now  called 
^ Samotrax  not  any  thing  hcerc  is  like  vnto 
them,  but  all  mofl  temperate.  From  fb 
fwcetean  Ayre,  canprocccde  nothing 
buthcalthfulneffe,  the  Heauensbeing  no 
way  fubieft  to  ingender  frequent  and  irk- 
fome  Difeafes .  Therefore  did  C^rdc- 
feruedly  fet  this  commendation  on 
France  4  Countrey  moB  fweeteand 
healthfulL  And  fo  the  Englilh-mcn  like- 
wife,  in  the  rccitall  of  Froijjdrd^  doe  note 
France,  To  be  a  mfi  fafe  Country ^and  *very 
fweetCy  a  courteous  Country^  with  mdd  airCy 
and  delicate  Riuers.  ' 

It  is  an  admirable  matter  alfb,  that 
France  produceth  fiich  diuerfity  of  things 
and  in  fuch  aboundance :  there  being  no 
Countrey  throughout  the  W orld  more 
commixed,  and  that  hathleffc  meanes 
of fubieft,  for  recourfe  vnto  other.  It  is 
by  a  priuiledge  and  particular  right,  and 
againftthc  Law  which  Nature  hathgi- 
uen  vnto  other  landes  j  but  to  fpeakc  vp- 
rightly  of  France^  it  is  proper  to  all,  and 
in  fuch  fort, as  there  is  not  any  thing  par¬ 
ticular  to  other,  which  is  not  commop  in 
it .  In  regard  whereof,  and  confidering 
what  hath  formerly  bene  faid,therc  needs 
no  doubt  to  bee  made  :  but  that  which 
^/r^//mcanttofay  in  commendation  of 
his  Italy ^  was  much  more  fitting  for  the 
Land  oi  France. 


:!  •'  ■.  ; 
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rooft  of  their 
time  in  the 
water. 


’'In  the  Indi¬ 
an  Tea,  beeing 
in  Icgib  1000. 
miks,and  in 
bcedch  625. 
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Etc  ver  ajfidHumyatg^alitnis  menphus  I  f^irg.Geof^' 

Bis  gramdafecudes^  bu.pomis  vtilis  arbos^ 

Ac rabidaTigres  abfmt^  ^ pdfsa  Leontim 
Semina ytiec  miferos  fallunt  aconita legentes : 

JHec  rapit  immenjos  orbes  per  hunmmyne^  unto 
SqHAmeuf  in Jpiram  treiEu  fe  co digit  anguis. 

Adde  tot  egregias  vrbes ^operum^hhorem. 


B^{ide,that  which  he  could  fay  concer¬ 
ning  the  amenity  ordcleaablencsof//-4-| 

fy,was  but  for  fome  certaine  places  ^  8c  the  mfiyart.  i. 

thcmfeliies  do  know  wcl  enough, 
that  vvhatfoeuct  they  do  admire  or  com¬ 
mend,  ill  any  particular  part  of  Italie,  it 
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How  France 
is  feaced  for 
Nauigacion. 


is  to  be  found  cucry  where  in  France^  and 
is  mecrely  common  there. 

Moreoiicr,  the  Kingdome  is  moft  ab- 
folutely  feated  for  Nauigation:  becaufe 
on  the  one  fide  it  hath  the  Mediterrane¬ 
an  fea,  and  the  Ocean  Tea  on  the  other , 
enuironingitby  a  long  cxicndurcj  and 
wherein  are  many  goodly  and  commodi¬ 
ous  Ports  and  Hauens.  As  for  the  Land 
itfelfe,  it  is  as  in  the  very  middeftor  hart 
of  Europe .  S tmano^..  in  his  relation  of 
France^  hath  well  obl'erued  it,  and.  makes 
great  reckoning  of  the  commodioufneife 
of  the  fituation,vfing  thefe  very  words. 

ll  Yegno  di  FY^ncia,^  come  c^uello  che  e  in 
mezjQ  de  chYiHiantia^  e  commodo  ^opoY- 
tuTio piu  d  ogn*dltYo pcY  ‘vntYc  ^  dtuideYe  4 

'VoloM^  le  foYXjC  de  i  pin  gran  PYincipit 
^  dci  popoli  pin  hellicoji^  peYche  a  dinanx^i 

I' It aUa,  ^I'lnghilteYYn  alefpalle^aman  de- 
JIy In  Spngnn.y  dn  JinisiYn  e  In  GeYmnnin^  di 
qnn  S  nix>x>eYiy  di  qnn  Flnmenghi^  ^  oltYn  di 
qneflo  e frn  dne  mnri^  iL  MedateYYnneo  deW 
njm pnYte^  (y  I'Ocenm  dnlFaltrn :  onde  peY 
rnnYe^^  peY  tcYvn  pno  fncilmente  fnnoYke 
tuttele  impYefe  ^  tuttili  dijegni  dicinl}:nn 
PYincipe  Potentnto  delmondo.  Etqunmo 
^ fee  JicnYiJfimo  di  ogni  bnndn  ^  p'eY  2{ntu- 
Yn^  peY  AYte,  -  ,  .  , 

7he  Kingdome  of FYnnce^a^  thnt  v^hich  is 
in  the  midji  of  ChYtHendome,  is  opoYtune  ^ 
commodwns  (moYetben  nil  otheY)  tovnite 
nnddimde  (ntheY  owne  will)  thefoYces  of 
the^ery  gYentefi  PYinceSy  and  of  the  mojl 
wnYlike people,  Becanfe  it  hath  Italy  befoYc 
it^  EnglnncitoJhonldeY  it  ^  Spain  on  the  Yight 
hand^  GeYmany  on  the  left :  on  thisjide  the 
SwitZjCY  on  t  hat  fide  the  Flemings,  And 
befide  all  this  y  it  is  betweene  two  Seas^  the 
AiediteYYanean  on  the  one paYt^  (f  the  Ocean 
on  the  othcY  :fo  that  by  fea  and  land^  *  ^e  may 
eafily  fanouY  all  the  enteYpvix^es^  and  all  the 
defeigns  of  mery  PYtnee  and  Potentate  m  the 
IVoY Id,  And  as  for  hey  felfe^fhe  is  moJl  fe- 

cuYe  on  eneYy  fide ^  both  by  NatuYe^  and  by 
AYt,  . ' 

•  i  ■ 

Let  no  man  then  thinke  ftrangcly.  ofit, 
if  France  be  endowed  with  fo  many  xele- 
fliall  graces  and  fauours,  and  lb  wel  peo- 
pleu  and  inhabited,  that  any  thing  can  be 
comparcable  thercto,in  all  otherCoun- 

treyes  whatfoeuer.Thereisnot  a  iotte  of 
yoyde  orwaftc  ground  5  the  goodly  and 
gryat  Cittics  and  Townes,  are  all  well  fil¬ 
led  with  inhabitanis,and  very  necr  neigh¬ 
bouring  one  to  another.  Trauailing  vpon 


the  common  high-wayes,  from  any  part 
whither  you  pleafe  :you  fhal  finde  them 
bordered  vvith  great  villages,  faire  Hou* 
fes  and  Caftles,and  che  people  fwarming 
cilery  where, euen  as  if  al  France  were  but 
one  City.  .  , 

It  is  notfb  in  other  rcgionSjfor  in  fbme 
there  are  immenfe  Forrefts^  Lakes,  and 
Marilli  grounds,  taking  vp  immeafurable 
roome  5  as  in  Germany ,  and  in  the  Low 
Countries.  In  other  places,  are  great  and 
ftcrilc  Mountaines,  which  take  vppe  no 
mcanc  part  of  the  Countrey:  as  Botero  ac- 
knowledgeth,  tliat  the  Apennines  vfiirpc  a 
whole  quarter  of  Italy.There  can  you  not 
behold  (as  you  may  in  France)  fmall  hils 
and  dales,  fweetly  cloathcdjand  flourifh- 
ing  with  delicate  fruite  trees,  or  vvcalthic 
VineyardSjOrelfe  employed  to  fbme  o- 
ther  profitable  vfe.  As  for  the  Alpes  and 
Apennines,  for  the  moft  part,fherc  is  no-^ 
thi(7g  to  be  feene  but  fliarpc  and  craggic 
rockes,  bearing  their  headsvp  vnto  the 
clouds,  couered  with  Moffe  &  Saltpeter, 
andhauing  very  dreadful!  downefalles . 
There  is  nothing  but  har  dneffe,  rocks  full 
of  horror,  places  vnacceflable,  vnprofita- 
ble,.and  fruitelcfle,  cyther  for  Men  or 
Beafts, 

ConcQmm^Spainefo  much  as  it  is  far 
off  from  this  happineffe  of  France,  euen 
fo  (incomparifon)  is  it  as  flenderly  peo-^ 
pled.  Behold  the  perfpediue  thereof,  ac¬ 
cording  as  StYabo  h‘^i\i  drawne  it  .downe 
for  vs.  Spaine,  (faith  \\€)for  the  mo  si  paYt  is 
^Yy  ill  inhabited,  Foy  the  Mountaines^foY- 
Yejlsy  and  Plaines  ( whcYby  the  eaYth  is  dYied^ 
meager  and  baYren,  being  but  flenderly  hol- 
pen  with  waters)  takes  Dp  too  much  ground. 
The  fame  Author  faith  in  another  place  5 
that  hee  cannot  beleeue  that  there  hath 
bin  fo  many  Citties  or  Townes  in  Spain, 
as  fome  haue  reported,  or  clfe  they  coun¬ 
ted  Villages  for  Townes,  for  (faith  hee) 
The  Nature  of  the  Countrey  cannot  rcceyuc' 
any  number  of  Townes^  in  regard  of  the  bar-  i 
rennefe  of the  ground  ^  by  being  far  re  t 

retired  from  one  of  the  worlds  corners  i  and ! 
alfo  the  ayre  breathing  not  gracious  ^  agree- ! 
abletHhus  you  fee  the  true  defeription  of 
Spaine this  hee  faycth,  becaufe  it  is 
found  in  fom  Authors  of  Antiquity  jwho 
haue  tearined  it  to  be  happy  and  fertile  : 
it  is  to  be  vnderflood  of  the  Scatfliores, 
and  fome  Countries,  where  ("in  trueth)  it 
is  fb.  As  in  Batica^  containing  nowe  the 

Pro- 


The  iniuries 
that  are  mo¬ 
ther  countries 
different  from 
France. 


Spain  no  way 
comparcable 
to  France. 


Strabo  in  lib.3 

T«c  TO 

UK4I. 

TO}  ^Aa^eec,Of^ 
yeep'  yjtj  Spc/fi(ie 
acjt)  mSta  \tfr- 

iSeiuitlu/  ifxef- 

Mi/ Cl  vLtl 


Strabo  inlib.j 

JjTOTOp  »  T 
fptf  (fuarc  B-oWvi- 

Tiu/ \t/<»piTIT3, 
'^c(xTO?n0i- 

poy, 


What  happi- 
nefle  and  fer¬ 
tility  is  rn 
S’paine. 


8i 


Of  the  Country  of 


Booke 


The  fharpnes 
of  the  North- 
parts  of  Spain 


Vrolf.voli^  in 
pr. 


Spainc  inferi- 
our  to  France 
for  hcalthful- 
nefle. 


inltb-^-MelGal 
Feytilifsima  ho~ 
mimm  genetrix 
5crab.  in  lib.  4 

•ee 

stytSrtt.  Item  , 
Mptrii  wr  yvy4t- 
uay  «rp^  to 
r  ?JtT»/v  •otrtfX- 


t(^Wo  in  ^lat. 
vmerf  part,  x. 


Number  of 
people  in  di- 
uers  Coun* 


tries. 


prouinces  of  G^anado  and  Andalouz>u^'^'^'^^ 
partofP^rfAg<t//,  whereto  Strabo  ^\\xdh 
the  fame  commendation. 

Buthce  omittcthnotalfojto  deferibe 
the  rigour,  hardnelTe  and  (harpeneife  of 
the  very  greateftpart,  which  turncth  to¬ 
wards  the  North :  anfwerable  to  that  now 
ftilltheretobefcene.  For  Anddouz^ia  is 
knowne  to  be  fertile  ^  but  the  Spanyards 
thefclucs  do  tell  vs,  what  ftore  they  haue 
(befide)  of  Mountaines  and  fmal  deferts, 
^  they  terme  Sierras^  as  keeping  ftill  the 
Ancient  Arabian  word .  FroifJ'ar d  relateth , 
that  the  Engliftn,  who  had  bin  at  the  fuc* 
cour  of  the  King  of  Fortugall^svAtx.  con- 
duft  of  the  Duke  of  LancaflertF^oydA.  re- 
turne  no  more  thither,  faying :  In  C  ajlile 
there  is  nothing  but  Rockes^  which  are  not 
good  to  bee  eaten  with  Veriuyee  :^erie  high 
Mountaines^  a  hard  Ayre^  troubled  Riuers  ^ 

^  groffe  ^iFtuals\  the  feofle  foore  and Jlouenly , 
Hi  nurtured j  and  worfe  habited  JbeJide gr^at 
dearth  of  all  wholefome  viands. 

Heerciscobc  obferued,  that  Spaine 
muft  needs  giiie  place  (by  ods)  to  France 
for  healthfulnefle,  when  the  ayre  is  there 
fo  hard,  the  riuers  troubled,  and  the  wa¬ 
ters  naught:  whence  infucth  the  inflati¬ 
ons,  fweilings,  and  euils  in  their  throats, 
commonly  termed  the  Kings  eiiill,and  o- 
iier-frcqucnt  among  them,  fo  that  they 
are  enforced  to  feeke  helpe  in  France,  by 
the  hands  of the  moft  Chriftian  King.Be- 
fide,  France  hath  alwayes  had  the  prayfe 
to  be  well  peopled,  and  to  produce  men 
atduefealpns.  C^^f'himfelfefpeakcs  it, 
faying  ;  A  mofi  Jruitfull  mother  of  men. 
And  Strabo  that  the  women  are 

aft  to  beare  childrenyand  tomurijh  ^  bring 
them  'VfAn  another  place  heeconfefleth, 
that  there  is  a  certaine  kinde  of  vertue  and 
pr of  rietyyf  articular  to  the  women  of  France^ 
both  in  their  teeming^  and giuiugfucke  vnto 
their  chtldren. 

Bolero  and  other  Italians defirous 
to  make  a  curious  inquifition  (fo  nere  as 
poflibly  might  be)  to  know  What  number 
of  men  each  countrey  contained, althogh 
it  is  a  matter  (from  time  to  time)  fubieft 
to  change :  fetteth  downc,  that  in  France 
were  fifteene  millions.  In  Germany,  with 
the  Lowe  Countries,  and  the  Switzers 
Cantons  (althogh  they  exceeded  France 
twice  or  thrice  in  extendureof  ground  ) 
they  grant  no  more.  In  Spaine,  which  is 
very  great,  they  number  but  three  Milli- 


L.CumratkX>, 

Debo'i^clamnat 


ons :  whereby  appeareth  one  of  the  prin¬ 
cipal!  prerogatiues  of  France.  ^ 

The  glory  and  honor  of  any  kingdom, 
and  of  the  King  commaunding  ouer  it, 
confifteth  (to  fpeak  truely)  in  the  peopjes 
multitude.  The  Emperpur  Adrian  faid  ^ 
that  he  dejiredtofee  Jois  Emftre  amplified 
with  multitudes  of  mtn-,  rather  then  rrith  a- 
bundanceof  money  and  riches.  This  was  it  iprou  14,18. 
alfo  that  mooued  the  wife  King  to  fay  i 
In  the  multitude  of the  people y  is  the  honot  of  ^  inpm 
a  kinz:  and  for  the*  want  of people  c  ommetb  atatepiebn  ig^ 

Jhame  and  tgnomtny  to  a  Prmce .  i  he  wng- 
dome  of  ludea^  which  hath  heretofore 
beene  (b  famous,  and  made  choife  of  for 
the  inheritance  of  Gods  people,  it  was 
not  in  regard  of  her  great  extendure  5  for 
there  was  none  fmaller;  containing  not 
abouc  forty  miles  in  length ,  &  in  bredth 
much  leffe  in  many  places. 

Likewife,  the  promife  that  God  made  < 
to  Abraham y  was  j  that  he  would  make  him  Gen. 
the  cheefe  of a  great  people :  and  his  f fcde  to 
be  as  the  duji  of  the  earth:  fo  that  if  me  eould 
number  the  duJi  of the  earth  fo  likewife /bold  Gencf.i  y 
his  feede  be  numbred.  At  another  time  hcc 
fayde  vnto  him ;  Lift  up  thine  eyes  to  Hea-  18,14. 

uen  y  and  tell  theftarreSy  if  thou  bee  able  to 
number  themfnfuch  number  Jhallthy  feede 
be.  The  fame  promife  he  reiterated  againe 
to  his  yongeft  Ibnne  Jacob,  And  this  was 
itj  that  excited  the  hatred  and  enuy  of  the 
Egyptians,  againft  this  people  ofifraelj 
becaufe  they  faw  their  number  to  multi¬ 
ply,  and  for  that  reafon  they  opprefTcd 
them :  but  the  more  they  were  opprefled 
fomuch  the  more  were  they  encreafed 
and  multiplyed.  But  Vauid  exalting  him- 
fclfe  beyond  mcafure,  and  glorying  in  the 
number  of  his  people,  would  needs  haue 
them  counted,  to imowc  their  iuft  num¬ 
ber  :  whereby  he  prouoked  God  to  anger 
againft  him,  therebecing  found  in  Ifrael 
eight  hundred  thoufand  ftrong  men,  able 
to  beare  armes  and  weapons,  and  in  luda 
fiue  hundred  thoufand  fighting  men. 

In  the  Romanc  hiftory ,  when  wee  ob- 
ferue  the  encreafing  of  that  Common¬ 
wealth  from  time  to  time:  it  was  by  the 
number  of  the  Cittizens,  which  were 
downc  regiftred  by  the  Cenfors  .  Kings 
arc  Kings  of  men,  and  not  of  Lands*  For 
no  account  is  made  of  a.  King,  by  poflef 
fing  a  large  length  of  vainc  lands,  barren, 
wafte, vnprofitable,  and  vnpeopled  5  nor 
for  his  multitude  of  high  Mountains,  dc- 
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Terc  rockes,  wild  Forrefts,  which  haue  no 
other  Inhabitants  biitlauagebeafts.  But 
rather,  by  commanding  infinite  numbers 
of  people,  that  acknowledge  him  as  their 
Soueraigne,  willingly. obey  him.^;andre- 
ucrcntly  rcfpciSt  him  for  their  own  good. 
This  is  that  which  maketh  hisftate  aflii- 
red,andmakethhimdreadfull  to  neigh¬ 
bours  or  enemies.  .  . 

Moreouer  ,  what  great  numbers  ©f 
people  Gaulehzih  produced  at  alLtirties, 
ycelds  proofes  fufficient,.  as  well  by  the 
troopes  hcerctoforc  parting  thence^  the 
Countrey  being  vncapeable  tocontaine 
them ;  as  alfo  others,  that  haue  gone  and 
filled  all  other  regions  on  the  earch,alwel 
by  Colonies  and  plantations  in  their  co- 
ming  thither,  as  fbmc  other  Countries 
ftill  inhabited  by  them-,  whereof  we  fhall 
haue  caule  to  Ipeakc  more  particiilarlic 
hecreafter.  '  • ' 

This  great  number  of  men  is  the  caufe 
that  France  is  adorned  with  fo  many  fairc 
and  goodly  Citics,as  alwayes  it  hath  bin, 
and  at  this  day  more  then  cuer .  lofephus 
maketh  mention,  that  at  the  time  as 
far  inuaded  Gmle^ihcic.  were  then aboue 
twcluc  hundred  •  Among  them  that  arc 
nowatthisprefent,  there  are  three  hun= 
dred  5  wherein  there  are  three  and  thirtie 
Byfhops  Sees,  and  fdiirteene  Metropoli- 
pneor  Archbyfhopprickesj  befidcsj  an 
infinite  number  of  other,  a  great  compa¬ 
ny  whereof  arc  fo  potent  in  extend  ure  & 
dignity,  as  they  eqiiall  the  verie  capital! 
Cittiesof  ftrange  Nations,  fparinghcrc 
(befide)  to  fpeake  of  their  ftrength. 

Iforbearcalfb  amatter  remarkablcin 
France,that  there  hath  beenc  f'and  fome 
(ay  now  is)  fcauen  andtwentie  thoufand 
Burroughes  or  Townes,  being  Parifhes, 
and  hauing  Steeples^  and  amongft  them 
Villages  fo  great  and  wealthy,  as  may 
compare  with  good  Townes  in  other 
Countries^  not  bringing  within  the  Lifts 
of  this  account,  all  the  Hamlets,  Grami- 
I  ges,  and  particular  houfes,  bccaufc  they 
arc  innumerable. 

*  '  *  r-'  :  ^ 

Heere  giue  me  leaue  to  fit  downc  and 
reft,  asnotknowinghowto  bcc  filentior 

f  %  t  vr>  ^  ^ ... 
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for  me.  It  is  the  feat  of  the  Kings  oiFrace^ 
it  is  the  principall  refidence  of  their  Ma- 
ieftics;  it  is  the  dwelling  of  their  Souc^ 
raigne  luftice :  which  is  there  rendred-^: 
diftributed  by  the  Court  of  Parliament , 
being  called  the  Court  of  Pecres ;  from 
whence  all  other  are  deriued  5  the  fame  is 
the  Chamber  of  Acconfipts,or  of the  Ex- 
chequer,and  the  arriuall  for  all  the  reuen- 

newesoftheRealmewhatfbeuer. 

Allb  in  this  Cicie,  is  that  moft  ancient 
Vniuerfityj  fofamoufly  renowned  tho¬ 
rough  the  world.  All  there  is  admirable, 
either  in  regard  ofthc  greatnefTc  and  ex¬ 
tent,  or  for  the  infinit  ftrudureof  fb  ma¬ 
ny  buildings,  both  i  publike  and  particu^ 
lar :  but  aboue  all,  the  preafe  and  throngs 
of  people  wherewith  it  isinhabiced ,  and 
which  commeth  thither  from  all  parts, fo 
that  the  like  can  hardly  be  (poken  ofin  a- 
ny  place  elfc.  Befide,  it  is  (bonded  with 
aboundance  of  all  things,  tluc  can  be  de- 

firedforhappincflTcoflife.  ;  . . 

\ 

»  »•  I 

Patu  ejl  en  fcAuotT  ^yie  Gyece  i  ^  • 

Rome  CK'^T AjtdcuT  Pat  is  ok  pout  kotkot, 
Vne  Ajie  en  richeffe  on  le petit  i  ^ 

En  raresmuueAutex,  k)ne  Afiique feconde. 

'  Thatisjr') 

Pat is  in  knowledge  tkaj/  be  GTeece ^04  wife^'  ' 

A  RoTnefoTgreAtneSyPATis  mAy  benAm*d: 

AnAjiainweAlthitmaybefound-y  ' u 

Afecond  Affricke^foT  tato  nouelties. 
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The  Authors  manner  to  fpeake,  of  the  great, 

puiffant,  and  opulent  Cittic  of  Patu  ^ 
which  hath  exalted  her  head  aboue  all  o- 
ther  of  the  world.  To  forget  it,  I  cannot^ 
to  fpeak'Worthily,  or  to  deferibe  and  pre- 
fent  it  to  the  life  indeede,  it  is  impolsibic 
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Heercto  might  be  added  the  grace  of 
thefituation,thefaireft  andfitteft  that  is 
to  be  feene  .-  for  being  as  pleafing  and  dc- 
ledable,  as  commodious  and  profitable. 
In  the  very  middeft  of  rich  Prouinces,  en- 
uironed  withmany  Nauigable  riiiers  that 
come  and  render  their' riches  to  Seine: 
pafsing  thorow  the  middle  of  the  Cittjc, 
to  gather  and  bring  thither  commodities 
from  all  the  Countryes  round  about,  co¬ 
ming  from,  and  into  an  Ayre  fo  good  & 
healthful!.  In  which  refped,  though  ha¬ 
uing  fuch  mightie  accefle  of  people ;  it  is 
leffe  fubie<a  to  contagious  dlfeafes,  then 
other  the  ^catefl  Citties  are  ordinarily 
afflicted  withall.  And  vyhen  any  do  hap¬ 
pen, the  cffcdls  arc  much  more  moderate^ 
of  far  leflc  danger. and  contagion,  then  is 
tobe  feene  in  other  places.  ,i  ^ 

It  isreported  ofthc  Cicty  oifanfignti- 
nople,  that  from  three  yeefes  to  3.  yecrcs, 
('without  f ay Ic)  itis  moft  fifangely  tor-; 
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mcnted  with  a  peftilence,  which  doeth 
greatly  difpcoplc  it :  to  the  no  incane  a- 
inazctncnt  of many^that  haue  made  deep 
ftarch  into  the  caufe.  So  it  is  in  like  man¬ 
ner  affirmed  by  diuers  ,that  the  Grand  Cat- 
r^is'eucry  yeare  afflicted  with  thePefti- 
Icocc  •  Vndoubtedly,  when  I  confidcr 
with  my  felfe ,  that  great  Lotijs^  vulgarly 
called  Chlauis^  flayed  his  opinion>  and 
made  Taru  the  (eat  of  his  kingdomc,  lea¬ 
ning  many  other  Cities  which  were  then 
far  greater :  and  that  before  him^the  Em* 
peror  Julian  (being  come  into  France)  e- 
ftablifhcd  there  his  ordinary  aboade,  and 
called  it  Amiable  or  Louety,  I  am  compel¬ 
led  to  admire  therein,  their  great  Wife- 
dome  and  vnderftanding5,in  choofing  a 
place  fo  commodiousjfo  plcafant  and  an- 
(wcrablej  although  then  it  feemed  to  bee 
oncofthe  leaftCitties  of  Gaul.  It  would 
require  an  entire  voliimnc  to  fpeak  thcre- 
ofj  and  yet  none  will  credit  what  it  is,  ex¬ 
cept  they  haue  the  happineffe  to  fee  it :  &: 
the  fight  may  much  better  fatisfye  them, 
then  all  that  can  be  fayde  or  written  of  it . 
Therefore  I  wil  end  this  difeourfe, adding 
onely  that  which  is  fayde  by  Botero  Parigh 
QiHa  che  di pof  olo^  ^  di  abbondanz*a  d*ogni 
cofa^  ■  auanz^  di  gran  lunga  tutte  P altre  di 
ChHJiianita^  Parish  City  that  inpeofleand 
abundance  of  all  things^  goeth  farre  beyond 
alltherejl  ofchrifieridome^  ,  ^  v, 
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of  the  people  Jwelling  in  this  fruitfuU Land 
'  *.  of  Prance^^hat  they  were  being  anctent 
ly  GauleSyandafterwards  .Frenchmen : 
..  <  their  Manhoods  y'alour.^andfuccejfefull 
Fortunes*  ^  i  . 


Nough  hathbene 
fayde  (though  too 
vnskilfully  and  al¬ 
together  ^weakly) 
concerning  the 
beauty^  bountic, 
perfe^ons  &  cx- 

_ cellencicst  of  the 

Landitfelfeinallthinp:  let  vs  now  fee 
(according  vnto  our  intended  purpolc) 
what  the  people  haue  bccnc  and  arcin 
their  condition  .  Such  as  haue  heard  of 


fo  extraordinary  felicity,  perhappes  may 
quickly  condemne  mcc,by  alledging  it  ^ 
a  matter  impofsiblc  :  that  in  a  Region  fo 
plcafant,  graceful! ,  and  abounding  in  all 
kindcs  of  goodnefle :  the  inhabitants  can 
any  way  be  vertuous,  valiant,  and  coura* 
gious.  Great  Qm  was  of  that  Opinion, 
when  his  viftorious  Perjians  laboured  to 
change  their  Couotrey,  in  regard  it  was 
(harpe, rough, rude,  and  Mountainous 5 
for  one  ofehem  which  they  had  conque¬ 
red,  that  was  more  plcafant ,  confifting  of 
goodly  plaincs ,  and  euen  Champaigne 
grounds*'  VVhich  hcc  would  not  fuffer 
them  to  doe,  but  fhewed  them,  thatlike 
vnto  feeds  and  plants,  fo  arc  the  lines  of 
men  made  conformeable  vnto  thofc  Re¬ 
gions  where  they  abide.  As  if  hcc  would 
haue  fayd,that  in  a  fair  &  fortunate  coun¬ 
trey  ,thc  mindcs  of  men  alter,  and  quickly 
become  effeminate. 

Hannibal f  not  onely  inuinciblc  by  the 
Armies  of  the  Romaincs,  but  alfo  by  fo 
many  victories  oner  themjbringing  them 
neercr  to  their  vitcr  ruinc,  then  cuet  they 
were  or  had  bene  j  was  ouerthrowne  and 
confounded,; by  the  foft  and  eafefull  de¬ 
lights  of  Capuai  Tfielwcets  of  his  winter 
foiourning  there,  did  cneruate  and  wea¬ 
ken  both  him  and  all  his  army,  which  the 
rough  Alpes  and  freezing  fnovves,  had 
formerly  made  vnconquerable.  E ucn  fo 
we  may  fay, and  very  trucly,  that  the  high 
and  mighty  courage  of  Alexander^  was 
foftned  by  the  luxury  3  fumptuourncs,and 
diffolutions  among  the  Perfians. 

It  is  a  matter  verie  frequent  and  ordi- 
naric,  that  the  Prouinces  ofgrcatefthap- 
pincffcjbecomc  aprey  to  others,  inbec- 
ing  voluntarily  deftitute  of  couragioiis 
men.  For,  a  more  warlike  people  coming 
to  inuadc  them,  after  they  haue  continu- 1 
ed  there  for  fome  time :  they  forget  their 
former  gcncrofity,  as  if  they  were  whol¬ 
ly  changed,  and  with  the  very  av  re  of  the 
countrcyjhadderiiicdio  tbemlelues  the 
vcric  famcNaturc.  Sicily  hath  alwaics  bin 
the  butte  and  ay  me  of  all  warlike  people, 
as  of  the  Greciansy:hc  C  arthagemans  ^  and 
th^  Romaines,  and  of  many  other  bcfidc. 

Alfo  in  Egypt,  which  is  one  of  the  ve- 
tiechoifeft,  fertilcft,  and  richeft  Nati¬ 
ons  of  the  worldc :  the  moft  martiall  peo¬ 
ple  that  come  to  flay  there,  doc  after  en¬ 
ter  into  fuch  alazie  condition,  that  they 
ftandin  neede  of  chafing  thence,  euen  as 
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they  did  to  the  firft  inhabitatits .  The  like 
great  and  frequent  changes  hauc.bin  of- 
‘  ten  obferued,  as  well  in  ancient  as  more 
,  mod  erne,  times;  and  namely,  vndcr  the 
Mahomctanc  Gdyff^es . .  It  is  reported  of 
the  Wer  '  Sdmacd  (which  is  one 

j  of  the  regions  of  "^tdlid)  thatfuch  as 
'  drinke  the  water  thcrcofjbfirien,  doe  imt 
mediately  become  women.  But  the  tmtb 
is,  according  to  the  relation  of  Vitruulips^ 
that  It  is  a  place  fo  goodly,  plcafinti^and 
where  the  people  hue  in  (Iich  delights  and 
diffolucions;  that  the  courages  of  mcn,af- 
tcr  they  haue  lined  there  any  long  while^ 
becommeth  altogither  effennnate  or  w.<i)- 
liianiflij  which  gaue  fuch  a  fubied  to  the 
Fable,  as  if  they  had  becne  changed  into  i 
women,  and  rcceyued  into  ancther  Na- 1 
turc.  Some  haue  attributed  (to  the  fclfe- 
fame  reafoh)  the  vnmanlinefTcof  the,  lat- ' 
ter  Grecian  o\  ^Canjlaniimfl^^ 

.  through  the.  ouer-much  delicacie  of  the ; 
Countrey.  ■  ^  —r 

All  this  is  contrary  in  France,  for  a- 
midft  fuch  a  great  affluence ,  and  euen^a- ; 
mong  a  world  of plcarures^generoiis  (pi^ 
rits  are  borne ,triily  warriors^  and  of  men ' 
excelling  in. all  vcrcucs, it  yceldeib  withall 
the  like  abundance  of  euery  Qther  thing.; 
yca,cuen  among  thole  Frenchmen  as  fuf- 
fer  themfelaes  to  be  led  into  all  pleafiues, 
in  peaceful  vndifturbed  times ;  yet  are 
they  not  thereby  foftned  a  iottc,  ncy ther 
loofeany  of  their  courage  jVa!our,and  ad- 
drefle  to  adions  of Annes.  But  euen,as 
ifthey  weremccrely  borne  thereto ,  nor 
eiicr  learned  any  other kinde  of  excrcife  : 
beejng  euermore  readie  to  giuc  oucr  all 
pleafures,  to  follow  the  warres, march  to 
fights,  and  throw  themfclucs  firft  into  the 
mouth  ofdanger.  This  is  their  true  ex- 
ercife, their naturall  inclination,  which 
they  knowe  not  how  to  forget  or  giue  o- 
II er:  and  whenfoeuer  they  delight  in  hun¬ 
ting,  yet  arc  they  more  readie  to  returnc 
to  Armes. 

The  like,  naturall  difpofitionisdeferi- 
bed  by  Zoumus^  of  the  Emperor  f^denti- 
nkny  who  although  bee  was  a  man  giuen 
to  muchplcafurc,  andaddided  himfclfe 
thereto  at  due  lealbns :  yet  notwithftand- 
ing,  when  occafion  required,  he  wasal- 
wayes  readie  to  vndertake  Armes, where¬ 
of  as  patiently  hee  endured  all  the  paines, 
toilcs,  and  incommoditics,euen  as  if  hee 
had  taken  a  great  pleafure  and  felicicie 


therein. '  Such  a  man  was 
ofMacedon  among  che  Grecians,  and 
AdarcHS  Antonina  among  thcRpmaines- 
z^6.Sci^lo  giuesvery  little,  ground  vnto 
them'in  martial  difpofition.  alfb, 

fpeaking  of  his  Army  (compofed,  for  the 
moft  p4rt  of Gaulcsjfaide :  ThathtsSml- 
diers^howfoeuer  they  were perfumedyet  they 
left  not  (for  all  that)  tafght  ^ualiantly  ' md 
c 0  tiragibujly,  Ai Hites J t^os  etiam  'vnguenta^ 
tos^  hene pug^mre .  The  like  account-vvas 
heretofore  made,  that  the  Belgians  were 
the  rnoft  hardieft  and  valiant  amongft^Jjp 
•Gaulcs:  becaufe,  they  would  pjermit?;^ 
‘Merchandizes  to  bee  brought  intp  ificyr 
Gountfey,'  that  any  way  might  fcrue  to 
.foftenthenatiH.all  inclination  of  .Men. 
-But  be  knew  well  enough  loon  after, that 
valiancieand  Milirarie  vertiiewas-lb  na- 
.tural,  vnto  them  that  were  borne  and  no- 
-riilaed  ynder  the  ay  re.  of  Gaul,  asjt  could 
not  by  any  mcancs  bee  quailed  in  them, 
or  feparated  from  th’ciiY  ,  by  the  plcn- 
tie  of  any  thing  feriiing  vnto  voluptuouf 
mefle. 

Sonic  haue  held  opinion,  thfitthe  ri¬ 
gour  and  auftcrity  of  the  Perfian .  ypiujis, 
and  their  continuall  manner  of  .liuing  in 
ilb  ftride  akinde  ^prooued  to  be  the}  onc- 
lycalilejthat  they  were  much  better  men 
ofwarre,  then  their  neighbours.  And 
lurely5The  Lacedemonians  differed  not 
from  this  coniedure  of  them,  when  they 
faide.:  They  made  no  great  meruaile  why 
they  went  fo  boldly  to  warre,  and  expo- 
fed  thcmfelues  vnto  death  ;  confiderine:, 
what  fmall  delight  and  contentment  they 
tooke  in  life, in  regard  of  the  hai  fh  and  ri¬ 
gorous  dilcipline  of  their  lawes.  But  the 
Gentlemen  of  France,  although  they  be 
borne  and  bred  delicately,  they  doineuer 
fayle  in  generous  courage  :  Armes,  and 
veriehard  Trauailes  in  VVarre,  are  vn¬ 
to  them  asfporces  and  paftimes ;  and,  to 
fpeakeiuftly,they  are  born  thereto,  with-, 
out  neede  of  fo  much  cunning  and  initru- 
dion,  as  others  haue  to  excrcife  and  pre¬ 
pare  them. 

Thofe  people  that  Fratince  Iiadi  brcd 
andyeeldcd,  haue  alwayes  bene  redoub¬ 
table  for  their  Armes,  to  all  other  Nati¬ 
ons  of  the  world.  ThcRomaincs  well 
feltc  jt,  when  they  were  hewed  in  pce- 
cesby  the  Gaules,  on  the  day  at  Ailia, 
And  afterward,  when(vpon  their  fodainc 
coming  on  them)  they  were  conllrained 
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to  hide  themfclucs  in  their  Capitoll ;  the 
which  yet  was  not  fiifficient  to  fane  them 
till  (in  the  end)they  were  gladdcto  pay  a 
great  quantity  of  golde  and  filucr  to  the 
Gauls  jfor  their  raiifom.  And  akhogh  their 
hiftbrians  labour  to  make  men  beleeue  , 
the  Dictator  exterminated 
thie  greater  part pf  the  Gaoles,&  brought 
back  againc  that  which  was  giuen  for  ran- 
ibme  5  yet  notwithftanding,P^^fe'/^  a  ve¬ 
ry  ancient  Authbriheere  enough  to  thofc 
times,  well  experiencedln  the  hiftory,  & 
bbirig  ail  excellent  writer  befide,  hee  de- 
‘ckreththt'contraryjTaying :  The  Gmles 
dwdy  ^i6fioriom jo  Ailing  grantedfeace 
'to  the  RomAnes.,  by  meanes  of  a  great fumme 
df goldiothich  they  brought  thence  with  the. 
Which  is  moreouer  confirmedby 
tonm.tvA\o  fayeth ;  Cne  of  the  houfe  of the 
Neroes^AnceUors  to  the  Emperor  Tiberius^ 
hauingmade  wArre  on  the  Gaulcs  caUed  Se~ 
nones  ^  defcendingfrom  them  that  furpriz^d 
Rome :  brought  bathe  the  gold  of~  the  ranfom 
which  had  bin  payed  them^^^that  it  Wrts  not  ^ 
recouered  by  Camillm^as  the  rumour  ranne, 
Aridbefide,  thofe  very  men  that  facked 
Romc^rcturningthorow  Italy, made  alli¬ 
ance  with  the  cldtt  Dionijius ,  the  Tyrant 
of  Siracufa ,  and  aided  him  with  theyr 
troopcs  againft  the  Locrians  and  Croto-, 
nes  his  cnemies,as  it  is  auouched  by  T ro- 
gus  Po'mpelus.  ’ 

If  the  I'ofle  ofehe  Gauls  had  bin  lb  no¬ 
table,  zsLium  h^i\\  deferibedit:  they 
could  not  hauc  peopled  a  greater  coun- 
I  try  in  Italy,  &  made  war  fo  often  on  the 
!  RomanSjas  atdiuers  times  they  did .  Wee 
had  enough  to  (faith  Cicerd)to  rejiji  them 

to  defend  our  feluesjeing  continually  af 
failed  by  them.  And  our  C apt aines  and  Com¬ 
manders  in  war  perpetually  accounted.,that  it 
was fitter  to  defend  beare  off  their  blowes 
in  fuch  a  war.,  then  to  fet  on  or  ajjkult  them. 
It  is  wcl  known  of  great  Marius.^  when  he 
oppofed  himfelfe  againft  the  effortes  and 
ftratagems  of  the  Gaulcs,  that  hee  neuer 
durft  attempt  to  enter  their  Lands.  They 
to  whome  all  other  war  was  cafic,  loft  all 
their  fencing  trickes  againft  the  Gaules, 
Hitherto  (hiih.  Salufi)  the  Romans  cuermore 
concetuedyhat  all  things  gaue  way  ^  and  were 
to  beyoakedby  their  <veriue.  But  only  againfi 
the  Gaulesphen  they  were  to  fight  with  the  j 
not  for  honour  and  glory,  but  for  defence  of 
their  hues. 

Nor  did  they  tearmc  this  warre  but  tu¬ 


mult  ^infurredion,  becaufe  that  by  the 


promptitude  of  the  Frech,in.vfing  armsj 
they  had  not  the  leifure  to  beaic  their 
drum^to  raife  or  call  their  companics^but 
ftiddenly  jwithou  t  any  choifev  tooke  fuch 
for  foldiers  as  could  carry  Armes .  They 
had  a  particuIarExchequcr  or  Trcafuric 
by  it  felfe,  deftined  to  be  imployed  oncly 
about  the  charges  ofthc  Gaulifli  wanes, 
wb'cnfocucr  they  hapned :  as  being  one  of 
the  greateft  &  mbft  extreame  neccfsicics 
belonging  to  their  City.  And, though  in 
allcother  wars  (bmc  flood  exempted  from 
going  to  them,  as  fuch  as  had'  Ipcnt  tbeit 
time  in  war,being  CTMcdHet&anes^or  an¬ 
cient  feruitorsf  yet  ('in  fuch  acale)  they 
much  needs  march, without  any  regard  at 
all  of  fuch  exemption,  rt  oportet  hello  Gal- 
Uco  •vt  maioru  iura  moreff^praferibunt,  ne¬ 
mo  eji  Ciuls  Romanus^quifibi  <vlla  excufati- 
>one^tendum putet.  According  to  the  Lawes 
’ofourAnceflors  (faith  Cicero)  and  accord¬ 
ing 'vnto  ordinary  cuflome,  thejreisnot  any 
Romane  Citiz^en^that  muji  think  onely  to  pro- 
’ pound  any  exemptionffhen  there  bappeneth 
any  war  with  the  French . 

;  Navjthat  which  is  more,  the  Romaines 
■quitted  andgaue  them  freely  the  honour 
belonging  to  adions  of  arms. volun¬ 
tarily  confelTcth  in  Salufi,  That  the  Greci- 
r  'ans  had  gone  beyond  the  Romans  in  eloquece, 
and  the  Gauls  them^  in  the  glory  ofwar,Kt\d 
this  is  the  rcafon,  why  they  alwaics  flood 
in  fcare  of  the  country  that  brought  forth 
a  people  naturally  warriors,  &  iiVfo  great 
a  number.  VVhen  they  named  thatPro- 
uince,  they  would  fay ,  Ifi  ivds  too  fearefull 
for  the  Romaines. was  any  fpccch  of 
the  leaft  ftir  or  tumultin  Gaule ,  but  they 
would  all  tremble.  And  thereiipon,immc- 
diately  after  the  death  of  great  cJfar  the 
Didator,  it  was  propounded  to  the  Se¬ 
nate  to  giuc  oner  Gaule,  leauing  it  to  full 
liberty,  although  it  was  formerly  conque¬ 
red  and  aftlired.  Thcfe  are  the  very  words 
ofAppian:  There  w,ts  (faith  hee)  made  a 
Decree  and  arrefil  to  the  Senate,  concernim 
Gaule:  all  the  Senators  being  p  ofeff'ed  wuh 
feare.  A  little  lower  hee  faith  :  Some  a- 
mongfif  them  were  of  the  minde,  That  they 
muH  needes  giue  ouer,  andforfake  all  the 

wholeCoumrey  and  People,  leauingthem  at 
liber  He,  and  to  enfranchife  them  from  fub^ 
teuton  <vnto  the  Empire.  So  much  they  flood 
tn  feare  and  dread  of  ihe  ^^eighbourboode  of 
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And  Cicero  faith  j  Nature  hath  mmited 
Italy  with  a  ramfier  of  AlpeSy  npt  ^without 
diuine  prouidence.  For  if  that  epitrace  (fayth 
he)  were  laid  opepi  to  the  fury  and  multitude 
pf  the  Gaules :  cuer  would  the  Citty  of  Romey 
thefeateand  dwelling  place  of  the  Empyre, 
'onely  Soueradgne  of  the  worlds hejied- 
ged.  ^  - 

•It  is  not  to  the  Remains  onlyjthat  the 
French  haue  made  knownc  their  vneon- 
querable  corage,, and  to  feel  the  ftrength 
of dreadlcs  armes  5  what  Canton ?i  what 
quarter  of  the  wprid  is  there,,  where  they 
haue  not  planted  their  conquering  Eri- 
figns  ?  The  Celts(forfo  the  Grecians  ter¬ 
med  the  French  )  arefound  to  dwell  in 
moft  parts  of  the  vniuerfe,  as  hauing  leftc 
Francc3in  regard  of  their  oucr-great  mul¬ 
titude,  to  feeke  new  countries  clfe where, 
which  they  conquered  with  their  fwords, 
and  became  Maftersofthem.They  arc  diF 
perfed  oucr  al  Europe, and  hardly  is  there 
any  quartcr>wherc  they-hauc  bptleft  the 
tnarkes  of  their  viftories,  and  records  of 
their  name-  Spaine  is  full  of fuch  Golo- 
nies,whofe  names  would  bee*  epnfidered 
out  ofdiuers  countries,  according  as  an- 
cient-Gcographers  haue  ftiled  them.  And 
firft  to  fpeakc‘ofthe*Cc/^/^m4/7i3who  are 
proofe  fufficicnt  to  ourpurpoft,  and  ac¬ 
counted  to  be  the-  mofl:  valiant  people  in 
Spaine.  No  doubt,  as  they  ftil  retaine  the 
name,  fo  doe  they.(in  like  manner)  keepc 
the  vcrtiieand  valour  of  the  Gaules  their 
Anceftors,  that  came  to  inhabitc  there, 
and  alfo  to  make  a  Plantation  of  theyr 
name.  :  • 

Somcfoiiretboufandof  thokCeltihe^ 
defended  moft  couragioufly  the  ci¬ 
ty  of^  Numantia^  and  fuftained  the  fiegc, 
for  fourteene  years,  againft  the  Effortes 
ofmany  Roman  armicsjycajand  of  theyr 
very  cheefeftC apt aines,  vntill  fuch  time 
as  they  were  infpreed  to  fend  their  Scipio 
thither.  In  &lie  endjthefo  long  befiedged 
Celtibcriansjchofe  rather  to  burn  them- 
felucs  and  their  Citty  together,  then  to 
yecld  to  their  implacable  Enemies,  vnto 
whom  they  left  nothing  toadornc  theyr 
riumphjbut  their  very  name  onely. 

At  this  very  day,  and  Galliua 
do  carry  the  names  of  their  firft  founders 
the  Gaules.They  entred  alfo  vpon  a  great 
part  of  7/4^3  comprehcndingf'in  the  fame 
refpe<a)thc  name  of  Gallia  Cifalpina^yNh^i 
they  firft  entred  in  the  reigne  of  Tarquini- 


U6  Prifeue  yKing  of  the  Romaincs  ,  about  j 
the  year  of  the  world,  MMM,CC:G.LX, 
There  they  founded  afi:crwa;rd 

BrefciayKprona  and  other  Gities:this  coU^ 
ragious,  hardy,  and  warlike  Nation  (Ivfc 
thevery  wordcs  of  the  clieefcft 

next  to  Hercules y  and  iuftly  deferuing  to 
be  called  immortal^  they  (I  fay)ouerwent 
the  fharpnefle  and  bitterncs  of  the  Alps^ 
vnpafsiblc  for  the  fiiowesv&  colds.  They 
arefoundto  dwell  thorowall  Germanic, 
where  arc  ihc  BoemesgcciA  Carnes  ^  in  Pan-- 
nonia  or  AuHria^  and  Hongdria ;  in  Tran- 
fyluaniayFalachiay  and  Mbaniafm  Thrdccy 
where  they  Haue  reigned  a fufficient  legth 
oftime.This  may  be  tbe  rcafon,why  fbm 
of  our  Andents  named  EuropCj  C^/ftr-^, 
Kt\7  m ,  bccaufe  that  the  moft  part  of  the 
inhabitants, .called  thernfelues  Ccltesor 
Gau!s,as  is  plainly  auouched.'  •  'r.vi  > 

^  \  For  rhe  fame  refped ,  an  ancient  Geo¬ 
grapher  faide,  that  the  Northerne  part  of 
the  earth,was  inhabited  by  the  Scithians^ 
the  Eaftcrn  by  the  Indians,thc.  Southerne 
by  the  iEthyopians ;  and'thc  Occidental! 
dr  Wcftcin  by  the  Celts  dr  Gaules:each 
place  and  part  of  the  world*  taking  firft  de¬ 
nomination, according  to  the  excellency 
oi  ,thc  peoplcjihat  werethc  principal  and 
moft  renowned  in  euerie  part .  The  verie 
fame  Gaules  h'aue  made  all  Maccdon  and 
Greece  to  tremble,  and  haue  folde  peace 
to  all  other  people,  who  came  to  buy  it, 
before  they  were  any  wayafTailcd,  as  af- 
frighted  with  the  name  of  the  Gauls  one¬ 
ly.  Trogus  reportetn  it  in  this  manner: 
Tantus  terror  Gallici  nominis  er at y  'vt  etiam 
Reges  non  lacefitiy  <vltro  pacemingentifecu- 
niamercaremur.  Such  was  (faith  he)  the 
terrour  of  the  Frenchmens  namcythat  Kings 
neuer  beeing  encountredy  came  of  them- 
fclueSy  and  by  theyr  ov^ne  me  ere  motion  ^ 
to  pur  chafe  their. peace  with  great fummes  of 
Money, 

All  the  leffer  Afia  were  as  flenderly  able 
to  refift  them,  for  it  hath  bin'  wholly  fub- 
dued  by  them.  In  like  manner,  fuch  ac¬ 
count  was  made  ©f their  inan-hoode,  that 
there  hapned  not  any  war  in  the  Eaft,  bur 
they  were  the  forwardeft  partakers  thcrcr 
in,  it  was  cuermore  to  them, that  afflided 
Princes  fled  for  fuccour ,  as  it  is  declared 
by  the  fame  Trogus,^  andhecrc  you  may 
readchis  owne  verie  Words.  Gallorum 
ea  Tempeliata  tanta  fcecunditatis  iuiientus 
fuity  <vt  Afiam  omnem  ^elut  epcanime 
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aliquo  imflerent :  Reges  Orientis 

Jinemercemno  Galtorum  exerettu,  vlU  helU 
gejferiut^nej^  pulfi  regno  ad  alios  quam  ad 
Gallos  confugerint.  T mtns  terror  GaUici  no^ 
minis  flue  armor  um  inuUla  felkitas  eratyVt 
aliter  ?se^  MateBatem  fham  ttttam,  neque 
amffam  recuferare fe  poffcyfine  Gallka  'vir- 
tute  arbitrarentar,  Dem^in  auxilitm  a  By- 
thtnU  Rege  inuacatiy  regnumtumeo  part  a 
'viBoria  dimferunty  eamy^  regtonem  Gallon 
Grdciam  cognominauerunt.  There  then 
fneh  an  aboundance  ofyouthffiU  Frenchythat 
they filled  A ftay  etien  as  if  it  had  bin /warms 
of  Bees :  in fuch forty  that  the  Kings  of thofe 
quarters  oftheEaBy  attempted  not  any  wary 
wherein  they  had  not  French?nen  ijnderpay,' 
And  if  tbjey  chaced  to  be  expulfed  from  their 
cBateSy  they  had  no  other  recourfe  y  but  to 
throwe  themfelues  into  the^armes  of  the 
French*  Such  was  the  terror  of  the  French* 
mens  NamCy  or  the  inuincible  felicity  of  their 
Armes'ythat  Kings  knew  not  howe  to  pro- 
uidcy  nor  conferue  their  MaieBky  or  to  re^ 
couer  it  againe  being  loBy  without  the  valor 
of  the  French,  To  conclude y  being  called  by 
the  King  of  Bithiniay  to  lend  him  fuccoury  af ' 
ter  they  had parted  away  with  viBory  ^  they 
alfa  parted  or  diuided  his  kingdom  with  they 
ajfdfurnamedthe  Countrey  Gallo-GracUy  or 
French-Greece, 

Thofe  veric  Gaulcs  whereof  wc  now 
fpeakc,  were  come  away  from  Thrace, 
where  they  (before)  had  eftablifhed  a 
Kingdome :  which  continued  afterward, 
till  the  time  of  Clyarus  their  laft  king,  ac¬ 
cording  to  the  report  of  Polybius ,  The 
people  of  Thrace y  of  Bwantium ,  and  of 
CherronefuSy  being  then  their  tributaries. 
All  this  is  affirmed  and  maintained  of  the 
ancient  Gaules. 

Nowe,  as  concerning  fuch  as  haue 
caried  the  name  of  Frenchmen  or  Gauls, 
ancient  ftanders,  and  dwellers  in  partes 
neererhand,  as  well  on  this  fide,  as  be¬ 
yond;  the  Rheine  :  they  long  time  made 
warre  with  the  Romanes, purfuing  them 
with  their  Armies ,  and  oucr-labouring 
them  by  (b  many  courfes  5  that  at  length 
they  expulfed  them  quite  from  amongft 
the  Gaules .  They  were  firft  obferued 
to  appearc  vnder  that  name  of  French¬ 
men,  in  the  time  of  the  Emperor  Qalien  5 
and  from  thence  onward ,  the  Romanc 
Hiftories  are  copious ,  how  manie  times 
theypafled  andircpaffcd  the  Rheine y  to 
make  warre  with  the  Roinaines,  when 


they  thought  to  tearc  away  Gaule  out  of 
their  bands.  Paiicgyricall  Authors,  exal¬ 
ting  thofe  Emperors  with  praifes  to  hca- 
lien,  that  had  in  any  encounter  (how  filly 
foeuer)  gotany  aduantaee  ^gainft  the 
French^  do  yet  make  it  fumciently  known 
\  what  great  account  was  made  of  this 
people  and  generous  Nation,  yea,  more 
then  of  any  other,as  being  moft  fearefull 
to  them,  and  to  whome  (for  this  caufe) 
they  ycclded  themfelues  tributaries. 

Vnder  the  Claudius  the  1 1. 

they  inuaded  Hollandy  and  other  neighbo¬ 
ring  Countries,  and  made  thctKcthcyr 
courftsand  wonted  expeditions,  as  well 
by  Land  as  Scajvntill  they  extended  their 
power  fo  onward,  that  they  entred  (bme- 
what  farrcinio  Spainc.  Zoumus  and  the 
Rhetorician  Eumeniusy  doe  report  a  cct^s 
taine  voyage  of  theirs,  and  a  chance  well 
deferuing  memory.  The*  Emperor  probm 
hauing  made  warre  on  them,  and  wonne 
the  vpper-hand  in  (bme  encounter  5  hee 
tooke  diuers  of  them  prifoners,  which  he 
led  away  into  Afia.Soon  after, they  made 
an  e(cape,>  &  being  imbarked  in  certain^ 
final  veffcls,which  they  found  fitting  for 
their  purpofe ;  they  ouer-ran  and  rauaged 
the  coafts  of  Greece,  and  the  Ifles  of  the 
Ionian  fea,befieging  and  taking  Siracufaj 
and  afterward  pafsing  the  ftraites  of  Gc- 
baltarc,returncd  home  againe  into  theyr 
owne  country.  The  verie  greateft  affairs, 
that  euer  the  Romanes  had  with  Straim- 
gerSjWCre  alwaies  againftthc  Gaulcs,  or 
French,  who  neuerWuldfuffer  them  to 
liuc  in  quiet. 

In  the  end,  the  Emperors  well  vnder- 
flood  their  valour,  and  made  vfc*  thereof 
to  their  fcruicc.  Conjlantine  the  Great,  in 
the  warre  hee  made  againft  Licimus ;  had 
great  ftorcof  them  in  his  Armic,  vnder 
conduftofa  verie  valiant  French  Cap- 
tainc,  named  Bonicius ysnhok  manhood  is 
well  noted  by  Ammianus  Marcellintss^  At 
the  fame  timcjpartly  by  conqueft,  partly 
by  conniuence  of  the  Emperours^  they 
extended  the  Gaules  name  very  farrc,and 
did  fo  great  fcruices  to  the  Romains,  that 
they  filled  whole  Legions  of  them.  Efpe- 
cially, vnder  the  "Em^txotsConflanSyCon- 
fiantiuSy  K dens  and  Valentiniany  as  is  to  be 
fccne  in  Ammianus  Marcellinus ,  ztx^i- 
musy  and  diuers  other  Hiftorians  of  thofe 
times. 


Afterwards,  Gratiany  hsaing  fwornc 
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mote  ftrid  alliance  with  them,  could  find 
out  a  Me/lohmis^  Prince  of  the  French, 
befide  many  other  Captaincs  and  Soldi¬ 
ers;  by  whofe  mcanes  he  affured  his  ow’ne 
eftatejand  carried  away  ^reat  Viftories 
from  the  Germancs, whereof  thirty  thoii- 
fand  were  ilaine  in  the  field.  This  Prince 
did fo highly  efteemcof  them,  as  they 
ferued  him  in  all  occafions  .*  yea,  they  fil¬ 
led  vp  the  Army  which  he  gaue  to  Theo- 
dojius make  quietnefle  in  the  Eaftjand 
to  repulfe  thence  the  Gothes..  Moreoucr, 
he  fauoured  and  aduanced  them  to  great 
charges  of  his  Court,  and  euen  (as  if  (in 
refped  of them j  he  began  to  grow  in  di- 
ftafte  with  his  Romanes;  fo  prooued  it 
(partly)to  be  the  caufe  of  death.  •  i 

It  is  moft  plaine  and  apparant,that  for 
the  (pace  of  about  aoo.ycares,  they  were 
the  thrcfhing  Flailej  the  terror  6c  amaze¬ 
ment  of  the  Romane  Empire:  wherto(to. 
vfc  the  fame  words  thziClaudkn  fayth  of 
ihtm)  They  folde  peace  and  quietnejfe  at  the 
prt%>es  of money  ^  and  tooke  great  recompences 
to  ceafe  their  fights.  The  Epithets  vyhich 
the  Authors  of  thofe  times  gaue  them  , 
were  the  names  of  T frrihley  dreadfully  and 
redoubted  IVarriors-^^shcm^xhc  oncly  na¬ 
tion,  that  (more  then  all  other  elfe  could 
do)  amatedj  bruifed,  yca,&  vttcrly  brake 
in  pccces  the  Romane  forces. 

After  that  this  Monarchy  of  the*  French 
in  Gaule  was  fully  eftablifhcd;they  could 
then  vndertakc  other  great  enterptizes  & 
voyages.  How  many  times  did  they  pafTc 
in  Amies,  both  into  Afia  and  Affrica,  to 
chafe  thence  the  Infidels,  Sarazens,  and 
Turkes,  to  deliucr  the  Holy  land,  and  the 
Chriftians  that  were  there  in  their  ferui- 
tude  ?  There  hath  not  bene  any  expediti¬ 
on  in  Chriftendome,  wherein  theyhaue 
not  bene  heads  and  condufters,yca  cuen 
thebctterpart'it  fclfc.  Many  times  haiic 
thcyluccouredScre-eftablillied  the  Em¬ 
perors  olConBantinople.hnd  in  the  end, 
torcuenge  the  jfaacm  Angelus^ 

(whom  they  had  releated  fora  lliort  time 
before)  cruelly  murdred  by  the  Tyrant 
Murfuffle ;  they  took  in  their  alTault)  that 
great  City,  where  they  commanded  (al- 
moft)  foure  hundred  yeares.^  They  made 
themfcluesfo  knownt  thoroiighout  the 
Eaftand  South  parts,  andhaiic  fo  liuely 
engrauen  there  the  memorie  of  theyr 
name :  that  (cuen  to  this  day)  all  the  Ori¬ 
entals  terme  the  inhabitants  of  Europe , 


by  the  word  Frankiy^s  tHinldng  that  name 
to  be  vniuerfall.  As  in  like  manner  the  A- 
rabians  and  the  Abyflines,  who  call  Eu¬ 
rope  by  til e  n amc  of  frankia * 

Oz^ritd^  the  learricd  by  fliop  of  Sylues 
rcportech,  that  the  Indians  when  the  Por- 
tugals  make  warre  againft  them:  they  cafll 
therh  by  no  other  name  then  Franeki^  as 
confc(fing  naturally,  that  fince  the  brauc 
expeditions  of  the  French ,  againft  the 
Turkes  and  Sarazins;  this  name  (full  of 
admiration  among  thofe  people)  had  (b 
(pread  it  (elfe  thoroughout  ^I  Afiaaiid 
/Alfrica,  that  alwayes  aftcrward,thc  fame 
was  to  be  attributed  vnto  all  the  Wcftcrti 
people. 

But  to  deliberate  no  longer  at  this  time 
on  all  the  expeditions  of  warre,andyoya*^ 
ges  attempted  by  the  French  for  the  chfU 
ftian  name,  for  the  defence  of  religion 
the  Church,  againft  Moores,  Sarazins,' 
Turkes,  and  other  Mahometancs,  iri  di- 
uers  Countries  of  the  world, and  the  glo¬ 
rious  and  goodly  adions  there  by  thcni 
performed :  Can  any  thing  bee  rearmed 
more  hardy,  valiant  and  generous^  then 
that  which  they  did  for  conqueft  of  the 
holy  Band  PVndertakingfo  long  a  Voy¬ 
age,  croffingfo  niany  Countrie$^&  With 
fucH  ftorc  of  difficulties :  Nothing  could 
dant  or  turne  them  ^  nothing  feemed  im- 
poffiblc  to  them, beeing  altogether  infla¬ 
med  with  a  zealous  &  diiiine  dcfire.They 
expofcdthemfelucsto  allkindes  of  dan¬ 
gers,  iuconuenience  of  places  and  paffa* 
ges,  famine,  ihirft,  pcftilence  and  warre : 
mecrly  prodigal  of their  Hues,  for  religi¬ 
ous  zeale.  In  whatfoeucr  we  read  concer^ 
ning  antiquity,yea  euen  of  the  fabulous  a- 
gcs,neuer  arc  to  be  found  fdch  deedcs  of 
prowe(fe,as  they  did  in  that  conqueft! 

Let  Godfrey  of  Bulkn  fet  himfclf  before 
you,wich  his  gallant  French  troopes,  tra- 
uerfing  al  Germany  ^  Hungaria^^  ariuing 

Corfiantinople^zbttc  is  aflailed  bydiuers 
ambufeadoes  on  the  Emperors  behalfyet 
ouerc'oming  themal,eucn  as  ifit  were  a- 
gainft  his  wil  to  preuaile.  Then  lookc  on 
him  pafsing  the  (traits  of  the  Hellejfontfit 
fieging  the  city  of  Nicea^ontoi theftron- 
ge(t  in  all  the  ]Eaft,munitcd  with  al  things 
fuftained  and  defended  by  a  people  rcfol- 
ued,  as  \vcl  for  afTaults  giucn,as  fallics  rc- 
pulfcd,orby  any  cunning  to  bee  circum- 
uented.  During  this  fiedge,  the  Army 
of  S oilman^  connftingof  500000.  men. 
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comming  cxpreflely  to  rayfc  the  hedge, 
is  ouercom, broken,  and  cut  in  pccces,& 
the.City  fiirpnzed  in  the  end. 

After  thisjbehold  another  battel  giiien 
in  Ckilm  or  Caramama^y  thirty  thoufaiid 
French  onely,  againft  an  Armie  of  two 
hundred  thoiifand  Xurkes  and  Mahomc- 
taneS  jlcd  by  the  fame  and  the 

Sultane  of  Perjia.  Thefe  two  hundred 
thpufand  Turkcs,  hauing  (at  theyr  firft , 
charge  from  farre  off)  couered  all  the 
Chriftian  Army  with  a  cloud  of  Arrows^ 
and  making  a  coiinterfct  fhew  of  flight, 
fent  another  ftiower  of  fhafts  in  the  fame 
maner,and  then  a.third,  they  not  hauing 
any  meanes  to  ioync  or  come  nere  them. 
Sp!.  jthat  there,  was  fearfely'  one  man  a^ 
tpong  the  Chriftians,  but  was  wounded 
.wkh their ftcclcd  Arrowes,  (bmein  the 
•arnaes, others  in  the  legges,  and  many  in 
^ditierCparts.of their  bodies, notwithftan- 
ding'thehelpe  of  their  Targets;  cuen  as  if 
W^Jaw;  the  like  Army  of  the  Romanes  led 
h^y  M.Craffus  againft  the  Parthiansk  Vn- 
■till  fuch  time  as  Godp'ey  refolued  to  make 
a  pretence  of  flight,  and  (indecd)rctyrcd5 
a$if  he  had  bene  no  longer  able  to  endure 
them.  Which  mpued  the  Turkes  to  pur- 
(ii,c-after  them  out  of  order,  ^as  if  they- 
were. altogether  ouerthrown  and  difhart- 
ned,,  But  when  the  French  behelde  them 
Avkhimtheir  compaffc,  that -.they  might 
dealc  with  them  by  handy  ftroakes  .*  all 
vyovhded  as  they  were,  they  giiic  fuch  a 
couragious  charge  vpon  the  lnfidels,that 
they  foiled  and  vanquiftied  the  whole  Ar- 
roy*  -.  So  proceeding  on,  the  Citties  of 
and  of  Ede([a  ,  and  all  the  other 
bctweenc  them, were  likewile  taken. 

■  -  Antioche  befiedged  by  a  long  fledge , 
the  befiegers  being  inceffantly  affaykd  , 
as  well  with  the  yffuing  foorth  of  an  Ar¬ 
my  that  was  within ,  as  by  the  ambufea- 
_  docs  of  many  troopcs  at  liberty  abroad , 
iwhc'by ’g^-  befides  cutting  off  viiSuals,  and  allothpr 
frey  of  BuJlcn.  commodities  from  them.  In  thele  extre¬ 
mities  they  were  alfo  oppreffed  with  con¬ 
tagious  difeafes, famine, and  other  kindcs 
ofnecefsitiesand  mifcrics,  cuery  thing 
being  oppofltc  and  contrary  to  them,and 
thCrEmpcror  of  Conjimtinoyfle^  doing  his 
very  vttermoft  to  endamage  them;.  All 
which  notwithftanding,  they  loft  not  a 
iotof  courage,  or  became  any  way  at  all 
diftieartned  in  this  theyr  enterprize,  al¬ 
though  to  make  their  mifery  much  more : 
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there  came  allb  on  them  another  dread- 

full  Army,  containing  all  the  powers  of 
the  Eaft,  and  appearing  impoflible  to  bee 
refifted.  But  the  Chriflians  conduced  by 
Godfrey  of Bt^llen^  ouer-fpent  and  wearied 
as  they  were,  hauing  giuen  the  battailej 
OLiercame  the  great  .  Armies,  and  drouc 
themto  flight. 

Ilctpaffe  an  infinite  number  of  parti¬ 
cular  charges,  encounters ,  combates, 
fights,ambufhes,furprizcs  and  aflaults,to 
come  to  the  fledge  of  lerufalem,  where 
they  met  with  all  rcfiftance  polfib!c,jboth 
by  force  and  cunning :  which  ncucrthc- 
leffe  (inthecnde^  after  infinite  famous 
actions  of  Armes,  waswonne  byliuely 
force,  and  in  a  generall  aflault.  All  this 
was  done  inleffe  then  two  ycarcs,  from 
the  yeare  1097.10  the y eare  1 099.  when 
lerufalem  was  wonne^and  in  the  Moneth 
of  luiy.  Then  was  Godfrey  chofen  King 
of  lerufalem, who  yet  refufed  the  crowne 
of  gold,(aying ;  It  fitted  not  him  toweare 
that pompe^where  his  lord  and  Sauior  vpore 
one  of [harpe pricking  t  homes. ^Vitty  one  of 
the  other  Princcs&  French  Lords,which 
made  vp  the  body  of  the  Army,were  alfo 
partakers  in  the  chiefe  polfelsion  of  Cit- 
tics  and  Prouinccs  thereabout  5  &  there 
was  not  a  man  among  them^  but  was  ca¬ 
pable  of  holding  the  Empire  of  the 
world,and  by  farre  greater  reafon,then  is 
reported  of  Alexanders  Captaines.  And 
this  may  luftly  be  the  caufe  (in  part )  that 
the  fuccefle  was  not  fo '  great  as  it  might 
haue  bene :  they  becing  able  to  haue  paf- 
fed  on,  fo  farre  as  the  extremeft  parts  of 
the  Eaft,to  conquer  all  the  Country ,and 
plant  their  Enfignes  on  the  banks  of  the 
Indian  Seas.  In  briefe,theie  was  ncuer  a* 
ny  thing  comparable  thereto,  neither  for 
religious  piety,  nor  manhood  in  Armes. 

It  was  alfo  a  matter  admirable  in  God¬ 
frey^  that  being  Souldier ;  he  Chould  bee 
culpable  of  fo  great  prouidence,  iufticc, 
and  moderation  of  (pirit.  It  is  reponed 
of  him, that  although  he  was  King;  yet 
he  cloathed  himfelfe,and  lined  fo  Amply 
as  the  very  meaneft  Souldier  about  him ! 
So  that  vpon  a  certain  day ,diuers  Lords 
of  the  Country  being  come  vnfo  him,  to 
prefent  him  with  gifts>ut(tofpcak  truly ) 
to  efpie  and  take  knowledge  of  what  they 
could: being  brought  beforehim,  they 
found  him  fittingona  Sackefnlofftravv, 
&  vpon  the  ground .  After  they  had  well 
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obfcriicd  itj  beeing  driucn  to  no  meanc 
admiracion,they  made  enquiry^  how  fo 
great  a  Prince  ^  beeing-a  Lord  of  fuch 
marchlcflh  merit,  hailing  iTaaken  all  the 
Eaft^and  feized  on  the  very  greateft  king- 
domCjllaould  be  feated  fo^poorely,  with¬ 
out  any  pompCj  no  rich  hangings,  nor  a- 
ny  Guard  about  him,  to  make  him  dread- 
full  to  fuch  as  fliould  come  necre  him. 
Blithe  demanding  what  they  had  faidcp 
rep  lied  thus :  /f  ^  the  bejljeatefdr  a  mor- 
tail mm^and by  good,  right  the  earth  [hould 
fitffer  mdferueto  bear'e  him  for  a  time :  in 
regard  that  (afterward)  it  mufl  be  the  hdufe 
for  his.  body  to  dwellin.^  W  hich  w  hen  the 
Lords  liad^licard,  admiring  his  anfwer, 
humility ,:and  wifedome,  they  returned 
thence/aying;  This  is  findeede )  fuch 
a  man, its  ought  to  rule  oner  all thefe  Regions: 
and  to  him  ( in  equity  of  defer  t )  it  belongeth^ 
lo  commaund  ouer  a,ll  other  people  -whatfo- 
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Thus  the  kingdome 
held  for  the  (pace  of  about  fourelcdre  & 
tenneyeares  by  the  £]rench,  who  (in  the 
meanc  while)  made  vvarre  vpon  the  Infi¬ 
dels,  being  fuccoured  from  time  to  time 
by  the  Kings  of  France :  among  whom, 
Zewes  the  leuenth, called  the  young,  and 
Philip  Augihlm  went  thither  in  perfon. 
But  afterward  ,  this  klngdomc  was  ■con¬ 
quered  by  SaladinesfiiASouldanoi  Egiptt 
And  thmthe  French,.,Vndercondu(S  of 
tb.cir  Kings  ji  ceaffed  not  alwayesto  at¬ 
tempt  voyages  and  expeditions,  as  fhall 
be  declared  in  place  more  conuenient, 
Heere  l  forbeareto  fpeakeof  the  great 
warres  and  goodly  exploits  in  Armes,  of 
the  'French  ,-againft  the  Allcmaignes,  i 
Himnes,  Danes,  Normans^  SaxonsfSar- 
fazinSjGothes,  Lombards,  and  Englifh, 
which  arc  to  be  difeourfed  heereafter. 

There  is  not  any  other  people,  that 
1  haue  caufed  themfelues  more  to  bee  fpo- 
1  ken  of, to  (pread  their  renowne  fo  far,  and 
enterpnfe  matters  more  great,goodly,&. 
difficult, then  they  haue  done.  Other  Na¬ 
tions  neuer  could  come  ncere  them, no, 
not  the  Spaniards  y  of  whom  Strabo  yeeld- 
ethtcllimonyjthatthey  neuer  did, or  eiier 
durft  vndertake  great  occalions.  Theybee- 
ing  (fdnhhefexercifed  and  inured  to Jlender 
exploits,^  low e  or  baje  enterprifes  ^  as fome 
light  ambufcadoes,courfes^and  brigandages 
or  theeueries^  \  .But  concerning  the  valour 
of  the  French,  and  the  greatneffe  of  their 
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CO  aragej  there  remaineth  very  fufficient 
proofes  in  antiquity  •  Some  haue  attri¬ 
buted  this  quality  to  them,  to  be  voyd  of 
feare,  and  boldly  to  caft  tbcmlclucs  Into 
the  midfl  pfjdangers.  reportcihi 

that  certaine  Frenchmen  beeing'brpught 
to  Alexander  the  Great  j',vyhcn  hee?2^ 
manded  of  them/  what  it  vya^  they  iDoft 
feared  j^made  this  anfwer :  Notimf  aUlL 
except  the  Heauens  fhouldfallon  bur  heddit 
Signifying  by  this  manly  reply,  that  feare 
had  no  power  to  freeze  jtheij:  blood,  or  v- 
furpe  any  pUcc  in  their;  warlikcToules.-  ' 
in  like  manner,  they  neuer  knew  what 
it  was  to  flyCjOr  turnc  their  backs  iq  the 
mqft  dangerous  fights  ^  ^  .neither  to  guic 
fo  much  as  the  leaft  inch  of  ground:  as  the 
Emperour  declarethinhis  Art  Milir 
tary  or  Tafficks  ^  and,  Chalcondilus.xh^ 

Grecian,  injiis  Turkifh  Hiftory.  Both  of 
thefe  Authors  do  affirme,.that  they, hold 
this  the  heauieft  finne,  which  can  happen 
to  be  committed  by  them,,ThcXclftlame 
is  al(b  auoucliedbyy^^’&^^^'whodeliue- 
reth  thefe  very  \NOiQs*Amongallmen^tbey 
hatmojl  affe^  dangers  yUnd  mojl  valiantly 
expofe  ^  their  Hues  tO'perilks,  ^  J  ^nderfldnd 
them  to  bey  he  Gaul§s.i  Xhj^ (whole fubiejd  of 
their  Songs  fs  of  fuch  men'ofrueHue,ds  d>fed 
valiantly  in foughten  battelsi  ^  Crowned  they 
combate,  and  adorned  with-Markes  Tro- 
phees  of their  histories :  as  well  to  honor  the 
worthy  aEls  which  they  haue  done,asyofer.ue 
for  memory  to  poUerity  according  to  the 
manner  of  the  Grecians,-  But,aboue  all, flight 
is  held  fo  dtfhonejl  and  fhameful  among  the?ni 
that  ^ery  many  times, [they  will  not  get  them 
gonCy  or  make  efcape  awayfom  a  tattering 
houfe, though  it  be  ready  to  fall  <vppon  them^ 
or  all  on  a  fame  and  themfelues  in  immedi}- 
are  danger  to  be  burned,  ’  ■  This  m  ay  (ceme 
very  ftrange,  and  rather  blame  worthy, 
then  commendable :  yetjt  isdone  in  no 
other  regard, but  only  to  fhew  what  their 
refolution'hath  alwaics  bene, as  fhuoning 
all  occafionSjWhercby  they  might  bee  re¬ 
puted  timorous.  •  i  5rrorr,r 

In  like  manner, the  Emperor  /W/4//, 
fpcaking  of  his  foioiuning  among  the 
Gaules,faieth ;  That  it  was  with  the,moft\ 
warlike^  and  onely  couragious  people  of  a!lO’‘ :  w? 

ther  Nations,  Paufinias  dechteth-y  thap 
although  they  were  wpunded  quite  tho¬ 
rough  their  bodies  with  thefword,  and 
cucn.cleft  in  twainc  with  axes  (harpe  Bi¬ 
ces  5  yet  notwirhftanding,  not  a  iote  of 
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their  courage  abated.  And  when  they  wer 
(liot  through  with  darts  andarrowes,  fo 
long  as  any  refpitcof  life  remained,  or 
the  very  laft  gafpe  or  breathing  5  they 
fought  ftil  manfully,  and  made  a  maffacrc 
among  their  enemies :  yea,  there  were 
many  among  them  that  fnatched  the  Ar- 
fowcs‘&  Darts  out  of  their  own  wounds, 
and  (hot  them  backe  againft  the  Greeks, 
or,being  neerer  handilcw  them  with  the 
fame  Arrowes  and  Darts,  eucn  by  mecre 
fiabs.  Whereat  the  Greekes  being  ama¬ 
zed,  to  behold  fuch  wilfulncffe  in  fight, 
filch  courage, comempt  of  deathj^  pro¬ 
digality  of  life  5  not  knowing  whereto 
they  (hould  attribute  it,  nor  (to  fpeake 
truely;}  whattofayof  it,(bceingwoRt  to 
commend  no  men  but  thcmfelucs)  they 
faidc  V  This  goes  quite  beyond  the  nature  of 


men. 
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In  the  fame  cafe  and  refpedi:,  Arisiotle^ 
imagining  thaifiich  ftrength  and  valian¬ 
cy  was  without  example,  and  aboue  the 
capacity  of  any  humane  (pirit:  attributed 
this  viiiacitcof  foule,  to  a  kinde  of  furi 
ous  and  naturall  infenfibility,  not  fearful! 
of  any  thing  5  neither  earthquakesjnor  the 
rougheft  ftormesor  tempefts  i  EUenUke 
(faicthhee)  as  it  is  reported  ofthtVeltsor 
I  Cautes.  W  arre  was  their  true  trade  &  cx- 
ercilcjthcrc  was  not  a  man  among  them, 
that  would  cxcufe  himfelfc  from  march¬ 
ing  CO  the  fisidjwithout  any  diftin(5!ion  of 
ages.  Theolde  man,  wearied  and  Ipent 
as  he  waSjWent  to  it  as  checrefully,  as  hee 
that  farre  grearer  force  and  Vigor.  A  yong 
lad,  eucn  in  the  firft  figure  of  his  time, 
found  therein  no  difficulty  at  allj  he  made 
offer  of  bis  youthfull  members  freely,  to 
be  hardened  by  colds,  and  inured  to  rra- 
uai!cs,alwaycs  difpofed  and  ready  to  fup- 
port  moft  difficult  occafions,yca,  and  the 
very  drcadfiillcfi:  accidents  of  war. 

In  briefe,  as  it  is  confirmed  by  Marcel-- 
linns  faithfull  Author, a  Souldicr  or  ma 
fit  for  the  warre,  who  hath  liued  any  time 
among  them ;  fhall  neuer  be  there  mette 
withall,  as  among  the  Romanes  :  where 
there  were  fomc,  that  to  fhim  the  warres, 
wold  cut  off  feme  member  of  their  ownc, 
cfpccially  their  thumbs  •,  whom  we  termed 
(faith  be)  in  derijion  aud  mockery^  ^  Murci. 
Toinenof  fuch  bafe  andferuile  conditi- 
on,as  will  thus  cut  off  a  ioynt,  to  make , 
thcmfelucs  vncapablc  of  being  Soldiers, 
may  bee  referred  that  iniurioiis  French 


i^iifgxzct^Poltron^^dpolicetrunco-^  A  knaue 
hath  his  thumbe  cut  ojf. 

This  gcncrofity  and  greatnefle  of  cou¬ 
rage, is  likewife  familiar  among  the  womc 
of  France, whereof  we  hauc  teftimony  in 
the  fame  Author  Ammianus  Marcellinus^ 
who  writeth  thus*  jfa  man  of  GauU  enter 
into  a  quay  relish  is  Wife  being  with  him-^here 
is  not  any  troupe  of flrangers  able  to  ref  for 
jiand againft  their  ftrength.EJpeciaiiyy  when 
the  women  are  moued  ^  enflamed  with  choU 
ler  ^ftr etching  foorth  their  brawny  armes^ 
griping  their ftrong  knit  hands  together  great 
and  white  as  fnow  :  fo  that  both  with  feet  ^ 
fiHSythey  dif charge  blowes  as  bberaUyy  as  if 
they  wer  Hones  fomfingSy  or  quarrels  from 
Crojfebowes.  And  as  they  arc  thus  excel¬ 
ling  in  magnanimity,  fo  are  they  as  com¬ 
plete  in  other  perfedions:  but  cheefely  in 
prouidencc,difcrction,  and  good  aduice. 

VVe  rcade,tbat  before  the  Gaulcs  paf- 
fed  into  Italy,a  ftrong  fedition  happened 
to  grow  among  them,  which  difperfed  it 
fclfe  into  a  ciuill  warre. But  the  womcn,e- 
uen  as  the  two  Armies  were  ready  to 
mcetc  each  other  j  threw  themfdues  into 
themiddeft  bctwcenc  them,  and  quefti- 
oning  the  rcafon  of  their  differcncc,drcw 
them  to  fo  great  equity,  and  fulnelfc  of 
content  on  cyther  fide  5  that  they  begat 
admirable  and  reciprocal!  loue  and  kind- 
neSe  among  them,  not  onely  betweene 
the  Townes  and  Cittics,  but  alfo  in  the 
hoiifcs  neighbouring  together,  Whcnip- 
poUjafter  that  time,  they  continued  all 
confultations  of  their  affaires  (  as  well 
concerning  warre  as  peace)  with  ihcyr 
wines, and  pacified  all  quarrels  and  diffc*^ 
rcnccs  with  their  neighbors  and  kindred, 
oncly  by  their  meancs.  And  thcrcforc,in 
the  compofition  which  they  made  with 
IfannibadyVihcn  he  paffed  by  the  Gaulcs, 
they  concluded  ^among  other  Articles^ 
in  this  manncr.That  if  it  fo  came  to  paffc 
thatifthc  Gaulcs  pretended  any  wrong 
to  be  done  them  by  the  Carthegenians^ 
the  Carthagenian  Captaincs  and  Go’ 
uernours  (which  were  in  Spainc^  (hould 
be  the  ludges  thereof.  Contrariwife,  if 
the  Carthagenians  could  allcadgc,  that 
the  Gauleshad  offered  them  any  iniury 
the  women  of  Gaulc  (hould  bee  ludecs 
therein.  And  therforc  Ptutarkeh;id  great 
rea(bn,to  ranke  tho(e  Ladyes  in  number, 
among  them  reputed  to  be  vertuous  wo¬ 
men. 
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The  Gaules  cuer  called  them  to  their 
counccls  and  confultations,  as  well  for 
warre  as  peace,  bccaufc  they  knew  their 
naturall  difpofition  tobefuchj  as  not  a 
woman  among  them,  would  feeke  any  to 
foften  and  weaken  (willingly)the  boldcft 
or  moft  couragious  cntcrpriiie  her  hus¬ 
band  could  vndcrtakc.  And  this  may  be 
the  caufCjWhy  the  ancient  Romane  Sol¬ 
diers  would  not  bemaried;  As  now  at 
this  dayjthere  are  certaine  kingdomes  of 
theindiaesj  where  the  Noblemien  will 
by  no  meanes  admit  mariage  #  But  the 
Gaules  knew  well  enough,  that  thisfexe 
were  fo  farre  off,  from  any  way  bindring 
their  Martiall  defignes ;  that  they  would 
by  no  meanes  permit  the  very  Icaft  incli¬ 
nation  to  negligence  or  cowardife  5  they 
rather  ferued  asfharpe  fpurres  to  their 
vcrtuc,to  excite,  encourage,  and  animate 
them  more  and  more. 

T o  this  purpofe,  I  may  not  omit  a  no¬ 
table  cxamplc,though  not  of  the  ancient 
Gaulifh  women;  but  of  a  French  Lady, as 
yet  recent  and  frcfli  in  memory.  Bertrand 
du  Guefelin  had  bcene  alwayes  a  moft  va¬ 
liant  Knight,and  one  highly  renowned  in 
allHiftories.  After  he  had  performed 
many  worthy  enterprizes  ^  cuer  to  bis 
fame  and  honour:  he  maried  with  a  beau- 
tifull  Lady,namcd  7//teM,dcfcended  of 
a  noble  family .  After  which  mariage^ 
he  growing  to  lcaue,and  difcontiniiehis 
former  excrcife  of  Armes  5  as  he  fate  dif* 
courfing  with  his  Lady jfhe  gently  began 
to  blame  and  reprouc  him, declaring, that 
(before  their  mariage)  hee  followed  the 
warres,  wherein  hechad  atchieued  the 
cheefeft  reputation.  And  that  it  ncyther 
futed  with  the  nature,  nor  duty  of  a  true 
Gentleman.to  lofc  the  leaft  repute  of  ho* 
ndurwonne  before,  by  ouer-much  affc- 
(fting  a  new  made  choifc .  As  for  mec 
(quoth  ftice)  who  ought  to  fhine  by  the 
bright  radiance  of  your  fame,  I  ftiall  ac¬ 
count  my  fclfe  too  low  dcieded,  if  you 
giue  oucr  a  courfe  fo  well  begun,and  lofc 
your  fpirits  in^doating  louc,wer  it  to  one 
more  worthy  then  my  felfc. 

Thcfc  words  did  fo  necrcly  touch  thb 
Knight,  that  hee  began  againc  to  follow 
Armesjwhercinbe  carried  himfclfc  fo  va- 
Handy, that  they  did  well  and  worthily  at¬ 
tribute  it  to  him,  to  Hand  as  a  flout  Ram- 
pier  for  France,in  the  very  fharpeft  times 
of  warre,  and  cuermorc  made  a  mecre 


Barrc  of  his  body ,iagainft  the  hotteft  in- 
uafions  of  the  Englifh,  By  vertue  of  bis 
valour.  King  the  hft,  hading  re¬ 

conquered  moft  part  of  ihofe  territories, 
which  had  bene  infulted  on  in  the  reignes 
of  the  •precedent  Kings:  alwayes  hefde 
bead  againft  that  valiant£^Tr4r^jfurna* 
med  the  Blacke  Prince,  and  Prince  of 
Wales,  and  difappointed  allhishopes^ 
It  was  he  that  rc-eftablifhcd  Henry  the  xr. 
King  of  CaftiHei  in  his  kingdomc,  indc- 
fpight  of  all  the  Armies  and  Englifh  for¬ 
ces.  Hec.wasalfo  made  Conftablcof 
France^y  King  Charles  the  fift,  who  hclde 
him  in  fuch  endeared  affedion  for  his  va* 
lour,that  bailing  beftowed  great  gifts  on 
him  in  his  life  time  5  after  his  death,  bee 
did  him  fo  much  honour,  as  to  let  him 
be  buried  ‘SliS,  Denis  ^  atthefeeteof  the 
fame  Toombe,  which  this  King  had  pre¬ 
pared  there  for  himfelfc. 

W hatfoeucr  is  hcerc  fet  downc,  con¬ 
cerning  this  honourable  Lady  Tifhania^ 
hath  becne,and  is  as  familar  to  all  the  La- 
ditsoi  Franeey  who  partake  inthefelfc- 
famc  affedion ;  and  eoiVet  rather  coen- 
flame,the  freeze  their  husbands  forwsfrd- 
nefre,in  winning  honour  by  Armes  5  and 
the  like  they  arc  (in  all  refpeds)  to  their 
childrcn*For  whofoeucr  will  but  aduifed- 
ly  well  confidcr,  on  the  admirable  gcnc- 
rofity,  and  greatnelTcof  cotirage  in  the 
people  of  Gaulc;  they  will  make  no  mcr- 
uailc  at  all,  of  thofe  bolde  words  vfed  by 
the  braue  Sotildier  Vercingetorix.  if  I 
could  (quoth  hee)  ^nite  together  aU the 
French :  I  jhould  compofe  fuch  an  Ariry  of 
?nen->asif  the  tohole  world  didcordurcy  and 
bend  all  force  againfl  themyhey  were  not  a^ 
ble  to  with ii and  them.  Take  it  as  a  vaunt  or 
brauado  who  will .  The  very  proofe  of 
their  fights  andconquefts,  made  but  by 
fbmepart  of  their  people,  mayyecldfut- 
ficient  teftimony,  that  if  the  words  fpo** 
ken  by  Vercingetorix  had  bene  put  in  ex¬ 
ecution  ;  they  would  hauc  prtibued  true, 
and  the  fame  effed  muft  nccdcs  bane  fol¬ 
lowed.  ^  > 

And  to  fpcake  triiely,  if  we  conferte 
them  with  other  Nations,  we  fhall  appa- 
rantly  perceiue,that  the  French  haue  gbn 
beyond  all  in  Military  vertue.  So  many 
expeditions,  and  yet  info  farre  remote 
Countries, fo  many  warres  attempted,  & 
fortunately  finifhed ;  fo  many  foughten 
battels;and  fb  many  adions  of  Genero- 

 fity. 
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fityjhaiic  made  them  fiifficiently  knowne 
to  the  world*  .  The  Greeks  and  the  Ro¬ 
manes  (albeit  their  Iwornc  enemies)  doe 
render  but  too  true  teftimonies  thereof : 
notfpeaking  (in  the  liketcarmes)  of  any 
other  people  whatfoeucr.  But  clpecially 
thcRomancSjWho  neiier  feared  any  Na¬ 
tion  lb  much  as  they^whom  they  aeknow 
Icdged  to  be  fatall  to  their  City,  and  the 
gteatneffe  thereof.  So  that  when  the 
Gaules  of  Italy, but  particularly  thofe  on 
the  hither  fide  ofthe  Alpes^  made  butd 
countenance  ofremoiiing  thcmlcliies^or 
defigned  any.entcrprile :  they  were  im¬ 
mediately  poflclTed  with  terror,  and  in  a 
continuall  apprehenfion  ,  omitting  no 
nccdfull  prouifion  of  all  things,  eucn  as  if 
their  City  were  to  be  befiedged  againc,or 
halfe  Cinpvizcd.Pdybiu^'  faith.  Thej/  'verify 
perfwaded  them/ dues  ^that  they  fhould  neuer 
become  MaBers  of  Italy  *  no^  nor  confer ue 
their  owne  lands  fufficiently fo  long  as  they 
had  the  Gaules  to  be  their  neighbors, 

-  They  felt  againe  the  force  of  the  war¬ 
like  Gaules  in  the  fecond  Punicke  warre, 
when  HannibaU  went  to  encounter  them 
in  Italy.  That  great  Captainc  pafl'cd  then 
through  Gaule^  ^  and  made  alliance  with 
theGauIes,whofe  valor  was  well  enough 
knowne  vnto  him:  and  hcc conduced 
them  into  Italy jwhere  they  did  him  great 
fefuice  againft  the  Romanes.  And  nota¬ 
bly  doth  Polybius  remember  them,  when 
in*  that  great  day  at  Cannas^  there  were 
flaine4ooo.  Gaules  in  the  fieldcon  the 
Carthagenian  fide :  That  were  (faith  he) 
the  principall  instruments  of  the  'viBory^ 
wonne  by  their  blood  for  the  Carthagenians , 
which  was  themojl  deadly  day  for  the  Ro- 
manes  yrext  to  that  of  A  Ilia  ^  where  the  Gauls 
ouercame  as  many,  1  forbeare  to  fpeake  of 
all  the  other  encounters,  battailes,  and 
moft  fignale  warres,  which  this  coiiragi- 
ous  Nation  had  againft  the  Romanes, for 
thcfpaceof  about  two  hundred  yeares. 
Itiseaftly  dilcerned  (euen  out  of  their 
ownerqports)how  many  times  the  Gauls 
had  the  vpper  hand  of  them,  and  what 
difmal  fearcs  and  amazements  they  hauc 
put  them  to.  Alfojwherc  they  haiie  no¬ 
ted  downe  any  conquering  of  the  Gauls, 
it  may  be  well  obfcrucdjthat  it  was  com- 
pafled  onely  by  fomeftratagcm,dcccitor 
cunning, wherby  (according  to  their  own 
faying)they  brought  all  their  purpofes  to 
paffc. 


Pttyh 


In  a  word, after  that  the  Gaules  of  Italy 
were  emptied  of  men(by  continual  wars) 
and  brought  into  fiibieiftion,  Polybius  tc- 
poxicthTThat  there  was  the  end  of  the  Gmls 
war ^the  like  wherofwas  neuer  heard  or  feen^ 
be  iifor  couragejboldneffe^  and  refolutton  in 
Souldiers  5  he  tt for  greatnes  of  fights  5  be  it 
fornumbers  of fiaine  men^  or  multitudes  of 
their  troupes.  -  Further  he  proqcedcth  ort 
in  the  accidents  of  their  wars,  by  way  of 
giuing  lome  encouragement  to  wcakc 
mindesjagainft  the  drcadfull  attempts  of 
the  Gaules:  Whomadefeiz^ure  (fixxhht) 
on  the  Greeks  mot  only  before^  but  alfo  in  mj 
time.Oli iny  other  nation, he  findethnonc 
but  the  Grecians  &  the  Romans, that  can 
deliucr  any  fucb  true  teftimohy  of  them : 
which  rendreth  faith  fiifficiently  on  their 
fide,^(^among  al  other  people)they  neuer 
could  be  fellowed.  Albeit  Cicero  in  his '  ckm^%  pta- 
timc,fpeaking  of  the  Spaniards  and  the  tk 
French)faith 5  That  the  Spaniards  eocceeded 
in  number  fiut  the  Gaules  or  French  in 'Tjdlu  ^ 
ancy,  W  herby  is  cuidcntly  feenc,  that  in 
the  comparifon  ofthefe  two  Nations^hc 
giueth  the  honour  to  the  French,  aitri^ 
buting  to  the  other, nothing  but  number. 

And  yet  me-thinkes  it  is  ftrange  to  be 
credited,  that  the  Spaniards  fhould  ex¬ 
ceed  the  French  in  multitude  of  mcn,c6- 
fidcring,that  Spainc  (as  hath  bin  (peken 
hcererofore)  is  defenbed  to  be  but  badly’’  Concmiing 
inhabited, cticn  by  ancient  Geographers,  |  fabbterf”" 
and  them  more  moderne :  whereas  con- '  Spaine® 
trari wife,  that  France  is  fo  filled  with  me, 
andfb  greatly  kihabited, as  itiswonder- 
full  to  beheld ,  But  it  may  bee,  that  the 
mighty  numbers  of  the  Gaules  were  not 
(as  then)  knowne,  Gable  beeing  not  fub- 
iedlcd  to  the  Romanes,  as  Spaine  was, 
which  they  held  almoft  wholy  .For  who- 
foeuerlball  confider,  what  Armies  the 
Gaules  gathered  from  time  to  time,  to 
make  warre  vpon  the  Romans,according 
tothe  recital  of  himfelfetwil  iudge  '  ii<l.C4.iiiam. 
that  Spaine,  nor  any  other  Prouinceofi  ^‘*-7 
Europe,  could  notbefo  fully  furnilbed. 

Morcouer,it  would  not  be  much  diffe¬ 
ring  from  our  purpofe,  if  wee  Ihould  fet 
downe, what  troups  of  ftrangers  the  Ro¬ 
manes  then  kept  at  their  pay :  &  namely, 
that  they  had  more  mercenary  Soldiers 
out  of  Spaine,  then  c.ucr  they  could  get 
from  France.  Bccaufc  thofe  people 
beeing  more  barbarous,  Icffe  ciuilizcd, 

&  polilhed  with  good  cariage;  gaiie  thc- 
 Iclucs 
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felues  to  no  other  exercifes,  but  to  wan¬ 
der  at  randoms  among  the  Mountaincs^ 
there  to  pilfer  and  rob  From  one  another^ 
or  .elfe  to  ferue  as  mercinarieSj  partly  to 
the  CarthagenianSjand  partly  to  the  Ro¬ 
manes,  after  they  had  once  got  footing 
there.  On  the  contrary,  the  Gauies  (of 
>vhomnoquefl:ioii  was  at  any  time  made  ‘ 
to  be  all  warriors  ^excelling  in ivalour  and  ’ 
grcacneffe  ofeourage)  in  regard  that they 
were  much  ciuilized ,  ncuet  lined  after 
fo  bafe  a  manner.  And  although  they  had 
fuch  plenty  of  warlike  people, yet  wanted 
they  no  *  rneanes  of  freeing  themfelues 
kpm  ydlenefle,when  theirgrourids  were  | 
to  be  tilled  and  husbandedyor  other  Arts! 
and  Trades  vfed,,  neceffary  for  the  life  of 
man,,as  well  in  times  of  greateft  turbu-j 
lencc,as  (eafons  of  more  fecurity.  For  noi 
where  can  it  bee  read  of them,  as  it  is  of 
the  Spaniards,  that  they  left  their  Lands 
barren,becaufe  they  would  not  till  them, 
but  referred  them  wholly  to  their  wiiies' 
to  take  that  pain  ts,  who  both  before  and . 
after  their  times  of  childing,  were  feigne 
lb  to  toyle  and  moyle  themfelues.  ’  •  ^  ‘ 

^  Other  of  our  Gauies  im'ploycd  them- , 
felues  in  the  ftudie  of  Letters^  and  exef-' 
eifes  of  Religion,  and  contemplation  in 
celeftiall  matters :  witnelTe.  fo  many  skil- 
ftill  Drutdes^  and  fuch  befide  as  followed ; 
after  them,  renowned  for  their  Learning 
through  all  the  parts  of  the  world .  So 
that  the  Gauies  dwelling  beyond  Gaule, 
ferued  bat  very  llenderly  to  the  Romans,, 
vntill  flich  time  as  they  had  conquered 
Gaule :  then  they  found  the  lufficiencymf 
their  afsiftanec,  and  acknowledged  mot’ 
only  their  vertue  and  valiancy,  buralfo 
ihcir  infinite  number  ofwarriors.  And 
this  was  the  reafon,  why  Cicero^  (peaking 
afterward  to  Cdfar^  concerning  his  vidb-i 
lies  in  Gaute,faid ;  That  heehad  oner  come 
Nations dntimer able  in  multitudes. 

Now,  to  fpeakcof  all  other  Coiln- 
trics,thcre  is  hardly  any  one  of  thcm,but 
it  hath  bene  as  a  prey  toftrangers. '  Italy ^ 
fometime  the  ConquerclTc  of  many 
peoplcjwith  her  Rome,  calling  her-felfe, 
cheefe  Lady  of  the  world :  was  fhee  not 
(for  long  time)  expofedto  the  rauagcsiir- 
ruptions  and  pillages  of  the  Vuijigothes^ 
Herules^Cierpides^  Ostrogothes^  2x\ALom-^ 
bards ;  who  intircly  lacked  and  rent  her 
in  peeces  (each  after  other)  and  drone 
the  people  out  of  their  dwellings  f  Sfaine 


became  inuaded  in  thq  fame  mannetjand 
afterward  was  cantonned  by  the  P^an- 
dr^les^Alanes^  and  Sweues :  yet  were  they 
alfo  expiilfed  (in  following  time)  by  the 
ruifigothes ^yyho  eftablifhed  their  owik  a- 
biding  there.  Next  to  them, came  the  O- 
•firogothes^ho  held  the  Country  power- 
tully  lb  long, till  the  SarrdzdnesowtidovOi- 
'Imtng  thefn,were  vfurpitigly.poflclTed  of 
well  neere  all  S faine,  Alkmaigne^ox:  Ger^ 
many it  likevvile  made  fubied  to 
^the  inualiDns; .  of  thofe .  people  which 
•dwelemore  Northerly, .who  at  length.o- 
uerthrew the  w hole  Romanc  Empire  I 
,fay  nothing  offome  other  quarters  of  the 
worldjwherc:  the  like  fortune  hath  many 
times  happened:  yet  this  is  moft  certainc, 
that  thorough  all  the  Prouinces  of- the 
^ earthy  there  haue  bcric  changes  bf.peo^ 
ple,aad  or  frequent  Colonies. 

'  But  to  fpeake  more  particularly  of 
Spaine^^i  the  firft  it  was  fiilcd.with  people 
of  the  FrcnchNation.asalong  thcRiuet 
Arirts^oi  Ana  ^  now  called  Guadianain 
'CdfHUe^’ib  tzne  as  the  Promontory'  Ar- 
’,tabr'um,or  Cabo  de finis  terrx^xnGalltcia  in 
-FortugalLPAio  ihcCeltiberians  in  CaHille^ 
by  the  teftimo  ny  Strabo ^Ftolomie  A* om\ 

' fonim  MehAtUny  and  Appian.Vxb  whence 
itenfiieth,  that  fome  ancient  Geogra¬ 
phers , as.  and  others,  hauc  con> 

'  prized  them  vnder  France.  But  be  it  how^ 
{oti\cx^SfMeh^ih  continually  beene  ta¬ 
ken, held  and  commanded  by  ftrangers : 
as  by  the  JoniansAydians^  Thracians ,^  Rho  '- 
'  diansA^YygiansfyfridtSy  Fhcenicians^ 
tiansAhocenfes^^x\  d  Carthagenians^  accor- 
ding  as  thei'T  owner  Hiftorians  haue  ac-^ 
knowledged .  Since;  then,  by  the  l^an-^ 
dales ^  Alanes^mdi Sweues .that  inhabited 
there  for  a  longtime. ;  and  afterward  by 
the  Fuifigothes  and  OBrogothes .  A 1 1  a  ft, 
wholly  filled  with  Moores  and  Sarrauns^ 
who  held  it  in  pofllflion  aboue  leuen 
hundred  yeares.  And  there  they  remaine 
•yet  to  this  day  (according  to  fome -Wri¬ 
ters)  in  the  Mountaincs  of  Andalouua^ 

■  cdWcd  Alpuxarras^  whether  the  Armies 
of  Conquerours  could  nciier  come  of 
reach.  m  i  ■ 

Hcercby  may  bee  gathered,  that  they 
V  are  a  mingled  people,  and  compofed  of 
•fo  many  feuerall  Nations,  a?  haue  dwelt 
there  in  the  countries  from  t:me  to  time. 
As  their  very  language  it  felfe  (euenthe 
beftpollifhed  and  inoft  frequent)  fnffici- 

cntly 
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cntly  (heweth,  confifteth  (  for  the  mod 
part^  of  the  Gothifh  and  Arabick.  It 
would  aske  an  infinite  and  wearifonic  la¬ 
bour,  to  make  fcarch  for  all  the  mutati¬ 
ons  that  haue  ther  happened,  But  France 
is  a  Country ,  which  hath  lead  bene  that 
way  ill  entreated ;  ashauingkept  herfclfe 
more  purCjentire, and  ncatc  from  rauage, 
and  incurfions  of  fo  greatcOumbers^  of | 
drangers.  ^  i  V'  Ih  , 

*  TirndgeneSy^n  ancient  Grcckc  Author* 
that  flouriihed  in  the  time  of  AugiiHiis.^  ^ 
cited  by  Ammuniu  Mdrcellintds;{^\c,^  5 
Tkdt  according  to  the  opinion  of  his  7^ation^\ 
the  Gauks  were  Autoifhones^  that  is  to  fay  ^  ■ 
Originaries^and borne  in  and  of  the  f elf ef  ante : 
Comtry  •  ‘  Declaring  thereby, that  they 
wctc  not  come  or  denned  of  any  dran- 
gersColonics ,  which  the  Athenians  a!- 
Ib  attributed  to  bcc  a  matter  of  great  ho¬ 
nour*  I  know  welLhow  it  may  be  obic- 

■*  j  ^ 

(dedtome,  thzx.  M ar fellies W‘2i^  builded, 
and'inhabitedby  the  Fhocenfes  \  yet  therc_ 
was  none  other  but  that  onely  Colonic,* 
befidc  that  which  is  reported  of  iheehil- 
dren  of  valiant  Hercules yWhidx  he  had  by’ 
the  women  of  France, and  who  thcrcco-, 
manded  forfometime,  asis  tedifiedby! 
ancient  Monuments  and  Antiquities  of 
the  Gaules, which  Ammianm  Mar  cellinus 
faith  ^That  he  himfelfe  had feene  in  Gaule.  • 
As  concerning  the  Britanhians  or 
BretonSjwho  being  cxpulfed  out  of  Eng¬ 
land  by  the  Englijh  Saxons :  they  with¬ 
drew  the  mfelucs  into  Bretaignc,  the  cal¬ 
led  Armorica,  1  hold  ,agreein  g  with  the 
iudgement  of  many  learned  men ,  that 
they  being  ancient  Pillars  of  the  French, 
parting  from  the  firmc  land  of  the  Gauls  ^ 
to  dwell  in  the  I  fie  which  was  before  it : 
commingbackc  afterward,  to  refuge  tbe- 
felues  in  France^did  but  re-edabliih  their 
owne  ancient  Country,  and  returneto 
their  true  orginall.  Naturall  reafon,  for' 
the  neighbourhood  both  of  the  one  and 
other, doth  apparantiy  fliewitfelfe.  The 
fame  is  confirmed  by  Cornelius  Tacitus^  & 
by  the  common  opinion  that  then  was, 
as  alfo  by  the  fimilitudeand  likcncs,both 
in  faces  and  manners  of  the  inhabitants. 
And  befidc,  there  is  to  beefecne  in  the 
Geographical!  defeription  of  thatiflaud 
(according  to  Ptolomy)  the  names  of  ma¬ 
ny  Gaulifh  peoplc,who  vndoubtedlyhad 
planted  Colonies  there.  Such  were  the 
Belgians yht  Pariftansf^c  Atrebatians^  & 
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As  for  the  Frenchjthcy  were  no  ftran- 
gers,they  entred  among  the  Gaules,  not 
as  enemies ,  but  as  friends  and  brethren 
to  the  Gaules:  todeliuerthem  from  the 
tyranny  of  the  Romanes  and  Gothes^  who 
had  cxpulfed  them^and  wcre(in  that  mi¬ 
ner)  reftored  to  their  former  freedomci 
and  fo  the  Gaules  and  french  became 
'but  one  people,  as  (hall  hccreafter  more 
plainly  be  declared. 

TheGt?^^<f/,hauingro  longtime  kept 
their  reiicls  in  Spainc  5  to  fpeake  trucly, 
came  alfo  among  the  Gaules,  but  yet  for 
a  very  fhorc  whilc:nor  was  there  any  Etf- 
figne  or  remarkable  valor  in  thoie  Goths ^ 
making  comparifon  of  them  with  the 
French.Ic  is  faid,  that  their  property  was 
to  be  fearefullj  and  fooneputto  flight: 
lb  rcporteth'S.G’r^^^r^  Florentius.^  Arch- 
oi  Tours  y  wholiued  (bmewhat 
neerc  to  thofe  times.  And  Saluianusfcidt 
eloquent  Prieftof  M ar fellies  ^2cVr\ovi\cA~ 
ged  the  Gothes  to  be  the  moft  feeble  and 
llothfull,  among  the  generous  Nations 
of  the  North  parts,  V\  hen  they  were  ini 
-Gaule,and  flood  to  encounter  with  the 
French;  theydurft  not  tarry,  or  make  a- 
ny  head  againft  them.  The  Kings  Mere* 
-ueusjChhuiSyZnQ  Childehert^  beheld  them 
topafleouer  the  Pyrenean  Mountains, 
yet  they  aflailcd  andouercame  them  in 
.battailc,euen  in  Spaine,hard  by  Toledo^  \fm^Aimn.li, 
their  capitall  abiding.  The  Burguignons^ 

Germanesy  who  had  inuaded  fome 
'finall  parcels  of  France,  were  foone  cut 
off, and  quite  extermined. 

So  the  French  and  G aides,  coi*^crucd 
thcmfelucs  within  their  own  limits, with- 
out  hailing  any  ftragers  mingled  among 
them.  And  as  (in  former  times)  they  filled 
the  world  with  their  Colonies  or  troops 
of  people, fo  did  they  continually  the  like 
afterward:  hauing  againe peopled  Ger¬ 
many  and  Italy,  vndcr  the  Emperour 

C/;4r/^’x  the  Great,  and  his  fucceflbrs.  So 
that  it  is  not  without  good  reafon,  that  j  oelf 
(atthis  inftant)  the  very greateft  houfes  ;  many  deriued 
of  Germany .deriuc  their  originall  from 
the  French  <  asis  declared  by  Uermanws 
Count  of  />7^»/(f4r,in  an  Epiftlc  which  hce 
fent  to  the  Emperor  Charles  the  y.on  the 
the  Annalcs  of  Fefin  and  charlemaigne. 

TrucitiSjthatthe  Gaules  haue  bcene 
ouertaken  by  the  Romans:  but  what  pco- 
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tlieir  .idiviirable  order,  and  cxacl  Military 
difeipline  ?  lofeptms^  very  fitly  to  this  pur- 
po(c  ,  attributeth  thefeeb  all  their  great 
concjiicfts  and  large  cxtcnduie  of  the  Ro- 
mane  Empire.  So  char  after  he  hath  de- 
monftrated  the  forme  dfiheir  CampCj 
their  ordinary  excrcifesfor  Armes,  and  a 
fumorury  obferuation  of  alFthcir  behauir 
our,  he  concludeth.  All  thefe  being  vpell 
conjidered^  wee  neede  make  no  doubt  to  fay  • 
that  the  poffefsionswas  muchleff  'e  then  the 
poffejfors.  Adding  withallyhat  hee  extended 
fo  fane  in  declaring  all this^not  as  any  com¬ 
mendation  to  the  Romanes  power but  rather 
as  a  comfort  to  the  concjueredl 

Morcouer,  of  the  Wefierne  Pronin- 
ces,  France' was  the  lafteonquered  by 
them^whatfoeuer  is  elfe  faide  to  the  con¬ 
trary.  Whereas(on  the  other  fide)  Spaine 
came  among  the  firll  into  iheirhands,in 
the  time  of  the  wars  againft  the  Cartha- 
genians.  France  was  that  Country, that 
longeft  of  all  refifted,  and  againft  which 
(to  fpeake  no  more  then  truth)  their  in- 
uincible  Armies^yea,  they  that  were  vic¬ 
torious  throughout  the  whole  world  s 
became  mecrely  cdgelefle  and  blunted, 
as  not  able  to  bcare  off  their  blowes.  All 
other  Romanc  Captains  vtterly  loft  their 
labour,C^r  onely  excepted,  W  hich  is 
no  mcanc  honor  to  the  Gaules,  to  yeeld 
themfelucs  vnder  the  yoke  of  lb  great  a 
Prince ;  who  is  acknowledged  to  be  the 
moft  wife  and  perfed  Captaine  that  eucr 
was.  And  yet  for  all  tbat,France  was  not 
conquered  at  the  firft  onfct,neytber  made 
furre'nder  of  her  fpoyles,  without  (wcate 
and  blood-  That  great  Commander  in 
warrCjtooke  intollerable  paines,  and  tra- 
uelled  for  the  fpace  of  ten  yeares  conti¬ 
nually  .with  all  the  power  and  ftrength  of 
the  Romanes,  which  then  held  the  rhore 
part  of  the  wide  world.  Andyet(ciien 
then)  he  had  not  preuailcd  neither,  if  hee 
had  not  feriied  his  turne  with  Frenchmen 
themfelucs  jSc  made  a  conqueft  of  France^ 
by  France .  Diuifions  and  partialities, 
which  were  then  on  foot  among  them(an 
ordinary  and  fatairruine  to  the  moft  po¬ 
tent  kingdomes)  called  him  thcther,wher 
finding  all  tobeediuideclin  diners  fadi- 
onSjCiuill  warre  kindled  among  them,  al¬ 
lied  with  many,  and  fortefied  with  their 
troopes,  as  namely  them  of  Authun^ndi 
others ;  it  vyas  fo  much  the  more  eafier  to 
be  furprized  by  him  ,  and  in  fuch  an  op¬ 


portunity  ofaduancage^ 

All  which  notwithanding,itis  an  ad¬ 
mirable  matter, and  well  worth  the  obfer¬ 
uation, that  in  the  refiftance  made  againft 
him, by  people  fodifioynted&:  perplex¬ 
ed  :  yet  in  ten  whole  yeareSjthe  Gaules 
fought  thirty  ranged  battailes,  whcrd'-i, 
according  to  the  account  made  by  Appi'd] 
there  were  flainewell  neerceleuen  hun¬ 
dred  thoufandablc  fightingmen.  And 
befide,himfelfc  teftifieth  in  his  Memories 
fufficiently,  with  what  manner  of  people 
they  had  to  deal ;  w  they  likewife  could  no 
wayperforme,  without  receiuing  great 
Ioffes, as  there  he  feareth  not  to  confeffcj 
If  wee  had  but  his  Ephcmcrides,or 
particular  lournall  booke,  we  fhould  fee 
other  m afters  of  his  owhe  confefsfon  j 
confideringjthat  Amnu'anm  MarcellinuSy 
fpeaking  of  the  conqueft  of  the  Gaules, 
faith :  He  pactfed  themAfi^^  many  great  Iof¬ 
fes  on  either  fide fuHained  in  tenyears  war. 
And  as  touching  his  owne  pcrfon,it  is  re¬ 
corded, that  in  a  certain  e n counter ,he  was 
releeued,  (notwithftanding  all  his  Grcat- 
neffe  and  goodly  Armour)  by  a  Gaulc, 
who  hauing  remounted  him  vppon  his 
owne  horfe^bare  him  away  thfogh  all  the 
throngs.*  But  there  came  another  Gaulc^ 
who  braiiely  cryed  to  his  companion,  C<f- 
cos  Cdfar  in  the  ancient  Gaulifh  language 
which  is  as  much  to  fay, as  Fet  Cafarpaff}:, 
&:  this  was  the  realbn  of  hisfafe  paifage. 
Wherein  they  worthily  declared,  that  it 
was  honour  enough  to  their  generous 
mindes,  to  carry  C afar  fafely  away  fro  m 
dangetjWhen  they  had  him  in  their  pow¬ 
er  jand  could  haue  flaine  hm  ^Satisefi pro- 
fir  affe.  The  Grammarian  Seruius citeth 
this  example  out  of  the  Ephemerides  or 
lournals  of  Cafar  ^  which  wee  cannot 
come  by  in  thefc  dayes.  In  like  manner, 
Cafar  knowing  them  wel,and  hauing  (on 
the  other  fide)  experimented  thedulnes 
ofthe  Eafternc  people,  in  the  war  which 
he  had  againft"’^  Pharnaces^  King  of  Pon- 
Atofi  happy  was  Pompey  y;hat  he 
had  nothing  to  do  with  the  refolute  French^ 
but  with  the  faint -har  ted  men  of the  Eaft^O’ 
got  the fur  name  of Great  at  Jo  cheape  a  Mar- 
kctln  briefe,the  Gauls  were  neuer  ioyned 
to  the  Romane  Empire,  by  any  power  in 
the  Romanes,  but  thorough  their  owne 
proper  forces ;  as  a  great  Gaptaine  fpea.- 
keth  in  Tacitus.  Ferkrep ut antibus >6 al- 
Ham  fuifmet  'viribus  concidjfe^  ^ ^ 
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And  as  King  Agrippa  dcclarcth  in  lofe- 
phusAt  was  not  through  want  of  courage ^or 
any  dull  negleif  ^  that  they  were  ^  oner  come ; 
confidering  the  Romanes  themfeluesfaidyit 
was  four f core  yeares^  before  they  could  fa- 
flen  hold  in  one  fmall  Meridionall or  South¬ 
erly  Pr ornnee  of  Gaule ^  ^  afterward  fought 
fo  much  againfl  C afar :  But  rather  it  was  by 
thejrugall  managing  of  their  ownefelicity^ 
wherein  they  pacified  both  deHiny  and  for¬ 
tune:  whereby  they  plainly fawphat  (he  Ro¬ 
manes  got  the  'Upper  hand  rather  by  force  the 
otherwife^and  (in  a  word)  by  the  diuineper- 
mifsion  or prouidencelHdiy  that  which 

is  much  morc^after  fo  long  warrcjagainift 
fuch  power, and  fo  great  a  Captatne^yca, 
and  after  fo  many  loflcs :  yet  notwith- 
ftandingjGaulc  fell  not  into  the  Romans 
hands,  as  being  fubieded  ,  but  rather  as 
allied^and  in  farre  better  fafhion  then  all 
the  other  Prouinccs. 

He  that  continued  Cafars  Gommen- 
caries,  faith:  That  while  hee  wintered  in 
Belgiafe  had  a  carefulleyeyonely  to  maintain 
the  people  in  amity  ^without  giuing  to  any  one 
cither  will  or  occafion^  tonfeor  taketbem- 
felues  to  Armes .  For  that  which  hee 
moft  of  all  defircdjwasjthat  vpon  his  de¬ 
parting,  there  might  happen  no  occafi- 
onstoftayhim  :  or  if  hee  had  caufc  to 
bring  an  Army  thither  againcjyet  that  he 
fhouid  not  bee  troubled  with  any  long 
warre,  whcrcunto  Gaule  gaiieliftening 
with  very  good  attention ^  when  fhe  faw 
her  (elfe  out  of apparant  danger.  V\  hcr- 
fore,  caufingtheCittiesto  come  before 
him,  with  hisbeft  rcfpcdl:,  and  greateft 
honour  he  embraced  them,  and  gaiie  ve¬ 
ry  goodly  gifts  to  the  principall  and  moft 
apparant perfons :  notimpofingon  the 
reft  any  charges,  or  extraordinary  fiibfi- 
dicsjwhcrby  he  contained  them  in  peace, 
and  the  better  difpofition  to  obedience 
throughout  all  Gaule.  And  fo  by  this 
cunning^Gaulc  (at  laft)  gaue  place,  and 
became  mildcly  quieted. For  the  affabili¬ 
ty  of  Cafar*^  and  the  courttfics  he  exten- 
aed  towards  them,  did  more  conquer 
them  in  one  winter,  then  all  his  Forces, 
Legions  and  Armies  could  doe  in  ten 
ycarcs. 

Oner  and  befide,  the  titles  of  Allian- 
ces,of  Pcacejand  of  friendly  conference, 
are  fo  frequent  in  the  Romanc  Authors, 
euer  where  they  fpcake  of  Gaule  ^  that  it 
plainly  tcftificch  on  her  behalfc,that  (hee 


was  n<ic  conquered  by  Armes,but  rather 
left  at  lonely  liberty, by  friendly  parlances 
and  confederations.  Which  Ammianus 
Marcellinns  himfelfc  alfo  confirmeth,  for 
he  faith,  that  After  many  Ioffes  on 

the  one  fide  ^  other  fuHainedfiuring  a  war 
often y caret  continuance :  in  the  ende  (by 
ternallpaUions  and  agreements)  ioynedthe 
Gaules  to  the  Romane  fociety  and  alliance. 
We  fee  alfo, that  they  left  Ibme people  in 
Gaule  wholly  frcc,as  (among  other)  the 
men  of  Auuergne*^ho  termed  thcmfelues 
as  Noble  as  the  Romans,and  called  them 
their  breth ren  5  the  men  of  Authun^  the 
Marfellians-yhtm  of  lionhois^Forefis^zvid, 
the  round  neighbouring  Countries. 

Now  as  concerning  Subfidics  &  Con- 
tributions,a  Romane  Gouernourjiiamcd 
CerealisfiiQwtth  plainly  in  Tacitus :  That 
fuch  tribute  was  but  for  maintenance  of  the 
Legions  y  and for  prefer  uation  of peace  in  the 
Prouinccs  5  which  could  not  bee  continued 
without  Armes  nor  Armes  without  wealth. 
Asfor the  reft  (faith  heCjfpeaking  to  the 
G2iw\cs)allis  in  common  with  •vs, oftentimes 
yougiue  command  to  our  legions ^y our  f clues 
alfo gouerne  in  the  Prouinccs ^a^s  others  do  in 
our  Empire,  By  the  fclfc-fame  reafon,that 
which  bound  them  moft  to  duty , was  the 
entire  amity  of  the  Romanes  to  them.C^- 
y^rmadca  great  number  pf their  CittF 
zens Romanes, and  AuguflnsinM^it  man* 
net, though  in  more  fparing  fa(Tiion,vviih 
fome  rcftricfion  fro  vulgarizing  fo  great 
an  honour  of  the  City  or  Bourgefhip  of 
the  Romanes.  Aftcrwardjthe  Emperour 
Claudius  gaue  the  right  of  Senatours  to 
the  principall  of  the  Gaulifh  Lords.  And 
in  the  ,Galba^  for  the  fignale  fcruiccs 
which  the  Gaules  had  done  to  him  and 
the  Romane  Empire  againft  hee 

made  them  all  Cittizens,  without  excep- 
rion. 

The  like  was  neucr  done  in, or  for  Spain ^ 
where  there  were  but  Tome  Colonies 
had  the  fame  riglit,  and  no  more  then  to 
any  other  Prouince  of the  Empire  :  who 
obtained  that  priuilcdge,  but  by  gcncrall 
Edid  of  the  Emperour  Antonim  Caracal- 
la  .  Nor  was  it  without  great  rcafon, 
that  they  made  fuch  great  account  of 
this  Prouince :  confidering,  what  great 
aduantages  dt  gaue  vnto  them .  For, 
were  it  in  rcfpeaoftrcafure,rich  Gaule 
furnifhed  them  with  more  reucniics  j 
then  ( by  vfing  the  common  manner  of 
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faying)  all  the  reft  oftheir  E  mpire, as  it  is 
recorded  by  ^lleytd^  P^tercul^ps,  VVerc  it 
for  leiiying  vndaiinted  Soiildicrs,  and  for 
fuch  as  they  muftcred  from  thence :  thcr- 
in  Gonfifted  the  maine  ftrength  of  al  their 
troopcs.  And  that  knew  well  e- 
nough,  and  pubiiflied  it  fufficiently.  a- 
broad,  as  hauing  made  clioife  of  them  a- 
boue  all  other,  and  (by  their  meanes  on¬ 
ly)  came  to  poftefle  the  Empire  of  the 
whole  world.  Forouerand  befidewhat 
hath  formerly  beene  faid,concerning  the 
wealthy  treafurcs  of  France:  the  valiancy 
ofthe  Gaulcs  holdech  themoft  eminent 
placcjby  whofc  courage  h^  was  efpecial- 
ly^nd  principally  ferued,  to  gaine  that 
greatneffe,  whereunto  hce  had  fo  long 
time  afpired. 

The  vivftory  which  he  wonne  againft 
great  P ompey^  ought  to  bee  attributed  to 
the  valour  &  warlike  vertuc  of  the  Gauls. 
And  ifhe  had  not  bin  furnilbed  with  fuch 
menjvalknt  and  ftrongjnoc  onely  againft 
the  enemy, but  al(b  to  endure  faminCjand 
all  other  kindes  of  neceflitieSieuen  to  the 
feeding  on  bread  made  ofgraffe  &  rootsj 
he  had  bin  loft  in  his  hopes,  and  vtterly 
defeated  by  the  long  &  lingering  delaies 
of  his  ene.my.  This  was  that  which  moft 
of  all  amazed  Pomfey^  who  gaue  expreffe 
charge,  that  fuch  bread  fiiould  not  bee 
fecnc  in  his  Camp  j  for  feare  of  difheart- 
ning  his  Souldiers,  or  driuing  them  into 
deteftation  of  their  paines,whe  they  con- 
fidered,thc  (harpe  extremities  fuffered 
by  their  cncihic5,with  whom  they  dealt 
lb  cruelly, that  they  lefitheiti  nothing  to 
feed  on, but  eucn  as  brutilb  bcafts, 
Moreoucr^  C<«y2^r  hauing  fent  afmall 
number  of  Gaules,  for  great  fuccoiirto 
M.  Crafjm  againft  the  Parthiansj  thefe 
were  the  men3who(in  that  moft  vnhappy 
day  for  the  Romans)  performed  moft 
ftrangc  exploits  of  Armes,and  (hook  the 
enemies  vidory  very  fharply.  Theft  were 
the  men ,in  whom  young  Cra(fm  repofed 
moft  confidence,  as  being  the  warriours, 
with  whom  he  performed  admirable  ac¬ 
tions  of  prowefle  •  For  they  receiued 
(with  their  bare  bands)  the  fharpe  points 
ofthe  Par thians  Pikes,  and  clofing  with 
them  body  to  body,  threw  them  to  the 
groundjamong  their  horfes  fectc;  where 
they  lay  all  along  ftretched  outjvnable  to 
releeue  themftlues,  onely  through  the 
maffiy  weight  oftheir  Armor.  Many  thcr 
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were  befide ,  who  forlaking  their  owne 
horfes,  crept  vnder  the  bellies  ofthe  be- 
longing  to  their  cnemies,to  pierce  &  ftab 
them  with  the  points  of  their  SWords : 
which  caufing  the  horfts  to  bound  aloft, 
by  extremity  ofthe  anguifbthey  felte, 

^  trampled  vnder  their  feetc  both  their  ma- 
'  fters  &  enemies  together, and  fo  fell  dead 
witlioutany  refcuc.  ^ 

The  fame  C £far.^  prepared  a  compftie  C^far*  Legi 
Legion  of  Gaulilh  SoLildiers,  which  hee  <^aules, 

called  the  Larke^  and  added  it  to  the  Ro-  himThe'^Lark. 
mane  Legions,  and  whereto  (at  length)  ^‘teton.iniuiio. 
he  pue  the  honour  of  Boorgethip.N ay,  ^  lun, 
and  that  is  much  more, hee  not  knowing  'cap.76.&^o. 
how  he  might  worthily  enough  recom- 
pence  the  Gaiiles ;  made  a  great  number 
ofthem  Senatours,ro  the  great 'difeon- 
tenting  of  many  Romanes.  And  as  for  the 
Cauallery  or  horfcmen,whcrin  the  Gauls 
euermore  excelled  ail  other  Nations  in 
warre :  Cafar  had  (al’moft)  none  other, 
but  continually  ready  at  his  feruiCeten 
thourand  Gaul!(hhorfe,acGordingas  it 
IS  declared  by  .  Thefe  were  the  Cmlllib.i. 
French  horfe,  that  affoorded  fo'many! 
great  ftruices  to  Cajar  i  as  well  in  Spaine 
againft  icljfrmius  &  Petre'm^  Lieucenanfs 
to  as  afterward  in  A^rica.Vslhtt 
it  is  ftidjthat  in  one  fight3le(re  then  thir* 
ty  Gaules  in  number,  foiight  againft  two 
thoufand 'Mauritanians,  and  droue  them 
to  flight.  »  ' 

Nere  to  Mundaxw  Spaine,  Cafarioii^i 
.againft  the  fonnes  of where  all 
had  bin  vtterly  loft  foT  him, hee  knew  not 
any  meanes  for  helpe  or  redrefle :  till  the 
Gaiilifh  horfemen  reconfirmed  all,  and 
was  the  cauft ,  that'  the  day  (  bccing 
before  reputed  for  defperate)  camefblie 
ro  Cajar.  H  is  fuceffors  found  thcmfelues 
alwa'yes  well  ferued,  botbwith  ordinary 
horfe  and foote  ofthe  Gaules .  Tacim 
maketh  mention  of  a  Cohort  or  Rcgimet 
ofthe  Sic ambr tans ^  which  did  many  re¬ 
markable  deeds ,  in  the  warre  againft.  the 
Thracian  Mountaineers :  who  (faith 
htj  prompt  and  hardy  againji  dangers^  'and 
no  lefje  dreadfullfor  their  Armes  and  order 
of  marching  in  hattaile  aray.  This  I  do  the 
more  willingly  fetie  downe,becauft  of 
thofe  Caulifh  Sicamtrian  Nation,  the 
French  are  properly  cleftended.  - 
The  Poet  auoucheth,  that  as 

other  Prouinccs  furnilhed  the  Empe- 
rours  with  diners  commodities :  fo  did 
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France  alwayes  fit  them  with  men  for  the 
warres.  The  fame  Author  faith  in  ano¬ 
ther  placc^  that  voder  rhe  t  mperors^A*- 
cadmi^Honorm-i^howK.  the  time  of  the 
infurredion  and  reuolt  of  Gildon^  a  great 
ArmyjCompofed  (for  the  moft  part) .  of 
GauleSjWas  brought  to  fiiccour  Greece, 
then  rauaged  and  fpoyled  by  the  Gothes : 
and  they  performed  there  fuch  deeds  of 
valour^as  holpe  the  Country  to  rccoucr 
her  right.  So  that  being  (for  longtime^ 
wel'entrcated  by  the  RomancSjparcaking 
in  the  honours  and  adminiftration  of  the 
Empire :  it  was  no,  matter  of  maruaile, 
that  their  peace  fhould'be  of  fo  long  c6- 
tinuancev  One  ontly.thing  alfo  was  irke- 
fom  St  burdenous  to  the, in  regard  wher- 
of,  they  troubled  the  Romane  Empire 
with  fomc  ftirres  and  perturbationSj-the 
Gauks,  being  naturally  addided  to  ver- 
tue  and  feuerity.  And  therefore  they  ha¬ 
ted  to  be  commanded  by  fiich  Emperors 
as  were  negligentjdiffolute,  and  quite gi- 
uen  ouer  to  all  vices  :  which  made  them 
defpifefubiedion  to  fuch  as  was  Tiber 
Nero,f  VoTnitjany  Commodn^^  Heliognbilu^s , 

(3dm^  and  other  iJlch  like  monllcrs  of 
their  names.  They  would  endure  none 
but  vertuous  Princes,  arid  fuch Gouer- 
nors  were  the  fitteft  men  to  confirmc  and 
keepe  th  cm  continually  in  peace. 

Hecreupon  was  it,thatthcEmpcrour 
r derim:,  in  a  Letter  of  his  faid  5  That  hee 
had  made  a  certaine  man^,  named  PoHhund- 
u^fimernor  ofGaule*  A  man  (faith  he)  w// 
worthy,  of  the  Gades feuerity.  A  word  foffi- 
cient  to  reied  the  obiedion  of  Icuity, 
wherewith  fome  would  haue  rcproched 
them . '  Another  Author  jWriting  the  life 
of  the  Emperor  Caru^^  confefleth :  iThat 
to  command  the  Gauls  ^there  needed.m  Em- 
f  erour  uery  conHant  and vertuous So  that 
being  vnable  to  fiiffer  the  detcftable  vices 
of  many  Romane  Emperors, they  depar¬ 
ted  (at  euery  occafion)  in  this  refped  fro 
their  obedience :  whereby  it  may  be  iuft- 
lyfaid,  that  they  continued  alwayes  free, 
and  being  not  truely  fubied:ed,  gauc  their 
feruice  to  no  other  Emperors, but  fuch  as 
thcmfclues  reputed  worthy.  Vntill  fuch 
time,  as  vpon  the  declination  and  fall  of 
this  great  Empire,  by  the  infatiable  aua- 
ricc  of  Romane  Gouernors,  and  other 
infupportabic  charges :  they  altogether 
fell  off  from  them, and  gauc  ayde  to  their 
compatriots  the  French^  andfo  wholly 
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the  Romanes 
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ri\Uu}nli.i\ 

inpr, 


did  roote  out  the  Rom  ancs  name. 

But  to  examine  a  point  (hccrecotore 
handled)  fomewhat  more  particularly,  it 
cannot  bee  faidc  with  any  rcalbni  that 
France  was  conquered  by  the  Romanes 
before  Spainc:  neither  that  the  Spaniards 
made  any  more  refiftance,  or  continued 
longer  time  from  fubduing  or  fubied:ion. 

For  on  the  contrary,  it  appeareth,that 
the  Garthagenianspofleffed  chemfelucs 

(in  few  yeares)  of  a  great  part  of  Spaine. 
cuen  at  fiich  time  as  the  Romans  fell  like- 
wife  on  it,  and  carried  away  their  (hare 
without  any  difficulty  .W  itnes  the  treaty 
of pcace,madc  bctwecnc  the  Romans  5c 
Hafdruball^  chiefe  Captainefor  the  Car- 
thagenjans,  wherein  it  was  couenanted, 
that  the  Riuer  jberPts-,oovf  called  Ebura^ 

fhouldbecthe  bound  of  the  Empire  for  ^ 

thefe  two  people, and  that  the  iS’ aguntincs^  | 

free  people  originally  of  Greece,  who  b^yondib^* 

were betweene  them  both, fhould  confe-  rusandamiic 

derate  with  the  one  and  other.  •  j 

After  this, it  is  fufSciently  knowne,that , 
the  Romanes  had  longtime  madewarrcj 
againfttheCarthageniansin  Spain,  who  , 
gaue  them  there  many  valiant  fighis«Du- , 
ring  which  while, no  cftate,or  fewc,made 
mention  off  among  the  Spaniards  y  who 
flood  but  as  (pe£l:ators,in  expedation  of 
the  yffue,  to  fee  which  of  thole  two  peo¬ 
ple  fhould  haue  command  ouer  them. 

This  was  at  the  beginningof  thefecond 
Pimickewarre,  when  the.  (after 

they  had  fpent  eight  yeares  in  war)  were 
flaineby  the  Carthagenians.  And  after- 
ward,Greati’c//;>,furnamcd  Affricanits,^  comniingof 
being  fent  thither,  after  diners  encoun-  J  great  Scipio 
and  taking  Townes  from  the  Car- !  ^P**®*^* 
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thageniansrexpulfed  them  wholy  thence, 

Sifirft  of  all  made  jt  a  Romane  Prouince, 
in  the  yearc  of  the  Citie  of  Romes  foun¬ 
dation  CCCCCXLl  1 1.  All  the  bufincs 
which  he  had  with  the  Spaniards,  was  for 
fome  reuolts  of  particular  peoplcjwbom 
he  likewife  as  foonc  fuppreffed.  So  that , 
very  truely  Ammianus  Marcellinm  hath !  Marcel jniiM 
(zidci  That  all  the  Prouinces  of fir  me  Land 
in  Sfaine^were  the firji  conquered^  made 
one  Prouince  by  the  Romanes. 

All  Hiftorians  agree  together,  repor- 
tingalfb,that  in  the  yearc  CCCCCLlI. 
two  Pretors  were  created  at  Rome  to 
gouerne  Spainc,  which  was  then  diuided 
in  two  parts,and  termed  Citerior  &:  Fite- 
r/Vr,to  wit,op  this  fide, and  beyond  Ebu 
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r.i.Thc  cider  vv^s  alfofent  thither,  to 

quallificj  the  reuoltcs  of.  foine  people. 
When  he  had  ouercoine  them,  &  made 
proLufi cntjthat'no  more  rebellions  might 
afeer^w a rd  happen  fenthis  Letters  6c 
comm.aiid.io  ctiery  City  in'particulaCj  to 
I  this  effed,  that  they  fljioiild  caft  down  to 
I  the  ground  iheir  w^s  and  fortefications, 

1 6c  diipofed  the  adHon  fo  orderlf^  that  his 
command  was  obeyed  in  the  Cities,  and 
he  arriued  ther  at  the  fame  time. So  they 
beingvenly  perfwaded  in  each  City,  that 
this  Saipmand  ftretched  bin  to  tha't  place 
onely:  yeclded  the  more  willingly ,which 
Qtherwife  they*  -  would  not  h aue  done. 
Whertvipon.cnfucdi  that  in  one  .day’,all 
tbeirTowhes  wcre’difma'ntled,  and  their 
wals  raced.*  In  rcgaid  pf  whichvfucceffc, 
€ku  made  his  vaunt ;  bee  hkd  taken 

Tn^'re  Downes  in  Sfaine^  then  ther.e  ,wr€ 

Npw^as  concerning  Gaul,  the  Romans 
neucr  had  footing  there,  but  in  rhe  yeare 
IVCXXII.&  in  Proiience  only:  about  an 
hundred  years  after  that  Sfaine\^2LS  wholt 
ly  conquered.  N or  had  they  there  but  a 
very  fmall  parccl,wbich  was  a  here  neigh¬ 
bor  to  them:  all  Gaulc  being  neucr  made 
a  Proiiince,but  hfC^far*  By  what  likeli¬ 
hood  of  truth  can  it  the  be  faid,that  Spain 
was  brought  vnder  the  power  of  thcRo- 
manc  Empire,  after  France.^  Neiierthc- 
leflfe.it  is  very  true  (as  Strabo  (aith) •  that 
the  difficulties  which  the  Romans  had  in 
Spame^to  make  it  peaceable,  grew  oncly 
through  the  rcuolts  of  (bme  particular 
I  Townes  &peoplc,and  by  tbeincurfions 
of  theeucs  gathered  together  in  troopcs, 
and  thefe  (of necefsiry)  were  to  be  chafti- 
fcd.So,making  war,not  in  groffc,  or  with 
a  body  of  iuft  Armes,  but  by  peeces  and 
parcels, one  after  another,  in  fmall  cour* 
fes  and  furprizals:  the  Romans  had  more 
trouble  to  finde  out, then  conquer  them. 
Againc,  although  was  held  &:c6“ 
manded  wholly  by  the  Romanes^  yet  not- 
withftanding, there  remained  fome  peo- 
ple,dvvclling  in  difficult, (harpe  &  moun¬ 
tainous  places,  as  Bal'ques!,6c  ^  AHuresi 
who  afterward, in  the  time  of  AtiguRim^ 
were  wholly  vanquifhed,  and  added  to 
the  rch  of  Spaine,hs  alfo  (about  the  fame 
time  hailing  conquerd  Aqmtain)hc  made 
it  a  Prouince,as  the  three  other  of  Gaul. 

Morcoucr,  there  cannot  bee  found  fb 
great  a  number  of  worthy  Captaines,  af- 


tobided  by  any  country,like  vnto  France 
As' were  among  the  ancient  BelIomlian\ 
and  Sigomfian^^  chiefe  of  thc'firfl  &  fur- 
theft-off  expeditions  among  the  Gaulcs ; 
Brenh’-^^^^dx.  furprized  another 

^r^^/^//j,whoafterward  fubdued  the.moft 
part  of  Eur^fpe  ^vid  Ajia.  DumnoHxjtOiifbr 
cmmyAmbiorixjDumnatms^P^erdngetorix\ 
Dimtiaens^  and.rnahy  more  recorded  by 
Cjtfar',  And  tojet  Kings  alide,  who  ca  rci 
count  all  the  Dukes, tarls, Barons, Lords 
6c  Gentlemen,  that  haue  excelled  in  the 
Art  of  wars.Thcy  dre  not  to  be  numbred, 
filch  as  haue  becnc  in  later  times, as  God^', 
frey  of  5/^//<?;?3kingof  lerufalem:  befidefq 
,niany  Princes 'and  Lords,  as  went  in  the 
expeditions  to  the  holy  Land, the  wars  of 
Spaine  and  Affrica^  againft  thc  Turkes^ 
Moores^  and  Sarraxdns  ^t  fundry  times. 
'l\i^  Wi'2ix{h^i\  T)0uciqitant^  in  the  dayes  of 
king- cW/j  the  fife,  as  alfo  John  de  Saintre^ 
knight;  Bertrand  duGuefclin^Qon&.'^Xz 
oi  France*^  Enguerrandy  Lord  of  Coucy\ 
ihcContedcDuhoiSiChccii  of  the  famous 
hbufe  of  the  right  hand  and 

mainc  helpe  to  -Kirig  Charles^  they v  for 
expulfion  of  the  bolde  Englifh.- Z4  Hirey 
of  bon  de  Xaintrdlks^  Tarineguy  ducfyax 
Jlell:  Cation  de  Foix-,  Duke  of  Nmeurs^ 
oncxDf  the  Anceftors  to  great  KRHenry^ 
<hec,  thac  after  he  had  conquered  a  great 
part  of  Italy away  the  renowned  vi- 
Zfofy  of  RauennUy  trampling  (vnder  his 
feete)  all  the  forces  of  arid  Italy 
coniiired  againfthim,  Odet  de  Foix ^hoxd 
of  Autrecy  the  Captain  Bayard-^xhe  Lord 
of  ebamont^j  Louis  de  la  Trimomlles^  Gmt- 
laume  and  Martin  du  Bcllay^*^  Charles  de 
Bourbon o(  FranceyF ranees  de 
hour  bon  ^  Duke  of  A nguyen  •^Charles  znd 
Timoleon  de  Cofje^oR tlie  houfe  of  Brijfac\ 
and  an  infinite  number  more,  moft  ho¬ 
nourably  remembred  by  the  beft  Hiftori^' 
ans.  ' 

What  fhall  we  fay  of  our  Kings  Mero- 
nenSyC  hlouiSyChildebertyC  blothatrejCharles 
Martell^  Pepin^  Charles  the  Great y  Hugh 
Capet ^Loysle  CroSyPhillip  AuguRittSyS,  Lo- 
uys ^Phillip  the  third,  Phtltiple  Bell^  Charles 
thefift,  furnamed  the  wife,  Lewes  the 
twelfth,  Frances  the  fifft,  and  the  valiant 
Henry  the  fourth, father  to  the  King  uow 
reigning/' 

On  the  contrary, 'Tr^^/^^jfpeaking  of 
Spaine  ^isCnJn  tantafeculorum ferkynuilui 
i/iis  Dux  magnusy  prater  Vhiatmn  fuity 
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qui  anno 5  decern  Romanos  v^rla  nji^ona. 
fatigamt.  Adeoferis propiora  quam  homing 
bud  mgeniafmtJnlongfucceffe  of iges^they' 
neuer  hadany  chief e  Guide  for  warrefejide 
Viriatud  Lufitanud ,  Toho  laboured  the  Ro¬ 
manes for  the  face  of Uny cares. So  that  (fai- 
cth  he)  they  came  neerer  in  nature  to  fauage\ 
beaHsyhen  to  men.  And  addeth  further,^ 
that  they  followed  inch  a  Captaine^ra- 
ther  by  occafion,  then  oiit  of  any  iiidgc^ 
ment,  hauing  not  made  any  elcdion  of 
him. 

Nor  can  there  be  defired  a  betterjand 
more  certaine  teftimony  of  valour,  and 
generous  nature  in  the  French, then  that 
which  Strabo  deliucrcth  in  thefe  words. 
All thofe people  whom  we  terme  Gaules^  are 
Martlall^couragioud^^  ready  (of  the felues) 
to fight ;  And  yet  notwithHanding^they  are 
'Very  fimple^and  no  way  wicked  or  euill  incli¬ 
ne*  Hccreto  he  addeth.  That  they  bring 
nothing  to  the  fight  but  'vertueand  courage^ 
without  any  craft  ^  fuperchery.,or  brauing. 
And  although  (faith  he)  they  are full  of heat 
to  fight  5  yet  are  they  (for  all  that )  capable 
to  'under Hand  reafon  ,  and  eafie  to  beeper- 
fwaded.^yvilling  to 'undertake  the  quarrell^ 
for  fuch  as  they  fee  to  beiniurioufiy  wronged 
and  offended*  ' 

Inc  Author  of  the  Commentaries  on 
the  warre  which  Cafar  made  in  Affrica^  ^ 
be  it  Hirtiudy  be  it  Oppius^  or  wholbeucr 
elfe^faith.  That  the  Gau(eswere  men  open'  i 
hearted  ^and  no  way  deceiuers^'vfing  to  fight 
by  'vertueyindnot  by  fubtilty  or fraud.  The 
fame  Strabo  auoucheth  in  another  place, 
faying :  T hey  are  all  warriors  yind principally 
good  KmghtSy  for  thebeft  Caualler  'te  ffthe 
Romanes  yW  as  comp  of ed  of the  Caules*  The 
Romanes  alwayes  made  moft  efpeciall 
account  of  the  Gaulifh  horfemen,  for 
Cafar  found  himfclfe  tobeebeft  ferued 
with  them.  knAcicero  hearing  that  the 
gouernment  of  Tranf alpine  Gaule  flrioiild 
begiuento^.i^;^/^^?/^^  cryedout.  Ejl 
enim  opinio  decreturum  aliquem  M.  Anton. 
Galliam  'vltimam  quam  Plauiud  obtinet: 
jSuid  hoc  eft  aliud^quam  hofti  arma  largiri 
primtim  nemos  belUpecuniam  infimtam.De- 
inde  equitatum  quantum  'velit  ?  Can  any 
thing  elfe  he  done  heereiny  but  onely  to  thruH 
Armes  into  the  hands  of  an  enemy}  pirftof 
alljnfinite  fummes  of  money y  which  are  the 
nerues  and  finewes  of  warre:  And  next  ^as 
many  men  well horfed^  as  he  wold haue  with 
him.  This  palfage  is  fufficient, whereby 


to  concciuc  and  certainly  obferuc^  the 
;  wealthy  treafures  of  France,and  the  opi¬ 
nion  held  thcrcoh  - 

The  cxercifts  of  thefc  people,  (bake 
fully  the  matter  of  war  fo  much  by  them 
affedcd,alwaics  louing  a  manly  &  checr- 
fulldilpofition  oftKc  body,  and  coheem'- 
ning  grolTc  corpulency:  fo  that  they  con- 
demned(in  very  great  fincs)alifuch  ydng 
men,  whofc  bellies  exceeded  the  ordina¬ 
ry  mcalure  of  their  girdles,  according  to 
the  auouching  of  Strabo*  Moreoucr,the 
French  haue  bene  reputed  to  furpafle  all 
other  Nations,  in  thefe  two  noble  and 
warlike  cxercifts, -hunting,  and  ryding 
.great  horfts.  Huntingywhd^  is  nothing  elfe 
hut  a  Uuely  image  of  war  re  y  andmafsmuate 
meditation  thereof  as  Xenophon  (zxth.Fgin- 
hardy  the  nurfing-childe  of  Charles  the 
Great,and  his  Secretary,  writing  his  life, 
(peaketh  thus.  Exercebatur  afsidue  equita- 
do  ac  venando  quodilligentiUtium  erat^quta 
'uix  'ulla  in  terris  natio  inuenitur  qua  in  hac 
re  Francis pofsit  aquari.  He  exercifed  him- 
felfe  daily  to  huntingyUnd to  mount  on  horfe- 
backe. wherein  (faith  he)  he  rellifhed  of  the 
whole  Nation.  Fonthere  is  not  any^eople  in 
all  the  world ^hat  can  heereinfurpaffcy  but 
onely  may  endeuor  to  e'quall the  French. 

But  before  I  can  hnifh  this  difcourCc, 
concerning  the  warlike  vcrtiic  of  the 
French.  '  1  cannot  forbeare  to  fay  Ibme- 
jwhat  of  that  which  they  performed  on 
the  day  of  *  Nicopolis  againft  the  Tiirkes: 
wherea  man  may  well  fay,  that  a  fmall 
handfull  of  French  Gentlemen^  excelled 
(in  proweffe)  whatfocucr  wee  rcade  in 
Hiftorics,of all  the  brauc  exploits  in  war 
that  cucr  were  done.  Not  Leonides  of  the 
Grcckcsat  the  ThermopyU Caditius 
ofthe  Romanes  in  Sicily^  is  any  way  wor¬ 
thy  comparifon  with  them :  the  hiftory 
followeth  in  this  manner. 

Charles  the,  fixt  reigning  in  France,  the 
King  of  Hungaria  Tent  Ambaffadors  vn- 
to  him,entrccingthat  fomc  fuccor  might 
be  affoorded  him, againft  Baiasjeth  J  firft. 

Emperor  ofthe  Turks,thc  moft  remark- 
able  warrior  that  cucr  was  of  the  houfc 
ofthe  Ottomans .  The  King  confcniine 
thereto  very  gladly, many  Lords  &  Gen¬ 
tlemen  of  France  prepared  themfclucs  to 
be  fecne  in  this  voyage,  tothenumbetof 
about  a  thoufand  or  tweluc  hundred,  h  - 
mong  others,  there  was  the  Conte  d*Eu^ 
Conftablc  of  France  j  the  Conte  de  U 
_ _  _ Marche ; 
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Marche-^  the  Lord  of  Coucy-^  the  Lords  of 
Trimouille^  and  lohn^Conte  de  l>(euersSon 
to  the  Duke  of  Burgongne^  who  was  chief 
Commander.  When  they  were  ioyned 
with  the  king  oiHungariaes  army  ^hailing 
paft  the  riucr  *  Dantwm^  they  bare  away 
(in  aflault)  the  honor  of  diuers  T ownes: 
and  at  length  came  to  lay  fiedge  before 
tBie  C  ity  of  Nicopolis . 

VVhile  the  greater  part  of  the  Army 
befiedged  the  yEnguerrmdhoxA  of 
taking  with .  him  fine  hundred 
Lances ;  made  vp  into  the  Countrey^to 
fcckc  fome  enemies  that  they  might  fight 
withallj  and  it  is  credibly  reported,  that 
(veric  nqre  ynto  them)  there  was  a  troop 
ojfTurkes,  of  about  twenty  thoufand  in 
number.  Now,  albeit  this  multitude  ex¬ 
ceeded  their  finallcompanie  beyond  all 
mcafurc :  yet  notwithftanding,  they  re- 
(blued  to  grapple  with  them. And  hauing 
firft  of  all  drawne  them  beyond  a-  wood, 
whercin  there  was  an  ambufeado;  they 
came  and  charged  them  in  the  rere.  The 
fight  was  (for  all  that)  cruell,and  of  long 
continuance,  wherein  the  French,  al¬ 
though  they  werefo  few  againftfo  great 
a  number^  yet  they  did  performe  won¬ 
ders  that  day .  So, that  in  the  end,  the 
Turves  being  difheartned  ,  faintned  ex¬ 
traordinarily,  &  more  then  fifteen  thou¬ 
fand  lay  flaine  in  the  field. 

Some  fhort  while  after,  Bmz^ethhe^ 
ing  come  with  a  dreadfull  Armie,  confi- 
fting  of  more  then  three  hundred  thou¬ 
fand  fighting  men ;  they  aduanced  them- 
fclues  to  dcale  with  the  enemies  armie , 
being  not  worthy  to  be  termed  any  num¬ 
ber,  becaufc  they  were  (in  all)but  Icauen 
hundred,  when  they  beganne  the  fight. 
The  French fmall  troops, made  a  good¬ 
ly  fight  to  behold,  bteing  all  well  armed 
and  appointed,in  rich  glittering  and  gor¬ 
geous  Armors,wanting  no  coft  of  golde 
and  filuer,  and  brandy  mounted  on  gal¬ 
lant  horfes,  moft  fumptiioufly  barbed  & 
caparalToned ;  fo  that  fuch  as  faw  them , 
might  well  haue  rearmed  them  an  Armie 
of  Kings.  But  (beyond  all  the  reft)  with 
what  force,  ardour  and  courage  they 
fought, although  they  were  meerely  fhut 
vp,  and  round  railed  or  ringed  in  with  in¬ 
numerable  enemies .  At  the  firft  onfet , 
they  wholly  defeated  and  ouerthrew  the 
auantgard  and  firft  battell  of  the  Tutke, 
beating  them  on  ftil  before  thcm,cucn  to 


the  verie  midft  ofthe  bodic  of  the  mainc 
army,  where  was  Bmx^eth  himfclfc. 

Many  there  were,  who  pcrfoiirming 
mcer  miracles  of  manhood  m  fight,  cleft 
or  hewed  out  their  paffage  thorough  the 
preafejand  very  thickeft  of  all  the  Turkilh 
Army,  compelling  them  to  make  them 
way,  both  for  going  on  and  returning 
backc  again  ,cucn  to  two  or  three  fcuerall 
times  of  enforcement,  Andyctnoonc 
•man  among  that  poorc  finall  troop,  who 
feeing  the.  vnauoydable  danger  of  death, 
was  defirous  to  take  hold  on  anyaduan- 
tage,  or  (hew  fo  much  as  a  countenance 
of  retiring,  albeit  their  enemies  (gladly) 
offered  them  many  mcanes. All  refolued 
to  loofc  their  Hues,  but  yet  the  enemic 
bought  them  at  very  deere  rate ,  filling 
the  field  with  mountaines  made  oftheir 
dead  bodies :  euen  till  fuch  time  as  thei 
fight  hauing  held  a  great  deal  ofthe  day, 
the  moft  part  of  the  French  lying  dead 
on  the  ground,  and  the  rcft(a  very  fmall 
number)  wearied  with  killing  the  Turks, 
and  pierced  through  with  wounds^being 
oucrwbelmed  with  multitudes,  were  (in 
the  end)  taken  prifoners.  But  it  was  ge* 
nerally  held  for  truth, that  if  the  great  bo¬ 
dy  ofthe  Hungarian  army  (beeing  vvell- 
neere  the  number  of  an  hundred  tboufad 
able  mcn)bad  feconded  them, or  vfed  ne- 
ucr  fo  little  refiftance,  in  making  [but  'a 
fhew  ofwithftanding  the  cnemie,  to  hin¬ 
der  the  French  from  beeing  fb  enclofed/^ 
(by  any  forwardneffe  in  redeeming  them, 
and  not  fearefully  fly  away  on  heaps  tho¬ 
rough  the  valley, as  the  Hungarians  moft 
cowardly  did,fuffering  themfelucs  to  be 
murthred, without  any  offer  of  fight)  the 
day  had  remained  to  the  Chriftians.  And 
I  dare  fpeake  it,  that  the  power  of  the 
Turkes,  which  afterwards  fo  great  enlar¬ 
ged  it  felfe  (meerely  thorow  ourdiuifi- 
ons)had  then  bin  vtterly  ruined  from  the 
top  to  the  bottome. 

Then  you  plainely  perceiuc,  that  of 
this  fmall  troopeofrefolute  Champions, 
the  greater  part  of  them  lay  dead  in  the 
field, hauing  made  a  (laughter  of  infinite 
enemies,  more  by  fifty  times  then  they 
were,  and  fought  to  their  lateftdrop  of 
bloode  5  but  verie  few  of  them  remayned 
prifoners.  But  on  the  next  day,  Bamz^eth 
going  himfelfin  pcrfon,to  view  the  ficlde 
ofbattell  ,  and  take  acknowledgement 
ofthe  dcad,when  he  found  that  for  one 
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Frenchman  flaine,wholcheapcs  and  piles 
of  T urkes  filled  vp  the  field,  and  all  his  Ar- 
nay  left  in  fuch  pitiifull  condition,  he  tookc 
it  fo  dcfpitcfiillyjand  entred  into  fuch  out- 
ragious  choller,  as  bccing  vnablc  to  confi- 
dcr  on  his  Ioffe,  or  take  any  means  for  con- 
tcntation,  hee  commanded  a  paffage  vnto 
death  thorough  the  army,  of  all  the  prifd- 
ners,  except  about  fomc  twentic  of  the 
greateft  Lords :  as  ^cConte  deNeuers  the 
Generali,  and  others^  who  being  knowne, 
were  faded  and  put  to  their  ranfomes.  Ba- 
Ui^th  complaining  onTo  faddea  vidlory, 
which  toft  him  fo  deare,  could  not  depart 
thence  but  very  pciifiuely;and  in  plain  tru- 
cth,fuch  another  ouerthrow  wouldc  abfo- 
lutcly  hauc  confounded  him  altogether. 

This  may  feeme  fufficient  for  the  valian- 
cic  of  the  Frcnch.But  fom  may  obieft,  that 
fuch  warlike  people,  accuftomed  fo  Hue  a- 
mong  Armes  and  Martiall  exercifes,  fhold 
bee  voluntary  difdainers  of  matters  apper¬ 
taining  to  lufticcjacknowlcdging  no  other 
right  then  that  of  armes.  Forbear{(^i^  Pom- 
fey  )  till  to  morrow^  to  alleadgeyour  Limes  to 
'vs{p&ho  haue  our /words  by  our  fides.  This  is 
quite  contrary  to  the  French,  who  arc  no 
way  to  be  Icffe  commended  for  their  iufticc 
then  for  their  valor  and  excellency  in  adfi- 
ons  ot  armes,  and  haue  eucrmore  bene  ac¬ 
counted  to  be  true  loners  of  Iufticc .  Jga- 
thias  a  Grecian  authour ,  whc^liucd  more 
then  a  thou  land  yeares  fince,  hath  pray  fed 
and  commended  the  French  for  their  lu- 

^  t 

fticc. whereof  (faith  hcc)  th^  are  ^erte  deji- 
roHs^a^s  alfo  great  louers  of their  Co  untry. He 
further  addeth ,  Thatbecaufetheypo/fe/Jea 
mojl  ajfured  eft  ate,  they  haue  ( us  their  bafes 
andfupport)  many  goodly  principUs  engrauen 
in  the  hearts  of  their  Kings  and  People.  W hy 
then  let  mee  vndoubtedly  tell  yec,  that  a- 
mong  all  other  Nations,  the  Gaulcs  &  the 
French  hauc  moft  highly  cherifhed  and  lo- 
ued  Iufticc,  and  haue  alwayes  rcligiouflic 
honoured  it,  ycclding  thcmfclucs  thereto, 
and  making  conrinuall  exercife  thereof, 
without  any  paffion. 

And  not  to  make  repetition  of  an  infinit 
number  of  goodly  inftitutions,  and  diuers 
examples  of  their  Iufticc,  it  may  wcllap-; 
pcarc  by  this  notable  cuftomc, which  both 
Grcckeand  other  ancient  auihours  hauc 
obferned  among  them.  To  wit,  that  if  any 
one  hauc  flainc  a  Citizen  or  Bourgeffe,  he 
hath  no  other  infiiftion  but  banifhment ; 
whereas  j  if  hec  commit  the  like  offence  on 


|thepcr(bnofaftrangcr,  he  ispunnifhed 
withdcath;forthcpaincis  augmented  in 
confideration  of  the  ftrangcr,  to  whomc 
the  more  cafily  the  iniury  may  be  offred, 

fo  much  the  more  (they  hold)thac  the  of- j  - 
fence  which  he  hath  donc,ought  to  be  fc-;  f 

ucrcly  puniOied  and  reuenged.  It  may  be  i  ^ 

thought  fomwhat  hardy  that  a  ftraungcr  j  and  defended 
fhould  be  fauoured  and  defended,  more  thena  Otti- 
then  a  Citizen.  To  cut  offwhich  difficul- , 

ty , we  fee  by  the  diuinc  law,  ordained  on  j 
the  ftrangers  bchalfc,  that  he  is  fo '  often¬ 
times  repeated  and  defended,  that  a  man 
rpiift  very  carefully  keepe  himfclfe  from 
harming  him ,  and  that  iufticc  muft  bee 
rend  red  him  equal  with  a-  Citizen.  And 
qucftionlcs  it  may  be  truly  faid,that(cucn 
at  this  day)  thcr  is  hot  any  country  in  the 
worId,wherc  a  ftrangcr  is  mote  humane¬ 
ly  entertained,  Icffe  offenCed,. and  more 
defended  in  all  right  of  iufticCj  then  a- 
mong  the  people  of  France.  ‘ 

In  like  manner,  wee  findc  by  probable 
hiftoricsjthat  (“very  often  times}  Princes ,  stra^ge  priiv* 
and  ftraungc  people  hauc  referred  theit;  casjj^pic 
differences  to  the  iuftice  of  France,  alwel 
of  the  Kings, as  ofthc  Parliaments .  A-  crouerfy  to 
mong  other,  the  reputation  of  theirl  lu-  the  iuftice  of 
ftiee  in  King  Dagobert,  was  fpred  fo  farre  I  fSkj, 
intoftrangc  Nations,  that  the  Hungari-  *  cap.iu 
ans,  the  Sclauonians,  and  other  people 
neighboring  about,dcfircd  him  to  be  the 
ludgcin  their  differences.  And  morc,the 
Sclauonians  faid  J  that  if  cucr  he  cam  into 
their  countrey, they  would  acknowledge 
&  obey  him,  as  if  he  were  their  King. 
Furthermore^lct  it  neucr  be  faid  or  ima¬ 
gined, 'J' barb  arifm  at  any  time  had  enters 
tainment  among  the  Gauls.Continually 
they  were  moft  humanjhauing  milde  and 
wcl  polifticd  fpirits  by  nature,^  being  ad 
uantagioufly  fhaped  or  fafhioncd  for  the 
ftudy  of  al  arts  &  Sciencesrefpecialy  they 
ftudied  eloquence  in  fuch  fort,  that  the 
elder  Cato  in  his  originals  cited  by  chart- 
y?/^,hath  rendred  this  teftimonyof  them. 

That  they  wer  quick  conceited  /y  induftriom 
principally  in  two  things-Jn  the  Art  military^ 

/yin weljpeaking.  The  proofhercofapea- 
rcdinthatH^rc«/^^of  Gaule^  fo  much  re¬ 
nowned  by  our  foifathcrs,figurcd  in  fuch 
falhion,  that  from  his  mouth  hung  dang¬ 
ling  downcat  his  tongue,  manic  fmall 
chaincs  of  fine  gold, wherewith  he  tied  & 
bound  the  people  by  the  cares,  leading! 
them  whether  foeuer  he  plcafed,  &with 

'  their 


No  barba- 
rifine  at  any 
time  among 
the  Gaulcs. 


Chsrifios. 

GallkdmiUi 

rndnyrioflfif/ii 

pcrpeimmr^rtm 

milturcm^  & 
argHt'i  loq>a> 


Of  the  People  of  France. 


105 


Ss 

H: 

W, 


Words  of 
more  power 
tlien  weapons 


Suet.invit.Ca- 

ligulixap,io- 


Jmnal,0SA- 


e 


An  anfwcr  to 
a  falfe  conceit 
ued  opinion. 


Suet.dedarii 

Rhetor, 


Suet.ele 

Grammt, 


their  owne  good  willsj  free  from  al  con- 
ftrai/it.  Declaring  by  this  figure,  what 
precious  account  they  made  ofwel  fpea- 
king, and  what  power  wordes  had:  no 
Icffe  (  but  rather  greater)  then  that  of 
ArmeSjto  fubduc  people,  &  caufc  them 
become  obedient  willingly. 

Vnder  the  Romanc  Emperors  y  there 
was  a  combate  of  eloquence  in  the  City 
of  Lyons  ^  fought  in  Greeke  and  Latfhc  j 
wherein,  fucH  as  were  vanqiiifhed,,gaue 
the  prizes  to  their  vidtors,  and  were  con- 
ftrained  (befides)  to  write  in  their  com¬ 
mendation.  And  as  for  fuch  as  perfor¬ 
med  no  matter  worth  the  eftccming,they 
were  bound  (by  neceflity)  to  wipe  out 
what  they  had  done  with  a  Spundge ,  or 
with  their  owne  tongues  5  except  they 
better  affeded^to  be  either  beaten  with 
rods^or  thrownc  headlong  intothcRi- 
uer.  Wherto  may  be  referred  that  which 
imendtmh. 

Palleat  'vt  ni^duprej^it  qui  edeibus  dnguem^ 
AM  Lugdunenfem  Rhetor  dtldurm  ad  ard* 

And  the  fame  Author  makes  mention 
alfo, concerning  the  Eloquence  of  the 
Gauls,  which  they  inftrufted  vnto  other 
people.  ^  > 

Ga//ta  caujtdicos  ^  docuit facunda  Britannos» 


I  am  enforced  to  extend  my  felfe  (bm* 
what  further  in  this  difeourfe,  by  making 
report  of  a  few  more  ceftimonies  5  to  o- 
uerthrow  thefalfe  conceiued  opinion  of 
(bme^whohaucefteemed,  that  the  peo¬ 
ple  of  France  (in  their  firft  times)  were 
not  addided  to  Sciences,  erudition,  nor 
the  ftudy  of  Letters,  wherin  they  are  ve¬ 
ry  greatly  deceiued.  For  on  the  contra¬ 
ry,  it  is  piainc  to  be  proued,  that  (as  in  all 
other  thinges)  fo  therein  alfo  they  hauc 
moft  fingularly  excelled, and  taught  the 
fame  to  the  Romans.  He  that  firft  inftru- 
ded  the  Art  of  eloquence  or  well-fpeak- 
ingin  Rome^  was  one  Luc  'm  Plotm  ^  a 
borne; vnder  whomOc^r^  (beeing 
then  but  young)  was  fome  yearcs  with 
his  Brother  Sjyintm  alfo.  And  about  the 
fame  time,  or  not  long  after ,  another 
Gaul  was  highly  renowned  in  Romejiia- 
med  M*Antonius  Gntpho  cnciied 

with  a  mighty  ipirit  of  Angular  memory, 
and  infinitely  skilfull  and  eloquent, as  wel 


in  Greeke  as  in  Latinc,  and  verie  liberall 
(whcrefocuer  be  came)  to  teach  what  he 
knew.  So  that  for  thefe  goodly  and  com¬ 
mendable  qualities,  heebare  fuch  fway 
in  thofe  times:as  his  houfe  was  much  fre¬ 
quented  by  the  very  greateft  Romaine 
Lords. 

It  cannot  be  denied  alfo,  but  that  the 
great  Oratour  Cicero  went  often  thether 
when  he  wasPrastor,  But  that  which  (a- 
bouc  all  other)  may  make  him  moft  Fa- 
mouSjWas,  in  being  Teacher  to  the  great 
Didator  C^far  himielf.  Surely,noc  with*^ 
out  fome  efpecial  prouidence  therein,  to 
the  end, that  this  Prince  might  hold  who- 
ly  from  Gaule(not  onely  the  encrcafing 
and  eftablifhingof  his  Greatneffe)  but 
alfo  this  honor,  wherein  ('notaiotleffe) 
hce  excelled, then  in  adions  of  armes. 
Gallic  hath  euer  fince  kept  her  felfc  in 
this  reputation.  ^inulian^vM\\o  was  a 
Spaniard, made  great  reckoning  of  the  e- 
loqucnce  which  was  taught  in  Gaule,arid 
about  the  declination  of  the  Roman  Em¬ 
pire,  Gouernour  oiRomeux. 

that  time,  in  one  of  his  Epiftles,  fayeth; 
That  if  he  would per  for  me  any  worke  woor^ 
thy  of  memory  y  he  mujlgo  of  necefitie^  and 
dr  erne  it  out  of the  Gaulifh  knowledge  and  ev 
legancie.  The  fame  man  alFo  acknowlcd- 
gcih,  That  whatfoeuer  was  in  him^etther  of 
eloquent  or polijhei (peaking^  ought  the  due 
thereof to  the  aire  of  France^  where  hee  had 
learned  them ,  And  in  another  place  hec 
faith.  That  Mount  Helicon  fatredvnto  the 
MufeSyWa^  tranjported  from  her  ow place ^ 
intoFrante.  o 

Saint  Hierome  to  a'  certayne 

Fathcr,who  was  very  careful!  for  the  in- 
ftitutioii  ofhis  fbnne  in  vvell-fpeaking  \ 
faith ;  PoB ftudia  Galliarum  que  ^el floren-^ 
tifima  funt^  mijit  Rernam  non  parcens 
fumptibus ^vt  vbertatem  Gallici  nltorem^ 
fermonis grauitas  Romana  condicet^  After 
(faith  he)  he  hath performed  his  Budyes  a^ 
mong  the  Gauleswcherc  they  are  mof  flouri- 
[hing^for  fending  him  ‘vnto  Rome^  make  no 
(pare  ofexpences^  to  the  end^  that  the  aboun- 
dance  fieltcacy^and  Infer  of  the  Gaulifh  lan¬ 
guage  ynay  be  fcajoned'withthe  Roman  gr a- 
uity.  The  fame  author  fayeth  in  another 
place,  T^at  France  is  fertile  in  Orators .  In 
another  place  alfo  he  faith  :  That  fljee  hath 
alwayes  abounded  in  mof  eloquent  men .  A  s 
illuftrating  vnder  that  title otienus  Mon¬ 
tanas  \n  the  time  of  AuguBas^  afterward 
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relegated  or  exiled  into  the  Iflands  Bdle- 
ares.  Domit  'm  Afer  of  Nifmes^  who  came 
with  great  charges  to  Rome,  being  gene¬ 
rally  renowned  for  the  cheefeft  Orator  of 
his  time, and  cftcemcd  fo  highly  by  ^lum- 
tiltanyth^i  he  acknowledged  him  for  his 
Mafter.  Next,  the  father  of  TrogusFom- 
feim  the  hiftorian,  of  the  houfc  of  the 
focontians :  who  kept  in  his  hand  the  ring 
of  the  Emperor  Caligula ,  as  beeing  the 
keeper  ot  his  fcales.  Then  Gahinimus^  M* 
Afer^  Him  Floras y  Julius  Secundus^  verie 
famous  Oratours  vnder  f^efpajiany'sxi^  ma¬ 
ny  more  whom  1  omitj  to  come  to  more 
modernc  times,  wherein  Aquitaine  oncly 
hath  more  furnilTaed  Rom  with  Senators 
and  OratorSjthcn  all  the  reft  of  the  world 
befide. 

A  teftimony  hecreof  was  the  Learned 
Na^arim^  Author  offome  Panegyricks, 
yet  remaining  with  vs.  And  that  which  is 
more  admirable^was  the  daughter  of  this 
^^ii^m4y,named  Eumonia-jt^c.  miracle  of 
her  age,  who  was  not  a  iot  inferior  to  the 
very  worthieft  Orators.Befide  an  infinite 
number  of  others^  mentioned  by  the  au¬ 
thors  of  thafefcuerall  times,  tootrobicr 
fomeforvs  to  rchearfebut  one  halfe  of 
them.  Heereto  appertaineth  the  writing 
oiclaudian:  That  Gaule  with  her  JLearned 
Citizens y  did  ordinarily  guard  the  Emferory 
and ferued  him  in  the  mojl  fart  of  his  affairs 
Moreoucr  The  greater  part  of  the  Roman 
Senate,  and  a  number  of  the  Magiftrates 
beeing  great  and  famous  perfons  of  that 
age,  are  efpecially  noted  to  bee  Gaules  • 
So  that  wee  may  very  well  auouch  that , 
which -^//y2>;^//^fung  in  his  Mo  fella:  It  is 
no  longer  RomOy  that  onely  made  fhew  of  her 
CatoeSy  in  regard  that  Caul  did  euery  •way 
equall  her. 

Ocher  Sciences  al(b  hauc  carried  as  ful 
faile  there.  In  the  firft  times  fliee  had  her 
Druydes,  Vuates  or  Eubages,  8c  Bardes, 
of  whofe  learning  we  haue  yet  lefte  fbmc 
rernaines  and  memories.The  Bards  com  • 
pofedinVerfcSjandconferucdto  all  po- 
fteritics,  the  names  and  commendable  a- 
(9:ions  of vertuous  men,  afpurre  fufficient 
to  animate  the  very  dulleft  corages.  The 
Eubages, called  alfo  Vuates  by  Strabo^  ap- 
plyed  their  ftudies  to  the  contemplation 
of  celcftialthings  5  asalfovnto  Naturall 
Philofophy.  As  for  the  Driiydes,thcy  arc 
lufficiently  famous ,  and  although  wee 
haue  fpoken  to  good  purpofe  of  them  in 
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cap.i^. 
VompjntlOy  in 
I  t?,f, 

Strabo  in  lii,^ 


A  dilUndioA 
ojfthe  worlds 
imrcortality. 


the  former  booke  of  the  ancient  Gaules  5 
yet  fome  efpeciall  things  there  omitted , 
may  the  better  in  this  place  be  remcmbe= 
redill  larger  manner.  . 

They  infttuaed  and  taught  abouc  all 
things  elfc,  that  mens  (bules  wer  immor-  |taugiat  by  tbe 
tall :  which  is  the  foundation  of  all  religi- 
onjand  the  very  ftrongeftbond  of  human 
fbciety.They  difeourfed  alfb  on  the  ftars, 
ancDbf their  courie  and  motion  :alfo  of  the 
greatnefle  of  the  world,  the  eatth,the  na¬ 
ture  of  things, the  power  of  God  j  &  gauc 
inftruft ion  in  al  thefe  to  their  youth.  This 
is  auouched  by  Ammianus  Marcellinus , 

MeUy  and  Straboy  who  fay.  That  the  moil 
of them  held  the  to  or  Id  to  be  immortall.  An 
opinion  furcly  ("after  many  great  difputcs 
and  altcrations)found  to  be  mod  true  by 
the  verie  beftPhilofbphers  and  Diuincs, 
framing  a  diftindion  thus. 

Afliiredly,  the  world  is  of  eternal  and 
incorruptible  matter,  in  regard  of  the  cc- 
leftiall part,  which  rccciueth  no  alterati¬ 
on,  neiiher  fhal  recciuc  any  at  their  con- 
fummatiop :  but  by  >  adiunflion  of  light 
and  whole  perfcdlion.  But  what  is  vnder 
thecaueofthe  Moone,  compofed  and 
mixed  with  Elements  for  the  vfe  of  man, 
ftial  perift  by  fire,  and  rcturnc  into  theyr 
firft  eflence  and  Elementary  quality.  The 
coiirfc  ofheauen  fhal  ftay,  and  by  confe- 
qucnr,al  motion  and  corruption  ceafc; 
according  as  it  was  held  by  feter  Jjombard 
long  fince  Bifhop  of  EariSy  &  called  Ma- 
fler  of  the  Sentences ;  and  with  him  all  the 
Theological  Scholaftickes ,  and  the  An- 
gellical  Dolikor  yThomas  Aqumas, 

They  belceucd  alfo,  that  (one  day  here¬ 
after)  the  water  and  fire  fhal  hauc  Domi¬ 
nion  jwherby  we  may  pcrcciuc  that  they, 
had  notions  comming  ncere  to  truth  and 
our  belcefe,  albeit  altered  and  confufed. 

For  that  which  they  concciucd  of the  wa¬ 
ter,  they  faide  was  alreadie  comc,and  for 
the  matter  of  fire  we  doe  credite  the  like, 

&  expeii  the  confummation  of  the  world 
thereby  .Why  then  it  is  no  matter  of  naar- 
uel>  if  hauing  imparted  their  knowledge 
to  other  people,  Arifiotle  fhouldcon- 
feffe.  That  Philofophy  receiued  her  originall 
fiom  the  learned  Gaules  y  whom  hee  calleth 
Semnotheansy  and  auoucheth  Prance  to  bee 
theMifireffe  of  Greece.  All  the  Gaulifh 
Pbilofophers  were  in  fuch  reputation  : 
that  the  people  conccy  ued  the  goodneffc 
of  the  yeare,  the  happincflc  and  honor  of 

their 
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their  tinacs^  to  confift  in  the  nuilciplicitie 
of  them. 

This  ilia!  fuffice  to  (hcw,ihat  foch  men 
were  not  well  informed,  as  haiic  written  j 
that  the  French  did  not  adid  thcmfcliies 
to  Sciences;  confidcring,  that  they  haue 
alwayes  continued  in  the  exercile  of  Let¬ 
ters  and  Learning.  And  for  that  purpofe 
they  had  (from  time  to  time)  -many  fa¬ 
mous  Schooles  3  eftablifhed  for  the  en- 
ftrudlion  ofyouth,Marfeilles  equalled  j4- 
thens  in  learning  ;fo  that  veiy  oftentimes 
thcRomaines  lent  their  Sonnes  to  that 
Academy,  rather  then  to  Athens,  as  it  is 
reported  by  Strabo  ^  who  wrote  in  the 
time  ot  the  Emperor  Ttberm,y\J ^  reade 
morcoucr,  that  the  Emperour  AUguHus^ 
fent  thither  IttLtus  Antonins,^  the  youngeft 
(bnne  of  his  Sifter,  to  ftudy  there .  And 
74r//^i'reporteth,  that  the  probity,  inte¬ 
grity,  and  i<nowlcdge  of  lulttis  Agrkola^ 
his  Father  in  Law,  came  by  the  nouriturc 
&  inftrudionjWhich  he  rccckied  at  Mar- 
fellies  in  France.  ^  s'* 

About  the  fame  ivxiZyAnHme  alfo  be¬ 
came  famous  for  the  ftudy  of  letters  and 
liberall  Arcs ,  whereof  wee  haue  the  tefti- 
mony  in  Tacitus,  And  againe,  after  thefc 
publike (chools,  who  were  eftablifhed  by 
the  Emperor  ConHanttus ,  father  to  Con- 
Jlantine^  who  to  that  purpofe  fent  thither 
the  C")rato  r  Eumemus,  There  is  a  Law  in 
the  Code  Theodojian ,  of  the  Emperours 
Valens^'GratUn^  and  yaienunian;^\\cxt\x\  is 
declarcdjthatthere  were  a  great  number 
of  Townes  in  France,  which  florilEed  by 
the  excdlency  of  Matters  ^Oratours,  and 
Grammarian?,  in  the  learning  both  of 
Greeke  and  Latinc.  Among  which  towns 
aifo,  were  them  of  Bourdeaux-^  Tholoufe , 
ISIarbona^  and  many  other.  Aufonius  like- 
wife  (peaking  of  that  of  Botirdeaux 
That  then  iff  ued  from*  the  hand  of  one  onely 
Do(Tor\  NeSior  Miner uius^  a  thoufand  Fa¬ 
mous  Aduocates  or  C  ounce  Hors  atdaw  J:wice 
as  many  Senatours  orgraue  Statefmen. 

Thcfe  Fountaincs  of  all  erudition,  haue 
notdryed  vpin  France  vndcr  thcreignes 
of  their  Kings,  but  rather  haue  encreafed 
I  and  abounded  more  and  more,  by  multi¬ 
plicity  of  Schooles,  publikely  eftablifhed 
in  many  other  Citties;  wherro  they  fince 
haue  giuen  the  right  of  an  incorporated 
body  or  vniuerfity.  And  by  this  occafion, 
fuch  Vniuerfiticsjin  fauourofthe  ftudic 
of  Letters  and  Sciences  fo  founded  and 


/ 


ereded,  haue  bcene  endowed  and  ador¬ 
ned  by  diuers  Kinges,  with  goodly  great 
priuiledges  and  particular  fauours.  i^- 
mongwhichythatofP^m  hath  extragj- 
dinarily  furpalTed  all  other  in  the  world  . 
To  her,  as  to  the  Queenc  of  Learning, 
refortes  the  affluence  of  people  from 
ftrange  Nations,  there  to  Icarne  the  Sci*^ 
ences,and  efpecially  holy  Diuinity.  This 
is  as  the  Fairc,  Mart,  or  Market  of  the 
whole  world,  for  the  liberall  Arts^and  for 
inftrudion  in  all  Languages .  Thisds  as 
a  Nurfing  Orchard  of  good  plants  and  in¬ 
genious  (pirits,  in  all  venue  and  fairecru^ 
dition  :  from  whence  hath  becnc  fcledcd 
(like  fwarmes  of  Bees)  learned  men  in  in- 
finit  numbers,  that  haue  difperfed  then> 
felues,  and  meerely  peopled  moft  parts  of 
the  earth.  AKb  it  hath  bcene  the  module 
and  originall,  whereby  all  other  haue  ta¬ 
ken  example,  not  onely  for  France  it  fclf, 
but  likewife  for  all  Europe. 

Pope the  third,  madefuch  c- 
ftimation  thereof, that  from  thence  he  fe- 
leded  all  thole  men,  whom  hce  intended 
to  aduance  to  theBiftioppricksof  Chri- 
ftendome,  and  other  dignities  in  the 
Church.  Befidc,  it  appearcth  by  good  & 
fufficientteftimonies  of  other  Vniuerfi- 
ties,  for  more  then  three  hundred  ycares 
fince,  that  the  ftudies  of  Paris  haue  bcene 
the  Foundation  (in  great  meafurc)  ofthe 
Church,  Stadium  P arifienfe effe  funda- 
mentum  Ecclefia ,  Andeuermoreit  hath 
becne  the  cheefeft  in  oppofition  againft 
herefiesjto  combate  and  ouercom  them, 
cuen  fo  foonc  as  (at  any  time)they  began 
to.grow.  Infinite  vidfories  and  triumphs 
hath  fhc  crowned  her  feife  withal,in  fo  fa¬ 
mous  a  contention ,  whereof  I  (pare  to 
make  any  report  ;  btcaufe  they  are  no 
leflTe  carefully  then  elegantly  fee  dovvnc 
by  the  hoidlLoyfelf  in  his  Trad  of  the  V- 
niuerfity  oiParis,.\\ herein  alfo hee  hath 
moft  learnedly  obferued,  the  true  inftitu- 
tion  of  that  Vniuerfity,  againft  the  vulgar 
Fables  which  haue  bcene  noyfed  thereof. 
There  are  likewife  many  other  Vniuerfi- 
tieSjfounded,  and  eft-ibliflied  in  diuers 
Citties  and  T owncs  of  France, as  in  Tho- 
loufky  Boiirges^  Orleance^  Anglers^  Pettier s^ 
CahorSy  Mont-^eilier^Nymes^  Caen  ^Nantes  ^ 
Rheims.fyc, 

Alfo  from  France all  her  Schools, 
haue  proceeded  men  as  learned  and  ex¬ 
cellent  in  all  kindcs  of  Sciences, as  in  piety 
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1  and  probity :  and  as  this  Difcourfc  would 
require  whole  volumnes ,  fo  yet  it  would 
cjfilllede  poflibility  to  name  and  re-count 

France  hath  There  haue  beene  many  wife  ^ 

yeddeVgrMt^rned  Byfhoppes  canonized  for  their 
plenty  otiear-  fandfcity  of life^who  haue  eftabliiht  Chri- 
ncdByfliops.  j.gijgjon in  many^Countrcycs,  and 

fupprefled  monftrous  herefieSj  difperfed 
in  many  parts  of  the  world.  As  S.iiillme 
Byfhop  of  Poitiers^  the  true  confoundcr 
of  the  Arrian  herefie,  where-with  the 
Ghurch  wastoo  much  tormented ,  ciien 
at  the  beginning  of  her  increahng .  Saint 
Seuerm^  whofe  learned  writings 
lets  vs  yet  fufficiently  fee  his  piety ,  and 
painfull  endeuours  together^as  the  Arch 
bylhop  oiBourges ,  that  lined  vnder  the 
reigneofKing  Gontrm^  and  alfoa  more 
ancient  Prieft  ofequall  {lan¬ 

ding  vvithS;  Hierom  and  S^Maruh,  with 
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wham  he  was  very  familiarj&  who  wrote 
his  life. 


Rufheus, 
Phoebadius, 
Profper,  Aie- 
chius. 


^.archbifliops 

ofVienna. 
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Auxerre. 
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Pontw4  Paulinm^s^ho  being  a  Senator, 
defeended  of  a  great  family ,  and  infiniK- 
ly  rich3gaue  all  his  goods  to  the  poorej^ 
bcconiming  an  Eecle{iafticallper{bn,was 
afterward  cic6led  byfhop  of Nola  in  Italy* 
Gf the  fame  country  of  Aquitame^  were 
alfo  S.Rupcm.S*  Pha^lpadm\and  Profper^ 
Alethm  thePriefl^fo  much  commended 
by  S./^/>r(?;^3forhislandity,  eloquence, 
and  learning .  EcdittHS^Auim^md  Ma^ 
mertws^  inftituter  of  the  Rogations,  Arch 
byfhops  of  Vienna:  S.Sidontus  Afollmaris 
Byfhop  oiAuuergne  5  byfliop  of 

Troyes\ and  S. Gerrnaineh^^o^  of  Aux- 
erre^  who  fetled  and  aifured  Chriftian  re¬ 
ligion  in  'Eu^znA^Eucherm  Archbifhop 
oiLyonS‘^  Saluianu^  and  Gennadius.i^nz^s 
oiMarfeilles^SiX^AS.  Vtneentim  Monkeof 
S,Honoram^  in  the  Ifle  of  Lerins^,  A nd 
fince  the  Monarchy  of  fome  later  Kings, 
S.Rhemigm^  andS.  Gregory  F lor entius^ 
Archbyuiop  of  T ours :  who  is  compared 
by  Fortunam^m  ancient  Chriftian  Poet, 
to  S.  Gregory  Nauanune,  as  giuen  to  the 
Eaft,  and  by  Gregory  the  Great, Pope,  gi¬ 
uen  to  the  South,  as  he  for  France  was  to 
the  Weft.  It  was  at  thei  fame  time,  when 
Pope  Gregory  (hauing  feene  at  Rome^  not 
onely  admired  him,  but  did  him  fo  much 
honor  as  could  bee  deuifed,  Arnold,P>y 
{hop  o{Met^,  Eincrnar  Archbyflaop  of 
Rheimes^  Lupus  Abbot  of  F erriers  in  Ga~ 

pnois  ^  Arnold  de  Lifie us t  Fulhert^  Tues^ 

ByfhopsofcWw^,  S ugger us  khhox.  of 


ning  &  know¬ 
ledge. 


•r  f'f 


M  arfeilles,  an 
eycelleni  Phi* 
lofopher. 


S*Venis^S .Bernard  Abbot  of  Cleruaux ^ 

Peter  Abbayelard,  ofwhomc  there  went  a 
Prouerbe  in  his  time,  that  there  was  not 

manfor  Lcar- 

any  thing  in  al  the  world,  reaching  either 
to  the  higheft  hcauens,  or  to  the  loweft 
bottome  of  the  profoundeft  deepes,  but 
they  were  all  familiarly  knowne  to  him  • 

Alfo  Peter  Lombardh^^o^  of  Paris ,  (o 
admirable  in  the  profeffion  of  Diuinitie, 
that  (euen  to  thisVerie  day)  all  Chriften- 
dome  acknowledgeth  him  for  her  Mai- 

ftcr.  «  •  ■  '  ' 

Hee  ihould  neuer  make  an  end,  that 
would  take  on  him  to  recite  all  the  great 
men  of  France,  not  onely  fuch  as  haue 
preceded  them  of  thefe  times,  but  mfinic 
numbcrsbefide  5  whereby  may  bee  iuftly 
faid,  that  Learning  and  the  Sciences,  not 
onely  rcceiued  their  ancient  flourifhing 
fplendor  in  France  5  but  alfo  haue  impar¬ 
ted  chemfelues  (as  before)  to  all  other  rc- 
gionsoftheearth.Therchathbinhecre- 
tofore(bcfide  all  them  formerly  named) 
oci^Eumenides  oi  Mar  fellies  y  am  oft  wife 
Philofopher,  who  (among  manie  other 
things)  made  a  very  (erious  inquifition3& 
learnedly  wrote  on  the  originall  oiNilm. 

P.  Terentius  Varro  ({irnamed  Atacinus^  of 
his  Countrey  in  Nar bone  Gaul ^  on  the  ri- 
uer  o^Atdx^woyN  called  Auda^^vhlich.  bcl- 
cheth  it  felfinto  the  fea  Qx  Narhona)amc\\ 
renowned  among  the  Roman  Poets,  for 
making  foure  bookesof  the  Argonantes 
affaires,  diners  Epigrams,  and  the  Se- 
qiianes  warres,  recited  by  plinym  many 
places, as  alfo  by  the  Grammarian  Prf- 
cian*  .  ■  * 

Heere  we  may  not  forget  the  P-hilofo- 
phcT*  Phauorinus  ^  fo  highly  renowned 
vnder  the  Emperor  Adrians  rcigne :  a  na- 
tiuc  of  Arles gis  Philosiratus  reporteth  in 
the  dikourfe  ofhisiife.AZ^^x-^r/Mr  the  Ora¬ 
tor,  and  Pacatm.,  Author  of  the 

excelk  m  Panegyricke  of  Theodofm .  A- 
bout  theiame  time  flourifhed  Rutillius 
2^'umatianus  2iVozt^  and  AuJoniusoiBur- 
deaux,  moft  worthy  the  name  of  a  Poet , 
fince  the  dayes  of  AugusE^:divicrs  name- 
Icifc  workes  of  his  haue  bene  found,  and 
(for  their  efpecialldefcruing)  haue  bene 
attributed  to  be  virgils .  Hee-was  chofen 
for  Schoolcmaifter  to  the  emperors  Gra>- 
tian  and  Valenmkn :  for  it  was  an-ordina- 
rycourfc  in  thofe  times,  when  there  was 
anyneceffity  of  learned  men,  eyther  to 
inftruclthe  Emperors  fons,  or  the  erca- 

teft 
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Of  the  People  of  Francei 
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their  heft 
knowledge  in 
France. 


teft  Lords  of  the  Romane  Empire,  they 
were  fecht  fro  France,  as  we  read  in  many 
places  of  the  works  of  then 

Gouernour  of  Rome, 6^  who  fiickt  (him- 
felfe)  themilke  ofthc  Mnfes  of  France. 

I  forbeare  to  fpcake  ofthofe  ftrangers, 
who  by  beconiming  there  learned,  haue 
honored  their  ownc  countries  5  thogh  re* 
fpiring  firft  the  fweet  ayre  of  France,and 
borrowed  a  beame  from  her  bright  fplcn- 
dour,to  giiie  fomc  lufter  thereof  to  their 
places  of  birth. In  breefe  to  fpeake  trucly, 
it  is  as  difficult  a  thing, to  name  all  the  fa¬ 
mous  perfons  that  haue  flourifhed  in 
France,  as  itiseafie  for  other  people  to 
make  a  (hew  of  all  fuch  as  they  haue  had^ 
which  would  rife  to  a  far  inferior  number. 
Moreouer,  many  great  perfons  (beeing 
fir  angers  there)  bauing  diligently  furuay- 
ed  the  (pirits  of  the  French,  haue  found 
them  by  experienced  iudgment,to  be  full 
of  life, fubtile, proper  &  prompt  to  all  oc- 
cafions,clearefighted,and  piercing  into 
the  Sciences  ^  thinking  it  very  conuenient 
that  whereas  fome  haue  efteemed  the  an¬ 
cient  Gaules  to  be  light  and  mutable, they 

&  very  iuftly,  that  they 
were  tradable, apt  and  ready  to  performe 
any  thing  impofed  on  them  whatfoeuer. 
Of this  niinde  was  lulm  Crfar  Sediger 

:ui,CdScaUger  learned  and  iiidici^ 

inExcnt,i67,  ous,whofpcakethinthis  m^nneul/ludeji 

^  A  A  4 1  y%^/»  4^-  A  J ^ /7^ _  ^  .  • 
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coM^TtTfiis  iiducYtcnuH^yioyielJ^e  cuTTi-  Animo^ 
rS rmhilime  commefajidei  ia^furam.  GaU 
los  enimvides  ad  omm a  moment  a  ^eleuen- 
tuum  vel  dtf^ciplmAmpromptoSyparAtoSy^eY- 
fatilesi'Vtfemelqukqmm  veln;tfum  ^eUu- 
ditum^illico Apud  eorumingeniA  ^deponAt 
cJr  AmittAt  nomtAtemdn  eo  ipfo penittd^  exte^ 
plo  'vtdentur  nattatqueeducAU,  Ammo- 
rum  ^igorignens^  maturAque  celiritas  nulli 
Alq  nAtioni  dAtA  eji  u  nAttivA*  J^uoquo  incu- 
Ipiierejelictfimefefe  dAnt^ocypmeprojiciunt 
gnAuiter  exercent:  mercaturam^artes^armA^ 
litter erudmone^fubtilitAtern^  CAndorem^ 
eloquentiAm,  Omnium  tamen gentium  Atque 
nAtionu^Jidefunt  maxime  integra  conjld- 
tiJt  is  A  mAtter  thAt  mil  defevueth  to  be  no¬ 
ted  or  confidered^that the  defecl  of fAith is 
not  alwAies  conioyned  vpith  themobtlity  and 
Itgbtnejje  of  fpirit.  That  it  mufl  needs  be  fo^ 
ifce  that  the  French  are prompt^  ready  ^  and 
tra^ able  M  all  moments  and  occa /ions ,  be  it 
eyther for  the  diner fity  of  accidents^  or  bee  it 
for  the  Sciences:  and  that  in  fuch  fort^tsfo 
\foonc  uuhey  haue  fee ne  or  heard  any  things’ 


immediately  it  lofeth  all  nouelty  with  them^ 
and  carrieth  no  fuch  matter  of newes  in  theit 
mindes^  for  it  feemeth  as  injiantly  bred  and 
borne  with  them.  This  hot  and fery  mi 
'vnderfanding^  and  this  promptitude  with 
maturity  (/y  iudgement  Jsath  Hot  bingiuen  by 
nature  to  any  other  Nation.  Onwhatfoeuer 
they puTq)ofc  a  refolution-yhey  apply  thej clues 
thereto  -very  happily profitc  therein  moft  fpee- 
dily^  and  exercife  it  carefully :  either  Mer¬ 
chants^  Artes^  Armes^  ' Letters.,  erudition^ 
fubtilty,aJfAbilityfreedome^anddoquence^or 
any  thing  elfe.  AndyetnotwithHanding^ 
mong  al  nations  J^hey  are  the  mofl  ^oprig^tfy 
intirdy  con  si  ant  of their faith  and  word. 

Moreoucr,as  there  is  nothing  that  doth 
fo  much  ciuilize  and  fweeten  manners  the 
the  ftudy  ofgood  letters,  &  to  win  know- 
ledge  in  the  Sciences,  which  do  beget  in 
ourfbulcs  all  humanity  and  courte{ie,and 
expellcth  all  rudeneffe  in  carriage :  eucn 
fo  is  it  very  true,  that  there  are  none  more 
gracious  and  humane,thcn  the  French,  c- 
Ipecially  towards  flrangers.  Ihemildnes 
that  is  inwardly,and  lodged  vp  in  a  french 
mans  heart,  makes  plaine  outward  fhev^ 
and  appearance  in  his  countenance.In  his 
forehead  he  carrieth  a  natural!  franchife, 
and  freedomeinlife  andciuill  conuerfa- 
tion :  all  laid  downe  euidently^  without 
diffcmbling  any  thing,  or  vfing  any  cun¬ 
ning  or  flattery .  Good  iudgement  was 
made  hereof  by  the  emperour  Julian  .^sNho 
faid‘  He  thought  himfdfe  mofl  happy  po  meet 
with fuch  good  naturde  men,  fo  facile  ^ fel^ 
lowly  yet  (neuertheleffe)  without flattery. 

It  is  a  world  of  rime  fiace  the  Caulsh^d 
no  mean  reputation^for  entertaining  cur*' 
teoufly,and  liberally  welcoming  ftrangers 
among  thQm.Diodorus  the  SicilBan  highly 
commended  thccourtcfic  of  the  Gauls  va 
this  point.  And  r^r/Whath  written  par¬ 
ticularly  ofthe  Germans, that  came  from 
x\\^Gaules,^nA  hadmccrcly  learncd'itof 
them.  And  when  the  French  name  began 
firft  to  appeare,<S'^fo;2/;^/  oi  Marflei  lies  gauc 
them  the  vertue,  to  be  kinde  to  ftrangers. 
Aboue  all, this  people  hath  alwaics  helde 
Religion  in  fingular  recommendation,  as 
being ^  foudation  ofvertue;  &thcy  hauc 
continually  bin  denoted  to  diuinity,  ciien 
when  they  had  no  true  knowledge  thcrof, 
faith,  Galha  admodu  dedita  religiom- 
btis,kx\A  Liuius dcfcribingihc  fiegc  ofthe 
Gauls  at  the  Capitole,  faith,that  a  man  of 
the  houfe  of  the  Fabfhzing  caft  down  fro 
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thetopof  theCitcadell:  without  dread-  j 
ing  any  thing^went  to  Mount  ^  Auentm^ 
to  make  an  annuallandlolemne  facrificc 
i^gm^family,  and  returned  to  the  Capi- 
torethorough  the  midft  of  the  enemies. 
Theylookedvponhim,  without  any  vio¬ 
lence  or  a{faylingj&  fuffered  him  to  paffc 
on;  Bting  aHonifhed  at fuch  refolution.ias  at 
a  miracle :  ivere  it  through  rejpeSi-  and  reue- 
rence  to  Religiony  vahereof  (faith  hce)  that 
Nation  is  •very  carefuU.  , 

^  But  after  that  the  bright  bcames  of  the 
Gofpell  began  to  (hew  their  fplendourjit 
is  hardly  to  be  credited;  with  what  feruor 
of  foule  this  people  embraced  it,  with 
what  venerationjand  (eucnvpon  heapes) 
voluntarily  prefented  thcmfelues  to  deth, 
to  teftifie  the  zeale  of  their  affcdlion  to 
Chriftian  Religion,  and  fcale  with  their 
blood  the  fincerity  of  their  faith.  On  the 
other  fidejfaith  SJerom^  Spaine  fometime 
brought  forth  Geryon  the  dreadfullmonjler, 
Herefies  haue  fpo armed  in  mojl  part  of  the 
earths  quarters :  Cauleonely  hath  confirued 
I  her  felfi  in  the  truth  ^without  deuouring  her- 
S  f elf e. But  hath  abounded  almies  ingreat  per- 
I  fonages ylearnedy  and  holy  in  life  together.  Ar- 
rianifmeh^A  infefted  all  Chriftendomc, 
only  France  hath  continued  pure  rforher 
Bifhopscarcfullly  imployed  their  paincs, 
quickly  to  ftifle  thofe  herelies  &  fehifmes 
which  grew  too  troblefom  to  the  church. 
Whe  it  came  fo  to  paffc,that  the  fchlfme 
of  the  Donatifls  exalted  it  felfc,  and  many 
partialitiesjquarrcls^and  hatreds  by  parti¬ 
cular  perfons  were  intermingled :  the  Bi- 
(hops  that  were  in  the  faftion  with  Dona- 
required  of  the  Emperor  Conftantmy 
that  fudges  might  be  fent  from  the  Gaulsy 
onely  for  their  piety  and  learning.  Wher- 
vpon  the  Emperor  granted  vnto  them  j 
Bifhops,  Rheticus  of  Austm,Muernus  of 
C<>logiie,znd  Mmanus  of  Arles',  who  went 
to  Rome, and  together  with  Pope  i4iltU- 
des,  hauing  exaftly  lookt  into  the  matter, 
decided  the  caufe,  and  condemned  (by 
their  fentence)  the  error  of  the  Denatijis, 
as  it  is  reported  by  Optatus  fine  of  the  Or¬ 
thodox  Biihops  of  Africa,  who  hath  left 
vs  in  writing  the  hiftory  of  this  fchifmejSi 
gaue  his  heipe  to  the  fuppreflion  therof. 

”  In  the  yeate  VCCLVIIl.Popc  Stephen 
the  third, entreated  Pepin  King  of  France, 
by  his  exprefle  Nuntioflazi  he  would  fend 
him  the  very  learnedft  Bifhops  of  France, 
to  the  ende,  that  by  their  authoruy,  hec 


Gaulefirfl  re* 
ceiuedihe 
CUriftia  faiih 
next  CO  Italy. 


might  reforme  &  re-eftablifh  the  church, 
which  he  performed  accordingly.  Wher- 
by  is  plainly  difcoucred,  in  what  cftceme 
and  account,  the  learning  &  piety  of  the 
Prelates  of  France  hath  aiwayes  bene. 

According  to  this  purpofe  of  ours  3  it 

may  be  very  truely  maintained ^that  Gauly 
among  the  Prouinccs  moft  towards  the 
Weft,did  firft  recciue  the  Chriftian  faith, 
next  vnro  Italy  5  being  brought  thether  in 
the  firft  birth  and  infancy  ofthe  Church. 

For  oucr  &  befide  the  Apoftle  of  France, 

S.Dionifus  Areopagita^  who  is  faid  to  bee 
fent  thither  by  S. Pauli  iciscerraine,  that 
one  named  the  fchollcr  of  S. 

Pauly  did  firft  of  all  preach  the  chriftian 
faith  in  Gaule^Tin^  there  performed  the  of¬ 
fice  of  a  Bi(hop  and  Paftor ;  as  is  to  be  ga¬ 
thered  from  S.P^/^/himfeIfe3from  Epipha- 
nim^SjClemenSyS*  Jerome  Eufebim  ywho 
report5  that  he  was  fent  thether  by 

that  there  he  dyed.I  fet  afide  what 
our  Annalifts  haue  recounted  of  S, Peter 
and  S.Phillipyt\\2ii  they  came  thether.  But 
I  may  not  omit  what  is  faid  by  Epiphanim-y 
that  SAuh  came  into  France,  and  there 
declared  the  faith  of  Icfus  Chrift. 

All  that  can  be  imputed  to  the  ancient 
Gaulesyconccvnm^  the  acre  ot  religion  3IS,  |  on  laid  on  the 
that  they  facrificed  men.  But  this  manner  !  Gauie«foria. 
of  facrifice  was  not  particularly  to  the 
GauleSy  they  hauing  dealt  no  otherwife 
therein,  then  was  vied  (well  ncerc)  by  all 
other  people.  The  like  is  reported  of  the 
Scythians  in  general!, and  Mela  nameth  the 
to  be  the  Ejfedones  •  Hhz  CarthagenianSy 
whe  there  hapned  among  the  any  plague 
or  faminejor  any  other  publike  affli^Sion, 
they  made  their  recourfe  to  thisfuperfti- 
tion,  8c  ordinarily  bloodied  the  Altars  of 
their  Hercules  with  humane  facrificcs,yca 
they  would  facrifice  their  ownc  children 
to  Saturne.  Strabo  faithjthat  the  Luftani- 
ans.pl  people  of  Spaine^old  offer  vp  their 
prisoners  in  war.  And  Seuer us  dechmhy 
that  ihcMafiUutnSyZpcoplc  of  Greece 
well  educatcdjwould  feed  a  man  very  im- 
meafurably  for  fomefpacc  of  time,  then 
they  wold  conduit  him  through  their  cit- 
ty,  charging  him  withaccurfed  execrati¬ 
ons  8c  imprecations  j  and  in  the  end  they 
would  facrifice  him,  to  expiate  their  pub- 
like  offcnces.and  to  lay  on  him  the  penal¬ 
ty  of  all  their  fins.  Among  the  Grecians  it 
was  very  common,  not  oncly  during  the 
T royan  warre,  of  Jphigenia ,  facrificed  at 
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the  gate  of  Julu  ^^hut  like  wife  of  Poltx- 
enn^in  the  Land  of  Troye,  Long  time  zi- 
ttx^Themiitocles  (a  little  before  the  day  of 
SaUmim)  by  command  of  his  diuinators, 
caufcd  three  noble  Perfians  to  be  (acrifi- 
ced.  And  about  the  fame  time^  Xerscs^ 
King  ot  PerJia^o^QxQi  cwcliie  men  in  fa* 
crifice.  Many  examples  more  are  there  of 
the  Grecians,  declared  more  at  large  by 
PltitArke,M\\\ii  thinke  ye  then  of  the  Ro¬ 
manes  ?  Were  not  they  addidted  to  the 
fame  hipcrftition,and  vied  the  like  facrifi- 
ces of  humane  oblations?  Weefindeit 
faithfully  fet  downe,  that  they  facrificed 
two  Gaii!es,a  man  and  a  woman, to  their 
T utelary  or  houfhold  God. I  cannot  ima¬ 
gine  what  fhoiikl  be  the  reafon^why  they 
chofe  their  olrerings  to  be  of  that  people, 
rather  then  of  any  other  5  if  it  were  not  in 
this  rclpedljthat  they  fuppofed  they  fhold 
prefent  a  more  acceptable  facrificc  (in  fb 
domg)  to  the  God  of  their  Citty^then  to 
offer  any  other  people,  whereby  he  might 
be  offended,  becaufe  once  they  had  con- 
fumed  Rome  in  cinders,and  tberfore  they 
might  bee  iiidged  the  more  able  (after¬ 
ward)  toouerthrow  the  whole  Empire. 

.  Plutarke  reporteth,  that  they  caufcd 
fbme  of  the  Gaulestoht  buried  aliue,  du¬ 
ring  the  Confulfhip  of  Marce/lm.hy  rea- 
fon  of  a  GauliiTi  warre  which  had  happen 
nedto  them,  and  whereofthey  flood  in 
fearefull  doubt.  And  that  afterwardicuen 
till  his  time,  they  would  haue  celebrated 
the  like  bloody 'anniiierfaries  5  which 
might  not  be.  permitted  (it  may  bee  for 
the  inimanity)  ahd  all  the  .world  to  fee 
•  The  like  was*  put  in  pTaiSfife  at  Rome, 
'*  one  after  the  difmall  day  at  Cmti'a^s :  & 
the  Emperor  DdmhUn  likcwifc  facrificed 
two:They  had.a  //^///<?/",fifnamed  Latutlls^ 
to  whom  they  made  offerings  of  human 
blood,and  of  thejiues  of  men**?  This  Tft- 
faieth  vKas  ordinarily  done  in  hisl 
**  l'time;(and  LaciantiU^  and  EufebimyAY^  li- 

ued  foone  after  vnder  the  firft  Chriftian 
Empcrours,do  affirme  as  much.  ^  *  - 

cThc  often  &  frequent  fpeSacIeSjarriong 
iht-Gladmores  ox  Fencers,  were  they  any^ 
thing  elfcjbut  ciien  a  cruel  ^nd  bloody  fa-, 
crifice  of  many  hie.n.N ay  ,which  was  moft 
det.eftable,to  caiifc  them  kill  one  another 
for  other  menspleafure  ?  They  were  not 
any  finall  numberpfone  or  two, but  ordi  •. 
narily'fiue  hundrccl,a  thoufand^two  thou- , 
fan4>and  three  thoufand  :  and  it  hath  bin 
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obfcriicdjihat  at  fuch  times,  ten  thoufand  / 
hnuc  bin  thereto  cxpofed.Let  Cicero  then 
and  Pltftarke cczf[c  to  rcprouc  the  Gauls 
with  this  cuflomc,  feeing  that  they  thei#j^i|j^ 
(clues, both  Greeks  Sc  Romans,  haue  ob- 
fenied  the  fame.  Nay, the  Greeks  did  far 
worfe/or  not  contenting  themfclucs with 

fuchfacrificcs,  they  would  needs  know 
what  good  meateit  wastofeede  on  hu¬ 
mane  fiefli^and  as  Pliry  hath  left  written, 
to  tafle  of  all  the  parts  of  a  man.  If  it  was 
ill  done  to  facrificc  a  man ,  how  much 
more  dcceftable  was  it  then,  to  fcrucin 
his  flefh  for  food  to  the  table As  for  C/- 
ceroyl  pardon  him  very  willingly,  for  that 
which  he  faid  in  one  of  his  pleadings  of 
the  Gauls;becaurc  it  was  to  feme  his  own 
caufe,  and  for  the  reproofeof  witneffes, 
which  made  whatfociier  hefaidc  the  leflc 
confiderable.  Contrariwife  alfojas  him- 
felfchath  written.He  way foone  deceiuehim 
felfe^  thatthinkex  out  of  mine  Oratiomand 
Pleadings^  to  deriue  any  audleable  authorny 
of  my  opinion  ^or  elfe  a  forme  of  testimony  Jby 
that  which  J  haue  faid :  Becaufe  (fmh  he)  tt 
was  the  caufe  that Ipake^and  not  I,  And  yet 
ifwceobferue  more  ncerely,  what  C/cyQr 
hath  faid  concerning  this  cafe,  wee  fhall 
pcrcciue  thatthe  Gaules  made  glad  facri- 
ficcs  ofmalefadors,  -  as  thinking  fiicli  an 
pffrihgfd  be  moft  agreeable  to  the  gods, 
as.(indeedc)  there  could  bee  none  more 
proper,  then  the  iuftpuniftmentof  wic¬ 
ked  perfbns.  And  yet  notwithftanding, 
fometimes  they  were  cbnftrayned  to  goc 
fo  farre  as  innocent  folkc,  meerely  for  the 
defe.d  of  other :  bccaufc  this  opinion  was 
noted  in  the,  that  the  Gods  could  not  be 
pleafcd,for  the  life  and  fafety  of  one  man, 
but  by  offring  to  them  the  lifebf  another. 

^  *  Howfocuer,theydcrcrued  herein  no 

imputation, of  blame,  becaufe  what  thejr 
did,was  by  fuperftition,thc.cxce{rc  of  true 
religion,  not; holding  it  for  any  errour,to 
offer  to  God  what  might  Bee  moft  accep¬ 
table:  which  made  them  to  prefent  him 
witli  fo  noble  a  creature,  the  only  perfedl 
ofairother,and  fo  confccratcd  to  him  the 
moft  precious  oblation  ofall  oblations; 
Wherin  they  .are  the  leffc  taxable  for  their 
cuftomc  (thbgh  indeed  crucl)yet  not  pro- 
cceding  fo  farre  as  other,’  as  the  Grecians^ 
who  fell  voluntarily  into  Athcifine.  A- 
mong  God^  pcople,wc  fee  that  leptah  fel 
meb  the  fame  error,  vnder  the  fhadow  of 
a  vow  Sc  deuotion;  albeit  I  know  very  wcl 
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that  the  Hebrew  Text  hath  no  other  car- 
riage,but  that  he  offered  to  God, no  more 
but  the  virginity  of  his  daughter  oncly3& 
#hat  this  is  the  opinion  and  interpretation 
of  the  moft  learned  Rabines.  I  pafle  ouer 
the  abhominablc idolatries  oiihclewes^ 
to  the  Idoll  Moloch^  who  praftifed  the  ve¬ 
ry  fame.  Yet  what  hath  becnc  faidjmight 
(perhaps)  fauour  of  fome  fignale  and  fen- 
fibleapprehcnfionjOrprefagc,  that  man 
could  not  be  faued,but  by  a  man  himfelfc; 
And  that  one  daysman  (hould  bee  redee- 
med^and  brought  into  his  former  condi¬ 
tion, by  the  blood  and  paflion  ofaman. 
Thishaucifet  downein  their  cxcufc,  it 
being  a  zcalc  proceeding  from  religion, 
when  as  then  they  walked  in  darknes,  dc- 
ftitute  of  any  knowledge  of  the  true  God. 

Now,forafmuch  as  I  haue  heeretoforc 
indifferently  vied  thefe words,  Gaule znd 
France^Frenchmen  and  Gauks^  as  being  no 
otlier  then  one  and  the  fame  thing, wher* 
of  fome  may  conceit  very  ftrangely  5  I 
holditconuenient,&futablc  to  our  pur-  | 
pofe,  to  dcliuer  a  fufficient  rcafon  chere- 
forc.That  which  our  Ancients  had  named 
Gaule  or  Celtica,^Qs  afterward  defigned  by  ' 
the  name  of  France.hiVtmk^xho.  Kings  of , 
France  haue  long  time  commanded, in  all 
thofe  parts  which  were  tcarmed  the  anc^  ; 
cm  bounds  of  Gaule^^Vfftzn^xhtRheine^  j 
the  Alpes,  the  Fyreneans^  and  thcMcdi-* 
terranean  and  Ocean  Seas.  Thefe  were 
the  ancient  limits  of  Trance,  which  alfo 
by  feafons,and  vndcr  certaine  Kings, haue 
extended  thcmfeliics  a  great  dealiurther. 
>But  if  any  parcell  thcrof  be  at  this  day  dit 
membred  or  ciit  off,  that  may  not  change 
the  true  appellation  of  things .  Confide* 
ring, that  fuch  diftraftion  k  nothing  but 
the  aftcjthe  right  alwaies  remaines  in  his 
perfciSf  integrity.  And  as  for  the  French, 
it  will  be  ail ouched, that  they  are  one  fclf- 
fame  people  with  the  Gaules^  on  whatfo- 
cucr  fide  fearch  be  madcjand  the  truth  fet 
downe  of  their  originall.  i 

I  may  not  flay  my  felfe  heef c,  to  fight 
with  the  falfc  opinion  of  fuch, who  think*' 
ingto  n\^Vtx\\cCaules  the  morc-honou-*" 
rable,  would  haue  them  to  be  defeended'' 
from  the  T royans^  becaufc  it  hath  bin  al- > 
ready  done  by  others.  But  it  is'a  point  fo 
clcare  and  apparant,  that  there  is  no  man 
(now  adayes)  fo  filly  verfed  in  letters:  but 
plainly  knoweth,that  they  arc  altogether ' 
mcere fables  andfiftions.  There hathbin 
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another  opinion,  and  purfued  by  Tnany, 
who  imagincth  the  French  to  bee  come 
foorth  of  AHemaigneoi  Germany.  And  ac¬ 
cording  to  this  conceit,  there  (hall  be  no 
place  of  diftinguifhing  French  with 
the  Gaules :  becaufc  it  is  moft  true  to  fay, 
that  Germanyh'SiXh  becnc  peopled  by  her 
neighbor  Gaule.  So  in  making  chc  French 
tocoipc  from  thence  into  Gaule,  is  to  rc- 
turnc  them  backe  to  the  place  where  they 
rcceiued  their  originall.For  it  is  to  be  cre¬ 
dited,  that  Prouinces  which  are  the  moft 
temperate,  haue  bin  the  firft  inhabited,  & 
after  that  men  are  encreafed  in  multitude, 
they  then  make  their  recoiirfc  to  more  re¬ 
mote  places,  which  are  of  ruder  quality, 
and  more  fubieiS  to  cold.  Befide,  C afar 
himfelfc  (long  fince)  teftifird,  that  the 
Germanes  or  Allemaigns^  called  the  Gaules 
their  Brethren ;  for  the  fimilitude  of  their 
manners,  and  the  cuftomes  of  both  thefe 
pcople,reported  byour  anceftors,may  in- 
ftantly  make  faith  for  this  their  fraternity. 

c3tBers  would  fetch  them  from  the 
Fannomae$,z%\x  \%  reported  by  S.  Gregory 
of  T s?/^rf.Now  it  is  very  certaine, that  the 
Gaules  did  fometimes  people  both  the 
Pannoniaes :  efpccially  at  that  time,as  iJr?- 
nm  made  warre  in  Macedony^nd  through¬ 
out  all  Greece.  And  the  Geographers, as 
StephanuSyArrlanusy'SLtxd  Strabo  fio  nomi¬ 
nate  the  among  the  people  of  Pan¬ 

noma:  There  is  yet  another  opinion,  the 
’trueft  and  moft  cercaine,and  yet  notwith- 
ftanding  little  enough  knownc.  For  often- 
r/^^j(faith  an  ancient  Writer)  it  commeth 
to  fajfe^  that  the  originall  of  great feo fie  is  ^ 
much  'vnhowne,  as  that  of  lur great ejl  Ri- 
uers.  This  is  that  which  bath  bin  obferued 
by  diuers  paflagcsof  Sidonm  Afollinar is, 
S.Gregoryoi  Tours,  and  other  neighbou¬ 
ring  Authors^  concerning  the  beginning 
of this  Monarchy :  that  the  French  came 
from  SicambriAy  and  that  the  Sicambrians 
j  are  many  times  taken  for  the  French'.  ' 

'  Now  we  arc  to  note,  this  Sicambria  is 
not  that  which  fome  haucvfu- 

I  ally  feated  in  Franconia:  but  it  is  deferibed 
i.by  auncicnc  Geographers  toward  the 
|Nbrth,  wholly  ioyning  to  the  riuagcs  of 
'^Rheine,2s  wcl  on  the  one  fide, as  the  other. 
But  more  principally  towards  the  place* 
'where  that  goodly  ftrcamefalleih  into  the 
Sea:aplacc  ofvery  difficult acceffe,  by 
reafoii  of  the  great  Marifhes  thereabout.* 
Suetonius  maketh  mention  that  the  Em-' 
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^txowv AuguBi^  cailfcdthofe  valiant  5^ 
Cambrians  to  ‘pafTe  on  further  into  the 
firmc  land  of  the  Gaules^  and  namely  ^that 
he  gaue  them  ^  to  dwell  in.  This 

he  did^fome  way  to  content  them,  and  to 
hinder  their  courfes ;  as  alfo  to  feruc  his 
owne  turnc  with  this  warlike  N[ ation,  be¬ 
ing  vpon  the  extremities  or  vtmoft  parts 
of  Gaule.  And  befidc,we  reade  in  T acitU'S^ 
that  there  was  daily  at  the  Emperors  fer- 
uice,a  Sicambrian  band  or  Cohort,high- 
ly  efteemed  for  their  valiancy. 

Hcereby  we  may  knowjthat  they  are 
defended  ofthe  fame  country  with  the 
(j4/#/e/,anditis  to  beecrcditcdjthat  thefc 
were  the  people  onely, which  neuer  came 
into  fubiedion  ofthe  Romane  Empire, 
in  the  time  of  Cafar:  in  regard  ofthe  dif¬ 
ficult  places,and  badnefle  ofthe  country 
which  then  they  held.  This^'Skambrian 
people,knowne  &  renowned  by  the  name 
of  French  onelyjin  the  time  of  Galien^w 
der  PoHhumus of  the  thirty  tyrants, 
about  theycare  ofour  Lord,  CCLXIX. 
could  not  keepe  thcmfelucs  alwayes  in 
their  Northerly  corner  or  angle  of  Gaule^ 
fuchas  (at  this  Holland  and  part  of 
Friejland  arc :  but  they  made  their  exten- 
durc  into  neighboring  countries,  &:  con¬ 
tinually  there  tormented  the  Romanes  in 
GauUy  after  whofe  liberty  they  longed  fro 
time  to  time.  And  part  of  them  pafiing  in¬ 
to  Gaule  among  the  Romanes, were  there 
highly  efteemed,  and  came  to  vndertake 
the  cheefeft  charges,  as  we  may  reade  of 
many  of  them,  in  Armniantu  Marcellmus^ 

I  Part  of  this  people  alfo,  namely  they 
that  were  tranfported  by  con- 

tinued(for  long  time)in  obedience  to  the 
Empire, as  appeareth  by  many  examples, 
and  Hiftories  fet  downc  by  diners  Hifto- 
rians,which  I  may  not  hecre  recite,  bc- 
caiifc  (for  the  moft  part)  they  haue  becne 
diligently  colleifted  by  the  Lord  Fauchet^ 
in  his  French  Antiquities,  where  this  true 
opinion  is  approiied,  by  thepaflages  of 
loumus^Ajnmiamts  Marcellinpss ^  Procoft* 
m  zn^Tonarus,  At  the  fall  of  that  great 
Empire,  thofe  inuincible  SicambrianSy 
Franesy  or  French^  accuftomed  to  make 
ordinary  courfes  into  Gatde^  perceiuing 
the  inuafion  of  Northerly  people,as  the 
AlaneSyV mdales^  Bourgnignons  ^  Gothes^ 
they  could  not  endure,  that  their  ancient 
country  fhold  rcmainc  any  longer  fo  fub- 
iciiicd, neither  by  the  tyranny  of  Romane 


Magiftraccs,  nor  by  the  inuaiiohs  of  bar¬ 
barous  people.  Hercupon,taking  apt  oc*^ 
cafion,  they  proceed  on  further  into  the 
midft  Gaules  where  they  wcrcrc- 
ceiued  (in  open  armes)  by  their  oldc  mo¬ 
ther, and  by  the  other  Gaulesy\^ho  ioyning 
with  them  3fhooke  off  the  yoke  of  the  Ro¬ 
manes,  &  cxpulfed  alfo  the  ftrange  Nati¬ 
ons,^  had  (o  infolcnily  intruded  on  the. 
From  thence  forward, both  one  &  other 
named  them  Frenchmen^  as  being  but  one 
people  by  originall.Nor  can  it  be  concei- 
ued,chai  the  Sicambrian  people  (hold  be 
enemies  to  the  Gaulesy  but  rather  called 
by  the  as  their  fcllowly  brethren,  to  helpe 
in  their  enfranchizing,  beeing  recciued 
with  the  liking  of  euery  one :  as  thefc  pla¬ 
ces  of  of  T<?^^/'jdoTufficiently 

fii  cw.  Inter ea  cum  jam  terror  Francorum  fs* 
fonaret  m  his  partibt^Sy  omnes  eos,  amore 
dejiderabill  cuperentimperare^  ^c,  Alfo  in 
another  place:  Multi  ex  Gallijs  habere  Fran¬ 
cos  dominos fumo  deJidcriocupiebant,M.oxe- 
ouer,  it  is  to  be  feen  in  many  places  of  the 
hiftories,  written  by  the  fame  S.Gregory^ 
that  the  Gauls  were  neuer  trod  downe  by 
the  French-^  but  adminiftred  in  publike 
charges,  ^  cook  part  in  their  honors,  not 
as  a  conquered  people,  but  as  compani¬ 
on  s,friends,and  affbeiates,  and  as  making 
but  onepeople.ln  regard  whcreof,a  man 
may  vfe  the  names  of  French  and  Cauls  fin 
France  and  GaulCy  beeing  but  one  and  the 
fame  thing.  And  the  country  cuermorc  in 
habited  by  the  fame  people  origin  ally  ^be¬ 
ing  neuer  thence  cxpulfed,nor  fubieded. 

A  country  the  moft  happy, the  moft  fer- 
tilcjthc  moft  abounding  in  all  things, and 
the  moft  agreeable  with  the  world, &  leaft 
inc5modious.The  people  dwelling  thefc- 
in,the  moft  matrialj&warriors  at  al  times, 
that  the  Sunne  neuer  beheld  bettcr.By  b- 
thers  alfo  commcndcd,for  all  thofe  good 
and  vertuous  qualities,  vvherwith  any  hu¬ 
mane  fpirit  can  be  adorned,  quickc,apt,&: 
ready  to  whatfbeuer  they  apply  thefelues, 
with  moderation,curtefie, and  humanity, 
as  none  greater  can  be  defired.  The  hap- 
pineffe  felicity  of  this  Land,  together 
withfb  many  commendable  qualities  of 
the  peoplcjhaue  bene  pubHfhcd  (in  fomc 
meafurc)  by  the  Poet  Buchanan  o{  Scot^ 
land,  when  at  his  rcturnc  from  Pcrtugall 
coming  backe  into  France^  he  made  ihcfe 
vcrfeSjwhich  I  thoght  fit  here  to  infert,  to 
(crue  for  a  concliifion  of  this  difeourfe. 
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France. 


3  Booke 


leiund  miferd  tefqud  Lujitam^y 
Gieh^que  tantum fertiks  femrU 
y^alete  longunt.At  tn  bcM  Gallic 
Saluejhonmm  bUndd  mtrixArtmm^ 
Cwlofdubri.fertilijrugimfolo^  • 

Fmbrofix  colies  fdmfmi  mollicotna^ 
Pecorofa faltus^  rigm  wiles fofttibiis^ 

Pratt  ^irentispBa  camj^os floribus^ 

.  yeltfera  longis  amnittm  decurjibtts^ 

P  if  CO  fa ftagnis^YimlisM(^t^bm^mariy  -■ 

Et  hinc  ^tllincfortuofo  littore  . 

Orbem  receptans  hofpttem^atqUe  orbi  tua^y  . 
Qpes^tcifsimnon  auaraimpertiens : 
Arnceria  wills ^tutarnur is yturribm.  * 
SuperbayteBis  Uutay  cultujpkndida^  v  ^ 

^VlBumodeBaymonbus  mnafperay  .  .? 

Sermone  comis  ^patria gentium  omnium 
\Communis  ^animi fida^pace jlorida^ 
lucunda^facilis^Marte  terrijico  rninaxy 
InuiBayrebusnonfecundisinfolensy 
?(ec  forte  dubia JraBayCultrix  numinis 
fincerayitumin  exterum  non  degener* 
Nefcit  calores  lenis  ajlas  torridosy  .  ". 

Frangit  rtgores  bruma flammls  ajperosy 
N  onpeUilentis  pallet  AuBrifftritu  •  >. 

AutttmnU'S  i&quis  temper atusjlatibus : 

Non  ver folutis  amniumrepagulis 
Inundat  aoroSyd^f  labor es  eluit  • 

Ni patrio  te  amore  diUgam,d^  colam 
Dumviuo/urfusnonrecufowfere 
Jeiunamiferdtefqua  Lufitamay  - 

Glebafque  tantum fertiks  penurU. 


CHAP.  III. 


Wlui  it  is 
that  maketh 
tbc  full  felici¬ 
ty  oi  any  king 
dome. 


of  the  MaieByy  Dignity ^and  high  Eminency 
of  the  Kings  of  France:  And  what  infi- 
i,  nite  aBions  of  Honour  they  haue  done 
from  time  to  time  y  to  renowne  the  glory  of 
thatkingdome. 


T  is  not  yet  fiifficicnt,  ney- 
ther  maketh  itvp  aperfed 
felicity,  that  France  Pc\o\x\A 
bee  filled  with  fo  much 
wealth  and  commodities, 

V  ^  ^ 

as  the  earth  can  any  wayyeeld;  alfothat 
the  people  are  fo  generous,  endued  with 
fo  many  commendable  qualities,  befide, 
moft  humane  and  acceptable  conuerfati- 
on.  If  all  do  not  correfpond  to  this  prof* 
perityjand  that  the  forme  of  her  eftate  & 
good  gQuernmcntjis  not  the  main  height 

\ 


of  all  this  happinefle .  Wherein  it  may 
well  be  faid,  that  France  hath  bene  as  gra> 
cioufly  fauoured  by  heaucn,as  in  al  other 
things  whatlbeucr .  There  hath  neuer 
beenc  fecne  fo  many  ciuill  warres  and  fa- 
£tions,  for.  change  and  alteration  of  the 
Statc,ash^  often  happened  in  many  o- 
thcr  Prouinccs. After  fhe  had  once  tafted 
the  Monarchall  Gouernment  of  one  on¬ 
ly  naturall  Prince '(  which  all  the  greateft 
PhilofopherSjfuch  as  were  brought  vp  in 
free  citties,haue  confeffed  to  be  the  beft) 
fhe  neuer  found  any  change,  neythcr  did 
itcuermake  offer  of  it  felte,  or  anyway 
propofed. 

:  France  \vd\  may  boaft  this  in  com¬ 
mon,  with  a  great  partof  thepeople  of 
the  worldjthat  (he  is  a  Monarchall  eftate: 
but  yet  thisiimorc  particular  to  her,  that 
(he  hath  fuffered  no  mutation  for  (b  ma¬ 
ny  Ages  5  but  hathbeene  inuiolably  al- 
wayes  conferued  in  herownc  Royalle- 
ftatc  and^gouernmenr. And  it  may  as  tru», 
ly  be  faid,  that  her  Kings  haue  excelled  as 
much  aboue  others  in  the  world,  as  Frdce^ 
'  itfelfe  hath  gon  beyond  all  other  Lands. 
Then  to  come  to  the  paint  of  her  Kings, 
and  of  their  Greatneffe  and  Excellency : 
it  refulteth  firft  of  al,from  that  which  hath  ■ 
becne  dilcourfed  hcerctofore  .  Becaufc 
there  is  no  man,  but  will  tcarmc  that  king 
potent, rich,  and  redoubtable,  that  com- 
mandech  outr  a  country  fo  fertile  &  well 
furniflicd;  and  he  will  al(b  vquchfafc,that 
Kings  commanding  a  people  fo  vertuous 
and  generous  togcther,muft  needs  be  Pa¬ 
ragons  in  gencrofity  and  courage,yea,  & 
true  models  of  all  vcrtue.MGrcouer,what 
other  Kings  can  make  their  vaunt, to  haue 
fo  goodly  ,fo  opulentjand  (b  happy  terri¬ 
tories, and  to  command  ouer  fuch  a  peo¬ 
ple  ?  In  like  manner,  what  Land  can  fay, 
that  it  hath  had  like  Kings,  and  (b  great 
in  all  refpe(fts,as  they  of  France  haue  bin  ? 
This  is  in  generall,  and  the  touching  of 
this  point  thus  were  fufficient,  without 
need  of  any  further  inquifition ;  bccaufe  it 
iseuidentto  thecyesof  all  men,  cuenas 
what  hath  bin  related  in  our  former  chap. 
But  to  difeourfe  more  particularly  on 
their  other  prerogatiues.  Firft, it  is  a  mat¬ 
ter  moft  conftanc  andeertaine,  that  the 
Kings  of  France  are  Soueraignsin  their 
State,holding  their  kingdom  but  of  God 
onely,and  by  the  Sword:  this  needs  no  o- 
therprofe, becaufc  it  is  granted  without 


The  Monar¬ 
chall  gouern¬ 
ment  of  a  na« 
turaJl  Prince. 


France  neuer 
fubied  to  tnu* 
ration  in  go* 
uernmeot. 


contra- 
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France  arc 
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didion.  AKbj  they  hauc  bene  in  this  pof- 
feffionj  not  onely  for  exceeding  the  me¬ 
mories  ofmen,or  for  three  hundred  years 
a  tearme  more  then  fufficient,  for  eftabli- 
fhing  fare  and  iniiiolably  a  Soueraigne 
eitate,a5  maintained  Jeptah^  chiefe  of  the 
ifraelites  againft  the  Ammonites^  but  alfo 
for  twelue  hundred  ycares.Thereneedcth 
no  other  teftimony  then  that  of  Pope  7n- 
iiocent  the  third,  who  fpeaketh  it  exprefly 
in  his  Decrctallj  That  the  King  of  Fraunce 
acknowledged  not  any  Soueraigne^  in  tempo¬ 
ral  occafons. 

This  was  it  which  madefo  fliperfluous 
impertinent,  inept,  and  idle,  thedifputa-- 
tionfo  much  canuazedamongft  the  Do- 
dors  Imperiahfts,  to  witte  5  whether  the 
King  of  France  were  fubieci  to  the  Empire^ 
^7r;^/73gand  whereabout  the  Dodorsdif- 
puting  vainly  jcontraried  themfelufeSjand 
fufficiently  ouerthrevv  their  owne  iudge- 
Peter  leduga^  an  ancient  Spanifh 
Dodorjin  his  treatife  ofaPrince,&  Old- 
radus  an  Italian  Dodour  (the  cheefeft  of 
his  time  do  maintaine  5  That  the  kingdome 
of  France  acknowledgeth  not ,  either  by' aFie 
or  right ^any  Prince  oj  the  world:  ‘  * 

The  Emperors  themfeliies  alfbyhatie 
auouched  as  much  5  declaring  by  diuers 
ades  3  That  the  King  ofFrance  is  Souc- 
raigne,&thathe  depended  noton  them 
in  any  fafhion  whatfocuefj  which  will  be 
more  amply  handled,  in  a  place  fitter  for 
the  purpofe .  To  as  filly  effed  was  that, 
which  Dodor  Lopez^ Madera^  a  Spaniard 
liath  written  ^  That  the  Kings  of  France  doe 
take  their  T itle ,  by  a  concefion  made  ^nto 
them  by  the  Emperor  fusiiman^  according  to 
the  recttallof  Frocopi^.  But  a  man  can  fee 
no  fure  footing,  on  that  which  is  faide  by 
a  fubied  to  the  Emj^ire.  And  bcfide,foon 
after,  Juliinian  himfelfe  could  ^vj^pThat  he 
quitted  whatfoeuer  hee  had pretended  to  the 
GaulcSy  becaufehe  held  not  there  any  thing. 
And  in  other  places, he  fpeaketh  not  of  al 
the  Gaulsj  but  onely  concerning  them  of 
Prouence^2.x\A  the  neighbouring  Landes, 
which  the  Gothes  held  before,  &:  which  he 
pretended  appertaining  vnto  him,  by  his 
conqueft  made  of  them.  Which  Lands, 
the  Gothes  hailing  made  oner  to  the  Kings 
oS.Yx.'^wzz  ^luHinian  approued  the  concef- 
fion,and  on  th  at  confideration,  departed 
with  ail  his  rights  and  pretenfions. 

The  French  do  not  ground  their  grants, 
as  the  fame  did  forSpainc,  on  the 


grant  which  he  pretended  to  be  made  by , 
the  Emperor  Honorins^  to  the  Gothc  Ala- 
ricke.  They  deriue  their  title  from  higher 
place,  and  not  from  the  Ron^aines :  who 
had  no  other  right,  but  an  vniuft  iniiafion 
by  Armes.For  thefe  are  thc^Gauls,namc- 
ly,  fuch  asenfranchifed  thcmfelucs  from 
the  Romanes,  andth'atby  meanesof  the 
French,  their  auncient  Columnesand 
Compatriots.  And  therefore  it  is  appa- 
rantly  feene,  that  they  haue  no  way  vfur- 
ped  by  nouelty,  blit  rather  haue  regained 
their  firft Condition  and  liberty,  as  being 
reduced  td  their  primitiue’nature.  A, mat¬ 
ter  very  fauorable,  and  a  rCafon  moft-im- 
pertinent  among  the  CiuillLawyers.  In  | ' 
like  manner, what  was  more  iuft  then  that 
which  the  Romanes  caried  away  by  force 
of  Armes,and  was  taken  again  from  them 
by  the  very  fame  meancs  ?  1  But  this  is  in¬ 
fallible,  that  the  Kings  of  France  arc  So- 
ueraignes,knowne  to  beruch,at  all  times 
andeuery  whcrcjwithout  any  controuer- 
fiejorfriuolouscontradidtibn.  . 

It  cannot  bee  fo  fayde  dfm any  other  ^ 
Kings.  and  namely  it  hath  called  in  que- 
ftion  the  King  ofSpaine.  For  Pope  Gre-^ 
iMintaineth  in  his  Regiftet,  that 
Spainels  parcellof  Saint P^^fnpatrimor 
ny,  and  is  to  makeprouifion  forhis  Lord; 
hailing  theffore  inuefted  a  Certain  Count 
or  Earle  of  all  that  which  he  had  conque¬ 
red  from  the  Moores .  In  confequence 
whereof,  by  report  of  their  own  •  Spariifh 
writers,  Ramirus  thefirft.  King  of 
gon^  payed  a  tribute  to  the  Popes :  which 
his  foil  Sanchio  continued  to  Pope 
Alexander  the  fecond.  And.fince  this  fub- 
iedion  to  the  Romane  Church,  as  from 
feodataries,  it  hath  beenc  acknowledged 
by  other  Kings. 

We  readc  that  Peter  the  fecond.  King 
oiArragon^  befide  acknowledgement  cl 
feodality,  fubmitted  &tehdred  his  king- 
dome,  by  ordinary  cenfiiall  ("to  Pope  In¬ 
nocent  the  third)  of  two  hundred  and  fifty 
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peeces  of  Arabian  Gold^,  which  had  free  Fegijtyatafti, 

courfc  then, as  appearerh  by  the  Regifters 

in  the  Fdticane^nhich  were  extracted  and 
^  -  » 

oucr-writtenby  CiacconmH' Sp^ni(h  au¬ 
thor , who  wrote  the  liucs  of  the  Popes,  &: 
by  diuers hiftorics  of  Spaihe.  '  * 

In  like  manner,  the  Realmes  of  Sar- 
dignia  and  Carjica  doc  depend  vppon  the 
holy  See,and  the  inucfticurc  of  them  kept 
in  the  Faticane ,  which  was  made  by  the 

Pope 
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Pope  to  Peter  the  third  jKing  of  Arragon. 
In  confequcnce  wherof  afterward,  Jaques 
of  Artagon^ii^  homage  liege  at  vdemUy 
bctweenc  the  hands  ot  the  Legate^  in  the 
ycarcjMCCCLIII. 

I  finde  alfo^that  Ferdimnd  and  Alphori- 
yj^jKings  of  Arrugort^  did  make  faith  and 
homage^  in  the  ycare  MCCGGXLV. 
The  Iflands  of  the  camries^^v\diCape  dt* 
rerd^^tt  held  in  the  fame  fort, and  I  readc, 
that  Lewes  of  Spdne^2s  inuefted^and  re- 
dred  faith  and  hommage  to  the  Pope^  in 
the  ycare MGGGXLlIhbcing  charged 
to  pay  to  the  Apoftohcall  Ghamber^tour 
hundred  Florins  ofgoldjwhcrof  P etrarch 
alfo  maketh  mention.  And  as  for  the  Eaft 
IndiaeszviiPeru,  it  is  very  certaine^that 
Pope  Alexander  the  fixt,  in  making  par- 
tage  of  that  which  was  newly  difcoucred^ 
betwccnc  the  kings  of  CafHle  and  Portu^ 
^4//:referucd  expreflely  tohimfelfejthe 
full  power  and  foiieraignty  jby  coofent  of 
both  the  kings,  whom  afterward  he  con- 
ftituted  his  vaffails^in  all  acquefts  &  cou- 
queftsby  them  madcj  or  that  fliould  bee 
made  thence  forward;  as  the  Spaniards 
tlicmfelues  haue  written  In  like  cafe, 
pope  the  fecond,gauc  to  Ferdinand 
ihcfiftj  King  of  Arragon  and  oi  C affile^, 
thekingdoroc  of  Granadat  which  hcc  had 
conquered  from  the  Moores  \  with  this 
charge ,  to  hold  it  of  the  Roman  Ghurtb, 
in  faith  and  homage, 

Allthcfefeodall  acknowledgements 
and  fubiedions  of  the  efiate  of  Spaine^z% 
well  in  gcnerall  as  in  particular,  ^reno 
matters  of  nouclty  •  For  before  ihcm^and 
during  the  rcigne  of  the  Gothes :  the  kings 
alwayes  payed  tribute  to  the  holy  See,  in 
acknowledgement  of  foucraign^ :  vntill 
that  a  tyrant  named  Vitiz^a;^  little  before 
the  mine  made  by  the  Sarraum^  refufed 
to  pay  it.  And  afterward jby  the  gcnerall 
iiiuafion  of  5/>4/>C5hauingbin  wholly  dif- 
continued  jPope  Gregory  the  feuenth  co¬ 
plained  diereof  in  his  Rcgiftcr,  as  is  well 
obferuedby  the  worthy  Cardinall  Bare- 
nm..  Which  m  ay  be  the  caufc,that  each 
particular  king,  beginning  to  ftrengthen 
bimfelfe  againft  the  oppreflion  of  the  Sar- 
rax^insy  would  r^turnc  againc  to  the  duty 
of  this  fubmififion,  a^  ancient  fubiefti* 

On  the  other  fide,  it  is  found  recor¬ 
ded, that  the  kingdom  of  CaBile  is  in  Fief 
to  France.  For  Henry  thcfecond,  King  of 


C4///7^,fubmitting  himfclfc  to  Charls  the 
fift,king  of  France,  promifed  as  well  for 
himfelfc,as  for  his  fucceflbrs,to  be  vaffaTl, 
and  to  hold  his  kingdomc  of  Caltile ,  of 
the  Kings  of  France^  by  a  treaty  in  the 
ycare  MCGGLXIX.  which  is  kept  in 
good  forme  in  the  Treafiiry  of  France. 
This  king  of  CaBile expulfed  thecc 
by  his  Brother  Don  Peter ^  was  at  length 
re-eftabli(hcd  there  againe,  by  power  fro 
the  king  of  FrancCjVnder  condu£i  of  that 
valiant  knight,£^rrr4;;^  de  Guefcline 
liable  of  France,  notwithftanding  all  the 
effortes  of  the  Englifh ,  bandied  to  the 
contrary. 

There  is  another  notable  quality, 
which  is  no  mcanc  adtiantagc  vnto  the 
Rcalme  of  France,  in  that  it  is, and  euer^ 
mou  /^ath  bccne  fiicecfTiue  hereditary, 
and  ele<ftiue ,  And  like  as  by  genc- 
rall  cuftomc,  in  all  fucccflion  in  the 
Rcalme,  death  feizeth  on  the  lining :  cuen 
fo  this  taketh  place.&  is  obferued  fo  much 
the  more  certaindy,  for  fuccefsion  in  the 
State.  Not  vnfitly  compared  to  the  gol¬ 
den  branch  in  Virgili^  which  being  pluckt 
away,  another  fpringeth  vp  inftantly,  fo 
that  there  is  neucr  any  defailance. 


The  kingdom 
of  France  is 
by  hered Italy 
fucccflion»& 
not  by  dedio 


..  Vrsoauulfoytm  deficit  alters 
Whence  arofe  the  common  faying  a- 
mong  the  French  5  That  the  King  rseuer 
dyeth.  Becaufe  that  there  is  alwayes 
(naturally)  another  of  the  fame  kinde, 
who  (without  any  conirouerlie  or  diffi¬ 
culty)  fucceedeth  at  the  fame  inftantin 
the  others  place.  And  when  as  France 
happeneth  to  be  ouer-trauailcd  and  pref- 
(edby  potent  enemies,  cuen  to  the  Ioffe 
of  her  King  ^  yet  it  caufeth  no  confufion 
ordifordcr,neither  giucth  any  aduantage 
to  the  enemy jOr  can  he  (by  fuch  an  acci¬ 
dent)  vfurpe  vppon  the  State .  It  hath 
bccne  prooued  (  to  the  coil  of  fome  ) 
like  vnto  a  reuiuing  Hydra,  not  to  bee 
furmounted  5  or  rather  as  a  Pheenix,  that 
rcuiueth  another  out  of  her  fclfc.  Alfo, 
that  the  Kings  of  France  were  triicly  bred 
of  an  immortallracejncucr  parting  from 
hencc,to  returnc  to  the  true  place  of  their 
ccleftiall  and  diuine  originally  but  they 
Icftafucceffour,  who  (in  the  fame  mo- 
ment)  is  made  King,  without  any  other 
formality. 

But  to  render  their  fuccefsion  the  more 
affuredjSc  (therby)  the  kings  immortalljit 
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that  filch  as  arc  of  the  blood-royall,  al¬ 
though  they  or  hee  fhould  ftand  farre  off 
by  a  thoufand  degrees :  yet  notvvithftan- 
ding,  if  there  be  not  any  other  that  is  nce- 
rcrjthey  or  he- are  called  to  the  fiicceflion 
of  the  kingdomcj  and  poirefTcd  thereof  5 
onely  by  the  others  deceafe,  wi|hout  any 
other  contradidion  5  which  bath  beene 
well  obferued  by  Baldt^yZn  Italian  Doc¬ 
tor,  and  hath  cuermore  bene  fo  continu¬ 
ed,  eucn  to  the  perfon  of  the  King  nowe 
happily  reigning,  to  bee  defeended  from 
the  King,  called  Saint  Lewes .  Siin  Fran¬ 
cis  moreretur  toto  domus  RegU^  extaret  ‘i;- 
ntis  de f anguine  mtiquo ,  futa  de  domo  Borr, 
boni&Jy  non  effet  alius  froxmior^eslo  quod  \ 
effet  millefimo graduy  tamen  iure  fanguinisy 
ferpetux  confuetudinis ,  fuccederct  in 
Regno  F rancor um.  Item  GulieL  Benedict-, 
in  Cap^Raynutius  in  uer^duos  habens,  Num. 
78. 

Jgathias  ihQ  Greek,  who  wrote  inthe! 
time  of luJIinian,obktucd  the  fame  alfo, 
faying  5  AmongFI  the  French^  Children  take, 
the  kingdome^by fuccjepon  to  theyr  Fathers,  | 
And  in  another  place,  hee  faith  and  reej-; 
teth ,  That  Theodebert  King  of  Metz^.beeing  ^ 
deceafedt  hisfonne  Theudibalde^or  Thibault 
ffucceededhimy  although  hee  but  an  In'\ 

AiTurance  in  jant.  But  (faith  hee)  it  wasphe  iMe  of  the  *; 

cuuGfflnfinit  •  Countrey  that'calkd  him  thereto^  Affurcdly  • 
dangers,  i  j  a  moft  Wife  inftitution,  efpecially ^  for  the ; 

reprefentationoffucccHipnto  infinite; 
ges ;  to  obuiate  difofdcrs^  inconueniep- » 
ces j and ouerthrowing^anEftatc,  wbi<;h j 
may  happen  during  a  vacaney,‘and  when , 
the  fuccefibr  is  vnccrtainc*  ^  . 

Before  I  palfe  any  furthcir,  I  may  heere  j 
tell  you, that  fuch  fucceffipn  in  a  kingd pip  i 
hath  not  alwaycs  beene  in  Spaine  ,  And  | 
there  needeth  no  other  .prppfe  thereof,  j 
but  the  CQnfeffion  or  acknowledgement  | 
of  Spanifti  Authors;  and  p^articulatliejOf  * 
Lopex^  Madera y  who  wrote  in  the  Spanife  . 
tongue,  and  yelbut  little  for  thc  -dignitic 
of  the  Kings  of  Spainc.  Eor  .we  findjthat . 
the  Kings  were  thcr  eftablifhed.by  clcili- 
on,not  onely  during  the  ikingdom  of  the  : 
Gothes;but  alfo, after  that  they  were  rui¬ 
ned,  and  in  the  inuafipn  of  the  Saraxins, 
^Pelagius  of  the  *AFfuridnSy  &  (after 

him^  many  other  bis  (uccefTorsjCame  by 
the  very  fame  meancs,as  is  exaftly  appro- 
lied  by  MoUna  a  Spanifh  Authour .  In  a 
word,  all  that  produceth,  is,  that 
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the  Kinges  were  elc(3iuc  :  but  yet,  that 
none  were  at  any  time  ele(3'cd3  excepting 
that  they  were  ofthe  Family  and  Houfe- 
Royall.  -  ^  J 

The  qontrary  appcarethjby  the  cer- 
taine  fequclepf  Hiftorics,  and  namely  by 
the  Counsels  of  Toledo ^  whopcrniitijed, 
that  the  elcdion  fhould  be  made  indefi- 
^nitely  of  alf  perfons  5  except  of  Slaues, 
ftrangcrSatfiiOd  others, that  were  not  of  the 
race  ofthe. Oothes.  Wherein  (itmay.be^ 
an  cquiLio:c;ation  is  made,  when  ^%Lopex 
fayth,  Deeadem gente :  the  interpretation 
bearetb,^  Of  tht  Family  and  Houfe-Roy ally 
and  not  pfibe  Nation  of  thcGothes,  as 
vthe  Councels  vnderftoodit.  Therein  al(b 
-were  many  conftitutions;  for  the  honour 
.andconferuation  of  fuch  as  were  of  the 
race  ofthe  precedent  Kings :  it  beeing  a 
.matter,  jneceffary  to  afliire  them  in  this 
.manner*, becaufe  there  were  other  Kinges 
'of  their  houfe.  For  whom  there  needed 
/no  fuchprouifion,  nor  fearch  for  fuch  af- 
furances, if  the  Kings  ftiould  hauc  beene 
fucccfsHie.  But  yet  much  more  by  the  fift 
.Coimct%oi Toledo y  there  is  denounced  a 
curfc  and  excommunication  agaynftfuch 
as  fhallcomc  to  the  kingdom  of  the  Goths 
otherwife  then  by  eleftion.As  wc  read  in 
iRitiuSyOVift  of  their  owne  Hiftorians,that 
‘Bamba,z  labouring  man  was  made  king  of 
Spainehf^o^c  Leoy  and  approued  by  the 
xledion  ofthe  people.  .  .  . 

itneuerhath  bene  fo  in  Franccjwhcrc 
therightoffuccefsion  hath  cucrrnorc  Bin 
jnuiokbly  kept :  ^There,  the  RaccTRoyall 
which  furpaffeth  the  reft  in  greatnefie 
andvectuc,  arc  borne  and  deftenyed  to 
•reignci*f';  -■  ■>  . 

Nor  was'itwithout  good  caufe,that  in 
Greecd^they  made  fo  exaft  an  inquifition 
and  fcarch  for  fuch  as  were  of  the  Linage 
\oifIeraclideSy  and  ofthe  Macides yto  make 
them  Kings,  Captains  in  warrc,and  Go- 
ucrnoUrs.of  eftates.  Plato y  and  hextc  to 
him  arc  of  opinion,  that  Mo¬ 

narchy  is  indeedtf  the  beft  forme  of  Go- 
ucrnm€rit:H^^rr  not  as  a  dreamifvj 
to findagdodking^  As  thinking  it  a  matter 
impoflible  for  a  humane  fpiric,in  fo  great 
afprtunc^affluence  offo  many  goods  and 
delights,  and  fuch  liberty  without  contra¬ 
diction,  and  info  fupreamc  a  power,  to 
keepein,  andcommaund  ouer  his  owne 
pafsions,  Tto^^addctb,  Wee  Hue  not  in  the 
Commonwealth  of  Bees^  where  naturally  one 
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is  bred  much  greater  and  better^  to  command 
ouer  all  the  other  .  And  yet  the  very  fame 
happeheth  to  the  French^  whofe  Kings 
come  from  their  very  birth,  more  great 
(not  of  body)  but  of  courage  ^generofity^ 
and  vnderftandingjthen  all  the  refteborne 
and  efteemed  (by  hcaiien)  of  an'other na- 
tufCjthen  any  common  perfon  rd  reigne. 

Would  we  but  a  little  confidcr  the 
great  difficulties  and  inconucnienccs^, 
which  are  noted  inaneledfiiietftatc,  byi 
realbn  of  fuch  forme  of  elcdtion^wc  iFiold, 
the  better  knoWj  whatanaduantagCj  ex-j 
ccllcncyjand  prerogatiue  France  hath.In 
an  eftate  cledliuejthe  death  of  the  Prince, 
hapning,  there  is  an during* 
which  timCjitfalies  into  Anarchy 
cauleth  difordcr,  vnrulineflejandconfufi- 
on  5  whereon  enfuc  infinite  euils ,  miir-‘ 
derSjalfaffineSjViolences  and  thefts .  -  As 
hath  beene  well  obferued  in  thofe  eledi-, 
on9,made  for  the  Kings  ol-Thunis^  &  the| 
•Soldanes  of  Egypt  by  the  Mammeluke's.] 
Nay,  and  hath  fometimes  happened  at[ 
theelcdionof  Popes^in  '  ’ 

And  which  is  yet  farre  worfcy  the  /n-l 
terregnum  fometimes  lafteth  for  many 
dayesjbecaufejbcfide  vndcr-haridedTuites 
and  made  fadions,  there  is  an  natural!  m* 
clitiationto  diffentioninmen.  As  hath 
oft  bccne  feene  to  happen  in  the  Empire 
of  t^ie  Eaft >after  it  y eclded  it  (clfc  to  be  c- 
Icdiue :  And  in  the  Realmes  of  Hungary^ 
Polonia^  Bohemia:,  Denmarke^  and  Sweden. 
During  thefe  Interregnums:^  nothing  hap- 
I  pencthbut  fchifmcs,diuifions,and  many; 
menacingsof  diners,  perfonsy  which  or-; 
diaarily  do  draw  on  ciuill  warresj^eucry  j 
one  coueting  to  haiie  a  Prince  of  bispar^ : 
taking^or  as  he  would  haueir. 
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It  hath  alfo  beene  obferued  io-thc  j 
Empire  of  Germany,x\izx.  many  Emperors « 
haue  beene  eleded,  vntill  they  hauc  had  j 
(eiien  or  eight  at  a  time, as  after  the  death ! 
of  the  Yscr^tmit  Predericke  the  fccond. 
And  there  couldnofufficicntvremedy  be 
found, for  the'  cftablithing  ofa'Goucr-, 
nour^that  might  haue  commanded  in  the 
nieanewhiles  bccaufe  about  the  cicdion 
of  that  Goucrnour,thcrc  grew  on  ftill  the 
fame  inconucniences .  And  perhaps  it 
might  haue  fo  fallen  out,  that  the  Goticr- 
nour  being  feized  on  the  eftate,  would  at* 
tend  no  other  eledion,as  feme  hauc  done 
hccretaforc:  finding  but  few  men,  that 
will  render  vp  fo  great  an  engadgement, 


&  a  thing  fo  attrading,  he  reputing  him- 
fclfe  iuft  in  all  things, if  he  can  kcepc  fuch 
dignity  from  violation. 

Moreoucr^it  commeth  fo  to  paffe  fbm- 
times,that  fuch  as  hauc  the  right  to  eled 
Princes,  ^will  dcliuer  foonh  fome  appa- 
rances  of  credence  to  them^euen  to  haue 
them  murdered  and  maflacred,  if  they 
plcafo  them  not,  or  elfc  By  corruption 
ieaue  them  and  eled:  fome  other.  Hereof 
the  Romanc  Empire  can  furnifh  vs  with 
fufficienc  examples^  and  that  it  neiicr  was 
more  calmc,then  when  her  Princes  came 
to  the  Empire  by  fiicccfsion.  On  the  con* 
trarv,whcn  the  eledion  was  in  the  Soldi¬ 
ers  handsjthey  fet  the  Empire  to  falc,and 
filled  all  the  State  with  rapines,  thefts, 
mitrd€rs,cruelties,and  barbarous  brutifh- 
neffe.  When  an  Empefrour  pleafed 
them  not, were  he  the  moft  vertuo  us  man 
and  the  beft  Prince  in  the  world  5  thej? 
would  maflacrc  him,  without  any  diffi¬ 
culty, and  cflablifh  another  jas  k  befell  to 
the  good  Emperor  Pertma:^^zfiQt  whoCc 
murder,  they  caufed  it  to  bee  publifhcd 
through  the  Citty,  that  the  Empire  was 
to  be  fold  to  the  faireft  offerer. 

In  like  manner,  they  niurdercd  Alex* 
ander  Seuerns  ,  one  of  the  beft  and  moft 
vertuous  Princes  that  eucr  was.  Andfo 
they  dealt  with  Probf^syfacimsy  and  many 
more^  as  may  bee  gathered  by  the  fecjucll 
of  Hiftorics  from  time  to  time.  Yet  this 
is  not  all,  each*  Legion  and  each  Army 
nfiadc  his  Emperor, all  which  (in  the  end) 
ffiad  their^thrdtes  cut,  after  cruell  ciuill 
‘warres  :‘'thcy6ore  people  enduring  all 
this  while, infinite  miferics,  and  there  are 
^^bferued  (in that  time)  well  nccre  thirty, 
^mong  whom  there  was  two  wornen. 

"  Thefc  incO^ntienicnces  were  ordinary 
(anciently)  in  the  eftate  of  Spaine.  S.Gre- 
of  Tours  faitli :  Ssmpjerant  GoiM^ 
^ancdeteHabilm  confuetudinem^  •vt Jiquts 
tU  de  regibus  non placuiffet^  gladio  eUm  ad* 
pet€rent\  ^qui  libuiffet^animo^  huncjtbi 
ftdtuerunt  Regni .  The  Cothes  had  taken 
this  detesiable  culiome ,  that  if  my  one  of 
their  Khjgsdid  not pleaje  them tijey  would 
murder  him^  and  efiabltjh  whofoeuer  falleth 
into  their fantajiepo  be  thetr'King.  this  he 
wrote  concerning  Theudasyrhcudegyfile^ 
and  Agilast  Ail'd  in  Germany,  after  that 
ibis  order  of  eledion  got  footing  there, 
ihcire  were  eight  or  nine  Eiitpcrors  (lain  j 
as  WiUiam  oiHollandyRao^U^Albert^Hcnry 
,  the 
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the  feiienth,  Frederick  the  (ccond,and  Le- 
wes  of  i?4/^^im3&c.befide'thcm  thachaue 
fhamcfully  bene  expulfcd  from  the  Impe¬ 
rial!  Throne.  And  offifceenc  Sultanes 
that  reigned  in  Egypt,  feauen  were  mur- 
thered. 

With  thefe  wee  could  rankc  manye- 
qiiall,  and  equally  worthy,  growing  one- 
ly  through  hatreds  and  difeontentment : 
from  whence  hauc  proceeded  diuifions 
and  feditionsjfo  that  the  choifeand  pre¬ 
ferring  of  one  man,  hath  prooued  the  vt-. 
ter  CO  nt  empt  of  another .  And  queftion- 
lefTcjit  wil  be  very  hard  for  him  that  hath 
beene  re  fufed,  intirely  to  be  obedient  to 
him  with  whome  hcehath  conteftedfor 
the  royall  authority ^as  his  equal  in  houfe, 
reputation  and  merit. 

Happy  Francey^nA  truly  happy, where¬ 
to  God  hath  giuen  the  grace,  to  breathe 
but  one  acceptable  libcrtic  ,  vndcr  the 
fweet  command  of  thy  naturall  andfuc- 
ceffiue  Kings :  which  hath  bene  thy  war¬ 
rant  from  ruine,  dangers,  &  deadly  tem- 
pefts,  and  hath  kept  thy  State  alwaics  flo* 
rifhing,  yea,  in  full  ftrength  and  vigor. 

Amongft  other  inconuenienccs  that 
may  be  met  within  an  ele(^iue  eft  ate,  this 
is  one  :  A  Prince  ele£liue  will  neucr  bee 
carefull  of  the  ftate,which  he  holdeth'but 
by€ntreaty,or  atoihcr  mens  liking,  but 
of  his  owne  family.  For  knowing  well , 
that  he  cannot  leaue  the  kingdome  to  his 
children,  he  makes  his  profile  of  the  pub- 
like  purfle,  deriuing  and  turning  it  to  his 
own  particulars,  by  venditions  and  other 
alienations. According  as  Rodolfe  of  Hob- 
IpourgAxA^  whocomming  tobeceleftcd 
Emperour,  by  the  fauourof  bisMafter 
Ele6tor,  the  Arch-Bifhop  of  Magunce*^ 
founded  &  built  vp  the  houfe  of  Aujlria- 
vpon  the  ruines  of  the  Empire .  Euen  fo 
fa  rre,3s  to  fell  at  prices  of  monyjhcr  free- 
domes  and  Seigneuries  to  Citticsof  Ita- 
^  5  as  to  Florence  for  fix  thoufand  crowns, 
and  to  Luca  for  ten  thoufand,  and  fo  to  o- 
ihcr  in  like  manner.  Which  prooued  to 
be  the  end  of  the  kingdom  and  command 
of  the  Emperors  in  Italy ;  in  regard  wher- 
ofjhe  was  highly  blamed  by  all  the  Hifto- 
riansof  thofe  times,  and  by  fuchashauc 
written  cucr  fince. 

I  torbeare  to  fpcake  of  many  other 
Emperours ,  who  praftifed  in  the  fame 
manner,  and  alienated  the  hereditary  pa¬ 
trimony  of  the  Empire, Citties, Townes, 
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Territories,  and  Seigneuries,  as  well  in 
Germany  in  Italy  y2nA  other  places.  And 
by  this  mcanes,  diners  Principalities  efta- 
blifhcdjand  great  citties  ffanchifed,beare 
now  no  more  but  the  bare  name  of  fo^ 
ueraignty  for  the  Empire.  Alfo  it  is  to  bee 
credited, that  a  Prince  doing  what  he  can, 
will  oiierthrow  all,  yet  not  topfieturuy: 
but  will  mingle  ('as  one  faifhjhcaucn  with 
earthjbut  he  wil  make  his  ifllie  to  fucceed, 
fo  ftrong  and  mighty  is  this  paffion.  Few 
or  none  arc  found  to  follow  the  example 
of  who  knowing  and  acknowled¬ 

ging  his  fonnes  to  bee  incapable  to  com¬ 
mand  the  people  of  ifrael  after  him^ra- 
ther  chofe  to  eftablifti  another,  as  prefer¬ 
ring  the  wcale  piiblikc,  before  affection 
or  charity  to  lus  owne.  It  is  recorded,tbat 
the  Emperour  Charles  the  fourth,  promi- 
fed  an  hundred  thoufand  crowns  to  each 
one  of  the  Princes  Eledours,  to  haue  hia 
fonne  Wencejlaus  eleded  emperour ;  and 
being  vnablc  to  pay  them,  heewascon- 
ftrained  to  giue  ouer  to  them  the  ordinal 
ry  reuennues  of  the  empire  in  paiment. 

The  cafe  is  quite  contrary  in  France, 
where  the  inheritance  and  patrimony  of 
him  that  commeth  to  the  crowneby  fiic- 
ccfsion^accrueth  and  revniteth  it  felfe(by 
the  fame  meanes)  to  the  crowne.  In  re¬ 
gard  whereof,  the  Kings  hauc  not  two 
kindes  of  inheritances,  the  one  particu- 
lar,and  the  other  publikerfor  all  commeth  France 

of  one  and  the  fame  nature3  &  all  is  made 
publike .  Wherein  is  difeerned  the  full 
effe6l:,ofthat  which  the  emperour  Anto- 
ninue  Pirn  faid  to  his  wife.  *5^ eeing  (fay eth 
he)  that  we  are  come  to  the  Empre^wee  haue 
lojl  that  which  we  had  before. 

But  although  this  kingdome  bee  fuc- 
cefsiuc  in  this  manner,  by  the  iuuiolable 
cuftom  ofthc  country, rather  the  by  here¬ 
ditary  rightryet  notwithftanding,women, 
and  the  defeendants  of  them  in  thatkind, 
neuerhaue  bcenc, neither  euer  canbe  ad¬ 
mitted,  no  not  in  the  defed  of  Males. 

Without  reafbp,  fome  enemies  to  the 
French  name, and  enuious  (to  fpeake  tru¬ 
ly)  of  this  prcrogatiuc;  would  ftriuc  to 
call  in  doubt  Acx^SaliquehxN^  which  re- 
iedeth  women  from  fuccefsion  in  the 
kingd6me,faying,  that  the  originall  ihcr- 
of  is  doubtfull  and  vneertaine .  As  if  a 
man  can  defire  a  better  and  more  certain 
proofe,  then  the  fuccefle  and  poflefsion 
of  fo  many  hundred  yearcs,  fince  the  fet- 
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led  cftabliflamcnt  of  that  eftate.  That  law 
hathbeeneengrauenj  not  in  Marble  or 
Copper,  but  in  the  hearts  of  Frenchmen 
and  alwayes  certainly  kept. 

Li)pes:>  Madera  the  Spaniard ,  feeing 
that  the  like  could  not  be  inSpaine,  and 
that  the  dignity  was  much  Icfl’c,  to  coucr 
the  defed, and  bring  fome  fhadow  for  it^ 
laboureth  to  piooue,  by  ftrctching  out  a 
long  difcourfcjthat  the  fuccefsion  of  wo¬ 
men  is  very  naturalL  This  carryeth  good 
reafon  in  matter  of  fucceffion  for  Patri¬ 
mony  in  particulars  .  In  which  cafe  (nc- 
uertheiefle)  we  can  fliew^that  the  fuccef- 
fionsby  right  (well  neere  of  all  people) 
hath  alwayes  bene  referred  to  the  M ales : 
who  arc  as  firmc  pillars  and  Anchors  of 
affurance  to  great  Families.  But  in  the 
fuccefsion  of  a  mighty  eftate  or  kingdom 
it  were  a  mockery  for  the  French  to  ima- 
ginc,that  the  maintaining  of  womens  fiic 
ccllion  could  be  the  better.  There  is ‘verie 
great  difference  (fayde  the  Emperour  A- 
dr  tan)  betweene  the  fearch  of m  hey  re  of my 
patrimony^  and  a fucceffor  in  an  Empire » 
Moreouer,  it  were  fuperfluous  to  goc 
fecke  for  the  originall  of  this  Salique  law, 
andenquirean]^  further,  when  or  how  it 
wasmadejbecaufeit  appearcthof  accr- 
caine  vfe,  and  that  it  hath!  alwaies  bin  kept 
by  the  French.  Law  hath  no  forcCjU  it  be 
notbycuftomcjwhichisthc  very  ftron- 
geft  Law  of  all  other.  And  it  may  well  be 
fayde,  that  it  is  a  right  of  great  authoritie, 
when  it  hath  bene  obferued  fo  ftriftly :  as 
there  is  no  n  cede  of  reducing  it  to  a  law 
by  writing. 

It  IS  no  written  Law,  butibornc  with 
them,  neither  baue  they  iniicntedit,  but 
fuckr  it  from  nature  herfelfe,  whogaue 
it  them  by  inftina,  &  fo  inftruaed  them': 
which  not  only  the  French,  but  moft  part 
of  the  people  of  the  world,  hauc  likewife 
mofl  religioufly  obferued.  Ifwe  look  vp- 
on  royalty  and  imitation  of  goucrnmcnc 
gcner^llinthc  world,  by  the  Sbucraigne 
vnity,  from  the  very  firft  birth,  thacis  to 
fay,  >Vhen  the  world  tooke  beginning,  we 
fliall  find,  that  the  firft  fathers  of  families 
gaue  command  in  their  houfes  thcmfelus 
and  not  by  their  wiues,  and  that  the  male 
children  fuccccded  them  in  the  foueraign 
ty  of  the  Family,  whereas  the  Daughters 
pafiTed  to  another  houfe,  without  hailing 
any  part  there. 

Whence  came  it,  that  all  people  (in 


the  firft  ages)  v/erc  goiierncd  by  Kinges, 
(not  of  many  Prouinces)  bur  of  a  Cittic, 
or  fmall  territory  onely^  which  had  fccnc 
before  but  the  inclofurcof  a  father  of  a 
Family  As  is  to  be  feene,  as  weJ  in  holy 
Writ,  as  by  the  ancient  hiftoriesofeach 
Goiintrey.  That  which  great  fo 

faithfully  interpreted  of  nature,  lice  bath 
well  ^cVnovAd^ti^Jn  the  beginning  (^faitb 
hce)  Townes  and  Citties  weregouerned  by 
Kings ^^s  now  adayes people  and (Irange  Na¬ 
tions  are .  For  th^  were  compofed  ofpeople , 
that  lined  ^nder  Royalty :  each  Family  bang 
gonerned by  the  mo  fi  ancient .  So  wo  m  en 
could  not  come  to  the’ Royaltie ,  neythcr 
hold  part  in  the  fucceffion  of  particulars  • 
Contrarywife,  Fathers  of  the  family  rc- 
ceitied  commodity  by  rich^  gifts  and  pre- 
fents  which  v/ere  giuen  them ,  by  fiich  as 
made  requeft  for  their  daughtets :  as  wee 
reade  in  holye  Writ,  of  the  Father,  Mo¬ 
ther,  and  Brethren  of  Rebecca^  the  wife  to 
Ifaac^ and  as  (at  this  day )it  is  a  common 
right  among  all  ftrange  people,  as  well  of 
the  Eaft,weft,  and  South,  where  it  is  ob¬ 
ferued  in  the  fame  fort. 

AriEotle  rcpqncch,  tliat  the  ancient 
Greeks  did  buy  their  wiues :  whereof  (as 
yet)  we  hauc  the  reftimony  of  Homer. 
fince  the  prime  fimplicity  &  good  nature 
of  men  foilboke  and  gaue  them  oucr,  iu* 
ftice  and  peace  withdrawing  themfclucs ; 
while  in  this  truly  Iron  Age)  all  began  to 
grow  more  ftrong,  without  any  tighter 
luftice,  and  that  ambition  ^ a  moft  pefti- 
lent  difeafe)  ranne  currant  in  the  hearts  of 
men :  that  goodly  order  became  peruer- 
tedandouerthrownc  ;  when  the  moft 
mightie,fuch  as  the  Scripture  reporteth, 
as  Nimrod  and  others,  of Sefo- 
Hris^  Nebuchadonoz^r^v^nAcyrus^  trou¬ 
bled  the  quictnes  of  their  neighbours,and 
inuaded  their  lands  •  So,  on  the  mine  of 
a  great  number  of  finall  eftates,  mightie 
Empires  and  Monarchies  grewe  to  bee 
grounded,  and  gauccommaund  both  in 
length  and  largcnefle. 

In  this  inuafion,  confufion,&  oiierthro- 
wing  ofkingdomcs,as  alfo  particular  and 
iiaturall  Principalities,  fomcalfo  moun¬ 
ting  vp  againft  their  Soueraignes  s  in  fted 
of  naturall  Royalty,  brought  eftates  to 
popularity  or  Oligarchy,  Aiterward  in  re¬ 
gard  of  thefe  diforders  thus  happcr.ine 

the  greater  part  ofthe  people  bceing. not 

willing  to  hue  fo :  became  at  length  con- 
,  _  ftray- 
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ftrained  to  render  thcfclucs  to  their  own 
nature, &  return  to  the  good  gouernment 
ot  kings ^to  cnioy  their  former  iuftice.To 
the  ende  that  the  weakeft  might  bee  in  as 
fafe  fecurity  as  the  ftrongeft,  and  j  which 
pertained  to  cuery  priuate  peribn,  might 
peaceably  be  polTcflcd,  and  defended  by 
their  kings.againft  the  violence  of  neigh- 
bors:which  were  ^  2  principal!  fundions, 
that  incited  wadring  people  to  reunite  & 
fubmit  themftlues  to  kings. Wherin  Jri- 
ftotle  alfo  hath  placed  the  definitio  of  roy- 
alty,to  wit :  As  vpellto  render  luHice,  as  to 
defend  the  fubie^s  frominuajion  (f  enemies. 
Such  were  the  Judges  that  gouerned  the 
Eftate  of  Jfrdel^tioxc  the  eftablifhment 
of  kings.  W  herto  is  referred  that  which 
Heroiotns  faid ;  That  the  Medes  would  haue 
Deioces  to  lee  their  K.to  the  end  to  render 
lusiice.  Be  it  then^that  we  regard  the  firft 
originall  and  naiurall  inftitution  of  kings, 
or  be  it  the  eftablifhment  of  greatMonar- 
chies :  yet  it  is  doubtles,  that  women  nei¬ 
ther  could  or  ca  be  any  participants.  And 
as  for  thelaft  inrftitution  of  kings,  for  re- 
courfc  of  pcople,to  the  ende,  they  might 
be  defended  againft  violence,  &  to  cnioy 
lufticc:  we  plainly  pcrceiuc,this  could  ne- 
uer  agree  with  thenaturall  difpofitionof 
w’omen,becaufc  the  vertiie  of  pudicity  re- 
iedeth  the  from  thofe  fun<ftions,of  iudg- 
ing  people, &  defending  them  by  Armes. 
And  if  in  popular  and  OligarchallCom-’ 
mon-wealsywomenhaucalwayes  bin  bar¬ 
red  from  gouernment,  and  cntcrmcdling 
with  the  publike  affaires;  by  much  ftrong- 
cr  reafbn  then  they  ought  to  bee  fro  Roy¬ 
alty,  in  as  much  as  that  forme  of  State  is 
more  cxcdlcnt  then  the  other.lt  hath  bin 
obferued  throughout  al  the  Monarchies, 
euer  purfuing  the  right  of  nature.  And  du¬ 
ring  fabulous  times,  if  ther  be  found  a  Se- 
mtramU  among  ^  Affyrkns  5  yet  that  brea- 

Scmiraoiis  a-  kcth  notthe  rule.Confiderine  the  ftorv  it 
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for  fo  many  men  to  bee  fubie^  to  fuch  a 
woman, who  had  no  more  blit  the  forme 
ofa  man;  they  reuolted  frpm  him, and 
conftrayned  him  to  kill  himfclfc,.  , 

Women  then  are  not  capable  of  fiic- 
cceding  in  the  kingdome  of  f  ranee, as  we 
hauc  already  approoued,  that  in  ancient 
times  (ordinarily)  they  were  not.  For  out 
of  the  tabulous  times,  there  isiobferued 
onely  a  Quecnc  of  54^4, and  a  Cleopatra  in 
Egipr,and(ofcvvbcfidc  5  that  their  rarity 
declareth,how  contrary  a  thing  it  is^  vio- 
lcnr,and  extraordinary  to  nature.  Since 
the  declination  of  the  race  and  Empire  of 
charlemaigneowlyyv^  hauc  feene  in  fomc 
parts  of  the  Weft,where  valour  &  virility 
bath  failed  or  relaxed :  foueraigne  (words 
and  feepters  coniicr ted  into  diftaftes,  and 
by  the  fucceflion  of  wome,  many  the  like 
indignities  hauc  met  together  in  one  bo- 
dy.This  was  thk  which  rayfed  the  houfes 
of  Spaine  and  of  Auliria^  to  the  greatnes 
they  holdra  kindc  of  encrcafing  vnknown 
before, in  any  other  houfe  or  foueraignty, 
bccaufe  there  was  no  right  at  all. 

When  then  the  Spaniards  demand  of 
the  French, the  proofe  and  foundation  of 
the  Salique  Law  ^  it  is  fit  for  themfclues 
to  (hew  the  oiiiginM  and  beginning  of  the 
r^hefor  their  feminine  Crowncs,  feeing 
France  hath  kept  the  vfe  of  Antiquhy,&: 
they  hauc  falncto  change  among  them- 
felues.  Which  hath  bin  heretofore  obfer- 
iicd  and  dilcourfed,  by  Seigneur  Le/lhajl 
Jiery  in  his  Traift  of  the  rightof  Nature  : 
where  he  fhewcthjthat  by  thcright  of  na¬ 
ture,  women  ftand  exempted  from  fuc¬ 
ceflion  in  the  Realm  of  France.  I  remem¬ 
ber  the  anfwcr  which  Licurgus  made  to 
one, who  di(courfcd,that  the  gouernment 
of  many  wai  the  heft  forme  of  an  Eftate. 
Bring  itfirjlofall((\woi):\  he)  into  thine  awn 
houje.ln  like  manner,  to  fuch  as  will  main- 
taine  the  gouernment  of  women  inking: 
domes  and  great  Empires,  cfpcciallyin 
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paffc,fhc  difguifed  hcrfclfe  in  the  habit  of  France :  a  man  may  well  fay,  let  them  be 
a  man :  and  was  taken,  not  ioxSemir amis^,  gin  that  eftablifhment  in  their  ownc  faou 


but  for  her  Son  Ninu^,  And  therby  it  ap- 
peareth,that  thcy^m^^did  not  willing¬ 
ly  endure  the  dominion  ofa  woman,  as 
Lopex*  fondly  fuppofcth.  Contra- 
riwife  wc  reade,  that  that  ^  caufed  the  ru- 
ine  of  their  Monarchy  ,was,whe  Sardana- 
palus{ihQ,\x  laft  K;)imitating  the  manners, 
fafliions,&  behauior  of women, offended 
men  fo  much,  that  byaiuft  indignation. 


fes.lt  is  by  good  rcalbn  faide,that  there  is 
ney  ther  beginning  nor  writing  found  for 
the  SaliqiicLaw.  Itis  a  Law  of  naturcj 
borne  with  men,  and  not  written,  as  Ark 
Jlotle {ziihiThat  whofoeuer  is  by  right  ofna- 
ture^^  by  right  of  people ^is  notwrftten  at  al, 
W  herto  I  may  addc  morcouer,thatitis 
the  common  right  of  inhcritanccs,which 
ought  by  ftronger  rcafon  to  be  obfcriid  in 
.  .  tyJ  .  Roy- 
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Royalty,  as  being  thelaftand  moft  emi¬ 
nent  title  of  inhentance,and  whereon  dc- 
pendeth  all  the  other.  '  So  then  this  right, 
fo  naturall,  hath  eucrniorebeene  exadly 
kept  in  the  eftatc  of  France. 

Befidcjthe  ancient  lawesof the  Saltans^ 
will  not  perm  it  j  that  any  part  of  £dique 
land  or  inheriunce(that  is  to  fay, of  lands 
diftributed  to  the  French,  in  their  entring 
to  the  Gaiilesy:  0[\2X\  come  into  the  hands 
of  women  tbut  willethl^that  it  bee  wholly 
left  to  the  males.  The  fame  is  alfo  ordai¬ 
ned  in  the  law  of  the  French  Rif  .  If 

this. then  tookc  place  in  the  fucceffibn  of 
particulars,  ^  that  the  lands  affigned  vnto 
the  French  warriors,  forrccompenccof 
their  traiiailcs,  and  to  fcruc  for  defence  of 
the  Country  jfhould  not  faU(as  one  faith) 
from  the  Lance  to  the  Diftaffe ;  by  how 
imich  greater  teafon  then  ought  we  to  e- 
fteeme^that  this  fhould  she obferued,  in 
thc.eftate  and  fuceeflion  of  the  kingdomc 
of  France,  as  the  fequell  of  her  ownc  Hi- 
ftories  maketh  knowne,  that  it  hath  bin  at 
all  times  fo  held  and  pradifed  there  ? 

*  ‘The  Louys  otChloaishzA  fourc 
Sonnes, who  by  cuftome:  (then)  rcceiued 
and  diuided  his  Monarchies  equally.  chiU 
the  cldeft,was  king  of  Paris*^  Chla- 
thaire  of  Soiffoni^  Chlodamiere  ot  Orkance, 
and  Thierry  oi  Met s .  Childehert  had  two . 
DaiightcrSj'thc  one  named  Chrodejindd^ 
and  the  other  Chrosberga^s  appeareth  by 
the  Charter  of  exemption,  of  the  Abbey 
of  S.GermAne  des  Frez>^  and  by  that  which 
Tortundtf^^Bi{hop  of  Foi^ers^h^itb  writ¬ 
ten  in  his  Poems,  who  addeth,  that  King 
charibert  ws  Tutor  to  thofe  two  daugh¬ 
ters.  Ncuertheleflfe, neither  of  them  fuc- 
cceded  in  the  kingdomc  of  Childebert 
their  Father :  but  without  all  further  dif- 
putCjit  was  Chlothaire  their  Vnklc,as  hath 
inJike  manner  bin  obferuedby  Agathias 
the  Grceke.-Aftcrward,C^4W/'m  the  fon 
of  chiom^h^A  three  daughters  alfojwith- 
out  leaning  any  male-childe :  the  one  was 
married  to  a  king  of  Denmdrk'^thc  fecond 
named  Berthefleda^  oi^Nboxti  Fortunate 
made  an  Epigram;  and  the  third,  called 
Chrodielda^  entred  Religion  in  the  Abbey 
ofS  .Croffit  inFoiitters :  fothat  none  of 
thefe  daughters -fucceeded  their  Father, 
but  SigeherP^xoihcx to  the  deceafed king, 
&  that  without  difficulty  or  controucrfie. 

Now  iftherehad  bin  any  means  orfub- 
ie6t  to  worke  vpon,it  is  not  to  be  thought. 
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that  the  king  of  Denmark^who  had  marri¬ 
ed  one  ofthe  daughters,  could  ocherwife 
hauc  bin  remoued.  Or  if  he  had  bin  im¬ 
peached  by  power , at  leaft  he  would  haue 
complained,^  the  authors  of  thofe  times 
could  not  forget  to  make  mention  of  it. 

Butchey  not  making  any  account  of  the 
daughters, do  report,  that  fuccec-  j  mbtiuc, 

dedhis  brother  charibert,  according  to 
the  coftomc  ofthe  Country .  Gonthr^my 
King  of  Bburgongne,  brother  to  Chari- 
had  .but  one  only  daughter,  named 
CklotUdd.And  yet  notwithftanding.hc  in- 
iicfted  and  inftitutedhis  Nephew  Childe- 
^fr^inthe  kingdome  of  Bourgongne^to 
enioy  it  after  his  death.  It  is  not  here  to 
be  obic£i:ed,  that  hec  did  it  for  any  ill  will 
he  bare  to  his  daughter,  or  becaufchec 
would  difinherite  her :  For  by  an  ade  of 
accord  or  agreementj  made  with  his 
phe^'  Chi/debert,tv2nfcribcd  at  large  by 
.SnGregory  of  Tours  liued  in  thole  ve¬ 

ry  times;  he  ftipullated  great  Lands  and 
Seigneurics  for  her,  declaring  well  therin 
his  fatherly  afFc£lion;but  becauic  the  law 
of  France  hindered  her  fuccceding  in  the 
Cro  wne,he  aduantaged  her  otherwife  as 
he  found  thebeft  mcfins  to  do.  The  fame 
may  be  confirmd  by  the  teftimony  of  ma¬ 
ny  ftrangcrs,who  do  al  agree  in  this  pointy 
that  wo  me  are  not  to  fucceed  in  the  king¬ 
domc  of  France :  the  names  of whom,  as 
alfo  their  authorities^hauc  bcene  (for  the 
moft  part)  noted,  and  collcded  by  a  lear¬ 
ned  man  of  this  time,  in  an  Epiftle  which 
he  hathrwritten  concerning  this  fubie<5t. 

^  2\C''i|<fr^,BifhopofZr^^,inthclifcof  ^ 
b.Lanaoalde,  written  by  him  in  ihcyeare  \Landoaidi.ub, 
VCCCC LXXX.faitb. Frmcerum  RegnS 
'  a  fui  frincifio  femferfer  infat igabiie, 

Ma^imu  autemaccefit  incrementu  ^  firmu 
fub  eo  fan^a  Dei  Ecclefia fiatum^  cum  Chlo- 
tarius  Rex  I  F'S  TA  SVCCESS  ION  E, 

Chlodoueo  quart  us  AFonarchiam  fingulari^ 
ter  trium  regebat  regno  rum,  T he  kingdomc 
of  France  fro  her  beginntng,hath  euermore 
btninuincible  andindefatigabicy^c.  But  the 
holy  church  of  God  hath  taken  a  great  and 
fir  me  encreafing  in  that  State,  when  as  king 
Chktharius^  the  fourth  Son  of  Chlouis  Was 
Monarch  BT  if^ST  SVCC  ESS  ION  of  three 
kingdomes.  He  faith  by  iuft  fucceflion,and 
yet  notwithftanding,  Childeberthzd  left 
two  daughters  behindc  him. 

Albert  o{  Strasbourg  reporteth  in  his 
Chronicle :  In  FxdncianuUasferfoeminam 

lineam 
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lirtedf  ucefiffe  dicitar.  Neuer  hath  any per^ 
fon  Jucc ceded  in  FranceJ?y  the  line  of  tv ome. 

The  Emperor  Charles  the  fourth^  Son 
lojehn^  king  ot  Bohemia^  in  hiS  life  it  is 
thus  written.  Eodem  Annoobijt  Carolus 
Francorum  Rex  relief  a  •vxore  pragnante^ 
(^ti^peperitfiliam,  Etcum  de  confuetudinc 
regni  jilisnon  fuccedant^proueE^us  eft  Pin- 
lippus^  films  foceri  mei  in  Regem  P rancid, 
jhAtyeare((2\th\\c)  died  Charles^  king  of 
France^  leauing  his  ye  fe great  mthchilde^ 
whowas  deliuered  of  %  daughter,  And  he- 
catife  by  the  custome  of  the  kingdome ^daugh¬ 
ters  are  not  tojucceed:  philip^Sonneofny 
Father  in  Uwyoas  made  hng  of  France, 

*  partaker  with  England  wri- 

l^i\i^\xs,ThenaJter  the  death  of  K,Charls^ 
the  11.  P  ceres  and  Barons  of  France  ^[femhled 
tbemf clues  togither  at  Paris^rvith  al  the  [peed 
they.couldmake  yindgaue  the  kingdome  {by  a 
common  confent)  to  Mcftire  Philip  de  Falois^ 
andtooke  it  from  the  ^eene  of  England  ^ 
her  S on yW ho  was  left  SiPier germane  to  king 
Charles  J?y  thisrej^ePP  andreafon*^  becauje 
they f aid dthat  the  Realm  of  France  was  of  fa 
great  nobility  y  as  it  ought  not  go  by  any  means 
to  a  Female,  And  indeed,  the  of  Eng¬ 
land  jand  Edward  her  SoHj  would  not  go 
to  tEc  contrary :  but  acknowledged  PhiUp 
deF'alois  for  legitimate  fucceffour  toiche 
kingdome.  And  that  whichismorCvH^- 
TJ’W  voluntarily  did 'him  homage,  in  re¬ 
gard' of  thp  Dutchy  of  Guyenhe^  and  the 
adc  of  homage  was  dclibcratcd^^andad* 
iiifcd  by  his  councell  of  fc  ngland,"  ^  ::  r . 
Now  as  concerning  that  which  hapned 
fbmc  while  afterj  warre  being  moued  be-! 
tweenethe  twokings,  for  another  caufc 
and’enmity  excited  among  ibe,  that  Ed* 
ward  tookc  on  him  the  Name  and  Armes 
ot  France :  this  was  only  done  by  the  in- 
uenrion  of  the  Flemings,  who  faide,  that 
they  could  hot  aide  him, except  he  would 
qualific  on  himfclfc,  the  name  of  King  of 
France :  bccaufe  they  ftoode^bound  by 
oatli,notto  bcarc  Armes  againft  the  K.of 
France,  on  paine  of  paying  two  millions 
of  Florins.  So  that  in  caking  Amies  for 
him  againft  Phtlip  deP'aloisy  and  to  quit 
thefeJucs  ofihat payment  5  Edward^^wt 
them  adifchargc  and  quittance ,  as  being 
K.of  France.  And  yet  notwithftanding, 
the  K.of  England  made  difficulty  ofvn- 
derftanding  it,  bailing  attempted  war  vp- 
on  another  fubied:,  as  being  Vicar  of  the 
Empirc,aiid  for  rccoueringthctowneof 


which  the  King  then  held.  But 
in  the  end,  tobaucthc  hclpcof  thcFlc- 
mingS3&  their  allies,  who  were  moft  im¬ 
portant  vpon  him;he  was  induced  to  take 
the  title  of  king,&:  the  Arms  of  Trance, as' 
may  more  particularly  befccnc  in  the  fe- 
qiiell  of  the  hiftory  fee  down  by  frcijfard, 
EHiuan  de  Garibayy  CamallodyZ  Spaniard, 
(peakethof  the  very  famCjiaying.  Porque 
Philip  Cmdc  de  Faloes  defeendidn  de  la  coro¬ 
na  Real  par  lima  mafcolinafue  coronadopdf 
Key  di  Frandapor  •virtuddela  Ley  Salic  a, 
A I  Key  Eduardo  por  def tender  de  linca  de 
mugCTy  exluyeron  de  la  fuccefiion  Rcaly  iyc, 
Aunque  todas  ellas  rax>ones  d  Eduardo  ^eua- 
dcnyefclufenlos  Ermchefescon  Ley  Salica^ 
que  en  eslos  diasy  ua  tomando  grande  •vigor 
yfuercaparalosjiglos  futuros^'  Becaufe  Phi¬ 
lippe  ount  of  jFaloiSpdef lended  of  the  Crowne 
RoyalLby  themaf  Mine  line:  he  was  crowned 
King  of  France  pby  'vertue  of the  Saliquelaw;. 
Forking  Edward^  be  being  def tended  by  the 
Mothers  linefe flood  excluded  from  the  Roy¬ 
al! fuccefiony^Q^And  all  the  Veafon  alledged 
by  Edwardp  were  ernded  ^  excluded  for  the 
Frenchyby  the  Salmue  Law^  which  inthofe 
dates  was  in  great  for  ce^  and  continucth  aljo 
far  future  times,  .  \  ? 

"'Dodor  Bddm  oh  the  Pahdeds  faich.Fi- 
Ik  Regis  Francoru  non fuccejditin  Regno ^ex 
rdtionabili  confuetudinc  ^F rancor  urn  •  The 
Daughter  to  the  Kaf  France;  fucceedeth  not 
atMin  thdkingdvmeyby  a  reafonable  cuHome 
ainong  the  Which  is  aUb  confirmd 
by  EXodor  Jacobi ^  onxhe  Books  of  j 

f  ids  or  Inheritances,  &  many  other  l>o  - 
dors.This  may  (by  good  right)  becrcgl- 
ftred  among  the  honors,  dighitics^&  pre- 
hcmincriccs  of  France;  And  fuch  as  com? 
tend  againft  it,  as  willing  to  impugne  fuch 
a  Lawyer  call  it  in  doubtfull  queftion  j  .dor 
flcndcriy  concciue,  that  the  ftatc  of  thcic 
ownc  Country  could  niuorpretend,  nor 
attribute  vn to  it  fclfe  fucha  prcrogatiuc. 
The  King  of  France  hath  alfo  this  great 
aduan cage  aboue  othcrsjthat  he  is  not  on 
ly  SoiieraignCjbut  likewife  abfolutc,  with 
tlill  power  &  authority  truly  Royal:which 
is  not  common  to  all  Princes,  although 
they  be  Soueraignes.  There  arc  very  few' 
or  noncjbuc  rare'rcftraincd,  cytner  by 
lawes,  of  by  affemblies  of  the  gcncrall 
Eftates:  who  therfore  cannot  rcarmc  the- 
felues  abfolutc  jbcing  fo  fubicded,&  their 
power  limitted.  Thcpcrfcdion  &  height 
of  aroyallcftate,is,wbcn  the  Prince  or* 
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daincth  all  by  his  owne  willjdoth  what  he 
wouldjWithout  any  reftriftionjand  being 
no  way  anfwcrable  for  any  of  his  aflions. 
This  was  the  rcafon,ihatv^W//(?^/<?  elegat- 
ly  named  fuchaneftatc,  by  the  name  of 
^Afx&auuiu,  as  one  would  h^yPuIUndferfe^ 
Royalty.  Salomon  fpcakingofa 

true  king  indeed /aith  5  He  mil  do  TPhatfo- 
euer pleafeth  btm  Where  the  word  of  the  king 
is^here  is  power‘s  and  who Jhalfay  a>nto  him^ 
what  doft  thow}^  This  is  alfo  of  no  meane 
importance  for  the  good  gouernmentof 
an  eftate ;  be  it  to  relbliie'  more  certainly 
on  the  affaires  $  be  it  to  keepe  counccls  & 
defignes  fecrec;  be  it  for  faeility^prompti- 
I  tilde,  and  (peedines  of  execution. He  that 
hath  fuch  power 5  clpecially  in  addons  of 
war^as  rhe  two  great  warrioUrs  Alexander 
^ndCafar  had,  may  fway  the  Empire  of 
the  world.One  of  them  being  demanded, 
how  in  fo  fhort  a  time,  hcc  had  made  fo 
many  famou^xonquefts :  -^^Itwas  (quoth 
he)  by  neuer  deferringoccafioh^or,  'vjing  re- 
mffenefe.Ax^d  the  othcr.wa's  fo  promptSc 
rcadyj  as  many  timeshewas  at  his  iour? 
nies  end  with  his  Army^before  any  newes 
was  heard  of  his  commingiv  .Y ea,andin 
'fuch  fort,as  enemies  fcIthisfingers,bcfore 
they  tobkfeaduice  fothis  cdihming;  Nor 
can  this  be  done,  if  a  man  depend  vpon  ik 
nother,  in  any  manner  wbacrocucf  5  &  rihe 
his  power  is  hot  abf(>lute>^  The  Romanes 
tooke  good  acknowledgement  hercof,bc- 
’ ing  wont  i h  their  very"  greateft  affaircs^& 
dangers  of  the  efta'tCj  were  it  in  peace  oif 
war,  to“^createaj  Magiftrate,  whom  th^ 
c^lcd  Dldatpur,'  with  fuch full  power  & 
abfolutc  authority.  In  brccfc,for  the  gd4 
ucrncment  of  great  eftates,and  likewife  of 
greataffaires,  the  account  can  ricucrbec 
wcILrendrcd,ckcept  it  be  to  bncman  on¬ 
ly. Othcrwifc3a  Prince,  although  a  Souc- 
raignCjCan  neoceSayjas  MeteUus  Numdt- 
r//y,andas  it  was  'after  vfedby  king  Lewes, 
^z  i  iH^haiif  he  thonghthiffnrt  knew  his 
councellyhe would teareit from  his  backe  and 
burneit.  He  thatis  truly  an  abfolutc  king, 
may  well  vfc.  the  aduicc  of  his  counccUy 
*ih  fuch  affaires  as  prefent  tfacmfclues  1  but 
in  an  arreft  and  rdtblue^what  fccnis  good 
tohimfelfe.  The  excellency  of  thatking*^ 
dome,as  alfo  of  her  kings,  icfultcth  yef 
from  two  other  confiderationslOne  is  thd 
long  continuance  ofthe  eftatc  :  a  certain 
proofe,as  well  of  her  good  gouernment, 
asofthc  fupremeand  celeftiallfauor.  The 
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other,is  the  antiquity. of  her  race  ofkings:j| 

for  to  fpeake  trucly,  there  is  not  any  more 
worthy,  no  nor  more  generous  blood  in 
the  world.VVbo  can  in  all  the  kingdorocs 
through  the  Vniuerfejlliew  another  the. 
like  cftatcjas  firm  and  ftable,  as  hath  coH’^ 
tinued  for  1 2 oo.y earcsf  W ho  can  no mi- 
nate  fuch  a  nobility  &  ancientnes  of  rac.e, 
fo  fairely  approuedjand  in  fo  long  fi^ccef 
fion  of  fo  many  kings.Sincethe  year440. 
according  to  raoft  certainc  Hiftory#*^^* 
roneus  planted  the  foundation  of  that  Ma* 
natchyjand  eftabliflied  it  to  the  Gaulesi.^ 
euen  to  this  inftant,  the  eft  ate  hath  biu.ai- 
waics  maintained,  and  valiantly  flood  a^ 
gainflallviolentaffaults.  .  Infuchforn'is 
the  more  it  hath  bin  attempted, yea  jnve- 
ry  dangerous  extremities;  then  found  fhe 
herfelfcftrongcft,  and  more  flourifliing 
then  before.  There  is  not  any  thing  coni** 
parable  to  fuch  a  fucceffion  of  kings, in  al 
other  Realmcs,as  it  will  be  eafily  verified. 

Morcoucr,thcnoblenefle, dignity, and 
greatnes  of  tha c  roy all  race, hath  r cceiued 
no  diminution  -by  thofe  two  changes; 
which  hiflorians  haue  there  obfcrucd.Lec  ^  ^^^nans  con- 
not  Lopex,  Madera  alledge  then,  that  fuch 
changes  hapned,  becaufe  France  would 
not  admit  the  regiment  of women.  For  if 
wcTcgard  the  fide  &  line  feminine,  thogh 
thefucccffionbc  not  therein  ;  three  races 
findc  themlclucs  ail  vhited  with  the  other. 
TfiefccQndx)f  Pepinmth  the  firfcas  feme 
Chronicles  of  thofe  times  do.  prolfe.  And 
that  of  the  Capets  Which  is  the  third,  and 
fd^nctfa  at  this.  prefent  happily  with  the 
(ccondjZshlifGuillaHmede  Nangis  hath  de¬ 
duced  the  Genealogy.  :uThe  which  Pope 
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ledgcdjWhcn  he  auouehed  that  king  to  be 
dclcendcd  of  the  xzc^:oiCbaxlemaigkie^'y^ 
But  bfcfide  thisjtherc  areorhcrfoithfull 
Auihots^who  do  declare^  that  theieebnd 
race  is  ioj/nd  to  the  firft,by  the  males  fide; 
proouing  from  father  Jto  fonrie, that 
was  defeended  m  dirafl  line  by  the  malesf 
of  € hbgion^K.  of  the  French,  before  Me^ 
roneus^zs  iffued  from  Aibericus^onc  ofthe 
fonnes  oi'Chlogton};^^  hndosfat  the  tliirff 
race, the  tiue  originall  thereof  wasin*  that 
noble  and  fo  ancient  boufe  of  Saxony^  & 
of  great  Fuhichind,  king  of  the  Saxons^ 

-  who  made  himfelfc  Chriflian  with  his 
people, &  came  to  dwell  in  Francc,^in  the 
time  of  Charlemaigne.  UQ  wasdefeended 
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Siguardus^  who  was  made  Duke  of  the 
Saxons,  in  the  ycarc  VCXXXVI.at  (iich 
time  as  VAgobert  was  king  of  France.  Be* 
liold  the  certain  (\\cctK\on^y uitichind the 
great  had  another  Son  cald  Vuitklfind^  & 
that  V uitiebind  had  another  ynitkhmd'^ 
3*whohadto  Sonne  Rupert  ox  Robert  xhe 
Strofig^Conni  of  Amou^he  being  flain  a- 
gainft  the  7^rmanes^\n  the  time  debar Lcs 
thcBauId,kingof  France^znd  Emperor, 
That  Robert  ihc  Strong  left  his  Son  Otbo 
oxEtfdo^  who  was  Tutor  to  king  CbaHes 
i\\Q  Simple^  and  afterward  crovyned  king  5 
asalfovvashis  brother  Father  to 

Hugh  the  Great, Count  of  Sonne  in 

law  to  the  Emperor  Otbo  the  firft.  And  by 
this  mariage  of  Hugbihe  Grcatjvvasborn 
Hugh  Capets  cftablifLcd  king  by  the  Nobi¬ 
lity  of  France,  through  default  in  the  le¬ 
gitimate  line  of  Cbarlemaigney  in  the  year 

VCCCCLXXXViLSincc  which  time, 

thekingdome  hath  alwayes  bccne  in  the 
hand  of  that  generous  and  flourifliing  Li¬ 
nage,  excelling  flillmorc  and  more,  and 
reigning  to  perpetuity. 

.  Ncxcheereunto,  there  commeth  alfo  ' 
to  our  confideration,  the  admirable  and  ' 
heroyicall  vertues  of  the  kingsof.  France, , 
which  hath  mounted  their  glory  vp  vnto . 
hcauen,Si  made  them  known  through  al 
the  Cantons  of  the  earth.But  to  forbeare  j 
the  moft  ancient  warriours,the  affright  &  ’ 
terrour  of  the  Romanes,  Jfcarietts,  Gaifo^ . 
Marcomir^  Sunno^  Mellaubodes^  and  Cblo- 
giori :  what  a  warrior  was  Meroneu^t^  the 

founder  of  1  ofthat  Monarchy  in  Gaule  /*  This 

oun  cro  ^  I  was  the  man,  who  (in  dcfpight  ofthc  Ro- 

mancs^and  fuch  a  mingle-mangle  of  bar¬ 
barous  peoplcjfcattercd  and  difpcrfed  by 
the  Gaules)  planted  there  his  Standards, 
and  made  himfelfeabfolutc  Lordofonc 
part.  And  as  for  Attilaiiln^  of  the  Hunnes^ 
that  caufed  himfclf to  be  caVd {The fcourge 
of  God :  he  came  to  rauage  France,  as  hec 
had  done  all  other  Prouinccs  where  hee 
had  part.  The  wife  Aetttis^  Gouernour  to 
whac  then  remained  ofthc  Romanes  in 
Gaule ^  was  pcrlwadcd,  that  he  was  not  a- 
ble,  nor  all  the  barbarous  people  rclea- 
gued  with  him,to  endure  the  furious  and 
fcfl refill]  fhock,  ofthat  huge  thunderbolt 
of  war.  But  made  his  rccoiirfc  to  the  ver- 
tuc  of  the  Frcnch,and  to  their  great  Mero^ 
neiis^o  fight  againft  the  furious  entrance 
I  ofthc  Huns.  V\  herin  he  had  good  fucccs, 
Ifor  the  pride  of  AtttU  was  Ibone  reba¬ 


ted  on  the  Catbalanian  plaincs,  by  great 
Meroneu4 ,  w  ho  put  to  the  edge  of  the 
(word, that  dicadcd  maffc  and  number  of 
enemies,.  ^ 

Alas, there  is  no  roon>c  here,  in  a;wQr^ 
of  no  larger  circumference, to  recount  the 
goodly  deeds, and  aclcs  heroyicall,  -wdlJ 
dcferiiing  eternall  memory  30I  al  the  king 
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thathauc  raigned  in  France;  for  many 
great  volumes  can  hardly  containe,ihcm. 
So  high  an  afeending  fubieotjdtfcrucd  t'p 
meetewith  fuch  Writers,  as  can  as  wor¬ 
thily  fet  do\Vn  in  writing, whac  thefe  kings 
did  boldly  and : vcrcuonlly  perfortpi^ . .Be- 
fidc,che  aboundance  of  matter,  and  idigni- 
ty  of  the  fubied, would afFoord  thcinicav- 
fity  of  grpund,  and  trouble  them  with 
thoufand  difficulticsrlt  is  a  fubie6t  rftucb 
more  great,ihen  the  wars.and  encounters 
ofperty  Townes  and  .Villages  in  Greece, 
bandiqd  the  one  againft  thc  other.;  which? 
ncuerthelcSjby  the  Icarning'^-cloquenpc 
of  fuch,ashauc  attempted  to  vyritejhjcrP- 
of,are  become  fo  much  qelcbratcd,  ^and 
thought  worthy  of  imrnortality  .,?>But 
Frenchmen ,  who  haue,cftablifhed-this 
^Monarchy,  contenting  thcnvfcluesiwith' 
the  glory  and  honour  of  well  doing, /care 
Jictle  foi?  any  pride  of  the  Pen,  addid^ing. 
themfclucs  rather, to  execiitq  high  &^.hai:-i 
^y  enterprizes,  the  to  fet  down  in  writing 
thofe  ofothcrs,muchlefreof  themfclucs. 

.  Npuerthelcffe, though deftitute ofliich 
exquifite  mcanes,  whereby  to  mount  to 
immortalityjyct  ichach  fp  welj  falnc^out, 
that  all  their  faire  a6fions  haue  not  bin  vt- 
-tcrly  buried,  norforgottcn.Biitiii  (lead  of 
a  worthy  HiftoriS, admiration  hath  thruft 
into  the.  mouthes  of  all  people,  to  know 
andfpeakc  of  them  5  dcliuering  it  fofrom 
hand  ro  hand,cuen  to  fuch  as  dwell  in  the 
-remoteft  Climates,  familiarly  acquain¬ 
ting  them  with  their  manners.  And  in-' 
deede,  there  are  to  be  found  more  tefti- 
monies  of  French  vertue,  in  the  Hifio- 
ries,Mcmorics3  and  Annals  of  ftrangers, 
then  in  their  owne.  I  will  therefore  leaue 
that  labour  to  others,  that  can  better  ac¬ 
quit  thefelues  therof'if  1  touch  any  thingy 
it  (hall  bee  but  in  my  paflage  along,  and 
oncly  to  make  a  light  demonftration. 

It  hath  bin  obfcrued  for  an  ancient  fay¬ 
ing  all tbe good  kings  might  be  enclbfed 

mtbintbe  Beadllor  Collet  oj  a  [mail  ktngi 
But  this  faying  cannot  hold  in  France,  vy 
hath  cuermorc  met  with  good  kings, moft 
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excellent  and  Kioft  vertuous :  hailing  bin 
alwaycs  happy  therein ,  as  in  all  other 
thiipgs.  I  will  call  then  vnto  you  diuine 
(pititS3&  generous  (bulcs,  who  hauc  fom- 
time  fwayed  that  Monarchy  5  to  the  endc, 
that  being  put  on  by  your  infpiraiion,  I 
may, if  not  worthily  fingyour  merits,  yet 
I  (at  Icaft)  figure  foorth  to  life  fome  part  of 
them. 

Next  to  Great  Meroneus^  who  fir  ft  c- 
ftabliftied  himfelfciaF;'^;^^^’,  rcpulfcd  the 

Chlouisor  and  ouercamc  the 

Louys  that  i  horroiir  and  the  whippe  of  the  world,  ac- 
droue  thc  Ro-J  jg  (q  made  of  that  chlouis  or  Lo- 

ouTw  Si  Uk,  who  poflcfledhimfelfe  throughly  of 
&  made  the  and  vttcrly  exterminated  thc 

Romanes  name.  This  was  the  quayler  of 
PytcMcan  thc  Romanes  and  Germanes,  and  he  that 

MountainF,  |  gj^pulfed  fo  quickly  the  Gothes  beyond  thc 
Pyrennean  Mountaines,  and  made  them 
'^thinke, that  hardly  could  they  get  ground 
enough  to  flic  away  vpon,  or  where  to 
hide  themfclues  from  his  viftorious  arm. 
Tht  'Gothes  hailing  offended  him  many 
times,  and  broken  all  agreements  made ; . 
this  Prince  vndertooke  war  againft  them,l 
to  chaftife  them,  and  purge  the  Gaules  of 
;[  ftich  a  people,  as  eagerly  followed  thc  cr-  ‘ 
rourofu^m/^,'  and  laboured  to  plant  it 
eueryyearc.  * 

When  as  the  two  Armies  were  met 

ofth^  twoar  nccrc  to  P^?/V?/Vrx,the 

5  whcrcin  thc  Gothes 
Pokcrs.whcrc  Lvere  wholly  ruined,  and  driuenaway  in 
flew  Akrick**  Hiftorians  do  addc  hccreto,ihat  thc 
band  to  hand  King  of  the  Gothes^  being  named  Almck , 

m  fiohr.  1  [jy  King  Cklo- 

and  fighting  hand  to  hand,hee  fmotc 
him  downcdcad  to  the  ground.  This  is 
the  felfe-fame  Prince,  who  (firft  of  all  thc 
French)  embraced  fcfiriftian  Religion, 
whereof  both  he  and  his  fucceflbrs  were 
alwaics  afterward  triicprotcftors  and  de¬ 
fenders.  He  was  the  moft  redoubted  ofall 
the  kings  in  thc  world,  and  of  whom  thc 
Emperour  AmUaJim^Theodorick  theO- 
firogothe ,  and  the  Vuijigothes  of  Sfme 
made  no  mcane  account3were  it  in  admi¬ 
ration  of  hisvertucjorwcreit  forfeare, 
they  thought  themfclues  very  happy,  to 
haiie  peace  and  friehdfhip  with  him,  feek- 
ing  it  by  diuerfity  of  AmbafTadors,  &  by 
plenty  of  moft  exquifite  guifts. 

His  Sonnes  Childebert,  Chlothaire^ 
Chlodamire,  and  Thierry^  as  heircs  to  his 
crownc,  and  likewife  to  his  valour  andpi- 


Thc  Eroperor 
Anaflaflus. 


/ 


Childebert 
Sonne  &  fuc- 
ccflbrio 
Chlouis. 


cty^made  themfclues  admirable  &  dread- 
fulUo  ^xm%m.Childebert ynAiKcA  there¬ 
to  by  horrible  perfeciitions  infli£fedon 

the  Orthodoxc  Chriftians,  as  alfo  by  the 
bad  and  vnworrhy  vfage  offered  to  his  Si¬ 
fter, by  Almrkkhcv  husband,Kingof  the 
ymjigothes  in  Spainc,who  feuerely  main¬ 
tained  the  Arrian  hcrefie :  pafftd  with  his 
Army  into  Spaine,  quailed  &  ouercamc 
the  powers  of  the  Gothes-^  wonne  diners 
Citties  by  affaiilt,  and  at  length  took  Tol- 
ledo,  cheefeof  all,  ruinating  it  iti  ranged 
battaile,  where  alfb  was  flainc  AlMricke 
theirking;  returning  triumphantly  into 
France,  hauing  added  to  his  Empire, thc 
verygreateft  part  of  Spaine.  Afterward 
the  three  Brethren  together,  wholy  ouer- 
threw  the  eftate  of  the  Bdurguignons. 
And  foone  after,  the  emperour 
making  warre  on  the  Gothes  oi  Italy 
Gothes  recourfeto  Theodebert^  king 
oi  MetSyO^nA  youngeft  Sonne  lo  Chlotiis^ 
who  defended  them  for  a  good  fpaceof 
time,  gluing  fuch  proofc  to  the  Greckes, 
ofvertue  in  the  French,  that  luHinhn  was 
cbnftraind  to  compound  with  the  french, 
as  Hiftorians  (on  hisownfidc)do  teftific. 

In  this  firft  race,  there  was  ^hchlo- 
thaire^who  by  his  viftorious  arms,  whol¬ 
ly  fubdued  Germany  ,and  vanquifhed  thc 
Vhconqucrablc  Saxons.On  a  day , thc  two 
Armies  being  fomewhat  neerc  each  to  o- 
ther,  andthcRiuer  running  be- 

tweene  them,  this  Chlothaire  bccing  on 
horfc-backc  and  well  armed  5  efpied  Ber- 
toald(^SyT>vkc  of  thc  Saxons,  in  likcfur- 
nifhmcnt  on  thc  Riuers  other  fide.  Alone 
&  without  attedingfor  any  other  troops, 
fuddenly  he  crofled  ouer  theRiucrjto  en¬ 
counter  and  fight  with  his  enemy  ^who 
betaking  himfcife  to  flight, he  purfued  af¬ 
ter  with  all  pofliblcfpecd,  and  hauing  o- 
uertookc  him,-  fought  with  him,  and  left 
him  dead  on  thc  ground.  So  returning 
vidorious  backe  againc,  bearing  bis  ene¬ 
mies  head  in  his  hand,  he  found  his  peo¬ 
ple  much  offendcdjbccaufc  they  had  neg- 
le6fed  to  follow  him.  He  left  Dagoberthis 
Sonne  to  be  his  Succeflbr,a  worthy  heire 
both  to  his  eftate  and  valour,  as  alfo  ex¬ 
celling  in  piety  and  deuotion,  as  many 
Churches  richly  founded  and  builded  by 
him  can  well  teftific. 

Hauing  finilhed  the  firft  race,  wee 
come  to  the  lecond^whercin  let  vs  confi¬ 
des  firft  of  all,  thcchecfc  man  thereof, 
_ _  Charles 
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Charles Marte//^  Prince  of- the  French; 

I  whole  name  reinaineih  engrauen  (perpe- 
(tually)  in  memorieof  all  the  people  of 
Europe^  for  bccing  their  conferiiatotj  in 
warranting  them  from  the  certaine  yoakc 
and  feruitude  of  the  Sarazins.  It  was  then 
when  the  Arabian  Sarazens  (  holding  all 
Africa)  pafled  into  SpaineWxih  very  final 
Rodcric.xime-  troopcs :  vvlicre  finding  but  flender  refi- 
fiance,  the  Spaniards  and  Gothes  bequea¬ 
thing  tbcmfelucs,  as  ingulfed  in  all  plca- 
fures  and  delights,  and  no  way  addifted 
to  the  exercilc  of  Armes,  became  imme¬ 
diately  Mafters  of  all  Spaine.This  viftory 
and  conqueft  drew  on  thither  Millions  of 
Moores  and  Sarrazins ,  and  in  fo  great 
number,  that  Spainehomg  no  longer  able 
of  comprehending  them,  they  made  ac¬ 
count  of  pafsing  further  on ,  cuen  to  run 
thorow  all  Europe ,  and  quite  to  exter¬ 
minate  Chriftian  Religion. 

Into  France  they  entred  with  a  moft 
dreadfull  Army,  facking  and  fpoylingall 
that  they  met  with,  and  pafled  on  fo  farre 
z^TourSy  feeming,  as  if  there  were  no 
force  or  power  great  enough,  that  could 
refift  or  flay  the  courfe  of  their  conquefts. 
All  people  and  Chriftian  Princes,  were 
full  offeare  and  terror,  and  ('in  a  worde) 
Europe  had  vtterly  beene  vndone  ;  if  this 
Charles  MarteUh^i  not  then  bene  prefent 
necre  or  before  the  City  of  7<?m,making 
there  a  barre  of  his  body  and  French  for¬ 
ces.  Hauing  giuen  them  battell  with  fd 
few  French  as  then  were  with  him :  hce  o- 
iiercame  and  meerely  hewed  them  in  pier, 
ces,  to  the  number  of  three  hundred’, 
threelcore,  andfifteene  ihoufand  Sarra¬ 
zins.  After  this, being  aduertifed  that 
there  were  yet  other  great  troopes , ,  to¬ 
wards  T^arbona  and  Auignion  5  hee  went 
thither  to  finde  them,  hi  in  another  daics 
good  fuccefle,  wholly  ouercame  themjS: 
left  not  a  manliuing.  So  that  it  appeareth 
by  iuft  records,  that  there  were  flaine  in 
all,  feuen  or  eight  hundred  thoufand  ;  in 
regard  whereof,  the  fir-name  of  Martell 
was  giuen  him.  Thus  did  he  difsipatc  this 
dangerous  tempeft,  wherewith  allChri- 
fiendomc  was  threatned,  and  ready  to  be 
confounded. 

ThisaHb  gaue  good  cafe  to  the  Spani- 
ardsjwho  werelcattcred  in  Spainc,  fled  hi 
bidden  in  the  Aflurian  mountains.So  that 
he  might  wel  be  namcd,&  in  good  right, 
the  Buckler, Hammer,  (harpe  fworde  and . 


Rampicr  of  Chrifiendome.  But  for  him, 
Europeh^idi  Y\o'w  bin  the  feaceof  Calyjf'cs 
and  Miramolines .  In  fiead  of  adoration 

giuen  to  the  true  God, the  name  ofpro- 
Mahomet y  and  his  execrable  Alco¬ 
ran  (hould  haue  bene  here  preached.  The  i 
Saxons, who  were  Pagans  then,  and  not 
capable,  but  to  giue  offence  to  a  peacea¬ 
ble  king,by  their  reuolrs  and  wonted  fedi- 
tions^could  they  haue  bin  any  hindrance? 
The  Germanes,  diuided  into  many  fmall 
Principalities, and  gouerned('for  the  moft 
part)  by  the  kings  of  France,  could  they 
haue  refifted  ?'ln  Italy  there  were  but  the 
Lombards^  who  in  the  fpacc  ofaimpft  two 
hundred yeares,  could  fiat  became  Ma¬ 
fters  of  all  Italy,  neyther  conquer  any 
more  but  a  part,  which  their  firft  king  Al- 
bonine ohtixinci  at  a  clap,,  cuen  when  they 
firft  entred  i  The  reft  wasfo  miferably 
tormented,  by  the  courfes  and  piracies  ot 
^zSarraxdns  \  as  the  pporc  inhabitants 
knew  not  whereto  hide  themfelues.  The 

V 

Empire  of  ConHantimple  remained,  ha-» 
uingworke  enough  to  do,  to  keepe  her^ 
felfe  within  her  ownefiTJall  bounds  and 
limits :  bceing  purfued  by  jthc  Arabes  and 
Mahometanes  of  the  Eaft.Qucftionlcffe, 
j  the  Chriftian  na.me  had  bene  extin(5t,had 
it  not  pleafed  God  to  feme  himfelfe  with 
the  vi(ftorious  arme ,  and  courage  inuin- 1 
cibk  of  this  French  Prince,  to  conferuc 
hisfaithfull  feruants  to  glorify  his  name. 

This  was  the  fame  Prince,  of  whom  it 
was  faid ;  That  hee  ajfecled  rather  to  com  • 
mand  Kings y  then  to  bee  a  Idng  himfelfe ; 
which  was  engrauen  on  his  Toombe  in 

thefe  tearmes. 

*  •  ^  ' 

'  ■  ,  .  J  Ti  ,  ■ 

»  •  »  i  »  .  ♦ 

Non  ^ult  Kegmrefed  Regibus,  imperat  ipfe. 

'  I 

^  !  r  •  . 

Thus  imitated  by  the  Firgil  of  France. 

This  was  Great  Martel^  Prince  of  the  frechy 
Not  King  in  name^  but  a  Master  of  Kings, 

Much  more  to  be  eftcemed  heercin, 
then  he  that  faide ,  Hee  ajfeffed  rather  to 
command  them  that  had  Golde^  then  to  haue 
any  hmfelfe.  Becaufe  the  pafsion  and  fer- 
iiour  which  is  borne  to  honor,and  which 
feateth  it  felfe  willingly  in  the  fouls  of  the 
moft  generous;  is  much  more  quaint, 
tickling  and  violcni;then  is  the  dcfirc  and 
thirft  after  riches  .  The  reputation  and 
valour  ofthat  great  Martel  protedorof 
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Chriftendomc)  bceingfuch,the  Church 
hailing  no  other  prop  norfuccourjcuery 
one  6xing  their  eyes  on  him^Popc  Grego^ 
ry  the  third  fent  him  the  chaines  of  Saint 
?eter^  and  the  keyes  of  the  Sepulcher, 
committing  himfelfe  and  the  whole  Ro- 
manc  Church  into  his  protedion,  to  ht 
warranted,  not  oncly  againft  inuafion  of 
Sarrazensjbut  alfo  againft  the’ continual 
courfes  of  the  Lombards,  wherewith  hce 
hadbeene  afflifted  beyond  all  <extreamF 
tie.  ,  ^ 

Pefitty  King  of  France,  fdn  to  Charles 
Marteil^vjonnc  not  a  iot  leffe  glory  by  his 
haughty  deeds  of  Armes.  This  was  hec 
that  danted  the  Aquitanians,and  them  of 
BauarUj  ouercomming  them  in  diuers 
battailcs,  andlikewifethercuoltcd  Sax¬ 
ons.  Soone  aftcr^bcing  called  for  (uccor 
by  Pope  Stephen,^  to  defend  the  Ronianc 
Church  (vexed  more  then  cucr)  and  op^ 
prefTcd  by  ABolpho^  King  of  the  Lom¬ 
bards,  he  went  with  all  diligence,  &:  com 
ftrained  Aliolfh’o  (who  felt  his  power  not 
equall  to  hisj  to  flyc,and  fhut  himfelfe  vp 
\v\Famah\s  Capitall  City,  where  hecbc- 
fiedged  him,  and  could  notraife  his  fiege 
vhtillhcc  haddemadcan  aduantagcable 
compofition  for  the  PopejWith  whomhe 
left  many  French  fouldiersforhis  further 
aflurancc.  This  compofitiou  being  after¬ 
ward  broken  by  the  perfidie  of  ABolpho  , 
Pepin  returned  thither  againc,and  befied- 
ged  him  the  fccond  time  j  compelling 
him  to  furrender  the  Exarqiiafe  of  Ratien^ 
na^  and  many  ocher  places, which  be  gaue 
vp  to  the  Romanes  Church.  And  retur¬ 
ning  home  into  France,  hcc^  found  there 
the  Ambafladors  of  ConBantine^  Empe¬ 
ror  of  who  bringing  him 

many  goodly  prelents,  came  onely  to  re- 
quell  bis  alliance.  ,  >  . 

But  what  can  we  fpcake  of  more  admi¬ 
ration,  then  his  hnxic  Charles^  to  whome 
(by  good  right,  and  for  his  high  deferts ) 
the  whole  Vniiierre,by  one  conlentjgaue 
the  fir-name  of ?  Hec  attempted, 
maintained,  conduced,  and  brought  to 
cnd,tcnortweluc  feucrall  warres,  all  of 
moft  great  importance  &  difficulties  in  all 
kindcs  ^  as  well  in  regard  of  the  places,  as 
for  the  great  multitude  and  ftrength  of 
the  enemies,  againft  whome  hec  was  to 
dealc.  Firft,  againft  the  Aquitaniam  and 
Bafques  or  Gafcaigns^  a  mcruailotis  ftrong 
people  5  yet  after  manyoucrthrowes,hec 


ranged  them  vndcr  his  obedience. 

Next,  another  warre  againft  the  Lom¬ 
bards,  who  hailing  violated  the  Articles 
of  peace  3  which  had  bcene  couenanred 
with  them  by  Kin^Pepinj  Father  to  this 
c/^/fr/e/ithey  infefted  and  tormented  the 
RomaneChtfreh,  without  the  leaft  brea¬ 
thing  or  refpit.  Which  wastbereafon 
that  rhis  Prince,  as  pious  and  iiift,  as  vali¬ 
ant, vndcrtooke(according  to  the  ordina¬ 
ry  vfcofthe  French  Kings^rhe  defence  of 
the  holy  Scc,oiieixommingS'  ruinaring 
the  Lombards  from  the  toppe  to  the  hot- 
tome.  He  alfo  befieged  Didkr  their  king, 
looke,  and  led  him  captiuc  into  Fraiince, 
where  ended  the  kingdomeofthe  Lom¬ 
bards  in  Italy, whereby  he  augmented 
and  enlarged  bis  owne  eftate.  Thus  hee 
purchaled  reft  to  the  Pope, and  befide  en¬ 
riched  theRomanc  Church,  giuing  it  no 
raeanepartofhis  Conqucfts,and  encrea- 
fing  the  patrimony  of  S.  Peter. 

Hce  attempted  warre  alfo  againft  the 
Sarrazins,  palTed  into  Spain  to  fight  with 
them,  where  he  foyled  them  in  many  en¬ 
counters,  enforcing  them  to  hide  them- 
felues  in  Towh'Si  which  he  befiedged  and 
wonne  away  from  them,  fo  that  he  con¬ 
quered  a  great  part  of  Spaine^  chafing  the 
Sarazins  thence, and  continued  warre  al- 
wayes  ther  afterward  againft  thcm,which 
gaue  no  fmall  cafe  vnto  the  Spaniardes,  j 
who  were  mightily  opprefled  and  oucr- 
burdened  before. 

~  Then  he  made  an  expedition  into  Ita- 
by  againft  the  rcuoltcd  Lombards  and  Ita¬ 
lians.  Many  the  like  into  Germany 
the  Bauarians,  the  Danes ^  Bohemians^  Scla- 
uonians^  and  F tiinidesy  all  warlike  people, 

and  whom  hec  conquered.  AIfo“againft 
the  Hunnes^  an  vndaunted  people,  after 
they  had  gotten  habiration  in  Pannonia^ 
vnder  the  condud  of  Attila  their  King  : 
yec  he  vanquilhed  them,  and  hewd  them 
in  pceces  in  many  fought  batrailes, pluck¬ 
ing  out  of  their  throats  the  fpoiles  of  Eu- 
rope,  which  they  had  cnioyed  and  trium¬ 
phed  ouer  for  fo  many  yeares.  And  there 
he  found  fuch  wealth  and  aboundanceof 
rkhes,  as  the  very  fimplcftfouldiourin 

the  Camp,  was  wonderfully  rich  for  eucr 
after. 

FurthermGrc,hc  had  no  mcane  med- 
ling  with  the  Sa^ns,  againft  whom  hee  , 
had  warre  for  the  fpacc  of  three  and  thir- 1 
ty  ycarcs :  they  being  a  people  that  could 
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neucrliuc  nor  abide  in  qiiier,reiioltingin‘ 
ceffant  ly^  cfpecially  when  they  knew  this 
Prince  to  be  farre  off  from  thcm5&:  trou¬ 
bled  in  Tome  other  places.  Hee  added  to 
his  owne  eftatc  Cafeoiugn^^  a  great  part  of 
Spaine^  S axony^  and  the  Pannoniaes  ;  rc- 
ftraining  fp  powerfully  the  ordinary  cour 
fes  of  the  Sarrazines ,  as  all  Europe  lyued 
quietly  vnder  his  reigne.  Befide,hee  was 
fo  redoubted,  loued,  and  admired  altogi- 
thcr  by  forraigne  Kings,  that  Aaron^  Ca- 
lyffepithc  Eaft,  who  held  ("well-necrOall 
Ajtd  5  and  was  feared  by  all  the  greaieft 
Kings  rfoughtfor  hisfriendfliip,and  fent 
him  rare  prefents  at  diuers  times,  auouch 
ing  him  to  be  the  molt  woorthy  King  in 
the  whole  world.  And  although  this  Ga- 
lyfte  was  rude  and  harlh  vnto.Chriftians, . 
that  dwelt  in  his  countries*;  yet  notwitli- 
ftanding,  he  forbarc  to  pccfecute  themjn 
confideration  of  Charlemaigne ,  to  whom 
he  gaue  the  City  of  lerufalem^  by  fending 
him  the  keyes  |:hctCof,as  alfo  them  of  the 
holy  Sepulcher.  .  r 
;  -The  Emp^fburs  of CanJiMmople^\{‘o 
did  fo  efleeme.  !oue>^nd  honor  him.  that 
gftentinies.  they  fenc  him.  rich  giftes  by  1 
their  A.mJjiiir^dQurs,  i  dreading  nothing 
more 
^arre 

pMo^fiPs  King  of  Gal&cia ,  and  of  the 
ridisi  woufd^call himlelferno^other,  1  But 
yyiib  this,  qualificationi  towardcs  Greai 
Charles,' fi0  humble  mifAttbfkU^uhuU:  » 
wholfypohim.-^P^ropriusf^  .ai  j 

EginharJh^ii^StcptMd^  j  L:nh^'  1 

l:But  Wba^t  ,!C^. be  thought? aiorct.admi-»  j 
or  tear;i5edto  bec-ajmattef  mbfe ; 
rare,  ihen  in  ^  Prince  that  gwas  fb  flout  a  j 
\$^arriQur,all  other  ciuillh^cctties  andmoft  | 
himiancylhoi^ld  Tiatie^nequall  meeting  j 
together  ?, ;/  Singular  clfetndncy  did  cuer-  ’ 

_ _ _ _ ,  •  f  •  «  •  • '  - 


A  merclfull 


then  to  haue  any  conteiidingf in  |j  that  onely  tefpea,  to  1 
tagajnft  In  like  manner, i  trian.vvho  had  fo  often 

^  if  *»  •  ••  ***  ^ .  m  t  ^  i  .. 


This  Lombard  was  vnworthy  of  fo 
great  grace, in  confpiiing  afterward  with 
other  Rebels ^ancl  viing  treafon  againft  his 
King  and  Benefador.  Who  neuerihelcs, , 
after  he  had  dilcouered  the  conlpiracy,  & 
furmounted  ail  that  the  rcuolts  could  do ,  i  may  hc*ioo 
againe  he  pardoned  this  Paul^^  Warnifri-  i  abufed 

^/^jbeing  noway  willing,  that  he  Ihould  * 

bepunnhliedfor  hispertidie  andrebelli- 
on.Onely  he  commanded  hisretiremenr,- 
and  baniOied  him  (tor  awhile)  to  acer- 
taine  place.  Afterward  hee  brake  the 
bounds  cf  his  banishment,  and  fledde  to. 

Ragaifius^  Duke  of  Beneuento,  to  excite, 
him  alfo  torcuolt.  An  occafion, whereby; 
the  king  .was  counccllcd,  greciiolilfly  to 
punnilhboth  the  one  and  other  for  this' 
double  treafon.  Yet  the  good  Prince 
would  lend  no  eare  thereto,  but  faued  Sc 
pardoned  both  their  lines :  ohcly  he  char- 

Paulia War nefridt^^  to  „  , 

iiloryofthc  Lombards,  the  continuation;  gTrong^ed  ^ 
of  Europe, and  fomc  other  works.  ’  ;  Prince,. 

This  was  not  only  a  light  pimifhiBent, 
but  honoTirablc^alfo  ro  himthat  had  the. 
charge  thereof; '  wherein, befidc  a  moft 
fingular  example  ofclemency-  appeared 
amadmirable  affcftionvnto  learning,  for; 

loue  and  honor  the; 
falne  into  trcafoiilJ. 

Such  was  iheJbue  &  great  account  which 
i  he  made  of  learning  %  and'himfelfe,  albc.‘ 

[it  liuingin  anage  vngtacious enough, 6c 
foil  of  barbarifmcjyet  did  heefpeak^La* 
tine  di^antly ,  and  his  mother  tongOe  to' 
readily jCuen  with  naturall  eldquei  cc  and 
admirable  perfwafion ;  hee  vnderftoOdd 
Gfecke  alfo, but  fpakeitbardly.  Befide, 
he  was  wcU  fecheiri  all  tjhe  Sciertccs^  has 
mrx^AkuinUs  to  bee  his^Schook-rnaflcr . 

All  dinner  whife^  liee  caufed  one  to  dif-' 

■cofUrfe,of  readt  ancient  Hiftolpfcsj  where- 


mor.e  accompany' hisylviaarious  afme.  j  1nhcto6ketiomcanepleafurc,butmhul- 
The. fame  Bgtnhard  x^^oitt&\^  iihat  hec  {•  'ded  thetcafter^the  forme  of  his*  owne 
couI4nc>t;Bcxnfoiccdm  chollefjby any  !  Ufcll  vi  .  it  \  •  pV;  ^ 

occafion  whatfocuer.  Nay,hc  wouldnet  j  : '  No  Icffe  washcao  bee  commended 
ucryeeld^ttiac-onc  of  them  which  had  at* ;  forhisiuflicei  carcfull  for  rendringit  to 


tempted  againft  his  life  and  rSratc,fhould 
he  pii;c  6>dea  h,but  ohcly  was  contented 
with  their  f  afe  keeping . .  Inhis  vidlo iy  I 

^  /I.  ^  T  _ I  -  1  i  T*!*"**#  f’  J 


hi^  fiibiefts'with  all  finccrity ;  himfelfc  ta 
king  knowledge  of  fiich  caufes  as  conecr* 
ned  any  difiiculty ,  vndertaking'thede- 


HIs  Uiflice  8c 
vprightnefle 
(o  his  lubie&s 


ag^ina.theLombards5tee  didribtionely  j  fence  and  proictSlion  of  VViddowes,Or- 
oardon  uz^vvii>fv.i phanesj"*a’nd  other  mifcrabic  people,  to 

warrant  them  againft  all  oppreflions^of 


pardon  PaUlm  WArmfridMr^  Pcacon  of 
Aqu^ileta  5  :bMt  al(bkcpt  him  neere  about 
hi§.perfonj  greatly  honouring  and  'grati¬ 
fying  him^for  the  efteemc  bf  his  eruditi¬ 
on  andjknowlcdge. , 


•.I 


"-w. 


the  mighty.  Hailing  al(b  eftabliilicd  ma 
ny  goodLawes  and  Ordinances,  for  the 
footing  vp  of  viccs,and  furtherance  of  iu- 

.  ftice. 
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Of  the  Kings  of  France. 


Booke 


Hcc  catifcd^ 
tiuc  Counccl« 
to  be  called  & 
helde/or  the 
good  ot  the 
Church. 


1 


fticc.  In  regard  ofhispiciy  and  fingularc 
deuotionj  hee  made  fufficient  apparance 
thereof,  as  remaineth  witneffed  to  ihis 
day  in  ftrange  Countreys,  by  his  wealthy 
foundation  of  Churches  and  Monafte- 
rics.  He  was  ordinarily  prefent  at  folemn 
prayers  in  the  Church,  and  at  all  Cano¬ 
nical!  hourcs,  cuen  in  the  night  time. 
Great  care  hadhee,  that  diuincfcruice 
ihould  be  honourably  celebrated,  &  the 
Churches  well  ferued^  defpending  great 
fummes  of  money,  tohaucthem  fitted 
and  furnifhed  with  all  conuenient  rich 
.Ornamcnts,and  matters  to  them  bclon- 

g«g* 

Morcouerjiic  was  fomcvvhat  proui- 
dent  and  curious,  that  the  church  fhould 
be  beautified  and  {hining,by  the  probity, 
intcgriric,  and  fan£titic,  cxpreffcdinihc 
hues  of  thcMiniftcrs,  and  Ecclcfiafticall 
perfons  to  them  appertayning.  Being  al- 
wayes  hcercin  fo  carcfull ,  and  for  efta- 
bliflamcnt  of  the  better  order,  that  hcc 
caufed  fiuc  Counccllcs  to  bee  called  and 
holdcn,  and  colledingthc  Decrees  of 
them, made  the  to  be  publifiicd  &  obfer- 
ued;  holding  nothing  in  more  great  re¬ 
commendation,  then  to  fee  the  Church 
honoured,  and  dourilhing  in  all  holincs. 
Hewaslibcrall  vnto  all  men,  cfpeciallie 
to  the  poore,  as  well  of  his  owne  King- 
dome,  whom  hcc  mercifully  reiccued :  as 
alfo  in  ftraunge  countreyes,  whereto  hcc 
fentiich  Aimes  5  alwayes  coucting  frend- 
fhippe  with  the  E after ncKingcs,  to  aP 
fwage  the  pcrfccutions  of  poore  Chrifti- 


ans. 


Ch^tletnatgn 
couUneuer 
be  ceoapeed 
by  a  thoughc 
of  Ambition. 


Sginharditi  \ 


But  aboiic  all  the  reft,  one  thing  fcc- 
tnetb  very  ftrange  j  that  Ambition  could 
ncuer  gette  footing  in  the  foulc  of  this 
Prince,  although  ithad  becnc,  and  is,  a 
frequent  and  ordinary  difeafe,  in  the  ve¬ 
ry  greateft  courages,  and  moft  generous 
fpirits.  For,  although  hcc  was  crowned 
Emperor  of  the  Eaft  at  Rome,  by  Pope 
Lea  the  third,  vppon  the  cries  and  accla¬ 
mations  of  the  Roman  people,  who  both 
defired  and  elededhim :  yet  let  mec  tell 
ye,  it  was  fo  farre  from  any  fcarch  or  pro¬ 
ceeding  thereto  in  him,  as  hcc  knew  no¬ 
thing  thereof,  neither  cuer  gauc  his  con. 
fent  thereto.  VoxEginhard  aflureih,  ha* 
uingheardhimfclfeto  confirme  it,  that  if 
hcc  had  knowac  the  purpofc  of  the  Pope 
and  people  5  be  would  not  hauc  gone  in¬ 
to  the  Church  on  Chriftmaffc  day ,  in 


The  death  of 
CharicmSigQ 


Charles  fhc 
Debonnaire 
tuccccdcd  his 
Father  Char- 
Icmaignc. 


thcycare  VCCC.  whcnthafacclamati- 
on,  election,  and  corronacion  was  per¬ 
formed.  It  was  a  thing  fo  much  againft 
hismindc,  and  whereof  hee  made  fuch 
flcndcr  reckoning.  Hee  dyed  at  the  age 
of  thrccfcorc  and  cleucn  ycarcs hailing 
reigned  feuen  and  forty  ycarcs.  And,  ai 
his  height  of  humane  felicity,  hee  left  his 
Sonne  his  fuccefTor,  and  heyre  to 

his  venues,  who  for  his  exceeding  great 
mildenclle  and  mcckcncfTc,  defer ued 
the  fiir-namc  of  ,  or  the  Bebon- 
mirtm 

In  his  yong  yearcs ,  his  Father  made 
him  King  of  Aqmtawey  where  he  carry  ed 
himfelfcin  fuch  fort,  gouerning  fb  wifely 
and  with  fuch  diferetion,  that  fuch  pru¬ 
dence  and  vcrtiie  was  highly  admyrcd,€- 
fpcciallyin  thofe  tender  yeeres.  Himfclfc 
rendred  iufticc  to  his  fubiedfes,  attending 
thereon  three  dayes  in  eucry  weeke .  Hee 
vfed  great  iudgement  for  well  choofing 
men  of  worth  and  meritc,  to  vndergoe 
places  of  important  charge,  as  Officers 
and  Magiftrates.  Hee  caftd  the  people 
fb  muchaspofsibly  hcc  could,  in  taking 
away  hardc  Tribu  res  and  Subfidyes  ,  and 
moderating  others,  euen  in  the  mildeft 
manner.  > 

Andyct  notwirhftanding;  heewas  a 
good  VVarrior,not  onely  in^lcfcndin g  & 
(afe kccpinghisbwnc  Frontiers :  but  alfo 
proceeding  very  farre  into  Spain,tomakc 
vvarre  vpon  the  inuading  Safaiins^whora 
he  foylcd  in  many  battels^  encounters,  U 
befiedgings  of  Citrics  conquered  by  him^ 
hauing  maintained  and  enlarged  the  lads 
of  his  Father  Charlemaign<?;vf\i\ch  he  had 
wonne  in  Spainc.  So  tha^tby  his  Vertucs, 
wife  carriageand' deportment,  hee  gauc 
a  wondcrfull  ^contentment  to  his  Father. 
Hee  fuccccdcd  himin  the  kingdomc  of 
Frirc, and  in  the  Empire  of  the  Eaft.  He 
continued  warre  againft  the  Sarrazins  in 
Spaine3&  weakned  them  in  fuch  fort, that 
he  gauc  good  means  to  the  Spanifh  chri- 
flians,to  defend  themfeluesagaihft  them 
atidvto  extend  their  territories  farther  off, 
Marineus  Sknlf^^  viha  wrote  the  hiftoric 

ofSpain,dcclarcththcexpcditionsofthis 

^crich  Emperour,  reporting  morcouer 
thathcimpofcd^tributconthc  people  ’ 

which  were  conquered  and  fpbieacd  by 
him  in  Spame ;  where  he  was  cald  in  the 
dayes  of  this  kMt\iox  Remanfanos 

He  conferued  in  greatnes  the  Empire 


alfo  a  wartbie 
warriour,coa* 
queringchc 
Sarrazins  in 
Spainc. 


MametuSUtt- 


>'i 

n! 

d! 

i 

■(ll 

lijiV 
'to^ 
'tit 


'Chap.3. 


Of  the  Kings  of  Fra  nce. 


% 


iJe 


file 

idiop 

He? 

lolinj 

ICfjOC 

•COplt 

iinj 

)aiid 

iltt 

mn 

utafo 


Qj 


'kim, 

ilads 

ictod 

iiacsi 

if 

^aikff' 

ansi* 

iciK 

off' 

jriCf 

this/ 

#1 

oh' 
j 


’T*; 


Hiszealeand 
dcuotion  to 
God  and  his 
Church. 


The  J.  face  of 
king'iinFiacc 
the  fi.ft  being 
Hugh  Capet, 
of  Saxony. 


A  worthy  an- 
fwer  of  a  judi¬ 
cious  King. 


ofthc  Weft  towards  Germany,  and  vali¬ 
antly  imbarred  thecourfes  of  the  Nor¬ 
therly  peoplc/rom  their  manifold  iniiafi- 
And  neuer  could  any  defeat  or 


ons 


f‘f 

D 


Hislouc  and] 
charity  to  the 
poorc,  and  e- 
reftion  of 
Churches. 


vice  be  noted  in  him :  but  that  he  was  too 
good,  too  humane  and  debonnaire.  His 
piety,  zealc,  and  deuotion  towards  God 
and  his  Church  was  fuch,  as  neuer  in  any 
man  was  obferued  greater  a  Forty  dayes 
before  his  deceafe 5  hce  tooke  no  other 
foodc,biit  the  bleflcd  Communion  one- 
ly,  which  he  receiued  with  wonderful  hu¬ 
mility,  and  extraordinary  contrition  : 
continuing  alwayes  in  prayer,  or  caufing 
to  be  fling  in  his  prefence  and  hearing  the 
Ecclefiafticall  offices. 

Come  we  now  to  the  third  race,  the 
cheefe  whereof  \N3iS  Hi^gh  Capet ^  yffbed 
from  the  hpufe  of  Saxony  t  who  happily 
reigned,  and  wifely  gouernedhis  King- 
dome,  with  much  piety  and  iufticc .  His 
Sonne  Robert ,  with  like  piety  and  inte¬ 
grity  of  life,  loued  Learning,  and  was  fo 
earncftly  addiifted  thereto,  that  hce  him- 
felfe  compofed  ftindry  Bookstand  among 
the  reft,  he  wrote  many  goodly  &  pious 
Hym,ns,wbich  were  receiued, and  are  yet 
(at  this  prefent)  fung  in  the  Church.  Of 
him  it  is  thus  credibly  reported,  ^  beeing 
(at  a  certain  time)  mockt  by  an  ignorant 
Duke,  becaufe  hee  (Img  in  the  Church  a- 
mong  Ecclefiafticall  perfons,  hee  made 
him  this  anfwcr ;  Tij^at  he  better  affe^iedio 
\fee a  Kingdearned^  then  an  A(fe  Crowned^ 
making  his  allufion  vnto  the  Duke ,  who 
ware  his  Dukall  Crowneon  thatfolemn 
day.  ^  :  ..  a:j  :  . 

Hec  was  very  pittifull,  and  a.  great 
Almoner  on  the  poores  behalfc  5  lb  that 
when  hee  tooke  his  owne  repaft ,  great 
troopcsof  poore  people  were  admitted 
to  be  about  him,  whom  hce  would  fiiffer 
freely  to  come  ncere  him,  and  gaue  vnto 
them  that  foodc  which  was  fet  there  be¬ 
fore  him,  &  many  other  things  that  they 
flood  in  neede  of .  Nopvas  hec  a  iottc 
lefle  liberall  to  Churches,  in  caufing  ma¬ 
ny  to  be  builded ,  founded,and  endowing 
them  bountifully,  as  alfo  rc-eftablifhing 
and  enriching  others.Thcrc  was  no  want 
in  him  likewife  of  all  other  royall  vertues, 
maintaining  and  conlcruinghis  eftatc  ve¬ 
ry  wel^and  making  the  people  happy ,thac 
were vndcr his  obedience.  ' 

I  am  feigneto  paffe  ouer  others,  to 
come  to  King  Lewes  the  fixt,  firnamed  Le 


the  Grolle  or 
big. 


'The  Emperor 
,  Henry  the  fih 
gocth  with  a 
great  army  a- 
gainfl  Lewes 
7^eGro0e5  & 
retired  thence'^ 
wkbout  ftri- 
king  a  blow. 


GroSy  a  true  imitator  of  his  Aunceftour?  K.Lrwcsthc 
vertues.  He  imployed  all  his  life  time,  to 
containc  his  people  in  peace  and  qiiyet- 
nefle,  and  (according  to  the  dutic  ofa 
good  King)  to  iliield  them  from  oppreP 
fionofthegrcateft&moft  potent  Earles 
and  Barons  of  France, who  flood  then  vp- 
pon  very  peremptory  tearmes .  Which 
made  him  to  attempt  diners  wars  agaynft 
them  vpon  that  occafion,and  oftentimes 
expofe  his  life  to  dangers,  preferring  the 
well-fare  of  his  people,  before  all- other 
confiderations  whatfoeuer,-and  fo  be  wel 
witneffed  from  time  to  rime. ‘  " 

After  he  had  chaftifed  and  rauhged  all 
fuch  as  had  reuoltcd,  flying  from  bim  vp- 
pon  the  like  occafions ,  and  was  become 
feared,  refped^ed,  and  obeyed  of  all  the 
Rebels,  as  alio  bcloued  ofall  hislubieiSfs^ 
the  Emperor  Henry  the  lift,  being  depar¬ 
ted  from  Germany  with  a  mighty  &  dread- 
ful!  Army^to  oner- run  him  and  his  coun¬ 
try,  he  went  to  meet  him  nere  to  Rhemes^ 
hauingbuta  handfullof  hibh* 'With  him ! 

But  he  fo  affrighted  the  Empefbf  Henriel 
and  alhhe  potent  Army  with'  him,  that 
fearing  the  valour  and  inuincible  arme  of 
the  French ,  whofe  courage' will  giue 
way  to  nothing  whatfoeucr ;  he  thought 
it  farre  better  for  him  to  quit  the  place, & 

’  get  him  gone,  then  to  hazard  his  eftate  a- 

,  gainft  fo  v-aliant  a  King,  tHbugh  hec  was 
^  attended  but  with  fo  fmall  a  tfoope*.  And 
^  fo  this  Emperor  made  his  retreat^,  at  the' 
very  noyfe  ofthc  Kings  cbmmihg^  whofe 
i  name  (indeed)was  very  dreadfully'*' 

This  Prince  alfo  ckcelled'in  Piky  and 
Religion^  vertues  proper  to'tlfe  khiges  of 
France ;  being  the  true  propsyftippofts, 
and  Bulwarkcs  to  the  Church  .  ^rFqr  wV 
reade^  that  in  his  time.  Pope  TafehaU  ^i 
fecond  came  into  France  mr  refuge,  and 
to  confult  with  thCGallicane  chwxchycon- 
cermng  thofe  differences  which  he  hadde 
with  tl le  Emperor.  And  afcCrWardes,  the 
Popes  the  fecond,  Honorius^t 

fecond,  and  y/z/^^c^'/^^/Wthcfecondjbeing 
tormented  and  expulfcd  by  the  Emperors 
of  Germany,  and  brought  to  great  mife- 
ry^  yet  fuccoured  in  that  kingdoine, their 
ordinary  retreat  and  refuge.  Hec  enter¬ 
tained  them  honourably,  alfifting  them 
with  riches,  refpeding  them  worthily  6^ 
royally.  In  the  end,  hauing  fuccoured 
them  to  his  vtmoft  power,  he  tooke  pains 
to  pacify  thofe  difeords  and  contentions. 

Some- 


•Vprtucs  pro' 
•per  10  the 
kings  of 
•France. 


Suggermln  vit 
ludoui  Crofsit 


! 

/ 


OftheKingsof  France. 


Booled 


Su^er»  Ahhit, 
S.Dionipn 

Crofti, 


Lcwcsihc7. 
fuccce<lcih 
his  Father 
Lewes  Icgros 


Philip  Augu- 
ftus>rur>naind 
the  Conque¬ 
ror,  came  to 
the  Crown  at 
14.  y  cares  of 
age. 


So’tncthihgniorcl  may  addc  concer¬ 
ning  his  death,  as  it  is  (et  downe  by  S ug^ 
Abbot  of  Saint  his  princi¬ 

pal!  friend,  and  an  cye-witnefle  thereof. 
Feeling  the  end  of  his  life  approching,  6c 

the  holyEuchariftbeingbroughttohim, 

he  aroft  out  of  his  bed  to  mecte  it^  falling 
downe  on  his  knees,  and  recciuing  it  with 
great  dcuotion.  Hailing  before  taken  or¬ 
der  for  al  his  affaires, and  made  both  pro- 
feffionofhis  faith,  and  confeflion  of  his 
finnes,  in  the  hearing  of  all  there  prefent. 
Afterward, being  taken  foorthofhis  bed 
again, 6c  laid  vpon  afhes  difperfcd  abroad 
hegauevp  theghoft. 

His  Sonne  the  feuenth,  called, 
The  Touthftilly  was  a  true  rcfembler  of  his 
Father,  hauingioyned  piety  and  valiancy 
together.  By  the  counfell  of  S^Bermr a, 
helnade  a  voyage  into  PaleBme  to  heipe 
it  with  a  puiffanc  Army,  againft  the  inua- 
fion  of  the  Turkes.  And  hauing  obtained 
many  great  vi6torics  againft  the  enemies 
of  the  Chriftian  Faith,  he  returned  home 
tohisKingdome,  preffedby  the  difeom- 
moditicsof  Famine, where-with  his  Ar- 
mie  was  very  fore  afflifted,  thorough  the 
difloyalty  of  the  Emperor  oiConHantino- 
fie. 

V  Vho  can  fufficiently  admire  the  valor 
and  good  guidance  of  PhiUif  Augultu^y 
who  (by  good  right^  alfo  carried  the  fur- 
name  of  Conqueror  ?  At  the  age  of  fourc- 
tccne  yeares,  he  tooke  into  his  hand  the 
rcincs  of  the  State,  and  in  that  tender  age 
performed  all  exploitesand  adions ,  hoc 
onely  of  valiancy,  but  alfo  of  a  great  and 
perfeft  Captaine  5  watching  6c  fpending 

#  ■  *  I..  _ ^  ^  A  ^  ^  \  *  M 
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.y  ofhis  Anceftors,  made  a  voyage  to  the 
Holy  Landj  where  he  fought  diuers  times 
againft  the  Turkes  and  Sarazins/aiid  car- 
ryed  many  triumphes  from  them.  Bccing , 
returned  home  to  Fiance,  lie  wonne  that 
great  day  of  Bournes  ^  nccre  vnto  ToUrnAj^ 
which  I  will  touch  a  little  more  largely  in 
this  place, it  being  fcarfely  known, though 
(indeed)  it  was  moftfignale  and  famou^ 
For  this  king  fought  in  that  ba^ttel, againft: 
the  forces  of  the  Emperour  the  nit, 

the  King  of  Enghniy  the  Earles  oiFkn- 
derSy Hemnlty  and  Bolognc,  all  coniured  a • 
gainfthiseftate. 

Tbofe  Earles  being  reuoked  and  lea¬ 
gued  with  the  King  of  Engknd ,  had  like- 
wife  caufed  the  emperor  Otbo  the  fiftc,  to 
come  into  FraunGe,with  a  very  great  and 
puiffanc  army  ofGcrmancsand  Saxons. 
With  them  wereioyned  the  Forces  of 
plmdersy  Henmlty  and  ocher  French  fub- 
icds  andvaffals,  affociated  with  the  Earl 
oiBologne.Thc  King  went  on  before  with 
his  Army,  and  met  the  enemy  fomewhac. 
ncerc  to  Tournaj/y  where  he  bad  Lodged 
him  aloft  in  a  place  for  bis  beft  adiiatagcr 
which  the  King  hauing  well  pereeiued,  6c 
that  he  was  fruftrate  of  all  meanes  for  co¬ 
ming  at  them  on  that  fide,  refolued  to 
fetch  a  further  courfe  about  .and  to  affailc 
them  on  the  other  fide. 

Being  wiihdrawnc  to  effetft  this  intent, 
the  Emperor  Otho  taking  it  for  a  flight, did 
caufe  his  army  to  march  on  with  fpeed  to 
ouertake  the  King, who  was  encamped  in 
a  village  called  Bouines.  There  he  had  in¬ 
telligence  how  the  enemy  was  come  very 
necrc^  and  the  noyfe  of  theyr  armes  gauc 
apparance,  thatthey  would  fall  in  handc 
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whole  nights,  to  execute  and  accomplifti.  „ 

his  enterprizes.  By  which  meanes,  hcc  prefently  with  them, and  charge  the  rcrc- 
but-ftept  his  enemies,  tooke  Towns  and  guard :  all  which  notwithftanding,bcforc 
ftrone  places,  where  himfelfc  would  bee  hec  would  doc  any  thing  clfc,  hecentred 
fccncmperfonatthefcalado,  yca.and  at  firft  into  a  Church,  and  there  fayde  his 
the  affault  at  the  breake  of  day,  inftead  of  Prayers. 

addifting  himfclfe  to  picafures,  whereto  Afterward,being  armed,  hcc  moun- 

his  youth  might  rather  hauc  induced  him  ted  on  horfe-backc,  giuing  order  for  the 


He  fo  vanquidied  his  cncmies,and  chafti- 
fed  rebels  in  fo  tender  yeares, as  if  hcc  Jiad 
bin  another  Alexander. 

Afterwards, the  Englifh  bcingprouo- 
ked  againft  him  ^gaue  the  better  and  more 


Armies  readineffc,  riding  thorough  the 
rankes,  for  the  better  difpofition  ofhis 
people  5  yet  nothing  at  all  was  done  that 
day.  On  the  morrow  morning,  hauing 
againc  ranged  his  Army  in  battailc  array, 

1  _  _  ^  •  t  %  1 
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worthy  fubiefl:  to  his  viSoricstfor  he  con-  hcc  gaue  his  people  a  Kingly  cncourage- 
quered  and  tookeftom  them  all  that  they  ment,bybrecfcly  acquainting  them  with 
held  in  France,  weakningthemin  diuers  thefecircuinftances  :  That  they  were  to 
battailes,  and  famous  encounters.  Alfo  6ght  with  one,  who  was  an  enemy  vnto 
this  Gonqueror,  incited  by  the  fame  pie*  God  and  Men,  come  to  lend  a  ftrong 
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band  to  Rebels,  leading  an  army  that  bad 
no  other  wages  then  facriledges  ,  fpoiles 
of  the  Churches  goods,  and  the  blood  & 
tearcs  of  the  pddre.  Therfore  they  were 
to  confider,  that  God  had  brought  them 
thither,  to  punifh  their  iuft  deferuings,  & 
had  chofen  the  French  for  the  inftrument 
of  his  iuftice.  Hee  further  aduifed  his  fol- 
dierSj  that  they  (hould  not  labor  to  buck- 
Icr  the  bodyes  one  of  another  ;but  eucrie 
man  to  do  for  himfelfc  the  beft  he  could, 
without  any  eye  or  re(pciltohis  friend 
and  companion. 

Hauinganitnatedthem  with  fuch  or 
the  like  fpecches^hc  caufed  his  Army  firft 
to  march  onjaffayling  and  fharply  fetting 
on  that  of  the  enemy.  The  French  Che- 
ualiers,  after  they  had  broken  their  Lan¬ 
ces,  came  to  handy-blowcs^fighiing  with 
all  the  hcatc  and  valour  could  be  dcuifed: 
throwing  thcmfelues  into  the  middeft  of 
the  maine  battcll,  piercing  and  pafsing 
through  the  thickeft  battalions, hewing  in 
peeccs,and  ouerthrowing  all  that  durft 
mectc  them.  Great  was  the  rcfiftancc,  & 
wonderfull  deeds  of  Armes  perfourmed 
on  either  fide.  The  King  was  alwaies  the 
moft  forward  man,rufhing  into  the  grea- 
teft  throngs^  and  v;herc  the  fight  was  fier- 
ceft,  to  (uccour  his  people .  Hee  found 
himfclfe  enuironed  with  a  huge  battalion 
ofenemics3  where  hee  fharpely  layed  a- 
bout  him  on  all  fides,  and  cleared  his  paf- 
fage  fill!  as  he  rode  on .  But  in  the  end, 
hishorle  being  flaine  between  his  legees 
fell  downe  vppon  him  5  yet  he  was  quick¬ 
ly  remounted  againc  by  a  French  knight, 
called  Sir  Peter  de  T gauc  him 
his  ownc  horfe. 

Now  charged  hcc  the  enemy  more 
fiercely  then  before ,  his  ftrength  &  cou¬ 
rage  being  redoubled  at  the  indignation 
of  his  fall,  norccafed  he  with  his  French 
Lords,  who  ncerely  followed  him,  vntill 
became  to  the  very  midftjwbcre  the  Em¬ 
peror  Otho  was,  he  being  then  very  liucly 
aflayled. 

Hecrc  did  he  meet  with  many  French 
Knights, who  being  on  foot ,  fome  tookc 
hold  on  his  bridle,  o  thers  hung  abo  iit  the 
neck  and  maine  of  his  horfc  to  ftay  him , 
which  compelled  him  to  turnc  his  backe. 
But  the  Count  Rei^nddde  Bologne^  hee 
would  not  budge  a  foote  from  the  field c 
of battcll,  but  continued  there  &  his  fol- 
j  lowers  valiantly  fighting ,  eucn  to  all  ex¬ 


tremities,  willing  (by  no  means^toyccld 

himfclfe, till iiuhc end,  hishoifc  beeing 
flaine  vnder  him,  and  hee  fore  w.oundcd, 
his  throate  threatned  to  bee  cut  by  a  Vil- 
laincjheyeclded  himfclfe  to  Lorde  Cm- 
rin^  a  Knight  of  Saint  lohns  di  I eruf Mem  ^ 
and  elcdfcd  byfhop  of  Senlis^  one  of  the 
principal!  Captains  for  the  King,  faying, 
jhadratl^eryeeldmyfelfe,  and  be  mdgedby 
the  King  dpd  bis  Peeres^  then  to  dye  ^nwor^ 
thily  by  the  hand  of  a  Jlaue. 

So  the  tielde  of battaile  remained  vnto 
the  King,  a^Ub  the  viclorie  full  &  whoF 
ly,  all  the  enemies  being  broken  and  fcat- 
tered,  a  greai:  part  of  them  flainc,  apd  ve¬ 
ry  many  taken  prifoners,cuen  ofthcchie- 
feftmen.  The  King  would  permit  none 
to  purfue  the  Emperor,  who  fledde  with 
the  Count  of  Brabant  many  Germans 

further  off  then  two  or  three  Leagues.  A- 
mongthc  prifoners,  was  Terr  and  Earle  of 
Henadte^  Nephew  to  the  Q^cn,  Coun- 
tefle  of  F/iWw,  and  Daughter  vnto  the 
King  of  Portugall,  Shee  b  Aig  a  medler 
with  Magical!  Sciences,  would  needcs 
confultwith  her  Diui^'^ers,  concerning 
the  fuccefle  of  this  Battaile,  and  it  was 
-toldcbct  yThat  the  King  (hould  belayde  on 
the  ground^  mthoutany  Sepulcdoer:  And 
that  F errand  Earle  of  Henaulte^  her  Cojine^ 
fhould enter  Paris  in  Triumph.  Ail  which 
was  true,  but  farre  off  from  her  interpre¬ 
tation. 

Itisalfo  faithfully  reported, that  the 
King  before  the  fight,  inprcfenccof  all 
his  Earles,Barons,  and  Lords  (knowing 
full  well  that  fome  were  tottering  and  vn- 
certaine,  as  beeing  not  thorowly  afFc6fed 
to  him)  tooke  the  Crowne  from  off  his 
head,  and  fet  it  vppon  an  Altar,  flanding 
by  him,  fayingin  this  manper .  Jf  there 
beear^manheereamongHyee^  that  thinkes  ^ 
morecapeablyandmrthilyof  himfclfe^  then\ 
this  day  to Jtght  for  Ubertie^  beeing  in  fuchi 
danger^  both  to  the  Honour  and  Kenowne  of 
France:  let  him  mllingly  leaueand  for  fie 
this  Crowne^  and  that  man  (  whatfoeuer  hee 
bee)  let  him  boldly  put  this  Crowne  ^pon  bis 
head,  \A  hereat  all  of  them  ftanding  a- 
mazed,  and  being  mooued  with  admira¬ 
tion  and  enflamed  affeifions,  threw  them 
felucs  before  his  feete,  faying  5  That  they 
were  all  his  humble  feruants ,  and  that 
they  would  eucry  one  of  them  dye  with 
him  that  day,  rather  then  be  commanded  | 
by  any  other. 
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The  felfe-famc  day  of  this  great  vi£lo- 
ry,  Monjieur  Lewes  de  France^  eldcfl:  Son 
to  the  King  5  wonne  another  againftthe 
Englifh,  in  the  Coimtry  of  Aniou^  at  La 
Roche  dt^MaynCy  againftthe  King,  called 
lohn  Without  Land,  For  this  double  victo¬ 
ry,  obtayned  both  inoneday^  the  King 
rendred  thanks  to  God;  and  defiring  that 
fome  marke  might  remay  n  for  a  Trophee 
thereof  to  all'pofterity  jhcc  caiifcd  an  Ab¬ 
bey  to , be  builded  ncQvcto  SenliSj  which 
(vn  th^t  refped)  he  named ,  The  Abbey 
Vilf  ory^zni  endo  vved  it  with  great  reuen- 


nues. 
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*1  can  hardly  ftay  at  Lewes  the  eight^Son 
to  this  King, and  Succeflbr  in  his  vertiies^ 
wherein  hcfecondcd  him  lining,  and  par- 
taked  in  many  of  his  expeditions  and  en- 
terprizes.  But  reigning  (c>  fhort  a  time  af¬ 
ter  his  Father  5 1  muftcometo  the  King, 
called  S.LeweSy  whole  piety,  rcljgion,and 
fandity  of  life^hath  fumciently  commen¬ 
ded  him  to  all  men,&  acknowledged  him 
by  quality,worthy  the  name  of  Saint.But 
that  which  is  to  bee  reckoned  as  a  matter 
moftrare,is*that  he  excelled  no  lelfe  in  all 
other  vertuesjboth  Military  &  Politique. 
He  brought  about  many  warres,  wherein 
ftill  he  had  a  finger,  and  performed  wor¬ 
thy  exploits  of  Armes ;  bceing  moftv^lf- 
ant  of  hisperfon5&  avery  wile  Caprainc. 

•  Hee  toyled  and  droue  in  diforder  a 
great  Army ,  wherein  was  the  King  of 
England,  and  the  Comis  de  la  Marche^ 
and  de  Lujignariy^t  Taillebourgy  on  the  Ri- 
xitxCharantemPoi^Urn  Where  hauing 
gotten  beforCjWith  very  fewe  people,  to 
winne  a  Bridge,  long  time  he  endured  all 
the  flratagems  of  the  enemies  Army, 
which  was  in  number  a  hundred  to  one : 
yet  hee  performed  fo  much  by  his  valian¬ 
cy,  that  his  Army  hadleyfure  fortheyr 
pairage,whereby  the  enemies  were  defea- 
tcd,a  great  number  flainc,  many  taken 
priloncrs,  fome  fay  foure  thoufand,  and 
the  reft  were  difperfed  and  driuen  to 
fiighc. 

No  where  can  be  found  more  famous 
deeds  of  Armes, or  any  aftions  more  ge¬ 
nerous  ,  then  his  kingly  expeditions  a- 
gainft  thcTurkes  andSarrazines,  where 
he  wonne  the  beft  in  many  foughten  bat- 
tailes, hazarding  his  owne  perfon,and  ex- 
pofing  bimfelfc  to  all  dangers,euen  in  the 
cheefeft  hcatc  of  fightjrunning  where  he 
law  the  enemy  ftrongeft,  and  his  owne 


followers  in  any  diftrtlle.  So  that  where- 
foeuerhe  went,  hee  made  all  to  giue  him 
way,  none  beeing  able  to  withftand  him  5 
but  gauc  place  to  the  grcatnelfe  of  his 
courage,  and  ftrength  of  his  powerful! 
arme.  The  Lord  of  Joinmlle^zn  eyc-vvit- 
nefle  thereof,  fpcaking  of  one  day  among 
others,  vfed  chefe  very  words. 

And  bee  you  'very  certainCythat  that  day 
the  King  J/erfourmed  mojl  high  deedes  of 
Armes  ^  more  then  euer  j/itwin  alltheBat^ 
tailes  whereat  I  haue  beene prefent.  And  one 
[aide  after  the  Battaileythat  if  it  had  not  bene 
for  htsperfon^wee  had  all  beene  utterly  lofi 
and  flaine  that  day :  And  furelyy  I  can  no  0- 
therwtfe imagine ybiit  at  the  'very  inflant^  his 
'vertue  andjlrength  was  doubled  on  him  by 
the  grace  of  God .  For  hee  feared  not  a  iote 
to  thruU  himfelfeinto  the  dangers  and perils 
of  the  battatle :  and  where  he  faw  his  people 
in  any  dislreffcy  there  he  laide  moJl  about  him 
to  helpe  themydeliueringfo  many  blowes  with 
his  Sword  and  Battle-Axe^  as  none  of  the 
Turkes  durji  come  neere  him .  The  Lord  of 
Courtnayyand  Mefire  lohn  de  Salony  repor¬ 
ted  to  me^that  they  faw fixe  Turks  (the  fame 
day) preparing  towards  the  King^  and  hadde 
forcibly  laide  hold  on  the  bridle  of  his  Horfe^ 
intending  to  leade  him  away .  But  the  'ver- 
tuous  P rince^  feeing  the  dagger  wherein  hee 
was  ^  ft  roue  with  all  his  might  ^  and  (in 
meere  height  of  courage)  laide  fuch  load¬ 
ing  ft  rokes  rvppon  the  Turkes  winch  ledde 
him^  fo  that  hee  done  freed  himfelfe  from 
them. 

In  another  place  the  lame  Lord  relateth, 
that  the  king  vndcrftanding  how  the  Earl 
of  Aniou  his  Brother  was  engirt  &  hemd 
in  with  enemies, yea, and  in  fuch  extremi¬ 
ty  ,  as  hcc  had  no  mcanes  to  get  out  from 
them  ^  he  gallowped  immediately  torcl- 
cuehim.  Aud  (laith  he)  without  tarrying 
for  any  man^gaue  the  Spurs  todjis  horfe^  h%  I 
Sword  in  his  handy  ^  rujhcd  mainly  into  the 
battaile -^charging  the  Turkes  and  Sarrazdns 
heauily  ^'vntillhe  came  to  the  place  where  his 
Br other  was.  But  at  his  arriuallfiod  knowes 

what paines  he  tooke^  and  how  many  worthy 
deeds  of  Armes  hee  did:  foritis  moftcer- 
tame,  that  where  hee  faw  the  greateft  dan¬ 
ger  andpreafe,  there  hee  besi owed  himfelfe 
without  any  fe are,  Sothat  by  his  admLble 
prowefte  joe  brought  his  Brother  out  of  dan¬ 
ger, and  droue  the  Sarrazwes  to  flight, cha¬ 
fing  them  quite  out  of  their  owne  Hoafior 
Army,  ^ 
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Another  day ,  fpeakinghow  the  King 
was  ready  to  affailc  the  enemy,  5c  exhor¬ 
ted  his  followers  to  all  forwardneffe  5  His 
Helmet  (fay  th  he)  Was  richly  gilded^  and  in 
his  hand  he  held afword  of  Germ  anie,'  rea¬ 
dily  draivne.  Bat  let  me  tellyee^  that  1  neuer 
faw  a  7nore  goodly  man  then  he  for  hee 

appeared  aboue  a/l  the  resi^  by  the  height  of 
his  head  andfhpulder :  and  it  is  a  thin^  hard¬ 
ly  to  be  credited^  how  cheare fully  all  the  Sol¬ 
di  ours  were  encouraged  to  the  battatle^  when 
they  but  looked  on  the  King  in  that  manner . 
So  that  many  Knightes^  without  attending 
fortheKingy  mingled  themfelues  amongeH 
the  Turkej^  and  there  affayled  them  couragi- 
oujly.  The  King  ^‘vouid  alwayesbethe  for- 
moH  y  and  when  he  came  neere  to  the  T urkeSy 
thebattaile  bega?me Jo  fiercely  ^  as  it  was  a 
matter  maruellous  to  behold-  And  that  verie 
day^  there  were  far  more  woorthy  actions  of 
Armes  performed,  as  well  on  the  one Jide,  as 
the  other,  as  neuer  had  beene  objerued  in  all 
the  voyages  beyond  the  Seas .  For  no  man 
drew  a  Dart^  an  Arrow y  nor  other  Artille¬ 
ry :  hut  all  of  them  fought  manfully,  hand  to 
handy  allpeUmelfone  with  another,  onely  by 
froakes  of Swords  and  Battle  A  pees .  Fur¬ 
ther  hee  addeth  ^  That  the  King  did  more 
then  meruafesin fightings  and  would  al- 
wayes  bee  In  the  verie  Hrongesi  of  the  Bat- 
taile.  , 

After  the  rout  and  flight  of  the  Turksj 
at  his  defeent  and  taking  of  Damieta^  arid 
after  the  three  great  battailesin  Egypt  > 
betweene  the  Channels  of  Nilus^  where 
he  obtained  full  vi^fory :  if  famine,  and  a 
certaine  ftrange  difeafe  ( extraordinarily 
contagious^  had  notfalncamongft  his 
people:  it  had  bene  Doomefday  vnto  the 
Turkes  and  Sarrazins,  and  doubtlcsjthcy 
had  bene  quite  cxtcrminatedjboth  out  of 
Egypt,  and  the  Holy  Land.  The  Infidels 
fo  admired  the  vertue  ofthis  Prince,  that 
although  he  was  contrary  to  them  in  Re¬ 
ligion,  and  their  very  feuere  pcrfecutor, 
yet  after  the  death ‘of  their  Soldan,  it  was 
offered  to  him,  and  they  would  hauc  elc- 
ded  him  to  be  their  Lord.  And  they  had 
doncit,  asbceing  ajnatccr  already  rcfol- 
ued  on  among  themibut  that  fome  labo¬ 
red  to  alter  this  deliberation, by  alledging 
him  to  be  the  firmeft ,  ficrceft,  and  moft 
determinate  Chriftian  that  cijer  they  did 
know.  And  they  faid  among  themfelues  5 
Thaif  their  Mahomet  hadfujfered  them  to 
feelefo  many  mif chief es  as  his  God  hadde  let 


I  him  ( being  a  king)  to  talie:  they  would  neuer 
more  haue  adored  or  belectied  tn  him .  And 
yet  (ncucrtheleflc^  fome  amongft  them, 
oncly  by  the  example,  and  good  Life  of 
this  holye  King  recciued  the  Chriftian 
Faith. 

Morcoucr,  he  ordained  fo  well  for  the 
Rate  and  policy  of  his  Kingdoihc:  iliat  his 
ftibieds  (becing  before  mightily  oppref- 
fed)  lined  in  perfed  peace  and  quictnes. 
Hcvfed  great  wifedome  and  prouidence 
in  all  his  affayrcs,hauing  thereby  quench¬ 
ed  and  qualified  many  troubles  and  com¬ 
motions  in  his  kingdome ;  and  by]  taking 
away  the  caufes  thereof,  conftrained  the 
Dake  of  Bretftgne  to  acknowledge  him, 
and  ^render  fuch  fatisfadion  as  himfelfc 

ifc  * 

defired.  With  very  muchiudgementalfo 
he  pacified  the  differences  with  the  Eng- 
liili,  and  induced  the  king  of  England  to 
fuch  friendlineffcjas  he  bccam  his  Liege¬ 
man  by  faith,  and  one  of  the  Barons  of 
France;  fo  that  hee  left  not  any  war  to  his 
fucceflbrsjwhich  caufed  them  to  enioy  fo 
long  a  peace* 

Aboue  all  other  things,  he  loued  lu- 
fticc  efpccially  ,  and  was  verie  carefull 
thereof  in  himfelfe  5  correding  (by  his 
owne  example,  and  holye  Ordinances) 


A  King  care¬ 
ful  i  foi  his 
kingdome, aJ 
well  in  his 
abicnee,  a| 
prefeucc. 


fuch  Vices  and  Abufes  as  reigned  among  ampicTo  all* 


his  Subieds.  Hee  was  fuch  a  Loner  of 
trueth,  that  ('as  the  Lord  of  faith) 

He  was  neuer  knowneto  faljify  his  IVord- 
For,  it  was  reported  vnto  him.  That  the 
Sarrazines,  in  receyuing  his  Ranfomc", 
were  difeontented  with  tenne  ihoufand 
pounds,  he  caufed  more  to  bee  giuento 
them. 

Neuer  could  any  fearc  or  misfortune 
disfurnifh  him  of  reafon  5  but  eucr-more 
he  was  thankfull  to  God  in  all  bis  aduerfi- 
tics.  When  he  faw  his  army  in  danger,  by 
nomcanesinrheworld,  or  foffafetie  of 
his  owne  perfbn^  would  hee  part  from  it  j 
but  would  alwayes  abide  by  his  people, 
and  endure  (with  them)  the  lateft  hazards 
and  euents  offortune.  Neuer  fhould  hee 
make  an  end,  'J' would  recount  the  deeds 
(well  deferuing  immortality  jof  this  good 
King.  Itftiallfuffice  then  to  fay,  as  the 
fame  Lord  oilonuille  reports  of  his  time  • 
The  common  people  called  him  true  Father* 
theT^pbiUty,  iulf  Prince,  andpreferuer  of 
the  Lawes  5  F  ranee,  her  King  of  T ruth  j  and 
the  Churchfer  Tutor  and  defender  from  op^ 
prej^ion- 

Nz  In 


No  mcane 


commendati¬ 
ons  in  fogjxat 
0  perfon, 
whole  life  was 


his  people* 
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Ofthe  Kings  of  France. 


Philip  the  5. 

luccccdedhis 
father  S.  Le¬ 
wes, who  de- 
ceafed  in  Af- 
frica  at  the  ci¬ 
ty  of  Thunis. 


GultelMc  Nan- 
gUimPbUi^po 

tertio. 


i-.* 


K  Philip  en- 
cred  Spaine, 
with  an  army, 
and  killed  ihe 
K.of  ArragoD 


Charles  the  5 
furnamed  the 
Wiie. 


In  the  fame  Schoole  was  bred  and  no- 
ri(hcd  Philip  the  third, to  whomjthe  good 
ly  examples,  and  profitable  inftrii6lions 
of  this  good  King  his  Father ,  feriicd  as 
an  abfolute  pattern  and  excellent  inftitu- 
tion,  which  he  vndcrftoodefo  well  ,  and 
made  profit  of  infuchfort,  as,  although 
he  got  not  fo  great  a  name ,  yet  notwith- 
ftandingjhe  was  the  moft  worthy  hey  re 
ofhis  Fathers  venues.  And  albeit  S.  Le- 
wes  dyed  at  the  fiedge  of  Thunis  in  Affri' 
cUy  making  warre  the  fccond  time  againft 
the  Infidels  *3  yet  this  young  Prince  gaue 
fo  good  affiirancc  to  the  Armic,  much 
danted  by  the  death  ofthe  King ;  thathee 
bare  away  many  famous  victories  from 
his  enemies,  although  they  exceeded  his 
ftrength  in  huge  multitudes.  In  the  end, 
he  conftraind  the  king  of  ThuniSyto  come 
humbly, and entreatc  for  peace;  rende¬ 
ring  himfelfe,and  his  V ncklc  Charles  king 
of tributaries  to  him. 

Afterwards,  returning  home  towards 
France, he  pafled  thorow  Italy ^  where  he 
was  entertained  with  fuch  fauour  and  ap- 
plaufes  by  all  the  inhabitants,  as  the  moft 
part  came  and  entreated  him,  that  hce 
would  take  the  command  oner  them,dc- 
firing  (aboue  all  things  elfc)  to  be  goucr- 
nedbyfo  goodaKing,  fblouing  and  rc- 
fpe£tiue  of  his  people.  Becing  returned 
into  his  ownc  kingdome,  he  maintayned 
it  in  peace  a  long  time  j  vntill  being  mol- 
leftedby  thcKing  of  Arr agony  and  the 
Count  de  FoiXy  hee  vndertooke  Armes  • 
Heereupon  he  entred  into  Spainc,where 
hauing  made  war  very  happily,  by  aflault 
he  tooke  many  places  reputed  impregna¬ 
ble,  conquered  a  great  part  of  the  king- 
dome  of-^rr4^^?;;,ouerthrcw  the  Arr  ago- 
nians  in  diuers  encounters, and  flew  their 
King,  foreturning  home-ward  with  Tri- 
umphall  viiftory  ,hc  died  at  Parpignan. 

But  one  thing  may  not  bee  omitted, 
that  this  king  moft  oftentimes  did  wearc 
fackcloath,  andaftiirt  of  haire,  lining  fo 
holily,  and  vfing fuch  abftincnce,  that  the 
Authors  ofthofe  times  were  enforced  to 
cqnfefle,  that  he  rather  refcmblcd  a  good 
Religious  man,  then  a  King.  Y ct  was  hee 
a  great  Prince, &  knew  well  enough  how 
to  gouerne  his  kingdome. 

Charles  the  fifc,deferueth  alfo  to  be  fet 
in  this  ranke  ofchoyfe  men,  beingfurna- 
med  ofhis  time, Onelybyhis 
councell  and  good  aduice,  without  ftir- 


ring  from  his  Chamber,  lie  reconquered 
whatfoeuer  his  PrcdcccfTors  had  loft,  by 
the  Armies  of  the  Englifh.  His  proui- 
dent  and  well  tempered  wifcdomjdid  di¬ 
uers  times  rebate  the  kcene  edged  fword 
of  valiant  Edward  the  Prince  of  Wales , 
and  difappointed  many  of  his  forwarde 
purpofes^  lb  that,  notwithftanding  his 
high  Ipirit,  and  well  ordered  Armies,  he 
gained  very  little  from  him,  nor  yet  the 
King  of  England  his  Father ,  but  what 
they  wonne  one  day,  thcylpft  againcin 
another. 

Hccrc  allb  I  cannot  omit  Charles  the 
feuenth,  who  comming  to  the  Crownc , 
his  kingdome’  ('for  the  moft  part)  was  in 
the  power  of  the  Englifh:  but  yet  rccoue- 
red  it  myraculoufly,  as  not  oncly  hce  re¬ 
gained  what  he  had  loft,  bur  alfo(as  fomc 
(ay)  all  that  the  Englilhraen  did  hold  in 
France,  wilhingnhcm  to  reft  contented 
with  their  prwnc  Ifland.  And  hcere  mc- 
thinkes  it  is  very  ftrangc,  what  all  Hiftori- 
ans  hauc  reported  of  thole  times,that  this 
king, being  toykd&  wearied  by  the  long 
warres  ofthe  Englifh,  to  him  much  vn- 
profitablc,  and  Icfle  pleafing ;  Ihould  yet 
be  excited  by  a  poo  re  Maidc,  dwelling  in 
a  village  of named  loaned' Arc- 
Forfhcbeingbrou^tbcforchim,  &bc- 
ing  of  great  refoluiion,  made  him  manic 
faircrcraonftrances ,  whereby  to  entice 
and  kindle  his  courage,  for  the  recoucric 
ofhis  kingdome,and  cxpulfion  ofhis  cni- 
mics,whichfurely  could  not  bee  but  by 
miracle.  And  it  cannot  be  denied  but  that 
there  was  a  Genius  in  this  Maidc,  far  fiir- 
pafsing  the  natural  and  ordinary  conditi¬ 
on  of  her  fexe  •  And  fo  much  the  more 
ftrangc,bccaufe  Ihc  ferued  as  a  Captainc, 
conduced  the  Armies,  and  fought  vcric 
valiantly ,whcn  as  occafion  ferued. 

Non  hac fine  numine  diuum  euemunt, 

'r 

Confidcr  wc  alfo  Charles  the  eight,  his 
y  ongeft  fon,  who  hauing  pafl  into  Italy jeo 
rcconc^ucr  that  which  the  jirraporuans  v- 
furped  from  his  prcdeccflburs ,  filled  all 
the  Citties  and  Townes  oiitaly  (atjiis  ar- 
riuall,  with  no  mcanc  terror  of  his  armes, 
iTone  being  found  thet  durft  make  hcadc 
againfthim.  EucryCitty  fubmitttedto 
him, and  fet  open  their  gatc%  in  meet  af- 
feftion  and  refpea,  both  to  the  vertue  of 
the  French,aod  dread  of  their  name ;  O- 

thers 


Charles  the  7 
much  mollc* 
fted  by  the 

armies  ofthe 
Englifh. 


Oihcrwile 
called  loane 
the  Puccllcof 
France. 


Charles  the  8 
fon  &  fuccef- 
forto  Chari* 
the  7. 
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^Thc  country 
Cioitia,  be 
twceiic  iftria, 
and  Dalmatia 


His  intended 
voinge  againfl 
Baiazeththe 
fecond. 


The  Vcncti 
ans, the  Duke 
of  Mi)laine,& 
other  Princes 
leagued  a- 
ainft  King 
;;har]e^,and 
yet  were  foy- 
led. 


i 


A  very  fmall 
lolle  on  ti  c 
Kings  fide  a- 
gainft  fo  great 
ao  Army. 


thers  for  fcarc^notbeeing  able  to  conteft 
with  them.  So  that  in  leflb  then  fiuc  mo- 
ncths,  he  made  himfelfc  Maftcr  of  all  /^/r- 
ly  fiemway  ^Florence  i  Pifa^Stema  and*  Li- 
hurma  being  all  in  his  power*.  He  recon¬ 
quered  the  whole  kingdom  of  Naples 
expelled  them  of  Arragon^  who  had  vn- 
iuftlyvfurped  there.  '  - 

The  Great  Turke  BaUz^eththt  fecond. 

t 

feared  nothing  more  then  tomeddic  with 
hirn|,&  queftionles^hc  would  haiie  gon  to 
aflault  him  in  ConBantmople^^\\cicm hee 
had  fhiit  vp  himfelfc  in  mcere  feare^  ifvr- 
gent  occafions  had  not  called  him  backe 
to  France,  making  ful  account  to  reunne 
thither  againeatcerward>  to  attempt  that 
great  and  honourable  expedition  againft 
the  Ttirkesj  whereunto  hee  was  induced 
andcalledon  allfidcSjScfor  diuers  good 
confiderations.  At  his  comming  back  for 
France,  two  mainc  impediments  prefen* 
ted  themfclvcs  to  him,  as  wellin  regardc 
of  difficult  waies  and  mountainesj  where 
(of  ncccfsity^  hee  was  to  pafTe  his  Artille¬ 
ry:  as  for  daunger  of  enemies  infuCh  pla- 
cesjwhcrethey  might  worke  vponaduan- 
tage  many  wayes'5  his  army  Seeing  alfo 
much  afflidlcd  with  famine*  v  ^ 

Befi'de  all  this,ale:aguc  was  made  agaihfl: 
him, by  the  Venetians ,  the-Duke  of  AdiDr 
laine^mi  other  Potentates,  who  bad  leuii 
ed  an  army  of4odoo.meniito  cdt  birn^off 
quite;  but  yet  hccffirmountedallthefe 
difficulties,  and  pafled  through  the  daun- 
gers  without  any  Ioffe .  The  Armie  of  I 
400oo.men  was  encamped  on  the  Plaine 
of  Fornoue^  where  it  was  moil  reqiiifit  for 
the  King  to  paffc,  they  purpofing  to  lock 
him  vppe  in  this  paffage,  to  thelend,  that 
they  might  cqnfume  his  armya'  with  Fa- 
minc,ncceffity,  and  miferie,'amongft  the 
Moiintaines  where  he  was.Thc  king  with 
7000  abl^  fighting  men  onelyjaffrontcd 
this  great  armyjgauc  them  battell,  pafled 
ouer  the  bellies  of  all  them  that  hindered 
his  way^  and  there  was  llainc  about  foiire 
thoufand  ofthem,  the  reft  bccing  driuen 
to  rout, or  feized  with  feare,he  fuftaining 
but  very  little  Ioffe,  about  thirtie  French 
flaine^  and  fomc  threefcore  V arlets .  So 
not  onely  he  refeued  his  army,  which  bee 
led  in  fafety  with  all  his  trainc,  baggage. 
Artillery,  and  carriages 5  but  alfo  Fo.iight 
(iicceflcfully,  andhaddc  the  vidlory  oner 
his  enemies,  which  was  a  much  more  ho¬ 
nourable  Rctrcatc,  then  .that  of  tenne 


thoufand,  fo'^highly  renowned  by  the 
Greekes.  ■''' 

■  An  example  of  rare  vettiie  is  recorded 
of  him.  At’the  furprizall  of  a  cerrainc 
place  in  Italy ^  a  young  Maid  (of  moft  cx- 
quifitc  beauty)Pjying  from  his  Soldioufs, 
who  wouldc  haue  violated  her  honour: 
came  and  threw^dicr  felfe  at  his  fccte,defi- 
ring'him  carneftly  ,  to  defend  her  from, 
the  force  and  outrage  ofhis  fouldicrs-  As 
Itld^eed  he  did;  but  yet  himfelfc  fel  into  an 
amorous  affedlion  toward  her,  &  hailing 
her  priuate  in  his  Chamber,  with  full  in¬ 
tent  ro  accomplifo  his  pleafure,  the  Maid 
all  drowned  in  tears,  humbly  defired  him 
on  our  knee's,  fupplicatiiig  and  adiuring! 
him  in  thcnameofthebleffed  Virgin, ihc ' 
vntoucht  mother  of  the  worlds  Sauiour, 
Whofe  pidurc  {lie  faw  hanging  by  his  bed 
that  hee  would  take  pitty  on  her, and  not 
corapeU  her  to  that, for  iafety  wheroflhe 
had  efcaped  from  his  rauifliing  Soldiers, 
and  put  her  fclfc  wholly  into  his  handes  . 
The  King  became  mooued  in  fuch  fort  , 
that  being  tranfported  with  loue  and  paf- 
fion^vandin  the  braue  gallantry  ofhis 
yohth  Jie  made  a  Kingly  conqueft  of  him 
felfe,  and  bedewing  his  cheeks  with  tears, 
as  bcfcingmuch  afhamed  at  his  immodeft 
offer;he  would  not  touch  her  in  any  vn- 
ciiiilior  vnehafte  faflnion,  but  gaue  her 
moft  honourable  freedome,  wdeh  a  verie 
liberall  Dowrietoher  mkriage,  fetting 
alfo^at  liberty  both  her  Parents  and  Kin¬ 
dred,  that  were  then  (at  that  inftant^  his 


A  briefe  hi« 
Itory, decla¬ 
ring  adniira- 
ble  vertuein 
this  King. 


Where  venue 
and  honor  is 
truly  innatedj 
lull  hath  the 
kfle  power  lo' 
preuaile. 


pfifoners.  . 

■  ^  Surely,  this  was  an  ade  verie  ftrangc 
•andalmoft  myraculous,  if  Wee  confider 
him  to  bee  a  King,  in  the  very  vigour  &' 
flower  of  his  youth ,  vidorious  :  yet 
neerely  touched  with  the  lone  of  a  May- 
den,. excelling,  and  no  way  infcrioiir  vn- 
toanyinBeautic,  and  hauing  herwhob 
lie  in  his  priuate  power  •  His  great  wife- 
dome,  Angular  iudgement ,  and  infinite 
goodneffe  heerein  appeared  5  and  bccing 
.a  familiarPrince,  hee  would  oftentimes 
fay  tohisFauourites  ;  That  hee  had  made 
ichayfeof themy  and  loued  them  more  thenar '  Kmg  Charles 
ny other ^becaufehevp as perfveadedoftheyr  ^ 50 
honesHe^  and  might  fafely  truFI  thenu  One¬ 
ly  ,  he  (till  feared  one  fault  in  t  he?n ,  that  they^ 
wofdd fufer  him  to  hee  taxed  with  Auarice^ 
in  heeing  eajily  foBcited  and  tempted  for 
accejje  '  in  regard  of  the  credtte  they  hadde 
with  him-^andbis  ownefacihty^  in  granting 
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France. 


Ti^hat  they  asked .  But  if  afterwards,  any 
fuch  matter  came  to  his  knowledge,  they 
vtterly  loft  his  fauour  for  euer :  for  he  of¬ 
ten  entreated  them,  to  continue  in  the 
true  profeflion  of  honour ,  the  onely 
meanes  to  keep  and  preferue  his  good  o- 
pinion  of  them. 

The  fame  King  alfo  vfed  to  fay,  1  could 
W//&5  that  my  Court  were  a  Mirror  for  aU  my 
other  S ubieties ^  tomamtaine  and  continue 
them  in  doing  well.  The  fvvecte  fmelling 
fauour  of  this  renown, attrailed  the  fouls 
of  ftrangers  vnto  his  louc  and  liking.  So 
that  by  very  iuft  reafon,  the  fur-name 
might  bee  accommodated  to  this  good 
Prince,  of  Thelouer  and  delight  of  Men : 
as  it  was  attributed  vnto  the  Emperor  7/- 

His  fucceftbr  Lewes  the  twelfth,made 
himfelfe  like  wife  as  famous,  by  hisCon- 
quefts  of  Italy  ,  In  the  beginning  of  his 
reigne,  he  attempted  warre  againft  Lodo- 
uico  SforzA^  who  vfurped  the  Dukedome 
of  Millaim^  which  belonged  to  him.  In 
Icffe  fpace  then  a  Moneth,  he  conquered 
all  Lombardie^  and  expulfed  Sforx^a^  who 
making  a  re-entry  afterward,and  caufing 
the  people  to  reuolt ;  the  King  went  thi¬ 
ther  in  perfon  5  where,  after  hcc  had  van^ 
quifhcd.!^>';c,^(^whomhceftnt  prifoncr 
into  France)  he  reconquered  Millain^  and 
reccyued  the  moft  part  of  the  Potentates 
Citties,  and  .Common-wcales  of  Italy , 
which  ran  (on  heapes)  to  yeeldc  their  o- 
beyfance  to  him. 

From  thence  he’  fent  an  Annie  to  the 
ofhis  wars  in  I  kiiigdome  of  ^afles,  which  had  reuoltcd 

the  8. 

Naples.  Then  Fredericke^  King  of  Arragon^  feeing 

he  could  not  refift  him ,  and  being  offen¬ 
ded  at'the  perfidie  of  the  Spaniards,  who 
he  had  called  to  bis  ayde,and  who  (neuer- 
thelclTe)  would  poffeffe  tbcmfelucs  of  all: 
he  fubmitted  himfelfe  into  the  handes  of 
the  King,  who  vfed  him  royally,  and  gra¬ 
tified  him  with  the  Dukedome  of  Aniou^ 
befidc  thirty  thoufand  Crowncs  of  rent , 
Hccre  (me  thinkes )  I  fhould  not  endure 
the  malignity  of  who  hath 

fet  downcjthat  the  King  gauc  nothing  to 
Fredericke^zni  that  he  dyed  mifcrably  in 
France.  Afterward,war  was  al waies  con¬ 
tinued  at  Naples  againft  the  Spaniardes, 
where  were  performed  many  goodly  ex- 
ploits/amouscombates  of  enemy  to  eni- 
my, charges,  skirmifties,  encounters,  aP 


The  fucceffe 


Paulus  Iciiius 
axed  with 
:  vncrucih. 


faults,and  failles:  and  where  the  French 
■  bad  many  victories,  Sctheiffueofallhad 
fucceeded  happily,  if  the  cncmie  had  not 
diuers  times  abufed  the  King,  vnder  co¬ 
lour  of  treaties  of  peace,  appointments, 
andarrefts.  He  bcleeuingthcir plighted 
faith  and  flendcr  afTuranccSjWas  fomtime 
the  more  flacke  in  fuccouring  his  people; 
fb  that  their  perfidious  dealing ,  rayfed  a 
Million  of  enemies ,  leagued  and  coniu- 
red  againft  this  King, who  found  himfelfe 
aflayled  on  al  fides.  And  yet  notwithftan- 
dingjhe  went  away  with  honour,  bailing 
aftonifhed  and  filled  with  terror,all  them 
that  were  thus  bandyed  againft  him. 

He  made' war  vpon  the  Venetians,  in 
regard  of  that  which  they  had  detained  &: 
vfurped,  during  thofe  wars.  He  entred  in¬ 
to  their  countries,and  with  a  fmall  troop, 
&  in  a  place  of  no  aduantage,  in  the  Gui- 
aradada  neere  to  Agnadell^  he  gaue  battel 
to  Bartholniew  d  Aluianaficu^tzW  for  the 
Venetians,  and  wonne  the  vidory ;  there 
being  flaine  aboue  eight  thoiifand  of  the 
enemy,many  taken  prifoners,  &  the  very 

cheefeft  Commanderhimfelfe, 

Concerning  that  dayes  feruicc,  two 
memorable fayings’ ofhis  are  recorded. 
The  one  was  at  his  arriuali  there,  when  it 
had  bin  told  him,  that  the  enemy  had  ta¬ 
ken  vp  AgnadcUy  and  he  came  too  late  to 
hauc  any  lodging  therc',hee  returned  this 
^1  will  lodge  vpon  their  belly  ^  or  they 
fhalllodgeonmine.  The  other,  was  at  his 
being  fo  neerc  the  enemies  Artillery,  as 
it  might  very  eafily  play  vpon  the  place  5 
he  was  aduiled  to  walke  wanderingly,  fo? 
fearche  fhould  thereby  be  offended, ’hee 
made  anfwcr ;  Neuer  was  King  of  Fraunce 
f mitten  by  a  C  annons  bullet :  And  he  that  is 

afraid  {c^uoxhh^z)  let  him  come  and  fund 

l>ehindeme.' 

V  pon  the  fuccefTe  o/this  viaory.  thofe 
places  in  Ijiifth^rdic  ^  which  appertained 

to  the  Venetians,  werefeized  and  made 

vfe  of  by  this  King :  but  afterwardes,  they 
were  manfully  recouered  by  the  Confc’^ 
derates,  with  whom  Ferdinand,  King  of 
Cafiile,  was  a  partaker,  quite  contrary  to 
thccontraacs  (not long  before')  oa'flVH 
by  him  vnto  the  French  King ,  But  the 
Lordcsof  Trimauille,oichaufnone  Tri- 
vulce,  and  other  woonhy  French  Cap 
taincs  refeued  them  backc  againc  fo  po- 
wetfully,  that  they  continued  alwayes 

Warriors.Inthecnd,wasgiuenthX 
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Spaniards  ioyned  together.  And  an  entire 
victory  had  enfued  on  the  taking  of  Ra- 
uenna'^wi  that  they  loft  their  cheefe  Cap- 
taine  Gascon  de  poix^uVeoi  Nemours^ 
Nephew  to  the  king,  who  was  flainc  by 
purfuing  (oiier-earncftly)  the  enemies, 
broken  and  flying  in  confiifion. 

The  excellency  of  this  good  king  con- 
fifted  not  oncly  in  greatnefle  of  courage 
and  valiancy ;  but  likewife  in  all  other  ver- 
tucs.  Aboue  alhhe  w'as  moft  highly  com- 
mendable^for  lone  to  his  people,  to  wh5 
(notwithftanding  all  his  other  fci  ions  af¬ 
faires)  he  was  a  Royall  eafe  and  comfort  .* 
lo  that  this  famous  name  was  defertfully 
giuen  him :  Father  of  his  people pnd  a  good 
King. 

He  had  as  his  SucceflTor^ Great 
r^’i’thefirft,a  Prince  as  valiant  as  cuerthe 
other  had  bin, and  who  in  his  very  youth  3 
and  at  the  beginning  of  his  raigne .  oucr^ 
came  the  vnconquerable  Nation  of  the 
f  u  ,1 1  the  hot  and  dreadfull  day  at 

allow- wlir  enterprize,  which  had  nc- 

fpeake heere-  uci* before,  or  at  any  time  fince,  fuccee- 
ded  to  any  other  King.  A  moftremarka- 
able  thing  in,  this  battaile,  w'as^  that  fo 
young  a  Prince  continued  feiien  &  twen¬ 
ty  hoiires  in  Armes,  without  receiuing  a- 
ny  ftiftenance,  and  (pent  one  whole  night 
in  the  fieldc  of  battaile,  without  lying 
downeor  anodof  fleepe.'  > 

This  was  the  man  that  made  hcad  a- 
Hc  contender!  gainft  the  great  Emperour the  5. 

P«or '’chMls  ■  enemy,  nor 

the  f .  that  more  difappointed  his  defigries,or  e*^ 

uery  way  more  hindred  him; And  yet 
notwithftanding,  it  is  hardly  to  bccrcdi- 
tedjWith  what  honotj  magnificence  pub- 
likely  ^andcourtefie  in  particular,  hec  en¬ 
tertained  in  his  kingdomethis  Emperor, 
his  principall  aduerfary .  And  although 

Anadmirablc  ''^^th-hcld  (omeof  his  eftacc  vniuftly, 
dilpofition  in;  yet  would  he  not  demaund  any  reafbn  for 


after. 


king. 


iCjwhenhc  might  well  hauedoneit,  ha- 
uing  him  in  his,owne  power:  but  kept  in- 
uiolably  the  faith  he  had  giuen  him  5  and 
morcouer,gauchiai  all  the  contentment 
hetoulddefirc.  4 

To  (peakc  no  more  then  truth,  hec 
was  naturally  generous  &  Royall,  which 
euidcntiy  declared,  thathee  had  no  other 
ambition,  then  to  excell  ail  other  men  in 
vertuc  and  well  doing ,  He  (hall  (for  c¬ 


to  learned  men :  whom  hcc  fought  for  c- 
uery  where,  entertained,  honoured,  and 
gratified  in  all  kindes .  By  which  means, 
he  filled  France  with  learning  and  erudi¬ 
tion  in  all  Sciences :  but  cfpecially  the  V- 
niuerfity  of  Paris neucr  was  (b 
flouri(hing,as  in  his  reigne.  .  So  that  i^by 
good  right)  he  was  firmanied,  The  Father 
of  Learning. 

Wee  may  confeflTe  as  much  of  his 
Sonne  Henry  thcfecond,  a  Prince  trucly 
generous  and  valiant  :  who  continued 
warre  againft  the  Emperor  Charles  the  5. 
hailing  lliftained  all  his  efforts^,  and  ftood 
continually  oppofitc  to  hisgreateft  en* 
terprizes.  But  not  long  ^iicxfiharles  the 
fift  withdrew 'himfclfe  into  a  Monaftery, 
fearing  (as  fome  fuppofed)  the  vertue  and 
fortune  oi  this  young  Prince,  leaning  the 
reignesof  his  Germane  Empire,  to  Fer¬ 
dinand  of  Aufiria^Dcm^  his  brorher,  and 
the  kingdomc  of  Spaine  to  Philip  the  (c- 
eond ;  who  (bone  after  made  warre  vpon 
the  Pope,  Paulethc  fourth,  and  then  this 
King  fentfuccour  to  his  HolineffcjdefenT 
ded  him,&  reconquered  the  places  which 
the  King  of  Spaine  bad  taken  from  him. 
And  in  the  end,by  his  entremife,the  Pope 
and  the  King  of  Spaine  werc.accorded  & 
reconciled!  r  .  ,  t 

-  Occafion  now  carriethmc,to  fpeake 
of  Great  Benry  the  fourth^  miracle  of  the 
world:  who  gaue  place  (in  nothing) to 
the  vertuc  of  his  PredeccffourSjnor  to  th'c 
glory  of  all  the  greateft  Princes  and  Mo¬ 
narches  that  euer  were,  if  - he  did  not  futr 
paflTc  them. .  JBut  my  Pen  is  too  feeble,!^ 
take  fo  high  a  flight,  itisa  fwbied  ouer^ 
worthy,  which  ought  to  bee  referued  for 
the  choyfeft  fpirits  of  this  age,or  of  pofte. 
rity,if  any  man  conceiue  themfelues  ca¬ 
pable  to  vndertakeit.  For  there  hath  bin 
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fome,thc  very  btft  and  skilfulleft  writers, 
who  being  thereto  zcaloufly  affefted  ,bc- 
gan  to  attcmpt.the  labours  but  were  con- 
ftrained  to  giuc  ouer  andlcaue  it,  bccing 
ouercome  with  the  immenle  greatneffe 
of  fo  many  high  and  admirable  adions^ 
acknowledging  and  confdfing,  thattheJy 
could  not  ict  downc  'any  thing,  to  equall 
or  come  neerc  fo  famous  merit. 

What  hand  can  worthily  deferibe  fo 
manywonne  batrailcs,  fomany  Citties 
and  Townes  taken  ('without  lofing  any 

one) 
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one)  fo  many  fights  and  diucrlicy  of  en¬ 
counters  ?  Who  can  figure  him,  fhining 
in  his  glittering  Armes,in  the  ficrceft  and 
hotteft  brunts  of  fo  many  {harpe  onfets, 
combates^ranged  battaileSjalTaults,  fled¬ 
ges, and  furprizals,  making  himfelfe  way 
wherefoeuer  he  went  ?  A  true  Comman¬ 
der  and  CaptainCjfor  councell  and  con- 
dud  5  a  moft  valiant  Soiildiour,  to  giue 
example  for  effed  and  cxecution.Finding 
all  France  troubled,  the  people  mooued 
and  diiiided  in  parts,  by  the  dciiices  and 
fadions  of  ftrangcrs,all  Europe  (to  fpeake 
truely)  bandied  &coniuredagainft  him, 
in  very  deplorable  affayres  5  he  yet  gotte 
I  the  vpper  handof3li,dilfipatcd  all  ftorms 
and  tempefts/aued  and  preferued  France 
TO  that  ruine,  which  cuery  one  fuppofed 
certainc.  All  the  enterprizes  of  his  ene¬ 
mies,  ferued  but  as  matter  for  his  Tro- 
phecs.  Lookc  how  many  enemies^  fee  fo 
many  Triumphs,  and  as  many  Laurels  in 
his  Helmet,  to  make  his  vertue  the  more 
illiiftrious ,  and  fill  the  foiiles  of  his  owne 
people  and  ftrangers,with  terror,  amaze¬ 
ment  ,and  admiration, fuch  as  cannot  bee 
fiifficicntly  fpoken  off. 

He  guided  all  his  intentions  with  fuch 
wifedomc,  .and  executed. them  with  fo 
high  a  courage,  that  they  could  haueno 
other  yffue  but  happineffe :  and  it  plainly 
appeared j  that  his  vertue  led  Fortune  by 
the  hand ;  making  truely  knownc  the  an¬ 
cient  faying  5  That  the  wife  man  dijpofetb 
of  Fortune  y  and  on  the  contrary;  His  to 
fender  purpofcy  to  impute  that  to  accident^ 
which prooues  to  be  a  mans  owne  error.  Nc- 
ucr  did  any  Prince  findc  an  eftate  (b  con- 
fufed  arid  hurried  5  and  neucr  could  any 
reduce  it  to  more  peaceable  calmncs,  the 
he  did  mccrely  by  his  vertuCjhe  not  only 
darned  his  enemies, but  (of  enemies)  they 
•became  his  principall  triends:  A foueraign 
degree  the foie  perfeFiio  of i  great  Statef 
man^^ccoi&m^  ioFlato.  t  His  valiancy, 
height  of  couiage,and  addrefle  to  adions 
of  Armes  wetefucb,as  admired  no  com- 
pafifbh  therewith :  matehltffe' clemency 
cticnitowards inch  as  were  his  moft  deter¬ 
minate  enemies;:  No  afte  of  cruelty  ,ney- 
ther  of f  cuengc,in  the  very  fierceft  fury  of 
warre  meuer  washis  fwordfccne  ynfliea- 
thed,  butinthehot  extremitypf  fights. 
His  fingular, prudence, appeared  not  one- 
lyinthe  managing  of  war,  and  when  lice 
Was  therein  very  ferioufly  employed  ;  but 


alfo  in  affayres  of  peace, vvhe  he  gauc  him 
felfe  wholly  for  the  good  and  quiet  of  his 
people, fhewing  at  all  times, and  in  al  pla¬ 
ces,  that  he  was  an  admirable,  good  and 
wife  king,cxqiufitcly  enabled  with  all  per- 
feaions.<^alitrcs  in  fuch  fort  incompati¬ 
ble  by  nature,  as  finccthe  beginning  of 
the  world,  they  could  hardly  meet  in  any 
one  man :  in  regard  whereof, it  hath  bene 
fometime  faid  &  dcfired,that  two  fhould 

be  taken  to  make  one  of. 

In  breere,all  things  were  fo  great  and 
graccfull  in  him,as  fcarfely  could  any  one 
ipirit  comprehend  them:  fo  that(to  fpeak 
truely)  the  beft  that  men  could  do,  was  to 
fitdownc,and  admire  them  withfilencc. 
This  was  the  man,whom  not  only  France 
acknowledged,  &  adored  as  her  Confer- 
iiator;  butlikewifeon  w'homth^  whole 
world  caft  an  eye,  as  the  true  Arbitrator, 
Author,  and  Moderator  of  her  quictnes. 
His  right  to  the  crown  yceldcd  him  to  be 
the  cheefeft  king :  but  his  owne  vcrtiics 
made  him  confeflr€d,to  be  the  moft  wor¬ 
thy  among  all  other  Princes. 

In  that  then  which  is  faid  to  be  the  dig¬ 
nity  of  the  French  kings,  for  their  rare 
vcrtiics  and  great  merits;  no  other  people 
are  thought  to  cquall  or  come  neerc  the. 
There  arc  ccrtainevertucs,  which  are  ter¬ 
med  heroycall  or  diuine,becaufc  they  fur- 
paffe  that  which  is  common  in  men,  or 
of  humane  vndcrftanding,  eucn  as  an  cx- 
cefle  and  hyperbole  of  vertue.  So  in  Ho- 
mefyFriamm being  defirous  to  commend 
the  vertue  of  his  Son  Heitor  ;  He  fee- 

med  to  he  ifued  not  of  a  mortall man^  but  ra¬ 
ther  of  fome  God.  In  like  manner  the 
demonians^ynhen  they  admired  any  rare  or 
excellent  vertue  in  any  one,  they  would 
fay,  That  he  was  a  diuine  man.  Such  great 
perfonages  hauebeene  noted  among  our 
Ancients,  whole  vertues  were  fo  extraor¬ 
dinary  :  that  their  extradion  was  attribu¬ 
ted  to  the  Gods,  as  Alexander  the  great, 
S cipto  Affricanus :  and  the  very  fame 
heroycall  vertues  haue  bcenc  carra(ared 
in  the  foules  of  French  Kings ,ciien  as  be¬ 
ing  proper  and  particular  to  them. 

It  is  a  matter  as  common  ,  as  natu¬ 
ral!  ,  for  a  man  to  take  Armes  in  his 
owne- defence,  orforhisqwnc  priuate 
profite,  and  to  reuenge  his  vniuft  wrongs 
and  iniuries*  But  a  man  to  arme  himfelfe 
for  another  that  isoffcnced,  to  reuerige 
his  caufe  in^zealc  of  lufticc,  without 

 any 
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any  other  hopc^  and  to  rc-eftablifh  him 
where  he  had  bin  formerly  cxpul&djcjue- 
ftionlcffc  is  a  carradcr  of vcrtiie  triiely  hc- 
roycall^  and  (weedy  fauouring  of  the  di- 
uinity  5  which  euermore  hathbecne  na¬ 
tural!  to  the  French.  Strabo  faith  5  That 
they  VP ouldwiliingly grow  into  cho Her ^  and 
undertake  Armes*^  forfuchas  theyfawto 
be  vniujily  wronged^  and  manifejl  {hames 
done  ^nto  them. 

The  Kings  of  France  haue  beene  ac¬ 
counted  admirable  for  luftice,  and  by  an 
extraordinary  affeftion  in  them  thereto  : 
they  haue  taken  care  and  paincsjto  exer- 
cifeand  render  it  in  their  ovvneperfonsj 
declaring  themfelues  alivayes  equitable 
fudges,  not  onely  betweenc  particulars, 
but  alfo  in  theyr  owne  proper  caufes^whe 
in  a  doubtfull  calc,  they  haue  layde  the 
iudgement  on  themfelues,  rather  then  to 
iniury  any  other.  The  Kings  of  France 
euer  did  fo^as  well  when  they  rendred  lu- 
ftice  in  theyr  ownc  perfon,  as  by  theyr 
SoLicraigne  Courts,  and  commendation 
of  very  ancient  Jufticc. 

This  report  and  praife  of  their  luftice 
is  very  ancient,  for  Agathias  the  Greeke 
Hiftorian  admireth  them  herein,  and  (ee- 
med  to  fay  with  great  iudgment^or  rather 
by  a  Prophcficall  fpirit :  That  lining fo^  ^ 
carrying  theinfelues  in  the  like  behauiourto 
their  anions  fhee  was  not  able  to  conie5iure 
otherwife^  but  that  their  EBate  would  be  al- 
wayes flablednuincible^  ^  impregnable from 
enemies  5  beingfuBained  with  fo  found  ba- 
fes  and  foundations  ^as  luBice  and  the  dejlre 
of  Honour  are.  Among  themmoft  re¬ 
cent,  Baidas^  a  famous  Italian  Do(Sl:or,a- 
bout'the  yeare  MCCCL.makcth  elpeci- 
all  reckoning  of  the  Kings  of  France; 
which  (for  moft  certaine)  long  time  they 
deliuered  in  theyr  ownc  perfon. 

But  the  multitude  of  affayres  encrea^ 
fing,  and  they  vnable  to  bee  abfent,from 
rendring  luftice  to  particular  perfons,  ex¬ 
cept  the  State  fhould  receine  fomc  cn- 
damagement^diftraites, either  by  the  war, 
or  other  important  charges  of  the  king- 
dome  5  they  were  feigrie  to  eftablilh  Par¬ 
liaments  to  that  effedf,  and  therefore  ap¬ 
pointed  ordinary  and  fedentary  Officers. 
Before  that  time,  the  Eftates  made  theyr 
meeting  but  foure  times  euery  yeare,  ter¬ 
med  in  the  ancient  AnnaliBs  Conuentus 
Generales :  wherein  alTiftcd  the  principall 
Lords  of  France ,  and  Officers  of  the 


Crownc,as  well  to  dilcerne  and  aduire,in 
what  was  to  be  done  for  the  gencrallE- 
ftatc,  as  to  decide  thcgrcatrft  and  moft 
notable  differenccs,happcning  betweenc 
particulars. 

Hailing  then  decreed  and  refolued  on 
theyr  ordinary  Parliament  at  Paris^  there 
was  the  appointed  place  for  rendring  fo- 
ueraigne  luftice :  fo  that  the  arrefts  and 
iudgements  there  concluded,  were  as  if 
they  had  beene  pronounced  by  the  Kings 
owne  mouth,  and  thereupon  inferibed  & 
entitled  in  his  Name .  They  were  like- 
wife  verefiedand  publifhed,  as  alfo  Regi- 
ftred  by  Letters  ofefpeciall  prouifion,  in 
the  Offices  and  Dignities  of  the  Crown, 
with  folcmne  &  publike  reception  of  the 
greater  part. 

It  is  allb  auouched5(that  oftentimes) 
Lords  and  Princes,  being  ftrangers,  fub- 
mitted  theyr  differences  to  the  ludgment 
of  that  Court,  in  regard  of  the  great  opi¬ 
nion  they  held  of  their  luftice.  The  Em-- 
peror  Frederick  the  fecond,  referred  him- 
felfe  vnto  the  Parliament  of  the  King  of 
France  5  in  the  debate  and  contention  be- 
tweene  him,  &  Pope  Innocent  the  fourth', 
concerhingthekingdomcof  in 

the  yeare  MCCXLIIII.  The  Earles  of 
in  the  yeare  MCCCXII.  dif- 
puted  there  the  caufe  of  his  Earldome,  a- 
gainft  Charles  deP^alois^  Brother  to  Philip 
le Bel on  thcday.Likevvife  the  Prince 
of  Tarentefm  the  yeare  MCCCXX.gai- 
ned  there  a  fuite  againft  the  Duke  of 
Bourgongne,  concerning  the  charges  & 
cxpences  layde  out,  for  the  conqueft  and 
recouery  of  ConBantinople. 

In  thcyearcMCCCXLlL  the  Duke 

of  Lorraine  Guy  de  ChaBiUonAchoiitA 

there  their  partages.  In  like  manner  the 
Daulphine^mi  the  Count  pf  Sauoye^  ha- 
uing  proceflTe  together,  entrbted  for  their 
liidgesthc  Court  of  Parliament,  in  the 
yeare  MCCCXC.  The  kings  of  Spaine 
made  fiich  account  of  luftice  in  the  kings 
of  France,  and  integrity  of theyr  Parlia¬ 
ment, that  they  fent  their  (iiites  to  be  con- 
fidered  there.  The  kings  of  CaBile  and 
Portugall^  hauing  made  peace  together 
in  the  yeare  MCCCCIILfent  theyr  dif¬ 
ference  to  the  Parliament,  to  be  tncrc  ve- 
ryfied,  for  the  more  (olid  and  found  a(^ 
furance  ;  and  there  it  was  fully  confirmed 
at  their  requeft,and  pUblifhea  at  the  open 
doores. 
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Wc  may  alfo  account  among  the  fa¬ 
nouts  and  prcrogatiucs  of  the  Kings  of 
France,  as  an  cfpeciall  marke  of  their 
greatneffe  and  (Vlaicfty :  one  thing  which 
is  found  in  few  of  the  Kings  &  Monarchs 
of  other  Nations^  Which  is,  that  they 
themfclucs  doe  ordinarily  conferre  with 
their  fubieftSsfufFering  themfclucs  to  bee 
feene  daiIy,not  onely  in  publike,  but  alfo 
ill  particular, vfing  priuaey,  granting  eafie 
acceffe  to  any  one :  and  yet  notwithftan- 
ding,they  arc  not  a  iote  the  leffe  reueren- 
ced,obey€d,honoured,andrefpe(fted,nay, 
rather  much  more  then  fome  other  kings, 
who  by  arrificiall  trickes  and  my  ft  erics, 
feeke  to  haue  thcmfelucs  honoured  of 
their  people.  Neythcr  doth  this  facility 
in  communication,  and  friendly  familia¬ 
rity,  beget  any  contempt  towards  them, 
or  diminifh  the  leaft  part  of  theyr  Maic- 
fty :  but  rather  maketh  an  addition  there¬ 
to,  caufing  them  to  bee  the  more  eftee^ 
med,  in  venerable  and  moft  happy  man¬ 


ner* 


Ofthc  Deio* 
ces  elected 
Kin"?  of  ihe 
Medes. 


This  IS  that  which  attraiSteth,  &  (moft 
of  all)  winneth  the  hearts  of  the  French, 
rendring  themfclues  wholly  affciftionate, 
yca,vowcd  and  denote  to  theyr  Prince  5 
whom  they  Iouc5fearc,  and  honour  alto¬ 
gether,  eiicn  With  an  entire  and  cordial! 
affe<ftion,  and  not  by  any  force  or  com 
ftraint.  A  matter  truely  as  admirable, as 
rare,  and  which  the  Lord  m  hor 

nou table  Venetian ^  ahd  other  ftrangers 
hauing  well  obferued,  ftand  not  a  little  a- 
mazed  thcreat,it  appearing  (naturally)  al- 
moft  impoflible  &  incompatible*  Wher- 
in  it  is  no  eafie  matter  to  fay,  which  is  the 
greateft  honour  and  aduantage,  cyther  to 
(uch  kings, or  to  theyr  fubieds ;  but  bee  it 
howfocuer,  it  is  a  great  happmeffeboth 
to  the  one  and  other. 

Moft  part  of  the  kings  in  this  world, 
at  att  times  bauc  fought  many  exteriour 
mean  cs,by  different  habit cs,extraordina- 
ry  fartiions, crafts, fccrcts, and  diiicrfity  of 
iniientions,to  maintainc  their  Maicftyjto 
make  themfclues  feared  and  refpefted  by 
theyr  fubicdls,  and  yet  notwithftanding, 
could  not  compaffe  it.  The  ancient  De~ 
iocesi>ccin^  elcifted  king  by  the  Adedes,  fro 
a  particular  man  as  hec  was  before, chan¬ 
ged  into  all  manner  of  bchauiour.  Hce 
would  build  a  great  magnificent  Caftle, 
enuironed  with  many  wallcs,  the  very 
fight  wherof  procured  amazemcnt.Thcre 


would  he  fhut  vppe  himlclfc,  cloathed  in 
garments  of  no  vfiiall  wearing  ,  neuer 
ibewing  himfelfc  to  the  people,  but  very 
fildome  and  rarely :  deliucring  luftice  by 
written  papers,  &  by  interpofed  perions, 
and  likcwifc  all  hisanfwcrs,  expeditions, 
and  affayrcs,ct]cn  as  if  they  came  from  an 

Oracle.  1 

The  kings  of  the  Perfians  did  vfually 

w6arc  a  Tmras  on  theyr  heads,  a  Diadem 
orroyall  Head-band,  allgliftering  with 
Pearlcs  and  precious  ftoncs,  caufing  the- 
fclucstobee  adored  byfuchas  fball  fee 
them*  And  now  adaycs,nioft  part  of  the 
Kings  and  Lords  in  diuers  countryes,ob- 
ferue  the  very  fame  order .  The  great 
Duke  of  Mofeouia  will  neuer  be  fecne,but 
cloathed  with  a  richSacerdotall  habite, 
vndcr  a  precious  Pauillian,  accompanied 
with  a  fmall  choyfc  number  of  his  Do- 
mcftiqucs,fofumptuoufly  apparelled,  as 
one  would  fay,  they  were  an  aflemblyof 
Gods.  Ihe  great  king  of  the 

is  neuer  fccnc  at  all,  he  fpeak- 
eth  to  Anibaffadours ,  with  a  Curtainc 
drawnc  betweene  them,  no  other  fight 
haue  they  of  him.  But  when  he  pleafeth 
tofhcwbimfclfc,  hccwcarcsa  Crownc 
richly  fafhioned,  exalted  or  rayfed  very 
curioufly,  a  garment  allot  beaten  gold, 
thickly  beautified  with  precious  ftoncs  5 
hauing  his  face  couered  with  aveylc  of 
Taffata,  forfcareleftc  anyfhouldfechis 
face.  It  is  alfo  a  rare,  and  no  accuftomed 
fauour,  when  he  lifts  the  Taffata  neuer  fo 
little,  that  any  part  of  his  vifage  may  bee 
feci)C. 

The  king  of  chim  neuer  commeth  a- 
broad,  but  keeps  himfelfe  continually  cn- 
clofed  in  a  Pallacc, round  engirt  with  very 
ftrong  fortifications,and  caufeih  his  very 
Pictures  to  be  adored*  The  great  Seig¬ 
neur  of  the  Turkes^is  neuer  feene, but  in  a 
habite  wholly  different  from  any  other, 
both  for  the  fafhion,as  alfo  the  vnfpeaka- 
ble  riches  on  him:  he  dazcleth  the  ey  c  s  of 
all  fuch  as  looke  on  him,  in  regard  of  the 
glorious  ftoncs  fhining  on  his  head,  and 
caufeth  himfelfc  tobccfcrucd  with  fuch 
Maicfty,rc{pc(St,  &  ceremonies,as  is  moft 
wonderfull.  The  king  of  Monomatapa^ 
is  not  ftiucd  but  by  men  on  their  knees* 
There  arc  oihcr,who  caufc  themfclucs  to 
be  ferued  with  ftrange  fafhions,  and  very 
feruile  fubmiffions:  (hewing  themfclucs 
fildome  or  ncucr,and  fpeake  not  a  word, 

but 


The  King* 
among  ihc 
Porliaoi* 


The  greai 
Dukeof  Mof- 


cQuia. 


The  king  of 
chc  AbylTincS^ 
and  Eibicpl* 
ans* 


The  king  of 
China. 


The  great 
Seigneur  uf 
theTurkc*. 


m 


The  King  of 
Monomattpa* 


Chap.^. 


Of  the  Kings  of  France. 


I 


,  k 


lubivds. 


'aniej 

'Do- 

‘ias^ 

3lyof 


|lco( 

\A 

omci 

afo 


j  but  it  is  accounted  as  an  efpcciall  fauour. 

Tbckinssof  !  the  Kings  of  France  hauc  no  mcd- 
Fuucc  lutea-  ■  ling  with  thefe  apparenccs^  and  exquifite 
blew  their  cunning^wherebytofupporttheyr  great- 
nefle^aLuhority,  and  Royall  dignity bc- 
caufe  they  differ  in  nothing  (for  the  moft 
part)  ncythcr  inhabiteSjfood  and  fafhi- 
ons/rom  their  fubiedls.  maintaininr^  the- 
felues  without  any  fubtilty .  And  the 
more  they  are  feene,  the  more  are  they 
honoured^and  not  only  honoured,  but  al- 
fo  loued  of  the  French :  as  being  borne  to 
reigne,  carrying  Maiefty  in  theyr  Front's 
j  naturally,  which  maketKthem  venerable, 
rauiflieth  the  people  with  obedience  to 
them, and  crowncth  them  vvith  continuall 
refpeft.  And  although  it  is  no  matter 
rare  or  difficult  for  the  French, to  fee  their 
King,  bccaufe  it  is  fo  ordinary  and  com- 
Budeumhb  i.  ^  j-q  learned  Budeii^  hath 

diferectly  obferiied,  the  people  runne  on 
hcapes,  when  they  hcarcihat  the  King 
paffeth  to  any  place,  reputing  itasahap- 
pineffcj  to  haiic  fo  faiiourablc  a  fight  of 
him.  ' 

To  this  great  and  immenfe' lone  of 
the  French  towards  theyr  natiiralJ  Prince, 
The  kingdom  aiavwellbe  attributed  the  Ions  Gontinu- 

Francehath  '  rt  4  i  Ft  't 

continued  ^kicc  otthat  Monarchy,  onc  ot  her  other 
uoo.  yeaus.  excellences, that  hath  fubfiftcd  tweluc  hu-r 

;drcd  yeares,  whictifew  kingdonrics  elfe 
;  can  fay  befidc .  And  that  which  is  moft 
j  admirable  of  all,is,tbat  the  kings  haue  bin 
‘  .  !  ofthe  fame  race  and  extradion, without 
j  any  change  but  twice,  &  yet  in  changing, 

!  ftilUt  came  to  proximity  and  kindred  j  as 
I  we  haue  already  declared.  .Onething  al- 
Natural  horn  fo  maketh  it  commendable,  thatitneucr 

Command  of  a  ftrange  Prince,  nor 
fucccffiuc.  j  To  much  as  defired  it:but  alwayes  hath  bin 
jgouerned  by  her  natiirall  Princes,  ongi- 
InaricSjandofthe  moft  noble  blood,  not 
I  onely  in  Europe,  but  in  all  the  reft  of  the 
world. 

LQ2imcdOmphrifis^  a  famous  Italian, 

Onmhrmitai  as  a  matter  Worth  maruaile, 

in  no  other  Eftate,can  be  ob- 
j  ferued  the  li^e  felicity .  I  will  fet  downe 
his  owne  words  •  Mirum  illud  obferudn- 
d^tm  ejl^quod  cum  nulla  gem  -^nquamfuity 
■  qu£  aut  externos  Principesnon  admtferit^ 
aut  ajjumptos  inter dumnen  expulertt^f^pe 
etiam  perfummum  fcelm  non  occiderit^ foils 
Francis  peculiar  e  hoc  ejl  ac  proprmn^  nulios 
'vnquam  exteros  Reges  pati,  fuos  autem  <vf 
que  adeo  amar e  ^  colere^  *vt pro  eorum  dig- 


rat 


nitate  ^  Maiesiate  tuenda  non^opes  tmtum 
fed  njitamprofundere foleant.  Bine  eueniffe 
credendumefi^  <vtpcf^\htlle  ^  ducentorum 
fere annorum inter dallum  non ni flex  tribui 
familijs  Reges  ortifnt .  Wee  tnujl  account 
(faith  he)  that  this  Is  meruailoHs  flbeit- there 
hardly  hath  bin  any  other  Nation,  but  hath 
recciuedf  r ang e  Kings ,  and  after  receipt c  of 
them, hath  expelled  themagaine^  yea  •  many 
times’maljacred  them, through  fame  extreme 
mfehiefe,  Tetnotwithslanding  ft  is  proper 
and  particular  to  the  French^  to  haue  endu¬ 
red  no  Kings  f  rangers^  and  thertfore  haue 
fo  loued  andreuerenced  their  Princes^  that 
they'not  onely  imployed  all  their  goods  and 
rneanes  ,but  likewtfe  laide  downe  their  Hues  ^ 
for  the  defence  of  their  Dignity  and  Maiefy . 
j4nd  this  may  be  thought  to  he  the  caufe^  that 
for  the  (pace  of  about  twelue  hundred  yeares^ 
there  hath  beene  but  three  families  ^  prom 
whence  haue proceeded  all  their  Kings, 


CHAP.  mi. 


Fmerall  Or ation ^written ^pon  themojl 
<vnnaturall  and  ^untimely  death  of  Great 
Henry  the  fourth  ^Father  to  the  King  now 
reigning* 


i  ■ 


HE  Fgiptinns^  hauingfuffi- 
ciently  tafted  the  fauours  of 
Harpocrotes  theyr  God  jdid  ^  The  God  of 
confecratc  the  Peach-Tree 
,  ,  .  vntohim  j  inthankfullretri- 

bution  of  his  infinite  benefits.  The  leaucs 
of  this  Tree,  arc.  (haped  liketo  tongues, 
and  the  fruitc  doth  carry  a  refcmblance  of 
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hearts :  whereby  they  would  feeme  to 
fayj  that  their  hearts  fhould  ihence^for- 
ward  ferue  that  HarpocroteSy  and  theyr 
tongues  be  continually  bufied  in  celebra¬ 
ting  his  prayfes.  O  France !  wilt  thou  bee 
lefle  thankfull  then  thofc  people  ?  So  ma¬ 
ny  choife  benefits  rcceiucd  fro  the  chec- 
feft  of  thy  Monarchsjcan  they  well  efcape 
thy  memory,  or  glide  into  the  depth  of 
bottomlefTc  obliuion.^  No,no5wecwill 
not  onely  confccrate  the  Peach-tree  vnto 
him,  but  our  hearts  and  tongues  ioyntly 
togcther^becaufe  this  is  the  beft  offering, 
remaining  in  our  power  to  giuc  him. 

Telemachu^, the  youngeft  Son  of 
{porting  bimfcife  (on  a  day)  childc-likc 
vpon  the  .5ea-{hore,by  accident  fell  into 
the  water:  but  a  Dolphin  happily  came, 
who  receiuinghim  vpon  his  backe,  did 
fet  hini  fi^fe  and  dry  vpon  the  land  againe. 
The  Father,nat  knowing  how  to  exprcfTc 
his  gratitude  to  the  FilTi,  that  quickly  was 
carried  farre  off  from  him  by  the  nimble 
wanes  •  to  auoyd  the  foufc  bl^nifli  of  vn- 
thankfulneffc,  caufed  all  his  Gates  to  bee 
painted  with  Dolphins,  engraued  them 
vpon  his  Sword,  yea,  hee  honoured  his 
Seale  with  a  Dolphins  Image. 

Henry  Henry  ^  a  moft  Chriftian, 
Poteni,and  Royall  King, (iiccourd  France 
in  a  Sea  of  fcGjtions  &  dreadfull  tumults, 
and  like  a  gracious  Dolphin, recciued  her 
on  his  Ihouidcrsyandfethcr  vpinfafety, 
euen  on  the  fhorc  of  a  moft  happy  peace, 
whereof  as  yet  fhee  enioyeth  the  benefit. 
His  name  ftiall  not  onely  bee  written  on 
our  Gates  and  W  alles,  but  his  greatries, 
hisvi£lorics,  hismildneffc  andpaternall 
bounties,  (hall  bee  engrauen  on  an  cuer- 
during  Piramede  of  thankfull  acknow- 
ledgement,  neucr  to  depart  out  of  our 
memories.  Our  eyes, hitherto  bufied  in 
tcares,  granting  no  liberty  to  our  fighing 
hearts,  to  let  our  mouthes  memorize  his 
Trophccs,  and  tell  the  world  bis  counties 
Ti  iumphsj  we  do  now  begin  to  open  the, 
and  now  wee  would  breakc  the  doores  of 
feme  fad  Funerall  difeourfe,  in  remem¬ 
brance  of  bis  great  Maiefty^  and  excel¬ 
ling  vcrtucs. 

If  Caimhenes  durft  make  refnfall  to 
MeicanderyVfho  commanded  him  to  com¬ 
mend  the  MacedmdnSy  alledging  for  his 
cxcufe ,  that  their  vertues  were  (b  well 
knownc,  and  their  merits  fo  great,  as  hec 
(hould  not  gaine  theleaft  honour  or  re- 
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putation  (whatfociicr)  thereby  .  How 
dare  I  then  appeare  in  piiblikCjand  in  this 
common  habitc  of  mourning,  to  com¬ 
mend  the  eldcft  Sonne  of  the  Church, 
the  Father  andPacroncof  Soldioursxc- 
fpecially  in  thefe  dull  dines,  when  that  di- 
uine  fire  of  Eloquence,  fometime  flolne 
from  the  Gods  by*Tantal0s^icetncs  to 
haue  taken  her  returne  toheauen,  from 
whence  (he  came  at  the  firft. 

There  arc  now  noCiceroes^  not  a  De- 
moBbenes  to  be  found, no,nor  an  Horten- 
^#^.And  albeit  they  were  all  aliuc  againe, 
to  ioync  their  beft  abilities  together  in 
well  peaking;  yet  could  they  notfpeake 
in  filch  fort  of  that  famous  Prince,  bur 
their  elegancy  would  fall  farre  fnorr,  and 
infinite  goodly  things  would  nere  come 
nccrc  them,  which  are  no  more  then  due 
tohis  happy  memory.If then  I  fpcake,it  is 
but  by  appointment,  and  as  feeling  a  ccr- 
tainccombate  within  me,  between  balh- 
fuInclTcand  nature.  BaftifuluelTc  taxing 
me  with  iiamCjto  be  filcnc  wlicn  the  whol 
world  cries  and  complaincs  5  afhamed  al- 
fo,that  I  cannot  ioyne  my  fighes  &  tearcs 
to  yours.Nature  likcwife  tcls  me,  that  by 
an  indifToluable  obligation,  I  ought  to 
render  this  duty  and  fcruicc,  to  the  eter¬ 
nal!  memory  of  my  King,  my  Lord  &  my 
Prince.  This  then  may  (erue  for  my  dif- 
charge .  'The*  Eptz^phyrUn  Locrences, 
in  former  times,  not  hauing  the  commo¬ 
dity  to  performe  any  folemne  facrificc  to 
Hercules ^accoiAing  to  their  vow  (bccaufc 
there  were  not  any  Oxen,  Sheepe,oro- 
thcr  Beafts  for  oblation  left  in  their  Cit- 
ty, through  the  length  ofagrecuous  pe- 
ftilencc,  which  had  confumed  them  all) 
when  their  Elders  adwifed  them  to  take 
Cowcumbers,  Mellons,  andfome  other 
kindcs  of  fruites,  fitting  them  with  fliort 

ftickes  in  forme  of  fecte,  and  then  calling 
them  Oxen,Shccpc5and  fiich  like  Bcaftf 
they  threw  them  into  the  fire,  &  fomadc 
their  facrifices.  Among  their  neighbours 
therevyasnot  any  but  commended  theft 
inuention,  and  gaue  cheerefiiH  applaulc 
vnto  this  aftc  of  theirs.  ^ 

If  I  hauc  not  wherewith  (worthily) 
toanfwcr  the  admirable  vcrtucs  of  that 
Monarch  ^  let  me  accufc  my  neceffity  and 
pueyou  what  I  can,  which  (I  hope)  will 
bcacceptaolc  to  you.  OrcIfeCifvoubet- 
[willimitatc  thofeLuages 
of  flmda,v,ho  reputing  the  Sunne  to  be 
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their  God,  and  feeing  Inm  fo  highly  exal¬ 
ted  oucr  their  heads^as  it  is  impoflible  for 
them  to  come  nccrehim:  in  looking  on 
him,thcy  hold  vp  their  hads  at  him^which 
bringing  backc  to  their  moiuhcs,thcy  kis., 
deliucringtcftimony  (by  thismcancs)  of 
the  rcucrencc,  honour,  and  rcfpcdl  they 
bcarcvntohim.If  1  cannot  touch  (daze- 
led  with  his  beams)  the  Sun  of  fo  bright  a 
Maiefty  jor  my  tongue  (hal  this  day  feem 
durnbedn  the  infinity  of  his  glory :  1  will 
yeteflay  by  figrics,andfhew  fomc-whac 
that  way,vvhcn  other  helpcs  fayle  me. 

Concerning  the  reft,  my  aime  hath  no 
other  end,  then  that  of  Csjar,  in  the  Fu* 
ncrall  Oration  he  made  for  his  Daughter 
luUa:  Vl: adH antes  admonerentur  quanta  U- 
6iura  ex  ilia  morte  facia  efjet :  Tnat  the  by- 
(landers  mght  beeadmonifhedy  Iwwgreata 
lojjeenfued  by  her  death,  Vox  what  lofle  can 
be  greater  the  ours  ?  A  Ioffe  which  neuer 
had  his  like,  a  Ioffe  fpringing  out  of  our 
iniquities,  which  made  vs  altogether  vn- 
worthy  to  enioy  fo  great,  fo  happy  and  fo 
dreaded  a  Prince. 

O  dejiderabilis  terra  J far  el  /  in  exceljis  tu¬ 
bs  ’vulner atus  e[i,jS^uo?nodo  ceciderunt  pote- 
tes  ?  ^omodo  abie6lus  e(l  Clypeiss  fortium? 
Thus  did  Dauid  bemone  the  death  of 
T^^/jKingof  lirael.  Thus  was  a  King  ex¬ 
tolled  by  a  King,  being  filled  with  the  Ipi- 
rit  of  Prophcfic.  Thus  did  the  annointed 
of  God  ftreame  forth  his  teares,  in  A  Fu- 
nerall  Oration  for  Aprince,  flainevpon 
the  inoLintaines  ofGilboa,  which  he  wi- 
flied  might  (for  euer^  continue  barren 
like  Rocks,  liftcn  the  cfFeiftof  his  diuine 
maledidfions.  Nec  ros yaecpluuia  dejeendat 
fuper'vos^  quiaproiecius  ejl  Clypeusfortiu, 
Let  neither  dew  nor  raine  defeend  ^ponyee  * 
becaufe  there  the  fjneldof  themightjis  caH 
dtrwne.  Behold,  now  be  would  hauc  fomc 
fad  and  lamentable  monument  to  remain 
there,  anfwcrable  to  an  ade  fo  fad  &dif- 
mall.  Monuments  ought  to  agree  in  re- 
(cmblance  with  the  things  which  they  fig- 
nify.  What  thing  could  be  more  horrible 
then  the  murder  of  an  Ifraclitc  Prince? 
The  Monument  then  ought  to  bcc  cuery 
way  as  yrkefome  and  horrible. 

InFunerall  pompes,  wevfe  to  gocin 
blacke  garments.  Dewes  doc  make  the 
Mountaincs  verdant,  and  raine  drunk  vp 
by  the  Vallics,enammcls  the  with  a  thou* 
fand  flowers,  and  giucs  them  fuch  a  gar¬ 
ment  ofgrccnc,as  is  both  fairc  to  fee,  and 


maruailous  picafing.  Thcicforc  Dauid 
would  hauc  nothing  to  grow  vpon  Cilbea; 
but  thorncs  and  bramblesjthat  lb(among 
rude  Rockes)  nothing  might  appcarc  but 
rough  thorny  paffages;  to  thccndc,that 
fuch  places  might  bee  condemned,  as  of 
deeds  of  horror  and  darknefle^  fo  likewife 
to  ftenlity ,  and  wofull  pcrpetiiall  dciiafta- 
tion.  But  arc  nor  dewes  the  gift  of  God  I 
Doth  not  raine  come  from  the  hand  of 
him  that  is  almighty?  The, not  to  rcceiuc 
thefcjis  adreadfull  maledi(ftion.  It  fli'ould 
feeme  thciijthat  Dauid  in'udked  the  wrath 
of  heauen  vpon  that  Gilb'oayhc  land  being 
fubiedro  manycurfcsjforthefinncsthac 
were  there  cotnmicced .  •  "Letneyther  dew 
nor  raine  defeend ‘Vpon yee'fecaufe  the  f yield 
of  the  mighty  is  there  downe.  -  - 

Alaffc,what  greater  Shield  of  ftrehgth, 
more  generous  and  mighty,  then  Great 
Henry xht  fourth?  H^/^r^jtheRampierof 
his  people, -the  Shield  of  his  SouIdicrs^& 
the  Buckler  that  defended  the  heads  and 
hearts  of  his  Princes.^  He  coiiered  them 
againft  all  their  enemies  attempts  and  en¬ 
counters.  ‘  Hcc  ferued  as  an  Armour  of 
proofc  to  the  French  Monarchy^  vndcr 
which  defence  they  continually  raunged 
themfclucs,  yea,  the  Seigneurs  and  Prin¬ 
cipalities  of  many  ftrangers,  fhcltred  the- 
fclucs  vndcr  that  Sunny  Banck.  Thcrforc 
of  him  may  now  be  faid,as  fomtimes  was 
of  Dauid :  The  Lord  fought  him  a  man  after 
his  owne  hearty  and  commanded  him  to  bee  a 
Couernour  ouer  his  people.  For  if  Dauidde- 
dared  himfclfc  couragious,  io  the  grea- 
teftheate  of  Alarmesand  fights  5  Flcnry, 
great  Henry ,  hath  not  hee  beene  ( cuery 
where)  a  true  MarSy  and  a  true  thunder¬ 
bolt  of  warre  ?  If  Dauid  were  ftill  crow¬ 
ned  with  vidory,  bccaufe  his  clemency 
was  acceptable  to  the  God  of  Armies, & 
therefore  cicdcd  him  among  thoufands, 
to  bee  the  Ruler  of  his  people :  thpn  may 
wefay,  that  (after  his  fights;)  nciicr  was 
found  a  kinder  Prince  then  great  Henry 
the  fourth,to  whom  this  Elogium  rightly 
appertained..^^/  in  aciete  conjpexit  fupera- 
tus  ejl,^  qm  in  pace  nihil  timuit ;  Euermorea 
Conquerour^both  in  warre  and  peace  y  deri* 
uing  his  viftories  no  Icffe  from  louc,  then 
from  power,  Vnder  which  (as  Ennodi- 
us  fpake  in  the  Panegyrique  ol  Thierry ^ 
King  of  the  Gothes.)  vidimus  euentus 
optimos  de  aduerjitate  generari  ^  (b  may 
weefay-j  That  out  of  greatejl  extremities ^ 
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'we  ha  fie  beheld  the  birth  of  highefi  and  fai¬ 
rest  fortunes. 

For  in  conquering  the  Rampiers  of 
out  Cities,  at  the  very  fame  time  he  won 
our  hearts  alfo,  and  (by  a  foucraigne  am¬ 
plitude  of  kindneffe)  fweetly  infinuated 
limfelfc  into  all  our  foulcs,  that  behelde 
him  fo  brightly  fhining  in  Armes.So  chat 
aying  was  verefied  in  him,  which  Agape- 
m  fpakc  to  the  Emperoiir  luHinian.  Im- 
perium  e^cornauit fuper  lores  Imperatores^tu 
vero  prAHantifmeillud  illuBre  reddidifH : 
That  which  Empires  ( in  former  times)  gaue 
to  their  Emperours  j  thou  thy  felfe  (  O  great 
Prince)  hajlgiuen  to  thine ^  towit^ufierand 
dplendour.  Thou  didft  finde  it  full  of  quar- 
rels,»feditions,  and  tumults,  thy  vnciuill 
fubiefts  made  mad  (by  what  Circes 
I  know  not)  becam  enemies  to  thy  crown. 
But  by  the  right  hand  of  God^&ftrength 
ofthymartiallarmc,  thou  didft  difplant 
their  Fortreflfes,  peopled  with  Spaniards, 
expelling  both  the  one  and  other  5  and 
from  the  limits  of  thy  French  Empire, 
thou  didft  exterminate  that  proud  Bello- 
naf}^zx.  (without  all  pitty)  did  cruelly  la¬ 
bour  to  teare  her  in  peeces,  and  quite  de- 
iioure  her. 

Oh  what  a  goodly  day  was  that,when 
we  beheld  bright  victory  to  defcehd  vpon 
his  head,  euen  glorious  andceleftiall  vi- 
dory ,-  holding  in  her  hand  a  thoufand 
Laurelsjdifperfing  them  in  the  fields  of  fo 
many  faire  Prouinces  ?  Victory  was  figu¬ 
red  by  the  Romans, with  a  gracious  coun¬ 
tenance,  and  two  great  wings  difplayed 
on  her  (boulders .  The  Athenians  made 
a  mockery  thereat,  and  portraied  their  vi- 
dory  quite  contrary  jWithout  wings  or  a- 
ny  feathcrs,to  the  cndc,flie  (hould  neiier 
flye  from  them,  but  alwayes  keepe  within 
the  girdle  of  their  Citty  walks .  Vi^ory 
(Companion  to  the  merits  of  this  great 
Prince)  was  of  the  Athenian  nature .  In 
former  times  (be  had  bene  full  of  incon- 
ftancy,firftorionefidc,  then  on  another, 
neuer  long  continuing  in  any  one  Pro- 
uince.  But  at  Icngth,(he  fcated  hcrfclfc 
on  the  Loiinre  of  this  oncly  MarSy  where 
(firft  of  all)  (be  threw  off  her  wings,neuer 
to  ftart  thence  all  the  time  of  his  Reigne. 
This  was  (be,  that  not  only  made  him  bc- 
loucd  of  his  owne  peoplc:but  fo  feared  & 
rcucrcnccd  of  ftrangersbefide,  that  they 
bad  and  held  him  alwaiesin  admiration. 

Pliny  tels  vs,  that  there  is  found  in  Af- 


frica^  ccvtainc  precious  ftone,  called  Z/- 
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parlsy  which  hath  fo  faire  a  looke,  that  all 
eyes  arc  at  a  ftand  to  gaze  vpon  it.  Hun¬ 
ters  thcr  bane  no  need  of  fculking  bounds 
for  their  game,  orany  Arrowes  to  kill 
becaufe  this  ftone,  laide  open  in  the  midft 
of  any  field, all  wilde  beads  (getting  but  a 
glimps  thereof)  gather  together  about  it, 
and  as  amorous  of  the  ftones  beauty,  doc 
nothing  elfc  but  looke  vpon  it.  Our  Mo¬ 
narch, our  great  Monarch,was  as  a  Liparu 
in  the  mid(t  of  his  French  world, »tbc  Ger¬ 
mane^  Italian^  Spaniard^  Englifh^Swetheny 
yea, the  very  Turkes,  were  all  drawne  hi¬ 
ther  by  the  fame  of  bis  vertues,&  renown 
of  his  ArmeSjCuery  one  flood  at  gaze  to 
behold  him,  not  any  one  but  wifhed  his 
prefence, each  one  loued  &  admired  him, 
as  a  new  miraclc,or  prodigy  of  valour  and 
greatnclfe  in  the  world.  In  fo  much, chat 
his  prefence  (erued  not  oncly  as  an  orna- 
mament  to  this  State:  but  it  was  al(b  here 
as  an  home  of  abundancc,out  ofwhich,al 
kindes  of goodneffc  that  could  flow  from 
afacredpeace,  were  inamoft  plentifull 
affluence  deriued  from  him.  The  poyfons 
of  diffentions  could  hecre  no  more  pro¬ 
duce  their  Gangrenats  5  the  high  vnder- 
ftanding  of  the  King  was  too  prefent  an 
Antidote.  And  as  the  dryed  body  of  a  Ba- 
filiskc,  hung  with  a  golden  thred  in  the 
midft  of -r^/^4^?rTcmple(faith  Gefner)kc^t 
it  alwayes  cleane,  reftraining  (by  an  hid¬ 
den  vertue)  Spiders  from  working  cob¬ 
webs  alongthc  pillars  and  walks :  Euen 
fo  great  Henry ^  lining  in  our  Francc,kcpt 
it  cleane  from  all  the  infolcnccs  of  ene¬ 
mies,  andfuffered  noftrange  Spiders  to 
come  weaue  their  webs  of  difeord  within 
his  Prouinces.  So  auailcable  to  this  Mo¬ 
narchy  was  his  long  experiences^  promp- 
titude,that  he  held  the  affaires  (in  cyther 
condition)  both  of  church  and  common¬ 
wealth, in  an  vpright  fway  ofpollicy^were 
it  in  peace  or  warre.  And  fo  profitable  did 
this  people  finde  their  fubkaion  &  obe¬ 
dience  to  him, that  in  all  &  quite  through 
the  body  of  France, they  reuercnccd  him 
as  their  Lord, their  Paftorjand  Father. 

Doc  you  not  know  the  great  vnity 
which  Nature  hath  planted  betweenc  the 
Pinnothere xhQ  Pinna}  Hauc  yeenot 
read  of  the  benefit  enfuing  to  them  both 
by  their  mutuall  concord  &  intelligence? 
France  hath  bccnc  as  the  Pinna ^  and  the 
King  her  Pinnothere .  The  Pinna  is  that 
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^  great  kindc  of  Cockle,  vvhichvve  vfeto 
call  a  Nakcr  or  Scallop. The  Pinnothere  is 
a  little  creature,  in  the  kinde  ofaCrabbe 
or  Creuife,  that  continually  {lands  as  a 
Porter, awayting  the  opening  of  the  Coc¬ 
kle  5  which  he  keeps  ftill  wide  gaping,  vn- 
till  luch  time  as  he  pcrceiueth  fonae  prey 
to  cntcrjWhich  may  be  bcncficalko  them 
both .  For  then  hcc  pricks  or  bytes  the 
Cockle,  and  fhee  fhutting  her  fhellj-they 
then  feede  both  friendly  together.'  And 
ncucr  (without  this  admonition)  doth  the 
Nakcr  ibut  hcrfhcll,  norciier  (without 
theliivingofthisher  Gouernor)  willfnee 
admit  any  flrange  creature  to  come  nccrc 
her,  X 

‘  Euen  fo  France,  referring  heifelfe  to 
the  managing  of  the  King  her  pinnothere^ 
and  neuer  recciuing  any  impfeflion  but 
his  5  (he  lined  with  ihatfoodc  which  was 
apt  and  naturall  for  her,  and  by  this  rca- 
fon,fhe  neuer  felt  in  any  of  her  parts  and 
members  jthofe  intemperate  viledifeafes, 
that  hecrctofore  bred  her  fo  many  warres 
and  troubles.  A  great  misfortune  is  it  the, 
Men  fuch  a  precious  Icwell  is  taken  from 
foorth  the  midft  of  our  Terapl€,whe  fuch 
a  Mafter  and  Goiiernour  is  carried  away 
from  his  people.:  O  if r delis excel- 

Jis  Puis qjulnerdtus'esL  6  France, the  ho- 
‘  nor  ot  Ifrachglory  of  the  Militant  church] 
O  Pdrisfciz  very  fairefl:  among  the  Gauls ^ 
or  in  the  world ,  JVletropolitane  of  the 
goodliefl  ftate  in  Chriftendome :  thou 
hafl  feenehim  wounded  in  thy  flrcetes, 
flainc  in  thy  bofomc,and  parricided  inhu¬ 
manely  mexceljis  tuis^  in  thy  places  mo  ft 
frequented.  O  vhfpeakable  mifhap  !  Shto- 
Tnouopr oieel us  ePi  Clyjjeus  forttum  ?  How  is 
thejhield  of  the  mighty  cdft  downe  ? 

r  if  TimantheSy  a  moft  famous  Painter 
among  the  Grecians,  being  delirous  to 
portrait  a  Soldier  ful  of  coiirage,{pright- 
ly  in  valour,  and  as  fiery  as  Mars :  gaue 
him  all  the  grace  that  Arte  could  dcuife 
vpon  his  cloth.  But  afterward, fetting  it 
before  his  doorc  to  bee  feeae,  heebaufed 
foure  Trumpets  to  found  before  the  Pi- 
<5ure,  that  the  perfon  might  appeare  the 
more  furious  and  dreadful!.  O  dearc  peo¬ 
ple, if  I  could  worthily,  and  (according 
to  true  life)  reprefent  before  your  eyes, 
the  prouidence,wifcdomc,  and  happines 
of  councell,that  remained  in  this  Prince^ 

I  fhould  then  fet  bcforeye{^one  after  ano- 
tberj  CLicn  all  the  great  and  ferioiis  aflTemr 
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blieSjOf  the  cheefeft  Heads  and  Captains 
of  war, and  of  all  ocher  ftat^s  wherein  hec 
prefided.  i  hen  ftiold  you  fee  him  not  like 
a  filly  ■*'  or  by  Agamemnon^  bu  r  Aga- 
memnon  hirnfelfe,  and  (in  him)  a  million 
of  NePiors.  If  you  vyould  fee  his  vigillan- 
cy.6c  the  care  he  had  of  his  State  affairs^ 
I  lliould  then  fet  before  yec(in  grofrc)the 
Ambaflador$  of  the  greateft  Princes,  the 
Cqiirtiersand  Ppflillions  fi\ing  from  all 
parts,  their  packets  open,  their  Secreta¬ 
ries  ftandingby,  5:  that  magnificenTKing 
in  the  midft,  fp’ending  many  nights'roge- 
ther,forthc  conferuatibh  ofthem,  that 
^  foundly  fleprin  their  beds  at  cafe .  Ifyou 
would  haue  a  picture  from  mec,  of  his 
mildenefTe  &clemcncy5tfien  muft  I  paint 
a  thoufand  potent  cnemies,’>:riot  humbled 
at  his  prefence,  orcroitding  tohisfecte^ 
but  feared  in  fajfety  by  hW;at  otic  and  chc 
fame  Table,in  3ne  and  the  fame  Caroch^ 
yca,in  one  and  the  fame  bed,  '  '  ^ 

•  Inbreefcjif  it  werein  metofhewyon 
his  valour  &  ?ion-pareiiicoux2igQ  5 1  (hold 
the  here  inftahtly  fet  before  yc  50  ranged 
battailcs,  with  their  Squadrons  of  armed 
horre,and  Regiments  of  footc, their  Pikes 
aptly  placed;  the  ftamc  and  fmoak  fmoiil- 
dring  froiivCanons.thc  noyfc  of  Drums, 
the  found  of  Trumpetsi'and  at  the  tfiaihe 
ofeuery  bactailion,this  king  encouraging 
his  followers  tothefight5  and  theivHm- 
felf^ro  gflie  the  onfec;&  (like  a  true  Mars) 
beating  downe  his  enemies  about  hirn^ 
Then  would  you  fay,  that  you  faw  a  God 
armed,the  terror  of  the  world, the  honour 
of  valiancy^  ciien  where  CsifarsaiiA  Alex¬ 
anders  might  well  crowd  in,thcrc  to  learn 
warlikeJelTons  of  him.  But  oh  infi^nall 
difafterl  lie feeing  dead Sj^emodo  cecide- 
,  runt  fotentes  '?  TroiePpHs  eft  Clypeus  for- 
tiufn  ?  H ow  are  the  mfghty  ouerthrowne  ? 
And  the  Shield  of  the  ^ery  ftrongeft  caft 
downe  f  ' 

FilU  ifraelis  fuper  Saulcm  ftete,  quia 
*ve.diehat  uos  coccino  in  delicts,  D  aiighter,s 
of  Jfraehveepe  for  Saul,  which  cloathedyou 
!  in  skarlet  wuhpleafures.  Ladics,Daugh^ 
ters,  and  W  iues  of  P^^^^^^wcepe  for  your 
king,  he  that  cloathed  you  in  Scarlet^with 
plcafiircs,  that  gaue  you  thefo  Imbroy- 
derings.  Laces,  and  Bracelets  of  Gold* 
Indeed  Ladyes,  peace  purchafed  by  the 
provyefTe  & fweat  ofthis  great  king^gauc ! 
youall  thefe  things  in  great  abundance,' 
filled  your  houfes  with  the  beauties  of  the 
/  '  '  Oz  Eaft, 
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Eaft,and  precious  rarities  brought  from 
the  ey  ther  of  the  Poles.  Rich  and  poore 
might  eatc  their  bread  (feareleflfc)  with 
their  families, might  confolate  themfelucs 
with  God,  and  offer  the  facrifice  of  their 
hearts  (at  eafe)  in  his  Church  •  Weepe 
then ,  weepe  then  rich  and  poore,  great  6c 
froall,  the  inhumane  death  of  this  con> 
mon  Father,  vndcr  whom  you  receyued 
fuch  infinity  of  plcafiires. 

. ,  Saul  ^  lonathaa  amahlles^  Aquili^  UuU 
oresfuerunt  LeonibHs  fortiores^Sauland lo- 
nathan  were  lonely  they  were  fwifter  then 
Eagles ^and fir onger  then  Lyons*  Swiftnefle 
onclyinany  one  fubiedt  is  vnprofitablc, 
and  ftrength  without  (wiftneffe  is  as  great 
a  maime,  as  lazinefle  or  negleft .  Both 
thefc  were  ioyned  together  in  our  Prince. 
What  legerity  was  that,  when  in  Icfle 
’  then  two  Moneths,  like  to  a  fiafli  of  ligh¬ 
tening,  hee  made  himfclfe  feepe  through 
the  Prouinccs  of  Picardy  ^  Normandy ^ 
champaine^  lePerche^  Aniou^  and  Maine  f 
Trayling  after  him  a  weighty  Army,  great 
ftore  of  weapon?  jCanons , Chariots, and 
great  aboundance  of  other  Artillery.  O 
good  God!  inhowfhprt  a  time  did  hee 
vvinne  more  the  1 6o  Leagues  of  ground, 
and  fubieded  vnto  him  (cuen  in  pafling 
along)  fifteene  or  fixtccne  ftrong  Towns. 
In  diuers  other  places,  what  power  and 
magnanimity  did  appeare  in  him,jeucn  in 
his  very  greateft  difficulties,  withdra>ying 
the  lighted  fires  from  all  the  parts  of  his 
kingdome.  There  did  he  fhew  himfelfc 
like  to  another  Hercules  foulded  in 
the  skin  of  his  conftancy  and  high  valour, 
his  moft  tedious  trauailes  (which  feemed 
to  him  but  as  Dwarffes  and  Pigmeis)  hee 
ftrangled  and  crufhtthem  all,cuen  asif 
they  had  bcenefo  many  Mice  or  Mufii- 
rumes,  ihathauc  novertue  orrefiftanec 
whatfocuer.Wherforc  O  France, we  may 
well  fay  of  thee,  as  it  was  fomctimcfpQ- 
ken  of  the  people  of  Ifrael.2y«;>c  Rexgra- 
ditur  ante  ^os ,  ^  fugnabit  bella  'veYiPo, 
Thou  haft  now  a  King  that  walketh  before 
fpared  not  himfclfe  in  marching 
before  thee,  and  this  was  the  man,  ordai¬ 
ned  to  terminate  the  fights  and  battailes. 

Oh, how  many  meruailcs  do  I  behold, 
meeting  in  him  all  together.  Let  vs  take 
him  in  his  originall.  Albeit  he  defccudcd 
fro  the  loy  ncs  of  the  moft  happy  S.lewes^ 
by  a  long  extended  Genealogy,  wherein 
there  is  not  any  but  Kings ;  yet  had  he  no¬ 


thing  (in  his  kindc)  more  abie<3  and  con¬ 
temptible,  then  to  be  ftuit  vp  jo  the  Pyre¬ 
nean  Pens  or  Grottes,  badly  followed  by 
his  ownc,  tbreatned  and  piirfued  by  ex- 
xerne  accidents,  throwne  out  of  his  Cra- 
dlcjandthc  armes  of  his  Nurffe,  into  the 
Fordge  of  wrapt  vpin  partiality 
of  opinionSjWhich  held  a  high  faylc  in  his 
time, and  yet  doth  the  like  in  many  places 
of  this  Rcalroc.They  that  fed  his  hopes, to 
preuaile  thereby,  decejued  him :  others 
that  thought  (by  fuchinftruments)  too- 
uerthrow  him,  did  the  higher  exalt  him* 
And  perforce  muft  I  (in  this  cafe)  without, 
looking  on  the  pointes  of  his  confcicocc, 
commend  his  raorall  vertues. 

Achi//es,thc  fonne  of  Aeacus^  who  was 
to  conclude  the  T royans  greatnefle,  Sc  to 
ouerthrow  their  *  lUium  from  the  top  to 
the  bottome^was  long  time  hid  vndcr  the 
garment  of  a  woman,  among  the  daugh¬ 
ters  of  Lycomedes*  And  our  great  Henry 
(who  was  to  be  a  terror  to  Sfain)^t  prop 
and  Lipport  of  our  French  Common- 
wealc,was  (in  hisyongeryeares)  euenas 
hidden  vndcr  the  habitc  ot  a  poore  Sc  difi 
inherited  Prince,  in  the  folicude  of  the 
Bearnilh  Lands  and  Mountaincs.  But  yet 
notwithftanding.God  hadfeuen  then)de- 
ftined  him  to  be  a  fubiedoi  his  wonders, 
yca,to  the  chcefeft  dignities.  Sc  very  grea¬ 
teft  powers  of  this  Land.  God  I  fay,ihc 
great  God  of  hofts,?cr  Reges  regnant y 
Sc  hath  his  hands  ful  of  crowns^Sc  beflow- 
cth  them  where  himfclfe  beft  picafeth. 

Readc  what  (peaks  of  the  Oftrich^Sc 
there  (hall  you  fee  this  Prince  naturally,c. 
lien  accordingas  defcripxion  is  ther  made 
of  her  .That  Bird  (being  depriued  of  wife- 
dome  Sc  loue^  without  couering  her  egs, 
Icauesthem  intheduft,  andfo  lofcthall 
remembrance  of  them.  The  world  would 
be  quite  bereft  of  Oftriches,  if  God  did 
not  play  the  part  of  f  a  mother,  and  by  the 
bcames  of  his  bright  ftiningSiin,  make 
the  dull  warme  about  theegges,  and  fo 
caufc  the  yong  to  be  hatched,  to  maruay- 
lous  fay  re  and  goodly  forme.In  like  man- 
ner,our  great  Henry not  he  forfaken  ? 
Left  in  theduftof  disfaiiour,  andnegle* 
(fted  allihc  lime  of  his  childhood  God 
bad  a  care  of  him,notwitbftading,as  pur- 
pofingto  make  him  an  ^^/^,for"ihcfup- 
port  of  his  Church,  and  defence  of  this 
State.  So  that  by  beholding  him  (b  much 
abafed  in  his  beginning,  and  afterward  fo 
_ _ highly 
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highly  exalted  :  wchauc  great  reafohto 
lay  with  the  fame LdmfO'i  contempts 
dd  tempus  liattitiim.  A  Lambe  pp^hcreof no 
account  at  all  was  madei^yet  ordained  for  ho¬ 
nour  ,  and  to  be  honoured  at  the  time  app'oin- 
ted.God  would  bring  him  by  the  paths  of 
adiierfity,  to  the  higheft  place  of  pro fpe- 
rity^and  made  his  trauailcs  feeme  as  Mal¬ 
lets,  to  harden  him  for  fuch  payncs  as  htc 
was  to  endure, for  the  rc-cllabliiliment  of 
peace  and  vnity,  in  all  the  diuided  Pro- 
iiinces  of  France.  t 

In  eiiery  eftate,affli(5lions  do  make  the 
gtcateft  perfons,  where  contrariwifejin 
the  midft  of  higheft  profjperites  (as  ftan- 
^dingvponan  ouer-flippery  place)  often¬ 
times  they  fooneft  !ofe  ihemfe^ucs.  We 
maydeduj^  an  example  heereof,  from  a 
,  Glafic,  vpon  whofe  Cbriftall,  Flies  can 
get  no  footing(raich  Plutarch)d>iyct  ftand 
iirmelyon  theborderings  about  it,  be- 
caufe  they  arc  more  rough  and  apprehen- 


Labmtitr  miidU^fcabrifque  temetm  harent. 

5mooihe  paths  areilippery, rougher  wayes  haue  hold. 


And  from  the  fame  ground, it  feemeth 
that  Homer  fetcht  his  Moly^  the  rootes 
whereof  were  blacke^butit  barefruiteof 
mofl  fine  gold.  So  the  lite  of  this  French 
v^^/^,did  fhew  it  rclfc(euery  where) to  be 
very  blacke  inthe  budjand  wholly  obfeu- 
red  with  aduerfity:  but  the  reft  thereof  (e- 
iien  tohisvntimcly  ending)carryed  three 
Flourets  of  true  golden  an  Azure  field  of 
hcaucnly  beauty;  Afflidlions  in  him,fer“ 
ucd  as, an  aptfubied  to  .poly cletm md 
hereby  to  mouId,carue  &  forme 
the  true  lhape  of  V ertue  5  which  was  the 
very  fayreft  and  raoft  goodly  Statue,  that 
euer  could  (by  Arte)  be  imagined. 

Let  vs  inftantly  conccitethat  happy 
houre,  when  wee  beheld  heauens  proui- 
dcncc  to  call  hitn  from  tow, and  the  Ba- 
nicks  of  C arena, 2X)d^  (  with  goodly  En- 
fignesj  to  fhew  him  the  Loire^  He  beinp 
("not  long  before^  lliarply  purfiied,  w^as 
then  fought  for  in  the  Grottes^many  roy- 
all  Armies  ('euen  then^  trufting  to  his 
armc :  but  fent  for  ('foonc  after)  by  the  K. 
his  brother, //mry  thethird^  whomhee 
would  not  forfake  at  a  time  of  need  .Then 
was  it,  when  France  couered  oiicr  with 
rebellions  and  Armies  againft  her  felfe, 
was  conftrained  ( more  then  euer  before ) 


to  approUc  the  fpinr.wifedome, and  hand 
of  him,who  quickly  bceantc  her  Halcyojt, 
toappeafe  andcalmc  tho/c  furious  tem- 
pefts.  '  ■ 

The  bloWcs  began  at  Tours  and  at 
but  within  few  daics  the  fiery  ftsrie 
of  thofe  Souldicrs  proceeded,  through 
Beauffe^  euen  to  the  engining  of  Farii: 
where  the  execrable  and  bloody  parriesde 
committed  on  the  perfbnoftheking,  b- 
pened  him  thedoore  to  the  whole  State. 
The  Princes  and  French  Nobility,  borti 
proclaimed  and  acknowledged  him  to  be 
their  king.  Meane  while,  the  troubles  cn- 
creafiirg,  and  the  Armies  rent  (as  it  Vv^ete) 
in  many  pccccs^behcld  him  (ncere  hand) 
as  foone  fhut  vp  in  Vieppe',  But  like  the 
Steele  that  ftrikes^on  t(>c  Flinci^  to  e.xtort 
thence  the  liuely  fparkes  of  fire :  euen  fo^ 
the  neerer  u  warriour  is  purfued,the  more 
fplendogr  is  added  to  his  glory. 

'There  liucih  a  ccrtainc  monfter  in  tlic 
Sea,  vulgarly  called  thcScia  orSavveof 
the  Sea, in  regard  of  a  home  he  hath,  fer- 
iiing  him  in  ftead  of  a  fiioiitc,  carrying  no 
meane  refemblance  with  a  Savve ’  This 
creature,  meeting  with  a  Ship  vndcrfuii 
faylcjby  diuers  times  of  attempting,  doth 
grow  angry  ihereat,and  feemeth  to  make 
open  warre  againft  it.  He  paffeth  and  re- 
pafleih  many  times  vnderneath  it,  im- 
•ploying  his  home  (with  his  vttermoft 
ftrength)  to  fawe,as  he  thinks,  and  cut  in 
tvvaineihekeclcofthe Ship.  Butin vainc 
doth  he  torment  himfclfe,  for  fo  long  hee 
vfeth  the  teeth  or  razors  of  his  fnout,  till 
beating  himfclfe  out  of  breath  in  the  con- 
flid':  at  length  hce  floates  on  the  water 
.with  his  belly  vpward,  remaining  at  the 
mercy  and  laughter  ofthc  Pilotc. 

And  what  great  aft  I  pray  ye  )  did  fo 
many  Armies ,  as  quite  couered  the 
plaincs  of  ?  Ihey  imployed  all 
their  endeuour  and  weapons  in  vainc, ho¬ 
ping  to  fawc  in  funder  and  diuide  this 
State.  After  all  their  malicious  wraftling 
with  this  Soucraigne  holy  Ship,  did  they 
not  become  ennerued  and  broken  in  pie¬ 
ces,  by  the  power  of  this  great  King  her 
Pilotc.^  Wherefore  wee  may  well  fay ,as 
F* ^Jleius  Paterctdfts  faid  of  Cato .  Tirtuti 
quam  Jimii/imaSy  ^ per  omnia  inge7no  Lijs 
quam  hominibm  propior  5  qui  non  recie  fecit 
'Vt  facer e  'vidcretur^fed  quiaalitcr  Jacere 
nonpoterat. 

It  is  not  for  any  ambition, or  defre  of  glory 
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to  mmtayne  the  liberty  ofmyS ubie^s^  and 
prejeruc  my  Crowne .  And  eucn  fo  did 
God  faiioiir  his  defignes^  and  laidc  at  his 
feete  (myraculoufly)  an  infinite  number 
of  Trophees .  Heerc  Arques  made  her 
moft  fignale  furrender.  There  Turk  pub- 
liQied  his  high  fortune.  V^on^  Fontaine- 
Francoffe^S.Helena,^nd  ihc  Molets  engirt 
his  browes  with  a  ihoufand  Laurels.  And 
for  the  higher  pitch  of  his  honours,  the 
vanquiflied  themfelues  did  (cuen  then) 
reioyce  at  his  profperity  and  vidories . 
Hc  fought  not  in  one  place  only  at  a  time 
but  like  to  a  fecond  *  Briarius^with  an  hu- 
dredhandsjandby  his  Lieutenants,  hee 
finote  as  many^  places  together.  So  that 
poftcrity  reading  his  hcroycall  adions, 
not  onelyAvill  make  doubt  to  bcleeue  the 
alljbut  rather  groflelyreceiuc,  or  repute 
them  for  fables. 

I  will  leaue  them  to  our  Hiftorics,  Sc 
totellye^that  bis  clemency  appearing  a- 
boue  his  other  vertucs^  did  make  him  vni- 
uerfaJly  both  beloued  and  admired .  O 
good  God  /  how  ready  was  hc  alwayes  in 
helpe  and  fubucniion  to  the  opprefTed  f* 
Hpw,  diligent,  in  finding  out  for  our  dif- 
carcGfawor.  eafcs,both  fpueraignc,  peculiar,  &  cou- 
uenable  remedies  ^  When  1  caft  mine 
eyes  on  the  gaftly  Theater  of  our  France, 
me-thinkes  1  doe  there  behold ,  that  terri¬ 
ble  fight  hciwccnc Brutus  and  ^z*Xan- 
thians^  the  very  cheefeft  Inhabitants  of 
LyciayNhcx\  they  (being  befiedgcd,the  fire 
getting  mifchccuoufly  into  the  crannies 
oftheir  walles,  threatning  their  neigh¬ 
bors  houfes,  and  the  whole  Citty  toge¬ 
ther  with  a  generall  deiiaftation)  in  a  def- 
per^tc  rage  and  fury , threw  on  frefh  Fag<- 
gots,made  of  dryedReedes,  the  more  to 
noiinlh  and  augment  the  flame,  whereas 
Brutus  (being  their  enemy)  employed  the 
vttermoft  endeuour,  both  of  himfelfe& 
all  his  Soldiors,to  flake  and  qvcnch  it.He 
fate  onhorfe-backe,  full  of  compalTion, 
cflaying  by  all  poffible  mcanes,  to  take 
fome  good  orders  and  turning  him  round 
about,  hee  held  out  his  hands  to  the  vn- 
happy  Inhabitants, defiling  them  tofpare 
their  owne  Citty, and  to  faue  themfelues. 

How  many  of  our  blinded  French 
(defpcratcly  madded  in  our  laft  wars)  did 
the  very  like  ?  What  intended  thofe 
Armes,  and  hoflilc  preparations  in  the 
greater  number,  butonelythe  rtiincof 
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themfelues,  and  the  whole  State  toge¬ 
ther/'  And  what  was  laboured  (on  the 
contrary  part)by  this  great  King  our  Bru^- 
tus?  Nothing  clfCjbutto  prclerue  his 
people,  and  ftifle  the  fires,  furioufly  fla¬ 
ming  in  the  fpurc  corners  of  his  king- 
dome^  yea,  to  keepe  his  people  fromde- 
ftroying  themfelues.  This  was  cucr 
(doubtlefle)  the  full  butt  andaimeof  all 
his  warres, during  which  time,  and  cuen 
in  the  very  fierceft  broyles,  hee  was  heard 
to  cry  aloud  in  the  thickeft  throngs ;  O 
Frenchmen^  Frenchmen\  faue  your  felues. 
And  the  blood  of  them,  although  they 
were  in  Armes  againft  him, hee  did  value 
at  a  dearer  race  then  his  owne.  AnatStc 
trucly  generous,  and  which  (afterwards) 
made  hiip  fo  much- admired,  that  they 
who  refufed  to  accept  him  as  their  Lord  5 
threw  themfelues  at  his  feetc,  and  (in  en¬ 
deared  loue)  called  him  their  gracious 
Tutor  and  Father. 

Let  (onely)  ftand  as  a  witnefle 
of  my  words,  which  wasfecnc  (almoft) 
without  Subburbs,without  Pallace3with 
out  Vniuerfity,  or  any  other  Ornament 
whatfoeucr .  The  Field  of  the  flothfull 
man,andthc  Vineyard  of  the  mif-vndcr- 
ftanding  foolc,  deferibed  by  Salomons 
hisProuerbsj  Which  were  all  ouergrowne 
with  Thornls  and  Nettles^  and  their  Hedges 
broken  downe be  compared  wftK  it. 
Outbuildings  beautified  with  Porphiry 
and  Marble  5  his  Roy  all  goodly  places  5 
his  Louures-,  bis  Tuilleries  i,  his  new  Brid¬ 
ges;  his  Arfenalli  the  ftrcctes  newly  rc- 
edcficd,and  adorned  with  lb  many  new 
deuices  of  Silke  and  Tapiftry;  the  new 
foundations  of  publike  Readings ;  thefe 
areasfo  many  Trumpets,  to  publilh  the 
lone  and  vigilancy  of  this  King.  Very  true 
is  it  then, that  his  life,fo  obfeured  and  tra- 
uerfedin  the  beginning,  did  well  refera¬ 
ble  a  fire,which  in  the  making, and  before 
it  attaineth  to  any  light,  doth  caft  foorth 
verygrofle  and  thicke  fmokes:  but  being 
fully  kindlcd,it  yccldcth  a  bright  flame,  & 
giucth  no  meane  delight  to  the  beholder. 
Wchaue  fcenchis  originall  to  be  dim¬ 
ly  obfeured  and  darkened  with  the  clouds 
ofeniiy.  Afterward  wee  beheld  him,  not 
MVe  lobes  defpifedLampc,but  ftiiningas 
the  Sunne  in  brighteft  fplendour. 

An  induftrious  and  skilfull  Architcck, 
labouring  his  mindewith  the  dcfigncof 
an  intended  ftately  building,  walking  a- 
_ _  tnofig 
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niongthcftoncsinaQuarry,  if hcc  per-  / 
cciuc  any  one  to  be  of  grofic  MarblCjhalf 
earthy,  milFiapcn,  and  that  hath  not  (as 
yet)  felt  the  Hammer  and  Chizcll,  he  do^ 
eth  appointthat  ftonc  to  (c)me  important 
place  in  his  edifice.  EuenfoGod,  proic* 
<^ing  (long  time)  the  building  of  his 
Church,  did  not  forget  this  Prince:  but 
at  the  time  appointed  by  his  ctcrnall  pre- 
fcience,  he  tooke  him  out  of  the  Quarric 
ofdarkncffcjto  make  him  fhine  as  bright 
day^andferucas  the  Maftcr-pillar  to  the 
whole  frame,  bcholdhim  then  (Omyra- 
cle^  in  midftoffomany  vidories  andfa- 
uours  from  heauen  ,  proftrated  at  the 
feetc  of  the  Church,  and  no  other  cryes 
were  among  the  people,  but  Gad faue  the 
Kin^. 

Dearepeoplc,  from  the  beginning  of 
my  Orationj  I  hauc  feared  to  fall  fbort,5^ 
my  feare  is  very  iuft,  handling  fo  highe  a 
fubied,  and  fo  full  of  meruailcs.Yct  not- 
withftanding,  that  great  goodnes  of  his 
furnifhed  me  with  courage,  and  hath  hi¬ 
therto  vpheld  me,  in  the  plentifull  field  of  ^ 
his  flowing  vercues .  Wherein  I  feltefo 
great  a  confolation,  and  fuch  a  boundlcs 
liberty  offpirit,  that  my  tongue  (without 
impeachment)  hath(in  feme  vveake  man¬ 
ner)  exprefled  thofc  things  which  I  con-  ' 
ccy  lied  of  his  praifes .  But  now  I  feclc 
my  fenfes  arrefted  by  an  accident,  alas^as 
nouell,as  it  ftrange  and  lamentable. 

Ihc  Poets  make  mention  of  certaync 
trees,  that  fomctlme  did  grow  about  the 
Tombeof proteJiUue^TinA  they  hailing  at¬ 
tained  to  fuch  hight,that(with  their  tops) 
they  could  couer  the  ruinc  of  olde  T roj  5 
withered  in  an  inftant ,  and  loft  all  theyr. 
leaues.  Euen  fo  my  difeourfe  could  cn- 
tertaine  it  fclfc  vnto  this  point  ^but  when 
I  fee  this  great  Prince  (alas)  fetting  from 
his  Louure 'mhisCdiXo^ch^  afmaltfainc, 
indcedjwithouttrainc  ;  my  whole  heart 
is  frozen,  my  difeourfe  withercth ,  and 
there  remaincth  no  verdure  in  my  words. 

A  mifchecuous  affaflinatc,  let  loofc  from 
Acheron^  created  of  the  filthy  driucll  fa!- 
ling  from  the  fouicchappes  of  Cerbertts^ 
(to  bury  our  whole  France)  followcs  ha- 
ftily  after  him.  Ifccthe  Cdroch  ftayed; 
O  P^ris!  hapleffe  City  of  Paris  !m  excelfts 
tuis  ,in  one  of  thy  cheefeft  fourc  cornered 
ftrects,  Ifccthcmurthercr  likcwife  ftay 
there  with  it.  -  *  * 

OGod!  whatifTuc  depends  vponhis  | 
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boldncftc  ?  Gracious  Heauen,  thou  didft 
preferue  this  great  King  (before)  fo  ma- 
'ny  times  ^  as  againft  Barriere  at  Melii^jCj^- 
gainft  his  and  agaynft 

an  infinite  number  morcofmoft  perni- 
tioiis  coniurations .  Thy  goodiicffc  (v) 

Lord)  fliallit  fleepe  at  this  Wow?  Behold 
(dcarc  people)  it  was  our  fins  that  weigh¬ 
ed  downc  the  ballancc  of  ctcrnall  lufticc, 
for  one  chaftifemenr.  Auferetur  ab  mpljs 
lux braclmm  excel fum  cohfrigetur. 

The  light,  that  [hined  'vpon  thofe  Nations^  re- 
belliotts  againli  my  Edict  s^jh  all  betake  from  ‘ 
them^  and  thejlrong  Arme  that  defended 
them^  (joall  be  broken*  Y  ca,  and  fo  far  re  it 
procccdcth,‘tbat  our  great  God  fccmeih 
weary  of  further  aduar.cing  the  Name  of 
the  glorious  French. 

O  Fury !  O  barbarous  wretch  !  inftruc- 
ted  in  the  fchoole  of  Sathan,and  enchan¬ 
ted  with  a  diuellifh  Doiftrine,  that(vnder 
the  fubborned  name  of  a  tyrant)  woulde 
approoue  and  maintainc  the  Maflacrc  of 
Kinges.  O  Deuilljand  no  man, thy  parri¬ 
cide  hand  is  not  hindcred^biit  dares  bold¬ 
ly  imploy  the  vfeof  that  hcllilli  liberty,  in  I 
a  moft  detcftable  facriledge,againft  God, 
againft  his  Annointed,and  againft  thy  na- 
turall  Prince.  (3  Sunne,  thou  bright  day- 
bnnger,  that  hcerctoforc  veiled  thy  gol- 
den  Trefles,  and  didft  with-hold  thy  hca- 
ucnly  lookes,  from  the  infamous  houfe  of 
the  Pelopides^  and  the  enraged  abiding  of 
Buphalesxh^i  vn  worthy  Rom  an  c  Citizen, 
bccaufe  thou  wouldft  behold  no  Butche¬ 
ries  and  maffacres  :  howcouldeft.ihou 
keep  thy  C  hariot  in  his  ordinary  way,but 
with  one  touch  of  thy  hand  turned  it  fom 
way  elfc,thac  this  day  might  hflie  bin  co- 
uered  with  darkneffe  ? 

Among  infcdl  or  iniuried  Creatures, 

Bees  (fayth  Pliny) do  fo  much  honor  their 
head  and  King,  as  they  will  not  Hue  after 
the  Ioffe  of  him.  And  amongocheSr  Ani¬ 
mals,*  hauewcenot  (almoft)  an  infinite 
number,  that  hauc  confccratcd  their  Hues  ^jfttxurtius, 
for  the  defence  of  their  M  afters?  J^inius  mub.^xafs! 
Curtm^Vs  one  of  the  faireft  ornaments  of 
his  Hiftory, brings  in  the  Elephant  of  K. 

which  Elephant  feeing  his  Mafter 
on  the  ground  ,in  the  bloody  battel  giuen 
him  by  Alexander :  with  his  rrunkc  drewe 
him  foftly  out  of  thccrowdc  (as  fearing 
to  hurtc  him)  notwithftanding  all  the 
points  and  ftaucs  of  Lances,  being  tbruft 
into  his  breft  and  fidcs.  •  • 
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.  ^htScytbuins  alfo  do  eternize  the  me¬ 
mory'  of  a  Horfe,  who  feeing  his  Maftcr 
flainc,  became  the  reuenger  of  his  mur- 
dcrjOcucr  ccafling^till  (with  his  heclcs)  he 
had  inftantly  beaten  out  the  braincs  of 
the  murderer.  .The  Dog  of  HcJtodt£^\s 
alfo  rcmembredjbccaiifc  he  attainted  the 
children  of  Ganish4sSoi  the  murder  coni; 
mitted  on  the  perfon  of  his  Maftcr. 

But'that  which  our  owne  Fathers  haue 
fecnejs  much  more  mcmoratle, of  a  wor¬ 
thy  Dog,  belonging  to  a  Groome  of  the 
Chamber,  attending  on  ^m^Frances  the 
firft.  Which  Dog^not  fatisfied  with  the 
apprehenfion  of  him  that  had  flainehis 
Maftcr, in  the  borreftof  Fonteinc-bellea.ui 
but  becingprefent  ('by  command  of  the 
Prince^  he  rent  him  in  peeces,  before  the 
face  of  the  whole  Court,  that  then  were 
gathered  together^  to  behold  this  fpeda- 
clc.  O  moft  ftrangc  cafcjthat  brute  beafts 
lliallloue,refpedt3  and  rcuercncc  theyr 
Kings  and  Matters, and  creatures  rcafbna- 
nablc  fyet  without  all  reafon^  contrary  to 
Naturcjor  any  inftindc  of  her^  fhall  foylc 
their  fclloaious  hands  an  the  lacred  &  ve- 

I  ^ 

ncrablc  blood  of  their  Prince. 

T fr^///5!if^;^,fpcakingof  KingS5*S*<?f«W/ 
jmt  foft  Deum  ^faith  he )  inter  quos  ^  De- 
nm  optimum  maximum  nuUum  ejl  medium. 
They  are  next  after  Godjbetweene  whom  and 
thegreatefi  (jodyhere  is  no  meane,  Homer y 
by^anamc  more  proper,  doth  call  them. 
The  children  of  the  great  God\  as  they  that 
Ho  verynecre  participate  in  the  beames 
of  his  diuinity.  The  Greekes  were  wont 
to  call  them,  of  Baz^is ^\vh\ch  fig- 

nificth  a  Foundation .  As  in  the  holy 
.Senpturor  one  of  them  is  called  Femur  y 
the  Tbighyhc  being  as  the  Thigh, bafe  and 
foundation  ^whereupon  the  repofe  of  the 
State  and -people  is  fupported .  But  to 
wHat  end  arc  all  thefc  Epithitesjboth  fub- 
lime  and  diuinc,  in  comparifon  oi'Thc 
mojl  Christian  Kingy  thecjdeft  Sonne  of 
the  Church,  which  Tides  our  kings  attai¬ 
ned  vnto  by  infinite  merits^cuen  from  the 
Cradle  of  ChriftianRclieion. 

;  If  Emperours  haue  done  any  good 
to  the  Apoftolicall  See,  what  deuotion 
can  compare  widi  that  of  our  Kings  ?  Clo- 
uisy  the  firft  Crown-bearer  among  fo  ma¬ 
ny  kingSjOffered  a  Diadem  of  incflimabic 
valuCjCalled  Regnampi^ox^  the  Altar  of  S. 
Peter:  the  which  Diadem,  according  as 
feme  of  our  Hiftorians  haue  written  ^fer- 


ued  for  the  Tiaras  to  the  holy  Fathers 
prefiding  in  the  Church.  Wbatflialll 
lay  of  Charles  M arte  U^who  rccciucd  from 
Gregory  the  third,  the  keyes  of  the  Sepul¬ 
cher, and  the  Chaincs  wherewith  S, Peter 
was  bound  ^  was  not  this  done,  as  ackno* 
lodging  him  the  Churches  Prote(ftor,and 
ycclding  him  an  honourable  fumminati- 
oUjfor  defending  that  holy  T oombc,and 
excellent  prerogatiucs  therto  belonging, 
againft  the  fury  and  inuafions  of  the  Lorn- 
bar  des  f  Againft  whom, this  Prince  began 
to  armchimfelfc,whcn  at  the  very  firft  re¬ 
port  of  his  preparation, yccl- 
ded,  andfubmitted  himfelfc  to  the  holy 
Sec. 

I  cannot  let  fleepe  in  filencc^the  piety 
oiVingPepin^  who  went  twice  oucr  the 
Alpes,  to  check  the  irifolences  of  the  faid 
LomhardeSy^2fvc&  StephenyZhen  fitting  in 
the  facred  feate .  There  remaineth  (yet 
to  this  day)  an  ancient  infeription,  engra- 
uen  vpon  one  of  the  Towers  of  Rauenna ; 
Pipmus‘plus  primus  amplificanda  Ecclcfia 
•viamaperuitf^c.  Deliucring  teftimony 
to  all  Chriftendomcjof  that  Princes  gift 
and  liberality  to  the  Church  •  Charle- 
maigne^  Phikp  Augulius^  S.LeweSy  many 
Kings  among  them,  &  many  others  fince 
ihen,cuen  vnto  our  time, haue  no  way  de¬ 
generated  fronnhis  affection,  in  piety  & 
fuccour  anfwcrablc  to  the  former  Kings  , 
and  their  enterprizes  were  moft  com  me- 
dable  &  pcrilious,to  maintainc  the  truth, 
and  to  confound  the  Sarrauns,^  ALahuma-^ 
tiits^^nd  other  feds  of  Infidels.  Where¬ 
of  matter  fufficient  is  giuen  to  our  Hifto- 
riansjto  make  their  volumes  the  more  c6- 
pleate,and  to  Jnnocentm  the  third,  a  wor- 
thy  fiibied  of writing,  in  an  Epiftlc  which 
he  direded  Archiepifeis  ^  Ppifeopis  per 
Calliam  const itut is ^  Exaltatiorcgni  Franco^- 
rumen fedU  ApoHolicafubUrnatio,  And  if 
that  execrable  and  diiiellub  murderer 
had  not  impeached  .the  coiirfe  of  the 
great  dcfjgnes, and  holy  intentions  of  this 
King(0  France,  for  whom  thou  nowfo 
iuftly  lamenteft)  he  had  fhaken  the  Scep¬ 
ter  ofihe  Turkc,  and  we  might  well  haue 
hopcd,to  haue  fccnc  our  faire  Lillies  ^rli. 
ftcrin  the  Church  of  the  Eafternc  Em- 
pirc,&  once  more  to  haue  made  the  true 
God  worfhipped  in  PalePiine. 

Thcn.O  vnhappy  Rcalmc  of  France, 
redouble  thy  lorrowes ,  and  rcuiue  the 
fourlc  ofthy  tearcs,  asoftenai  thou  lhalt 
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remember  the  death  of  this  Prince.  A 
Prince  ?  yeajthy  Shield,  and  the  Shield  of 
the  mighty,  proditorioufly  ouerthrowne 
in  the  Capitall  of  his  Proiiinccs.  Oh  that 
I  could  (in  thisca(e)accordingto  the  ma* 
ncr  ofaPcgafus,ftrikewith  one  foote  in¬ 
to  a  fountainc  of  eloquence,  or  that  the 
Mules  and  the  Graces  meeting  together, 
would  giuc  new  motion,  or  rather  ne^ 
life  to  my  languilhing  Oration,  that  1 
might  reach  to  the  point  fitft  propoled  to 
my  fclfe, which  was, cither  to  lay  open  be¬ 
fore  you  the  praifesofmyKing,  or  to  let 
you  fee  his  life  and  hcroycall:vcrtucs,and 
how  much  we  arc  al  interefled  iafiis  lofle. 
Thefe  two  attempts  were  very  great,  arid 
if  I  fecle  my  felfe  to  fhrinke  vndcr  the 
weight  of  the  miift  needs  fall  flat  the 

with  the  charge  of  the  fecond.  Beemfethe 
wret c hednejje  of  <i priuation  can  neucr  be  re^ 
ally  vndersioody  but  by  knowing  the  excels 
lency  of  the  thing  whereof  we  are  deprive d'fo 
faid  (long  agoe)  a  learned  Philofophcr, ; 

'For as  aPlaycrof  Comedies,may  ea- 
fily  bring  foorth  vpon  his  Stage,a  man  of 
goodly  (heWjin  fhapeof  Hercules^  couc- 
redwitha  Lyons  skinne,  and  hearing  s 
long  great  Club  on  his  fhouldcr,  but  yet 
made  light  and  hollow  within,and  al  this 
dreadfuil  appearance,  comes  .nothing 
necre  the  vcrtiics-and  incomparable 
ftrength  of  the  true  Alcides :  Eucn  fo  an 
Oraiourmay  eafily  produce  lomcgrofle 
defeription  of  henry ^  thatmoftin- 
uinciblc  Prince^  giuipghim  golden  Ar¬ 
mour, mounted  on  a  gallant  Courfer,  at¬ 
tended  with  Drums  and  Trumpets,  in 
middeft  ofa  confiifion  of  armed  men,  a 
thorny  wood  of  Pikes  and  Lances  about 
him, and  as  the  laft  ornament  ofrenown, 
writing  with  an  Eagles  quill  ^yct  lagging 
weary  w'ith  circklingthcworld^  to  make 
kno wnc  to  the  two  Poles,  the  admirable 
battailcs  wonne  by  this  Monarch,  and  all 
this  nothing  indeed  to  great  Henry  the  4. 
This  were  no  other  then  a  mcerc  phantaf- 
ma,  becaufc  hisinwardeman,  with  his 
principal!  vcrtucs,  remained  ftill  hidden 
the  viuacitics  of  his  Ipirit,  the  heates  of 
his  generous  couragc.and  that  true  coun¬ 
tenance  of  Maiefty,  which  carried  on  his* 
brow  the  loue  of  his  fubic£fs,and  terrour 
of  his  enemies;  thefe  arc  things  that  ftrike 
dumbcall  tongues,  and  arc  not  any  way 
to  be  declared.  The  intereft  and  the  da¬ 
mage  then,  which  the  whole  world  endu- 


I  rcth  by  his  death, can  neucr  bcfifficicnt- 

ly  declared.  Eucry  man  by  himfclfc  (from 
the  lead:  to  the  greatefl)  may  frame  out 
his  ovvne  difcourfcjand  findc  himfclfc  im- 
mcafurably  offended:  yet  all  this  is  no¬ 
thing  cl  (c, but  as  if  each  man  fhould  {X)int 
with  his  finger  at  his  ownc  heart,  and  no 
iudgment  to.be  made,  whofe  painc  is  the 
mofl  grccuous  ?' 

.  .  Syfdganbicyihz  Moilicr  of  Darius ^htx 

Necccs  and'*bthcr  Perflan. Ladies  wept 
more  extremely  for  the  death  of  Alexan¬ 
der  (faith  the  Hiftory)  then  did  the  Greeks 
and  ocher  Macedonians .  iFor  he  wasihc 
common  bond  of  peace,  andhcc  bcin^ 
broken, they  found  thcmfe!ucs(among  afl 
them  which  he  had  left)  the  very  weakeft, 
furthefl:  off  from  fuccour,  and  moftfub- 
ic6f  to  the  iniurics  of  warre;  Without  all 
queftionj.ourforrow  hath  bin  common 
through  the  whole  btatc,  for  this  vnhap- 
py  accidcnt,falne  vpon  the  common  and 
pnblike  hcadlOur  Princes  pierced  throgh 
with  grecfc,hauc_(to  the  whole  world)ruf- 
ficicntly  witiicflcd  their  affedions.  But 
great  mcmfland  fafeflontheboord,  the 
Icfler  feme  as  poorc  Pavvnes3&  they  hauc 
the  greateft  Jeaufe  to  complaine .  That 
great  chainc  or  bond  ofpcaccjwhich  vni- 
ted  together  fo  manykindcsof  fpiritSjis 
brokeninthcmidftj  yet  peace  and  vnity 
{ God  be  thanked  for  it)doth  ftill  rcmainc 
among  vs. 

-  As  an  Arrow  fhot  from  a  good  ftrong 
armc,flyeth  farre  through  the  ayre,uot  in 
regard  of  his  owne  proper  or  natiirall 
wings, but  by  the  Archers  venue  who  (m 
the  loofe)  gaue  it  the  vigor  of  aduantagcj 
cuenfo  our  peace  as  ycrcontinueth'by 
thatftrength  and  vcrcue,  which  the  high 
vnderftanding  and  credite  of  our  dcccaf- 
fed  king  gaue  vnto  her.  If  we  war  againft 
abufcs,if  vices  may  be  cut  off, and  vermes 
replanted;  wherefore  fhould  not  this 
ftrong  bond  be  new  knicagaine?  But  if 
they  cncrcarc,as  they  do,Iook  then  (dcarc 
people)  for  your  danger  to  be  necre.  The 
mighty  can  daily  mainraine  thcmfcliics; 
but  the  weakc  and  feeble,  they  altogether 
vndergoe  the  worft,  cfpccially  when  dif- 
orders  continue. 

In  this  cafe,  the  body  ofa  Common- 
wealth, and  that  ofa  bcaft  do  carry  Tome 
rcfemblancc.  For  as  the  mcmbci^  (which 
arc  found)  doe  not  finde  thcmfcliics  fo 
fubic£f  to  rheumes  or  defludfions,  but  lo 
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foonc  as  they  prefent  themfclues^do  fend 
them  to  the  difeafed  parts :  Euen  fo,  in  a 
body  politikcjthofe  great  ouerflowinges 
that  engender  difcords^  do  not(b  neerc- 
iy  touch  the  ftrongeft  in  the  State’.  No¬ 
blemen^  as  being  more  robuft  &  powers 
full,  know  how  to  hurle  fuch  annoyances 
behindc  them,  and  then  their  weight  fals 
vpon  the  vulgar,  who  are  xompofed  of 
flendereft  refiftance.Who  feeth  not  then 
that  the  principall  intcreft  is  ours  ^  It  is 
vpon  vs  that  this  blow  is  falnc.That  fatall 
knife  hath  ript  open  our  brefts,  and  hath 
fluced  forth  our  bloode ,  euen  fb  farre  as 
the  very  furtheft  Nations ;  iwho  wholy  a- 
frighted  atfo  damnable  an  attcntatc,hauc 
tcftifiedjihat  this  difafter  was  in  common 
to  them,  communicating likewife  in  our 
fighes  and  teares. 

But  now  wee  facrlficc  oner  much  vnto 
griefe.  O  Frdnce !  thou  muft  giuc  a  brea* 
thing  time  to  thy  forrowes^thy  great  Hen 
ry  yet  liuethy  God  hath  not  left  him  after 
(b  many  victories  j  he  hath  rather  fnatcht 
him  from  beneath  the  armes  of  a  tempo¬ 
ral  peaccjto  lodge  him  in  his  c  ucrlafting 
reft,  &  made  him  change  the  Scutcheon 
of  his  Lillies  for  an  eternal  Diademe,  the 
floures  whereof  arc  without  number  and 
y  aluCjand  the  gloryK^oid  of  any  date  or  li- 
mication .  This  life  hath  notbing'in  pro¬ 
priety  5  what  any  man  holds  here, it  is  but 
as  a  ciepoft  or  pawne,it  is  but  for  a  fhorc^v- 
fance,  and  a  prefent  of  (lender  continu¬ 
ance.  Afrocelln  d^ergh 

faith  the  wife  m^ivFum^  qffi  a<vent<9 
diffufiis  eji.  It  is  a  highway  common  to 
kings  &  fubieds  alikejto  the  haughty ,and 
to  ine  hwmhlt^OmnecAfAxmouet  ^rmno^ 
w^//.Death(notwith(landinghe  is  famili¬ 
ar  to  vs)yci  in  his  palTage  along,  if  he  hit 
his  foot  againft  a  (hepheards  cottage  on¬ 
ly, or  if  a  poore  labouring  man  meet  with 
his  fickle, thefe  are  blowes  that  rooouc  no 
terror .  But  contrariwifc,when  he  fmites 
the  greateft  into  the  bottom  of  a  tomb, 
when  he  (iuucrs  Crownes  inpeeces  ,and 
breaks  royal  Scepters  with  a  touch  of  his 
Bierc,this  is  that  which  moucth  aftonifh- 
ment  in  men 5  this  is  that  wherin  they  fee 
thcmfelucs,  euen  as  in  the  clecreft  Chry- 
ftall,  beft  reprefenting  to  the  life,  the  de¬ 
fects  of  their  fiaile  and  wretched  nature. 
They  that  hauc  contemned  God  al  their 
life  time,may  take  example  by  Entelidas, 
loftinthciouc  of  his  owne  peculiar  ex¬ 


cellencies  :  who  afterward  becomming  a 
knight  of  tooke  a  GralTiopperin 

the  fields  of >E^m///w?,vvhcrby  he  learned 
and  came  to  acknowledgment  of  his  lifes 
(hbrtnes.  Whcniponjie  biiilded  ahoufe 
of  piety,  in  contempt  of  himfelfcj  where¬ 
in  bequeathing  all  his  hopes  to  God  on¬ 
ly,  hce  founded  life  and  faloationfor  his 
foulc.  For,  as  a  goodly  Rofc  in  rainy  wea¬ 
ther  ('being  prickt  with  a  pinne^  will  fend 
forth  a  marucllous  pleafing  fauour :  euen 
fo,alihc  degrees  of  a  great  State,  beeing 
prickt  in  the  death  of  their  K.by  the  into¬ 
lerable  piercing  thornes  of  bcmoning,do 
then  fend?  vp  to  heauen  the  moft  fweete 
Odors  of  infinite  prayers,  whereby  they 
procure  Diuinc  bleflingcs  to  defeend 
downc  vppon  their  heads. 

This  is  a!(b  the  bcncfitC3which(arnong 
our  teares  and  lamcnts)we  ought  to  feeke 
for  in  our  lolTe,  bccaufc  euen  therin  God 
himfelf  hath  giuen  vs  matter,  whereby  to 
comfort  our  (elues.  Set  before  your  con¬ 
ceits,  that  great  deluge  of  waters,  which 
(in  the  time  of  ^ah)  drowned  the  whole 
world.Ncucr  did  heauen  beforc,or  fince, 
deliuerlb  great  a  fign  of  anger  againft  the 
fins  of  men.  And  yet  notwiihftanding,a- 
mong  all  the  billows  and  floating  of  dead 
bodies  aloft  on  the  waters :  the  height  or 
top  of  an  oliuc  tree  did  fhew  it  fcif,  wher^ 
of  the  Done  broght  a  prefentation  to  the 
good  old  man, as  a  (y mbol  of  gracc,carry- 
ing  an  affured  teftimony,  that  the  ouer- 
flow  fhould  foone'€cafc,&  the  Ark  be  de- 
liucrcd  from  all  perils  whatfoeutr. 

Euen  lb, in  the  frighrfulldelugc  of  tears, 
which  appeared  to  fvvallow  vs  al  vp  in  the 
waues,  weehaue  afacredOliffe  plant,a 
branch  ofthatroyalltree,  euery  wayan- 
fwcrablc  to  that  holy  Done,  verily  raifed 
to  this  purpofe  by  the  holy  ghoft,to  bring 
this  aged  French  State  a  thirteenth  Zew- 
^r,thcliucly  image  of  the  great  Henry,  fo 
lately  taken  from  vs,  Lewes  I  fay ,  the  true 
Oliuc  braunch  (cut  frombeauen,  to  pre- 
fage  our  great  mercy  5  vndcr  who  we  arc 
to  expedf  the  inercafing  of  al  thofe  choife 
vertucs  and  felicities  that  wee  felt  vnder 
the  flourifhing  reigne  ofhis  Father. 

In  behalfc  of whom,I  may  wel(0  France) 
addreCTe  thofcfpecches  to  thee,  deliuered 
by  the  wife  l^%Saldwon»BeAtA  tn  terra ^  cunt 
Rex  musfiliiis  eft  NobiUum  :  BkjJed  art 
thou  (0  Land)  when  thy  Kmg  is  the  fame  of. 
Nobles.  Happy  art  thou  O  France,  for  thy 
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King  is  the  fon  of  Noblcs.For  the  Father 
of  thy  kingjdefcending  fro  fo  many  kings, 
was  no  le  ffc  adorned  with  Vertues^  then 
Cro  wncs :  And  his  Mother  on  the  other 
fide)  bceing  iffiied  froinfo  many  great 
Dukes  oiTufe^ny^  the  very  beautifulleft 
featc  of  all  Italy  the  illuftrous  blood 
of  that  great  Cojimo  de  Medic  is  affor¬ 
ded  (b  many  Fathers  to  the  Church,  and 
floures  to  thy  Diadcmc,  witneffeth  the 
hight  of  thy  good  fortune, hauingbroght 
foorth  this  young,  yet  great  Prince,  who 
truly  Film  eB  NoUlium, 

The  Ifle  of  Delphos  was  fomtime  moft 
wretched,  and  y celded  it  fclf  to  the  gree¬ 
dy  appetite  of  the  waftingbillowes  of  the 
fta*,  till  Jpodc  was  borne  thcrc,who  made 
it  immoueablc,  and  conftantly  confirmed 
it  againfi  all  te  mpefts.  O  if  hecrc- 

tofore  thou  haft  bin  beaten  with  ftormes 
i  andthcrudewindesofdilcord ,  agitated 
by  the  flux  and  refluxe  of  fome  vnhappie 
partialities,  what  needeftthounoweto 
feare,  C  um  Rex  turn  film  eB  Nobilium? 
Thy  totterings  are  already  paft,  and  I  fee 
thee  (for  cuer)  fetled  in  the  Bay  of  a  moft 
blefled  peace,  cuenin  the  armes  of  thy 
Kingjfo  Noble  in  extraftion  both  by  Fa¬ 
ther  and  Mother .  Thefc  are  the  wiflics 
which  we  yeclde  thee ,  cuen  from  all  Or¬ 
ders  and  eftates,  vnited  both  in  harts  and 
wils,tofubmitourfeluc5in  a  perfc(ft  o- 
bedience:  As  wc  alfo  proteft,  neucr  to  be 
ingrateful  to  the  moft  happy  memorie  of 
that  Great  from  whom  fo  manic 

blefsings  hath  continually  fallen  vppon 
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In  elder  times, the  Graces  were  figured 
holding  handcs together,  teaching  men 
thereby,  that  a  benefit  receiued  with  one 
hand,  ought  immediately  to  be  requited 
with  the  other ;  But  Kings  ate  oucr-great 
to  attend  the  returnc  of fuch  benefites^as 
they  poiire  out  vpon  their  people.  And  as 
for  vs,  wee  are  not  able  to  acknowledge 
them,  which  haue  beene  receiued  from 
our  good  Prince,^;  except  in  feruing  him 
loyally  both  with  hearts  and  handsjas  be- 
commcch  moft  faithfiill  &  obedient  fub- 
iccts.If  that  the  hand(to  our  great  greefe) 
hcncc-forward  can  do  nothing^yet  let  the 
heart  (as  being  more  powerfull)continue 
that  office,  in  waiting,  vntill  it  (bal  pleafe 
the  hcauenly  Maicfty,to  make  vs  bleffed- 
ly  fee  him  againe,  in  the  Celcftiall  repofe 
of  his  glory. 


The  Battell  of  Rauenna : 

IVhkh  was  fought  in  Italy^  in  Anno,  i.s  1 2, 
betweene  Gafton  du  Ic oi% ^Duke  of 
mures .,Generallf or  Lewes  tbexij.  King 
ofFraunce^  on  the  one  party :  ^WRay- 
’  mond  dc  Cardonna,F/V^r^  of  T^aples:^ 
Generali  for  the  King  of  Spaine^  and  Pope 
lulioyon  the  other  m  '  '  \ 


H  E  Generali  ofthe  French 
Army  in  Italy,  being  named 
Gallon  du  Foix^  fpr  Lewes  K. 
of  France,  againft  the  Pope 
and  King  of  Spainc,  beeing 
giuen  to  vnderftand  that  the  oppofit  po¬ 
wers  for  the  Pope  and  Spaniard  ^were 
marching  onward(according  to  a  former 
pafled  promife)  for  giuing  afsiftance  vnto 
Marco  Antonio  of Cardonna^  who  was  be- 
fiedged  by  him  in  the  Cictie  of  Rauenna^ 
mifdoubting  fome  fodainc  irruption  in 
hispolitike  enemy,  brake  vp  the  fiedge, 
making  a  retreatefor  thefpace  of  fome 
three  miles  from  Rauenna^  as  it  were  to 
meete  with  the  leagued  army.  That  night 
they  made  a  bridge  oner  the  riuerof  Ro- 
ueo^  and  leuellcd  the  higheft  banks  cquall 
with  the  Riucr,  for  the  cafierpaflage  of 
the  Souldiersin  all  places.  Afterward  the 
1 1  .day  of  Aprill,  bceing  then  Eafter  day, 
the  Germane  foote  fouldiers  made  their 
pafTageouer  this  made  Bridge  ofthe  Ri¬ 
ucr:  but  the.  fouldiers  appointed  for  the 
vaw-ward  and  middle  battell,  they  went 
thorow  the  Foord.  As  for  the  rcre-ward, 
being  led  by  Don  luo  de  Alegre s.^  and  qon- 
fifting  of  foure  hundred  bolde  refolued 
men,  they  remained  ftill  on  the  riuerbank 
x,o\7^l^^zs  Rauenna,  for  better  aflifting  the 
mainc  army  when  ncede  required ,  and 
curbing  thcGarrifonofi?4//e;?;;rf,  if  they 
fhould  prefumc  to  fally  foorth.  But  for 
keeping  a  Bridge  (formerly  made  vppon 
Montano)  heclefta  valiant  Gentleman, 
Paris  S cot ^  with  a  thoufand  foote 
vndcr  his  charge. 

All  things  being  ordered  in  this  m^ncr, 
his  battailcs  were  raunged  in  this  order , 
The  vant-gard,that  had  the  great  Artille¬ 
ry  before  them,confiftingof7oo.  horfe, 

befide 
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befide  Germane  footc ,  led  by  the  Duke 
of  Ferrara^  and  the  Scncfchall  of  Norman¬ 
dy  ^  this  power  was  placed  on  the  bank  of 
the  rlucr,  becing  then  on  the  right  hand, 
whereby  the  foot  troopcs  flanked  ihe  left 
wing  of  thehorfe.  Somewhat  ncre  to  the 
vantgard,  the  foot  appointed  for  the  mid 
battalion,  being  partly  Gafco^nes^ztid  the 
rcftofothcrProuincesin  Ftance  ^  tookc 
1  their  charge,  and  Don  luo  Alegres  was 
their  Commander*  Further  remote  from 
the  Riiicr  banke^  the  rcregarde  had  theyr 
place, beingin  number  fiuc  thoufad  foot 
and  all  Italians,vndcr  the  condu<ft  of  Fre- 
derico  deBo&z>olo:  and  this  battel  was  flan¬ 
ked  by  all  the  Archers  mounted  on  horf- 
backcjand  other  light  horfemen,  amoun¬ 
ting  to  three  thoufand. 

Thcfe  battailes  were  not  ordered  to 
rcre  one  another ,  but  in  the  fhape  of  a 
Creffant  or  halfe  Moon,  and  dircdly  be- 
hindethem  were  mar(balled  fix  hundred 
well  appointed  horfe^condufted  by  Seig* 
neur  de  U  Palice^  and  the  Cardinall  San/e- 
uermoyLcgatcfor  the  Councell  of 
who  bent  their  intentions  againft  the 
Pope,  He  was  a  man  ofno  meanc  confti- 
tution,  full  of  beate  and  courage,  armed 
Cap  a  fie  in  faire  bright  glittering  Armor, 
and  mceter  (in  deede )  for  the  office  of  a 
Commander  in  field,  then  to  fupply  the 
place  of  a  Cardinall ,  As  for  Gallon  du 
FoiXyVjxvmg  oncly  at  honour  and  vifto- 
ry,he  would  not  betake  himfclfc  toanie 
particular  charge  in  the  Campc^  butfe- 
lediing  fom  thirty  choife  Gentlemen, fuch 
as  he  thought  fit  to  fhare  with  him  in  his 
beft  fortune  of  the  day;  wandered  at  li¬ 
berty,  as  to  beeprouident  in  all  places , 
and  for  the  readier  hclpc ,  where  neede 
fhould  require* 

He  was  the  man  of  beft  markc  amongft 
them  all,  notonely  in  regard  of  his  fplen- 
dant  Armes,  but  likewife  for  hisfpright- 
ly  countenance,  dreadfull  carriage,  &  rc- 
folution  no  way  to  be  daunted.  Hauing 
ranged  his  battalions  intofiich  due  form, 
as  nothing  wanted  but  the  fignal  for  fight 
aduancing  himfelfe  on  the  bay  of  the  Ri- 
ucr, where  beft  he  might  hauc  attention , 
and  animate  his  army  with  boldeft  fpirit, 
more  eloquently  then  Souldicr-likc  (  as 
fomc  fuppolc,  thus  he  fpakc* 


The  Oration  of  (jafton  du 

FoiXy  before  thefight^  to  his  whole 

Atmie, 


T  Fellow-Souldiers ,  the  thing 
which y on  hauefo  long  coueted 
IP  defer ed^  to  wit\  to  encounter  the  c- 
~^nemy  in  an  open  champaign groud: 


behold  how  Fortune  hath  this  day  bleslyee 
withall^  as  not  forgetting  her  former  Mo¬ 
therly  care  of  ye  ^  in  many  a  feamom  and  well^ 
won  ^iFlory,  See  what  a  gracious  opportuni¬ 
ty  is  heereprefented  to  ye  fuch  as  precedent 
times^  nor  memory  of  man  hath  euer  acknow¬ 
ledged^  <viSlory  houering  ouer  your  headeS  y^ 
embracingye  within  the  'verywinges  of  her 
bounty^  not  onely  for  *  Rauenna  it felf  ful¬ 
ly  and  meerelyproFlrated  to  your  power:  but 
likewife  all  the  Townes  and  Citties  of  Ro- 
mania,  though  but feender  attributes  of  re- 
compence  toy  our  high  deferts^  yet  ws  an  ear^ 
neU  of  her further  intended fauour  ‘vntoye. 
For  finding  Italy  naked  and  ertfptie^  not  a 
man  left  tojiand  or  encounter  with  ye :  what 
Jhall hinder  your  marching  on  to  Rome  it 
felfe  f  S  eeme  as  if (euennow)  you f aw  your 
entrance  into  it  5  andconfeder  withally  the 
boundlejfe  wealth  of  ^hat  gripple  and  greedie 
Court  for  many  ages  together)  haled  ^  <vio^ 
lently  torne^  euen  out  ofthe  boweiles  of  poor e 
abufedpeople^  and  iullly  ordained  now^to  be 
atyourmercie  as  pillage  and  (poile .  Frond 

Ornament Sy  Siluery  Goldy  precious  S tones  ^all 
in  heapesy  and  numberlejje femmes ,  befide 
moll  rich  and  fumptuous  prifonersyou  may 
already  pleadfullpojj'efeion  ofthe  wideworld 
feanding  amax>ed at  your  fortunes .  And 
Komethus beingyoursy  Naples  lies fairely 
before ye,  inuitingye  to  com  thether  with  the 
fame  fuccejfe^  and  there  to  reuenge your  ma¬ 
nifold  iniurie  5. 

when  I  confeder your  valour, fortune^ 
famous  ^iSlorieSy  woon  within  the  compafe 
of  fo few  dayes ;  when your  manly  lookeSyand 
more  then  manly  aFlionSy  do  quicken  my  me¬ 
mory  y  that  there  is  hardly  one  among yee^  hut 


(pirit :  there  is  not  any  obieFlion  whatfoeuer 
toforeHaUthcaJfuredfelicitie  of^nclork. 
What  are  our  enemies  ^  but  the  ^erie  fame 
Spaniards,  (meerely  iipon  our  coming) 

fled 


*An  aiicient 
City  by  the 
Adriatick  fea 
♦A  very  fpa- 
cious  &  fruit, 
full  counoey. 
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*  A  City  in  I 
taly  caldfom 
'  liinc  h'orufH 
Cstncl^’^ 


♦  A  Townc  oi  I ji^j yy  qJ'*  Bologmf^oy  morelthey 

/iwf  rffhite-Iiuer  d  inddfhAt(not  r/M- 
ny  dates fince)  efcapcd  our  ft^or^dds  by  bafe 
ruming  away^fculkmg  wUki/i  the  wals  of  * 
Imola^W  Faucntza,  or  the  neighbouring 
mountains, They  are  a  nation  that  Heuer  durfl 
fight  mth  our  armies  in  thefifeapolitan  king^ 
domyn  any  place  ofmdijferencie  or  eafie  4c- 
cefi'e^  buteuermore^pon  adudntag^^  hieing 
fupplied  with  munitions ytuers^  and  ditchet^ 
its  relying  more  on  clafe  hid  ambujhes  ^  trea 
cheries^then  on  any  iot  of  manhood  or  tvalor* 
Andyct  let  mce  further  tell  jc  concerning 
thefe  Spaniards phat  they  are  ne^thofe  tried 
and  ancient  wehskildferuitors'in  the  Nets- 
'pobtane  wars^  butjneerefiejh^ater  foulff , 
1  ers-pvtterly  without  skill  or  el^erienie  fieuir 
fighting  againf  other  weapons^ of  rifiJf  dHce^  I 
but  Bowes  yArrhvpes^  ^  the  blunted  taunigs 
of the  Moores,Andyet  netmthUandingy^  By 
that  timorous  people  ^weake  in  bodyyworfein  • 
(pirityWanting  knowledge  in  armes  and  milt- 1 
taty  adlionsphey  wer€(  with  great  jhime)  o- 
'  ’Uerthrownethelaf year  Jn  the  jJle^Gerbd 
'  ^nd there  this  •very  man  ^  Don  Pedro 

r^ntrSicf*  ^’i^^^^^^TtOyOne  of fo great  note  ^ name  amog 
^  the  Spanifh  v  ^  them phat  by  taking  himfelfe  ?ohis  heeles,  hfe  '■ 

*  footmen,  a  I  deliuered  a  notorious  teHipfony  of  the  diiffe^  j 

tkiiln  vadcT-  ^  rencc  bctweeWthe  beating dewnp  wdls wr^t 
mining.  1  and powder  fighting  with  true  firth  • 

tude  ify^har  dementi  Seefsow  iheydrefbutfip, 


,  j  coueredwith  a  rampieryConfiJlwgofcafnu- 
■  ^  hooked  w^onsyosmeanihg  tdtfy  iBe  ] 

battel  with  thofechild^)  insfrumehtsfjf  mt , 
with  the  Marr&w^MufcleSy  dnd  ArtMes  oA 
I  J  ,  menpr  with  the  chearfull  i}iiliicf^  of  j 

(list  ■  ’  !  Make  no  doubt  ( deare  heart sj  ^bui  our  gPbki  \ 

y  Ibrdendncefijaldriue  them  out- of  their  M  \ 
•  \  and  be  ate  thenltd  the  open  field:  whh'fH^ 
"^fhall plainly perceiuey  that  thepoweK'df  the 
french  yt he  courage  oft  he  Gertnariesdtnd  Un¬ 
conquerable  refdktion  of the  ItaUMisldothgo 
'eyimd  the  emtnind  fubtMtils  o\ ^ 


nice  of  heauen  hath  thus  prouokedthemy  to 
theendy  that  thepride  and  a^nfpeakable  hey- 
nous  aEftons  oflxAiophat falfeand  counter- 
fet  PopCy  as  alfo  the  deceit  full  treacheries  of 
the  King  of  Arragon,?5^^  haue  condigneand 
worthy punijhment. 

But  why  wafi  /  time  in  fo  many  words  f  Or 
why  jhould  this  nji Story  be  fo  long  kept  from 
ycyby  circumHantialJpeechesma  skiHeffeO- 
rationsvtterlyneedlejfe  for  fouldiers  of  <vn- 
danted fpirit} March  on  thenypry  •valiant fel¬ 
low  es  in  armes yWith  fuUaffurance^  that  this 
day  I  fhdgiuethe  whol  Empire  ^Italy  to  my 
Kingyfy  the  wealthy  fpoyle  among  you  all,  Jy 
your  Captaine  and  Commanderpwillbee pre¬ 
sent  with  you  in  euery place  •y  andy  as  I  euer 
haue  donefo  this  day. more  ejpecially  wit  lop- 
f  pfe  my  life  •vnto  al  perils prather  then  a  man 
y fyi fialUm f carry  May  yl fhall  repute  my fdf 
rnpfifortunate  ddpfdin  that  euergwds 
feeing  dayefn)l^oryy  I  fhall  Hot 

■  Vdety  make  rhy  J ^Idie/sWdlt-  glorious y  but  the 
‘‘Hchefi^f^ll  other  Armies  ^  the  com- 
pajfe^of three  hmdredy pares,  '■  ^  ‘  ‘ 

‘  '  This  Ciffiion' chded^apd  the  a  irccccho 

7-'  C  -  ^  O'  •T' '  ^  ■  "I  • 


a, ill 

tjii 

ti«) 


ry  mere)twkr>^  rtfAnym 

feemg fortune  hathbih fo  boufitifuUti 


m-wr  w  w  w  r  w  rr«rvyr  ^  mW  •'V 

merity  and  imprhUidenceih  them^fhfn  to  ally 
cowardly  aduantage in  vs.  Nor  dothvbiekddi 
orvalourmite  mm  dnfWtUkhthori^of 
Pabrilibde-Cofohna  ^  inhishdfh'prorrr^ 
made  to  Maitb  Antonio  father  thtm- 


they  ransed tHeir  bat- 

•  ->  rU^iJ  .  ■*!  .  .  /*/T*  ^ 


iv 


tail«  s'^i  ‘ He  van  tgar^  iCbnlifting'  b£&>o. 
’fi&tjftj  alSf^^ri'diieicd  'Fabritio  de 
f  pld5:e<i  Soog  the  baftfe  of 

m  tiiiefMertW^  i  dHi  600.  foot'  6ft 


Sie  flaftij^TOth  iooO-foot,  the  Viceroy 
MftEthe^am?tha^f;  &' with  him 
Mahj  Wffe’jJf  dAJiy^di- 

V/,legafti^tl/c)?dp.c:Md#e6uer,a 
IMe'hfttTbatilc  ftooH  thc^^^^ 

by  t^dnlAM  a  ’Spiftiafd ;  &  in  thsit 
ba^tcll  #trr^^o6.horfc;  and  4ood'.fb6f. 
'ffliheljgfithbHinVnJwbo^^  was 

I>4«^fcrpMifcj6  es  o^P^arayZ  very  yohg 
QfetFemirn,  but  of  exceeding  great  hope 

OT'lifftd^ift^'dny  part  tlValfainted If  he 
gr^at  Ctdenahccwas  blaccd  in  the  front 

foot^,^  iaccompJnlc^ 
With  5b^5hdrfci,had  dot  any  place  of  cev- 

;at:tbc  ditch  ia  the 
frbht  like  to  the 

CH&iots  vfedin  ancient  time  * 
Vy  hcrebti  fee  had  dlae^d^ficld  pieces, and 
very  iongBojarote  Ipeaies^fbr  cafier  fuflai-, 
ningth^ribiusfcazcaftd  charge  of  the 
Trench.  - —  P  .  .In 


How  the  baf- 
taUonsof  the 
Spaniards 
were  ranged 
in  die  Bcld. 
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The  BattellofRauenna. 


Boolci 


Both  fidei 
Band  in  cx* 
pe^tation  of 

batctU. 


Much  harme  r 
done  by  the 
great  Orde- 
nancconey* 
thet  hde* 


,'l  ,  '-i 


In  this  order  they  cicpc£l:cd  the  alTauk  & 
charge  of  their  enemies  ftrong  army , with 
in  the  munitio  of  the  ditch, but  this  coun- 
ccljas  it  profited  nothing  in  the  end^  fo  in 
the  very  beginning  it  appeared  to  be  per- 
nitious.For  it  was  the  mind  of  Fobritto  dc 
ColonnA^io  inuside  the  encraiesjfo  foon  as 
they  began  to  come  oner  the  Riuer;  as 
thinking  it  more  commodious  to  incoun- 
tcr  with  one  only  part  of  the  enemieSjthe 
to  abide  in  the  camp,  defcnccd  but  with 
a  linglc  ditch.But  when  Von  Fedro  dc 
UArro(yjhok  councel  the  Viceroy  follow¬ 
ed  as  Oracles^  repugned  this  aduice :  it 
was  decreed  (though  nothing  prouident- 
ly )  that  they  fhould  be  differed  to  pafle  o- 
uer  the  riucr.ThcFrench  being  com  with¬ 
in  aoo.paces  of  the  ditchjftayedj  perccy- 
uing  that  their  enemies,  kept  thcmfclucs 
within  their  camp  jlnot  ftirring  any  further  ‘ 
leaft  they  (hould giue theircnchiics fuch 
adMantage>as  thcmfclues  defired  to  baue.  • 
for  mo  re  then  two  houres ,  both  the  ar¬ 
mies  were  thus  at  a  ftand ,  but  no  mcane 
ftoreoffhot  came  from  the  gr^atOrde- 
nf  nee  all  that  while  on  cither  fidc^where- 
by  the  French  fpQtc  cndiirc||£i?«^  ^ 
ment.For  planted  his  artille*  ^ 

ry  in  fuch  a  ptacc^as  be  might  at  his, plea¬ 
sure  hurt  them  the  Duke  of  Ferrara'^ 
made  great  Haft brd^'this  Artillery 
in  the  rerc  ofthc  army ,  to1an9ihcr  wif^g 
of  the  FrcHchl  where  tfic  ^rchqifs  on  horp’ 
pack  were  planted, which  wing,  m  regard ; 
.thaithe  army^fiopd  in  the  Jorin  of  acr^  [ 
rent,was(wcrncef^on  fhe  retepf  the  ehp- ' 
rnicsj&om  whciicehcbcganne  cruelly  tp 
flahktheir  fides^clpccialy  of the  horfc,fpf 
the  foot  being  broufiht  by  i 
into  a  low;  place  along  therafngier  pf 
thc'riucr,&  (by  hikcommandjlaidfl^^^  on 
tHc  grbundjCpuJd  no  way  be  iniuried  by 
the  fhbt.F^tr/btfcallcd  outalpurd^dvt- 


nick-name 


Tbe  wil^ll 
oblboacie  of 
Don  Pedto 
de  Nauarro* 


it  could  be  no  longer  born:  and  as  a  moft  | 
miferable&  dreadful  fpcilaclc.  liere  hor-  j 
fes, there  men  from  off thofeborfes,  fell 
down  dead,and  heads  &  arms  being  torn 
from  the  reft  of  the  body  .were  fecn  flying 
aloft  in  the  aite,whercat  Fabritio  beganne 
thus  f  o  exclaimc.  Jnd  rmjl  we  all  (quoth 

hc)<^  hereJhArMfullj  jay  the  wilful feruerf- 

nes  of  one* Mar ano^.  Musi  this  army  be  vtter- 
ly  loft  ^nd not  ofK  enemy  pine  by  wf Where ' 
arc  our  fo  pf^ny  Trophees  oucr  the  French  r 
Mujl  the  honor  of  Spaine  and  Italy  perifhfor 
one  only  Namrrol  No  fooncr  had  he  fpa- 
ken  thefe  wor  ds ,  but  without  flaying  for 
ib'e  figbahor  any  command  fro  the  Vice¬ 
roy, he  drone  his  horfmen  oucr  the  ditch 
whom  the  reft  of  the  horfc  following, 
N^arroM^s  forced  prcfently  to  giue  the 
;^gpal  to  his  Regiment, &  they  rifing  with 
violent  fury ,cncountred  the  Germanes, 
who  were  by  this  time  come  vcric  nccre 
them.So  the  battels  being  met  pclmcl  on 
allfidfs  together,  it  was  wonderful  to  be¬ 
hold^  &  furely  this  battel  was  the  greateft 
that  euer  Italy  had  (ecnc  in  many  yearcs : 
becaiiie  that  at  T mo  washardly  any  thing 
cire,bu,t  a  l|i;png  encounter  of  horfc.  And 
the  battels  in  the  kingdom  of  Tuples  were 
^fatfaer.difordciingsof  array,  or  rafhaf- 
tmpts,  tfie  dcfcrucdjy  to  be  termed  bat¬ 
tels.  And  ViGiaradaeddafti^  fmallcft  part 

power  had  fought  :  but 
,bccrc  twavpoicnt  armies  fought  with 
b^tts  firmly  combincd,cither  to  vanquifh 
ox  dy.Bcingcnflamcd, not  only  by  pcrill, 
gj|pry,and  hope  5  bitt  alfo  mutuall  hatred, 
whm  J  feuerall  nafions  bare  each  other. 
In  the  encounter  of  the  German  foo  t  w  ith 


This  bawd  of 
Rattcnna  mi 
cermed  ih^e 
moB  ccrriblc 
^dreadfuU 
btneU.' 


^pamardsmo  Colonels  of  great  fame  j  fighebeween 
the  one  named  lacob  £/z^e/*,a  German, &  **  S®’ 

^/^^4a^Spaniard,foughtas  ifit  hadbin  1 
by  W4y<  of  challenge,  before  the  fronts  of,  wb  Erafa,s 
thchajttailgs :  in  which,  light,  the  Spani- 
ard  hilling  his  cnemie,  became  the  con- 
.Thehorfei»«>of  the  Confe- 
dcr«€Sj5K«fi  notcomparieaUc  to  them 
QfFrahc?,bcfidcibatday  they  had  behc 
^o,snd?tfl3gedi  and  mcerely  tome  by  the 
great  Ordeoance,  that- they  were  thet<> 
Pj(..mad,e.farre  infetiowr.  Sothat.  after 
thiy.  had  .while  fuftayned  the  iovUof 

**d>cr  by  floutnes  of  fto- 
nucke.the«  ftrength  of  body, and  Aleores 
;  fttwing  foe/it/irewitb  th&rereward,an(i 
the  thoufand  footealfo  left  at  MoiUona\ 

%  were  charged  on  allftdcs,  Bcfidc, 

* _ _  Fabritio 


uarrol 


Zamudo. 


would  not  agree  thertp.  F^.in  jrcgai:d  b^ 
ba^  pf  omifed  hitpfelfe 
row  the  valor  of  the  Spanim  fppM  ca,& 
although  althercft  of  tHear^e^^^^^ 
yet  he  imagined, .tliat  his  giory.WjO,uIdjbc§ 
the  more  augmented,  the  n>6fe')ba«ne^ 
were  heaped  ontbcTcft  of thf  army. 

By  this  time,  the  men  ofatmes  andlight 
hptfe,had  enduredfb  great  a  i}aHghter,as 
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\fhc  flighs  of 
'  ihc  Viceroy 
[Uid  Caruaial, 
lod  Anionio 
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Fabrttto  deColonm  fighting  very  valiantly, 
had  bin  taken  by  the  Duke  of  ferraraes 
Soldiers.  VVhereforeXeeing  thcmfelucs 
no  longer  able  to  holdout  againftthcc- 
ncmies  fury,  ^  cnftriufled  alfo  by  the  ex¬ 
ample  ol  their  Captaincs,  turned  their 
backs  likcwile.For  the  Viceroy  and  Car- 
uaiall,  neucr  tarrying  thevttermoft  triall 
of  valour  in  their  Souldicrs^flcd;  leading 
away  with  the  the  rcrcward^almoft  whole 
and  vntoiicht.  With  them  alfo  fled 
nlo  de  Leua^^  man  (as  then}  of  mean  con¬ 
dition^  but  afterward  being  exerdfedin 
all  degrees  ofmartiall  feruiccs^  bjecame  a 
very  famous  Generali. 

Now  all  the  light  horfemen  w’cre  ouer- 
throwne,and  Pefcani  their  Capiainc,wcl- 
tring  in  blood  &  wounds,  was  taken  alfo, 
and  fo  was  the  Marquelfe  of  Pduda^  who 
brought  the  fecond  battail  into  the  fipht, 
through  a  field  of  ditches, buflicsj^:  bry- 
ars, which  much  difordercd  the  aray.  Be- 
fieJe,  the  field  was  ccjucred  wholly  (as  it 
were)  with  the  mangled  bodies  ofmen  & 
horfes,which  proiied  no  fmall  hinderance 
to  them.  But  yet  the  Spanifh  footc  bcinp 
forfaken  of  the  horfemcn /ought  with  im 
credible  fierccnes.  And  altnogh  they  had 
bin  fomwhatrepLilfedjat  their  firft  cncou- 
tring  with  the  Germmes^^  reafon  of  the 
ftrong  ranks  of  Pikesiiy ct  after  they  came 
within  the  reach  oftheir  Swords^many  of 
the  Spaniards  (being  couered  with  thdr 
Targets)  got  between  the  legs  of  the  0^r- 
wounding  them  in  thofedifarmed 
parts  with  their  Daggers,andfo  commit¬ 
ting  a  very  great  flaughter  among  them3 
attayned  (aimoft)  to  the  midft  of  the  bat-' 
caile.  Among  whom  the  Gafeoignefoot, 
hauing  won  the  way  beiweene  the  Riucr 
and  the  Rampier,had  fharplychargcd  the 
Italian  footc,  who  although  they  had  fii- 
ftained  great  Ioffe, by  the  Ordcnancc  play 
ing  hotly  vpon  thcm,yet  they  had  vtterly 
expelled  them^if  Alegres  hadnotgiuena 
frclh  and  violent  charge  on  them  with  his 
horfemen,  ^  with  greater  force  the  good 
fortune.  For  when  he  faw  his  Son  iiuer- 
rmflaine  in  his  fight,  andalmoft  at  the 
very  firft  encounter,  he,  vnwilling  to  fur- 
uiuc,af(er  a  lofle  fo  great  and  grecuous; 
rannein  withhishorfe,  euen  arnongthe 
thickeft  of  his  enemies,  and  fighting  like 
a  moft  valiant  Captaine,  after  hcc  had 
flainc  many,was  flainc  himfelfe. 

The  Italian  foote,  when  they  could  no 


i%9 
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longer  holdout  againft  fo  great  a  multi¬ 
tude, began  to  (hrinkrbut  pare  of  the  Spa¬ 
niards  com  min g  to  dicir  fiiccor,they  kept 
ftil  in  the  battaiic,and  the  German  footc, 
oppreffed  by  the  other  part  of  the  Spani- 
ards,  could  icarfcly  ftand  vp  any  longer. 
But  now, all  the  Spanifh  troopes  of  horfe 
being  put  to  ^ighi^Ga/Unda  f^/,v,wich  a 
great  multitude  of  his  horfcmc/ec  frefh- 
ly  on  the  Spaniards  ,and  they,  retiring  ra- 
thcr,then  driuenout  ofthe  field, march¬ 
ing  in  good  array,  and  in  no  part  broken, 
took  the  way  lying  bctwccnc  the  Riucr  & 
the  high  banck,  going  in  an’equall  pace, 
with  their  Front  very  thickcqfmcn,and 
repelling  the  French  with  the  ftrength 
thcrofjbegan  to  retire, and  orderly  depart 
out  of  the  field.  Which  behold¬ 

ing, was  more  defirou^  of  death  then  life  : 
&  therefore  not  departing  out  of  the  bat¬ 
taile, was  ta^e  prifoncr.  But  high-minded 
du  brooking  to  fee  the  Spanifh 

foote  march  thus  avvay  fafcly,&  (Viaors- 
like)  with  their  whole  rankes  vnbroken, 
percciuing  alfo,  that  the  vidOry  was  im- 
perfe<ft,vnleffethey  were  broken  aswefl 
as  the  rcftjin  a  vehement  fury  ,be  chat d 
on  their  rcre  with  a  troop  of  horfc.Buc  he 
beciug  immediately  cnclofed  in  among 
mong  them,  and  throwne  off  from  his 
horfC50i(as  others  fay)oppreffed  with  the 
flunderirigof  his  owne  horfe,  was  flainc 
With  avPike  thruft  into  his  fide.  And 
doubtleffe,if  they  ought  to  wiih  for  death 
(according  as  common  opinion  is)  that 
haue  attained  to  the  higheft  degree  of  fe¬ 
licity  :  then  affuredly  ,the  death  of  this  no¬ 
ble  Gentleman  was  moft  vnfortunatc,ha- 
uing  gotten  fo  glorious  &  en^inent  avi- 
<ftory.  He  dyed  a  very  yong  man,haiiing 
now  woo(among  all  me)immorf all  fame, 
bccaufc  within  thefpace  ofi^  Monerbs, 
(being  a  Generali,  almoft  before  he  was  a 
Soldier)  with  incredible  celerity  &  good 
fuccefle  ,hc  had  gotten  fb  many  glorious 
viftones.Thc  Lautrech(yiis  Coufin 
german)  hailing  rccciiied  twety  grccuous 
woundsjlay  befide  him,  well  ncere  dead ; 
but  being  carried  to  Ferrara^yMZs  faued,by 
the  diligent  care  and  cure  of  good  Chy- 
rurgions.  Thus  through  the  death  ofno- 
ble  Dh  Foix^\\\c  Spanim  foote  were  fuffc- 
red  to  march  away  without  impeachmet. 
The  reft  of  the  Army  was  put  to  flight,  all 
the  bag  and  baggage  taken, together  with 
their  Enfigns  &  Ordcnancc :  as  alfo  the 
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Whatprifo* 
ncr»  were  ta¬ 
ken  in  thii 
battel. 


The  number 
of  men  that 
were  {lain  on 
both  iides* 


*ATownc  of 
Picenum  in  I- 
taly,beyonde 
Afpeninus. 


The  couetous 
Treafurcr  of 
Normandy. 


Popes  LegatC)  lohnde  Medkts^  fahrictode 
Coloma^^auam^ihcM^vc{\xtffc  of  Pa- 
luday  Bhonto  and  pefcara,2\\d  manie  other 
Princes,  the  cheefe  of  the  Nobilitie,  and 
men  ofbeft  name  among  the  Spaniardcs 
and  Neapolitans  .  The  number  of  them 
that  were  flaine  in  this  baitell,  is  altoge¬ 
ther  vnccriaine^yet  among  the  variety  of 
many  reports,  mod  do  affirme,  that  ( on 
both  fides^  there  were  flaine  ten  thoufand 
at  the  lead,  whereof  the  third  part  were 
French,and  the  red  made  vp  amongiheir 
enemies.  But  without  all  controuerfie , 
the  Ioffe  on  the  vigors  fide  was  farre'  the 
greater, by  reafbn  of  the  death  of  Z)«  Folx% 
AlegreSy  and  many  of  the  French  Nobili¬ 
ty,  as  alfo  of  Jacob  Emfer^  and  other  the 
valiantcd  Captaines  of  the  German  foot, 
to  whofe  valour  and  manhood  this  victo¬ 
ry  (bought  with  fucha  deere  effufion  of 
blooid)was  chiefly  attributed. 

Moreoucr,  many  Captains  of  the  Gaf- 
coignes  and  Piccards  ( which  Nations  lod 
that  day  all  their  glory  :^6g  the  French) 
were  flaine  with  JUounJieur  Molar d:  but 
the  death  of  Vu  F^/xiurpaffed  all  other 
loffeSjWith  whom  the  courage,  flrength, 
life,  and  fiercencs  of  that  army  was  vticr- 
ly  cxtingiiifhcd.  The  greatedpartof  the 
vanquifhed,  that  cfcaped  from  the  battelj 
fled  to  *  Cefenay  &  from  thence  to  further 
places ;  neither  did  the  Viceroy  day  any 
where,  vntill  he  came  to  Ancomy  vAitAiti 
he  brought  but  very  few  of  his  followers. 
For,  the  Duke  of  yrhirtCy  not  onely  ray  fed 
vp  the  Countrimen  againd  them,  but  al¬ 
io  fent  fouldicrs  to  doe  the  like  in  Pefaro  • 
onely  they  efcaped  fdfe>thatpaffed  tho¬ 
rough  the  Dominions. 

And  although  after  this  battell)  the  vi- 
dor  Army  tookeand  facked  Raueniaa^ti 
within  very  ihort  time  after  jwhen  the  co- 
uctous  Treafurcr  of  Normandie  (to  iauc 
charges^  had  difmiffed  the  Italian  Soldi¬ 
ers  5  and  part  of  the  men  of  Armes  were 
returned  for  Fr^w^,and  the  Emperor  had 
rcuoked  the  Qermancs :  they  were  (by  a 
new  Army  of  Switzers  that  came  in  the 
Popes  ayde,  and  with  whom  alfo  ioy ned 
ihz Venetians)  quite difpoffcffcd  of  the 
whole  Dukcdprac  of  MiUainey  and  all  that 
eucr  the  French  King  had  befide  in  Italy. 


CHAP.  VI. 


what  they  were  whom  the  world  tearmed  ^ 

the  name  of  the  Sihi\hcs-y  Of  their  Pro- 
fhejies  •*  bnt  more  principally  ofthofe 
things  which  they  jpake  concerning  C hri- 
Bian  Religion.  » 


The  certainty 
of  the  SibiJltJ 
hiilory. 


The  diucfi 
gift!  of  Pro. 
phefie  bcflcw 
ed  on  thole 
women. 


Hidory  of  the  Sibils ,  is  generally 
held  to  be  very  ccrtainc,  bccaufc  euc- 
ry  one(almod)  knoweth,  that  they  fore¬ 
told  and  prophefied  many  things.Neuer- 
thelcffcjto  know  whcn,whence  and  what 
they  werc,whai  they  did,  &  at  what  times 
they  wrote  ar>d  prophcficd,is  mod  famili¬ 
ar  to  him  that  hath  read  ancient  and.au- 
thcnticallbookcs.  It  made  me  therefore 
the  more  willing,to  make  a  Colleftionof 
their  hidory,  and  fo  much  the  rather,  bc- 
caufeit  isa  matter  ofno  mcane  marue!,to 
contemplate  the  gift  of  Prophefy, which 
God  gaiic  to  ihofe  women  in  diners  man¬ 
ners.  But  particularly  to  prophcfic  of  the 
commingof  Chrid,ofhislifc,  ofhis  pafi 
fion,and  other  great  m  y  dcries  of  our  ho¬ 
ly  faith  r  thefe  we  do]  purj^fc  to  fpeake  of 
briefly,  to  the  end,  ^ihc  Ethnickc  Pagan 
may  not  any  way  exciife  himfclf  (althogh 
he  will  rcade  but  his  ownc  bookes  onely) 
no  more  then  the  lew  in  reading  his,  and 
will  not  acceptnorbelceue  our  faith  .  I 
write  this  the  rather, bccaufe(by  common 
confent)  thole  bookes  were  receyued  a- 
mong  all  the  Gentiles,  and  the  Sibillaes 
credited,  clpecially  by  the  Romancs,who 
in  all  theyr  affayres  and  neceffities  had  dil 
their  rccourfc  to  the  bookes,  and 
tooke  their  bed  and  mod  ferious  couofcls 
from  them. 

All  Hidorians,  both  Grcekc  &  Latinc 
hauc  written  of  thcro:our  intent  then  (hal 
bed  fit  it  fclfc, without  fcle^fing  (b  great  a 
number,  tomakechoifeof  the  cheefed, 
the  better  to  auoidc  prolixity,  &  fet  them 
down  in  fomc  orderly  mancr.Z)W(?r/^ 
cuius  yP  liny  ySoUm^SySeruiuSyMartiantii  Ca- 
peHuSyLaBantius  Pirmianus^Elianus^Suidas 

Strabo y  Marcus  Varroy  Virgily  with  the 

founded  part  ofal  the  Poets.  S.Auguflwy 
Eufebius yOroJius.znd  th^  more  part  of  all 
our  Hidorians, largely  writeth  on  them. 

Diodorus  faith, that  the  word  Sibil  or  Sk 
^/i&,implicth  fo  much, as  if  a  man  (hould 
fay,^  woman  Propheteffey^  filled  or  infpi- 
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red  by  God.  Sermns  on  the  fourth  of  the  ( 
&neides*^2x\ii  in  his  firft  Booke  t 

of Dininc  InfiitutionSy  n ameth  th cm ,  The ' 
Councell  of God,  Suidas  ternreth  it  Ffofhi- 
teffi*  Thefc  Authors  doe  not  agree  how  1 
many  there  were  of  tbefe  women  jneithtr 
confentatwhattimesj  bccadfc  fomede-! 
ccrtnincmorcjand  others  XeXi^Mdrtunus , 
C4fellus  makes  mention  but  of  two,  o- 
tbers  remember  iowxt^iSi^Mliknus  doth  in 
his  variable  h\^oxics. MArcH^  Vdrro  xtcot* 
deth  ten  ^  whereof  LaUantm  virmtmuds 
(peaketh  in  his  firft  bookc3&  him  I  mcane| 
to  follow.  i  : 

-  The  firft  was  of  PerJIca^  named  S amber }\ 
tayoi  whom  Nicamr  maketh  great  menti-; 
onjcuen  hcihatwrotthe  aift  ions  of  great' 

) Alexander .  Others  fay, that  fhee  was  of 
Chaldea  fic  others,  that  fhc  was  a  Icweffc, 
borne  in  a  town  feated  nereio  the  red  fca, 
called  AVi.Her  father  was  named  Berofm 
and  her  mother  £rm4;^/^4:fhecompGfcd 
24.bookcsin  vcrfcjwhcrein  (be  recounted 
wonderful  things^concerningthc  coming 
ofChrift,  hislifcj  and  miracles.  But  yet 
they  were  vndcr  concealcmcht,  and  deli- 
uered  with  an  artificial!  obfcuritie,  which' 
was  not  to  bevndcrftoode  of  eueric  one  ; 
whereto  al  the  other  Siballaes  confb  rmed 
thcmfclues.  So  that  LaBaritius  Firmianus 
without  particularizing  any  one  of  them, 
deferibeth  their  particular  Prophefies  of 
Chrift.Saint  AuguHine  maketh  a  fumraa- 
ry  offbme  things,  which  this  worn  an  and 
the  reft  faid  of  Chrifl,  andfamong  other) 
thefevery  wo'rdcs. 

He  fall  be  taken  by  the  lopicked  handesof 
vnbeleeuers^and  they  fhallgiue  him  blows  on 
the  face  with  their facrilegiou6  hands  fy Jpet 
on  him  with  their  foul poduted  mouths:  And 
he  (hallgiue  thetn  his f  o  alders  fuff ering  the 
to  be  whipped ytnd  he  holding  his  peacewpith- 
out fpeakingany  wordy  they  (hall thereby  not 
know  whence  his  words  came.  He  (hall  like- 
wife  be  crowned  with  thorns  y  gifting  him  gall 
to  eatfy  ^negar  to  drink.  Behold  whatfta- 
(ling  they (bal  make  for  himfo  that  thou  blind 
ana  ignorant people^  thou. (halt  not  know  thy 
Codyconuerjing  among  men.  But  (halt  crown 
him  with  thornesyprouiding  for  him  vinegar 
dy gall.Againythe  veile  of  the  Temple (hall he 
r entfy  the plaine  bright  day  at  nooneyfhall  be 
like  night  yobf cured  or  darkened for  the  (pace 
of  thr ee  hour es.  And  when  he  hath  bin  in  hely 
he(hal  returne  to  lifcyand  rifeagaine. 

Thefe  words  are  fo  pregnant, that  they 


arethc  very  proper  ccarmcs  of  the  Euan- 
gelifts  writing  on  Chrift,  and  the  veric 
fame  that  the  Prophets  prophefied,  cfpe- 
cially  whereunto  our  holy  Church 
giiicth  abfoiute  belecfc.  Bcfide,  thefe 
Prophefies  of  the  Sibillaesy'xxz  deriiicd  fro 
the  wri  fin  gs  oflaHantiufy  $ .  Augullffey 
■and  from  MaremHarrOy  S^othcri 
Authors  of  the  Gentiles  ,  who  dyed  he-' 
fore  the  birth  of  Chrift;  as  'LaliahtiUs  ap-: 
’J>r(5uetH.  Arid  fay  morcouer(of  thefclucs) 
that  they  ii\i(Thaihe(hMm^ 

‘  The  lame  impotent  (hall  Walke  and  rume 
fdundly  fhe  dedfe  (hall  heare  *^the  blind (hall 
fee  j  thedumbefhalljpeake^ plainly.  A  iin  lb 
*  farther  is  ^idciytVithJiHe  Iddues'dy  two  fi-i 
'  (he Sy  hee (hall fee  define  thdufand  men 'm  the  i 
wilderneffe:  and  that  which  'remaineth\  f  al 
feme  for fatisfaHion  to  the  hope  of  manic . 

■  Thus  farte  for  the  firft  Sibilla. 

Thcfecond,  theyfay^wasaNatiue  ofj 
iLibiky  and  therefore  named  Stbilla  Libicai 
Of  her  is  large  mention  by  Euripides  vc\  his 

Lamia.  / 

The  third  named  her  felfe  Themis,  and 
was  firnamed  Delphicafiti  regard  that  fhe 
was  borne  set  Delphos.  Ofher  (peaketh 
'ChrifippuSyXXi  his  booke  of  Diirination:  & 
thiswoman(accordingtoP//;9')  the  Ro¬ 
mans  made  a  Statue  vnto,  and  fhee  lined 
before  the  deftrudion  of  T roy.  fo  that  Ho- 
;»fr‘hath  fet  downc  inhisworkes  ^  manic 
verfes  concerning  her .  Diodorus  Siculus 
faitb,tbat  (he  was  called  DaphnOy  and  was 
daughter  to  Titejias ^^r\d  that  the  Argiues 
hauing  fubdued  Thebe Sy  they  fent  her  to 
DelphoSy  where  afterward  fhee  became  a 
ProphetefTe  in  the  oracle  oi Apollo  fo  that 
(according  to  his  rclation)in  that  reipeil 
(he  was  called  Delphica. 

The  fourth  was  named  Cumaay  or  Italic 
anafx  not  CumanaAmaltheajpf  whomwe 
(hall  hauc  caufc  to  fpcake  anon.  She  was 
a  natiuc  of  Cmeriay  a  C  ity  of  Campania , 
necrc  to  CurmUcx  learned  and  iudicious 
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Prophefies,  arc  written  by  Neuyus  in  the 


Punickc  Bookes,  and  by  pifonius  in  his 
Annales,  and  referred  by  LaUantiusy  and 
by  Pirgilm  his  Eglogue,  which  beginnccb 
Sicelides  muftydyc. 

The  fift  was  that  fo  famoufly  remebred 
Sibilla  Erythraay  who  fo  dearly  (by  Gods 
affiftance  )  prophefied  the  greater  part 
of  our  Religion.  Wherefore  as  Lailan- 
tins  fay  eth  5  Jn  times  long  Jtnccy  thofe  Gen- 
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to  ulke  of  the  Sibillaes  ^erfej  :  hecAttfethey 
wndcrBood  not  how  it  might  bee^  that  a  viv^- 
gin(houldhaueachilde-j  and  other  fuper- 
natiirall  things  which  they  wrote,  beeii^g 
declared  in  Bookes  of  ancient  Hiftprjans  | 
and  Poets.  JfpoUodorus  wriceth  of^this 
Sibijla^  that  the  Greekes  going  to  befiegje 
froy^  flieeprophefied  to  them  that  7/^;)' 
(Bpulci  be dcftrqycd.  WherforCyalftbpfe 
_that  fpeake  of  her, make  her  more  ancient 
then  the  deftru^ion  of ,< yet  Eufebm 
maketh  her  more  noucHi  fot  hee  .wouldc . 
Jiauehcrliucat  fuch  time  as  RomdmA^- 
lied  in  Rome,  And  Strabo  faith,  that  (he 
lined  in  the  time  of  Alexander  the  G  rcat 
,Thc  Verfes  of  this  SibiUa  Erythraa^zxti^A 
eitedby  the firft  words  whcrc- 

^of,  being  traduced  into  our  language, are 
thus :  ChrUiy  Son  oj  God ^  the  Sauiour: 

which  is  a  moft  admirable  thing  to  think 
on.  The  confidcration  of  thpfe  verfcs,and 
their  further  addition,  arelet.downebyl 
S.  AuguHine^mhis  i8. Booke ofthe  Ci-; 
ty  of God.deliucrine  it  injtbefe  cxprefFe 

words,  <nalmL. 

.  The  earth  fh all  Jweate^  a  Jigne  of  iudge^' 

ment  •fom  Heauen (hall come  a.  King  ,  who^ 
(ball be  King  for  euer:  and further,^  known  in 
humane flefb^  to  the  end^  that  by  his  f  refence 
he  [hall iudge  the  world.  By  which  means ythe 
incredulous y  as  wellasthefidthfull Jhall  fee 
God  with  their  eyes^  exalted  amo^  his  SaintSm 


iudge  them  hmfelfe^  when  the  rot  unditie  of 
theincfdted  earth  ^(hallbe full  of clods  of dujl 
andgrajje,  Men  (hall  caB  away  idols  and  I- 
mages  ^  and  all  their  lewels  and  riches .  He 
fhal penetrate  the  inf eriour  farts  ^  andbreake 
the  gates  of  the  darkeB  hell.  Then  (hall fay  re 
and cleare  light  be giuen  to  the  Saints,  ^  the 
fiame  of  eternal  fire  Jhall  burnetheWicked. 

Allfecrets Jhall  be  difcouered,euery  man  fhal 
be  knowne  of his  companion :  and  GOD  (hall 
difeouer  the  Confidences  and  hearts  of  all. 
There (hall  be  weeping  andgnajhing  of  teeth, 
and  the  Sunne  and  the  Star  res (hal  hee  dark^ 
ned  5  the  heauens  fhal  breake^  and  the  Moone 
lofe  her  light  5  the  mountains  fhal  be  humbled, 
and  the  valley  es  made  equal  with  the  hilles . 
There (hall  not  be  any  thing  in  the  world  that 
(balbe  higher  or  lower  one  the  another  :moun* 
taines  and  valley  es Jhall  be  eucn  and plain 
all  things Jhall finilh.  The  earth (hall  be  dry- 
ed,  ani  Conner  tea  to  duB ,  IVels  firings, and 
riuersfhall burnSy  and  with  the  fame  fire (ImI 


the  earth  feUyand  ayrCy  be  burned  alfo.  Then 
Jrom  heauen (hall  found  a  Trumpet ,  with  a 
dr eadfull  and  horrible  found y  and  the  eafth 
in  openings  \fhall  dtfeouer  the  darkenejfe'and 
'Canfufionofhell,  and  thepaines  (f  torinents 
‘i(f  the  mifer able  damned,  * 

.:>■  Thcfc  things,  and  many  more  befidc, 
arc  fpoken  of  this  Sibillain  thofe  Verfes , 
^declaring  clearly  Chrift  God  incarnate', 
with  the  laft  iudgement,  and  rcfurre£tidn 
of  the  dead .  Now  thefc  things,  before 
they  carne  to  pa(re,wcrc  no  way  incefligi- 
ble  5  &  that  was  the  reafon;  why  the  Eih- 
nickes  and  Gentiles  might  holde  them  to 
be  follies  and  mockeries.  In  like  manner, 
this  SibiUa  Erythraa  y  knowing  well  chat 
-which  Ihould  happen,  concerning  her 
^  owne  felfc,  fpake  thcfc  words  .*  They  will 
r  epute  me  for  a  blind  ^  mocking  prophet effe . 
Neuertheleffey  when  thofe  thi^s  vvhicf)  'l 
(peak fhal  be  accompli fjed  and  verified,  they 
wtU remember  me,  and  no  more  tearme  me  a 
lyar,butdProphetes  of  the  Great  Cod,  ^ 

The  Romans  had  great  ftore  of  the  ver¬ 
fes  written  by  this  StbiUa  Erythracdy  wher- 
oiFeneBeUaf^t^txh  more  at  large ,  and 
/faicthj  That  by  a  decree  ofthe  Senate,  they 
-  fent  Ambajfadars  vntoheryin  regard  of  her 
Prophefies  :  and  tigat  they  brought  backe 
great Jiore  of  her  vekfesy  which  they  laid  vp 
in  the  CapitoU,  with  them  which  they  had  be- 
fore.  She  was  borne  in  Erythrsta  in  Ionia, 
a  Prouince  of  the  Icifer  Afia,znd  abutting 
vpon  this  I  relate  the  rather,  bcc- 
caufe  there  arc  found  many  other  Ciitics 
to  be  of  that  name  5  as  one  in  Lybiay  ano¬ 
ther  in  Ewua,  another  in  Locrls y2v\d  ano¬ 
ther  in  the  Iflc  of  But  thatfhec 

was  of  that  Erythr  aa  in  lonta,  Strabo  is  my 
Author,  and  faith.  That  it  hath  a  Port  on 
the  fea,  neere  to  a  Mount mne. 

Another  being  the  fixte,  was 
borne  in  a  place  named  Phiton,  in  the  Iflc 
oiSamos,  yN\hch  isiniheiE^^«wfea  ncrc 
to  Thrace :  or  elfe  in  the  other  Ifle  of  Sa- 
in  the  fame  fea,  and  oppofite  againft 
Ephefusy  for  which  caufc,  fhcc  was  called 
SibiUa  Sama,  of  whom  further  mention  is 
vci^i^ft\y^EratoBenes:^ 

The  feauenth  in  order,  is  Sibilla  Cu- 
mana^mmed  Amalthaa  •  others  call  her 
Demophila  5  and  S utdas  tcarmeth  her  Hie- 

rophyla,  Shec  was  called  be- 
^Life  fliec  dwelt  and  propheficd  in  the 
Citie.of  in  Italy  y  a  Prouince  of 
Campatfia yXictiQ,  vnto  *  Bata,  Of  this  wo¬ 
man 
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man  writeth  Viomfim  Halkarm/Jeui^  So- 
linm^AiilmGellius^  and  Serutm  ,  This 
Sibi/ld  broiight.to  fell  to  T nr  quinine  the 
proud  King  oiRomej  nine  fcu’^ral  books ; 
ncuerthelefle,  faith,  that  it  was  to 
Tarqmmu^  Prifem*  For  which  Booksj,  fhe 
demandcchhree  hundred  pecces  of  gold, 
monicthen  ofgceat  value,: -but becaufc 
the  price  fcenied  ejiceffiue  tO‘thqking,  he 
would  not  buy  them.  Whereupon, fhe 
burned  three  of  i hem  in  his  preftnee,  and 
yet  demanded  the  fame  fumme  for/thc  fix  ^ 
thatremained.  Then  the  King  thought ■ 
her  motion  to  be  more  impertinent  tiien 
thcfbrmer^  andTeeme'dto  mockeher: 
whereupon  (he  burned  three  more  of  the; 
fixe,  and  told  him,  that  (he  Had  but  three’ 
left  of  the  nine,  and  yet  he  fiiould  giue  her? 
as  much  for  thofe  three,  as  if  hee  had 
bought  them  all.  ^  The  King  being  ama¬ 
zed  at  this  her  confident  determination, 
and  conceiuing  (by  good  aduice^  that 
thofe  Bookesmuft  needs  containc  fame 
extraordinary  great  myrteriesj-  bought 
the  three  atchatprice,which  formerly  the 
demanded  for  them  all,and  thofe  Bookes 
vycre  placed  in  the  Capitoll ,  where  they 
were  held  infoueraigne  reuerence  ve¬ 
neration. 

P///?y  faithjthat  fbe  had  but  3  Bookes 
in  alLand  that  jfhe  burned  two  of  them.  & 
yet  would  haue  as  much  for  thar  one,  as 
for  all  the  three.  But  it  fuflScctbjthat  thofe 
Books  were  kept  in  great  reputation,with 
them  that  the  Rpmanei  had  of  the  other 
S  tbillaeSt  For  as  Mar  cm  yarro  reporteth 
from  LABantm  5  the  Romanes  beftowed 
great  coft  and  paines,  in  fearching  all  Ci¬ 
ties  and  Townes  of  Greece ^AftAy  and/^4- 
and  brought  to  Rome  all  the  Vcrfes& 
Prophefies,  that  could  beerecoucredof 
the  SibmACsr^  efpecially  thofe  oi  Sibilla  £- 
rythrda-^  for  the  care  and  fafe  keeping  of 
which*Bookes,fiftecne  men  were  particu¬ 
larly  appointed,  and  none  other  but  they 
might  touch  them .  FenelUlU  faycth, 
that  when  the  Capitoll  was  burnt,  the 
Senate  fent  againe^ro  entreate  Sibilla  Ery- 
thraa^tohc\^c  them  in  thofe  Bookes.  In 
which  relpcd  it  is  to  bee  prefumed,  that 
they  had  not  at  Rome  the  Bookes  of  Sk 
bi/la  C  umana  onelyjbut  like  wife  al  the  reft. 
And  that  4S’/^274,  whereoi  f^/m7/maketh 
mention  in  the  beginning  of  his  6  Book, 
who  kept  herfelfe  at  C/^w^^where  (he  fay- 
eth)  I^eas  tookc  fhippingj  muft  needs 
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be  the  other  CuTT^dAf  whereof  we  hauea!- 

rcady  fpoken.  For  it  can  be  no  way  likely, 
that  /^'/V^z/fbould  fiippofe  a  fuch 

time  as  Aeneas  •  enrred  igto  Italy ^  nor  that 
flic  lined  till  thefift  King  of  Rome.  -  Be- 
fide,  ^  Seruim  interprets^the  fune  paflage, 
faying.Or  elfeit  mujl  needs  be^  that  jhee  who 
fold  the  Bxu>kes)ys>m  named  Gimana^  althogh 
It  was.not  her.  name ,  andyetnotwithiian- 
ding, fhe dyedln that Cidy,<'.  , 

the  eight  Sibillalxi  faid  ,to  be  a  natiuc 
in  the  Icrritoxy  of  rroy  ,  in  a  place  named  ' 

Marmifa^  and  this  woman  is  reputed  to  be 
-very  ancienC‘.Forvf  \Heraclidcs  pmtiem  far- 
cth^thaHlieliued  iiTthet'ime  of  Solon  the, 
Pbilofbphcr,  and  of  the  great  King  Cyru^.'^n^^^ 

>  ‘  The  mntb 5/^///4,diuefs  Authors'doe  9  sibm  pby^ 
report  to  bfe  D f  th e  C ountr y  of  Phrygia^  I 
.  and  that  fiiec  prophefiedin  the  Gitty  of' 
of  which  name  were  two  Cities, 
one  in  Phrygia^zhA  the  other  in  Galma,  ^ 

Theteoth  Sibilla yizrhzA  hetfelfe 
bunea^znA  was  borne  iiuheCitty  of  *  Tu 
^;^?^,which  ftahding  fixteene  milcsdiftant 
from  from  Rome,  ibee  therfore  was  teai> 
med  S ibilla  'Tthurtina.  v  ’  .  .  '• 

’  N ow ,  all  jth efc  S ibillaes  left  many 
Bookes  and  V.erfes, wherein  they  prophe- 
fied  ofthingxvthat  were  to  come,  prin¬ 
cipally  oftlmfortunesiof  Rome^tre  they 
good  or  bad):  fo  that'in  all  important  af¬ 
faires,'  the  Romanes  would  diligently 
fearch,  ^nd  turne  ouer  thelcaues  of the 
Bookes,  and  order  their  gouern- 
ment  wholly  by  them.  And  in  the  fame 
manner,  as  when  wee  would  haue  our 
fpeeches  credited,  wcvfc  to  fay,  thisis 
Gofpcll :  fo  would  they  fay,  thefe  are  the 
words  of  Sibilla  •  ftich  was  their  credite  & 
account  among  them.  And  fpr  this  caufe 
luuenall  faid. 
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Hccrcupon  fome  faid-  that  the  Sibillaes 
gaiic  their  anfweres,  written  vpon  leaucs 
of  Trees,  as  f7r^//ii'witnefreth  in  his  fixt 
Bookc .  Cicero  fpeaketh  of  thofe  Sibil- 
laes  with  great  rcuerencc, faying  i  As  wee 
haue formerly  done^  euen  fo from  the  capitall 
Letters  of  their  Ferfes^  we  may  deriue^greaty 
good  And  gracious fentences.  * 

Among  many  other  things,  they  haue 
fpoken  much  of  Chriftian  Religion >  con¬ 
cerning  the  birth,  life,  and  death  of  Icfus 
Chrift,as  we  haue  already  declared.  Si- 
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hlla  DelphfC4  r^id,The  Prophet fhaU be  borne  ‘ 
of Ayirgm^ivithoHt  ony jlejbly  copulation  •A- 
nother  {‘iiAi'Hce  that  is  to  come^jhall come^ 
mdjhall  reigne  inpouerty^  conceding  his  So* 
ueraignty^  andjhall  come  from  thewombeif 
avirgin.  And  Jofephss  .(although  he  was 
a  lew  by  race  and  profemon)  Ipcakinglof 
thcTowcr  oi Baby loni  haththefc  words. 
Sibi/Ia  Tvellremembredit^'whenjbe fddthus* 
At  fuch  its  men, hauingbut  on f  Language^ 
fome  of  them  frail  build  a  every  high  Tower  y , 
^asdf  thereby,  they  would  miount  'vp^to^  Hest’-  j 
uen :  God [hdl  ( euen  then )  fend  great  windts  j 
■to  deBroyit^nddiuers  Languages  fhall  hap- 
pen  among  the  workmen  J  and  therefore  is  the 
Tow^r namedh2hy\on,  ..  ’  'i ; 

>  Thefethings^and  others  fuch  likc^wcre 
written  by  jthe  i’/^/^r,and  acknowledged  ‘ 
both  by  Chriftians,  Icwcs^and  GcntilcSi' 
which  the  Gentiles  (for?  their  finnes^ 
fcarftly  vnderftood.^  'But  it  fell  out  well 
for  chriftians  aficrwardjnco  whofe  hands 
thefe  Bookes  came,  as  LaBanJins^  Eufebi- 
m^S^AuguIiinei  the  knowledge  of  which 
Bookes,  or  tbelcafl:  part  of  their  Prophe- 
fics, greatly  confirmed  the  Ghriftian,  and 
quite  confounded  the  Paganc  and  Gen¬ 
tile  •  There  is  report  made  of  fonic  o- 
thcri  who  .were  alio  named  Sibilkes^  be  - 
cauft  they  were  reputed  to  be  Diujneref- 
fes  and  Prophetefies os  ^caffandra^  the 
daughter  of  King Priamus^^oxid Campujia 
Celophania^  the  daughter  of  Caicos^  and 
Manta  ^Theffalonkay.  daughter  to  Tirejias 
the  rhebane>y  neuerthelefle,  Hiftorians 
fpeakc  oncly  but  of  thefe  ten. 

CHAP.  VII. 
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Concerning  thefeuen  Mar  miles  andWon- 
ders  of  the  World ,  what  they  were  5  alfo 
in  wmt  feuerall parts  and  places  of  the 
World  fhey  are  remembredu  bee  by  gr a- 
ueft  Writers* 


SVeh  as  haue  tead  ancicntiHiftorjans, 
Orators,and  Poets,  do  finde,  that  they 
make  mention  in  many  of  their  Books,  of 
7  Meruailcs  or.  Wonders  of  the  W  orld, 
and  that  they  were  in  diners  places.  All 
they  that  bade  written,  do  confent  to  fix, 
but  concerningthc  feuenth,  there  arc  va¬ 
riable  Qpiniotks,and  likewife  a  great  diffc- 


rencc,in  placihgonc  before  another.Not-  j 
withftanding,  1  purpofe  to  fpcake  firft  of  | 
the  vfzWc^oPBahylon^  whidh  are  raitckcd j 
in  the  number  of  thefe  Wonders,??^  vp6n 
goodreafon,  becaufc  the  grcatnefTd'  bfl 
the  place,  asalfothe  fcitimion  thereof,’; 
feemeth  incredible.  \  * 

In  our  form er  V oliime ,  and  i n  tfie 
Chapter  ofthc  diuerfity  of  Languages, 
wee  haue  fnfficicntly  declared,  that  they 
were  founded  in  the  fame  place,  whereas 
Nimrod  builded  ihc  Tower  of  Babel ^  and 
whereof the Citty  tooke name.  Concer¬ 
ning  thofe  wallcs,  according  to  theroilrt- 
deft  opinionSjnamely  JuBine^  and  aKb  as 
T rogus  Pompeim  faith,  they  were  founded 
by  the  famous  Qn^entS  emir  amis  Mo¬ 
ther  to  Tiintis.  Diodorus  Sic  ulus  y  Ammk 
anus  Marcellmts^  and  Paulus  Orojius  doe 
maintainc  the  famc^with  the  greater  part 
of  our  Gentile  Authors.  Ncucrthelcs, 
S.AuguBtne^iSind  lofephus  in  his  AniiqUi- 
tiesfay,  that  they  were  builded  by  TV/w;- 
rod^  aflifted  by  the  proud  Gyants  then  li¬ 
ning.  But  bee  it,  that  the  foundation  or 
reparation  of  them  was  done  by  S emir  a- 
mis  5  it  is  fufficient,  that  they  were  greatly 
ennobled  by  her. 

The  feituation  ofthc  City  was  with  a 
Plaineon  the  one  fide,  and  on  the  other 
ran  cheRiuerof  Euphrates*ThQ  vnodtiW^ 
figure  of  this  Citty,  was  in  a  quadrangle, 
and  the  wallcs  wonderfully  high,  as  alfo 
wrought  with  maruailoiis  cunning.  The 
matter  was  of  ftone,  ioynedwith  Lime 
&  Ciment,  growing  in  the  Mines  ofthat 
Countryjbut  clpccially  in  the  great  Lake 
of  ludea^vihitiz  fometime  flood  Sedome  & 
Gomorrha^n^ivn^d  Afrhaltida^^hkh  yccld- 
cth  fuch  a  kindc  of  flime  or  mud,  as  bind- 
etb  like  Pitch  or  Glue,  the  very  flrongeft 
that  is  to  be  found .  Hiflorians  do  difa- 
grcc  about  the  height  and  largcncs  of  the 
circuic,which  might  happcnjihrough  the 
diuerfity  of  the  mcafurcsihcy  thenvfed. 
Plii^fmhyihn  the  circuit  of  thofe  wallcs 
was  threcfcore  thoufand  paces,  fo  that 
one  of  the  fquarcs  was  fiftcenc  thoufand. 
He  alfo  faith, that  they  were  two  hundred 
footc  in  height,  which  footc  exceeded  by 
three  fingers  breadth,  themeafure  ofthc 
Romanc  footc :  and  the  thickneffe  was 
fifty  footc  ofthc  fame  meafurc, which  was 
(indeed)  a  matter  very  admirable. 

Diodorus  Siculus  faith, that  the  wals  con¬ 
tained  in  all  round  about  ^60  Stadcs,and 
 that 
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thatthcy  were  (b  broad  and  wide,  asfixe 
Chariots  might  eafily  be  trained  in  front 
together, without  offending  one  another. 
TheBridges^thc  Mounts,  the  Towers,  & 
the  Gardens  3  S emiramis  c^mfed  lohcc 
made, which  were  works  of  great  aftonifh 
ment.It  is  credibly  fet  downc  in  Records, 
that  fhee  kept  daily  at  this  worke,  three 
hundred  thoufand  me,  out  of  all  the  king- 
domes  which  were  ftibiedl  to  her. 
tHs  Curt'm  addeth  thereto  eight  Siadcs 
more  in  length ,  and  faith,  that  they  were 
an  hundred  cubites  high :  but  Fdulm  Oro- 

faith,  that  they  were  480  Stades  in 
lengthjwhich  amount  (taking  fixfcore  & 
fine  paces  in  cuery  Stade)to  thrcefcorc 
thoufand  pacesjas  vUny  faid.  Strdhe  faith 
andaffirmeth,  that  they  contained  three 
hundred, eighty  fiuc  Stades,  and  alfo  that 
they  were  fb  broad,  as  the  former  named 
Chariots  might  in  that  manner  goeon 
them,and  yet  not  hurt  or  hinder  one  ano¬ 
ther,  in  their  palling  along  together. 

Morcouer,  Authors  doe  report  mar*^ 
uaylous  things,  of  Gardens  made  vppon 
the  Arches  and  Towres,  wherein  grew 
Trees  of  vnmeafurable  height.  Julm  So- 
Unus  confirmes  the  fame  with  Plmy. Some 
among  the  Authors  doauouchjihatthc 
walks  without,  were  engirt  with  Ditches 
full  of  water,  as  large  and  deepe  as  an  in¬ 
different  wide  Riuer.  In  this  Citty  there 
were  an  hundred  Gates^f  mcttall,  very 
admirable.  And  for  concliifion,  all  that 
is  written  of  the  greatneffe  and  height  of 
the  walks,  may  well  be  credited,  becaufc 
(in  truth)  this  Citty  was  the  proudeftin 
the  whole  world,  and  long  time  held  the 
vniuerfall  Monarchy, which  is  an  efpeciall 
argument  of  her  greatneffe.  And  the 
fame  is  alfb  deferibed  by  AviHotle^  when 
he  faith:  That  being  once  taken  with  enemies  ^ 
they  that  dwelt  at  the  one  end  or Jide  of  the 
C  ityjoad  no  aduertifement  thereof^  till  three 
whole  daies  /pace  after. 

The  fecond  place  of  the  worlds  won¬ 
ders  ,wcgiuc  to  the  Coloffus  of  the  Sun, 
which  was  at  Rhodes.  It  was  a  Statue  or 
Figure  of  a  man,  offered  by  the  Gentiles, 
and  dedicated  to  the  Sunne,and  fbmefay 
to  lupiter .  It  was  made  of  mcttall,  ofan 
incredible  greatneffe,  and  in  height  alfb 
like  a  huge  Tower ;  fo  that  it  could  hardly 
be  imagined,  how  it  was  made  and  raifed 
in  that  manner.  Pliny ^  who  difeourfeth 
on  all  things, faith ,that  it  contained  three 


I  fcorc  and  ten  cubites  in  height^  and  al- 
I  though  at  the  making  of  it, there  were  ma¬ 
ny  good  workmen  continually  labouring; 
yet  wer  e  they  twelue  years  before  it  could 
be  pcrfciSled,  anditcoft  three  hundred 
r aknts.  He  that  vndertookc  the  work- 
manfbip  thereof,  was  named  Cares^  an 
Indian  by  birth,  and  Scholler  to*  Lyjip'^, 
pus,  f 

This  Statue  was  fb  immeafurably 
great,  asitfeemed,  that  the  earth  could 
not  any  longer  fuftainc  it,  becaufc  accor¬ 
ding  to  Pliny  and  Paulus  Orojius^  it  flood 
not  abouc  fixe  and  fifty  yeares :  at  the  end 
ofwhich  time  icfell,by  reafon  of  a  great 
quaking  and  trembling  ofthe  earth.  Af 
ter  which  fall,  and  namely  in  the  time  of 
Pliny ^  many  went  to  fee  it  as  a  thing  to 
wonder  at.  For,  faith  he, there  were  few 
men  found  jthat  could  embrace  the  great 
fingers  of  this  Statue:  fo  that  the  very 
leafl  of  his  fingers,  was  greater  then  any 
other  StatueSjhow  great fbeuer.  And  yet 
he  fpeakech  ofan  hundred  other  Coloflcs 
of  meaner  flature  ,  which  were  alfo  at 
vJoodes .  But  that  is  nothing  to  our  pur* 
pofc,  except  fomc  one  be  defirous  to  fay^ 
that  in  regard  oTtbis  greet  one,  and  the 
other  kfler,  the  Rhodians  thereon  were 
called  C olopnfes  or  Colopans .  But  that 
opinion  is  not  approued  by  Erafmus^  for 
he  faith  5  Thatthofe  Colofianstowhom  S, 
Paul  wrote ^  were  people  of  a  citty  in  Phry^ 
gia^nm^ed"^  Colo/pc, 

Returning  then  againe  to  our  won- 
dcrfull  Coloffus,!  fay  that  it  lay  there  ru¬ 
ined  a  very  long  time,  euen  till  the  day^s 
of  Martin  the  firfl,  which  was  in  the 
ycarc  fixe  hundred, when  the  Infidels,and 
the  Soldane  pf  Egypt  their  Captainc, 
camevpon  the  Rhodians and  according 
a  s  Platina  writeth  in  the  life  of  Pope  Mar* 

tiny  ^P^dAntonim  SabellicuspxxhexHid 

part  of  his  Booke :  they  carried  away  that 
which  they  found  ofthe  reliquesof  this 
Coloffus,  and  they  finde  nine  hundred 
Camels  to  be  loden  with  the  mettalT.  Of 
other  Coloflcs  that  were  at  Rhodes ^  and 
in  other  places ,  nothing  fb  great,  wc  pur- 
pofe  not  to  fpeake,  becaufc  our  prefent 
aime  is  at  the  feuen  Wonders  of  the 
world  oncly. 

In  the  third  place,  wee  determine  the 
Piramides  of  Egypt,  and  vndoubtedly,if 
that  be  true  which  Hiftorians  haue  writ¬ 
ten  of  them, they  arc  things  deferuing  ad- 
 miration. 
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miration,  Thcfc  Piramids  were  ccrtainc 
buildings  ,  which  began  beneathe  in  qua¬ 
drangle  forme,  andfo  rofe  vp  (in  a  dimi- 
nilhing  manner)  a  huge  height,  in  the 
fhapeofa  painted  Diamond.  And  yet 
notwithftanding,thcy  were  offuch  great* 
neffe  and  taulneifejConfifting  offuch  and 
fo  many  ftones,as  alfo  wrought  with  fuch 
perfection,  as  it  is  no  cafic  matter  to  de- 
feribethem,.  neythcr  to  winne  credible 
opinion  of  them .  And  yet  (mc-thinks) 
things  fo  fiifficicntly  authorized,  by  Au¬ 
thors  both  Chriftians  and  Gentiles,  men 
well  efteetned  andapprouedj  their  cre¬ 
dence  is  not  ralhly  to  be  flighted  or  deni¬ 
ed.  Thefe  Piramids  then  arc  as  very  high 
tower Sjfinirtiing  in  a  fpire  or  (harp  point, 
and  the  ctimology  of  the  word  commcih 
of  Pyr  in  Grceke,  as  much  to  lay,  as  fire, 
becaufe  it  feemeth ,  that  the  height  com- 
meth  to  leflen  and  fay  le, like  as  a  flame  of 
fire  doth.  •  "  ^ 

Among  all  other  Piramids,  Hiftori- 
ansmake  particular  mention  of  3  which 
were  in  Egypt,  betweenc  the  Citty  of 
Memphis ^'which  is  now  the  CayrffyZnd  the 
Ifle  that  maketh  or  createth  J^to.named 
Delta^  one  of  which  is  rancked  among  the 
feuen  wonders.  For  it  is  faid,  that  to  the 
making  thereof,  there  were  continually 
imployed  three  hundred  and  thrccfcorc 
thoLifand  men,  and  the  vVork  lafted  twen¬ 
ty  whole  yeares.  Many  do  atfirmeic,and 
particularly  Pliny  in  fpeaking  morcam- 
ply^allcdgingtwcliie  authors  for  his  war- 
rant,as  Diodorus  sietd^^Straho^PomponiM 
MeU^HeradotMs^  AmmsAnus  Mdrcellinusy 
and  many  more,  whereof  fome  fay,  that 
the  foundation  and  ground-work  of  this 
Piramid,  couered  and  containcdi  cyghi 
dayes  iourncy  of  ground others  fay  fca- 
iien,and  moft  agree  on  fixe,  and  as  many 
(little  more  or  leCfc)  in  the  height.  Pliny 
faith,that  each  quadrangle  or  fquarc  con¬ 
tained  883  foote  in  brcdih.  The  ftones 
were  of  Marble,  brought  out  of  Arabia^ 
and  pomponim  Mela  maintaincib,thatthc 
moft  part  of  them  were  thirty  foote  in 
largencfle.  VV  hereby  may  be  gathered, 
thatfo  many  thoufand  men  muft  needs 
be  buficd,  fome  in  cutting  and  Iquaring 
thofc  ftones,  others  in  bringing  and  car- 
Tying  thcm.and  other  in  laying  thcm,bc^ 
fide  the  mighty  multitudes,  imployed  for 
fetching  them  fo  far  off,  and  about  other 
ncceflary  occafions. 


Of  the  other  Piramids  the  like  is  fpo- 
ken,atleaft  of  the  other  two  fore-named, 
one  whereof  was  made  by  the  vanity  of 
the  Kings  of  Egypt,  who  were  the  very 
richeft  in  all  the  world :  as  well  by  the 
fruitfulncffc  of  the  carth,as  in  regard  alfo, 
that  no  man  pofTefled  anything  in  pro¬ 
per, but  oncly  the  King.  Befidc,  after 
fuch  time  as  lofeph  the  Sonne  of  Jacoby 
aduifed  Pharaoh ^10  prcfcriic  the  Come 
in  feuen  yeares  abundance,  as  prouifion 
for  the  lime  of  famine :  during  which 
fpace,by  meancs  of  that  Come, he  had  all 
the  Lands  of  his  people .  Thus  you  fee 
how  the  Kings  became  rich,and  were  fer- 
uedby  their  fubiciSiSjeuenasif  they  had 
bene  their  flaucs .  And  Hiftorians  doc 
faithfully  report,  that  the  Kings  caufed 
thofc  Piramids  to  beebuilded,.  onely  to 
feed  their  people  that  labored  about  ihc, 
and  becaufethey  fEoiild  Icaue  no  wealth 
to  their  fuccefTors .  For- they  affe^cd 
rather,  to  difpenfein  this  manner  with 
their  people, then  that  any  of  their  hey  res 
fliould  attainc  the  meancs  to  exceed  the 
deccaffed  by  their  goods  and  money. 

I  finde  it  recorded  alfb,that  thole  Pi¬ 
ramids  ferued  for  Sepulchers  to  theyr 
Kings.  And  whofocucr  doth  well  confi- 
dcr  the  multitude  of  Hebrew  people  that 
ferued  in  Egypt,  and  by  whom  the  Kings 
made  their  Citties  and  Fortreffes  to  bee 
budded,  will  not  be  much  amazed  heere- 
at,  in  regard  that  it  is  very  certaine,  that 
fixe  hundred  thoufand  men  on  foote,  be- 
fide  a  great  multitude  of  women  &  fmall 
children,  departed  out  of  that  feruitude, 
and  that  all  of  them  were  imployed,  and 
ferued  in  thofe  wondcrfull  works.  W  hcr- 
by  it  is  no  meruaile  at  all,  that  fuch  build¬ 
ings  (hould  be  made  j  for  good  Authors 
do  auouch,  that  in  Rootes,  Garlike,  and 
Onions,to  fuftainc  the  multitude  of  wor¬ 
kers,  there  were  difpenfed  18  hundred 
Talents,  which  at  the  rate  (now  adayes 
vfed)  is  a  million  and  fourc-fcorc  thou¬ 
fand  Cro  wncs.  Diodorus  faith  .that  round 
about  it,  and  a  large  compalfe  alfo  fomc- 
what  farre  off,  there  was  not  to  bee  fecnc 
the  very  fmallcft  ftonc,ney  ther  apparcncc 
that  any  man  had  trodden  there,  nor  any 
figne  of  a  foundation  jbiit  onely  Sandjas 
fmall  as  the  fineft  Salt.  Whereby  it  fcc- 
mcd,as  if  that  Piramid  had  becnc  planted 
there  by  Gods  ownc  hand,  or  to  hauc 
gtowne  fo  naturally,  and  the  top  appea- 
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ny  of  learned  |  maPj  who  vvas  Ambafladour  for 
Peter  Mariyr  Ac  Kings  Catholiquc,LV;/  Ferdwafid%  & 

of  Millaine,  tr.L.n  .1^11  — 
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of  thole  Pira- 
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dred  andelcucn  foote  in  circuits  about 
and  fine  and  twenty  cubites  in  height :  it 
had  alfo  about  it,  fixe  and  twenty  Co- 
lombs  of  admirable  ftone,  and  likcwife  of 

as  famous  fculpturc. 

Dame  i  The  building  was  open  on  all  fidcs, 

JJamc  IJabe/l^to  the  Soldanc  of  Egypt, in  with  Arches  of  feuenev  three  foote-  in 

the  yearc  x  501.  wrote  a  Booke  of  what  he  widenefle;  and  it  was  fraLd  by  the  hands 
had  feene  and  done  in  his  AmbaflaBe.  I  ofrhctnr.A.-vn.>:<;,^ _ i. _ /.i.^  .  “Oftme  made 

the  Toombe, 


M  ‘•-e  -d  done  in  his  Ambaffage. 

rhe^  he  declareth,  (as  he  d,d  the  like  by  found .  The  part  towardTthe  haft  wa! 
word  of mouths  that  hee  har^  _ 1-.0 _ ^  1  _  c^ait,was 


w.,<lof,.jo.d,).h..h«h.d  li.nc.hor;  mad.i.npS^I^.hS 


anrirnf  A.uh^t.re  u  A  • . i^uiui^uy ijwjtne^outh  McbyTimo- 

SS^Iv  W  f  '^^«^>»"^‘hatonthcWeft,byzJrA^m. 

I  articularly,hc  fpeaketh  of  two  feene  by  The  perfcaionofthc  work  was  fuch,  and 
him.whichwereof  ncrcdibkhriBht  ,nd  ...u.i..  .  j  r  ^ 


fuch  as  the 


wo»  Id  as  then  f 


had  not  tbek 


tllf, 


£1(1 


ips  ; 


findinairr^k^  ,t7 -  ucdiiiiiuii  ,as  partly  It  was  therefore  called 

MinSont^rhfr  alfo  of  the  king, 

anTn^,  b!  S.  !"  in  Circuit,  for  whom  it  was  made:  fothateuen  fo 


and  on  each  fide  very  huge  ftones  mad;  this  veryeda^^^^^^^^ 

vp  the  buildings.  Moreouer  he  faith,  that  fuch  fuperficiall  Arte  are  made  they  arc 
ccrtainc  menin  his  company,  afeended  L.,11.d 


like. 


h 

l(]t 


A  great  large 
I  Stone  on  the 
ipp  of  the  Pj- 
ramid. 


I’' 


certaine  menin  his  company,  afeended 
vp  one  oftlicin.with  very  great  labour,  & 
long  (pace  of  time,  and  they  declared  to 
him,tbat  on  the  toppe  of  all  (aswcvfcto 
fay)  tiicre  was  one  fionc  wholly  ofit  felfe, 
fo  great,  as  thirty  men  might  cafiiyftand 
.yponit .  And  when  they  were  aboue. 


called  Maufblss.  Ofthefe  things  menti¬ 
on  is  made  \iy  Pliny ^PamponimMeld^  He~ 
radottu:  iTra^iialfo  remetnbreth  thcm.i 
fodoth  Adwi  and  many  other  hi-  ^ 
ftorians .  It  is  found  written,  that  Arte  v; '  ’ 
mJiay9XKi  the  death  of  hcf  husband.iiucd  Strabo  in 
incontiniiall  tearesand  mourning,  and 

IP  I  A  ^  Vf  A  Am/i  1%^  ibvT*.^'***  _ ftAf  U  9 


k( 
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c  A  V  V  ,  ^  'c^resand  mournine  and 

they laid,  they  feemed  as  if  they  badloft  that  (he  dyed<befot«ithc  wotke  coSd  bee 

^a^rd^'f  dT  finished  ••  baditig  diwike  the  bones 

ward, ,  and  tooke  thsmfeJucs  to  bee  in  a  r»f  iiprliiicK.»ri^  .  1 .  • 


0,.  A  ^  11  «  . T  •  ^  iuijiiicu ;  Hiluing  orunKc  tne  bones 

ward,  and  tooke  tbemfejues  to^^e  m  a  of  herhusb3nd,beate into  pdwder.which 

aoud  ,foch  wasxhc  cmcmity  of  height,;  The  burned  dnd  buried  in  bc^ owhe  b5dy 
.their  waipes  being  much  troubled,  and-  .that  it  might  be  the  Sepulcher  for  his.- 
turned  vpfidc-downe.  So  that  (faith  hee)  I  ■  •  •  -  ' 


thercueedeno  doubt  at  all  be  made,,  con-  lCT’H  E-  fift  Edifice  ofthefe  Wonders  ’ 
ccrnin^the  (TreafniimkAr  L  1  1  vvuiKxrs, 
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cerningche  great  number  of  people  em- 
plqyed,and  the  expenccs  fpoken  ofiin  do¬ 
ing  thofc  works. ;r 

;He  fourth  Meruaile  or  Wonder, 
was  the  Maufdlaa*  ArtemifiA  was 
wife  to  ^  Pro- 

uince  in  the  greater This  woman 
(according  to  Aulfis  Gellius^  and  other  hi- 
ftorians)  fo  dcarcly  affeded  her  husband, 
as  it  was  generally  rccorded  for  a  moft 
notable  example.  Her  husband  the  king 
dying  firft,  (he  lamented -his  death  with 
tearcs  and  complaints,mbre  then  were  of 


ordinary  cuftomc .  Needs  would  fhc  c 
red  a Toombe  or  Scpiilcher  for  him,  an 
fwcrable  to  the  extraordinary  louc  fhcc 
bare  him and  fuch  (indeede)  ieprooued 
to  be,  that  it  was  recorded  among  the  fe- 
uen  wonders  of the  world.  The  (tone'  of 
the  whole  conflriuSurc,  was  of  a  moft  ex 


^  ^  was  the  1  emplc  o{  t>ianA^  whom  the 
Gentiles  adored  as  a  GoddefTcjand  it  was 
builded  in  the  Gitcy  oi  Ephefus  in  Ajta^in 
the  Prouince  of  loma.'Ohhis  Temple, 
great  (pcech was  made  throughout  the 
world ;  fo  that  one  named  Democriturs 
wrote  a  panicular  Booke  thereof.  Fliny 
writing  of  thisTcihplc,  faith  chat  the 
mou)nesx7x&i  it  to  bee  builded,  and  that 
it  containcd'fourc  hiihdfcd  and  fine  and 
twenty  fooreiin  length,and  two  hundred 
and  twenty  in  largcncfTe.  TheWorke  was 
fo  admirably  artcficiall,  that  it  hadaiol 
ycares  to  the  perfeftitigv  It  was^ built  in  a 
Lake,  to  preuent  the  peril  of  earthquakes^ 
and  it  is  faid  withall,  that  on  the  founda¬ 
tion  was  laidc  great  ftorc  of  coalc-duft,  & 
wool!  thereupon,  the  better  to  makef  firm 
and  furc  the  moift  ahd  marfhy  placed  It 
had  an  hundred  andfeuefn  G^ombjl'or 
Pillars  of'moft  cxcfelIcnfMarble,  &  each 
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JtA :  thirty  fcucn  of  them  were  of  moft  cii- 
riouscunning  and  fculptiirc,and  all  the  o- 
thcr  of  the  choy  feft  M  arble* 

The  principall  Matters  of  this  workc, 
according  to  Pliny  y  was  Drefifhon:  but 
bclecuingi'^r4^^3it  was  Archifhron.  Noi- 
withftanding,  this  diuerfity  of  opinion  is 
fuffcrablc,  confidering,  what  length  of 
time  the  bufineffe  latted :  and  therefore 
there  mutt  needs  be  more  then  one  M  a 
ftcr^  efpecially  for  fo  many  performances 
&  varieties,  in  the  diuerfity  of  fuch  times 
and  intelligence .  Pomfoni- 

m  Mela  fay,  that  the  Antax^m  biiildcd  & 
dedicated  thifTemplc  :-  and  yet  Solinw 
affirmeih,  that  when  the  mighty  King 
Kernses  went  to  the  conqueft  of  Greece,^ 
that  he  burned  alLthcT emples  5  yet  hcc 
referued  this  onely  ftiU  ftanding.  AllHi- 
ftorians  do  confent  with  one  accord,  that 
the  Pillars  of  this  Temple  fupported  the 
planked  feeling  of  wood, the  moft  excel¬ 
lently  wrought  that  could  be  deuil€d,and 
that  .this  whole  couering  was  of  Cedar, 

and  all  the  doores  and  wainfeotted  works 

#  *  —  .  - 

were  of  G jptes*' ■  .  •  .  •. 

Y cc  afcccward,  a  villaineLfccing  this 
folcmne  and  foueraigne  building, concci- 
ucd alcwd defire  toburneit,as(  indeed) 
he  did.  And  being  taken  for  the  faft,  con- 
fe(red,that  hadid^it  to  no  other  ende,  but 
to  Icaue  a  famous  renowne  of  his  deedto 
the  world .  Wherefore  P^alerins  Maxi*  ‘ 
mtiS  Aw  his  titles  of  dcfircolf  rcno\vnc,and 
Aulusyfaellm  a^irmeth  alfo^  that  it  was , 
prohibited  {vndcr  greeuous  penalty)  that  1 
any  ip  an  fooujd  dpc  fo  much  as  write  his 
name,  bccaufe  he  (hould  vttcrly  lofe  the ; 
fame  and  teupwnc,  which  he  fo  carncftly  ‘ 
afeifted;.  Yet  all  this  ferued  to  flendcr 
‘pi^rpofe,  for  SaUnus  and  Strabo  both  fay, 
th^  he  was  x\^mtAHeroBrat$i4^^  and  that 
;9f!  him  cameiypjthevfuall  Prouerbe,  that 
Wken  any  man  would ftriue^cp  be  fampus 
ilpr  fome  yieiousdeed.  5  pcppfowoidd  cor 

Her>oBra* 

I  /J^S^Xpsak^iyctpf  fpme  o^her  memo* 
nibl^/^attcrs  tpthis  purpofcjit  defejueth 
fo^*tpfpe<a  to  that  th^very 

fani[e  day  as  the  f  pmplc  was  burning,  Aj 
tbe/Grcatj\yas  borne,  Qgnt 
qper^ir  of  all  hecrcqfate  Authors^ 
Plntarch  m  the  life  oi  Alex^der^  and  Ci* 

^  ceroym  his  fcicond  bo^c  of  the  Gods  na¬ 
ture^  where  hcipcakcth  itintwp  pbccs. 


and  likewife  in  his  booke  of  diuinacion. 
Further  he  faith,  that  while  the  Temple 
burned,  the  Sages  prognofticated  the  dc- 
ftruftion  of  all  Ajia  5  cuen  as  afterward  ic 
was  ouercomc  by  Alexander  •  Some  do 
write,  that  this  Temple  was  built  againc 
afterward,  in  much  more  great  and  excel* 
lent  manner  then  before, and  that  the  Ma¬ 
tter  of  the  worke  was  named  Vemocra- 
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The  fixt  VVfondcr,  was  the  Idoll  or 
Image  of  Jufiter  Oljmp^  ^vAAch  was 
in  his  Temple  in  /?f^i*/4,betwcene  the  Ci¬ 
ties  of  Elis  and  Pifa  :  and  the  place  was 
named  Olympm^oS  alfo  the  Temple,  in  re¬ 
gard  of  Jupiter  olympHSy  of  whom  write 
both  Strabo  and  Pomponifts  Mela .  They 
maintainc,  that  this  Statue  or  Image, 
which  flood  in  the  Temple,  was  niuch 
renowned;  as  well  for  arteficiall  perfedi- 
on  and  admirable  workmanlhip,  as  alfo 
for  the  greatneffe  thereof.  .  1 1  was  made 
of  Porphiry ,  fome  fay  of  luory,  and  bjT 
the  hand  of  Phidias ^  the  moft  excellent 
Carucr  and  Engraucr  for  Imagery  (ih 
Gold  or  luory)  that  cucr  was  5  albeit' P/i?- 
ny  narocth  diners  other.  Strabo  faith, that 
the  excellency  thereof  confifted  in  the 
greatnes  j  and  yet  the  matter  which  made 
.  it  more  admirable,  was  in  being  wrought 
of  Porphiry,  knit  and  vnited  together  of 
infinite  fmalt  peeces.  * 

Some  fay,  that  was  taxed  with 

one  oncly  imperfe^ion,  to  wit,  that  hcc 
had  not  proportioned  the  Image  to.  the 
capacity  of th^  Temple,  fcccaiifc  hcehad 
made  it  fitting,  and  fo  great,  as  when  due 
confidcration  was  made,  what  the  hci|lit 
thereof  would  hauc  bene,  if  he  had  made 
him  ftanding  vfpright  on  his  fcct,thc  tem¬ 
ple  had  noway  bene  able  to  hauc  contai¬ 
ned  him.  >  . 

Ncdcrtheleflcithc renowne  of this® 
mage  did  mbft  highly  illuftrate  thcplJrcc, 
and  made  theTcmple  more  knowncithen 
.  btberwife  it  would  hauc  bene,  alihbugli 
itwasfornicrly  held  in  great  eftccme|^ 
rcafon  that  in  the  very  fame  place,  wetb 
kept  the  fports  and  wrattlings  called  Olym* 
plan*  And  thence  it  came,that  the  ycarci 
were  counted  by  Olympiades,>^h\c\\  they 
made  fromfiuc years  to  fiueycars :  which 
paftimes  wctc  iifft  inftituced  by  Hercules,- 
and  afterward  being  left  ofF,  they  were  a- 
gaine  re'cftablifhed  by  AetnaniusJjiit  (ac¬ 
cording 
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Jut  C^f.incom- 


Ammivi, 


cording  tofomc  Authours)by  Sphiron^ 
fourcor  fiucyeares  after  the  deftrudion 
of  TVi^jcrpecially  according  to  Eufebm^ 
and  then  began  ihcycare  of  the  firft  Ohm- 
pUde. 

I^Ow  concerning  thefeuenth  VVon- 
^dcr,  fomefty,  that  it  was  a  Tower 
which  (lood  in  the  Iflc  of  Pharos  to 

the  Citiy  of  Alexandria  in  Hgypt.  Pharos 
was  a  fmall  Ifland,  long  and  narrow.  Tea- 
ted  on  the  coaft  of  Egypt  3  oner  againft 
the  mouth  of  ^//A^^,which  in  former  time 
(according  to  Mela  and  Pliny) 

was  wholly  (as  it  were)  engirt  with  firmc 
Land, and  afterward  in  the  times  of  thefe 
Authors, the  Sea  imbraced  this  firm  land, 
excepting  onely  a  Bridge,  whereby  men 
went  from  the  one  place  to  the  other.  In 
the  firmc  land  is  the  great  Citty  of  Alex^ 
andria^  builded  by  Alexander  the  Greatj 
which  Citty  was  afterward  a  Colony  of 
JuUfts  Cafar.  In  this  Iflc  (named  Pharos^ 
after  the  name  of  a  great  Pilot,  which  be¬ 
longed  to  Menelans^7LV\d  was  there  buried) 
the  Kings  of  Egypt  ereded  a  Tower  of 
Marble,  maruailous  in  height  and  cun¬ 
ning  workmanfbip,vpon  a  Mountain  cn- 
uironed  with  water :  the  atteficiall  perfor¬ 
mance  of  which  Tower  was  fiich,  that  it 
coil  Sco.Talcnts,  which  value  foure  hun¬ 
dred  and  fourcfcorcthoiifand  Crownes, 
after  the  computation  of  Budaus,  And  it 
wasbuilcfor  no otherpurpofe,  buctofet 
vp  (in  the  night  time)  a  lighted  fire  there¬ 
on,  Bcacon-wifcjto  guide  and  dired  fuch 
Ships  as  came  ro  take  landing  there :  and 
this  Tower,  according  to  the  greatefl:  o- 
pinioiis,was  creded  by  King  •  Ptolomans 
Philadelphiis^  and  the  Mailer  Archited 
that  made  it, was  named  SiHratns^  which 
is  confirmed  to  vs  by  Pliny. 

Cdfar  'm  his  Commentaries, highly  prai- 
feth  the  height  and  workmanfliip  of  this 
T ower  5  and  faith,  that  it  was  alfo  called 
as  taking  name  of  the  Ifland.  As 
much  faith  Ammianua  Mareeliinus^  decla¬ 
ring  the  hiflory  of  this  ]  ower.  Alfo  SoU^ 
nta  in  his  Polyhijior^  in  the  endc  of  his  34 
Chapter  faith,  that  all  the  Towers  which 
were  afterward  madc,andforthc  likcoc- 
cafion,  each  of  them  was  named  Pharos  ^ 
after  the  name  ofthis,aswas  the  Pharos 
of  Mefina^  and  in  other  places.  And  I  am 
of  the  mindc ,  that  the  kindled  fires  or 
lights  j  which  arc  ordinarily  carried  in 
Ships,  as  guides  to  other  in  the  night, vp- 


pon  this  occafion  are  called  Pharofes. 

Thus  this  T  ower  is  the  laft  of  the  won- 
dcrs,a]tboiigh  (by  diners)  it  is  not  named 
in  their  number,  but  in  ftead  thereof  ihc 
hanging  gardens  of  Babylon  are  reckoned, 
whcrofwc  hauc  already 
us  FirmUnus  it,and  faith,  diac 

thefe  gardens  were  vpon  Arches  &:  Tow¬ 
ers, yet  fhcluing  downward,admirable  for 
great  Trees  in  no  meanc  abundance,  and 
great  ftorc  of  Fountainsuhe  forme  of  this 
building  is  amply  deferibedby  Diodorus 
Siculus. Coelius  khodiginm^  difeourfing  on 
the  feuen  V  Venders  of  the  world,  doth 
not  infert  this  Tower  of  Pharos  •^hwt  the 
Obclifque  of  S  emir  amis  ^  which  was  made 
after  the  fame  ftrudurc  and  forme  of  a  Pi* 
ramidjforit  began fo  in  a  quadrangle.and 
finiflied  vpward  in  a  point,  and  there  was 
no  difference  bctwcenc  an  Cbcliske  and  a 
Piramid  5  but  that  the  Obcliske  was  all  of 
one  entire  peece,and  therefore  of  no  fuch 
height  as  the  Piramids^  I  findc  it  written, 
that  foinc  of  them  baue  bin  grcar,]ikc  To¬ 
wers, and  of  a  very  goodly  ftone.  There  is 
one  now  at  Rome,ftam’d  a  Needle,which 
was  brought  out  of  Egypt;  and  it  is  admi¬ 
rable,  to  ke  the  greatnes  thcrof,asalfo  ro 
iudge  how  it  was  brought  thither.  Con¬ 
cerning  the  Obeliskc  of  Semiramis^  wher- 
of  cWi/;^/reporteth,  and  nameth  it  in  the 
number  of  the  7  Wonders  :  he  findeth  it 
credibly  auouchcd,that  it  was  an  i  so.foot 
in  height,  and  24  f<jptc  (quare  in  a  qua¬ 
drangle,  fo  that  the  whole  circiiitc  was  90 
foote,and  this  Scone  was  fo  taken  whole, 
out  ofthcMountaincsof  Armenia^Si  by 
the  command  of  Sefniramisjbt ought  into 
Chaldean  Babylon.  But  in  truth,  when  due 
confideration  is  made,  how  it  fhoiild  bee 
taken  out  of  the  Quarry,  brought  thence, 
and  creded  vp  on  end :  it  might  appearc 
a  matter  incredible,  if  Antiquity  had  not 
yceldcd  things  as  ftrangc,  and  certified  to 
vs  by  Authors, well  deferuing  bclcefe,yca, 
and  of  other  great  Obelisks,  made  by  the 
kings  of  Egyipt.Pliny  deferibeth  how  they 
arc  fctcht  fborth  of  their  Quarries.  Of  the 
PiramidSjObclisks,  Statues,  6^  Coloffcs, 
mention  is  made  by  Polyphius,  in  >  begin¬ 
ning  of  bis  BookCjCald  PFypne-rotomachia.^ 
Therefore  1  need  not  to  make  any  further 
relation  of  them,  fearing  1  haue  offended 
already,  by  prefuming  oucr-farre  vpon 
your  patiencc,in  what  hath  bin  faid,  con¬ 
cerning  thefe  7  Wonders  of  the  world. 
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Thceffedof 
the  accufati- 
on  obiedicd 
by  Ancigonu? 
againft  Anti- 
patcr. 


Wounds  arc 
a  Soldiours 
fpepking  wit- 
ne^^e5,^^hen 
himleUe  is 
filem. 


A  free  and 
oiofl  honou¬ 
rable  confeffi- 
on. 


Ehold  heere  afliired  and  cer- 
tainewitneffes,  of  my  hatred 
againft  thefe  wounds 

fo  apparant,  and  which  are 
{Inning  markes  of  my  foules 
conceptions  jto  fpeak  &  defend  the  poore 
accufed  criminal!.  1  offer  to  thee  (Lord 
C^tfar)  thefe  wounds,  aspledgesof  that 
affedion  which  Iks  hidden  in  my  heart, 
and  wherof  I  make  you  a  liberall  prefent. 
Thefe  arc  the  gages  of  my  faith,  and  this 
is  an  obligation  written  in  my  heart,  and 
’which  wil  remaine  engrauen  hecrc  all  my 
life  time.  If  you  will  not  pleafe  to  credite 
my  fellowcs  in  Armes,nor  to  liften  to  the 
of  my  Nation^lct  it  be  demanded  of  mine 
cnemiesjand  know  from  them,  for  whofc 
fake  I  haue  receiued  all  thefe  wounds.  And 
what  is  the  reafon  that  I  am  thus  purfued? 
but  becaufc  I  haue  bin  noted  loyally  affe- 
ded,in  oifering  you  my  faithfull  fcruicc. 

Tvnderftaud  andpercciuc,  that  mine 
enemy  rcprocheth  me  with  friendftiip  to 
and  fixeth  before  hisowne  eyes, 
that  I  haue  fauoured  his  caufe.  I  confeffe 
(Lord  C/zfar)  I  confefle,  that  I  haue  bin  a 
friendj  not  to  men  5  but  to  the  Romanc 
name:and  that  nencr  my  dcfires  were  clfe- 
wherc  addi(5i:cd,nor  my  duty  8c  diligence 
any  way  applyed,  but  onely  in  doing  my 
moft  humble  fcruice  to  the  Senate  and 
people  of  Romc.1  haue  then  born  Arms, 
not  for  a  RomanCjneither  for  his  particu¬ 
lar  profite^but  for  the  feruice  of  all.  And 
let  the  cafe  be  admitted,  that  Fompey  was 
acceptable  to  me,  that  I  carried  his  caufe^ 
and  maintained  his  quarrcll ;  wherein  am 
I  therefore  to  be  blamed  ^  Hec  was  long 
rime  (before)  my  friend,that  hec  had  war 
with  you,  or  any  difeord  grew  bctwccnc 
him  and  C^far.  Moreouer  (my  Lord)  he 
was  your  Kinfeman,and  you  were  his  Fa- 
thcr  in  law.  He  being  in  /W-f4,thcre  was 


CHAP.  VIIL  The  Oration  of  Jntipater^iht  Father  to  /yW,which  he  made 
before  C^^r,ftanding  accufed, for  following  Fomfeies  part. 

THE  ARGVMENT. 

AFter  thitVomfty  hid  bin  •vnnquifhedbyQx^'ixj/je'tsias  maffdcred  in  Egipt,  bjnhem 
whofeUues  he  had  fometime faued.  Antigonus  the  lew^ajpirwg  to  the  Royalty^  nccujed 
(beforeCxiM )  Antipater  the  Idumtean,  to  haueferued  and/Moured  Pompey  w  his  en- 
terprtZses.  And  that  he  had  done  no  matter  of  feruice  in  Fgip^^  which  could  bee  interpreted 
,  for  C  aefar  ^  hut  rather for  the  fuccour  ^Mithridates,  and  to  couer  his  fault  committedin 
following  Pompey. the  better  appar ance.of  bis goodferukeSyrenting  off 
his  garment (hewed  what  wounds  he  had  receiuedintheferuice  of  Cxi^c^andfuddcnly  ac¬ 
companied  this  fcarry  teFftmonyw^ith  thefe  wor  ds  enfutng. 

not  any  particular  affection  (whatfocuer) 
that  made  me  follow  him :  for  1  afiifled 
him,  as  being  Generali  of  the  Roman  Ar¬ 
my.  AndyetnotwithftandingJ  ncuer  ha¬ 
zarded  my  fclfelbfar  for  hin/jneitherdid 
heeuerfindefuch  kinde  knowledge  of  df- 
fedtion  in  mej  as  (for  his  fake)  to  take  fo 
many  wounds,  as  I  haue  receiued  in  fer- 
iiing  yoii.It  is  for  you  that  I  gaiie  the  pled¬ 
ges  of  death,  and  for  whom  I  became  an 
enemy  to  mine  ownebody,  expofing  it 
to  the  Darts, Arrowes,  and  Weapons  of 
your  enemies. 

But  is  it  any  matter  of  amazement,  if  a 
{lauc,nurflcd  vp  in  feruitude,do  not  know 
what  wounds  arejiior  the  hazards  happe¬ 
ning  in  warre  Or  fhould  it  offend*  any 
man,if  a  difloyall  fugitiuc  fhould  be  igno¬ 
rant  what  the  worth  of  faith  is^  and  what 
honefty  remaines  among  good  minded 
men  ?  Who  can  reprouemc,  biitthi^my 
perpctuall  enemy  and  yours, for  fay  ling  in 
loue  and  affedion  to  the  people  of  Rome} 
I  am  aftonifhed ,  Antigonus  fhould 
be  fo  hardy,  as  daring  to  blame  or  acciife 
any  man  before  the  Romans,  againft  who 
it  is  his  cuftometo  make  war^  and  that  he 
{hold  be  fo  impudcnt,to  make  complaint 
before  them,as  if  his  Realme  were  fhatcht 
orrauifht  fromhim.  If  it  werefo,yethis 
power  fhould  not  beq  excrcifcd  for  his 
greatnelTc  or  aduancement :  but  onely  to 
feizc  on  you,  to  affaile  the  Romane  Lcgi- 
ons,8ctopradirc  vengeance  againft  you 
for  his  father  and  brother.  It  much  ama- 
zeth  me,that  fuch  a  wretch, &  fo  vnthank- 
full  as  he  is,  fcareth  not  the  throne  of  the 
Romane  f  mpcrour,butdarc(cucn  there) 
oppofe  and  purfue  innocents ;  without 
remembring,  that  a  Kinfeman  of  his, 
and  a  companion  in  the  crime, hath  there 

i  bcenepumfhcdforfcllony.treafon,  and 

1  rcuolt. 
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THE  EFFECT. 

Seaf  m  Apf  earing  ( in  Cfefats  mdgcment)  to  be  vpon  Antipaters  ftde,  he  iudgedalfo  for 
htm,andgauehtmthegouernmentoflaAci.By  this  meaneiheeofcnedhmtketoay,  tooiue 
the  lem(h  kingdowe  to  the  children  of the  [aid  Antipatcr,  and  di/feiiud  them  that  were  of 
the  blood  R  oyallyind  of  the  true  feed  ^  Dauid. 


^  troope^,befng%oritlie  point 


Hi- 


!• 


frodegtes^ndtremblmgsftheeartbyvhkhatthattimehadhappenedMdmregardwh^^^^^ 

of  his  Souldtersjhewedthemf dues  aiery  vnwi/ling  to  fight  againjithe  Arabcs ;  Heelabout 
red  by  this  Oration  toperf vade  themyhat  allfuch  things  are  natura/l^exhorting  them,  not  to 
Uasse  the  vibtory  to  their  enemies  for  any  diltrufim  them ;  and  thefewere  his  words. 

H  E  forces  of  the  not  from  his  ownc  proper  vertue  and  va- 
enemy  bailing  bin  lour,  but  rather  dependeth  vpon  others 
enfeebled  and  a-  ^  tnifery:  infoinuch,  as  there  is  nothing 
bated  by  many  of  more  frailc  nor  mutable,  then  are  felict- 


' 


our  adiiantagea- 
Ible  encountcrsjful 
Jj  of  fortune  to  vs, 
y  and  tranfporting 


An  Army  y- 
iingtraud  and 
deceit,  fcckes 
nomeanes  of 
conquering, 
but  to  delay 
ihc  Tfdory 
from  bis  ene¬ 
my. 


them  with  furious  defpairc,  yea,  making 
them  to  raaffacre  our  Legates  and  Am- 
baffadors ;  I  cannot  chufe  but  meruailcj 
how  you  (hould  be  thus  affrighted  with¬ 
out  any  occafion ,  At  Icaft  wife^it  were 
reaionablc  and  drcadleflc,  without  fomc 
good  foundation,  to  preferre  accidental! 
occ  dfions  to  any  cuident  fucceffc,  when 
men  arc  affured  of  their  owne  vertue  and 
fofwardncffc  •  We  haue  had  fomc  cn- 
countring  with  the  enemv^  where  the  -r/- 
r4^^s  did  not  turnc  their  backes  vpon  Vs, 
&  yet  dealt  but  fraudulently  (as  they  can 
^ell  do)  not  to  vanquifl}^  but  to  delay  vs 
from  thevidory :  which  rriatters,*  as  they 
ought  to  encourage  ye  to  the  fight^fb  you 
fhould  within  conlidcrjthat  as  you  hauc 
felt  (I  know  not  what)  weakningof  hart, 
by  fomc  earthquakes  bapningjthey  (hold 
be  no  terrors  at  all  to  vs,  no  more  then  to 
the, who  (land  with  vs  to  enjdure  this  war. 

And  if  we  would  but  relpcfS'jOn  whom 
the  damage  of this  pcrfecutionis  falne, 
youfliould  pcrcciue,  that  it  is  vpon  the 
y^raiirs,con(irniining  them  to  keepc  them- 
fclues  in  the  field,  bccaufc  they  fhould  be 
ftill  before  them, that  far  go  beyond  them 
in  courage  and  valiancy .  For  I  (ce,  that 
they  diftruft  theirownc  ftrength  &  man¬ 
hood,  and  yet  taking  hcart,onthc  hopc- 
ullruineof  ourtroopcs,  they  will  needs 
aduenture  to  endure  the  war.  But  alaffc, 
chat  is  a  feeble  hope»  which  proccedeth 


tics  and  aduerficies  ha|l)ning  to  men.  For 
the  eftatc  &  condition  of  humancocca- 
fionSjwhatfoeuer  ouerthrowes  theychace 
to  feele,relicth  vpon  a  very  little  time,  & 
as  felicity  is  neuer  durable^  enen  fo  aducr- 
fity  can  neuer  bee  perpetual],  and  a  man 
continueth  no  longer  mjferable,thcn  hcc 
had  a  precedent  time  to  bee  fortunate. 
And  of  all  thefc  I  can  giue  you  a  goodly 
and  moft  manifeft  example. 

In  the  firft  fights,  wee  had  thevidory 
ouer  the  y^ralYs,but  war  taking  his  courfe 
and  altering  the  lot  and  fortune  thereof; 
wc  were  vanq^u'fhed  by  them  whom  (not 
long  before)  wee  fijrmounted  andoucr- 
ihrcw.  VV  Inch  therefore  yccldeth  reafon 
to  bclceuc,  that  wc  (hall  againe  conquer 
ithem  which vanquifhedys ;  confidcring, 
that  preemption  is  alwaycs  guided  by  inr 
difcrctionand  want  of  fore-fight,  wheras 
aduifed  fearc  armeih  men  with  proui- 
dencCjto  fit  thcmfelues  |bj:  following  fuc- 
ceffes,  and  thereby  to  Icarncduty  and  di¬ 
ligence.  It  neuer  is  otherwife  in  the  ftatc 
of  felicity jbut  that  boldneffe  and  temeri¬ 
ty  arc  equall  companions,  and  want  of 
difcrction  in  Souldicrs,  neuer  tarries  for 
the  wife  aduicc  &  councell  of  their  Cap- 
^  taines ;  in  briefc,they  ru(h  into  the  warre, 

*  without  their  leauc  or  commilfion .  But 
I  fee  that  you  are  iudicioufly  fcarcfull, 
which  makes  meeto  hold  the  victory  fo 
much  the  more  affured .  Courage  then 
(deare  friends  and  companions)  take  hart 
and  hardimcnc,  by  aduancing  the  glori¬ 
ous  and  ancient  magnanimityof the 
your  Prcdcccffours. 

Q  2  And 


The  yncer- 
taintyof 
mcnsfelJci- 
ties  And  a4' 
ucrAeics, 


Frcfumptioii 
maketh  a  man 
improuidem, 
but  difereete 
Teare  maketh 
him  wife* 
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Ordinary  and 
naturall  oc- 
cafiortsfhold 
neuer  breed 
dilmay  in 
Soldiors. 


And  let  not  the  mouings  of  infenfiblc 
things,  breed  any  terrour  in  you,  neither 
carry  anyconceite,  that  earthquakes  can 
be  any  argument  or  prefage,  of  any  other 
difafter  or  mil1aap,then  what  hath  already 
happened.  For  the  Elements  hauc  their 
defers  as  well  as  we,  and  no  other  harmc 
or  danger  is  to  be  doubted, then  what  en- 
Lieth  to  thcmfelues:  confidering,  that 
neither  tremblings  of  the  carthjnor  mor¬ 
tality  of  creatures  are  but  their  ownc  in- 
iuriesj  and  fignifienootherpcrillorprc- 
iudicc  at  all. 

And  yet  wc  fhoiild  not  fcarc  to  fuffer 
matter  ofgreefc,  in  regard  that  (already) 
we  haue  endured  moft  affti<flting  and  in- 
fupportablc  grceuanccs :  he  that  hath  pu- 
ailbcdvs,willbee  appeafed,  and  become 
againe  as  mildc  vnto  vs,  as  if  hee  had  not 
chaftifed  vs.  For  what  can  we  exped  from 
him,after  this  irkfome  peftilence,  but  on¬ 
ly  his  holy  fauourand  mercy,  feeing  for 
two  offences, he  hath  bin  pleafed  to  afflict 
and  punifh  vs  ?  For  the  reft,  as  concer¬ 
ning  that  which  belongeth  to  this  war,  all 
is  in  his  entire  condition  5  becaufc  the 
plague  bath  ended  them  that  were  not  in 
rheCampe,  and  ourvidory  hath  taken 
them  from  the  enemy , cue  thofe  men  that 
were  the  cheefeftfor  hisbattailcs.  If  our 
Flocks  or  Heards  of  Caitell  are  dead,  the 
enemy  hath  had  a  Ioffe  of  much  better 
tbings,bcing  bereft  both  of  wit  and  fence, 
when  (contrary  to  all  right  and  equity)  he 
(lew  our  Ambaffadors,  The  Arabes  haue 


broken  the  law  common  to  all  Nations: 
for  no  people  arc  fo  criieli  and  barbarous, 
but  Ambaffadors  ought  to  be  intiiolably 
refpe£ted  of  them- 

Let  them  therefore  exped  from  God, 
a  iuft, vengeance  for  fuch  crimes,  tocha- 
ftife  their  euill  doings  for  the  finnes  of  our 
aduerfaries  arc  of  fuch  importance ,  as 
there  is  not  any  law,  be  it  humane  ordi- 
iiine,  that  willlcaue  them  vnpunifhed. 
Let  vs  go  forth  then, yea, let  vs  go  to  fight^ 
not  to  get  their  fpoiles,  or  conquer  their 
landsjbur  for  the  glory  rif  God,  and  the 
defence  of  his  honour.  Let  not  the  loue 
of  your  wiues  and  children  fpur  ye  on  to 
the  war  5  but  only  the  diuine  fauor,wbich 
you  know  to  be  prefent  with  you.  So  go¬ 
ing  on  this  manner  to  the  fight,  our  de- 
fires  ftiall  not  be  thereby  effeaed,but  our 
obedience  to  God,  for  doing  vengeance 
on  them,  whom  the  Law  forbiddeth  any 
man  to  touch.  Befide,  Ambaffadors  are 
they,  who  (among  the  furies  of  armed  e- 
nemies)onely  mediate  pcace,6d  fuch  men 
are  neuer  numbred  or  ranked  with  aduer¬ 
faries  ^becaufe  their  blood  being  iBcdde, 
cryeth  inceffantly  for  iuft  vengeance  in 
our  foules .  Haftc  wee  then  in  going  to 
the  fight, in  regard  that  God  is  hcc,  which 
offereth  himfelfc  to  rcuenge  our  friends 
flainc.  The  very  murdred  Ambaffadours 
will  fight  for  vs  more  furioufly  ,and  better 
then  our  fellies :  and  ringed  round  with  a 
fquadron  of  Angels,  let  vs  on  to  the  bat- 
tailcjand  vtter  confufion  of  our  enemies. 


AirbaiTadors 
ought  to  b« 
fcfpcdcd  of 
the  peoplcj 
how  bajba- 
rouifccMcr. 


s;  THE  EFFECT. 

By  thefe  words  of  the  Generdllyhe  Jewifh  Soldiors  recouered  ttkrk  and  feeking  occajion 
to  a  front  the  enemy  ^  at  length  affkyled  them  with fuch fury  5  as  the  Arabes  were  enforced  to 
fight ^and  had  a  great  Ioffe  of men. Befide  fuch  asjled^retired  into  the  Mount aines  ^  e^ceft  a 
part  of them.whichyeelded  thcmfelues  to  the  I  ewes.  The  refi^ajfeSfing  rather  to  die  like  ho- 
nefi  menyhen  fubmit  thcmfelues  bafely  fell  to  handy  blowes  againe.,  where  they  were  fiaine 
and  hewd  in peeces^yet  not  without  leauingfufficient  teliimony  to  the  lewesf  their  <valor. 


Diuerfthatd 
meafurcs  wer 
offered  to 
Herod,which 
made  him  ra¬ 
ther  goc  to 
AuguliuSjthe 
he  to  lend  loi 
hmi. 


Ambaifadors 
are  neuer  ac* 
counted  or 
ranked  among 
other  enemies 


C  H  A  P>  X.  The  Oration  of  Herod  before  August m  Cfar,  who  had  conceiued 
anger  againft  him, becaufc  he  had  taken  part,and  followed  Marke  Anthony. 

THE  ARGVMENT. 

A  Vgiiftus  Csef^tfauing^anqui/bed  Anthony  in  Egipt^t feemeth  he  was  ad- 

*^ufedyhat  except  he  cha  ftifed  Herod  alfo,he  was  not  fully pofjefed of  the  viHory.  He¬ 
rod  taBing  the  euill affeBion  of  thi's  Prince^  went  to  hm  to  Rhodes,  where prefenting  him- 
felfe,and  vfing  the  generofity  ofaninumciblefpirit^  he  declared  to  Auguftus  •  that  if  he  did 
not  helpe  hnxhonyp  was  not  through  want  of  any  good  will,  but  because  he  had  no  meanes 
todoit.AffeBingmuchrather^toconfeffethathe  hadbeeneanenemy  toCx^Six^  then  [hew 
himfelfe  ingrate  full  to  his jriend.And  although  he  prefented  htmfelfe  before  him ,  without  a 
kingly  Crowne  on  his  headland  cloathed  like  a  man  that  had  no  dignity : yet  his  words  expref- 
fed  the  Mate  By  of a  great  prince, and  thefe  were  they. 


1 


I 


lO, 


*  •' 


- ^ - - - - -  j  -  \  m. 

f  I  y®J'^  vertiicshaiic  oucrthrown'^  him,or( 

^SnL  to  1;.  1  !  /  I  rnthcr  he  hath  bccneruincdby  bi'^owne  ' 

"  vices.  For  an  Egyptian  woman  changed, 


A  benefit  re- 
ceiucdjdoih 
fo  oblige  a 
true  barred 
friend, as 
no  fcare  can 
keepe  him 
from  confef- 
fing  it. 


*  C 


fayres^as  to  the  manj  from  whom  I  recei- 
ued  the  kingdome  of  /udea .  And  I  will 
not  deny,  but  that  I  was  very  highly  be¬ 
holding  to  him,  as  I  would  more  plaincly 
hauc  expreffedby  Armes,  ifthecnuyof 
Cleopatra  had  not  giuen  mee  hinderance 
and  if  the  JraSeshzdnot  broken  my  de- 
ligncs  and  enterprizes.  For  which  caiife, 
and  eonftrained  by  fuch  neccilities ,  I 
canic  not  againfe  you  (in  his  afliftance) 
with  weapons  in  my  band :  bccaufe  I  had 
no  defire  at  all  to  forgoe  my  deare  friend, 
and  much  Iclle  was  I  affraid  to  enter  bat- 
tailc  againft  you  in  his  behalfe*  but  oncly 
in  this  reipect,  chat  I  was  bulled  in  defen¬ 
ding  mine  ovyne  Countries,  And  albeit 
that  I  affifted  him  not  perfonallyin  the 
battaile,  yet  Jmho^y  found  mec  notvn- 
tbankfull  to  him  3  for  I  furnidaed  him  with 
men  and  vidfuals,  for  the  fliccouring  and 
refrefhing  of  his  Army,  and  I  am  well  af- 
fured  (Great  AuguBm)  that  you  would 
not  haue* thought  me  ingrarefull  to  Mark 
Anthony y  if  you  had  beenc  in  the  battaile 
ztA&^ium,  ^ 

You  fee  Sir,  that  I  hide  not  my  felfc, 
fearing  more  to  be  reputed  ingratefullon 
your  aduerfariesbehalfe,  then  doubting 
that  any  one  fnould  imagine  me  your  e- 
nemy  j  I  make  more  account  of  your 

fl  11 ^  *:t If  «  ^  ^ 


and  enchanted  him ;  the  delights  of  E 
gypt  made  him  toofbfc  and  delicate, yea, 
he  was  wholly  effeminately  drowned  in 
the  Alexandrian  luxuries.  In  bricfc,hee 


,  . . .  XU  oricrc,ncc 

conquered,  bccaufe  he  bettei* 
affeacdtobccaft  down e  with 
then  to  conquer  without  her;  andfoto 
be  deiedled  by  a  woman,  was  more  gree- 
iious  and  infupportable  to  his  friends, the 
eiier  it  could  be  to  his  enemies. 

I  adiiifed  himj,  to  vntwine  bimfclfe 
from  that  wretched  woman,  and  to  bee 
the  death  ofa  beaft  fo  dangerous  5  I  pro- 
mifedhim  fuccour  in  his  affaires ^  and  for-^ 
CCS  to  preuaile  by  in  his  flight  ^  yea, I  ofFe* 
red  to  beare  him  company  in  this  warre. 
But  the  miferable  man, was  fo  doadng  oil 
i  the  beauties  of  that  woman,  andmeerely 
enchanted  by  Cleopatra^  as  hee  is  brought 
to  be  iuft  nothing,  by  reafbn  that  he  wold 
notbeiccue  me .  I  confeffe  (Great 
fir)  that  I  am  alfb  conquered  With  him, 
blit  yet  my  bffence  is  not  fo  great,  for  al¬ 
though  Cleopatra  quite  quailed,  and  made 
a  dilfionourablc  prey  of  poore  Anthony  5 
yet  (he  had  not  the  like  power  oner  mecr 
And  as  lice  would  not  abandon  that  bar¬ 
barous  wanton  woman,  ciien  fo  colild 
not  I  forgoe  my  great  friend  in  his  aduer- 
fities .  It  was  hee  that  did  ietre  a  Royal) 


There  is  no¬ 
thing  connpa 
Table  to  the 
entire  affeds- 
on  of  One  ma 
jlo another;  it 
jgoeth  far  be¬ 
yond  the  loue 
ot  women. 


I'ldpempnr  nil  I  r  /r  r  ^^wasneetnat  didlettcaRoy 

’  r  k  f  ^  the  fucceffe  of  Crownc  on  my  head,  neuerthflelTe^  1 
warre.  becaufe  before  you,  themcrirsof  I  would  not  bee  (o  bold  toappearein  votir 
vertiie  are  not  m  any  peril!,  in  regard  you  prefence,  with  the  ornaments  I  recev^ue  d 

Denauiours  and  vices.  Confiaer  youbythofcfauourswhkhhcdidtome; 


(gentle  Prince)  thst  as  1  nciier  forfboke 
Anthony ,  fo  long  as  Fortune  fpake  fairely 
to  him ;  euen  fo,  all  difafters,  and  dead  as 
he  is,  cannot  yet  make  mec  to  forget  and 

leauehim.  Vouhaue  vanqujfhcd  (O 


j  -y  vviiivM  Ul.  UlU  lU  IDC  ; 

Sc  yet,  although  I  haue  left  off  my  known 
liuerics  of  dignity,  I  haue  not  loft  a  iotc 
of  my  greatneffein  courage.  You  may 
iudge  therefore  as  it  iTiall  feeme  beft  to 
yourfelfc*  for whatfociier  fentenccyou 


cyar)  youhaue  vanquilFed  onre'letTf 

your  Legmnsjyou  haue  furmounted  him  me.TOe  contentment-  thad  was  LoTand 

by  rfriome  „ryo„,Co„„„l, .  ,hy  pe.f.a  i„  J„"TSS  S  ' 

IS-.  Sone,  good  or  bad  fominehad  power  to  oucr- 

throw  me, 


T  Princei 
vould  banifii 
latte  rers  ft 6 
>cjng  about 
their 

daietty  woIJ 

^inewhh  the.  - j, . ,nm 

’°^^6lonous  j  turned  him  this  an  freer  following. 


j  ij vv  vvaa  ictllC  yone 

and  whereof  he  made  not  any  reckoning; 

tt'herehy  is  Aemhd  anfwer  of  Auguftus  to  Herod,  confirming  hm  in  his  dignity i 

timer/ truth  tpokenhy  his  friend,  thenfrigned 
how  ireeh  HcYod^^7n  I  ^  dipmbhng  counterfeit ,  tA  nd  therefore  A  u  gu  fl  u  s  perceiwng 

Anthony, 

ttrndhim  this  anLrffllos,i.f  attdnytfllhtmi  re- 


3 


Heauen 


Monftrous  « 
the  tnifery, 
when  a  man 
Icauesaloyall 
friendjand 
lejtncs  to  the 
bafcallurc' 
rnents  of  a 
lafciiiious 
woman. 


/ 


I 
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Booke 


"H 


He  is  a  true 
friend  indeed 
that  continu-  'j 
cth  alwayes  I 
one  and  the 
'ame  in  all 
conditions. 


Eaiicnprotcft  thee  Herod^ 
and  cnioy  at  this  inftant 
[(better  then  eucr  before) 
the  honour  of  thy  King- 
—  —  r^ome  •  For  wc  enuy  not 

thyvertucs,  neither  doth  it  difpclafc  vs, 
that  thou  Ibouldft  be  fuch  a  manias  thou 
art :  but  rather  it  is  to  vs  moft  high  con¬ 
tentment.  And  truely,  thou  art  well 
worthy  to  rule  &  command,  lecingthou 
haft  fo  loyally  kept  thy  faith  giti^  to  a 
man  oncly.and  being  p  it  in  diftreffe,  and 
affaylcd  with  adnerfitics  y  yet  thou  art  not 
afhamed  to  confeffe  thy  felfc  the  friend 
to  Marke  Anthony^  and  fuch  as  thou  wait 
to  him  in  his  pro(])crity,fuch  diddeft  thou 
continue  ftill  tohim  when  his  fortune  fell 
contrary .  Now,  albeit  I  haue  conque¬ 
red  Anthony y  yet  I  neucr  thought  to  ouer- 
come  thee :  for  thy  friend(hip  remaining 
fo  entire,  placeih  thee  inrankc  with  thern 

that  haue  wonne  the  viftory.  VVhichis 

the  reafon,that  I  no  Icftc  wi(h  thee  for  my 
friend,  then  I  prailc  and  commend  thy 
ftedfaft  loyalty  ,  bccaufeno  changes  of 
Fortune,  haue  power  to  alter  thy  mindc 
anddcfucs. 

Thounenerdidft  Anthony ^ 

but  i:  was  he  that  eftranged  himfelfc  from 
thee :  for  he  better  affe^ed  to  ^follow  the 
councels  of  Cleopatra^  then  them  of  (o 
deare  and  true  a  friend  ^sHorod.  The 
ignorance  of  Anthony ^is  the  reafon  ofmy 
winning  thee ;  for  hce  made  choyfc  of  a 
pernicious  and  foolifh  woman,  and  rcic- 
ftedamoft  worthy  loyall  friend  •  And 
yet  it  is  no  matter  of  meruaile,  that  An¬ 
thony  fliould  be  vanquifhedby  Cleopatra^ 
and  keepe  himfelfc  wholly  with  her :  fee- 

!  "Xit  J  •  ' 


When  men 
become  cfFc* 
rninatcly 
minded, all 
sian’y  coun- 
ccJlis  hatcluH 
to  them. 


being  viaorious  vet  hee  would 

needs  become  a  voluntary  Haue.  Could 
vou  account  it  ftrange,  that  Cleopatra 
fbould  turnc  Anthony  from  your  coun- 
ccllcs, feeing  fbe  could  feparate  him  troro 
mc,andof  being  myfcllow-Companion 
in  the  Empire,  caufe  bin?  to  become  my 
roortall  enemy  ?  Seeing  chereforc,  that 
withmec  you  bauc  loft  Marke  Anthony  % 
with  nice  I  purpofe  you  ftiall  hue  and 

"^^'^And  ttuft  me, your  commendable  and 
infieneenterprize  deferueth  great 
pence,and  is  wovtby  (by  vs)  to  bee  his  my 
euerdonned :  confidcring  that  while  wee 
were  buficd  in  the  late  palTed  warres.  you 
haiic  ouercomc  at  dfubicacd  tbe£4W- 
fMW,although  they  feemed  to  be  vneon- 
qucrablc .  For  vye  reputed  them  to  bee 
ourcnemies,andlo  wc  do  make  account 
of  all  thofc  that  arc  adiierfe  to  the  Icwim 
Nation,  and  fuch  as  moleftthcm,  muft 
know  that  they  make  warre  with  vs.  Y ou 
haue  therefore  fought  for  vs,  and  tor  vs 
you  haue  wonne  the  vidtqryjin  which  re- 
fpe£l  ,wc  permit  you  to  reigne,  and  grant 
you  the  kingdome  which  you  pofletfe : 
Commanding,  that  by  our  donation  it 
(hall  be  confirmed  to  yon  ,and  cftablifhed 
durable,  your racritc  bcirgnctlitt!e,be- 
caufe  you  haue  made  no  diminution  ther- 
of.  Alfo  in  further  recompcncc,I  will  „„„„„„ 
deale  in  fuch  fort  with  you,  as  you(liall|5g'’'»f*  ’"‘ 
haue  no  caufc  to  wifl  i  for  the  prcfencc  of  j 
Marke  Anthoiy  i  efteemingit  altogether  ding  Piinte. 
vnbefeeming  vs,  if  hauing  (while  hec  li¬ 
ned)  ouercomc  him  in  warre,  being  now 
dead,wc  (hould  not  go  beyond  him  in  ac¬ 
knowledgement  and  fiiendftiip. 


A  notable 


...  THE  EFFECT. 

Caefar  and  Herod  hauing  thu^  difeourjed  together^  Auguftus,  tofhew  what  account 
he  made  of  this  great  Warriour  Herod :  did fet  a  Roy  all  Crowne  ^pon  his  head^  and  conjir- 
med  him  in  his  authority y  with  hope  to  enlarge  the  limits  of  his  kingaome  •  likewije  hee 

didafterwardy  hauing  ohferued^  how  Hetod  acknowledged  the  benefits  of  his  Maieliy^ 
when  as  he  furni/hed  and  refrejhed  him  with  water  and  'vi^ualles^  at  fuch  time  as  a  great 
dearth  and fcarjity  wasinthe  Romane  Arny .  FromwhenceC^{2ix  being  returned,  hee 
gaue'Townes  andCasHes  on  the  Sea  toHcxod^'and  accepted  him  asoneoj  hisbefi  firiendsy 
which  he  had  in  the  Eafi 


C  H  A  P.  XII.  The  Oration  of  Herod  to  the  Ic wes,  vpon  the  partage  or  diui 

ding  of  his  Scigncurics,tobcmadctobischildrca 

THE  ARGVMENT. 

Like  ^  Herod  was  happy  m  his  warlike  enterprizas^  fo  did  had fortune  follow  him  in  the 
domeHteke  ajfatres  of  his  houfcyfor  hauing  children  of  diners  beds,  the  humors  afo 

of 


Chap.ii. 
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ce. cncUn*  I  f  ^alltabie  d^yly  fiMwithqmrrels  anddefi. 

. . ^fiMercrs  mrehcard.mdfauourtdby  Herod.  Now]themotursprcw 

Joprre,  thtt  tho  king  and  one  ofhufonnei^  named  Antipatcr  {y»ho  roa,  his  eldeH }  must 
go  to  Rome  ^  decUre  their greeuances-,  where  A  n  tipater  hehaued  himfelfefo  weU,  that  he 
We»»ethe  Emperor,  and  qualified  the  anger  of  his  Father, .who  receiLd  him  into  grace  a^ 
g"»‘-^euertheUlf,Cx^-itflrdained,tUt  children  fhouldbe 


their  cares  to 
flat  erers, 
their  Court* 
(hallneurr 
want  quarrels 
and  contend* 
oni- 


beH 
Roy  all  on. 


*^nng to theCrmme.  Sofoone .es the kihg Wa, returnedfromKomcJfecaufedan affem- 

WyophefeofleotienUim.towhomhedeckred-vvhathehaddoneinthisimazeUno 

thejeveryWordSn  «  -  .  *.  ^  ^ 


Comentioiu 
quarreil*  ar.d 
difobed  ience 
in  chi  dren, « 
ace  nomcane 
mcriucs  of 
giiefe  to  their 
parents** 


O  T  without  great  occa- 
fionj  anti  that  very  benc- 
ficiall  to  my  fclfc  (you 
Hebrew  Cittizens)  did  I 
make  my -  voyage  vnto 
Rorf)e^  to  tlic  end  that  C^e- 


y^r  might  iuijgc,cooccrningthc  quarrcll 
betwetne  me  and  my  cbiljrcn .  -  To  him 
1  went,  becaufe  my  lellc  knew  not  how, 
neither  would  I  take  vpon  me  to  ccnfnre 

a  caiife,  whctcin  I  might  eafily  fayle,  by  . . . 

being  tranfported  with  choller :  &  there-  ucd  at  the  number  of  P^ihees ,  confide- 
fpi  ehcthat  gaueme  theKingdome,  I  ring  that  the  greaincfl'can’d  magnificence 


lolling  Citizens  of  I^rufalem)  I  wil  follow 
hetrein  the  iudgment  ofC^eyi^,  who  free¬ 
ing,  my  younger  (bnnes  from  the  acciifa- 
lion  laidc  Vpon  them  5  hath  made  iheiti'  e- 
quail  to  the  cldeft  in  hope,  that  (one  day) 
they  may  fucceedc  afrcrme.  Inwhkh^re- 
fpea,  this  very  day,  I  make  and  dedarc 
them  Kings  all  three  together ,  the  cldeft 
hauingthc  priuiledge,  ’in  regard  of  ^his 
age,  and  the  other  bccadfc  of  their  Mobi¬ 
lity  in  blood.  I  would'not  baue  voit  nto» 

It  t  ^  ^  ' 


i 


^  Obedience  is 
an  excellent  ’ 
Icflan^when  k 
lihall  teach  a 
man  howe  to 
baue  aKing- 
<lone. 


thought  fitrefttoordainp ,  concerning 
the  fucceffion,  and  to  beftow  it  on  fuch  a 
oneof  myfonnes,whom  hcfhouldcon- 
ceiue  to  be  the  wortbieft.Naw,arhongfo 
many  benefices  as  I  receiiied  from  him, 
this  he  added  to  them,  that  in  a  great  dif^ 
ficulty,  he  did  ft^facilKatc  rhe  m4tccr,that 
he  gaueme  myfonae  againe,  /  whom  I 
had  well-nerc  loft,  and  accorded  the  bre¬ 
thren  together,^  vpon  the  difference  gro¬ 
wing  betweene  them  ,  touching  fuccefli- 
on  in  the  kingdomc  •  You  fee  mcc  then 
returned,  farrcricher  then  before  I  went  5 
fori  haue  learned  to  be  a  better  Father^ 
then  formerly  1  haue  bccnej  and  my  chil- 
j  dren  alfb  arc  tutor’d  to  bcare  thcmfclucs, 
in  better  manner  to  me,  and  all  this  hath 
happened  through  the  grace  and  mildncs 
of  Great  AuguFifis,  For,  he  hath  appoin¬ 
ted,  that  the  appenage  of  my  fonnes,  and 
their  fiicceflion  in  the  kingdomc, fhall  de¬ 
pend  vpon  mine  owncwillj  to  the  end, 
that  theprerogatiue  and  aduancement  of 
which  of  them  focucr  it  be, dial  not  breed 
any  pride  or  prefuming  in  anic  one  of 
them.  Hee  hath  permitted  me,  to  choofe 
fuch  a  fiicceffbr  as  I  will  haue,  to  wit,  he 
that  fhall  be  the  moft  obedient  to  mc,and 
giiicth  the  greateft  honor  to  his  Father. 
Now^conccrningmyfclfe  (O  you  my 


of  the  kingdomc,  fufficcfh  to  maintairie 
and  furnifti  cffcdually  a  far  greater  num¬ 
ber,  although  there  were  no  more  aduan- 
tages.  Firft  of  all,  I  make  God  the  Judge 
ofthis  my.aduice  and  ordinance  5  &  next, 
I  would  haue  you  to  be- witneftes  and  te- 
ftifiers  thereof 5  to  the  end,  that  you  may 
honor  them  according  to  right,  &  equal¬ 
ly  them  that  hath  accorded ,  and 
whommyfelfc ('being  their  father)  doc- 
ftablifh  and  appoint  vnto  you  as  Princes. 
To  whom  alfo  you  may  doc  fuch  honor, 
as  fhall  not  cxccede  the  bounds  ofreafon 
in  oucr-much  eftceming  them;  ar.d  yet  in 
no  lefle  fafhion  then  bclongetfi  to  them  . 
For  too  much  honour  puffes  Vp  the  heart 
with  prefumption ,  and  hegltd  or  con¬ 
tempt  caufeih  rage  and  choller.  W  hcrc- 
fore,I  would  haue  thatdiiiic  done  vnto 
them,  as  appertaincth  to  the  merits  deli- 
iicrcd  from  them:  for  you  cannot  giue  fo . 
much  content  to  him ,  who  is  honoured 
abouchis  deferts,  as  you  doc  harme  to 
him,towhomc  dutic  is  denied  vndefer- 
ucdly.  Oftentimes,  it  commech  ft>  to 
paffc,  that  both  the  one  and  other  arc  of¬ 
fended, in  regard  it  is  mecr  flattery ,which 
occafioneth  the  indifcrcctc  fcntcncc  of 
preference. 

Bcfidc,  let  me  further  fay  freely  to  you, 

that 
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Too  much 
honouring  a 
maiijinaketh 
hiniinfolcnr, 
and  contempt 
is  the  meancs 
to  make  him 
mad. 
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Military 


:lonor  done 
to  children, ‘is 
the  greater 
glory  to  their 
Father. 


What  Pride 
buildeth,  Pre- 
futsiption  o* 
uet'throweih. 


A  wicked  in- 
ter.uon  woun- 
deth  the  heart 
deeply  of  him 
to  whom  it  is 
reuealed. 


that  I  am  the  common  father  to  them  all 
three,  and  you  know,  well  enough,  that 
honor  done  to  the  Cbildrcnjtedoundeth 
the  more  to  the  Fathers  glory.  Notwith- 
ftanding,  if  there  be  any,  that  fhallflattc- 
rincrly  honor  my  fonnes  beyond  reafon^ 
they  make  thcmfclucs  guilty  of  treafon  to 
them  .‘becaufe  theyfhal  prone  Authours 
of  the  rccidiuation  and  rebellion,  for  the 
which  we  fell  at  6rft  into  difference «  In 
making  too  much  efteeme  of  our  youth, 
is  to  giue  It  too  free  a  heart  and  head, and 
1  bcjdntffcin  attempting  beyond  capaci¬ 
ty  vet  let  iio  manthinke,thatlam  eniii- 
ous  of  the  aduancement  andglorie  of 
40hi<^wne  Children.  No,  heauen  is  my 

power 

m^ai^e  an  Aftintcd,  whereby  wee  may  the 
better  line  fn  peace  j  then  in  growing  o- 
uei'-grcat,io  fwell  vp  their  hearts  as  high, 
and  thereby  fp^nd  the  reft  of  our  dayes 
itijtroub!€S:andCeditions.  Forjihar  which 
is  eftahlifhed  by  pride  and  inuafion,hath 
bivtifinall  and  flendcr  continuance ,  and 
flippeth  away  fodainly  ^  but  that  which  is 
poffeflcd  with  lone  and  gracious  liking , 
it  hath  as  good  and  fucceflefull  endu¬ 
ring.  r 

If  will  therefore  bee  carcfull  in  taking 
order,  that  my  Kindred  and  Friends  may 
bee  the  pledges  of  peace  and  concord  for 
eucr  heereafter ,  betweene  mec  and  my 
Sonnes  ^  by  whofe  exhortations  and  ad¬ 
monitions,  they  will  bee  mooned  to  louc 
and  chernnione'armther .  For,  as  an 
euili  purpofe  makes  a  deep  wound  in  the 
heart  ofliim  that  hearcs  it  toldehim:  e- 
uenfo,  much  more  are  they  corrupted, 
who  are  made  drunkc  by  them  that  day- 
ly  frequent  it,  and  whofc  foules  are  con¬ 
tinually  infcilcd  by  fofoulc  a  plague  j  fo 
that  the  contagion  fpreades  it  fclfc  ouer 
all  them,  that  then  are  about,  or  come  in¬ 
to  their  company. 

Although  a  man  be  ('by  nature)  very 
courteous  and  peaceable  5  yet,let  a  Lake 
or  Poole  be  ncuer  fo  calme  and  ftil,  when 
impetuous  windcs  ihrowe  their  churliflr 
blaftcsvpon  it,  it  will  fwell,  andfhewc  a 
difeontented  countenance.  In  the  very 
fame  manner,  are  the  mildeft  Natures  of 
men  madded,  and  quite  peruerted by  the 
meancs  of  lewd  and  wicked  Counfellers. 
Inbreefc,  it  is  on  mce  that  all  my  Sub- 
ie£ls  muft  fixe  their  cxpeflation ,  and 
there  affurcdly  fettle  their  confidenccjfor 


whatlbcucr  aduancement  happcncih  to 
my  Sonnes  ^  yet  fb  it  is,  that  I  will  nor 
Jofe  a  iote  of  mine  authority  and  power  . 

And  when  all  is  faide,  there  is  not  a  Cap- 
.tainc  or  foldier,.but  wd  exprefle  more  re- 
uerence  to  thefathcr  of  Conduaors  and 
Generals,  then  to  them  that  command  o- 

uerthcwhole  Army. ' 

It  is  my  fclfe  alone,  without  any  o-, 
ther,thac  will  bee  thedifeBarge  ofal,and 
will  onely  recpmpcnce  them ,  who  ha¬ 
iling  done  their  dutievnto  mce,  fhall  ac- 
knowledge  what  fcruices  they  haue  doi'ie 
to  my  Sonnes  .  IfIfindcdutie  perfour- 
med  without  peruerting  ;  no  doubt  bur 
deferued  rccompcnce  will  follow  there¬ 
on;  butdcceite  and  cogking  (hall  findc  . 
fuch  reward,- and  fo  furely  paide  bini.that 
he  willvtterlylofeallthc  fruitcof  his  la-  U  Flanercis 
bor,apd  that  which  hefawned  for  by  kiia- 


Dcceite  doth 
mo  ft  common 


uifh  fiattery. 

Now,asconcerhing‘you  ('my 
and  deere  Sonnes)  fallen  your  firll  re¬ 
gard  vppon  the  common  bond  of  nature, 
which  vniteth  bruitc  beaftes  together  , 
and  caufeth  their  alliance  to  keepe  fuch 
a  miituall  agreement:  as  there  is  not  any 
bcaft  fo  vntraftable ,  but  with  the  pcriil 
of  his  life,  hcc  will  ftriue  and  labour  to 
defend  his  young  ones  from  dangc  r.Gar- 
ry  honour  and  rciicrencc  to  Cafar^  who 
hath  reconciled  you  together  j  and  next, 
haue  regard  of  mce,  and  of  the  Honour 
which  is  due  vntomee  5  who  had  much 
rather  pray  yce  to  doc  fo,  then  to  com¬ 
mand  it  to  be  done,  albeit  you  know  that 
itftill  femaineth  in  my  power  to  Com¬ 
mand. 

Continue  in  the  bond  which  you  haue 
knit  together;  you  arc  brethren,  I  would 
not  haue  you  breakc  that  vnion,  ncy  ther 
,to  be  the  occafion  of difioynting  that  for 
which  ye  were  borne .  1  Hi  all  giue  you 
Habites,  Attendants,  and  Royal  honors, 
but  much  more  precious  is  that  whereto 
I  exhort  ye,  inuiolable  amity,  bceing  v- 
nited  together  in  one  and  the  fame  will. 
If  you  declare  fuch  mutual  affcdion,your 
authoritie  will  bee  the  more  acceptable 
vntomee:  blit  amity  fay  ling,  you  dart 
yoiirmali/cc  thorow  my  heart,  and  tho. 
row  the  very  foulc  of  Kinely  Gouernc- 
ment. 

Therefore,  vntill  I  haue  madeproofe 
of  thisyour  Vertiic,  yee  foall  enioy  no 
Kingdome,  but  thcRoyall  Title  onely : 

if 


can  be. 
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Anthoritic 
without  amity 
is  vile  8c  hurt* 
full* 


Chap.i^. 


The  Bactaile  at  Noiiara. 


ifyou  louc  your  father,  the  effcd  of  name 
will  follow,  in  the  mcanc  while,  approue 
among  your  felucs, how  and  what  affec¬ 
tion  I  bcare  vneo  you.  Y ou  fhall  cnioy  al 
that  is  goodly  and  pleafing  in  the  digniric 
Royjli,  2s  Princes  of  the  blood ;  but  con¬ 
cerning  the  charges  of  the  Empire ,  and 
croublcfomc  burthen  of  State-affayres  ^ 


they  (hall  lycvppon  me,  though  it  were 

better  to  cun.bcr  nuny,  then  one  onely  . 
By  this  mcancs,  it  lliall  bee  very  profita¬ 
ble  for  yoUj  to  accoiiirnodate  your  felucs 
to  that  which  Ihauedeiired :  bccaule  I 
lone  the  gloric  which  fhould  ftill  Thine  in 
yoii,and  which  I  truly  account  to  be  mine 


owne* 


THE  effect. 


The  kings  for 

mci  loUe  of 
[MilJamf ,  wjs 
ih?  occafion 
ofihi*  waire. 


Herod  hauing  delmcreda!lthefe(}eeches,^  andgreatly  comforted  hisfons,  hovefoeuerfomt 
reioyced  thereat,  as  not  difcerningfo  far  of,  that  which  was  hidden  ^nder  thefe  words  ; 
yet  the  better f in felt  themf dues  offended,  for  they  perceiued,  that  this  ema/lity  fertied 
but  for  afparke,  to  kindle  the  concealed  fire  in  the  brefis  of  the  brethren,  who  could  not  in- 
dure  any  aduantages,  how  title f leuer,  e(pccia[ly fhaumg  all  but  one  and  the fame  preroga- 
tiue.  S 0  that  thaproued  to  be  the  caufeofruine  to  one  another,  asalfoof  diHruH  and 
eoctreme  cruelty  in  Kin^  Herod. 


CHAP.XIIL 


The Battatle of^xoxx^or  Nouara,  ^uhich 
ruvas  fought  m  the  Duke  dome  of  M\\- 
\^mc,betweene\o\\n  T livulzi^  and  the 
Lord  of  \\\mo\x[\\c,Generals for  Lewes 
thexij.  Kingof  Vwcf:^  on  the  one  fide-^ 
and  Maxiinillian  Storza ,  Dukeofh\\\- 
lainc,  accompanied  ‘irotth  the  Switzers^ 
on  the  other,  in  they  ear  e  T5 1 3 . 


' Ewes  of  Fraunce,  the 
^^^^'twekh  of  that  namCiill  dige- 
-  the  lofle  o{  Millaine, 

^  and  fom  other  difgraccs  for¬ 
merly  recciued,  made  his  e» 


The  S withers 


'Oil 


Of  what  feue* 
rail  bands  the 
^  French  Army 
f  confifted. 


{i^ 


■s 


leftion  of  two  fpcciall  Captaincs,wel  ex¬ 
perienced  in  martlall  affaires,  and  alfo  of 
no  mcanc  authority ;  the  Lords  Trivulu 
and  Trimouille,  topaffe  the  Alps, and  en¬ 
ter  7/4^.  A  further  choife  was  likewife 
made,  for  the  more  happy  fuccclfe  in  this 
attempt,  of  Robert  dela  March,,  whom  hce 
Tent  for  out  of  the  Countrey  of  and 

his  blackc  Regiment  of  Germans,  by  Tome 
termed  Allemaignes,  as  alfo  the  Lord  Le¬ 
wes  Beaumont,  who  came  from  the  Fron¬ 
tiers  of  and  brought  with  him 

thofe  (eucral  bands  of  Gafeoignes,  that  had 
before  (erued  Seigneur  de  la  Palice  at  Pani- 
pelona,,  when  they  fought  againft  the  Spa¬ 
niards,  Some  few  Enfignesoffoot  (but  j 
of  very  choice  men)  were  intermingled 
with  them  5  for  fuch  Gentlemen  as  ferued 


Maximillian 
Sforza,  and 
come  to  him 
with  the  rva* 
iiaru  bands. 


not  with  horfcjhcld  it  no  difgracc ,  thus 
tobeimployedonfoote,  and  wentvnto 
it  with  cheaicfull  alacrity.  Al  which  po- 
wer  beeing  very  aptly  appointed  ^and  fur# 
nillied  with  great  Ordcnance  vnto  theyr 
owne  good  liking,  they  hafted  away  with 
(peed  for  Staly. 

.  On  the  contrary  fide.the  Duke  of  Mil¬ 
laine,  named  Maximillian  Sforz^a,,  vndcr-  arc follicited 
ftanding  thi^s  French  preparation  made  ''^^“^corduka 
for  him^  he  was  not  negligent  in  his  owne 
occafions  ibut'mooued  the  Switx^ersxo 
revifice  Lombardy,  as  in  fome  farmer  ex¬ 
peditions  they  had  done,  andto  Friend 
him  with  their  manly  affiftancc,  in  which 
motion  he  purchafed  no  deniall  .  The 
Ammans^  or  they  that  beare  the  Office  of 
Maiors,  in  the  Cantons  of  Vri,Suits^zt\A 
rndermld,,'ds  lying  nereft  vnto  Italy, with, 
theirwariike  powers,  were  the  firft  that 
paffed  oucr the  Alpes ;  beeing  feconded 
or  followed  by  the  like  bands  of  G/w , 

Zug,  Lucerna,  Schaffoffe,  Zurich,  and 
Berne,  and  thefe  made  vp  another  martiall 
company. The. third  and  laftconfort,con- 
fiftcd  of  fine  thbufand  foot, conduced  by 
Altofaxo,  a  moft  expert  and  forw^ard  cap- 
taine.  Maximillian  fome- 

what  difcoiVragcd  ,  by  an  vnexpeded  re- 
uolt  oiSacranoraPifcontiySxzx  did  keepe  a 
fwarmcof  delperate  fellowcs  about  him 
in  Millaim,,  ^  errant  vnihrifrcs,  though 
leaning  to  Nobility,  and  others  befide  5 
and  therefore  ioyned  with  the  firft  com¬ 
pany  of  Switzers,  going  to  Nouara^  ex- 
peding  there  (yet  free  from  priuy  awaits 

and 


/ 
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TheB«tell  of  Nouara. 
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ra. 


and  treachery)  when  the  reft  of  the  Swit¬ 
zers  (houldcome. 

Before  the  Townc  of  Nomra^  came 
the  French  Forces  yet  hearing  that  the 
fecond  fupply  of  Switzers  were  fomwhat 
neere,  and  that  Altofaxo  was  at  Galarf^a^ 
they  retreated  to  Rhttd  ywhich  was  about 
feme  twenty  Furlongcs  from  Nouara  y 
hard  by  the  Riucr  of  Mara .  No  fooner 
were  the  fccond  Coiiuoy  of  Switzers 
entred  the  Townc  ^  and  had  theyr  Mor¬ 
nings  rcfe£tion^  but  the  Captaines  called 
for  a  confultationjfor  concluding  vppon 
matters  fitteft  to  be  done  :  whereuppon, 
CaraJfeyArriwmoiTjUrich  ^  offering  the 
firft  motion  offpcech, began  in  this  man¬ 


ner. 


The  Oration  of  Caraffe, 

Amman  ofXurich, 


This  he  fpake 
in  the  hearing 
of  the  whole 
Company. 


Aliant^  and  tnuimibU jpirited 
Brethren  j  let  not  the  attempt 

.  •  m  ^  •  _ « 


^  which y on  haue  refolnedlj  c$- 
eluded  ony  coole  through  want 
of  courage y  or  corruptly  lofe  it 


Byfiiuolou* 
Tuppofiiion  in 
an  enemy,  he 
i*  foon^ft  ta¬ 
ken  lardy. 


felfe^  in  needlejfe  attending  for  Altofaxo,(^ 
fuel)  as  come  with  him.  For  it  hath  euer  bene 
knowne,  that  the  fur  elf  and  happieB  way  to 
fortunate  fuccejfcy  is  to  fiifle  delay  withjfee* 
dy  expedition  5  and fo  we  jhall finde  it^  if wee 
hauethepromdencetopurfueit:  Nor  neede 
wcywhoje  cor Age  and  conHancy  ftand  equals 
lykifing  each  other  ylifien  to  any  other  recre^ 
ant  war di  but  onely  hraue  and fpeedy  exptdi^ 
tton  .*  leB  the  day finning  now  fair ely for  'vs^ 
cloud  it felfe  m  our  lingering^  andfo  we  lofe 
our  gloriopts  expcBation*  Occafion  is  yet  of 
fered  'vs^  and  we  may  take  hold  on  his  happy 
fore^locke  5  for^  it  is  not  number^  but  Noole^ 
^neffe  of  rmnde  that gtues  honor  to  the  adf  ions 
yjfue.  A  handfuU  is  enow  for  a  heaped  mul- 
titudoy  and  while  hope  holds  them^  that  Al- 
lohxo  is  our  Load-Barre^  andwe  dare  doe 
nothing  till  he  (hme  out  with  'vs^  they  may  be 
deceiued  in  their  idle  fuppofitiony^  we  more 
then  maBers  of fogood  aduantage.Let  ther- 
fore  their  erroneous  conceity  lead'vs  the  way 
^to  true  difeipUneyfor  a fodaine  and  'vnexpcr 
Bedonfetyftrikes  terror  in  an  enemies  foule, 
and fo  Howes  him  bothwith  flight  and /laugh¬ 
ter.  Let  their  ouerweeningpride  <v/her  them^ 
fi4)d  take  we  hold  on  this  happy  and  beneficial 


'^ceUwhki^desye  to  vndedted'viBo- 
ry,  iftoith  dreadlejfe  harts  yen  fly  & f'^u^ 

No  fooner  bad  come  vntohis 

fpecches  period^buc  all  the  Captains  and 
Enfigncsconfcnccdto  him,  and  a  graue 
confultaciongrew  immediately,  for  belt 
proceeding  in  their  purpofe.  Hereupon, 
refedkioB  and  reft  was  generally  comma- 
ded^and  after  the  fecond  watch  ,  prcicnc 
repaire  vnto  their  Colours^  where  bciorc 
day-dawning  they  (hould  bee  aexjuainte 
with  other  inftru<Sions.Imaginc  hcere(as 

well  you  may)thateucrymindc  fate  mu- 

fing  with  ferious  conccite,  what  ifiuc  the 
intended  6ght  would  fort  vntoj  by  this 
time  the  Sun  was  let.  But  now  liften  to  a 
wonder,  and  truly  no  lelTe  in  mine  opini¬ 
on.  The  Dogges  which  the  French  had 
brought  to  field  with  themjquite  Icauing 
their  Campe,all  in  a  troopc  together  en¬ 
tred  Nouaray^vA  the  bwitzers  Centinel^,^ 
with  (uch  as  walked  the  round, or  kept  the 
Ccyrps  du  Guard 5  the  dogs  fawning  on  the 
one  after  anothcr,cuen  as  if  they  were  al» 
ready  become  their  Matters,  or  fhortly 
fhouldjlaidc  downc  their  cares,  wagged 
their  tailes  in  louing  manner ,  and  licked 
their  hands.  ^ 

But  the  Switzers,  not  intending  tohauc 
their  priuate  cogitations  difcouercd,cun^ 
ninglygaue  order,  that  in  cucric  part  of 
the  City,  now  at  one  place,  then  at  ano¬ 
ther,  Drums  (hould  ftill  be  beaten^  that  if 
any  fcouts  or  fpics  tooke  notice  of  chem^ 
they  ftiould  thccaficr  bee  perfwaded  of 
their  fodaine  comming  foorth ,  as  alfo  to 
continue  their  enemies  in  Armour  ftill  ^ 
they  hauingallthc  day  before  bin  fo  pre¬ 
pared,  and  on  horfcback.  Thus  they  (ha- 
ped  their  outward  dcffcignesjwhilc  theyr 
clbfcr  determinations  airod  at  other  ends, 
as  to  ftrcngihen  their  bodies  with  food  & 
reft^and  to  win  another  dales  refpit  more 
for  their  better  conteftation  in  trial  of  ho¬ 
nor.  And  let  me  tell  yee,  that  the  Lawes 
arcfoftridland  fcucrc  among  the  Swit¬ 
zers,  that  if  any  (hal  dare  ( in  publike  view 
of  the  Armie)  to  do  any  thing  cowardly, 
or  with  fearc,  (hamefull  &  vnfitting  men 

_ : _ ^^1.. /I-.*  _  • 
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of  valour^hc  is  immediately  flaine  by  his 
following  fellow,(o  that  the  greater  fcatc 
confounds  the  leffe,  and  begets  an  hono¬ 
rable  death,  in  ftcad  of  that  which  is  o- 
therwife  attended  oniwith  nothing  but 
infamy. 
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j  The  Armj'^  confiftingof  about  pooo. 
.footCjiTiade  choife  of  a  thoufand  Horffe 
^befide,  men  of  well  tryed  and  Yndaunted 
(Valour,  to  take  the  charge  of  eight  Faul- 
cons,  and  to  kcepc  with  Maximillian  and 
his  Horfle  fvvhich  indeede  were  but  iew^ 
yet  ot  the  cheefe  Nobility:)  while  the  reft 
did  throw  themfelues  into  two  battailcs^ 
and  filcntly,  without  beating  any  Drum, 
marched  towards  the  enemy  twofcucrall 
wayes. 

Now  TV/T;«/r,4being  reputed  for  a  wife 
and  well  experienced  CaptainCj  fufpcc- 
ted  nothing  lefl'c,  then  that  a  fewe  tyred 
foote,  and  alfo  before  'Altofaxo  came  5 
would  venture  outvponaflronger  pow¬ 
er,  or  hazard  any  the  Icaft  fortune  of  bat¬ 
taile.  But  vnderftanding  that  the  Ene¬ 
my  was  within  fight,  he  cals  vppe  Trimo- 
uiiie  the  other  Captaines ,  giuing  or¬ 
der  for  placing  the  Ordenance,  thefig- 
nals  for  fight  to  begiuen ,  and  what  hec 
knew  by  diicipline  or  experience,  to  wait 
vpon  the  need  of  danger. 

Stichwasthefhortnefleoftime,  and 
the  courage  of  the  foe  fo  mounted  for 
fight,  that  the  French  fcarfely  had  leifurc 
to  bridle  their  horres,&arm  their  heads: 
for  they  had  flood  moft  part  of  the  d  ay  & 
night  in  Armes,  expeding  ftil  what  fhold 
be  commanded,  and  at  laft  (though  very 
late)ncwescomming,  that  all  waswhift 
and  quiet  2tNouard^  had  got  into'thcyr 
Cabines  to  reft .  But  the  Light-horfle 
being  fooner  ready  then  they  looked  for^ 
yflueth  forth  in  time  conuenient,  making 
a  long  Wing  to  the  left  handwarde,  and 
met  the  thoufand  Switzers  as  they  were 
marching  on.  And  they ,  for  more  fafely 
fhunningthe  great  Ordenance  ,  which 
played  vpon  them  tempeftuoufly,  fetcht 
afinallcompas  about  towards  the  Riuer 
of  Mora^  with  intent  to  paffe  a  Bridge, & 
fo  fet  on  the  enemies  tciits  in  the  rere.So 
marching  in  a  broad  way  towards  the  Ri- 
ucr,they  were  hotly  rent  and  tome  with 
the  Ordenance, and  mightily  preffed  alfo 
with  the  light  horftc. 

But  then  Mottim^  whole  corage  could 
liot  be  quailed,  changed  his  former  refo- 
lution,and  entreated  Duke  Maximilltan^ 
(being  then  in  great  daungcr ,  by  reafon 
that  the  Epirotes  infiilred  round  about 
him)  to  leaue  the  fight,  and  rcturnc  to  the 
Citty  inftantly,  that  fo  the  warres  mayne 
head  might  be  kept,  which  lay  open  vnto 


the  tiranny  ofchanccs,and  there  to  await 
the  fuccelTe  of  expeded  vidory  .  Maxt- 
an  honourable  rcfufallj  for 
fuch  was  the  conftancy  of  his  courage,  as 
he  would  endure  all  common  accidents 
of  Fortune, rather  then  be  blurd  with  the 
leaft  difgrace. 

Heercupon, two vnder Captains,  and* 
two  Ancients  feized  his  horfe  by  the  bri¬ 
dle,  and  renting  the  Creft  from  off  his 
Helmet,  threw  an  olde  cloakc  about  him‘ 
to  hide  his  A  rmcs,'and  forcing  him(whc- 
therhe  woiiidor  no)  led  him  out  of  the 
field  with  a  troopc  ofHorfle,and  fo  con- 
duded  him  to  the  Citty,,  td  ftand  cleafe 
from  danger ,  while  ithey  cnduied  the 
brunt  ofthe  day.  Afterward ral- 
licrcd  his  fwayingbaticli;  which  (by  this 

time)  hadde  loft  three  of 'their  Faulcons  5 
then  retiring  the  woundedinco  the  midft 

of  the  battell,  and  beating  back  the  oner-  At  •  ® /» 

forward  Efirotes,  (lew  there  Akxto  Bofig-  ni?G  ®ctn 
a  noble  Grecian  Captaine,  and  fo  dc- 
feated  them  vtcctly*  ' 

^  Then  rLifhing  into  the  enemies  camp, 
where  the  drudges  and  ftragglcrs  beeiifg 
flainefand  die  (oldiers  of  that  ftation'^'f: 
ordered;  the  carriage  and  baggage  were 
furprized  .  But  fome  little while  before 
MottfnAh^d  thus  preu  ailed, another  com¬ 
pany, that  rooke  a  longer  iourny  through 
the  Cornc-fieldes,  then  growne  vp, and 
receyuing  little  harmc  by  the  Ordenance, 
had  made  a  frefh  charge  on  the  Enemies 
fide. 

The  French  forces  were  ordered  iiuo 
three  battallions  ,  T rimomlle  and  De  la\i^ 

March  hailing  the  leading  ofthe  winges,  n«r  the  Fr€ch 
^kwiTrivulu  the  middle  Regiment, 
maine  baitaylc  .  As  fbr  the.  Launch 
quenets  Battallion,  they  had  got  them- 
fclues  within  a  ditch,  andbetweene  the 
battailes  of  the  Horfle,  becaufe  their 
Trench,bcing  a  new  and  fomcvvhat  admi¬ 
rable  kindc  of  Workemanfhip,  deuifed 
by  Robert  de la  March ^  tohemme  them  in 
againft  the  chances  ofwarre :  vpon  fo  fo- 
daine  acommingofthc  enemy ,  couldc 
not  by  any  meanes  bee  fet  vp  and  pitclit . 

The  Switzers  bringing  their  Battailes  a- 
bouttowardsthc  right  hand,  and  vppon 
this  fquadron  of  the  Germaines  or  Alle~ 
maignes  ^  very  couragioufly  turned  to 
them  5  perceyuing  that  vidtory  would 
foonc  bee  wonne,  hailing  once  defeated 
the  cheefeft  force  of  the  Enemies  Armie. 
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Which  the  French  Captains  beholding, 
gaue  prefent  order  to  difehatge  theyr 
great  Ordcnanccvppon  them,  breaking 
The  Aimnant  j  throiish  the  rankes,  with  mighty  flaiigh- 
bIS1&  tct.theHotflcalfo  comminghotely  on  ' 
yccthei'oaidi-  them  on  the  left  fide.  The  Ammansot 
ersnoi  aiottc  ^  Were  flaine  in  this  confufi- 

a  cou  agt  'Qji^yyijicJinotbingdirmayedthcirfouldi- 
ers  courage,  nor  their  owne  vnauoy  dablc 
pcrill,and  wofull  hauockcof  theyr  Fcl- 
lowcs  about  them  j  but  chcatfully  anima¬ 
ting  themfelucs,  and  wheeling  round  iri- 
to  a  ring,  propelled  the  Horffe  very  vali¬ 
antly, and  ( as  before  they  had  concluded^ 
fuddenly  gettingoiier  the  ditch,(et  vpon 
thc^//ew4g»«couragioufly.  Now  be¬ 
gan  a  fierce  and  bloody  fight,no  noife  or 
words  fpoken  on  cither  fide ;  but  onely  a 
difmall  clalhingof  Weapons  and  armor, 
and  the  foftfighes  of  fuch  as  fclldownc 
dcad.giuing  their  lateft  adiew  vntoihe 
world. 

The  Allemaignes,  that  they  nught  rc- 
ueogc  ihc  flaughter  of  their  country-men 
the yeare  before  at  and  now  (by 

new  renowne)  redeeme  their  glorie  loft 
foSitcene  ycarcs  paft  TXBruderholtz,^  on 
th^confines  of  Eaftle^  fouglu  very  fierce¬ 
ly.  And  the  Svpitx.ersi\\dX  ihey.mightyet 
(one  day)  deftroy  their  oldc  and  peculiar 
enemies,  fcllowcsihat  hadrunne  out  of 
Germany  t  and  (in  reproach  to  the  Empe- 
rour)  ferued  the  Trench  Kings  were  not  a 
iotbehindethem,  cither  in  ftrength,  or 
feruency  of  courage. 
Now,whiletbe.S’75?/>;s^r,f  and  Aliemdgns 
foughr  thus  at  the  pufti  ofpikc ,  Newes 
came  to  Trivdu  2ind  T rlmomUe^ikxTX  the 
bagge  and  baggage  were  takensthofe  that 
were  appointed  for  keeping  the  campc  al- 
foflainc,bcfidc  tumult  and  flaughter  in 
eucry  place.  Which  report  fo  daunted 
the  Freeh,  th|t  a  great  part  of  their  horfe 
(eucry  man  being  careful  for  his  luggage) 
ran  (without  any  command)  to  ouercom 
itagaine. 

In  another  quarter  alfo,  &  at  the  fame 
inftant  almoft}the  third  company  or  bat- 
talHon  of  the  Switzers,  fliewd  thcmfelucs 
at  the  front  of  the  French,  which  Battalli- 
on  (while  the  French  haddc  (in  vaine)difi 
charged  their  Ordcnancc  into  a  Wood 
ftanding  before  them,  in  regard  that  the 
Switzers  (to  dccciuc  the  enemy)  had  po¬ 
ll  tikely  left  afew  of  the  drudges  amongft 
the  trees,  as  making  a  fhew  of  ambuflicd 
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armed  men)  had  clofcly  crept  along  by  a 
fide  way,  by  little  and  little  ftoopings 
downc,  and  trayling  their  Pikes  vpon  the 
ground  after  them. 

Now, fo  great  was  their  contempt  ot 
the  bullets  flying  about  them ,  and  the 
charge  fodrcadfull,  that  the  French  and 
Namrrine  (ooit  (their  Captaine  Beamont 
being  flaine)  two  bands  alfo  of  Geneway es 
and  Sduckns  defeated ,  and  theyr  Ordc- 
nance  taken,  and  turned  vpon  their  backs 
that  fled;  the  nowbecing  al- 

moft  quite  deftroyed,  their  Tents  taken, 
the  enemy  oucrihrowing  all,  and  largely 
Lords  of  the  field  ;bctvveenc  (harnc  and 
fcarc  turned  their  backes.  When  all  men 
were  thus  difmayed,  the  Captaincs  yet 
continued  fcarlefle  (confidcring  the  fear- 
fulncffc  of  their  prefent  eftatc)  and  went 
rallicring  the  diiordered  rankes,  and  tur¬ 
ning  themfeliics  vnto  thccrycsof  theyr 
Companions,  made  them  to  abide  and 
fight. 

The  vndcr  Officers  and  Ancients,  en¬ 
treated  them  for  to  exempt  all  fcarc,  the 
Lanccqucnets  bare  the  brunt  of  the  bat- 
tcll,  and  the  fight  began  to  be  repaired  in 
all  places.  But  the  horfmen,  nothing  mo- 
ued  with  their  Captaincs  encouraging 
words,  fhamcfully  fled.  For  the  Switzers 
although  their  Captaine  was 

flaine  by  a  piece  of  Ordenance ;  yet,  ha¬ 
iling  gotten  the  Campc,  fet  fiercely  and 
bloodily  on  the  left  fide  of  the  Horfle,  & 
likewife  on  the  right ,  and  then  on  theyr 
backes  came  a  greater  power  with  terri¬ 
ble  Pikes,  to  the  no  little  terror  of  the  dif- 
ordered  horfe. 

In  repairing  the  field,  there  perrifhed 
Montfalcony  Captaine  to  the  Duke  of  Al- 
company  of  horfe,  and  CorioUno 
Trivuluy^  young  Gentleman  of  Angular 
hope.  But,  xhc  AlIemdgnes\o(m^x\2\^Q 
their  men,  two  fc  nfigncs,and  their  Gene, 
rail  F/<?r4»^d’/verygrecuou  fly  hurt,  had 
fought  moftconftantly  a  long  while  to¬ 
gether  :  but  pcrcciuing  nowc  the  Horfle 
toforfakcthcm,ihefootc  in  eucry  quar¬ 
ter  to  bee  defeated,  and  the  great  Ordc¬ 
nancc  taken,  accounting  flight  to  be  very 
fhamcful!,yctvoide offecuritic ;  fet  the 
points  ofiheir  weapons vpright ,  accor¬ 
ding  to  their  vfuall  manner, and  yccldcd, 
fecking  mercy  ofthc  viftor  cnemy.In  this 
tempeft  of  affliftion  and  confufion,  Ro¬ 
bert  deU  Marche  of  Ciidm ,  fliottc 
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thorough  with  deadly  fonow,  beholding 
his  two  fonnes,  the  Lords  floranges  and 
Gcmefe)  engirt  by  the  enemy,  and  mecr- 
ly  in  defperate  daunger  oflife  :  with  a 
iroope  ofHorffe,  boldly  brake  into  the 
middeft  of  the  enemies  battell ,  'and  they 
lying  among  the  mangled  bodyes  halfc 
dead,  pittiiully  embrued  with  their  ownc 
blood  and  woundes ,  laying  them  oucr- 
thwart  the  ncckcs  of  two  Horffes ;  to 
hisnolittleprayfe,  both  for  manly  pro- 
wefle  and  fatherly  pitiie,  woorthily 
brought  them  thence ,  preferiting  theyr 
Hues  for  future  renowne  ^  and  in  a  farre 
more  fortunate  field. 

Thus  the  Switzers,  fighting  in  three 
fcuerall  Squadrons  or  Companies, with¬ 
in  the  compaflTc  of  an  hoiire  and  a  halfc , 
or  thereabout,  perfected  a  moft  memo¬ 
rable  famous  battayle ,  and  vvcightic 
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And  although  their  enemies  lay  flainc 
before  theyr  faces,  ftored  with  goodlie 
and  rich  Furniture,  which  was  able  to  al¬ 
lure  them:  yet  would  theymakenofey- 
fure  onthefpoylc,  but  kept  within  care 
of  their  CountreyDifeipHne,  which  per¬ 
mits  not  to  take  any  armed  man  prifoner 
in  the  battaile,  neither  to  follow  him  that 
flyetb,  -  ^ 

This  made  them  to  ftand  ftill  a  great 
jpartof  the  day  ,•  as  doubting  lead  the 
French,  prouoked  eyther  by  pollicic  in 
their  Captaincs/br  their  owncihame; 
fhould  recreate  backc  againe ,  and  take 
them  ac  aduantage  in  defpoyling  the 
dead.  But  this  fearc  was  much  more  dif- 
creetethen  needefull ,  becaufe  the  Ene¬ 
my  kept  on  Ihll  in  flight ,  and  Trwdu 
gallopping  too  and  fro,cbnfounded  with 
extremity  ofduft  and  hoarfenefle  in  cry¬ 
ing  to  them,  was  vtterly  vnable,  eyther 
by  foule  or  faire  p^rfwafions ,  or  the 
commanding  Authoritie  of  a  Generali , 
to  flay  thcEnfignes  or  the  HorfTe,  that 
throwing  away  their  Lances,  ftroiic  with 
greateft  cagerne(Ic,who  fhould  bee  fore- 
moft.  •  "  ; 

It  is  reported,  that  the  whole  troops 
of  French  Horffc  might  hauc  becncvc- 
terly  ouerthrowne  ai  d  fpoylcd  in  theyr 
flight,  ifDuke  Maximi/Iian  had  made  an 
oppofition  but  with  two  hundred  light 
Horde;  for  there  was  nota  French-man 
that  carried  a  Lance  beyonde  Sejithes  ^ 
fuch  was  their  hcatc  and  haft  to  be  eone. 


And  yet  within  aftiorcwhile  after,  Sd- 

uU  Corradino  Crihelly^  with 

certainc  light  Horde,  purfued  them  vnto 
theTowncof  Trecato  ;  *  but  the  Cbnta- 
-dincs  andPeazants,  flocking  amainc  out 
of  the  Fieldes  and  Hamicts  to  the  fpoile, 
made  a  moft  cruel!  flaughter  where  anie 
bootie  was  to  be  had,  at  hedges,  ditches, 
and  all  other  places,  that  hindered  the  ti¬ 
red  French  in  their  flight. 

The  fame  day  the  Switzers,  gathering 
together  the  flainc  bodyes  of  their  conn; 
trey  men,  carryed  them  on  their  flioul- 
ders  into  the  Cittic,to  giuc  them  thela- 
teft honour offinrialf.  Amongft them, 
were  flainc  a  thoufand  and  three  hunde- 
red,Teaiien  hundred  becing  tome  with 
the  great  pieces  of  Ordcnance ,  and  al- 
moft  as  many  were  wounded,  but  of  the 
French  were  flaine  eight  thoufand  of  alL 
degrees. 

Duke  not  a  little  ioyfuli 

of  fuch  fortunate  fuccefle^rumnioned  the 
SoLildiors  together,  and  icy  fo  confoun¬ 
ding  fpeech,  as  he  was  fcarfe  able  to  vtter 
aworde;  which  appeared  by  the  cearcs 
trickling  downe  his  chcckcs ,  gaue  them 
all  moft  hearty  thankes  5  and,  as  a  gift  of 
inftantbenefitcand.pleafurc,  alhhe  Vi- 
(ftiialles  then  taken,bcfide  the  Ordenance 
and  general!  fpoyle,  hee  frankely  beftow- 
cdvpponthcm  .  As  for  the  admirable 
Trench,  wherein  confifted  fuch  vndoub- 
ted  hope  of  Viftoric,  inuenced  by  a  war¬ 
like  witcc,  brought  oucr  the  Alpes  with 
much  labour,  and  great  charge :  that  be¬ 
ing  taken  from  the  enemy,  was-fet  vpin 
apubliquc  place,  fora  future  Monu¬ 
ment  of  that  vidoric  :  and  this  dcceyued 
the  moft,  that  they  holde  it 

vtterly  needleflc  to  ered  their  Trcnchc 
that  day,  which  lay  ftill  in  the  Waggons, 
bccaufe  fiiccefle  Teemed  thentq  trowne 
on  the  enemy.  '  ‘  ** 

'  Vppon  Confcrencehad  afterwardes 
with  Trimouille Bologm^  concerning  all 
ihefe  matters  i  he  did  not  friuoloufly  im- 
pute  the  fault  vnto  Tri<vulu^  for  not  en¬ 
camping  onhisowncgroundcs  ("as  Tri- 
fnouillehzA  perfwaded  him)  iii  regard  of 
fpoylingthcGrafle,  which  then  at  that 
time  was  ready  to  bee  movvne.  But  Tri- 
a  man  neuer  conquered  before, 
yet  difputing  on  fcuerall  cuents  hapning 
in  thebattailc,  threwethe  mainc  erroiir 
on  aduerfe  fate,  which  too  much  enuyed 
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his  worih  and  rcnowne.  And  hee  faidc 
very  trucly,  that  men,  made  more  then 
mad, by  cowardly  and  degenerate  fcare, 
in  the  cheefeft  heate  and  fury  of  fight  5 
arc  no  way  able  to  be  reftrained  or  orde¬ 
red,  by  the  beft  or  moftskilfull  Captaine 
thateuerliued. 


CHAP.  XIIII. 


of  the  force  of fudden  Chances  and  •vnex- 
feBed  Euents^for  the  dififation  as  ypell 
of  mans  fower^  as  of  his poUicy :  jind  of 
the  hamrds  and  doubtfulleuentsof  Bat- 
tailes^and  other  enterpriz^es  of  Warre. 
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Lthough  the  fuccefTe 
of  mens  affayrs  is  moft 
vncertainc,  variablcj 
fubiedto  infinit  chan¬ 
ces  and  hazards  5  yet  in 
nothing  fo  much  as  in 
matters  ^  wherein  mans  power  is  moft 
fecnCjto  within  matters  of warre^  whereof 
the  Clients  are  fo  doubtfull  and  dange¬ 
rous, that  (as/<^/;faideto  Epihsangndas) 
He  is  not  wife  that  doth  not  feare  them*  And 
therefore  it  is  reported  of  Phocion^^  moft 
excellent  Captaine  of  the  Athenians^  that 
although  hee  waschofen  fiuc  and  forty 
times  Generali  of  their  armies  5  yet  hee 
hinifelfe  did  eucr  perfwadc  the  to  peace, 
as  fearing  the  fiiccefle  of  warrc.And  Han- 
niballhviwm^  bene  for  i^yeares  vidori- 
ousm  Italy  ^  and  forced  at  the  length  to 
defend  his  owne  country, which  was  Car- 
thage(yihti^  Scipto  the  Romane  had  alrea¬ 
dy  ouerthrowne  two  great  armies  of  the 
Carthagenians,  and  was  ready  alfb  to  pre- 
fent  him  baitaile)hc  doubtea  fo  much  the 
client  thereof,  that  craning  conference 
with  Scipio^z  fought  to  perfwade  him  to 
peace,  reprefenting  vnto  him  the  hazard 
of  warrc,and  aduifing  him  to  confider  in 
the  prolperous  courfc  of  his  vidorics, 
not  onely  what  bad  hapned  to  other  men, 
but  alfo  what  might  enfiic  to  himfelfe,  & 
that  to  make  peace  was  in  his  own  hands^ 
but  if  he  came  once  to  the  battaile,the  vi¬ 
ctory  fliould  bee  in  the  hands  of  God, 
Andlaftly,  th^t  Nufquam  minus quam in 
be  Ho  euentus  rejpondent.  The  euents  of  things 


do  no  where  leffe  anjwer  the  expesiationof 


menphen  in  war  re* 

’X\\\x%{^2kzHdnniball^  who  may  alfo 
well  feme  for  an  example  of  his  owne  ad¬ 
monitions.  For  though  he  had  bin  ma¬ 
ny  y  cares  together, the  fcourge  of  the  Ko- 
^  manes ^  and  the  moft  famous  and  renow¬ 
ned  Captaine  then  liiiingjyea, and  was(as 
it  were)  growne  old  with  victories  in  for- 
reigne  Countries,  eucn  before  the  very 
gates  of  Rome ;  yet  was  hee  at  length  vt- 
tcrly  ouerthrowne  by  a  Romane^  a  young 
man,infcriour  to  him  in  reputation,  ex¬ 
perience,  and  forces,  in  that  battailc 
which  moft  imported  him,  and  wherein 
(by  the  iudgement  of  all  men)  he  imploy- 
cd  all  the  endcuour,military  arte  and  skil 
he  had,  or  which  could  bee  required  in  a 
moft  prudent  and  valiant  Captaine. 

This  change  and  decay  of  fortune  in 
war,  may  be  exemplified  in  many  others, 
as  famous  Captaines  as  euer  were  \  as  in 
the  worthy  ludas  Machabeus  5  Cyrus ^  king 
of  Perfia  5  Pyrrhus of  Epyrus  •  Mar- 

ceUusi  Pompeius  Magnus  1  Marcus  Antom- 
us^  Con^petitorof  AuguHus  Cafar*^  the 
Emperour  Conliantius  5  and  Heraclius^^ 
Beliz>arm  5  Edward  the  third ,  King  of 
England  5  our  famous  Countriman,  lohn 
Talbot^  the  ifirft  Earle  of  Shrewsbury^ 
whofenamc  is  yet  terrible  to  French:, 
the  great  Earle  of  Warwickein  the  time  of 
Edward  the  iomih-f harks  X>vkz  of  Bour- 
gongne ;  Nicholo  Pricimico  5  Lewes  the  1 2 . 
king  of  France;  and  now  laftly  (incur 
memo]7)thc  Emipziowi  Charles  thefift. 
All  which(with  many  other  whom  I  omit 
for  brcuitics  fake)  hauingby  many  nota¬ 
ble  viftorics  got  the  fame  and  renowne 
of  moft  famous  Captaines,  were  eyther 
atlaft:  difgracioufly  killed,  or  cKe 
uedfome  great  ouerthrowes,  or  had  (at 
leaft)  (bme  notorious  decay  of  their  for¬ 
mer  and  wonted  prolperous  (uccefte, 
Theconfidcration  heereof,  had  moo¬ 
ned  diuersmoft  valiant  Captaines,  toa- 
uoidc  the  aduenture  of  battaile  as  much 
as  might  be,  and  rather  feck  to  oucrcomc 
their  enemies  by  ftratageros,  pradifes 
and  delay es :  as  Sl^abius  Maximus^  who 
(by  fuch  meanes )  diftrefled  Hanmball* 
much  more  then  others  could  do  by  main 
battailcs.  And  therefore  Emm  the 
Poet  laide  of  him;  CwnSimdo  reltituit 
rms  He  repaired  the  State  of  the  Remanes 
hydelajes.  And  it  is  alfo  written  of  the 
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valiant  FydnciJcu^\Sforx^a  Duke  of 
laine^  that  he  would  nciier  ioyne  battailc 
with  an  enemy,  but  when  hce  could  not 
otherwife  choofe. 

And  Lewes  the  elcucnth,  K.  of  France 
(who  was  no  lefle  valourous  in  war,  then 
prudent  in  peace)  feared  nothing  more, 

Philip  deCommnestcR.\fict\\  then  the 
hazard  ofwarre  5  and  efpeciallyof  abat- 
taile ,  which  by  all  meancs  pofsible  hee 
fought  to  auoid.  Infomiich,  that  when  a- 
ny  cnemie  entered  France  •  hce  procured 
to  make  peace  or  truce  with  him,whatfo- 
euerit  cofthim  •  As  appeared  when 
the  fourth  King  of  England  was  ther 
with  a  ftrong  Armic^to  whom  he  gaue  a 
great  fumme  of  ready  money ,  and  gran¬ 
ted  to  pay  him  a  tribute  offiftie  thoufand 
Crownes  a  ycare,bcfidcsdiucrs  penfions 
to  his  Counccllors,  and  other  hard  con¬ 
ditions  ;  rather  then  hee  would  hazard  a 
battell  with  him,  knowing  the  cafualtie 
thereof,  and  that  as  Comminet^  faith,^/?^ 
hattai  lie  perdu  a  mauuatfe  queue*^  A  bate  aile 
loft  hath  an  ill  taile  or  conlequence*  For, it 
redoublcth  the  hope  and  courage  of  the 
Viclors  •  it  aftonifheth  and  difeourageth 
the  vanquiflicd;  it  (haketh  the  fidelity  of 
fubieifts,  it  miniftreth  matter  and  oppor¬ 
tunity  ot  confpiracie  to  malecontents,  of : 
reuolt  to  Townes,  and  of  alienation  to 
confederates^  who  commonly  (way  with 
the  goodTiicceflei  And  for  this  caufc,noc  ‘ 
onely  King  Lewes  elcucnth ,  but  alfo  ‘ 
otherwife  Princes haucvfed,when  an e- 
nemy  bath  bin  ready  to  enter  their  coun¬ 
tries  :  to  difinantlc  all  the  Townes  in  his 
way  that  were  not  tenable^  and  to  forti- 
fie  and  make  ftrong  the  reft,  retyring  thi¬ 
ther  all  the  Cattle  and  prouifion  of  the 
countrey,  and  deftroyingal!  the  Come 
vppon  the  ground,  thereby  to  confumc 
him  with  Famine,  long  fledges ,  and  all 
kindes  of  delay es  whatfoeucr  ,  rather 
then  (eek  to  ouerthrow  it  by  a  maine  bat- 
tail.  This  was  very  prudently  pradifed  by 
Francesi\\z^t9i^  King  of  France^  atfuch 
time  as  the  Emperor  Charles  determined 
to  enter  into  with  a  great  and 

puiflTant  army:  infomuch,  that  when  K. 
Frances  ,  that  the  people  of 

the  Countrey  refifted  the  deftru£lionof 
theyr  Come,  and  other  commodities]  5 
he  ftraight  wayfenthisarmle  to  deftroy 
it .  Whereby  the  Emperour  finding 
all  Townes  fortified^  and  no  prouifion  a- 


broad  was  left  them , .  were  forced  (after 
hee  had  befiedged  Marfeilles  fomc  cer- 
taine  moneths)  to  retire  himfclfe  for  lack 
ofviftuals. 

^Ahd  this  I  haue  thought  good  to  fig« 
nifie  by  the  way,  for  that  Philip  de  Corn- 
mines,  and  Martin  du  Bellay  (bocli  of  them 
notable  Hiftoriographers,  and  Counccl- 
lers,  the  firft  to  Leu^es  i  r .  and  the  other 
to  Frances i\\Q,  firft)(jo  greatly approue  this 
manner  of  proceeding  inthefe  Princesj 
and  propofe  it  for  a  rule  of  ftate  to  al.fucb 
Kings  &Princes,as,  becing  in  pofefsion 
their  Kingdomes  and  States ,  arc  inua- 
ded  by  Forreiners  5  though  for  thofe  that^ 
inuadeand  feeketo  conquer,  Phillip  de\ 
Commines^  thinketh  it  mecte  and  conue- 
nient  to  (eckc  battaile ,  to  make  fhort 
worke3byreafonofthe  difficulty  to  bee 
fiiccoured,  and  of  the  infinite  dangers  & 
inconueniences,  which  happe  by  delay  es 
to  an  armie  of  ftrangers  in  forraine  coun- 
treyes.  Bcfidcs,  hce  that  inuadeih  and 
(ecKeth  to  conquer,  commonly  aducntii- 
rethno  morebuc  his  Trefent  armie,  and 
that  in  hope  to  gaine  a  Crowne where¬ 
as  the  Prince  in  pofTcfsion,  aduentureth 
his  whole  ftate  againft  nothing,  and  a 
ftate  is  loft  (many  times)  with  the  lofle  of 
abattaile  athome,ifthc  vidory  bee  well 
followed. 

Biitnowe  Ictvsreturnc  to  (peakeof 
fodaine  Chances,  and  to  touch  fbme 
particularities,  thereby  to  (hew  very  ma- 
nifeftly  and  euidcntly,  the  vveakenefle  of 
mans  wit  and  power,  and  thecafualty  of 
warlike  attempts. 

Lcrvsfirll  and  formoft  confider,  by 
ho  we  many  accidents  the  migh  tieft  ar¬ 
mies  are  many  times  quite  difperfed  and 
difsipated,  and  the  greateft  enterprizes 
ouerthrowne ;  as  fometimes  it  fallcth  out 
by  the  death  of  (bmc  one  man,  fome¬ 
times  by  the  dilTention  of  Leaders  and 
Captaines  amongft  thcmlclues .  (bme- 
times  by  the  mutiny  offouldicrs ,  fome¬ 
times  by  meancs  ofaTempeft  or  vnfea- 
fonable  weather  5  fometimes  agayne  by 
plagues,  or  other  difeafes  in  ihc  Campe, 
and  fometimes  againe  (as  Guicchiardine 
noteth  in  his  fccond  Bookc^  by  a  com- 
mandement  eythcr  not  well  vnderftood, 
or  ill  executed;  by  a  little  temeritie  or 
diforder,  which  may  chaunce  to  happen 
tw  fome  vainewordeor  fpceeb,  euenof 
themeaneft  Souldiour .  And  laftof  all 
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(faith  hec)by  infinite  chances  which  hap- 
pen  at  vnawaresj  vnpofliblc  to  bccforc- 
fecne  and  preuented^by  the  wit-or  coun¬ 
fell  of  any  Captaine, 

Heercto  I  alfo  addc  out  of  ConimnA^ 

that  be  the  counfcll  neuerfo  well  ta¬ 
ken  3  and  the  plot  neucrlb  well  lay cd :  yet 
it  is  neuer  or  fcldomc  executed  in  the 
fielde,  as  it  is  ordayned  in  the  Chamber^ 
And  that  fometimes ,  by  the  leaft  moti¬ 
ons  or  occafions  that  may  bee,  the  vi<[^o- 
rie  is  wonne  or  loft :  Which  (faith  hce) 
is  a  great  MyHery^  whereby  Kingdomes  and 
States  d&  rife  or  fall .  And  heercuppon , 
the  felfcHfame  Authour  groundeth  two 
Conclufions,  no  leffe  pioufly  then  wife¬ 
ly,  The  one,that  no  humane  wit  is  able 

(ofit  felfe)  fufficicncly  to  gouerne  an  Ar¬ 
my  of  men;  and  the  other,  that  God  re- 
ferueth  to  himfclfe  the  fuccefte  of  battels 
and  difpofeth  of  his  vidory  at  his  wil  and 
pleafiirc. 

This  will  be  made  clcare  by  examples^ 
by  the  which,  I  will  firft  of  ail  fhewe  the 
force  of  fodaine  chances  in  battailc,  and 
other  enterprizes  of  W arre «  And  after 
that  all  viftoric  proceedeth  from  the  pro- 
uidence  and  hand  of  God ,  and  not  from 
the  power  and  pollicicofmortall  man  , 
As  concerning  the  firft,  we  fee  many  and 
fundry  times,  that  great  defignements 
arc  broken,  and  potent  armies  diffolued 
by  accidents,  without  any  force  or  ftrokc 
of  the  Encmic.  When  Lewes  the  Empe- 
rour  (called  Lewes  of  Bauaria)  was  in  Ita* 
ly^  with  a  great  and  puiffant  armic ,  and 
readie  tobefiege  Florence the  con¬ 
fidence  he  had  in  the  valor  and  afliftance 
oiCaBrucciooiPifay  whom  the  Floren¬ 
tines  feared  more  then  any  manliuing5  it 
chanced  that  thefayde  CaBruccio  dyed : 
whcccuppon,  the  Emperor  broke  his  dc- 
fignement,  and  returned  into  Germanic 
with  his  army. 

Alfo,  in  the  time  of  lire  great  Schifmc 
which  was  holdcn  betwixt  Vrhane ,  the 
fixte  pope  of  that  name,  and  Clement  the 
falfe  Pope,  who  was  called  Clement  the 
feiicnth,  and  lined  in  Auignion  5  Le^'ves 
Duke  oiAniou,  Vncklc  vnto  Charles  the 
fixr,Kingofm/^c^,  went  into  7^4^  with 
an  huge  armic,  wherein  hce  hadde  abouc 
thirtiethoiifand  Horde,  partly  to  deli- 
uer  loancy  Quecne  of  Naples  ^  (  who 
was  befiedged  by  Charles  Ouraz^^oo  ^ 
Nephew  vntoZ^w^jKingof  Hmgarta) 


and  partly  to  depofe  Pope  Mane^  infa- 
uour  oi Clement .  W  hen  he  had  alrea^ 
dy  entered  into  Italy y  and  began  to  make 
wMrrc  in  the  Territorie  of  Bologna  ( which 
belonged  to  the  Church)  and  was  likely 
in  al  mens  opinion(by  reafbn  of  his  great 
forces)  to  obtaine  his  defirc  in  all  he  pre¬ 
tended  5  he  fodainly  fell  ficke  and  dyed  5 
whcrcuppon,  all  that  mightic  and  iniiin- 
cible  army,difpcrfed  and  diflblued  it  felfj 
and  cucry  man  returned  from  whence  he 
came. 

The  like  hath  chanced  diuers  times,  by 
fome  great  plague  and  mortalitic  in 
armes,  as  in  that  of  the  Chriftians,which 
beganne  in  rhmis  in  Ajfrica,  vnder  the 
condud  and  commaimd  of  Leva)es,  the 
ninth,  King  of  France;  which  armic  was 
fo  mollcftcd  with  peftilence,  that  it  was 
forced  for  to  rife  from  the  fiedge  at  fuch 
time,  cuen  when  the  Townc  was  brought 
to  extremitie,  and  muft  needs  haue  ren- 
dred  it  felfe  within  few  daies. 

Furthermore, fuch  is  the  force  of  fo¬ 
daine  fcares  which  fall  vpon  men ,  fome¬ 
times  by  meere  chance,  without  anie  iuft 
caufe,  that  the  greateft  armies  arc  vtterly 
ouerthrowne  thereby .  And  no  maruel 
feeing  no  man  is  fo  valiant,  but  that  hee 
may  bee  feized  and  tranfported  with  a  fo¬ 
daine  fcarc.  And  therefore  the  Lacede¬ 
monians,  before  they  went  forth  to  fight, 
were  woont  to  facrificc  to  the  Mufes ,  to 
obtaine  their  afliftance,  againft  the  fierce 
and  furious  aflaults  of  fodaine  paifions « 
Which  taking  reafon  many  times  at  vna- 
warcs,  and  (as  it  were)  at  an  aduantage, 
doe  fo  opprefleit ,  that  theybcrcauca 
man  of  all  iudgement  and  difeourfc  for  a 
time,  and  no  pafsion  more  then  fcarc. 
Whereof  I  my  felfe  faw  a  notable  expe¬ 
rience,  in  a  moft  valiant  Spanifli  Cap- 
taine  in  France ,  which  happened  in  the 
time  of  a  League,  who  going  out  of  his 
Garrifon,  with  ccrtaineTroopesvppoo 
an  occafion,  and  meeting  with  the  Ene¬ 
my  by  chance,  where  hee  leaft  fufpedied, 
tooke  fuch  a  fright  thereat,  that  he  ranne 
home  with  might  and  mainc,and  tolde 
vs  ('for  I  was  thcr  at  the  fame  inftat  time ) 
that  all  the  Souldicrs  were  ciit  in  pceces, 
and  that  hce  himfelfc  cfcaped  very  hard¬ 
ly  .  Neucrtheleflc ,  within  fiue  or  fixe 
houres  after,  they  all  returned  home  fafe, 
and  not  lb  much  as  any  one  man  hurt, 
though  they  camefeattering  one  after 
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another 5  for  they  all  fleddc  as  well  as  he, 

:  and  the  rather  by  his  example .  W  hich 
would  haue  vttcrly  difgraced  him^if  in  ve¬ 
ry  many  occafions  (before)  hechad  not 
got  the  reputation  of  one  of  the  moft  va¬ 
liant  men  of  his  Nation,  in  which  relped 
it  was  rather  wondered  at  in  him  5  then 
blamed. 

But  to  fhevve  the  like  elTed  of  Ibdaine 
fearc  in  whole  Armies,  vpon  diners  acci- 
I  dents .  When  Arnulfhds  the  Emperor 
befiedged it  chanced,  that  a  Hare, 
(being  ftarted  by  fomc  of  the  Camp)  ran 
I  towardes  the  CitiCjand  rhat  a  great  num¬ 
ber  of  the  fouldiers  purfued  her  with  very 
great  rowt  and  cryes,  which  the  Romains 
feeing  from  the  T owne,  and  conccyuing 
that  the  enemy  meant  to  giuefome  furi¬ 
ous  and  violent  aflault  thereto,  were  fur- 
prized  with  fuch  a  fearc,  that  they  aban¬ 
doned  the  wals  and  Rampiers,  and  the  c- 
ncmic  efpying,  and  taking  the  opportu¬ 
nity  thereof^ fcaled  the  wallcs^and  tookc 
theTownc. 

Alfo,  when  Sigiftnond^  King  of Hmga- 
ridy  (who  was  afterward  Emperour)  gauc 
battell  to  an  Army  of  the  T  urkes,neerc  to 
Nicopolis^  and  was  affifted  with  exceeding 
great  numbers  of  the  French,  andofdi- 
uers  other  Nations ,  the  French  Horffc 
beinginthevantgard  j  and  feeing  them- 
fclucs  (after  a  while)  hardly  oppreft,  a- 
lightcd  from  their  Horffes  to  fight  on 
foote.  But  their  Horffes  bceing  loofe, 
ranne  all  backe  toward  the  campe,  which 
the  Hungarians  and  others  that  were  in 
thcrereperceiuing,  and  imagining  that 
theHorffe-mcn  wereflainc;  tookefuch 
a  fright  therewith^  that  they  ranne  away, 
whereby  the  Turkes  got  a  notable  Vido- 
rie,  with  great  flaughter  of  the  chriftians, 
efpecially  of  the  French^  who  wer  almoft 
all  flaine. 

A!foacP/<?/^;»^^m.^gypt,  which  the 
Chriftians  befieged  two  yearcs  together/ 
the  SoIdanc,who  came  with  an  armic  to 
fuccouriCj  gauc  them  an  oiierthroweby 
the  like  chance  5  of  a  Horfe.which  beeing 
let  loofe,  ranne  backe  to  the  Campe.  For 
whereas  diuers  fouldiers  called  one  vnto 
another  to  ftay  him,  many  ranne  out  of 
their  rankes  (to  take  him) with  fuch  difor- 
dcr,  that  they  feemed  to  thofc  that  were 
bchinde,and  fome-whatfarreoff,  to  run 
away;  whcrciippon,  a  great  pare  of  the 
Chriflian  Army  began  to  flye .  And  this , 


happened  at  filch  a  time,  as  the  Soldanc 
with  his  Soldicrs(bcing  put  to  thc’worfe) 
•were  running  out  of  the  field :  who  feeing 
the  Chriftians  flye,  called  backe  his  mciiy 
charged  them  afrcfti,  and  got  the  Vido 
rie. 

Charles  Duke  of  Beurgogne^  bt Hedging 
Graufort^  vndcrftanding  that  the  Swit¬ 
zers  came  to  fiiccoiir  it,  went  to  niecte 
them,  to  giue  them  battailc'.The  Souldi- 
ers  of  the  vantgard,as  they  wer  marching, 
meaning  for  to  take  a  better  way ,  retired 
a  little  backe .  The  rereward  feeing  the 
fame,  imagined  that  they  fled,  and  began 
themfelues  to  fiyc,  w’hcreupon  the  reft  al| 
fo  did  the  like  *;  and  (inconcliifion)  the 
Duke  and  all  ran  away,  abandoning  their 
artillery  and  Campe,  to  the  fpoile  of  the 
Switzcrsjwho'wcrc  exceedingly  enriched 
thereby,  and  yet  flew  only  but  feuen  men, 
-  for  all  the  reft  failed  themfelues  by  flight . 
Thus  much  concerning  fodainc  fcarcs  , 
wherdo  I  will  addc  a  few  mor^.cxamples 
ofothcr  accidents.  ‘  ’  .  /l 

Gtldofiowcmoi  of  Africke^  vndcr  the 
Empcroiirs  Arcadu^  and  Nenorms^xchd- 
led  again  ft  the  Empire,'and  his  own  bro¬ 
ther  ^<^^z>/7/was  imployed  againft  him 
forGencrall,  who  had  not  (in  a  ccrtainc 
dccafion)  aboue  5000.  mcii  to  fight  with 
70000.  And  the  armies  being  fp  nere  to- 
'  gether,  that  they  were  ready  to  Charge 
one  another,  Mdfceull  beganne  to  make 
•  itioCicms  of  peace;  &  receiuing  fomc  hard 
and  croffe  language  of  one  that  bare  an 
Enfigne,ftroke  him  vppon  the  fame  arme 
thathcldeic,  wherewith  the  Enfignefell, 
and  diuers  others  that  followed, feeing  ft, 
and  concciuing  that  he  which  bare  it  had 
yceldcd  it,  went  in  great  haft, and  yeeldcd 
themfelues.  VVhercuppon,  Gildo 
away  with  a  great  part  of  the  armic,  and 
the  reft  furrendred  themfelues  to  Mafce^ 
ull. 

Alfb  in  the  battell  of  CirhnoU.  in  the 

o 

Kingdomc  of  Nagles^  betwixt  the  Spani- 
ardesand  the  French!  a  wordc  fpoken  by 
the  Count  of  Nemount^  ( who  was  then 
Generali  of  the  French)  beeing  mifeon- 
ftnied  by  his  Souldiers,  was  a  very  great 
caufc  of  their  oiicrthrow.  For,  the  battell 
being  already  begunne ,  and  the  Count 
finding  withall,  that  he  could  not  paffca 
ccrtainc  Ditch(oucr  which  he  bad  thoght 
to  haue  leddc  fomc  part  of  his  Armie,  to 
charge  the  Spaniardes  on  the  other  fide, 
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crycd  vnto  the  Souldiers  that  followed 

him,  Backe^  hackc  5  meaning  to  lead  them 
another  way.  But  they  not  knowing  the 
caufc,  vndcrftood  that  he  bad  them  flyc, 
which  they  all  began  to  doc  :  and  others 
(feeing  the  fame)  followd  their  example. 
It  chanced  alfo  at  the  fame  time,  that  the 
Count  was  flaine  5  whereupon  the  whole 
Army  of  the  French  ranne  away,  and 
leftethefieldc  andvi£torieto  the  Spani¬ 
ards. 

Againc,  whofocuerhathreade  any 
thing  of  the  ancient  warres,  or  hath  any 
experience  in  thefe  our  times  5  cannot  be 
ignorant,  what  confnfion  may  bee  bred 
in  a  battaile,  by  a  little  dilbrder  growing 
vppon  fomc  fodaine  accidcntj  whereby 
Armies  (many  times)  are  caufes  of  theyr 
owne  ouerthrow.  As  it  chanced  to  Han- 
nibaHin  his  laft  battailc  with  Scifio^  wher- 
in  his  owne  Elephants  turning  backc  vp¬ 
pon  his  Horffe-mcn,  fo  brake  &  difordc- 
red  them,  that  the  Romans  taking  aduan- 
tage  thereof,  did  cafily  put  them  all  vnto 
flight. 

The  like  to  this,  hath  happened  fomc- 
timesinthis  outage,  and  namely,  a  few 
yeares  paft  in  France,  in  the  y care  of  our 
Lord,  15^0.  in  the  battailc  of  ^ury^  bc- 
twcenc  the  King  of  France,  Henne  the 
fourth,  and  the  Duke  de  Mayne^^en  Ge¬ 
nerali  for  the  League  •  In  which  Bat- 
tailc^  the  Horflemcn  of  the  League,  fly¬ 
ing  backc  vpon  their  owne  footer  brake 
them  in  fuch  fort ,  that  theyr  Encmie 
entring  withall  cafily  defeated  them. 

Laftly,  tofhcweuidcntly  the  force  of 
chance  in  warre,  is  there  any  thing  more 
vnccrtainc  or  vneonftant  then  winde  and 
weather  ?  And  yet  ncucrthclcffejthcreup- 
on  (many  times)  dependeth  the  fuccefle 
ofbattailes,  and  other  warlike  attempts  j 
efpecially  by  fea,  where  the  winde  &  wea¬ 
ther  do  predominate, and  check  al  the  po¬ 
wer  of  men .  For,  who  is  ignorant,  that 
be  the  Nauicncucrfo  potent,  it  can  ncy- 
thergoe  out  of  the  harbour,  nor  arriuc 
where  it  fliould  to  encounter  the  encmie, 
if  winde  and  weather  be  not  fauourablc  ? 
Which  is  alfo  as  ncccffary  and  importat 
for  obtaining  vidory  in  a  conflid  by  fca , 
wherein,  the  firftaduantage  that  an  ex¬ 
pert  Sca-manfcckcth  to  get  of  his  Enc- 
mic,  is  to  winne  the  winde  of  him :  which 
winde  alfo  changing  (fometimes)  during 
the  Conflift,  doth  giueboth  the  aduan- 
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tage  and  vi(Sory  to  the  enemy  •  As  it 
fell  out  in  the  Battailc  of  Lepanto ,  which 
happened  betwccnc  the  Chriftians  and 
the  Turkes,  wherein  the  Winde  becing 
firft  fauourablc  vnto  the  Turkes ,  fodain- 
ly  changed,  and  drauc  all  the  fmoakc  of 
the  Artillerieand  ImalKhoc  vpon  them, 
whereby  they  were  fo  blinded,  that 
they  were  very  cafily  and  Ipeedily  oucr- 
thrownc. 

And  thus  it  chanceth  in  like  manner 
in  battailcs  vppon  Land  ;  and  therefore 
wife  Captainesfeeke  not  onclyto  hauc 
thcSiinnc,  but  alfo  the  winde  on  theyr 
backes:  for,  it  often  fallech  out,  that  a 
ftormc  of  Haile  or  Raine  in  the  face  of 
an  enemy,  ora  violent  winde,  driuing  ci¬ 
ther  the  duft,  or  the  fmoakc  of  fhot  and 
Artillcrie  vpon  it,  giucth  the)  vidory  to 
the  enemie.  As  in  the  famous  battailc 
at  Cmnas^  when  HanniyallowexxSMON  the 
Romaines^  and  flew  foure  choufand  footc, 
and  feuen  and  twenty  hundred  horfe,and 
tooke  three  thoufand  and  three  hundred 
prifoners.  He  had  the  winde  in  his  fauor, 
which  being  in  his  backc ,  and  withall  fo 
violent,  that  it  drauc  the  duft  into  the  Ro» 
matnes  eyes,  and  did  greatly  facilitate  his 
vidory. 

The  like,  or  rather  a  farrcgrcacervi- 
^^Pli%otScJpiojiJtaticfu  againft  Antio- 
rA^,Kingot  Syru^  whom  heeput  vnto 
flight,  and  flew  flue  thoufand  footc,  and 
foure  thoufand  horfe,  with  the  Ioffe  only 
of  three  hundred  forty  nine  men ,  by  the 
helpc  of  a  foggy  mift^  and  a  ftiowrc  of 
raine.  For  the  mift  was  fo  tbicke,  that  the 
huge  Army  of  Antiochus  could  not  one 
part  of  it  fee  another:  whereas  it  wrought 
no  fuch  effedJ:  in  the  fmall  Army  of  the 
Romaines*  And  againe,  the  raine  fo  weak- 
ned  the  Bowes  and  Slinges  of  Antiochu^ 
his  Souldiers,  that  they  ferued  to  little  or 
nopurpofe :  whereas  the  Romaines  vfing 
oncly  Swordes  and  Darts,  rcccyued  no 
damage  thereby  *  And  to  come  ncercr 
toourtimcjwcc  lezAethTXAdolphtis  the 
Emperour  was  flaine,  and  his  whole  ar- 
mic  cleanc  ouerthrowne  and  vanquifoed 
hy  Alberts reafon  that  the  Sun  was 

in  their  faces. 

AI(o ,  amongA  (bme  other  caufes  of 
the  loAc  of  the  great  Battailc  of  chU- 
radadda^  betwccnc  the  Venetians,  and 

the  French, 6/^/Vr/?/4r^///?^ob(eructh,  that 

a  certain  fho  wre  of  raine  5  which  fel  eucn 
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as  they  were  fightingjinade  the  ground  fo 
flippery  vpon  a  fudaen,  that  the  footc  of 
the  f^enetians  could  not  hold  their  foo¬ 
ting,  to  defend  themfclucs  againft  the 
French  Horfc .  .  By  which  meancs  they 
were  eafily  brokenj  and  the  greater  part 
ofthcmflainc. 

Thus  then  we  fee,  how  great  a  fway 
chance  beareth  inbattailesand  enterpri- 
zes  of  warre^and  conicquently,  how  little 
confidence  is  to  bee  repofed  in  the  witte, 
pollicy,  power,  and  endeuour  of  men,  for 
the  good  fucccffc  thereof.  V V hich  de- 
pendeih  vpon  infinit  accidents,  chancing 
fo  diuerfly  (according  to  the  difference 
of  pcrfonsjtimcsjplaces,  and  circumftan- 
ccs)  thatneyther  thewifedonaeof  any 
G  cnerall  caa  forefee  them ,  nor  any  dili¬ 
gence, dexterity,  or  induftry  of  Souldiers 
preuent  them,though  al  fhould  concurre 
in  the  higheft  degree.  For  be  the  Soldiers 
neuer  fo  obpdient,dexterious,&  diligent^ 
andthcCaptainc  neuer  fo  wile  and  vali¬ 
ant;  yet  what  alTurance  is  there  of  good 
( fucceue,  when  a  fudden  danger  fhall  fo 
difmay  both  Captainc  and  Soldiers,  that 
neyther  the  one  iBall  know  what  to  com- 
mand,nor  the  other  how  to  obey ;  when 
an  erronious  conceitc  of  fomc  few,  or 
bad  example  of  fomc  one,  or  a  word  mi- 
ftakenjorablaftofwinde, ora  fhewerof 
raine,  and  innumerable  other  accidents, 
not  poflible  to  be  fore-fecnc  or  remedied, 
ftiall  giue  the  viftory  to  the  weaker,  yea, 
to  thole  that  arc  (in  a  manner  )  vanqui- 
Ihed  before  f  Therefore  I  will  thus  con¬ 
clude  this  Chapter,  that  thefuccefle  of 
Battailes,and  all  warlike  attempts,  depw- 
deth  wholly  on  the  will  and  fecrct  indge- 
ments  of  God. 


CHAP.XV. 


How  our  Ancients  and  reuerend  Predecef- 
forSy  punifhed  fuch  in  former  times  ^  as 
durfidoany  difbonour  to  their  MiPtref 
fes. 


IVVas  the  more  willing  to  infert  this 
Chapter,  to  the  ende  that  the  youth  of 
our  times  may  know  and  vnderftarid^ 
in  what  veneration  and  rcgard,our  Anci! 
ents  held  the  honour  of  Ladyes,  Gentle, 


women,  and  Miftrefles,  and  not  without  j 
very  great  reafon .  For  it  is  a  notorious 
treafon,  &  high  point  of  dillionefty,that 
he  who  abidcdi  as  a  feruant  in  a  hoiife, 
Ihould  entermcddle  in  fecking  to  pur- 
chafe  the  loucof  his  Miftrelfe :  nay, and 
that  which  is  worfe,  to  obtainc  the  chec- 
feft  point  of  al.In  the  compalfing  or  con- 
triuing whereof,  hcmakeihihc  husband 
infamous,  doth  iniurictothc  wife,  fcan- 
dalizech  neighbourhood,and  oucrihrow- 
eth  himfelfe. 

Plutarch  jin  his  Booke  of  Mariage  wri- 
teth,that  the  LicaonianshdiA  a  law,  that 
any  ftiangers  were  found  to  conferre  in 
fccret  with  the  Miftrelfe  of  their  lodging, 
they  had  their  tongues  cut  out  of  their 
mouihes ;  and  if  they  prefumed  any  fur- 
thcrjthcn  it  was  the  lolfe  of  their  liucs./«- 
liusCafarczuCcd  one  of  his  Captaines  to 
be  beheaded,  becaufc  he  had  dilhonored 
the  Miftrelfe  of  the  houfe  where  hee  was 
lodged :  without  attending  any  cxcufe  he 
could  or  fhould  make,  and  without  any 
complaint  vrged  by  the  husband. 

The  Emperour  Aurelim^  ftandingon 
a  day  at  his  window  in  bis  Pallace,  &  be¬ 
holding  a  young  man,  who  drew  his  Mi- 
ftrelfc  Ibftly  by  the  fleeue  of  her  gowne ; 
had  them  both  brought  before  him  im¬ 
mediately,  and  although  theyoung  man 
and  his  Miftrelfe  both  depofed,  that  it 
was  onely  done  in  ieft;yec  Aurelias  com¬ 
manded  (neuerthelclfe)  the  fame  hand  to 
bcfmittenoff. 

Macrobius  writeth  in  his  SaturnaUs, 
that  fuch  perfons  were  reputed  infamous 
among  the  Romanes,  as  fhould  giue  any 
commendations  of  the  Miftrelfe  of  a  Fa¬ 
mily, eyther  in  regard  of  her  beauty,  mo- 
deft  behauiour,or  any  other  fccmcly  qua¬ 
lity. For  fuch  praifes  they  reputed, to  giue 
cuident  notice  of  more  priuate.  know¬ 
ledge,  and  fuch  knowledge  vrged  fpeech, 
and  fpccch  being  the  difclofcr  of  the  hart, 
would  afterward  grow  to  the  fhamefiill 
a£tc.  In  the  like  nranner  Aulus  Gellim  re- 
cordeth,  that  the  fame  punilhment  was 
inflicted  on  him  that  difhonored  his  Mi- 
ftrcffcjas  to  him  that  corrupted  a  veftall 
virgin:  which  penalty  was,  to  hauc  his 
body  cut  in  fourc  parts^or  clfe  to  bee  flo- 
ned  CO  death  aliue. 
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CHAP.XVI. 


Concerning  diuers  kmdes  of  Salutation)^  'V- 
fed  among  our  Ancients  ^  when  they  met 
together. 
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ans. 
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The  Homans. 
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H  E  maner  that  our  Elders 
obferiicd  in  their  Salutati¬ 
ons  one  to  another,  was  ve¬ 
ry  diners,  and  each  one  ac¬ 
cording  to  their  Countries 


V  A  V  • 

The  idum^ans  at  their  meetings, vfed 
to  fpcakethefe  words:  The  Lord  bee  with 
yen. 

The  true  Hebrues^  fainting  each  other, 
faid  i  Godfaueyou  my  Brother. 

The  Philofophers  were  wont  to  fay  5 
Goein  agoodhoure. 

The  Thebanes  faid  ^  Godgineyou  health. 

The  Romanes  as  if  they 

would  fay  5  God  fend  or  giue  yon  good  for¬ 
tune.  . 

The  SklUians  faid ;  God  keejjeyou. 

The  Carthagenians  did  not  vfe  any  fa- 
lutations  by  fpccches  at  their  meetings, 
but  as  afigne  of  lone  and  friendlincs,they 
would  kiife  their  right  hands  each  toge¬ 
ther, and  then  kiife  one  another. 

The  Moores  like  wife  at  their  meetings, 
would  kiflethe  right  flioulder  of  one  a- 
nother ;  and  when  they  tooke  leauc  for 
their  departing j  then  they  would  kis  each 
others  knee. 

In  Italy  faty  haue  three  (cucrall  kindes 
of  falutations  fora  whole  day .  In  the 
morning  they  fay,  Dio  *vi  dia  tl bnonogior- 
no  5  God  giue  you  a  goodmorrow  .*  At  mid- 
noon, <vi  dia falutO'^  God  giue  you  health. 
And  at  CLiening  they  {z-^^Buona  fera^  Good 
eeuen.  They  fay  alfo  many  times.  Mi  rac- 
.  commando commend  me  toyee.  And  after 
two  or  three  houres  of  night  is  paft,  then 
they  fay,  Dio  ui  dia  la  buona  nottei^  God  giue 
you  thegoodnejje  of  the  night .  Sometime 
alfo  they  are  acciiftomed  to  fay,  iddio^i 
contentijGod  content  ye. 

In  the  kingdome  of  Falentia  in  Sfaine^ 
when  men  meete  together,  they  falutc 
each  other  in  this  manner  ^  Gentle  sir on 
are  Wellcome.  And  at  the  departing, the 
one  {Aihfiodremaine  with  yon :  and  the  o- 


thcr  reply  eth,6’^?^  in  a  good  houre . 

In  Cathalognia,  fuch  perfbns  as  chance 
to  meete  together,  falutc  one  another 
thus  •  Don  are  very  well arrtned  heere  Sir. 

InCaFlile  iomz  vfc  to  fay,  God  keepe 
yon  .’Others,  God  be  with  yon .  A  n  d  wh  e  n 
they  Icaue  each  other,  the  one  faith.  Cod- 
condulfyoni  and  the  other  anfwcreth,r/?^' 
ble fed  Angels  beareyon  company .  Some' 
aUbvfe  to  fay  j  with  your  good  grace  and 
fanotir.  hwAoihzxs^AdienSir.  In  the 
Court  fome  vfc  to  fay,  ikiffc  the  hands  of  | 
your  mercy, hnd  fome  other,  ikijfethefeet 
of  your  Honour  or  Worjhip,  Which  Cour¬ 
ting  falutations  are  altogether  vaine,  and 
(for  the  moft  part)  deliueredwith  feign¬ 
ing  and  diflimulaiion.  For  many  offer  to 
kiflethe  hands  and  feeteofone  another, 
that  would  much  rather  cut  them  oif,the 
any  way  kifle  them ,  defiring  indeed  to 
fee  each  others  vttcr  mine.  And  certain¬ 
ly  (me-thinks)  that  men  ofworth,  autho¬ 
rity, and  refpc£i:,ought  not  to  vfc  any  fuch 
falutations  ;becaufe  to  kifle  the  feet,  hath 
bin  accounted  a  matter  of  great  dignity, 
and  appertaining  to  the  Pope  onely.And 
to  kilfc  the  hand,  is  a  gracious  fauour  af- 
foorded  by  Kings  and  Princes,  to  fuch 
Siibiefts  as  they  thinkc  worthy  of  fuch 
grace. 

But  without  gadding  after  fomany 
kindes  of  vanities,  and  diuerfity  of  idle 
words,  it  is  a  matter  meete  and  reafona- 
blc,  that  wee  who  are  Chriftians,  fhould 
imitate  lefusChriftour  Lord  and  Saui- 
oHr,faluting  one  anothcr,with  fuch  words 
as  he  faluted  his  Difciplcs,  faying  5  Peace 
be  with  yon.  Our  Redeemer  enftrutfed  vs 
alfo,  tofalute  houfesatour  entringinto 
them, fay  ing  5  Peace  be  in  this  houfe. 

Epaminondas  faid,  that  vntill  the  age  of 
thirty  y cares,  we  fhould  falutc  men  thus  : 
Ton  are  very  well  come  hither  ^  for  all  this 
while  it  appear€th,that  they  arc  but  come 
into  the  world.  From  thirty  vp  to  fifty, 
then  to  falutc  thus  5  Well  bee yee  5  becaufe 
that  then  they  know  what  maner  of  thing 
the  world  is.  And  from  fifty  defeending 
downc  againc,  to  fay,  Goein  a  good aj^ 
ble  fed  houre.  For  then  it  appeareth, 
that  they  arc  beginning  to  take  leauc  of 
the  world, and  that  as  they  had  an  entring 

into  it,fo  there  muft  needs  be  a  departing 
from  it,  ^  ® 
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CHAP.  XVII. 


l^hat  a  commendable  thing  it  is  to  far  don 
iniuries ^  effecially  in  Princes  and  great 
Lords. 


IT  hath  cucrmorc  bene  a  prai(e-worthy 
thing, to  pardon  iniuries  and  offences : 
which  Princes  and  great  Lords i?iould 
ncucr  be  vnmindfull  of  but  continually  to 
remember  the  words,  which  Julius  Cafar 
(pake  to  Manilius.  VVho  (on  a  time)  de¬ 
manding  of  him, what  that  was  which  be¬ 
ing  performed  by  him,  he  therby  thought 
to  receiuethe  greateft  glory,  and  in  re¬ 
membrance  whereof  hee  ought  moft  to 
reioyce  ?  Whereto  he  thus  anfwercd.  By 
theimmortall Gods  ifvaeare  to  thee  Manili- 
uSythat  I neuer  thought  my  felfeto  haue  me¬ 
rited  glory  5  for  any  other  thing  whatfoeuer 
in  this  life ^  nor  any  other  elf e Jo  much  to  re¬ 
ioyce  me  j  then  in  fardoningfuch  as  had  iniu- 
ried  me^and  rewarding  them  that  did  me fer- 
uke.  VVords  vndoubtedly  worthy  of 
praifc5pleafing  to  heare^notablc  to  readc, 
and  neceffary  to  be  followed.For  althogh 
Julius  Cdfar  beleeued  as  a  Paganejyet  his 
works  fauoured  of  a  good  Chriftian :  and 
we  miferable  men^  beleeuing  all  as  Chri- 
ftians,  yet  our  works  come  farre  fhort  of 
fuchbeleefc,  through  the  tentations  of 
our  corrupt  flefh.  Becaufe  humane  wret- 
chednefle  is  grown  to  fuch  an  encreafing 
inthefe  cafes,  that  many  would  pardon 
the  iniuries  oftheir  enemiesjand  yet  not- 
withftanding,  dare  not  do  it  for  feareof 
men:  who  vndcrftanding,thac  (uch  a  man 
is  willing  to  forgiue  his  enemy,  prefently 
vfe  to  fay  ^  that  hee  rather  doth  it  through 
weaknefle  and  cowardife ,  then  in  any  re- 
(ped  of  charity. 


CHAP.XVIIL 


From  whence  (atthefirjl)  came  the  title  or 
name  of  King^andalfoof  Emferour. 


/^VR  reucrend  Fore-fathers,  accor- 
^^ding  to  the  diuerfity  of  N ations^cal* 
led  their  Princes  by  diuers  names  •  The 


Egiptians  cdiWcA  their  cheefeft  Lords  and 
^pharaohs  i  The  Bythians^Ptolomeisi  i 
The  Parthians ^  Arfacides  i  The  Albams^  icddiuerficv 
Sylmes:  The  Sicilhans^  Tyrants :  And  i he 
Argiues^Ktngs .  Hecrewearc  tovndcr-  piinces, 
(land, that  long  fince  in  former  times',  to 
be  a  King,  was  not  any  dignity,  but  an  of 
ficeoncly:  aseuennow  (among  vs)  is  a 
Gouernour  of  the  Common-wealth. 

Plutarch J\n  his  Bookesof Common¬ 
wealth, faith  ,th  at  at  the  beginning, al  fuch 
as  gouerned,  were  called  Tyrants :  but  af¬ 
terward,  allthofc  that  gouerned  badly, 
wereicarmed  Tyrants^  and  fuch  as  ruled 


,  The  diffrcnce 


well  were  ftyled  Kings,  as  a  different  note  words 


Thcfirft  cre^ 
tion  of  King? 
in  Rome. 


from  them.  For  as  the  King  maintained  Tyrant  and 
common  viility 3  and  preferred  ^hefafeiy 
of  the  Commonwealth,  before  bis  owne  |  nerot  their 
rclpeds  and  commodities  ^  fo  the  Tyrant !  g®uci ning in 
reterred  his  dominion  to  his  cupidity  and ; 
protitc,alledginghis  will  onely,as  the  foie 
reafonofall  his  vniufl  commands .  The 
King  fed  the  flockjand  the  Tyrant  dcuoii- 
red  it :  the  one  obeyed  lawes,  &  the  other 
commanded  aboue  them,  and  alfo  would 
breake  them  when  himfelfe  plealed :  this 
man  was  equall,ihe  other  vniuft; the  one 
obtayned  the  kingdome  byvertuc,  and 
therein  conferued  it  ^  the  other  vfurped  it 
by  power, and  fo  by  power  held  it. 

From  the  beginning  of  the  foundati¬ 
on  of  the  Romanes  created  Kings, 
to  bee  gouerned  and  defended  by  them: 
neuerthclefle,  they  afterward  found  fuch 
kinde  of  gouernment  to  be  fo  bad,as  they 
would  endure  no  more  but  feuen  Kings. 

And  after  they  hadbanifhed  perpetually 
the  T^r quins  kx  their  tyranny,  cleanfed 
or  purged  theCitty,and  flaine  their  of¬ 
ferings  ;  they  made  a  folcmne  oath,  for 
them,thcir  childrcn,and  fucceflbrs,neuer 
more  to  create  any  Kings,  eytherto  go 
uerne  Rome  or  them.  But  forafmuch 
as  the  Romanc  Common-wealth ,  bad 
formerly  rcceiued  great  benefits  by  their 
Kings,  as  by  NumaPompilUus^  and  that  , 

their  Kings  only  had  the  charge  of  facredjp^^;>j^^^.j^  ^ 
things :  they  refolued  to  keepe  the  name 
of  King  perpetually  in  their  Citty ,  to  the 
end,it  (hould  not  appeare,  that  with  the 
cxpulfion  of  the  Kings,  they  derogated 
from  diuinc  Religion  and  Scruicc. 

And  becaufe  the  Auguries  or  Dini- 
ners  had  faide,  that  that  name  was  confe- 
crated  to  the  Gods :  the  Romanes  orday- 
ned,  that  one  man  among  them  (hould 
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bcchofciij  who  (for  the  times  to  come) 
Oiould  bcare  the  name  ofthc  Sacrificing 
Kingjto  be  cheefe  Prieft^and  Superinten¬ 
dent  in  hallowed  things^  and  exempted 
from  going  to  warre.  The  firft  man  that 
had  this  honour  in  Rome, was  MAnm  Pa- 
pirm^z  Patrician^  a  loucr  of  peace  &  qui* 
ctnefle :  who  was  high  Prieft  in  the  T  cm- 
ple  of  lupher^mA  called  King. 

Now^as  concerning  the  name  of  Em- 
perontj  at  the  firft  it  was  not  giuen  by  the 
Romanes,  to  fuch  as  held  any  foucraigne 
power  5  but  oncly  to  their  Captaines  and 
Gcneralsjwho  had  effc6led  fome  worthy 
ade  or  enterprize  in  wane.  And  no  other 
man  was  called  Emperour,  but  onely  the 
Colonell  of  the  army ,  bccaufe  hee  gauc 
command  there.  Nam  Imperator  dictum  eB 
ab  imperando  5  For  Imperator  or  Emperour 
is  deriued  of commartdingiwhich  office  was 
held  but  for  a  limited  timejand  that  being 
paft,  it  was  deliuered  ouer  to  another. 

But  after  the  battaile  of  Pharfalia  in 
Thefaliey^j^hcicin  C^far  vanquiftied  Pom- 
pey:  the  entire  gouernment  of  the  Roman 
Common-wealth,  becing  fallen  into  the 
hands  of  the  Didator  Cafar^hc  coueting 
to  make  the  authority  and  foucraigne 
power,to  be  proper  and  hereditary,  wold 
not  take  on  him  the  title  of  King  (  albeit 
he  was  foineffed)  bccaufe  that  name 
was  hatefull  to  the  people.  And  they  be¬ 
ing  defirous  to  plcafe  him ,  granted  that 
hefhouldbe  named  Emperour,  a  name 
acceptable  to  all)  efpecially  to  Souldiers, 
and  which  was  onely  but  the  fife  dignity 
1  of  the  Senate.  For  the  firft  was  the  Sacri¬ 
ficing  Prieft^whom  they  called  KingrThe 
fecondjthc  Didator:  The  third,the  Con- 
full:  The  fourth,  the  Tribune  ofthe  peo¬ 
ple  ;  and  the  fift,the  Emperour. 

There  was  alfb  diners  other  degrees 
of  StacCjas  the  Cenf or Pr Mr yihc  Pro- 
con[ullyhQ  ^jieBor^  the  EdiliSy  and  other 
of  order  and  rankc, whereof  (hall  need  no 
queftion  heere.  By  this  meanes  then, 
hdmC&far  hauing  gotten  to  be  perpetu- 
all  Didator,  all  fuch  as  fucceeded  him  in 
the  gouernment  of  the  Romancs,were  al- 
fo  called  by  the  name  of  Emperowirs,  and 
Cdfars  likewifc  by  his  fir-name  ,  which 
.was  giuen  him'  AbElephantcc^fo.  As  af¬ 
terwards  of  AuguUuSy  the  Emperours 
which  came  in  fucceffion  to  himjvfed  alfb 
to  name  thcm-felucs  euery  man  Augu- 
Urn, 


CHAP.  XIX- 


what  the  reafon^  anda)pon  what  occafi- 

on-iKtngs  m  ancient  times  were  created  ^ 
ePiablffhed :  And  of the  Dignity  Royall. 

O  R  two  principall  caufes, 
Kings  were  at  firft  anciently 
cftablillied :  One,  to  the  end 
they  (hould  preferue  com¬ 
mon  iufticeand  equity,  by 
which  bond  humane  fociety  is  maintay- 
ned,  and  without  which  thelcflcr  would 
be  opprefled  by  the  greater,  all  things  be¬ 
ing  done  by  power,  and  no  right  obfer- 
iie,d.  The  otherjbecaufe  they  lliould  de¬ 
fend  the  goods  and  fafety  of  their  Citti- 
zens  from  enemies.  The  ncceffidcs  of  life 
affcmbledmen  among  thcmfclues^  and 
conioyned  them  by  a  natiirall  fociety : 
which  hath  beenc  caiifed  by  mutiiall  fuc- 
coursjfupport,  and  offices  fitting  man- 
kinde.  The  beginning  of  this  fociety, 
was  reafon  and  (pcech,  whereby  wee  are 
differing  from  allbrutifh  creatures.  Rea» 
foil  caufed  many  and  infinite  artes  to  bee 
inuented,  and  fpccch  (which  is  the  inter¬ 
preter  of  the  fpirit)  learncd,cnftruded,  & 
communicated  them,  not  onely  by  this 
mutuall  coniunftion^butalfo  hath  ftored 
the  life  of  man  with  many  commodities. 

The  firft  and  cheefeft,  was  the  coniun- 
^ion  and  coupling  of  man  with  woman, 
whereof  was  made  one  hoiifc,  wherein  all 
things  were  to  the  in  common,  &  thence 
enfued  plurality  of  houfes.For  Brothers, 
Sifters,  and  Cofins  contrading  mariage 
together  at  the  beginning,  and  could  not 
afterward  (  by  multiplicity  of  their  chil¬ 
dren)  be  contained  all  in  one  houfc,  they 
Went  to  dwell  in  other  houfes.  So  of  one 
houfe  at  the  firft,  camcBorroughs  and 
Villages,  eucn  as  Colonies  of  kindred. 
Finally,*from  Borroughs  &  Villages  were 
deriued  Citties,  and  becomming  to  bee 
peopled, were  enclofcd  with  walles,  con¬ 
firmed  with  lawes,  and  enfttuded  with 
fcicnccs :  for  without  all  thefc,thcy  could 
not  be  preferued  from  the  confpiracics  of 
men,  and  therefore  were  to  bee  ruled  by 
fome  one,  and  couctournefle  of  reigning 
is  fo  great,  that  all  would  command,  and 
none  obey,oryeeld  rciierencc. 

Wherefore, like  as  Saylcrs,whcn  they 
are  furprized  with  an  impetuous  tempeft, 
run  for  refuge  to  the  Patron  of  the  Ship, 
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yea before  they  will  fet  foorth  to  Sea, 
fore-feeing  future  perils,  make  their  re- 
tourfe  to  a  good  Pilot,  in  whom  they  rc- 
pofe  their  truft  and  fafety :  Euen  fo  as  rc- 
quifitcisitjto  giuethegouernment  of  a 
Citty,  to  fuch  a  one  as  may  well  conduct 
the  common-wealth,  and  render  iufticc 
and  right  to  cuery  m an  .  For  where  there 
is  no  Goisernor(Swh  Ecclejiafies)  the  people 
arefcdttered*  All  things  which  confift 
on  a  cerraine  order,  flioiild  be  referred  to 
oncheadorchccfe.  Which  wc  may  ob- 
feriic  in  fome  brutifh  creatures;  as  in 
BeeSjWho  obferue  a  forme  or  image  of  a 
common-wealth  among  them.  This 
world  it  felfc  (the  parts  whereof  arc  con- 
ioyned  among  themfclues,by  admirable 
order  and  artcficial  workmanihip)  would 
fayle  and  come  to  nothing,  if  it  were  not 
gouerned  by  the  power  of  God.  There¬ 
fore  fuch  as  cannot  endure  the  dominion 
of  many,  willfubmit  thcmfelues  to  the 
regiment  of  one;  in  whom,  for  opinion 
of  wifedome  and  goodnefle ,  they  may 
fafely  repofe  their  tr  11  ft .  ^t  ^nely  then 
to  the  Medcs^  (faith  Herodotus)  but  alfo  to 
all  other  people^  Kings  {^ertuoujly  enclined) 
were  eHablifhed  for  the  adminiHratton  of 
luHice. 

In  elder  times,  kingdomes  came  not 
to  the  Sonnes  of  Kings, but  was  giuen  to 
fuch  a  one ,  whom  they  thought  would 
wifely  and  rcligioufly  maintainc  the  foun¬ 
dation  of the  Common-wealth,  by  con¬ 
cord  and  iuftice  •  In  thofe  olde  d  ay  es,  a 
King  gouerned  in  cuery  Citty,  and  after 
other  Townes  became  annexed  to  the 
principality  and  dominion  of  one :  Kings 
had  beginning  to  gouerne  oucr  diuers 
peoplc,and  thence  enfucd,that  according 
to  the  names  of  Kings,  the  Regions  were 
fb  called ,  which  the  Romanes  tcarmed 
Prouinccs.Moreouer, cuery  Kingfhould 
cxcellone  another  in  iuftice  and  power; 
to  the  end,  that  he  may  the  better  vnitc 
his  people  by  cquitye  >  and  defend  the 
Common-wealth  from  enemies.  And  by 
good  right  it  may  be  fayd,  that  Royall 
Maicftie  ought  not  only  to  be  decorated 
with  Armesibut  ought  alfo  to  be  armed 
with  lawes,  that  at  all  times,  both  of  war- 
re  and  peace,  he  may  both  manfully  and 
vprightly  gouerne. 

Now,  fpcakingofthis  Royall  digni- 
tic,  doubtlcffc  it  is  fo  great  and  holy,  that 
Kings  being  protedors  and  defenders  of 
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focieties  among  mcn,^  do  therein  imitate 
thcprouidence  of  God :  the  office  and 
adion  6t  whom,  is  to  rule  and  gouerne 
all  things, &  therefore  by  good  right, they 
may  betearmed  Vicars  and  Miniftcrs  of 
the  almighty  and  foucraign  Redor  of  the 
whole  world,  and  he  himfelfe  hath  called 
them  Gods.  Plato  reputed  a  kindomc  a- 
mong  mortal!  men,to  be  a  diuine  and  fo- 
iieraigne  goodneffe;  becaufe  it  came 
ncere  to  the  diuine  nature, and  power  ce- 
Icftiall.  How  farre  then  fomedofurpaffe 
each  other  in  many  things  jfo  a  King  doth 
excell  al  other  men  in  dignity  and  honor, 
not  humane  but  diuine. 

Porus^z  King  among  the  Indians,bc- 
ing  taken  prifoner  in  batraile,when  Alex- 
ander  demanded  of  him, after  what  man¬ 
ner  he  would  be  vfed  5  Like  a  King,  quoth 
he.  Againe  he  vrged  the  fame  demand,  & 
ftill  he  returned  the  fame  anfvver .  For 
(quoth  hee)  all  is  compriz^ed  'under  the 
wordKing.  The  name  of  King  was  of  fo 
great  veneration  among  Nations,  that 
the  Indians  and  Perfians  adored  their 
Kings  as  a  diuine  image,  and  heldcitfor 
their  higheft  andcheefefthappinefle,  to 
hauc  at  any  time  but  a  fight  of  them.  Po¬ 
ets  renowned  Jupiter  bythc  name  of  king, 
more  then  any  other  title.  And  in  ancient 
times.  Kings  did  not  onely  gouerne  the 
common-wealth  ;but  alfo  had  the  charge 
and  fuper-intcndency  of  Ceremonies  &  times. 

Sacrifices.Kings  then  arc  facred,confide- 
ring  that  the  Hebrewes  with  one  and  the 
fame  oylc,  annointed  both  their  Kings  & 
high  Priefls.  < 

Let  vs  fee  and  obferue,  how  onekinde 
of  rcafon,andthclikcof  vndcrftanding, 
do  gouerne  in  man  like  a  Queene.  Let  vs 
confider  the  other  works  of  nature, which 
by  a  wondcrfull  kinde  of  concord, reftrai- 
ned  and  combined  together,depend  only 
vponone.  So  that  ifthings  which  imi¬ 
tate  nature,  are  the  mofl  perfed  and  ex¬ 
cellent,  then  qucftionlefle,  Monarchy  is 
moft  abfolutc  and  entire,  farre  aboue  A 
riftocratic,  Democratic,  Oligarchy,  or 
Laocratic,yca,all  other  kindes  ofgouern- 
mcnc,  where  eyiher  many  perfons,  or 
few, or  the  people  themfelucs  do  rule  and 
command.  And  like  as  it  is  a  very  hard 
matter, to  findc  many  men  good  and  ho- 
neft,  rather  then  one  onely  ;  fo  is  it  more 
hard,  that  the  manners  of  one  roan  Ihold 
be  fo  foonc  corrupted,  as  of  many .  So 

that 


The  charge 
and  office  of 
Kings  in  anci- 


Things  imita¬ 
ting  nature, 
arc  the  moft 
perfed  and 
excellent. 


- 


:> 


Of  Royall  Dignity. 


Book 


e 


j  The  world  to 
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I  by  oneraaa 
j  oncly. 
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the  command 
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that  if  the  whole  world  were  gouerned  by 
one  man,  there  would  not  bee  fo  many 
differences, manners^  cuftomesj  nordi- 
uerfities  of  religion,  nor  fo  many  warres, 
offences, and  (laughters.  But  when  Cit- 
ties  are  vndcr  the  fway 'and  power  of  ma¬ 
ny,  they  are  then  ouer-toyled  with  troin 
bIcs3feditions,and  diflentions,  by  reafon 
of  inordinate  willes  and  affedions  in  the 
greateft:  who  licence  thcmfclues  to  all 
euill,  bceingpartiall  and  difeordant  one 
towards  another  •  W hereof  God  faid 
by  the  mouth  of  his  Prophet  5  Pa- 

flours  haue  ruined  my  P^ine. 

Let  me  demaund  one  queftion,  is  it 
not  much  more  fcruile  and  flauifh,  to  at¬ 
tend  on  the  willes  of  many ,  then  of  one 
oncly.  Nay,are  not  the  couerous  defircs 
of  one  man  fooner  to  be  fatisfied,  then  of 
many  ?  you  cannot  chufe  but  grant  it,and 
I  crauc  no  better  iudgement  •  For  as  it  is 
neythcr  good  nor  neceflary,  that  in  one 
hoiife  there  (hould  be  many  fathers  of  the 


Family  :  cuenfo  is  it  neyther  fecure  nor 
-profitable  ,  that  the  Common-wealth 
fhould  bee  gouerned  by  the  authority  of 
many.  Whereof  licurgus  gaiie  good  afi 
furance,  whenfome  one  required,  that 
Democratic  /hould  bee  cftablifhed  in 
returned  thisanfwer^  Begtnh 
then  in  thine  owne  houfe firjl. 

Yet  very  true  it  is, that  one  man  one- 
ly,how  great  or  finall  foeuer  in  power  & 
prerogatiue,cannot  (of  himfelfe)  prouidc 
for  all  occafions,and  in  all  places :  but  he 
may  by  his  Lieutenants  (as  God  by  the 
miniftery  of  his  Angels)  cxcrcife  his  au¬ 
thority  throughout  all  his  Lands  vndcr 
his  obedience,  ashauing  the  eye  of  his 
mindc  euery  where,  forcontayning  his 
Subie£fs  in  quietneffe,and  caufing  luftice 
to  be  adminiftred  vnto  them.  I  fay  then, 
as  a  conclufion  to  this  Chapter,  that  wee 
ought  to  hue,  in  and  vndcr  the  vnity  of 
thefe  foure  things  5  Of  one  God:^  Of  one 
King  5  of  one  faith  •  ^nd  of me  LaWm 
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CHAP.  I. 


The  common 
wealth  of  the 
Athenians. 


The  common 
wealth  of  ihc 
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<  '  ■ 

Eeaiifc  amongeft 
thofe  Common- 
wealcs  of  Frec- 
domc,  gouerned 
by  a  certain  num* 
ber  ofLords,ma- 
ny  haiie  held  oph 

_ nion,  that  (at  this 

prefent  time)  the  Commonwealth  of  the 
Switzers  is  the  cheefeft,  nextvnto  that 
of  Venice :  I  haiic  many  times  qiieftioned 
with  diners  people ,  that  were  no  Swit¬ 
zers,  how,  and  after  what  manner  this 
Common-wealth  was  firft  eftablifhed  & 
gouerned.  For  they  did  highly  maruaile. 
that  fo  many  people,  hailing  but  little , 
fhould  ally  and  encreale  themfelncs  in  fo 
(horc  while, cuen  as  cnclofcd  within  a^c- 
fenfiuewall  or  circiiite,  and  continue 
firmclyknit  together  in  peace,  for  fucha 
large  and  long  cxpencc  ofyeeres. 

The  Common-wealth  of  the  Atheni¬ 
ans,  excelling  all  the  reft  in  Greece,  was 
aflemblcd  and  fi;le£ted  oPmany  people , 
and  from  many  places,  not  only  into  one 
countrey,  but  alfo  within  one  &  the  fame 
city.  As  for  the  Commonwealth  of  the 
Achaians,  compofed  of  twcliic  towns  or 
cities, it  did  notlaft  long,nor  profperibut 
after  it  continued  in  (bme  dignitic,  vnder 


Aratus  and  Philopoemeny  foonc  afterward 
it  was  fubdiicd  by  the  Romaincsjbecaufc 
fhe  abided  her  owne  liberty .  After  the 
death  oijojhuay  the  Common-wealth'  of 
frael^  expofed  (thorow.  her  owne  fault) 
to  pillage  and  violence  of  enemies,  wa> 
many  times  protefted  and  defended  by 
fudges  and  valiant  perfons,  which  God 
had  raifed  vp  for  that  purpofe  :  but  at  the 
laft,tbc  twclue  Tribes,  as  beeing  glutted 
or  futfetted  with  their  own  liberty, made 
choifeof  a  King  out  of  their  own  motion 
In  the  time  of  our  Anceftors,  by  the  in- 
termedling  and  felicitation  of  the  Empe- 
xom  Frederick^  the  Townes  of  *  Suabds^ 
nited  themfUucs  together,  and  (by  that 
meanes)  were  eftcemed  inuincible:  but 
hailing  rallily  attempted  (and  bybadde 
condu(Sl)war  againft  the  SWit2ers,thcfor 
mer  confederation  loftmuch  of  the  latter. 
Which  afterward,  it  feemed  fhe  recoiic- 
red  againejwhcn  the  confederates  expiil- 
fed  the  Duke  oiWiftemberg ,  and  ruina¬ 
ted  all  the  Ca(llcsoti'^^4^4,  detained  by 
diners  theeiies  and  robbers.  So  that  foun 
after  the  time  of  their  league  was  expired 
they  became  fo  ftrange  one  to  another, 
that  they  who  before  were  their  friendes 
and  allieSjWcre  reputed  by  them  as  theyr 
greaieft enemies,  and ioyi'cd thcmfclucs 
with  ihofe  that  had  moft  moleftcd  them  • 
by  which  meanes,  in  veric  fewyearcs  this 
league  was  vttcrly  loft  and  vaniflied. 
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Now  albeit  there  are  many  people,  & 
a  great  number  of  Townes  and  Cities  in 
yet  is  it  n^euerthelc^  but  eiien 
as  one  City  or  Commonwealth.  1  know 
that  learned  men  will  hardly  credite  this, 
becaufe  they  foppofe  vs  to  haue  no  focie- 
ty,  nor  any  coniun£tion  of  gouernment, 
and  fo  (by  confequent)  it  cannot  be  faid, 
that  Swetia  can  yeild  the  body  of  a  Com¬ 
monwealth  5  confidering  alfo,  that  the 
Townes  are  not  tyedto  the  ordinances 
of  other  Cities  or  T  ownes ,  except  with 
iheii:  ovVne  good  \vill  and  liking,  as  in  the 
Coniicntions  priuate  of  alibciates.  So  it 
is,  that  in  the  fame  degree  of  Common¬ 
wealth,  whatfoeuer  hath  paifed  by  plura¬ 
lity  of  vbyces,  itbindeth  all  the  Subiefts 
of  that  Commonwealth.  As  tor  my  felf, 
Tam  riot  willing  to  conteft  with  the  lears 
ried  :  for  I  freely  confefTc  the  trueth  of 
their  faying  5  if  wee  confider  matters  ex- 
a(5fly.  But  in  regard  that  the  whole  Nati¬ 
on  of  the  Switzers  confifteth  of  com¬ 
mon  eftates,  gouerning  many  Prouinccs 
in  common^  deliberating  altogether  on 
the  affaires  of  peace  and  warre,  hauing 
falitioft)  alike  Lawes  and  Cuftomes,and 
are  fo  fttidfly  conioyned  by  perpetuall 
Gonuentions:  admit  that  this  were  not 
one  onely  Commonwealth,  and  in  fuch 
nature  as  hath  becnc  formerly  fpoken  of; 
yet  notwithftanding,  wee  that  write  and 
fpeakc  of thefe  matters  fomc-what  more 
popularly,  do  imagine,  that  we  (hall  not 
much  failcjin  calling  this  affociation  and 
Icague^thc  City  and  Commonwealth  of 
the  Switzers. 

Thus  then  this  Commonwealth  efta- 
blilhed  by  perpetuall  alliances ,hath  con- 
ferued  her  liberty  for  the  fpace  of  more 
then  two  hundred  yeares,with  great  con¬ 
cord,  and  incredible  vriion  of  hearts  of  all 
the  Sv\*itzers .  For  albeit  that  once  or 
twice(according  as  it  hapneth  almofl  or¬ 
dinarily  in  all  great  Commonwcals)they 
haue  beene  prouoked  and  ftirred  to  ciuill 
warres :  yet  notwithftanding,thofe  trou¬ 
bles  were  immediately  pacifed,  and  al  re- 
vnited  together  againe  in  finccrc  &  cor- 
diall  affedion ;  embracing  the  laudable 
defire  of  their  prcdeceffors,  to  ftudy  ftill 
for  the  freedome  of  their  Counircycs 
maintenance.  Ncucrthclefle,  thcre^arc 
fome  kind  of  men  ( enemie  s  to  the  Swit¬ 
zers)  fb  impudent,  astoreproch  vs,  that 
in  Heluetia^zwtx^  man  is  a  maftcr  or  com- 


mander,  and  that  our  Anceftors,  hauing 
put  to  death,  ortroden  vnder  footc  the 
awe  of  our  Noblemen,  by  thefe  meanes 
entredinto  this  liberty,  contrary  vnto  all 
right  and  reafbn.  Others  do  (moret^uly) 
confelle,  that  our  Noble-men  did  offer 
fuch  outrage  to  our  prcdeccffors,bdth  in 
words  and  deed  s,that  they  had  iuft  occa- 
fion  to  vndertake  Armes,  which  all  that 
while  they  managed  very  (harpely ,  as  it 
happeneth  among  people  much  abufed 
and  proiiokcd.But  to  fatisfie  thc^rrcfolu- 1 
tion  offbmefricnds,who  vndcfftancF  not  for  the  Au- 
the  eftate  of  our  affaires,  and  to  rembarre 
the  calumnies  ofthe  enuious,  I  thought  ,  courfe. 
good  to  imploy  my  labour,  in  deferibing  j 
the  forme  of  the  Svvitzers  Common- 

wealthjbyrcprouingallvntriithcs  to  the 

full, and  afeending  to  the  heighth  of  their 
originall. 

All  Heluetm  or  Smtx,erland^  is  at  this 
day  confidered  in  three  parts :  for  firft  of 
all,thethirtcene  Cantons  haue  alwayes  Hciuetia. 
allyed  and  combined  themfelues,  as  into 
onebody  ofa  City.  And  thefe  are  they, 

Zurich^  Luc  erne VruSuitSy  Vnder ^ 

mld^Zug^Glaris^B^lile^Fribourg^Soleufre, 

Schajfoufe^  and  Af])enz^L  In  the  fecond  1 
place  are  the  aflbeiates  and  confederates ! 
ofthe  thirtcenc  Cantons,  to  wit,  firft  of, 
all,  the  Abbot  and  Townc  of  S.Gab^  next, '  AiTociats  and 
the  confedered  Grifons^  the  Byfhop  of 
Sion^znA  the  whole  countries  of  Valais , 

Rotuille^  Mulhoufe^^n^  Bienne,  Conlc- 
quently,  the  territories  or  Bayliwickes  , 
which  are  gouerned  by  the  1 3.  Cantons 
in  common,  to  witte ;  T urgon\  Bade^ the  Bayliwiclcs 

Rhegufeesy  now  adayes  called  Rhintha//, 
the  free  Prouinccs  ,  the  inhabi¬ 
tants  of  Locarne^  Mendrife^  and 

the  V^XeMadie-^  whereto  may  well  bee 
ioyned  them  of  Belliz^oney  who  are  vnder 
the  dominion  ofthe  three  lefler  Cantons 

Tbe  cities  and  towncsof  the  Cantons  6c  i  Towns  of  the 
confederates,  are  Zurich ^  Berne ^  Lucerne y  j  Cantons  and 
Xug^BaJile^Frtbourg^Soleurre^  Schajfoufcy  | 
S.GalyCoire  oi the  Grifons.Syon  in  |  yiHagcsap* 

Rotuille^Mulhoufe^^nd  Bten  ne  for  all  the  1  pertaining  to 
reft  do  dwell  in  villages. 

Moreoucr,all  of  them  abide  not  in  Swit- 
zerland,neithcr  within  thofe  limites  pro- 
pofed  by  C afar  in  his  Commentatiesrfor 
ofthe  thirteen  is  as  ar^uar- 

ter  apart,  which  was  anciently  called  the 
countrie  ofthe  Raurafians.Schaffoufe  is  in 
Allemaigne  or  Germany ,  on  the  further 
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fide  of  the  Rhine :  and  one  part  of  them 
oiGluris  andofrir/j  do  touch  (as  feme 
conceiiie)with  the  Grifons  and  the  Alpes . 
Asfortheaflociaccs,  except  the  Abbot 
and  T own  of  S,Gd and  hienne :  al  the  reft 
arc  out  of  the  limits  of  the  ancient  coun¬ 
try  of  Helvetia.  Firft  we  confider,  that  the 
Grifons  retaine  ftill  their  name  and  olde 
country  of  Next  is  the/^^- 

lafians^^)\oM'^  eld^r  times  were  called  Vi- 
bertns^  Sedujians^m6.  Verap^runs.  Rotmlle 
is  in  Gerpnanj'^and  Mulhotfe  towardes  the 
Franche  C omte-  Ndw  as  concerning  the 
lurifdiftions  or  Baylywickes,  they  ot 
Rhinthd  and  of  the  Sargms^  are  Grifons . 
But  they  of  Lugmo^  Loc^irneyMendrife^oi 
the  Vale  ^edie^  and  oi Be lliz^one ^  arc  Ita¬ 
lians  by  originall  and  Language  :  the 
other  lurifdidions  remaine  in  Switzer¬ 
land. 

And  hecrc  you  are  to  vnderftand,  that 
thefc  Cantons  doe  not  hold  equal  autho¬ 
rity  ouer  the  diftimS  countries  j  but  ac¬ 
cording  as  the  affociations  haue  beene 
made  in  diuerfity  of  timeSiCuenfo  are  the 
authority  of  the  Cantons  diners.  They 
of  r tirgow.bold^s  their  Lords  and  heads 
thefeauen  moft  ancient  C^/?r^?;^/jnamely3 
Zurich y  Lucerne^vriy  Suites^  Vnderuddy 
Zug  &  Ghris,  Berne yFrihourg^  Soleurre^ 
davndergoe  fome  right  in  criminall  cau- 
(es.FortheProuoftlhipor  Precchdency 
of  the  Empire  (as  they  vfed  to  tcarme  it) 
and  iudgement  of  criminall  procefles  ^ 
was  hccretoforc  referred  to  them  of  Con- 
ftmee^^s  their  duerbut  among  other  con¬ 
ditions  of pcaccj  after  the  warre  of \Sm- 
this  authority  was  granted  viito  the 
Switz^rs^  which  appertained  equally  to 
the  fore-named  Cantons^  becaufe  they  all 
ioyned  together  in  the  felfe-fame  warre . 
Morcouer3thofe  feuen  Cantons  comman¬ 
ding  ac  Baddy  did  tjiclike  to  them  of  Sar- 
gans^  Rhinthal^  and  oner  the  Free  Pro- 
iiincesalfo  .  True  it  is,  that  in  their  go- 
uernement  of  Bada^  they  aflbeiated  the 
men  of  with  themjand  they  of  Ap- 
penz^el in  the  gouernment  of  Rhimhal^^wd 
all  the  Cantons  to  the  foure  Bayly  wickes, 
which  arc  on  the  confines  of  Italy .  BeUi- 
%>one  is  fubied  to  them  of  Vr/,  SuitSy  and 
Vnderuald:  and  fuch  (  at  this  day)  is  the 
condition  and  eftate  of  the  Switz^ets 
Commonrwealth.  Now,  I  purpofe  to 
fhew  the  dnftes^  the  caufc,  and  the  princi¬ 
pal!  Articles  of  the  Switzers  league.  Alfo, 


what  hath  beene  tlld  eftate  df  each  Can^  ( 
ton^  before  they  became  allyed  together, 
and  what  their  dues  and  righces  Haue 
beenCjand  arc.  Laftly,what  warresthey 
haue  maintained  fiiice  their  League  vv^s 
made. 


— ^ 
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CHAP.  II. 


1  <■ 

of  the  three firf  Cantons  of  the  Switzers, 


N  the  ycarc  after  the  na- 
tiuity  of  our  Lord  lefus 
Chrift,!  307.thcy  of  Vr/, 
SmtSyZnd  V nderuald^N^i 
the  very  firft  that  Can- 
I  tonned  thernfelues.They 


The  three  . 
lirft  Cantons, 
and  how  they 
Cantonned 
themfelues.' 


were  tearmed  Swaincs  or  Bootes  of  the 
countrey,  dwelling  in  vallies,3nd  in  their 
owne  Language, ftiled,  JLat^ 

Der,aifoBicDKPt®alDllett:  And.  in 
^Lucerne into  the  fourth  place. 
They  dwelt  in  the  Vallcyes  of  the  Alpes, 
betweene  the  Grifons  countrey,  the  Vale 
ofZ/«(^^andhigh  V44^3  and  were  fca- 

ted  betweene  the 
canton  of  Tjtrich, 


and  the  countrie  of 
Ergowi  Some  doe 
affirme,  that  they 
aredefee- 
*ded  of  the  Cimhri- 
anF^thtyoiVriy  of 
thcTaurifci-^^  they 
o£  Vf^deruald y  ' ,o{ 
certaine  banifliedRomanesj  and  indeed, 
their  magnanimity  in.war,declares  them, 
to  be  iffued  of  generous  Anccftdrsv  ' 
Their  Annals  do  teftifie^  that  the  Em¬ 
peror  Lewes  ^  foniie  to  charlemaign^'M  the 
requeft  of  the  Byfhop  of  Mme^  graunted 
thefc  people  liberty, to  bee  gouernedby 
Law.es  made  among  themfclues,&  gauc 
them  niany  other  Priuiledges,'  for  theyr 
faithfull  fcruice  in  warre  againft  the  Saza- 
rinSjin  behalfe  of  theeittie  of  Rome.  For 
theSarrazifis,  who  in  thofe  rimes  much 
troubled  Africa^  hauinginuaded 
came  likewife  into  Italy  :  where  they 
tookefomc  places:  and  afterward  01  ar 
ching  vnto  Rome,  eafilynHadc'dicnin 
(clues  Matters  of  the  Vatican,  which 
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Of  the  three  firft  Cantons _ 


I 


*  Called  alfo 
Gallia  Toga- 
ta,andCitcri‘ 
or  Gallia,  be- 
twecnc  them 
and  the  Alpes 


ciity  built 
by  Ancus 
Maitius  inthc 
months  olTy- 
bc{;» 


then  flood  voyd  of  any  defence.  There 
they  robbed  the  Temple  of  Saint  Pcccy  5 
breaking  downe  the  gates  thereof,  that 
were  of  Itluer  and  very  great  valuejand  af¬ 
terward  burnt  and  deflj  oyed  it .  Hauing 
continued  there  diners  dayes  in  determi¬ 
nation  to  fur  prize 
the  whole  Cittie^ 
they  heard  tydings 
(as  Hiftorians  fay) 
that  a  great  band  of 
Ibldiers,  belonging 
x.o^  C if dfine  Gmle^ 
came  to  ^thc  fuccor 
of  Rome ,  which 
made  them  forthwith  rccoiIe,and  to  waft 
all  the  plaine  Countrey  about  Rome.A- 
mong  other  badde  feruices,  they  robbed 
the  Temple  of  S.  i’^^^A'pon  the  way  to 
OflU^  and  fluffed  it  with  fuch  fires,  as  the 
more  part  thereof  was,  vtterly  ruined . 
From  thence  con-  “ 


tinuing  on  theyr 
courfe  in  fpoilc  and 
rauage,  euen  fo  far  ^ 
as  \^o\\xiX.Caftmm^ 
they  ftolc  away  all 
the  lewels  and  Or¬ 
naments  of  the  Ab¬ 
bey,  and  defaced  a 


people  of  Vri 
giuencothe 

Abbay  ofTu. 
regum. 


According  to 
the  autf  ntical 
lacine  Coppy 


Collected  out 
of  the  Heluc- 
tian  Annales. 


w/l' 

A  gr.Cilt.  fpoilc 
made  ojAcjrj 
Sarazini  by 
the  three  firft 
Cantons. 


geft  fonne  to  clMrUm^^^uc  tbecn  of 
M  to  the  Abbey  which  he  had  builte  at  Vr, 

Turegiiw,  now  called  T^urich ,  where  his 
daughter  Hildegarde  was  Lady  Abbelle : 
and  thewordcs  ofthe  Donation  (tritely 
tranflated  out  ofthe  Latinc  Coppie)  arc 
thefc  which  follow. 

rhe  Vomtion  of  the  Emperour  Lewes  to  the 
jbbay  of  Turegu?ts, 

Egiue  to  our  Abbay  ^founded 
at  Turegum^where Saint  Fe¬ 
lice  and  Saint  Regula  reU  in 
the  Lord  with  their  body es\ 

_ oar  Bourrough  or  Towne  (f 

T ureguntfeituatedin  the  Eutetp/  of  Suaba^ 
in  the 'Territory  of Vtirgan^  with  all  the  ap¬ 
purtenances  and  dependances  in  diuer  s  char¬ 
ges  :  to  wit ^  the  tillage  of  ^ nyvith  the  chur-‘ 
ches^houfesy  and  other  buildings  abouena^ 
med :  The flaues.male  and  female  young  and 
old  3  lands  ear  cable  and  defer  t^  Woods  ^  Med- 
dowes^pafittre grounds^  Fijh ponds ^  Riuers^ 
Ports^Pajfagesyhings  found  and yet  to  find^ 
with  allolde  rents  and  reuennewes.  Moreo- 
ueryour  Forresl  named  Albis^and^neraUy 
all  thofe  things  fore-mentioned^  thateyther 
now.  or  heereafter  do  and  may  appertaine  qorh 
to  Wy  without  refer  uing  or  retaining  any 
thing  whatfoeuer*f^ 

Blit  it  is  not  to  bee  thought,  that  this 
Donation  did  wholly  aboliOi  the  ancient 
priuiledges  andhbertkof  them  of  Vri: 

For,  if  we  may  credit  them,  the  Emperor 
gaue  not  the  Scigneury  of  all  the  country 
to  this  recited  Abbay,  but  of  one  V  illagc 
of  two  onely.  Morcouer,if  it  were  fo  that 


great  part  thereof.  Thence  getting  Vnto 
thefeafhore,  and  lading  their  Shippes 
with  their ftolne  booties;  finding  them 
ready  to  fctfailc,  they  lanchcd  forth  into 
themaine.*  •  \  ^ 

j  V.  Now,  the  Annalcs.of  i  wit  per  land  ox 
Heluetia  fiO  fay^  that  thefc  three  firft  Can¬ 
ton's,  ^and  they  of  the  Valley. of  Hafell^  orrwouuciy.muituuci,aitwtit  lu  uiai 
werefrefent  at  this  fore-mentioned  fuc-  \  thewhole  valley  of  Vri  had  bin  vnder  fub 
coiir  andfupply,  andpaffedtwo  feucrall  1  iedion  to  this  Abbay,  yctnotwithftand- 


Thc  ancient 
priuiledges  & 
liberties  of  V’ 
lijnotfruftra- 
ted  by  this 

gift. 


!times  into  Italy  ^  vnfler  the  condufi:  of  a 
fertaine  Italian  Marqueffe,  named  Guy . 
They  purfued  the  Sarazins,  and  cut  their 
rcre-gard  in  pecccs, bringing  back  a  great; 
(poile  from  this  ouerthrowe  of  theirs, 
which  they  altogether  gauc  to  the  T em- 
ple  of  S.  Peter,  euen  all  that  they  haddc 
gotten  from  the  enemy.  In  regard  wher- 
of,  the  Pope  ( as  a  recompence  for  fo 
great  a  benefitc)  obtained  (  on  theyr  be- 
halfe j  great  priuiledges  from  the  King  of 
prance and  nioreouer,  prefentedthem 
with  thofe  Enfignes  or  Standards^ which 
iyetj  in  our  dales, they  vfc  to  bcarc  in  war. 
.  Nikwfihftaivdihg,  the  Emperor  Lewes 
fonne  to  Lewes  the  Debonnaire,zad  youn- 


-  - J  -J  J -  '  -  -- 

ing,  it  coulde  not  much  prciudice  their 
freedome :  becaufe  fuch  as  were  any  way 
fubie<ft  to  Monafteries  or  Conuents  3 
were  obliged  vnder  certaine  conditions, 
and  enioyed  their  liberties  in  the  meane 
while,  oncly  their  fcruicetoche  Church 
excepted.  ? 

Befidcjthcy  receiued  their  Gouerr 
norsor  Prouofts  of  the  empire  ,  to  take 
knowledge  andeenfure  in  caufes  crimi¬ 
nal!,  without  any  appreale ;  They  of  Vri 
alfo  did  formerly  do  the  like  ^and  as  coh- 
cerning'Other  ckufes,  their  ludge,  whom 
theytearme  Amman  (as  inuch  to  fay, 
Maioror  Bourgonaaftcr)  whh  itisv  Gourv- 
cellors  or  Afsiftants,  was  choferifeoma- 
_ _ _ mong 
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Partialities  do 
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dangerous. 


Their  liber¬ 
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rors  Letters 
Patents. 


mong  the.  people,  by  good  knowledge 
had  ot  him  and  them,  Sdthey  are  topro- 
uidc  in  common  for  the  affayres  of  the 
Commonwcalth.They  of  Suits  &  V'nder- 
uald  do  gouerne  thcmfelues  in  the  fame 
manner ;  and  among  them,  men  belongs 
ingto  the  Church^hauc  fome  power  and 
priiiilcdgcs.  In  thefe  fcuerall  quarters 
wer  good  (tore  of  Noblemen.  As  among 
them  of  fV/,  the  Barons  of  Atttnghufe  ^ 
Schwynfberg  and  Vtur^ge :  The  Lords  ot 
Silliniy  Winter  berg^Mofe^  Sedorf^  Spirmg^ 
Meier  ^  of  Bourgs'mA  of  Qexjtfeld*h\noi:\^ 
them  of  the  Lords  of  Stouffaeker^ 
Rogkenbergy  \Schuuan07p,  In  the  quarters 
of  Vndermld^  the  Lords  oiWolffenf  Mejfy 
BltmeneCy  Rudentz,,  Altnachy  Wdterjpergy 
Lembourgy  Liebourg^  and  Huneville.  At 
the  beginning,  thefe  Gentlemen  carryed 
themfelucs  very  kindly  with  the  other  In- 
habitants^and  part  ofthemferued  as  vat 
fades  to  fonie  neighbouring  Earles.  But 
when  they  grew  richthorow  fuccefsion 
of cimeSjthey  began  to  inifprize  the  peo¬ 
ple,  and  to  (ubied^  them  to  theyr  vniuft 
commands.The  Gouernors,  who  ought , 
to  confevue  the  peoples  libcrtic,  making 
femblancc  of  not  feeing  fuch  har(h  bchar 
uiours ;  fauoured  the  Gentlemen^  a$  be¬ 
ing  next  in  condition  to  themfelucs,  and 
by  thofe  meanes  both  augmented  &  fup- 
ported  their  power. 

In  thole  times  cfpeciallyj  not  onelic 
thefreedome  of  the  Switzers  Cantons, 
but  likewife  of  many  Townes  in  Germa¬ 
ny  ,werc  in  manifeft  danger.  The  Empe¬ 
rors  were  excommunicated,  and  in  open 
warresaffayledby  the  Popes,  fothat  all 
Germany  was  diuided  into  two  fadions, 
one  pare  wherof  folio  wed  the  Popes  po¬ 
wer, and  the  other  the  Emperors ,  The 
people  of  Switzerland ,  and  fome  few  of 
their  Nobility,  tookc  part  with  Frederick 
thelawfull  emperor, who  ('for  that  caufe) 
renewed  and  reconfirmed  the  auncient 
priuiledges  of  their  liberty.They  oi  Suits 
can  yet  rfiew  the  Letters  Patents  of  Fre¬ 
derick  the  fccondjWritten  in  the  moneth 
of  September, in  the  ycare  1 240.  wherby 
hereceiued  them  of  Suites  into  the  fafe- 
gard  of  the  empire,as  members  thereof^ 
and  that  they  (hould  not  be  any  way  alie¬ 
ned  or  eftranged  thcncc,  hce  confirmed 
their  priuiledgesjand  called  them  people 
of  free  condition. 

On  the  contrary  fide,  the  ro oft  part  of 


the  Nobility  ^  cfpecially  fuch  as  were  as 
vaffals  to  Conuents  and  Abbaics,  w  hich 
were  then  in  very  great  credit,  they  follo¬ 
wed  the  Popes  faftion.Hcnce  fprungthe 
hatredsjcnmitics ,  and  firft  foundation  of 
ciuill  diffentions,  all  taking  a  wondcrfull 
increafing  in  the  Interregnum  of  manic 
yearcs,  after  the  death  of  Fredericke.  Ne- 
ucrthcleffe,  in  thofe  very  tunes,  the  fore- 
named  people  did(euen  then^enioy  theit 
intirc  liberty,  although  many  ambufea- 
does  were  prepared  to  depriue  themlofit: 
as  appeared!  fiifficiently  by  a  deed  patent 
of  confedcracic  for  three  ycares,by  them 
of  Fri  and  Smt^y  with  them  of  the  Towne 
of  Zurich  y  the  tenor  of  which  confedera- 
ci'e  folio  weth  thus. 

A  true  Copy  of the  Patent  of  Confederacie , 
betvpeene  Zurichy  Fri,  and 
Suits. 

0  alt  them  to  whome  thefe  Letters  (ball 

comcyto  be  either  feen  or  heard:  We  Ar^ 
nol  Maaeur  de  SiUiniy  Ammany  and  the  peo¬ 
ple  of  Fri:  and  we  Conrad  de  ibergy  Amman 
and  the  people  of Suits, and  of  the  Dioceffe  of 
Confance.  We  make  it  knowne,  that  we  are 
obliged  together  by  oath, mutually  to-ayd  and 
counfell  each  other  from  the  Fedf  of the  na- 
tiuity  of lefus  C  hr i (I  ^  njntill  (yy  for  the  (pace 
of  three  y  ear  es  inf uing  ,  on  thefe  conditions 
followings  Whatfoeuer  bath  bin  done  or pa{l 
before  ^  dayydotb  not  any  way  ty  ^s  togithcr* 
if  a  Lordywhatfoeuer  he  befauc  a feruantor 
wjfall  among  *vs:  that  'vafjall  orferuat  {hall 
be  fubiell  ‘vnto  bim^  according  to  the  cuflom 
which  hath  heretofore  bin  ^fed  in  the  kings 
time. But  if the  Lord  full  confraine  him  be¬ 
yond  that  limit  atim',  then  will  we  endeuor  to 
fuccour  the feruant.  If  any  of the  Allies  or 
confederates fhal pofefe  himfelfe  of  any  Ca- 
{lles  or  other  places, without  the  counfell  and 
liking  of  the  other  Allies ,  they  {halnot  {land 
bound  to  furnifb  theivith  the  charge  of  Gar- 
rifon  or  muni  lion,  if  any  one  bane  done  enda¬ 
magement  by  fire  or {{&Ue  on  any  pLtce^  Wee 
wil  ioyn  all  our  meanes  together  ^to  make  war 
on  them  that {hal  haue  committed  fuch  an  of 
fence,  if  any  fisal  attempt  to  inuade  or fet  ^p-^ 
on  the  lands  of Vri  and  Suits:  they  of  Zurich 
{hal impeach  them  to  their  <vttermoJipower. 
if  they  cannot  attaine  thereunto :  they  jhall 
then  endamage  them  by  burniug,facking,and 
all  other  helpes  of  hoJHUty  .  jfany  {hall be; , 
fledge  the  7‘awne  of  Zurich,  and  {hall 

S  3  {{oyle 


The  vacancie 
of  a  Princes 
rulcjroakc 
way  to  maflie 
haroici. 


Meaner  to  re:, 
fift  againll  ci" 
ranny. 
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Booke 


boiit  Zurich* 


Againftno- 
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ance. 


Six  men  cho* 
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For  the  Vines  f^mes  and  trees  about  it :  they  ofW- 

and  trees  a-  I  •  jo  .  n  n  r  n  i 

nandbwMs  [balLoffoje  all  thetr  forces  a- 

gainjl  them^  and [hallrob  and  burne  the  ene¬ 
mies  Country.  if  any  oneofthefeinter-obli- 
ged parties^  doe  make  confederation  with  any 
other ^  the  other  Allies fhallnot  fiand  boundc 
thereto. 

Moreouer^  we  ofVn  and  ofSaiis^  haue 
made^  choifeofjixe perfons  among  the  Citti- 
&ens  ^/^iirich  5  namely MullerjRo- 
ger  ManneSj  Raoul  Bcggenh ,  Knightes-, 
Gaultier  dc  Saint  Pierre^  Gamier  Bibcr- 
lin^  and  Conrad  Krieg  .  And  tVe  ofTL\x- 
tichhaue  chofen  three  among  them  ^Vrij 
namely y  Gamier  de  Attinghufe,  Burck- 
Amman,  Conrad  Maicurof 
Ortfchueld.  And  as  many  <^Suits ,  namely  5 
Conrad,  Amman  ^Ibcrg,  Raoul  Stuffa- 
chet^and  Conrad  \im.Thefe  tweluemen^ 
according  to  their  dtferetion^  fhallgiue  com- 


Prouifion  for 
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in  the  time  of 
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mand  to  all  the  Allies^ for  mutuall  ay  ding  fy 
fuccouring  one  another^  both  how  and when^^ 
foeuer  needefhall  require^  in  thofe  a  fay  res 
whereof  the  conditions  haue  formerly  bin  ex- 
prejfed.  if  any  one  of thefe  tweluemen  (hall 
chaunce  to  die  within  compaffe  of  the  three 
yeares  alliance'^  the  other {had {land bound  by 
Oathy  to fubflitute  another  in  his  place  With¬ 
in fourteene  dayes  after  folio  wing.  And  to 
the  end  that  all  before  declared^  may  continue 
fir  me for  the  time  prefixed :  Wee  the  Senate 
and  Citiz>ens  of 'Lurichy  and  we  the  people  of 
Vri  4W  Suits,  haueput  our  Seales  to  three 
inHruments  of the  fame  tenure ,  concerning 
this  our  faithfull  alliance .  Giuen  at  Zurich 
the  day  ofSuwiGAyn  the  year  of our  Lord 
GodM.CC.LL 

Thefe  Letters  of  alliancCjOiadc  an  100. 
yeares  before  that  they  of  Zurich  haddc 
contracted  perpetuall  alliance  with  the 
three  firft  CaatonSjdo  euidently  declare 
how  thofe  people  were  euermorc  iealous 
of  their  liberty ,  without  offering  wrong 
neuerthelcffc  vnto  any  perfon  in  confer- 
uingit.Now,  about  ten  yeares  after  this 
alliance  made,  the  Empire  being  trobled 
with  factions,  in  regard  it  was  deftitute  of 
an  Emperor,and  heluetia  much  molefted 
by  theoucrrouch  licenfe,  which  the  No¬ 
bility  tooke  to  themfelues  day  by  dayrthc 
three  Cantons  hailing  heard  Raoul  of 
Habjpourg(yi\\o  was  afterward  Emperor^ 
to  be  h^hly  commended  for  many  Ver- 
tucs  clearcly  {Lining  in  him,  gauc  him 
yearly  pledgcSjand  eleding  him  for  their 
head,  made  alliance  with  him,  that  theyr 


The  firft  war 


liberty  might  be  maintained  at  the  (words 
point,  if  neede  required.  They  of  Zurich^ 

Bafiley  and  Strasbourg  Aid  as  much  at  the 
very  fame  time .  The  like  did  manie  free 
Townes  of  Germany  5  being  called  vnto  Emp^lRaoid 
their  fuccour,and  gauc  inony  cuery  ycare  1  toprekrue 
to  the  neighbouring  Princes,  to  the  end, 
they  might  be  {eciired  by  their  meanes. 

The  authority  of Raouf  becing  bufied 
in  other  warres  ^hont  Zurich^  Bafiky  and  * 
Strasbourg^  comming  (hort  of  abilitie  to 
reprefle  the  infblence  of  the  Nobilitie;  at 
length  the  people  ('being  too  much  trod  nm  war 
downe  by  great  mens  outrages )  vndcr-  »• 

tooke  Armes,and  expelled  them  forth  of  camon& 
the  Countrey  that  had  raifed  this  difor- 
der.  This  warre  continued  twcluc  yeares, 
about  thcyearc  of  our  Lord,  1260.  and  ^ 
fomc  few  yeares  following.  And  in  this :  Eredionof 
warre, all  the  Cantons  beganne  to  fonify !  oftUs^e 
the  paffages  of  their  Countreycs.Thcy  of  i  fence. 
.V/^/V/builded  aTowerat  Mount  Sattell{ 
fortifying  and  cutting  off  the  great  high¬ 
way.  They  cfiv’nderualdfiM  dam  vp  the 
Lake  with  a  ftrong  prouifion  of  flakes  & 
ftirubs,  toward  the  village  of  Stantx,^  and 
fortified  the  Port,  by  meanes  of  a  Tower 
which  they  builded  there  .The  year  1 2.73 . 
itcametopaffc,  thati^^i?/^/  of  Habjfourg 
was  cledea  King  of  theRomaincs.  Then 
the  Gentlemen  oi Switz>erland  went  vn¬ 
to  him,  and  gaue  him  to  vnderftand,that 
the  people  had  rebelled :  on  the  contrary, 
the  people  maintained  ,  how  much  the 
Nobility  had  outraged  them  .  The  King 
hauing  heard  both  parties,  and  feene  the 
priuiledges  of  the  people^  gaue  (entcnce 
to  their  benefit,  and  made  peace  between 
them  and  the  Noblemen  expulfcd  our  of 
Heluetia yN\iixhci  they  returned  again  for 
the  more  part.  As  for  the  reft  of  the  coun¬ 
try,  the  king  did  generally  confirme  Go- 
uernors  in  the  name  of  the  Empire, &not  ^ 

ofthchoufeof ^«/m;which  Gouernors  "^^£0 
(from  their  beginning)  did  not  dwellin  ofAuftria. 
towns  or  villages,  but  kept  themfelues  in ' 
their  Caftles,' whence  they  came,twice  or 
thrice  yearcly,  to  iudge  in  cafes  of  pro- 

ceifejbut  more  clpecially  in  criminal  cau- 
fes. 

In  our  dayes,  there  are  Towns  in  Ger¬ 
manic, that  receiued  fuch  G  ouernours  of 
the  Empire,who  managed  00  other  mat¬ 
ter,  but  onely  caufes  criminall,  &  had  no 
other  occafions  in  Townes  to  attend  vp- 
on,  but  only  the.  And  fo  far  ofFwas  king 
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King  Raoul  a- 
bridged  none 
of  the  Swit¬ 
zers  liberti;:s* 


They  of  Suits 
were  termed 
free  people. 


The  Switzer* 
liberties  Jefr 
entirely  to  the 


Aui^ria  and 
r  Suaba  ioyried 
li  to  the  Emp'c- 
jrors  other 
rights. 


^  The  Emperor 
{^Albert  a  great 
enemy  to  the 
Switzers  li¬ 
berty. 


•Tyranny  is 
cautelous  in 
bis  procee¬ 
dings, to  com 
pafle  his  in- 
tciuions. 


Raouly  fromdiminiflaing  the  liberties  of 
the  Swftz>ers:  as  rather  many  of  the  Can¬ 
tons  ftood  beholding  to  hinij  for  not  on¬ 
ly  the  confirmation 5  but  likevvife  the  am¬ 
plification  of  their  priuiledges .  For^ 
without  depending  on*  them  ot  Zurkh^ 
he.  confirmed  and  augmented  the  priui¬ 
ledges  of  the  Canton  of  Suits  ^  in  the  i8. 
yeareof  his  Empire,  as  appeareth  by  his 
Letters  giuen  at  Bada^m  the  ycare  1291. 
whcre,in  cxprcflecernKS,  they  of  Smts 
are  called  people  of  free.condition.  ■  ^  > 
True  it  is,that  the  King  himfelfc  tooke 
very  great  paines,  to  make  the  houfe  of 
j  Hal(pourg^vQ2LV  but  he  left  to  the 

their  liberties  entire.  Either  becaufe 
he  would  not  be  accounted  vnthankfull, 
in  ruinating  the  that  had  ( uccoured  him, 
and  (hewne  themfelues  •  faithfuU  in  his 
right,before  he  was  fcmperour,  pcrfvva- 
dinghimfelfe  alfo^that  his  affaires  would 
profper  the  better,  by  hauing  the  Swk- 
z>ers  his  loyall  friends  and  affociates,  then 
to  make  rebels  of  fubieds,  who  would 
carry  but  bad  affedion  to  the  oppreffors 
of  their  liberty :  Or  elfe  in  regard,that  ha¬ 
uing  (but  a  very  little  before)  ioynedthe 
Dukedomc  of  AuHria^  ^s  alfo  oi  Alle^ 
mdgne  or  Suaba  jiqhis  other  poffeflions, 
he  might  thereby  imagine,  that  it  would 
beget  him  a  gcnerall  hatred,  to  fatten  on 
things  of  fach  flender  confequcnce,*  and 
I  that  all  the  profite  hce  could  procurc,by 
I  vfiirping  ouer  the  Switz^erSyCouXA  not  va¬ 
lue  the  ill-will  he  (hould  gaine  thereby. 

Adolph  de  Naff'au^\\o  was  fuccefTour 
to  Raouhn  die  Empire,  confirmed  to  the 
Swit2jers\h^\t  priuiledges.  By.meanes 
whereof, the  were  highly  hated 

of  Albert^  Sonne  to  ^4^/,  and  enemy  to 
Adolph,  This  Albert  was  the  ve  ry  grea- 
teft  aduerfary  and  perfecutor  of  the  liber¬ 
ties  of  the  Switz>ers,  Hee  had  a  great 
number  of  children,  and  to  adiiance  and 
enrich  them,  hee  began  to  ftrctch  fooith 
his  wings  fo  farre  as  pofsibly  he  could,  Sc 
efpecially  he  rcfblued,  to  prouide  a  new 
kinde  of  principality  in  Switscerland,  Hee 
being  become  En)perour,attributed  ma¬ 
ny  things  to  the  houfe  of  Auslria^  that 
appertained  to  the  Empire :  which  made' 
him  offenfiue  and  infupportablc  to  his 
neighbours, In  being  fliameleffe,  to  get 
to  himfelfc  whatfoeuer  he  defired,  eyther 
by  vniuft  demands,  or  elfc  by  manifett  vL 
olcncc.  And  becaufc  Ecclcfiafticall  per- 


Lords  made 
vaflals  CO  the 
houle  of  Au- 
fttia.by  the 
Emperour* 
cunning. 


foils  were  very  powcifull^  he  pr adiicd  by 
all  meane2,ey  ther  to  make  falc  to  them  of 
their  iurifdidions,  or  clfc  to  make  them 
acknowledge  him  and  his  childre,  as  their 
hereditary  and  pcrpetuall  Tutors  &  Pro- 
tedors,  In  this  manner  he  dealt  with  the 
Colledges  and  Coniientsof  Strasbourg^ 
BaJileyConfiance^Coire^  S, 

tage,  S »  Blaje^  DtJ^entZi^  Pj^dtuertsL>-i  RwoWy  ted  vpon  by 
WettinghenyMurej^jmerlach^  Trubic^Cer- !  Emperor 
tia^Sccom:,SchenmJis^Zurich^  and  many  o- 
ther  places  befidc.  By  tbefclfe-famc  am- 
ningj  hefollicited  &opprcffcd  the  Earles 
and  Barons  of  Svpit  seer  land  ox  Heluetia^ 
to  put  tht  mfelues  into  the  fafegard,  and 
become  vaflals  to  the  \\owk  AuHria, 

Among  others  were  the  Lords  oizilfoWy  _ 

Sotedurg,  Reynjpourg,  Rfchedach, 
bourg^Wolhufe2in6Gretscmge, 

in  former  times,  the  Colledges  and 
Conuents  depended  vpon  the  Empire, & 

Lords  Sd  Gentlemen  did  neucr acknow¬ 
ledge  any  other  Soueraigne  vpon  earth, 
but  the  Emperor  onely:  but  this  Albert 
laboured  to  fatten  all  to  the  houle  of  Au- 
Jlria.  Wee  m’ay  eafily  judge  of  his  vio¬ 
lence  towards  ffiangers,  by  his  bad  carri¬ 
age  to  his  Qwne  proper  Nephew,  to  who 
hcHvould  metier  (although  hee  was  very 
many  times  thereto  required)  tender  the 
Hermitage  paternall,  which  he  goiierned 
in  quality  of  a  Tutor.  But  the  nbbotof 
Saint  c?4/, two  Colledges  of  the  Towne 
oi  ZurkhyZnd  the  Count  of  Homboiirg, 
could  neucr  be  brought  to  that  point,  to 
acknowledge  them  of  AuHria  for  their 
Prote(5i:ors,neythei  to  fell  them  any  por¬ 
tion  of  their  iiirifdiftions .  They  contir 
nually  alledgcd  their  ancient  priuiledges, 
and  would  not  perinir,  that  they  fhoiTlde 
be  dirmcmbred  from  the  Empire :  which  I 
much  incenfed  and  offended rhe  Empc-lScfiftf. 
rour,whohad  pradifed  vpon  the  rights their 
ofmany  other,  erpccially  the  Conuents 
Sejcoun,  Murbach^  the  Hermitage,  Inter- 
lach^Difentse^^oi  Lucerne ^whoh^d  giuen 
him  all  that  appertained  to  them,  at  (j/4- 
rk^lucerne^SmtS:,^ndrnderuald.llo\!vbe- 
it,they  had  formerly  promifed  (by  vcric 
aiulienticall  letters)  to  the  inhabitants  of 
thofe  places 3  ncuer  to  alienate  them  to  a- 
ny  other.  But  all  this  while,  Albert  ciin- 
ningly  wonne  the  harts  of  finiple  people, 
and  by  goodly  promifes,  made  them  to 
ratific  thefe  alienations. 

Hauing  (by  thefe  meanes)  gotten  foo- 
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The  praftifes 
of  the  £mpC' 
ror  Albert,  to 
lubieft  them 
of  Suits  and 
Vndcruald. 


Faire  words 
arc  of  no  coft 
to  the  ene- 
raiies  of  free 
peoples  liber- 


Threatnings 
of  a  Princes 
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ominous. 
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goodcounccll 
isneuer  wan¬ 
ting  in  them 
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their  liberty 
by  lawful! 
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ting  in  the  round  neighbouring  Coun- 
irieSj&bought-fbmc  Caftlcs  of  the  Con- 
uents,  in  the  Territories  of  the  forena- 
med  Cantons :  hce  began  to  lookc  into 
fome  meancsjwhercby  he  might  become 
Matter  of  Suits  and  ^nderudd^  which  be¬ 
ing  cnclofed  by  the  of  AuBrU  (that  do- 
mincerd  ouer  the  ]Attm\iz^t^Gkris^Zug^ 
Lucerne^  other  places  thereabout)  cau- 
fed  many  to  imagine ,  that  except  hcc 
could  preuaile  againft  the  too,  they  wold 
quit  their  liberty  as  the  other  did  .  N c- 
uertheles,  Albert  being  defirous  to  reach 
the  height  of  his  defire,  by  fuch  meanes 
as  he  had  propounded  to  himfelfe :  fent 
inEmbaflieto  them  of  Suits  frider- 
ualdythc  Baron  of  Lkchtenbergfiouttnot 
of  AlfatUj  and  the  Baron  of  OchfenUin^ 
two  of  his  intimate  Counccllers.  They 
addrelfed  themfclues  firtt  to  the  of  Suits ^ 
and  perfwaded  them  to  yceld  thcmfelucs 
into  the  protedlion  of  the  houlc  of  Au* 
^m,who  were  very  beningne  Princes 
vndcr  whofe  dominion  they  might  Hue 
much  more  peaceably ,the  formerly  they 
had  done  vnder  the  Empirejdifmcmbrcd 
and  rent  in  pecces  (as  it  were)  while  the 
Princes  were  in  debate  about  theelc£ii* 
on  of  Emperors.Thcy  further  added  .that 
they  of  AuArh  had  the  reuenues  of  ma¬ 
ny  Conuents  in  ihofc  very  quarters,  and 
that  ifthey  rcfufcdjby  difpleafing  Albert^ 
they  mignt  well  coneciue,  that  their  af¬ 
faires  would  but  badly  carry  themfclues  *, 
but  in  doing  the  contrary,  his  highnefle 
made  them  promifejof  all  honeft  and  a- 
miable  entertainmet,  that  a  Prince  could 
affoord  them. 

The  men  of  Suits bene  aduer- 
tifed  beforc,concerning  the  intention  &: 
demaund  of  Albert Gamier  jZo\mtoi 
HombourgJ^otd  ofanecre  neighbouring 
Country,  called  La  Marchei  a  man  not 
well  affe^led  by  Albert he  had  re* 
fufed-to  yeeld  himfelfe  vaffale  to  J  hoiife 
of  Ausiria  x  And  bailing  conferred  with 
them  of  Vri  and  Vnderuald^  returned 
thus  their  anfwcr  to  the  AmbaflTadours. 
That  the  Kings  andRomane  Emperours 
had  giuen  them  faire  and  ample  priuilcd- 
ges,  carrying  expreife  charge,  that  they 
fhouldneucrbccdifmcmbrcd  from  the 
Empire :  wherefore  they  were  fully  refol- 
ucdjin  imitation  of  their  Anceftours  ex¬ 
ample,  to  continue  firmcly  ioyned  to  the 
Romane  Empire.  As  for  the  Monaftcrics 


U<<l> 


of  Murbach  and  Bert^tty  whofe  rights  and 
reuenues  (elpecially  ^ouiSuUsS)  were 
then  in  the  hands  oithc  AuHrian  Princes, 
hauing  formerly  promifed  by  authcntical 
inftrumcnts,ncucr  to  alienate  themfclues 
to  anyothcr  authority  whatfocuenifthey 
had  kept  their  promife,  they  would  hauc 
done  tne  like  in  duty  to  them.  But  feeing 
that  they  had  broken  their  faith;  and  all 
former  contrails  were  vonatutally  can¬ 
celled  :  their  example  was  no  warrant  to 
them  for  the  Ukc.  Morcou€r,thcy  would 
render  to  Albert  and  his  children.  Princes 
of  AuHrU^ixich  fidelity  and  obedience  as 
they  ought  to  do :  entreating  Albert y(cc- 
inghc  was  Emperor ;  that  he  would  not 
permit  them  to  be  diuided  from  the  Era* 
pirc.  Bcfidc3in  regard  his  Prcdcccflbwrs 
had  confirmed  their  priuiledges  to  them 
of  Suits  (which  himfelfe  as  yet  had  not 
done)  they  therefore  againc  did  humbly 
entreate  him,  that  he  would  vouchfafe  to 
confirm  thcm.Thcy  alfb  defired  the  Am- 
bafladors,  to  rcturne  this  their  anfwcr  to 
his  Iraperiall  Maicfty,  and  to  entreate  on 
their  bchalfc^that  he  would  benignly  rc^ 
cciucthem. 

'  The  Ambafladors  hauing  this  anfwcr, 
wenttodcalc  with  them  of  Fri&c  fender- 
ualdi  who  (according  td  that  which  had 
beene  accorded  on  among  them  before) 
made  the  felfc-famc  anfwerc  as  they  of 
Suits  had  done.In  all  the  forenamed  Vil¬ 
lages,  they  did  nothing  elfe  but  fhew  to 
the  AmbafladorSitbe  Letters  Patents  and 
priuiledges,  granted  them  by  Fredericke^ 
Raouloi  Habfpourgy  and  other  Emperors, 
together  with  the  fetters  and  confents  of 
the  Monattcricsrall  of  them  making  hum¬ 
ble  entreaty  jthat  they  might  not  bccom- 
pelled  to  fee  al  thofe  things  fruftrated.But 
the  Emperor  hauing  heard  the  Ambaffa- 
dors^  was  highly  offended  at  the  anfwcr, 
bccaufe  the  Switz^ers  not  only  refufed  to 
acknowledge  them  oi  AuHria  for  their 
Lordsj  &  would  not  willingly  be  fepara- 
ted  from  the  Empires  body ;  but  alfo  de¬ 
clared,  that  they  would  yecldc  to  nodif- 
iundion  from  the  Monaftcriesjby  which 
meanes, all  the  precedent  attempts  of  Al¬ 
bert  ^  built  vppon  great  coft  and  trauaile^ 
were  vtterly  difappointci 
In  fome  (hort  while  after,they  diSuits^ 
Kri  and  Knderualdy  hauing  againc  fent 
their  Ambattadours  vnto  the  Empe- 
rour,  to  obtainc  confirmation  of  their 
  priui- 
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priuilcdges :  hcc  anfwcred  them  in  chol- 
ler,  that  hcc  would  fatisfie  their  reqiieftsj 
according  as  they  had  done  his  demands. 
And  that  heehad  deputed  certaineGo- 
iiernors^which  he  purpofed  to  lend  vnto 
them,  and  by  whom  they  Ihould  nioix 
amply  vnderltand  his  minde. 

Following  this  intention,  heefent  as 
Gouernors,the  Knight  Grifler^  and  Pere¬ 
grin  Landberg.  Grijler  w^s  appointed  for 
Suits  and  rr/^and  made  his  abiding  in  an 
olde  Caftellaboue^/^/fj,  called  Cufnach^ 
and  bcfidcjhce  builded  another  Fortreffe 
on  the  Land  of  Frixandber^ she  Gouer- 
nour  of  Fnderuddi  had  two  Caftles,  to 
mi^Sarne  aboue  the  Forreftjand  RotzJberg 
bcneaihjwhich  Forreft  diuided  the  coun¬ 
try  of  Fnderudd  in  ft  in  the  mid  ft.  Theffc 
two  Caftlcs  did  formerly  belong  to  the 
Conuent  or  Collcdge  of  Lucerne^  &  the 
Maiors  or  Bourgomaifters  made  their 
dwelliilgs  there ;  but  the  Emperor  Albert 
hadfoldc  them  to  the  houfeof  AuBria^ 
and  there  he  appointed  Garrifons.  Thefe 
cieportments  were  fomething  nouell  and 
ftrange  to  them  of  Fri^Suits^  and  Fnder¬ 
udd  :  for  till  that  time^thele  three  feuerall 
places  together  had  but  one  Gouerhour, 
who  (oner  and  befide)  was  many  times 
Gouernorof  Zurich  and  other  Townes. 
Hec  remained  in  his  Seigncuries  ouc  of 
the  Cantons  ,  and  euery  yeare  once  or 
twice  (being  called)  hee  came  thither  to 
iudge  in  lavv-cafes.f  The  reft  of  the  time, 
he  had  a  Lieutenant  cho/cn  among  the 
Country  people^that  executed  his  charge 
But  now  there  w^s  appointed  two  per- 
pctuall  Gouernors,  keeping  Garrifonin 
the  very  ftrongeft  parts  of  the  Country : 
which  the  people  were  conftrained  to 
endure^  onely  in  feare  of  the  Emperour, 
and  in  regard  befide,  that  thofe  places 
were  in  the  power  of  the  AuHrim  Prin¬ 


ces. 


At  the  beginning,  thefe  Gouerhours 
flicwed  themfelues  very  courteous  and 
affable  to  all  men  -  labouring  by  blandifti- 
ments  and  faire  Iookes,to  winoe  the  peo¬ 
ples  harts, &  to  fubied  them  to  thehoufe 
of  AuBria.  But  perceiuing  that  thefe  car¬ 
riages  did  little  aiiaile  them,  -  they  began 
to  ch'^cke  and  oppfefle  the  people,  by  the 
command  of  Albert  5  who  was  a  ine 
grecuoufly  enraged ,  byreafonof  new 
Icagueor  alliance  (made  for  the e  of 
ten  yd3ifcf^^l)etwccnc  them  of.  ^  and 


the  Count  of  Hdmboiirg.  Tyranny  thus 
encreafing  dayby  day,  AmbaffadorsYm 
nan'veofthe  three  Villages)  werefent  to 
the  Emperour,  who  would  neyiher  fee 
nor  heare  th^^m :  fo  that  they  were  con¬ 
ftrained  to  declare  their  Commiisionto 
his  Coiincellcrs .  Thefumme  whereof 
was,that  being  people  of  the  Roman  Em¬ 
pire,  they  had  obtained  very  ample  fran¬ 
chises  and  priuiledgesof  the  Emperors : 
whereof  they  were  now  in  danger  to  bee 
defpoiled,  andoppreffed  by  anirkefomc 
and  infupportabie  tyranny  .  For  the  inha,- 
bitants  of  the  recited  places,  were  with^ 
out  caufc,or  vpon  very  flender  occafion, 
immediately  imprifoned  ,  preffed  with 
nouell  exadions .  Befide  all  tWs,  euery 
man  in  particulcr,was  compelled  at  a  cer¬ 
tains  time,  efpccially  the  firft  day  of  the 
year, to  bring  prefents  to  the  Gouernors, 
which  neuer  had  beenc  put  in  pradife  be- 
fore.In  which  refped,  theymoft  humbly 
defired  the  Councelleis,  to  intercede  on 
their  behalfe  to  the  Emperour:  that  fuch 
charges  might  bee  taken  from  them,  and 
that  their  auncientpriiiiledges  might  bee 
confirmed  and  put  in  full  force  agajne. 
ButtheEmperours  Councellers  hauing 
conferred  and  agreed  together  jUiade  an- 
fwer;  that  the  Villages  themfelues  were 
the  caufe  of  this  opprefsion,  and  tl  lat  the 
Emperour  was  thus  feuere  tothem,  be- 
caufe  they  would  not  follow  the  example 
of  Lucerne^  Claris^  in  yeelding 

thefelues  to  the  houfe  of  AuBrk^^\^A\ 
doing,  and  making  more  account  (then 
formerly  they  had  done)  of  Albert  znA 
his  children  5  they  {hold  find  him  a  Prince 
that  wouldvfe  them  very  kindly.  ^ 

'  The  Deputies  hauing  recciued  this  an- 
fwer,  returned  without  doing  any  thing 
elfe  :  in  the  rneane  while,' the  tyranny  of 
the  Gouernors  (beingfauoufed  &wi«k^* 
cd  at  by  the  Emperour)  grew  more  and 
more  to  greater  ftrength  •  In  a  cettaine 
Valley  of  FnderuddstzWei  Sdelchtall^  ther 
dwelled  an  aged  rich  man,  iealous  of  his 
Countries  liberty jand  one  that  had  bene 
the  cheefeft  in  councelling  his  compatri-* 

ots,  neuer  to  fiTbic£i:  tlfemfclues  vnto.the 
( 

houfe  of  AuBrky  but  carefully  to  pre- 
feruc  their  aheient  liberty-, which  ma  was 
named  PJenry6i Melchtall.  Landberg{evii 
a  Scruaht  vhto  him,  with  charge  to  bring 
away  with  him  a  couple  of  Oxen.Wher- 
to  Henry  zidSncteA^ihdX  heknew  not  him- 
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f,. 
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fclfc  to  be  culpable  of  any  crime^whereby 
the  Goucrnoiir  (hould  exa£i:  fuch  an  a- 
mends  of  him :  and  albeit  hee  had  com¬ 
mitted  fome  offence^  yet  hee  ought  not 
thus  to  extend  his  authority  vppon  his 
goodsjbeforc  he  had  beene  heard  &  con¬ 
demned.  Thsferuant  being  of  humour 
anlwcrablc  to  hisMafter,  arrogantly  rc- 
plyedjthat  inftantly  he  wold  driue  thence 
the  Oxen:  and  if  he  flood  in  need  of  them 
to  plough  his  Landjhis  Country  lubbers 
ftioiild  fcrue  to  draw  in  the  yoakc.  Thus 
Ipcaking,  hee  tooke  the  Oxen  out  of  their 
yoakes,  and  made  himfelfe  ready  to  driue 
them  away. 

Arnoul^z  lufty  young  man5and  Son  to 
Henry  ^  nnooued  at  this  outrage  offered  to 
his  father^  gaue  the  feruant  a  found  blow 
with  a  cudgel!,  as  hee  was  driuingonthe 
Oxet>i  and  chanced  to  breakc  one  of  his 
fingers:  but  fearing  the  tyranny  of  his 
Mafter^he  got  immediately  to  the  top  of 
thc.Mountaines,  and  withdrew  himfelfe 
among  them  of  Vri^wherc  hee  kept  clofe 
with  one  of  his  kindred .  Landber^  vndcr- 
ftanding  al  that  had  paft/ent  out  for  Hen¬ 
ry  of  him  what  was, 

become  of  his  Son.  Henry  made  anfwer^ 
that  he  knew  not  where  he  was^as  indeed 
bee  was  meerely  ignorant  of  his  flight: 
whereat  the  Gouernourwasfo  furioufly 
enragedjthat  he  caufed  the  old  mans  eies 
to  be  pluckt  foorthjdroue  away  his  Oxen, 
Sc  deipoyled  him  befide,  of  the  moft  part 
of  his  goods.  This  cruelty  brought  him 
into  the  hatred  of  all  the  people :  but  in 
regard  of  Alberts  power  and  oppreffions, 
commanding  ouer  them  very  flearnely, 
there  was  no  man  (as  then)  that  durfl  flit 
againflhim.  And  becaufe  wicked  courfes 
grow  to  a  great  head,  when  ouermuch  li¬ 
cence  is  permitted  to  them :  ciien  fo  info- 
Icnt; iniquity  in  the  Gouernors,  did  driue 
thqm  out  of  one  mifehiefe  intb  ano- 
ther. 

Ncere  to  the  Abbey  of  Engelherg^^vA 
to  the  Village  of  Welffenfchtez^^in  a  place 
named  Alz^elenyhctc  dwelt  a  country  ma 
called  Conrad  de  Bomgarten^  maried  to  a 
very  fairc  and  bcautifull  woman.  It  chan¬ 
ced  that  a  Gentleman,  named  Wolffenp 
chief being  Lieutenant  to  thcGoucr- 
norj returning  from  Engelberg^  &  pafsing 
h^Alz>eleny  togoehomc  tohishoufeat 
Rotz>bergfo\M\di  this  woma  in  a  meadow, 
bufied  about  fomc  commendable  excr- 


eife.  He  vnderftanding  that  her  husband 
wasabfent^  commanded  the  woman  to 
make  him  ready  a  Bach,wherein  he  might 
wafhhimfelfej  bccaufehewas  ouer-tra- 
uellcd  with  heacc  and  labour.The  woman 
not  daring  to  make  refufall^  did  as  the  ty¬ 
rant  had  commanded  her. Proceeding  on 
further  in  his  intended  villany,  be  prefled 
the  woman  to  put  off  her  garments,  and 
come  into  the  Bath  to  him ,  wherein  fhee 
promifed  to  obey,  prouided,  that  two 
varlcis,  which  attended  on  him,  might 
withdrawthemfelu€s,as  accordingly  they 
prefcntly  did  vppon  their  maflers  com¬ 
mand. 

The  woman  vfingfome  delay  jyet  feign- 
ing  preparation  of  her  felfc  to  come  into 
the  Bath ;  got  recouery  of  a  doore  be- 
hinde  in  the  chamber,  and  fled  away  in 
great  feare  and  anguifh .  Her  husband 
returning  from  the  Forreft,  chanced  to 
mcctcher,  and  vnderflanding  what  had 
happened  centred  his  houfe/and  with  an 
Axe  or  Hatchcr,which  he  then  had  in  his 
hand,  flew  the  Lieutenant  fitting  in  the 
Bath,and  fo  he  rcceiiied  the  chaftifoment 
due  to  his  wicked  attempt,  vpon  the  ho¬ 
nour  of  a  vertuous  modeft  woman.  The 
Gouernour  fought  all  means  to  reuenge 
his  deaths  hut  he  was  fo  hated  of  all  men, 
as  he  could  not  execute  any  thing .  Be- 
fide,the  villany  and  indignity  of  his  Lieu¬ 
tenant,  with-held  him  from  daring  to  re¬ 
quire  any  hclpe  of  the  Country  :in  regard 
alfojthathewhohad  done  the  deed,  was 
fled  into  the  Lands  of  Hnderuald^  &  kept 
himfolfe  hid  among  them  of Sonic 
fay,  and  among  others,  Eternilerm^  and 
Stumffitis  in  his  Annales  of  Heluetiayh^t 
this  man  was  the  Gouernour  himfolfc  \  [ 
who  ifecking  thus  to  violence  an  boneft  ’ 
woman,  became  foflaine.  But  they  of 
^ndermld  maintaine,  that  hee  who  was 
kild  in  the  BathjWas  called  Wolffenf chief z, 
a  feruant  to  the  houfe  of  Auhria  ,  and 
dwelling  at  Rotz^berg, 

W  hilc  thefc  T ragedics  were  thus  act¬ 
ing  at  Vnderuald,Gr//Z(rr,  the  Gouernour 
of  Vri  and  Suits  airo,to  keeps  the  people 
in  the  more  awe  and  fubiedion-, began  to 
builde  (by  command  from  his  Mafler)  a 
Fort  or  Cittadcll  neerc  to  Altorff^vj^om 
fmall  Hill  called  Solturne .  This  Grif 
ler  bccing  a  verye  vainc-glorious  man, 
made  vaunt  of  abating  the  people  in  fuch 
fort, that  hee  would  bow  &  ben^^hcra  at 

his 
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his  pLeafiirc^whcriipon  W  called  liis  Tort, 
.i  yojke  of  extreme  jhuery  to  the  rrians, He 
pcrcciuiiig,  that  all  men  were  enraged  ik 
badly  bent  toward  him,  and  doubting, 
iefte  Tome  matter  might  fccrctly  be  con- 
criued  againft  him  ^ to  compafle  difcouc- 
ry  thercot,  he  vndertooke  this  courfc  cn- 
iuing.  He  caufed  a  H  at  or  Bonnet  to  be 
fixed  vpun  a  long  Pole ,  creded  in  the 
market  place  of  Altorff^  where  the  grea¬ 
ter  part  of  the  Country  people  vfed  to 
mcetCjand  gaue  command,  that  all  men 
(taking  off  their  owne  Bonnets)  fhould 
bow  their  knees,  and  yccJde  as  much  ho¬ 
nour  to  that  Hat,  as  they  vfed  to  doe  to 
him  ihe  Gouernor,  or  when  they  came 
into  his  prefence.  His  purpofe  and  opini¬ 
on  was  hcercby,thatfnch  as  were  malici- 
oully  addided  towards  him,wouldneiicr 
humble  thcmfclues,in  doing  lb  .many  rc- 
ucrcnces  to  the  Hatjcfpecjally  if  they  had 
any  confortSjVpon  whofc  help  they  made 
any  depcndance :  and  that  this  cccafion 
would  ferue  him  as  an  honefi  pretence  for 
their  difeoueryto  hisfpics,  andfo  tor¬ 
tures  might  be  inflided  on  them,  to  gain 
knowledge  of  the  whole  enterprize.  In 
the  meane  while,  he  departed  thence, to 
vifite  the  Country  of  Suits he  was 
likewife  Coinmander  and  Gouernor. 

-  .  In  Suits  there  was  a  Gentleman  of  ■ 
markc, named  Gamier  Stoujfacber^  whofe 
Father  was  called  Saoul^znd  had  bene  the 
firft  Magiftrate  ofiS’/^/Vj, about  thirty  years 
before .  This  Gamier  had  built  a  noufe 
in  more  ample  and  magnificent  manner, 
then  was  the  vfual  cuftomc  of  the  Coun¬ 
try.  It  fortuned  jthat  the  Gouernor  Grijlef 
paffed  on  horfebacke  by  this  houfe,  and 
!  demanded  to  whom  it  appertained.^^^?/;^/^ 

I  facher  knowing  himfelfe  to  bee  in  the  ill 
;  opinion  of  the  Gouernor,  becaufc  he  had 
alwayes  before  counccllcd  the  people, 
notpofubiedthcmfelues  toxhzmoi^Au- 
lirU :  This  houfe  (  quoth  he)  is  for  the  ^ 
King  and  you,  by  whofc  liberality,  I  am 
pofTcfToiirof  it.  Then  the  Gouernoran- 
fwered ;  I  am  Lord  of  this  Country,  and 
henceforward  I  will  not  fuffer  any  more, 
that  yccfliall  fway  yourfclucs  after  your 
owne  appetites,  in  building  houfes,  as  if 
you  were  Matters,  and  that  you  fhall  well 
fccic  before  it  be  long. 

’  This  anfwer  dcliucrcd  with  outragi- 
oiis  menaces,  greatly  difplcafcd  Stonjfa- 
*  f/;^;',who  (from  that  timeforward)couId 
! 


Tyrants  and 
tyranny. 


not  diffcmblc  his  greeter  VV.hichwasihc 
caufc  that  his  wife,  being  a  wife,  modett, 
and  dllcrcctc  Lady,  pcrcciuitig  hciTius- 
band  fad  and  pcnfiuc,  and  vnderttanding 
the  rcafon  thereof:  cxliortcd  him  to  hope 
well,  in  regard  that  God^ro  whom  all  vi-  ^  ^ 
olence  and  tyranny  was  dilplc  jfing,  woJd  flen 

ncucr  forfakeluch  as  inuoked  hisljelp^  Ucrappea- 
furtherancc.  Morcoucr,itwoiilJ  welibe- 
come  him  to  make  fearch  after  men  of ;  teds :  cfped- 
courage,  fiich  as  were  opprefled  with  tl>e  ! 
fame  tyranny :  to  conferre  with  them, and 
ioync  their  mcanes  together ,  to  recoucr 
the  liberty  of  their  Country  ^  for  fliee 
durtt aflure  Him,  that  God  would  blcfTci 
fo  holy  an  enterprize.  ■  ‘StouJfacher^iiTi-, 
uing  a  long  time  confultcd  with  himfelfe,' 
at  length  went  from  S uit s, to  f^ri^  where 
he  eafily  knew  and  percciued,  that  Grijler 
was  hated  of  all  men  in  thofe  quarters  j  by 
reafon  of  his  infupportable  pride,  euen 
as  much  as  he  was  in  :  efpeciallyby 
the  Baron  oi.Attinghufe^  then  cheefett  in 
iuttice  a  familiar  friend  to  stouf- 

facher,  This^Baron  firtt  began  to  com- , 
plaine,as  extremely  wearied  with. the  in- 
hlcncks  o(,GriJlcr^m  eredinghL  Hat,as  comton  one 
to  rankc  it  with  Princes^  protetting  open^  another  by 
ly,ihat  he  cbuld  not.pcrmit  his  Country, 
any  longcr  to  endure  fo  great  a  tyranny. 

But  Stouffacher  fearing  (perhaps)  that 
the  Baron  vfed  this  kinde  of  language, on¬ 
ly  but  to  found  himjUnd  (as  we  vfe  to  fay) 
to  vndcrminc  his  fccrcttt  cogitations ; 
kept  his  owne  intention  couert,  conten¬ 
ting  himfelfe, to  breake  his  minde  vnto  an 
ancient  faithfiiU  friend  of  his,  called  Gau¬ 
tier  FurJlfa\QLt\s,  to  fay, the  Prince.  Thefc 
two  hailing  many  andfundry  times  confi- 
dered  on  all  matters,  and  taken  into  their 
councell(as  a  third  y^wfArnonld MeUh- 
ta/loi  'underuald*^  bound  themfeliics  to¬ 
gether  by  mntiialloach,to  ioync  all  their 
mcanes,  and  imploy'  their  paines  by  a  c6- 
mon  confcnt,for  the  extirpation  of  tyran¬ 
ny,  and  reducing  their  country  to  her  an¬ 
cient  liberty.  Morcoiicr  they  concluded, 
that  each  of  them  in. his  'owne  quarter, 
fhoiild  procure  fo  many  men  as  pofsibly 
he  coiildjproiiidedjthat  they  were  people 
of  good  and  difcrcct  carriage :  who  fhold 
all  fwcarc,toimplov  both  their  goods  & 
bodies,  and  to  maiiuainc  onc  anothcr  in 
his  right,  for  recoucry  of  the  Countries 
former  frccdomc ;  and  that  in  the  meane 
while,  each  man  fliould  acquit  Himfelfe 

of] 
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of  his  duty  towards  the  Empirejthe  Mo- 
naftcnes,as  al(o  to  al  Gentlemen  &  Y co- 
men.  Promifing  likewifc,  to  kcepe  this 
leagued  combination  fccrct,  vntill  fuch 
time  as  (by  common  aduicc)  all  the  con¬ 
federates  fhoulcl  bee  refolued  to  publifh 
it.  They  madechoiie  alfo  of  apriuatc 
pface,  nccrc  to  the  Lake  of  Fri^  called 
Grutly^  where  thefe  three  chiefe  heads  of 
the  League  vfed  to  mecte,  accompanied 
each  one  with  three  or  foiirc,to  aduife  cor 
gether  what  was  to  be  done. . 

Thus  you  may  percciuc,  how  the 
ground‘Worke  of  the  League  of  Swit- 
was  then  begunne,  by  Stouffacher^ 
F«ry?jand  Melcbtall :  and  being  fo  agreed 
wppon,  each  man  returned  by  himfclfe 
homCj  to  make  coniundion  with  his  c5- 
panions.  Soone  after  this, not  oncly  the 
vulgar  people 5 but  likewife  the  moft  part 
ofthe  Nobility  in  theVillageSj  rancked 
themfelucs  with  the  confederates :  For 
the  Gouernours  did  moleftthe  Noblc- 
■men^  no  IclTc  then  they  did  the  common 
fort, not  making.any  difference  betweene 
the  one  and  ocher,but  called  the  Gentle¬ 
men,  pcazantSjand  companions  of  rafea- 
lity.  In  like  manner,  they  of  AuHm  had 
appropriated  (by  little  &  little)  to  them- 
fclues,  the  rightyfbclonging  toNoble- 
nicn :  whereat  many  being  offended,  bad* 
forfakcn(asitwere)  the  part  of  AuUrk^ 
as  wc  haue  formerly  obferued  by  the  Ba¬ 
ron  of  Attinghufe. 

The  number  of  the  confederates  bec- 
ing  cncrcafcd,  it  feemed  good  (to  many, 
that  it  was  time  to  fet  hand  to  the  workc, 
namely,  to  chafe  thence  the  Gouernors, 
&  replant  the  ancient  liberty  of  the  coun¬ 
try:  forfcarc  (lefte  by  ouer-long  delay, 
their  enterprize  would  be  difcoucrcd  (by 
fomc  meanes)  to  the  Gouernors.  And 
therefore ,  in  the  y care  1 2 07.  the  1 7.  day 
of  Odloberjtweliic  of  the  principall  men 
among  all  the  confederates,  afTcmblcd 
themfelucs  at  a  certaine  place  appointed. 
All  infifted  to  lay  hand  to  the  bufmeffe  fo 
foone  as  pofsiblc  might  bc^againft  which, 
they  of  Fndertidd  oncly  oppofed  ihcm- 
fcliies;  becaufethat  theCaftlesor  For- 
trcfTcSjWhich  the  Gouernor  held  in  their 
territory, to  muSarne  and  Rotz^berg^^Ncxz 
places  well  munited,and  almoft  impreg¬ 
nable,  and  if  ficdgc  fhould  bee  planted 
before  them,  the  King  of  the  Romaines 
would  come  forthwith,  bringing  an  Ar¬ 


my  ftifficicnt  tofuccoiir  them. The  other 
confederates  yeelded  to  this  motion, and 
agreed  together,  that  the  firft  day  of  la- 
nuary  then  next  following, through  al  the 
Cantons,  feizure  (hould  be  made,on  all 
the  ftrongeft  Caftles  belonging  vnto  the 
Gouernor.  To  whom  notwiihftanding, 
not  any  outrage  fhould  be  offered,  ney- 
iherto  any  of  their  family  or  Garrifons : 
except  only  to  fuch  as  would  make  head, 
and  wiibftand  them  in  Armies  5  but  to 
fend  the  Gouernors  fafely  and  well  away, 
with  their  goods .  Moreoucr,  that  the 
Caftles  and  ftrongeft  holds  or  Cittadcls, 
fhould  be  rafed  froth  the  top  to  the  bot- 
tomc :  tp  declare  by  manifelt  effed ,  that 
they  had  not  vndertaken  Armes  for 
blowcs  or  pillage,  but  oncly  to  conferuc 
their  Countries  liberty.  This  rcfblution 
agreed  on,  each  man  retired  home  to  his 
houfe,  awaiting  for  the  day  appointed: 
inihcmeancfpace,  according  to  faith- 
full  promife,  they  kept  their  determinate 
on  very  (ccret. 

While  thefe  affaires  were  thus  in  for¬ 
warding, there  happened  a  notable  2cc{- 
Fri.OntGmllaumeTell,  a  man  in 
the  confederacy,  diuers  times  pafled  by 
before  the  Har  exalted  on  the  Pole,  as 
formerly  bath  beene  related ,  without 
performing  any  reucreuce  thereto.  And 
Dcing  therefore  accufed  to  the  Gouernor 
Gnjler:  he  entreated,  that  his  inciuility 
might  bcccxcufed,  becaufehee  reputed 
fuch  rcucrencc  to  bee  a  matter  of  no 
importance.But  jhc  Goucrnor,who  held 
himamanmuchtobefufpeded,  among 
G uiHaumes  childxcn  ^  made  choife  of  a 
young  little  boy,  whom  the  Father  loued 
vcrydcarly.  And hcc commanded 
/4/^;w(being known  an  excellent  archer) 
to  fee hisfonne  fome  good diftance  off3& 
with  an  Arrowe,  to  clcauc  an  Apple  vp- 
on  his  head,  which  if  he  did  notjhis  owne 
head  fhould  be  fmitten  off.  Guilknme  Tel 
anfwered,  that  his  commaund  was  too 
ftrange  and  feuerc,  and  he  had  rather  die, 
,then  thorough  default  of  fhooting  right, 
to  kill  his  decreft  fonne .  If  thou  doeft 
not  performe  it,  faide  the  Gouernour,it 
fhall  coft  both  thy  life,  and  thy  fonnes. 

Prayers  and  entreaties  not  preuailing, 
r^/i^tookehisBowc;  and,  by  theproui- 

denceofGod(whoqucftionlcfre  guided 
and  dircaed  the  Arrow)  cleft  the  Apple 
in  twaiiic  vponhis  fonnes  head .  Eiicric 
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Ofche  three  Firft  Cantons 


3  Booke 


\ 


1 1  > 


Tyraiftsarc 
ncucr  in  fafc- 
tic  of  chcm- 
fehicSjbuc  al- 
wades  fuipiti- 
ous,  '  . 

.P  P  V  : 


The  admirh-4 
blc  prouid€cc 
of  Godjto 
bring  fuch  a 
WicKcd  wretch 
to  his  end. 


Guillaume 
TcIIci  5ton.c 
or  rock, which 
was  ( next  to 
God)  the  . 
meanes  of  his 
dcliucrancci 


one,  of  tjic  beholders  did  not  a  little  ix- 
ioyce^at  fuch  a  faire  and  admirable  flioot: 
but  the  Goiiernor,not  contented  with  io 
perillous  a  fatisfadion^  perceiuing  ano¬ 
ther  Arrow  remaining  vnder  Gmllanmes 
girdlCj demanded  of  him,  what  vfehee 
meant  .to  make  of  that  other  h.ixos^'^Guil- 
/^(^^^sf^repliedjthat  it  was  acuftom  among 
Archers,to  draw  more  arrowes  then  one 
out  of  their  Quiuers/or  any  occafio  that 
might  happen.  Butthe  Gouernorfulpe- 
ding  fomething  clfcjprclTcd  him  more  & 
morc;&  finally, promiled  him  to  iatie  his 
lifcjif  he  would  confelTe  the  truth.;  which 
accordingly  TV/Zdidjand  that  he  had  that 
^  other  Arrow  ready,  .therewith  to  kill  the 
Gouernor^if  his  firft  (baft  had  flainc  his 
Son.  Then  the  GpuT^nor  declared^ihat 
he'  wbld  not  take^awayTis  life,  becaufe  he 
had  prohailed  the  coiHrary:  but  he  fhould 
be  kept  in  perpetjuaU  prifon,  and  Hue  mi- 
ferablytin  darknefle,  without  conuerfing 
.with  any  man  liuing.  Thus  fpcaking,he 
caufed  him  to  befafi  bound  with  cordes, 
&  led  into  a  Barque,  that  hauing  pafl:  the 
Lake  of  Frijhe  iyiigfit  be  conuaied  to  the 
Cafti^  of  Gufi^dw>  ‘The  Gouernor,with 
his  people  &  prifbner,  being  in  the  midft 
of  the  Lakeja  greeiiotis  tempeft  fuddenly 
exalted  it  felfe,  wiiich  did  put  the  Barque 
in  cuident  peril!.' They  perceiuing  them- 
felues  in  extreame  danger  of  their  Hues : 
one  oi  Grtjlers{cm2.nts  (aid  to  his  mafter, 
that  there  was  but  one  only  means  wher- 
by  to  fane  thcm,ahd  that  was,  to  viibinde 
GuilLmme  TV/^and  refer  the  Barques  con- 
du^  to  him, becaufe  hewas  a  moft  expert 
Marriner,  ftrong  and  able  to  diredt  them 
linfiichanecefsity .  '  So  extreme  vrgent 
was  the  cafe,  that  ciiery  man  allowed  the 
counceII,&  vnbqund  Telli^  who  fattening 
hold  on  the  Rudder,  and  guiding  it  man¬ 
fully,  preferued  the  Barque  among  the 
rougheft  billowes,  turning  her  prow  to¬ 
wards  the  country  of  Suits.  - 

Hauing  attained  ncere  enough ^vnto 
the  ftioiCjthere  appeared  a  mighty  ftone 
(like  vnto  a  Rock)ab9ue  the  water,which 
to  this  day  is  called  Stone.  Being 
hard  by  it,  T<?//caughc  hold  thereon  with 
his  Bow,  which  lay  at  his  feetc  in  the 
Poilp6,and  leaping  foorth  quickly  vpon 
thatflonCjhe  gauCjfo  ftrong  a  thruft  with 
his  fboteagainftthq  Barques  fide,  that  it 
returned  back  among  the  ftearn  billows. 
This  done, he  tookc  his  flight  thence, and 


hid  himfelfe  among  the  neighbouring 

Mountaines.  The  Barque  hauing  long 
floated  in  this  manner  ,  was  guided  at 
length  by  the  Gouernoursfeiii4^ts,toa 
Port  named  Brune  des  Fontaines.  From 
thence  the  Gouernour  fet  on  bis  way  to¬ 
wards  C/^^c^,apd  muft  needs  paffe  tho¬ 
rough  a  hollow  craggy  ftraite,wbere  Tell 
.  (well  acquainted  with  all  thofe  parts)  by 
great  good  hap  had  ambuflricd  himftlfe 
among  thick  buihes  i  there  he  difcharged 
an  Arrow  at  the  Gouernor, which  pafled 
quite  through  his  body  lie w  h|m.  Ther 
remaineth  yet  (to  our  time)  a  Chappell, 
built  on  the  place  where  the  Gouernour 
was  flaine :  and  another  vpon  the  Stone 
or  Rocke,  where  T^’Z/threw  himfelfe  out 
ofche  Barque  .  After  this  fuccefiefull 
lhoote,Te*ZZ  went  to  where  he  made 
all  thefe  matters  knownc  to  Stouffacher. 
From  thence  hcc  tooke  his  way  ouer  the 
higheft  Mountains,  and  turning  by  Mor- 
fachyC2tnc  back  to  Tri^  wher  hauing  foud 
Gautier  Furfl^  he  acquainted  him  with  all 
that  had  hapned.  By  this  time,  they  had 
gotten  hearts  and  hands  enow,  to  cxpell 
all  the  Gouernors  family  and  followers  : 
but  hauing  refpeitt  to  them  of  Vnder udd^, 
andremembring  their  former  refolution 
for  the  firft  day  of  January  following,thcy 
kept  thcfelues  qui€t,&  Tell  (in  the  meane 
time)  lined  clofely  among  his  friends. 

The  firft  day  of  lanuary  being  come, 
they  of  Vnderuddmzdc  themfclues  Ma¬ 
ilers  of  two  Fortreffes ,  according  to  a 
compromile  paflfed  betwecnethein.  In 
the  Fort  of  Kotsjberg  there  dwelt  a  cham¬ 
bermaid,  who  was  in  lone  with  a  goodly 
young  mm  oi  Vnder  uald^mdi  committed 
folly  with  him.  An  efpeciall  night  of  mee¬ 
ting  being  appointed  by  them  both,  the 
young  man  brought  twenty  other  armed 
Soiildiers  with  him,  and  caufed  them  to 
lye  clofely  hidden  necre  the  Caftlc.  He 
hailing  giuen  the  fignall  to  his  wench, 
who  knew  nothing  at  all  of  the  intended 
deceit,  was  mounted  vp  aloft  to  her  by 
thehelpc  of  a  corde.  Hauing  ftaidelbme- 
time  of  dalliance  with  her, making  her  to 
beleeue  one  thingfor  anocherjhe  left  the 
chamber  a  while,*  going  to  the  window 
whereat  he  had  bin  drawnc  vp,  &  letting 
downc  the  cord, drew  vp  one  of  his  com¬ 
panions,  and  then  tecurned  to  his  lalTe  a- 

F thus  gotten  vp',  neucr 
Cit  till  he  had  dravvne  vp  all  his  other  fel- 

lowcs. 


The  corref. 
pondency  of 
Gods  iudge. 

'  mentwithtln 
iniquity  of 
the  Tyrant. 


Twochappels 

crciicdinc. 
fpeciall  place! 

as  lining  me. 
morialsofthe 
tyrants  ouct- 
throw, &  the 
good  fortune 
of  Tell. 
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lovves,  (  who  were  vnmatchable  for 
(t length  and  courage)  and  fo  got  poflef- 
fion  of  the  place :  where  they  kept  all  the 
gates  rtrongly  defended,  and  clofe  (Taut 
vp,  in  expectation  of  good  newesfrom 
their  other  conforts,  who  were  tofeize 
the  other  ForcrcfTejCalled  Same. 

That  other  company  confifted  of  fifty 
valiant  mcn,thirty  of  them  hailing  ambu- 
(hed  themfelues  inaneere  neighboring 
wood :  the  reft  went  dirccSlly  towards  the 
Caftle,  leaning  vpon  ftaues  andcrout- 
ches,and  carrying  prefents  to  the  Gouer- 
nor, (according  to  cuftome  of  the  day)as 
Lambs, Pigs, CalueSjChccfes,  and  fuch 
like  things.  The  Gouernor  Was  going  to 
chiirch,anfwcrable  to  his  ordinary  wont 
at  fuch  a  timc,and  met  them  on  the  way, 
where  pcrcciuing  them  to  haue  no  other 
Armes  then  ftaues  and  croiitches,  which 
fcrticd  (as  it  feemed)  to  fupport  their  fee¬ 
ble  bodies :  hee  made  no  doubt  of  any 
thing, but  palfed  on,  not  a  little  pleafed 
vvith  thofe  prcfcnts,  and  brought  him  in 
mote  liberall  and  plentifull  manner,  then 
they  were  formerly  wont  to  do.  Their 
dome  in  men  j  ftaues  and  croutchcs  were  made  round, 
cannoepre-  and  pierccd  fo  hollow  within:  that  they 

could  eafily  (crew  in  long  fharpe  pikes  of 
iroHjwhich  each  of  them  carried  clofe  hid 
inliis  bofome.  They  came  to  the  Caftle, 
where  beeing  permitted  entrance  with 
their  Ncw-yearcs  gifts :  they  pofleffed 
chefclues  of  the  Gates,  giuing  an  appoin¬ 
ted  fignallto  their  fellovv-fouldiers  lying 
in  the  wood,  who  came  immediately  to 
fuccour  them,  and  tooke  them  all  prifo- 
ners  that  were  in  the  Caftle.  Afterward, 
hearing  that  Rotx^berg  was  furprized  by 
their  other  affociates,  they  rcleafed  all 
their  prifoners,  and  the  Gouernor  alfo, 
whom  they  had  laid  fure  hold  on,  as  hee 
was  about  to  efcape.  W  hen  the  Gouer¬ 
nor  and  his  followers  had  folcmnlypro- 
mlfed  vpon  oath,  neuer  more  to  returne 
againe  into  thofe  quarters^  they  gaiie  the 
Icauc  to  depart,  &:  lent  them  by  lafe  con- 
dud  out  ot  the  Country  jand  then  ruined 
thofe  two  ftrong  Forts  or  Caftles  flat  to 
the  ground.  The  very  fame  day  alfo,they 
of  FrTdemoliflied  the  new  Cittadell, 
which  Grijler  had  named,  Theyoake  of  the 
V r/^Wjbeing  not  as  yet  fully  finifhed;and 
in  Suits^  ^touffacber  (with  his  followers) 
won  and  ruined  the  Cittadell  of  Louerts^ 
builded  ncre  vnto  the  Lake.  On  the  mor- 


uemic. 


Succeflf  pro- 
ued  alike  in 
both  the  pla¬ 
ces  by  honeft 
cndeiiour. 


The  oncly 
!  means  to  for- 


"^cneftand 
yoakeofXy- 
rarny  vtterly 

oc/icedand 

ruined. 


row,the  three  villages(by  their  Deputies) 
made  a  publike  league  ofamity  and  alli¬ 
ance, to  continue  for  ten  years,  vpon  the 
conditions  before  mentioned  jcofirmi^ng 
them  al  by  folemnc  oath.Behold  the 
of  their  tyrannicall  gouernmenr,  whom  Wues  againft 
Albert  had  eftablilhcd  oner  the  Cantons 
W  hen  Albert  had  receiued  tydings  of 
this  fudden  change :  he  was  wondertuily 
cnraged,aiidrcfolued  to  make  war  vpon 
the  cantons,  as  thinking  by  ftrong  hand 
to  bring  them  in  fubiedion.  He  fent  firft 
of  all  to  his  (libieds  of  Zug^Lucerne^  o- 
ther  neighbours  of  Suits ^  and  Vn^er- 

udd^  to  fuffer  no  viduals  to  be  conuayed 
to  thcm.But  in  a  fliort  while  alter,  he  was 
llaincbyhis  owne  Nephew  .  the  Son  of- 
nis  Brother,  and  by  his  complices,  in  paf- ,  Swuzers, 
fing  oucr  the  Riuer  of  Ruff  :  fo  that  this  !  bi* 
war  by  him  intended, remained  now  to  be  j 
frefhly  attempted.His  fonnes,beingfuffi- 
cientlyhindrcd  fromreuenging  his  deth, 
left  the  Switx^ers  in  peace:  fearing  Icfte 
they  fhould  ioyne  with  the  Gentlemen, 
who  hadflaine  their  Father.  About  this 
time,chey  of  Austria  ruined  many  ftrong. 

Heluetia^  as  in  the  Territory  of 
Zurich^  IVarte^  Multferg ,  S chnahelherg}:  spoikand 
Mafehiuande and  Caftle,  and^i  waftemadc 
Farwange  in  the  neighbouring  quarter.  I 
Some  moft  noble  families  alfb  were  by '  zcriandlon 
them  fubuerted  and  exrermined,  to  wit, !  Noble  &  <5c- 
that oi Efchmbach^Wartz^^Pdmef^i  many  j 
other.  For  at  the  taking  of  the  Caftle  of 
Forwange^  in  one  day,  6'3.  Gen,flemen, 
with  their  feruants,  had  their  heads  finit* 
ten  off :  And  in  other  parts  of  Switzer- 
landyhvj  of  Ausiria  caufed  to  be  flaine, 
or  baniflied  out  of  the  country,  about  a 
iooo.perfons,the  moft  part  wherof were 
Noble.Thcre  are  fome  ill-willers,that  do 
falfely  accufe  the  Switz>ers^  to  hatit  defo-  Falfc  impuca* 
lated  many  placeSjS:  expelled  many  No- ! 
blefamilicsrwhcnal  this  while, thofe  hor-  '^  ^  wiczcrs. 
rid  adlions  (for  the  moft  part)  were  com¬ 
mitted  by  them  of  the  houfe  of  AuHrk, 

Henry  of  Luz>elbourg^y  of  that 

name,fiicceeded  after He  confir-l 
med  the  priuiledgcs  &  ancient  liberty  of  ‘iTj.ctmom 
the  3,  cantons, Sc  eftablifhed  a  Prouoft  or 
Adiiocate  of  the  Empire,to  be  fudge  in 
law  cafes  in  the  Towne  of  2.urich^  the 
round  neighbouring  places,  and  in  the 
three  Cantons,in  name  of  the  Emperor. 

This  Prouoft  was  named  Raoul  of  Hah- 
ffourg^  Lord  oi  Lauffenberg^  Sonne  to 

T  2  Godfrey^ 


Henry  the  7. 


vvherin  may 
may  be  fcenc 
the  goodncltc 
ofgodtofldne 
clear  eJy, by 
fending  milde 
comfort  after 
fo  long  op« 
prefsion. 
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The  reuenge 
or 

rour  Alberts 
Sonnes  on  the 
murderers  cf 
their  Father^ 
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A  difFcrencc 


bctweenc 
them  of  Lu- 
cerrfc  &  the 
men  of  Vn-* 

dcruald. 


Lucerne  glad 
to  cake  truce 
with  the  Can¬ 
tons. 


Godfrey was  Nephew  to  Raoul^wklc 
to  the  EiTipcror  Rdoul  of  hlabl^ourg.  But 
the  Emperor  Henry  being  gon  into  Italy ^ 
(in  which  iourncy  an  hundred  Souldiers 
of  Zurkh^QLwA  as  many  of  the  other  Gan- 
tons,  were  at  his  pay)  theProuoftwas 
faHcly  acctiftd  (as  lomc  fay)  before  the 
Emperor  jby  the  means  of  Duke  Leofold-, 
who  hated  him ^and  faid  that  he  had  abii- 
Icd  bis  authority.So  that  he  was  depofedj 
and  Edward  de  ^/^/^/(f^dvvclling  at  Lurge^ 

fubftituted  in  his  place. 
being  brought  to  aniwer  his  caufe  at  the 
Court  of  France  ,  dyed  at  Montpellier. 
His  ftruants  brought  backe  his  body, and 
caufed  it  to  bee  buried  in  the  Abbey  of 
tVettinghen.  .  , 

The  Sonnes  of  y^/Wjhauingflaine  all 

. . j,,  them  that’were  prefentatthe  murder  of 

the  F  and  expelled  all  their  other 

Li.  Alberts  '  ^Qjnplices  5  became  rich  and  powerfully 

for  they  had  feized  on  the  goods  ofal  the 
that  had  hand  in  the  death  of  Albert IXhc 
three  cantons  were  highly  in  their  malice 
and  difgraccjyet  they  durft  not  begin  War 
vponthcm,fearing  (perhaps)  the  Empe¬ 
ror,  who  had  taken  the  SwMersmxohas 
protedion "  but  neucrthelefley  they  mo- 
lefted  the  Cantons  by  diuers  in-roades, 
for  they  could  cafily  offend  them  of  Hn^ 
dermldhy  Boates  defeending  on  the  lake 
of  Lucerne  \  yet  the  Cantons  kept  them- 
felues  carefully  within  compafTc  of their 
guards.  Sc  mutually  affifled  one  another* 
In  the  yeare  one  thoufand  three  hun¬ 
dred  and  ten, a  Ship  wdl  munited  Sc  fur- 
ililTied  with  men/et  foorth  from  Lucern^ 
to  make  afLult  on  the  oiVndermld^  who 
in  the  defence  of  them  of  Vri ,  that  were 
come  (by  great  chance)  with  a  Shippc  of 
warre  to  afsift  them  5  did  both  bondge  Sc 
finkc  the  Veffellof  Lucerne  ncere  to 
the  Port,  killing  a  great  number  of  the 
Soldiers,  and  taking  the  reft  prlfoners. 
This  lolTethus  receiued,  they  of  Lucerne 
(and  their  neighbours)  tookc  truce  with 
the  Cantons.  In  the  fameycare,they  of 
Suits-,  being  defirous  to  pacific  all  mat¬ 
ters  among  them :  bought  of  Ewrard^ 
Count  of  Habffourg^  Arte  axidCufnach^ 
Villages  of  their  Cantons,  and  fubieds 
tothehoufe  of  Hablf  ourg^  encrcafing& 
enlarging  the  limitation  of  their  bounds 
very  much  that  way.But  on  the  other  fide 
they  had  Wvirre  againft  the  Monkes  of  the 
Hcrmitage,&  for  the  fpace  of  about  four 


hundred  yearsi  each  being  at  pufli  of  the 
Pike  againft  the  other,  and  for  ihofe  rea- 
fons  which  I  will  breefely  relate. 

The  Emperor  C?//^^,(iirnamed  the  great, 
about  the  ycatc  P50.  haddeellablifhed 
cercainc  bounds  to  them  of  S utts^  and  to 
the  Monkes  of  the  Hermitage.  In  thefe 
limitations,fome  Mxiuntaincs  (fertile  for 
pafturage)  were  left  to  the  Monks,which 
till  that  time  had  bene  pofTclTcd  by 
of  Smts.  It  came  to  pafTcythat  they  wold 
notkeepc  thcmfeluestolhc  Emperours 
appointment  5  but  held  their  ancient  li¬ 
mits.  I  he  Abbots  of  the  Hermitage,who 
were  not  able  enough  to  debout  the  out 
of  their  pofleflion  3  gaiie  not  ouer  to  ob- 
taine  of  the  Emperors  fuccefl'ors,  confir¬ 
mation  of  the  ordinance  fet  downeby  O- 
)  tho.hhowx  the  yeare  one  thoufand,  forty 
foiirc,  the  hhhoxGcron  accufed  them  of 
Suits  to  Henry  third, Emperor;  Raoul 

and  Arnoul^^^x\^soi  Lentz^bourg^^Qo- 
uernors  of  Zug^^eavi^  ioyned  with  them 
b(  Suits their complaintdikewife, 
that  their  limits  were  much  abridgcd.But 
the  Emperour  Henry  re-confirfned  the 


grant  of  Otho,^.  condemned  the  Counts 
of  LentzJbourg  to  a  certainc  fine  of  monyj 


The  ground 

andorjginall 
ot  fomany 
yearcs  warre 
betwcenc  rhe 
mcnofSuiii 
&  the  Monks 
of  the  Hcrmi* 
cage. 


War  by  them 
Suits  a- 
gainft  the 
Monkes  of 
the  riermi  • 
tage. 


'  all  which  not  withftanding,  they  of  Suits 
keptthemfclucs  in  their  ancient  pofleflid 
ftill,in  defpight  of  all  >"'  the  Abbot  could 
do.  Once  more  then,about  the  yeare  of 
ourLord-ii44.the  Abbot  accufed 
them  before  the  fccond.  Empe¬ 

ror,  who  confirmed alfo  the  fenrence  of 
Ctho.  Ncuerthcleflcjthey  of  Suitsxx\z\n- 
tained  themfclucs  (perforce)  in  poftefsi- 
on  ftill,  and  the  Abbot  (on  the  contrary 
fide)  defending  the  limits  giuch  tyniby 
the  Bmperor,and  making  vfe  of  them  ac¬ 
cordingly  ;raifcd  wan:e  vpon  them'inua- 
ding continually  one  another, nnd  taking 
prifoners  on  cy thcr  fide.  Thefe  enmities 
endured  a  longtime,  and  at  laft,  Raoul, 
Count  of  if brought  them  to  an 
agreement, in  thcyearc  iJ/y.'  This  ac' 
cord  was  imhraced  &  kept  for  about  rhe 
(pace  of  fifty  yearcs,  at  the  end  of  which 
time,  there  came  an  Abbot,  named 
/ctecjvnder  whom  nouell  diftbrences  be¬ 
gan  :  becaufe  that  both  fides  ’expounded 
the  trad  of  pacification,  in  a  coxitrary 
fence  and  meaning;  '  '  ’ 

The  war  being*  againe  rcncwediconti- 
nued  foure  and  forty  yearcs  .•  butfoonc 
after,  they  of  Z/#nV/;  laboured  toratifie 
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ifirmc  peace,  in  the  time  of  fTwry  the 
f^dueath.  While  tfiey  were  treating  on 
tais  peaefc^fbme  men  of  Suits^zin^  gon 
in  pilgrimage  to  this  Abbey  of  the  Her¬ 
mitage  i  were  villianoufly.and  piiblikcly 
outraged  bycertaine  Monlcs,which  who- 
ly  brake  off  the  negotiation.  Moreoiier, 
the  Princes  of  Auliria.^  who  had  appro* 
priated  to  ihemfelucs  the  protection  of 
the  Abbey;  incenfed  the  Abbot  and 
Monks  againft  them  of  SuitSy  promifing 
them  continuall  fliccour.-  The  warre  ha- 
uing  iafted  long,  wherein  they  of  Sum 
were  greatly  endamaged;  at  length,  in 
theyeare,!  3 1  g.thc  day  of  February, 

they  went  foorth  fccretly  into  the  fields 
in  the  night  tiine,6«i  hailing  dccciuedthc 
guardcsj  entred  by  ftrong  hand  into  the 
Abbey,  taking  and  leading  thence  the 
Monkes  that  had  done  the  outrage, toge¬ 
ther  with  the  Curate  of  the  place^namcd 
lohn.md  the  Mafter  of  the  Schoolc,  na- 
me  J  Raoul.  There  were  then  Monkes  of 
r  oble  birth  in  the  Abbcy,namcly,  Raouly 
and  Henry  of  Wnenberg^  John  Regenfperg^ 
and  Burckhard  Fleminger.  Tliis  was  the 
caiife^thatthe  Counts  of  Hahspourg  Zi\A 
of  T'eggey  and  the  Baron  of  F.egenjperg^ 
who  were  their  neere  allies  and  kinlmcn, 
lohnoi  Schwanden^  Abbot  of  the 
Hermitage,  greatly  imploycd  their  pains 
with  them  of  Suits ^  for  thefe  Monkes. 
W  hen  the  Monks  had  follemnly  promi^ 
fed  vpon  oath,  neucr  morcto  dcale  with 
them  of  Suits  in  any  fijch  enterprise,  nor 
to  attempt  any  matter  of  rciienge  vppon 
them;  they  were  rdcafed,  hauing  firft 
payed  nine  hundred  pounds  Tournois.^wt 
this  enlargement  came  fofarre  (hortof 
appearing  them:  that  it  wrought  a  quite 
contrary  effedf  in  them,  continually  fix¬ 
ing  their  thraldomc  before  their  eyes ;  fo 
that  thence  forward ,  they  fought  all 
mcanes  whereby  to  iniure  them  of  Smts. 

Heercupon  happened  a  new  occafion 
of  troubles.  After  the  death  of the  Empe¬ 
ror  Henry M  the  yearc  1 3  ■  4.the  States  of 
the  Empire  becing  aflcmblcd  to  create  a 
new  Emperor ;  the  Eledors  found  them- 
ielues  to  be  diuided  in  opinion.  Foure  of 

of  fourtli  of 

that  name ;  but  the  other  three  gaue.thcir 
voices  to  Frederick  oiAuHru^xhe  Sonne 
to  Albert.  He  to  make  his  part  equal]  iji 
voices  to  Lewes  his  number,  named  /ye»- 
^iDukc  of  Carinthia^as  King  of  Bohemia, 


ZOp 


1 


The  cdufc  of 
the  difmaJl 
troubJes  in 


mainrainirtg  that  this  kingdome  belong¬ 
ed  to  him, by  right  of  the  CoinuryyfreJe- 
rioh  counted  tliis  Duke  among  them  that 
tbould  giue  their  voyces;albcit  that /ohn^ 
lonnc  tQ  Henry  the  7  .was  king  of  Bohe-^ 
hailing  married  the  daughter  to  the 
late  deceaied  king.  This  tlifmembringof 
the  Empire, caiifed  thofe  greeuoiis  trou¬ 
bles  in-  Germany  and  Heluetia,  The  three 
Cantons,  cmemies  to  thehoufe  of  Au* 

Hrky  ioyning  fcthcrnfclues  with of  sWiaerlanl 
Bauaria :  all  their  neighbors  being  before 
in  their  protection  of  Austria.^  or  elfe  at 
the  ti  ne  of  ihcfe  elections,  approoued 
th at  of  Fr ederick  •  No w  i n  regard  that 
the  three  Cantons  onely,  made  head  a*^ 
gain  ft  Frederick'^  he  preuailed  fo  far,  that 
I  by  his  acccifation)  the  Bilhoppe  of  Con'<* 
fame excomrnunicaccd  them,&:  they  wer 
banifhed  by  the  Court  Imperial!,  which 
\j^s^tRotui:le.  They  were  charged,  that  led  andkni; 
they  had  viole  <ced  the  abbey  of  the  Her-  fhedjb-  cau.% 

mirage, &  (in  that  tumult)had  ezd  downe  noTyeddL- 
and  f'poiled  the  holy  facrifice:  which  they  rallies  ro  fer- 
of  <S’«ifxfirm€ly  and  ftouily  denied, pro- 
mifing  Gontrariwife,  feuerely  topunifh 

the  ojffcndersinfuch  a  delict, proukied,)^ 

they  miglit  be  difcouered  to  them.  And 
akhogh  they  could*not  produce  any  oncj 
yet  notwithftanding,  they  remained  bu* 
niflicd  Sc  excommunicated  •  In  regard 
whcreof^ihey  himibly  cnticatcd  the  Em¬ 
peror  to  vndertake  the  knowledge 
of  this  caule ;  which  he  did, and  procured 
afterward  5th  at  tney  were  rcinregiatedin- 
to  the  communion  of  the  Church. 

In  this  time,the  Gentlemen  that  were 
forth  of  the  lands  of  the  j.Canr  onsjwkh ,  wane  prepa- 
theGouernors^folicitcd  Leopold ol 
ftria ^Son  to ' Albert ^to  make  war  vpon  the.  /[Sria 
Cantons.-  The  Abbot  of  the  Hermitage, 
and  the  Count  of  Monfort  xoukd  on  this ! 


Warre  prepa- 


whcele  with  their  beft  helpc.  The  occafi- 
fion  was  very  honeft,as  it  feemcd,to  wit  5 
that  the  Prince  purpofedto  reuengt  the  I 
outrage  done  to  the  Chappell  of  tlie  rir- 
gin  MarySfhtyong  Prince, being  young, 
powerful!,  and  a  true  heire  to  bis  Fathers 
hatreds;  iuffered  himfclf  to  be  thus  conn- 
celled,  and  intended  profccution  of  this 
wat.His  forces  were  about  h’m,by  whole 
meancs  he  had  fpoiled  the  places  and  ca- 
ftlcs  of  his  fathers  murderers ;  vv'  Soldiers 
were  people  aptly  difpofed  for  war,  ano 
made  rich  by  the  booties  they  had  taken 
in  thofe  caftlcs.  Moreoucr,  helcnicd 
_ _  T  j  mighty  Army, 


thereof. 
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Army,  collci^cd  from  4^ uiffe^S uabd^  and 

o,«c  rorcc.:  ,  diuiditig  all  thcfe  powers  into 

belonging  io'  two  paris.One  ot  them,  which  (as  is  cre- 
PrinccLco-  |  affirmed)  confifted of about  twen- 

wnduSed  1  ty  thoufand  men ;  was  conduced  by 
tltciii*  himiclfc  againft  them  of  S uits •  He  gaue 

the  reft  to  the  Count  of  Strasberg^  Gor 
uernor  of  the  vale  of  Uafell^  that  they 
might  afeend  the  Mountaineof\gr«^|^) 
and  alTailcthat  fide  belonging  to  them 
oi  Vender  udd. 

The  Cantons  hearing  newesof  this 
preparation,muftcrcd  vp  their  forces,  & 
becaufe  nothing  might  rcmainc  as  for¬ 
gotten  !  they  fent  to  crauc  peace  of  the 
^  Prince,  by  the  Count  of  Togge^  promi- 

fingto  accept  the  PruKe  as  their  fudge, 
Canifnsto  5ito  make anlwer inhis preicnce,  to tne 

the  Prince, re- ,  ^bbot  of  the  Hermitage,  and  to  the  cx- 
qumngpeacc  Mobility-  But  the  Prince  would 

allow  no  audience  to  the  Count,  and  tc- 
fufed  all  negotiation  of  peace.Thc  whole 
hope  and  expeaationof  quictnes  being 
thus  cut  off  i  aTaft  was  publifhed  &:  c6- 
mandedtbrou^out  the  Cantons,  and 
prayers  deuoutly  made  to  God,  All  fuch 
as  could  carry  Armes,  were  fent  to  the 
Garrifons  in  all  thofc  jparts,  Where  any 
entrance  roightbc  made  into  t  countries, 

-  /  But  bccaufc  the  Prince  was  at 
with  the  greater  part  of  his  power :  the 
allies  aCfembled  thefclues  at  Suits^  which 
is  the  very  nccrcft  Canton  xoZug^  and 
there  were  muftred  foure  hundred  Soul- 
diersot  Tn,  three  hundred  of  Vnderudd^ 
and  fixe  hundred  oi  Suits JXhtic  made  vp 
I  ^oo.mcn  in  all,  and  thus  they  refolued 
to  attend  the  enemy,  valiantly,  expofing 
their  liues,for  conferuation  of  their  coun¬ 
tries, liberties  jwiiies,  and  children:  decla¬ 
ring  thcmfelues(in  this  cafe)no  leffc  wor¬ 
thy  of  commendation  3  then  the  Lacede¬ 
monians,  who  fighting  for  the  frccdomc 
of. Greece^  dyed  all  with  their  weapons  in 
their  hands,at  the  pafiage  of  the  Thermo- 
fyU.  It  is  faid  jthat  the  Lord  of  Hunebergy 
a  worthy  Gcntleman,dwclling  in  the  ter¬ 
ritory  of  Z^g^and  being  then  in  the  Ar¬ 
my  of  Prince  taking  compaflion 

on  the  death  of  fo  many  innocents,  at 
wbofe  throtes  flycing  kniucs  lay  ouer- 
rcady  (for  it  was  concluded  by  thcNo- 
bility,  to  put  the  three  Cantons  to  fire  & 
fword)  did  fecrctly  aduertifc  the  confede¬ 
rates, hy  a  Letter  which  he  ihot  vnto  the 
fattened  at  an  Arrow,  that  the  day  of  S. 
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Omer  (which  was  the  i5.<lf  Nouember) 
they  ifhould  be  affaylcd  at  a  place  called 
Momrtenfiw^  therfore  it  flood  them  on 
to  lookc  to  their  bufmeflc.Theialhes  hea¬ 
ring  this,  fortified  flrongly  that  placc;^- 
poitKine  men  to  all  the  wayes  whereby 
the  enemy  ftiould  paffe,  and  encamped 
themfelucs  aloft  on  the  Moimtaine.  . ; 

Fifty  men  had  then  ranked  themfelucs 

toeether, which  had  bene  banilhedftom  Waroughi 

4- Jrr,and  they  humbly  defired,  that  their 
banifbmcnt  might  bereuoked,  oftenng 
to  imploy  their paincscouragioully,  tor 
the  fafety  of  their  Country.  But.a  fad  an- 
fwer  was  returned  thcmjto  wit, that  many 
among  them  were  guilty  of  very  gree- 
uous  crimes :  therefore  they  would  not 
accept  inch  people  for  companions,  as 
fearing  Icfte  thofe  faulty  perfbns,  might 
be  the  occafion  of  harme  to  the  whole 
Army.  Thcfe  poore  banifhed  men  (for  al 
this)  would  not  giueouer  their  good  at 
feaion,  which  they  had  intircly  addided 
to  their  Countries  fuccour  :  but  got  pot 
fcffion  of  a  little  high  H  ill  on  the  Fronti- 
ers,which  hung  oner  the  way,  whereby 
('of  nccclfity)  the  enemy  mutt  pafle.. 

Thefixteentb  day  of  Nouember  being 
corocjinthcyeare,  1J15.  Leofoldczwf^ 
his  troopcs  to  itfiie  foorth  of  Zug,  about 
the  breake  of  day  \  the  infantcry  march¬ 
ing  formoft,  with  all  the  Nobility  arid 
horfemcn :  for  the  Gentlemen  had  refot 
uedto  chaftife  the  poore  Country  peo¬ 
ple  with  their  ownc  hands,  whom  they 
rearmed  the  Seditious!  As  they  were  cn- 
tred  on  the  confines  of  x^mts^  bailing  the 
Lake  of  EgeriAoo  the  one  fide,  the  high 
1  Mountaincs  on  die  other,  and  their  Ar¬ 
my  betweene  both .  The  baniOicd  men 
began  to  roulc  downc  from  the  Moun- 
taines  top,grcat  huge  ftoncs,  and  mighty 
Logs  qH  Timber,  vpon  rhe  Princes  Ar¬ 
my-  Aftcrward,without  the  leatt  inter- 
mifsion,hauing  laid  together  great  heaps , 
of  incredible  big  fharpe-pointed  Flints : 
then  fhowredthem  downe  ('as  itwere^  ^ 
vpon  the  horfemcn,  euenlike  to  a  violent 
tempett  of  haile. 

This  accident  neuer  expe£fed,did  put 
the  Army  into  very  great  trouble ;  for 
men  were  not  able  to  gouknc  their  hor- 
fes,  frighted  with  the  continual!  falling  of 
fharpe  ftoncs  from  aloft,  and.very  grec- 
uous  wounds  they  rccciucd  by  the-  This 
being  noted  by  them  of  Suits ^  who  were 
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ranged  vpoii  a  very  high  place :  they  mar¬ 
ched  on  to  meete  the  enemy  in  the  face  5 
and  (from  a  farre  off)  thrcvv  huge  ftones, 
anditlioc  fliarpe  pointed  arrows  at  them. 
After\vard»thcy  came  to  handy  grapling^ 
and  charges  vvith  Halberds  (o  ftiriouflic, 
that  both  horfe  and  footc  were  put  to 
flight;  among  whom,  the  Abbot  of  the 
HermitagCjand  the  Count  of  Momifort' 
were  the  formoft,  as  is  credibly  reported, 
Ouerandbefide  rhefootmen^i  5oo.horf- 
men  were  flainc  in  this  battelljbefide  ma¬ 
ny  drowned  in  the  Lake,  &  agreat  num¬ 
ber  ('by  rcafonof  thenarrowe  paflage, 
which  hindred  the  failing  of  themfelucs) 
were  murdred  by  their  own  ftllowes,  and 
trodden  to  death  with  horles .  Two  and 
fifty  Citizens  oS.  Zurich^  being  all  habited 
alike  in  garments  of  one  colour,  and  well 
knownc  by  the  Cantons,  to  be  the  moft 
valiant  men  in  all  the  enemies  army,  be¬ 
ing  fent  by  the  Senate  to  fticcour  the 
Duke  of  AuBria^  were  flainc  in  the  field. 

The  felfefamc  day  as  thebattailc  was 
fought  at  Morgarten^  the  Count  oi'Straf- 
herg  (hauing  chafed  the  Garrifbn  ofBru- 
nig  from  the  Mountain ;)  encred  into  the 
Country  with  three  thoufand  men,  and 
began  to  forrage  cuery  where. He  incarn- 
ped  at  Alfenn^ is  a  Village  in  the 
Canton  oiFndermlds^x^^tmn^thc  next 
morning  to  inuadc  the  other  part  of  the 
country  beyond  the  Foireft,if  they  on  the 
hither  fide  did  not  willingly  yceld  them- 
felues  .  But  in  the  meanc  while,  they  of 
fender  mldbcyond.  the  Forreft,  affcmblcd 
them  of  the  Mountaines  round  about,  6^ 
called  to  their  afsiftance  them  on  the  hi¬ 
ther  fide  the  Forreft  ,  whom  the  cncmie 
had  not  found  as  yet ,  and  by  the  fame 
mcancs  gaue  knowledge  to  theyr  parta¬ 
kers  which  were  at  Suitsi.  The  MefTengcr 
miiicA  Brunen  the  morrow  after  the 
battaile,  but  ot  hers  fay , that  it  was  the  ve¬ 
ry  fame  day .  Thefe  newes  becing  thus 
QO\x\tAbcy  oirnderudd  put  themfelucs 
vpon  the  Lake ,  and  made  fuch  diligence 
in  getting  TO  their  houfes,  as  in  two  hours 
fpace  (by  painfull  labour  and  (peed  of  the 
Ferry  men)  they  croflTedouer  the  Lake, 
whichindeede  was  very  broad.  Anhun- 
dred  men  of  *S’«/V/did  accompanic  them, 
withwhome  theyarriued  at  the  Port  of 
Buchsy  which  is  a  village  appertaining  to 
them;  then  going  on  from  thence  to  Bur- 
genfiad^  ioyned  thftir  people  with  the  o- 
thers  troops. 


Soonc  after,  they  came  to  aflailc  the 
enemy,  who  was  come  thither  by  the 
Lake  oi Lucerne^  and  ranged  on  through 
the  coiintryrbut  they  compelled  them  to 
flight, and  made  them  glad  ([^edily  to  rc- 
coiier  their  Boats.  Hauing  thus  chafed 
them  thence,  they  went  towardcs  Alpe- 
nAch^  to  feeke  the  Count  of Strasberg^s  dc 
although  k  was  late,  they  concluded (ne^- 
aierthclcfle)  to  affault  the  enemy ,bccaiifc  | 
his  powers  were  difperfed  amongft  the 
Villages,  where  they  pilled  and  rauaged. 
Moreouetjnight  could  be  no  hindcrance 
to  them,  that  were  well  acquainted  with 
all  the  ftraites  and  pafl’agcs  of  the  Coun-» 
trey ;  which  was  an  excellent  refolution  , 
and  wohdcrfull  contrary  to  the  cneniic . 
For  very  hardly  could  the  Count  of  Straf 
endure  their  firft  Ihocke  or  encoun¬ 
ter,  bccaule  the  difperfion  of  his  foldiers 
amazed  him :  and  when  hce  faw  two  En- 
fignes  belonging  to  them  of  Vnd^rmld^ 
like  a  good  and  dilcrcct  warrior,  hce  per- 
fivaded  himfelf,  that  they  of  AuJltUyi^xQ 
ouerthro  wnc  at  Morgarten. 

Hccrcuponjhefpeedily  retired  (tho- 
row  the  Mountaines^  home  to  his  ownc 
houfc,  and  the  reft  fled  amaine  and  con- 
fufedly :  but  yet  dot  aU,for  three  hundred 
of  them  were  left  flainc  in  the  ficlde,  and 
the  whole  booty  taken  from  the  enemies 
hand.  They  of  Suits  and  Vri^  hauing  pro- 
uided  for  their  affaires,  c^mc  tofuccour 
their  confederates  of  Fndermld ,  and  in 
the  night  arriuedat  where  they  did 
hcarc  tidings  of  the  vidfory.  VV^hereforc 
hailing  firft  giuen  thankes  to  God,&  gra¬ 
tified  their  friends  with  fo  fortunate  a 
fuccefle,  they  returned  home  vnto  theyr 
owne  houfes. 

This  vidforie,  fetled  and  affured'the 
foundation  of  the  Switzers  confcdcracie 
or  alliance,  and  from  thence  forward , 
they  of  i’»k/,w,and  Fnderuddych^v\^cd 
their  league  often  yeares,info  a  perpetii- 
all  alliance,  and  fo  pafled  it  by  authenti- 
•call  Letters .  The  Switzers  tooke  theyr 
nameofj6p6gn0ffCtt  fwhich  fignificth 
partakers  infwcaring,or  conioyned  toge¬ 
ther  by  one  and  the  fame  oath)by  this  al¬ 
liance.  At  this  time, among  ftrangers,they 
I  are  railed  Lords  of  Leagues,  and  Swit¬ 
zers,  by  reafbn  of  the  Village  or  Canton 
ofSuits.  Itmaybc,  becaiiic  they  fought 
in  that  quarter,  forthe  maintenance  of 
their  libertie:  or  in  regard  of  their  long 
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ZIZ 


Of  the  three  firft  Cantons 


warrc  with  the  Monks  of  the  Hermitage , 
and  they  were  the  fitft  (among  the  three 
Cantons)  alTuiled  by  them  of'  AuHm , 
and  being  the  moft  potent  of  the  three, 
the  other  Cantons  were  comprized  vn- 
der  their  name,  which  (con{cqucntly)cx- 
tendeth  it  fclfe  to  the  other  Cantons  and 
confederates,  1  haiie  hereto  annexed  the 
tenure  of  the  alliance,  to  the  end,  that  c- 
uerie  one  may  fee,  therein  is  notbing^  ei¬ 
ther  infolcnt  or  vniuft,  as  fome  (to  their 
great  fiiame,hauc  falfely  accufed  vs* 


T?kenfoorth 
of  the  true  O- 
riginal  coppy. 


The  Tenure  of  League  and 

Alliance,  confirmed  betweene 

the  three  Cantons. 


tvaB$a 


N  the  of  God. 
\Amen.  Forafmuchas 
\humme  fenfe  is  in- 
1 jirme  and fraile^which 
’  is  the  cauje  that  things 
intended  to  be  durable 
'and  ferfetmU  ( as  they 
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Chriftian  con 
fidcration  in 
any  Conimon 
wealth. 


A  loulng 
League,  wher 
a  particular 
iniury  exten- 
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gcneralL 


ought  to  be)  are  too  foone  and  ^ery  eajily  lo  jt 
or  forgotten  :  It  is  therefore  profitable  and 
necefjary^  that  fuch  things  as  are  eBablfi)ed 
for  peacOy  tranquility  ^profile  ^  and  honour  of 
men  f hold  be  couched  and  publifhed  by  'tort- 
tings,  and  authenticall  infir  uments  ,So  then 
rF^^Vri 5  Suites,  ^  Vndcruald,  giueall 
men  to  knowe ,  who  fhalb  either  fee  or  heare 
thefe  prefent  Letters,  thatforefeeing  ^  pro- 
Hiding  for  difficult  and  queaue  times ,  and 
for  our  more  commodious  enioying peace  and 
refi, which  are  the  besi  meanes ,  whereby  to 
confer ue  our  bodies  and  goodes :  Wee  haue 
promtfedandfworne  each  toother,  in  good 
Faith,  and  by  Chriliian  Oath,  that  Wee  will 
mutually  confult,  councell^  and  ay  d  one  ano^ 
ther,  to  warrant  our  Hues ,  and  defend  our 
goods  at  our  owne  e^cpences,  at  all  times,  a- 
gainfi  all  and  euerie  one,  that  would  or  fhall 
offer  outrage  either  to  our  bodies  or  goods, t§ 
Fs  or  Oursyn  any  manner  whatfoeuer. 

Notwithsianding,  if  wrong  be  done  to  a- 
ny  one  of vsy  either  m  his  body  or  goodes.  We 
are  all  bound  to  fuccour  him  to  our power:  to 
the  endy  that  (by  jriendfhippe  or  iusiice)  the 
wro'n^  may  be  amended  or  repaired.  More- 
ouer.  We  binde  our  f clues  by  the  fame  Oath, 
that  none  of  the  three  Cantons,  [hall  receyue 
any  man  as  Lord  and  Commander  ^  without 


the  aduke  and  liking  of the  other.  Each  one 
of 'VS,  as  well males  as females ,  fhall  Hand 
bound  to  obey  their  naturallLor ds  and  Mai- 
fiers^ndliue'vnder  their  lawfullpowej^  in 
allferuicesiufi  and  legitimate:  except  the 
Jaid  Lords  offer  ^violence  (in  any  manner 
whatfoeuer)  to  any  of  the  Cantons,  for  'vnto 
fuch  Makers  they  (hall  do  no feruice^  •vntill 
fuch  time  as  they  be  concorded  with  the  can¬ 
tons.  We  haue  couenanted  alfo  ^that  not  any 
of  the  Cantons  or  Confederates , [hal  rmniker  j  an  Oath  or^ 
an  Oath,  or  binde  himfelfe  to  any  (Iranger ^  bond  to  any 
without  the  aduice  of  the  other  Cantons  comrounSii. 

Confederates.  Not  any  per f on  of  the  C  onfe- ;  on  with  him. 
derates ^(hall  communicate  with  a fir aunger 
(without  aduice  andpermijfion  of  other  Con¬ 
federates)  fo  long  as  the  Cantons  (halbe  with 
out  a  Lord.  And  if  any  one  of  our  C  antons , 
qjiolate  andinjrindge  any  thing^or point  of 
that  which  is  contained  in  thefe  Pr efents :  he 
[hall be  ekeemed  as  a  difioyalland  periured 
perfon,and  his  body  and  goodes  confife  ate  to 
the  Cantons, 

MOREOVER,  W  E  haue  agreed  a  worthy  «• 
and  condifeended,  not  to  accept  or  enter taine 
any  fudge  or  Magifiratc,  thatjball  buy  his  ^^alcs  toin- 
office  with  money  y>r  any  bribe  elfe^  although  itaic. 
he  be  0 f our  owne  Countrey,  if  difference  or 
warre  happen  to  be  moued  among  the  Con¬ 
federates  :  then  fuch  as  are  knowne  to  bee  of 
mok  honefiyand  wifedome,  fhallmeet  toge¬ 
ther,  to  pacific  [y  confound  the  war  or  diffe^ 
rence ^either  by  louing  compoJition,or  cenfure 
of right,  jf the  one  fide  do  reiek  this  propoji- 
tion^  the  Confederates Jhall  ajiik  the  other 
fide,  to  the  end.  That  the  debate  may  bee  en¬ 
ded,  either  by  amity  or  iudiciallfentence,and 
at  the  charges  of  them  that  would  not fiand 
to  the  award. 

Jfany  fuite  or  warre  (hall arife  betweene  Of  ftrife  be. 
two  of  the  C antons^  and  any  one  of  them  will 
not yeetd  to  a  friendly  compojttton,  oraccor-  what  the  third 
dingto  right :  the  third  Canton  fhall  «iodoto  a?- 

taine  the  caufe  of  that  fide,  that  fnbmhted\^f^^^^\[^i 
mofi  toreafon^  and  powerfully  afiijlit, either  I  aVo  if  one 
to  end  the  contention  by  a  louing  co??^pofition ! 
or  by  iudiciallfentence.jf  any  one  of  the  Con-  * 
federates  [hall  kill  one  of  his  owne fe  Howes, 
he  mujl  dye  alfo :  except  hee  ‘can  make  it  ap¬ 
pear  e^and  the  Judges  likewife  auouchit  by 
their fentence,that  he  did  it  •^upon  'vrgent  ne- 
cefiity^and  in  defence  of  his  ownebodiejfhe 
fly c for  the  fak ,  whofoeuer  of  our  Countries 
fhi^llreceiue  \nm  into  his  houfej:here  to  lodge 
or  maintaine  him :  he  is  to  be  banifhed perpe¬ 
tually^  except  by  common  confent  of  the  Con- 
I  federates 
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federates  he  can  win  grace. 

if  any  of  the  Confederates,  either  primly 
mantfejHy  or  impudently^  [hall  fire  any  houfe 
or  good  f  of fome  other  of the  Confederates : 
he jhall  bee  exptdfed  (for  euer)  out  of  our 
Countries ;  and  whofoeuer  lodgeth  or  mam- 
taineth  him.,  [hall  fand  bound  to  fatisjie  the 
others  lojjes.  No  per  j  on  (hall  exa6i  a  paivne 
or  gage.,  except  it  be  oj  his  debter,or  one  aon- 
ableto  anfwer  him  otherwife :  and  it  is  not 
to  be  done  neither ,  -  without  confent  of  the 
Judge. That  euery  man  (hall  be  obedient  vnto 
his  Judge ,  and  make  publike  declaration , 
which  Judge  (of  our  Countries)  hee  will  ac¬ 
cept  y  tonondergoe  iudgement  before  him . 
whofoeuer  rejufeth  to  obey  the  fenteticegt- 
uenfh allpay  the  interefis  to  him  of  the  Con¬ 
federates  for  whofe  proft  (y  benefit  the  fen- 
tence  was  deliuered. 

And  to  the  end,  that  thefe  conditions  a- 
houe  written,  may  remaine firme,  inuiolabie 
and  perpetuali:  IV  E‘ fubnamed  Cttizusns  (y 
Allies  ^Vri,  Stiitcs,4W  Vnderualdj  haue 
put  our  Seales  to  thefeprefents,  at  B r on en , 
in  they  ear e  of  our  S  amour  Icfus  Chriji, 
1315.  being  the  morrow  after  the.day  of  S. 
Mcholas,  ■  ' 
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tons.  . 


Thefe  Cantons  hailing  conquered 
their  enemies,  and  confirmed  their  Allifc 
ance.  Tent  men  to  the  Emperor  J^ewesfib 
aduertife  him  ofall.  He  at  the  beginning 
oftheyeare,  held  a  day  imperiall  at  ^u- 
renbergy  where  the  Princes  of  Aufiria 
were  condemned  of  high  treafon,  the 
goods  which  they  had-in  Sm(fe^cor\G^c2L- 
ted  to  the  Emperor  and  EnrtpirCj  and  the 
liberty  of  the  Cantons  fully  confirmed . 
The  Letters  containing  this  ordination , 
were  giuen  in  the  ctopo  at  Merride;  the 
23.  day  of  March  ,in  theyeare  1316.&  the 
fccond  yieerc  of  the' Emperor  Lewesilbt 
fame  Emperor,aboii'c  the  yearc  i32  3.  c- 
ftablifhcd  as  Goue^nour  in  thefe  threej' 
Cantons  Johny  Coiintof  Arber^dvhto 
whom  .'(as ‘Lieutenant  of  the  Emperour: 
Lewes)  the.GantonS  gaue  their  Oath;  ■  • 
The  Gouernorpfomifed  them  alfb  by 
Letters  Patents,  thk  hee  would  not  di- 
minifh  or  preiudice  (in  any  maner  what- 
foeucr)  their  liberties  and  alliances,  ;norf 
fuffer  them  to  be  alienated  from  the;  Em¬ 
pire, neither  to  be  reduced  vndcr  thepo- 
wer  ofthem  oiAusiria^  or  of  the  Noble¬ 
men  excluded  from  the  Countries  ofthc 


Oouernours 
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in  peace. 


Cantons.  Befidc,thatno  man  amor.gft 
them  fhould  be  drawne  in  iufticc  out  ot 
thefe  countries,  and  that  their  I  urges 
iliould  nor  be  taken  from  any;  place  clfe^ 
but  meerly  from  among  thcmfeliies.  /Viid 
becaiifc  the  Gouernours  fhould  not  in¬ 
fringe  the  liberties  ofthc  Cantons,  their 
power  was  limited  by  theEmperor,  and 
prohibited  (vndcr  grccuous  penalties) 
from  diminilhing  in  any  manner  whadb  • 
euer, the  liberties  graunted  to  the  Can 
tons.  The  Lctteis  Patents  which  contai¬ 
ned  thefe  arriclcs,  were  giuen  at  Fauiawa 
the  yeare  13  2;?.  and  on  the  day  of  S.  John 
Baptif .  The  Emperors  that  ftk  ceedtd. 

Lewes,  confirmed  ihefe  things,  and  per¬ 
mitted  (moreouer )  to  the  Cantons, to  e- 
ledt  Gouernours  (for  their  countries)  a- 
mongthemlclucs  :  butiiuhe  Emperors 
name,  and  to  haue  higheft  iufiice  in  cau- 
fes  both  ciuill  and  criminall.  '  -  • 

They  of  AuJiria  hauingbin  fci-llirewdly 
gauld,  as  hitherto  hath  beene  declared  , 
grew  to  truce,  not  becaufetheyr  forces 
were  wholly  weakned :  but  in  regard  that 
they  were  impeached  in  war  againftth^ 

Emperor  fo  that  they  coiilde  not 
deale'With To  many  matters  ail  ari  tiine'  . 

In  the  mearie  while  (neuertheleffi.)fome 
incurfions  and  lofies  were  made  mSuif/e 
on-eitherfide.lccameto  paffe,  that  they 
oftVefen^Lnd  their  neighbours,  which  li- 
ued  below  the  gouernmcnc  oi  GlafisMA 
in  diners  kinds  mollefted  them  of  Suites : 
who  came  and'  met  them  with  a  main  ar¬ 
my,  and  compelled  them  tocr^ue  peacei 
On  the  other  fide^the  Abbot  of  the  Her¬ 
mitage,  had  caafedthe  tfireerCantons  to 
be  excommunicated,  efpeeiallyi  them  of 
S  u  its ;  firft  by  th  e  by  (h  o  p  of  Cmfidnce^ 
afterward  by  the  Pope;  oiAu- ! 

firiagNho  termed  himfclfe  to  bee  Empe-^  ’ 
ror,  likewife  banifhed  therriibiit  the  Em-  jcotitradikcH - 
peror  rooke  a\Vay  the  ctirre,and  by*  .k 

hiscommandemenc,P<f^er,  ArchbylBop- popg.^  ^ 
of  Mayence,  remitted  them  into  the  coni-^ ; 
munion  ofChriftians.  Alfo,  the' Abbot 
ofthc  Hermitage,  wrote  to  th'enfi  of  Suits} 
that  hee  had  renounced  the  Popes  BYilJ,' 
and  would  not  fuffer  it  to  bee  ferued  a- 
uainft  them. 

During  this  time, that  the  truce  conti¬ 
nued  on  either  part, they  of  AuHria  drew 
into  league  with  them,  TJermin  &  Ewrad^ 

Counts  o{Kybourg,2ini  Lordes  of  Dun: 
this  happened  in  the  yeare,i3 17.  By  the 
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mcancsofthcfc  Earles  5  they  procured  j 
fuch  an  hindrance,  that  the  men  oilnter- 
W;couldfcndnovi£i:ualsto  Fnderudd^ 
In  the  yeere  one  thoufand  three  hundred 
twenty  thrce^  they  drew  to  them  of 
Hahfpourg^ Lord  of Rajpermll^zwiihc^itc 
to  the  Count  of  Homb&urg .  Afterward, 
they  combined  themfelues  with  him,  a- 
gainft  the  Cantons,  becaufc  his  Landes 
neighboured  to  the  Canton  of  Suites^  and 
lay  aptly  to  cut  off  all  relcefe ,  and  rayfc 
warre.  The  yearc  following,  Raoul  and 
Herman^  Counts  of  Werdenherg ,  and 
Lords  of  Sargans^m^d^  alliance  alio  with 
Leopold oi AuHria:  but  their  brother  Hen- 
ry  tookc  part  with  the  E  mperour  Lewes ,  * 
who  (at  that  rime)  was  excommunica¬ 
ted  and  depriuedof  the  Empire  by  the 
Pope.  By  thefe  mcanes,great  diuifions 
fell  in  the  empire ,  fome  depending  on 
the  Popes  decree^  others  mocking  it,and 
cleauingtoZwer,  as  their  lawfull  Em¬ 
peror. 

In  thefe  troubles,  the  Cantons  main¬ 
tained  themfelues  carefully,  and  in  ami- 
tic  with  the  partakers  of  Lewes  \  whereto 
alfo,  many  Townes  of Suijfe  conformed 
themfelues .  For,  although  (at  the  be¬ 
ginning)  they  ofZi^Wc/?,and  fome  others 
followed  the  part  of  Frederick  oiAuJlriai 
yet  notvvithftanding,  he  being  prifoner, 
and  hauing  renounced  the  empire,  albe¬ 
it  his  brethren  continued  warre  agaynft 
i^^wy,theyofZmV^ioyned  with  Lew¬ 
es:  as  with  him  that  then  was  their  onely 
The  Cantons  truc  Emperor.  In  the  ycare  1327.  the 
Cantons  made  alliance  with  the  Imperiall 
cities  and  towncs,  that  flood  faft  for  Le- 
Tpes^  to  wit,  MayencejFFormeSySpire^Straf- 
bourg^Bajile^  Fribourg^  ConfianceyLindaw 
and  Fberlmgen :  with  this  League  they  of 
Zurich  znA  Berne  comhmtd.  themfelues. 
But  flue  hundred  yearcs  after,  Lucerna 
madcperpctuall  alliance  with  the  three 
Cantons.  In  few  words ,  I  will  tell  you  the 
occafion,  after  I  hauefirft  declared  fom- 
vyhat,  concerning  the  beginning  and  c- 
ftate  of  the  faid  City,  before  it  becam  al¬ 
lied  with  the  Cantons. 


ioyn  with  the 
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He  city  of  Lucerna  is  foated 
on  the  riuer  Ruffey  which  if- 
fucth  forth  of  a  great  Lake, 
whereby  wee  may  paffc  to 
the  three  Cantons.  Alfo,  at 
the  footc  of  an  high  Mountainc,  com¬ 
monly  called  Piktes  Mount. Hhc  feituati- 
on  is  comHaodious ,  becaufc  this  is  the 
way,  to  trauell  by  the  mountain  of  Saint 
Godard  in  Italy.  From  Fribourgy  the  Mer¬ 
chants  arc  tranfportedouer  the  Moun- 
taincs,  and  from  thence  into  Italy ^  with 
beafts  ofcarriage :  and  (reciprocally)  the 
Merchants  of  Italy  dcfccndbythc  Lake 
and  Riuer  of  Ruffeyto  the  Rhein^  &  thence 
into  the  Occanfea. 

It  is  not  certain¬ 
ly  knowne,neycher 
at  what  time,  nor 
by  whom  the  Cj tic 
was  builded  :  but 
one  faith  well,  that 
on  each  fide  of  the 
Riuer  there  is  a  ca- 
flle(which  afchou- 
fes  nowe  inhabited 
by  Citizens) and  builded  by  the  Allemains 
or  (7^m<i/^.Concerning  the  opinion  of 
Etterlinus^^ho  wrote  fome  fmall  hiftory 
oi Suijfe  01  Swetia^  referring  thefe  mat¬ 
ters  to  the  houfe  of  Aufirky  and  thinketh 
that  thofc  caftles  ferued  as  a  retreatc  for 
robbers  andthccucs;heabufeth  his  own 
iudgement  greatly  therein.  For,  in  the 
iwcizoi Raoul ol Habjjourg  (and  no  foo- 
ncr)  they  of  Aujlrta  began  to  commaund 
in  thefe  quarters  hcrcjwhcn  the  Dutchie 
of  AuHria  fell  to  the  houfe  of Habfjourg. 
And  itis  no  way  credible ,  that  a  Prince 
would  cucr  endure; that  ihecues  fhould 
make  vfe  ofa  paflage  fo  commodious,for 
ir auelling from  into  Italy.  ,  . 

It fecmeth,thac  Lucerna^^^^^fo  named, 
in  regard  of  a  Lanternc,  which  duly  cue- 
ry  night  is  there  aduanced ,  and  bright 
lights  clearly  fhining  thercin,for  benefite 
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ofpaflcngers  vpon  the  Lake.  And  it  is  ve¬ 
ry  likely,  »:hit  the  high  ancient  Tower, 
vvhich(at  this  day)lliadech  alofre  on  the 
bridge  (as  in  iikcmaner  there  is  another 
iiTjurtch^dWtA  Wellemberg)  feriied  for 
chat  piirpofc.Oiir  graue  ancients  fore- 
tathers, termed  cucry  ftich  kind  of  Tower 
Pharos.  A  Charter  granted  to  Guichard 
the  Prieft,  anoucheth^  that  Lucerm  deri- 
ued  her  name  from  Antiquity.  For, the 
Annates  of  do  declare,  that  the 
Lucernians  f'hauing  ferued  charlemaigne 
in  a  warre  againft  the  Sarazins)obtdincd 
ofhim  diners  priuiledges,and  efpccially, 
thevfe  ofCornets,  wherewith  they  did 
both  fummon  the battailes  and  retreats, 
cnen  as  they  doe  nowc  at  this  prefent 
time. 

Be  it  howfoeuer^  anciently,thc  Can¬ 
nons  of  the  colledge  of  Lucerna^  hclde 
great  aiithoritie,as  alfo  in  many  Townes 
of  Germany.  This  colledge  was  foun¬ 
ded  by  Guichardihc  Prieft,  brother vnto 
Euferte^  Leader  of  the  hoiTemen  to  kin^ 
Lewes^  who  was  fonne  to  King  Theodor 
r/V^jWhadied  in  the  ycare  feiien  buhde- 
red 3  &  fo unded  aKb  thc'colledge  of  G a- 
nons  at  Xurich,  The  colledge  of  Lucerna 
fell  to  the  Abbot  of Murbach^h^  the  do¬ 
nation  of  King  The  fame  Abbot 

was  Lord  of  Lucerna ,  vntill  the  time  of 
the  Emperor  Albert  of  Aujlria:  who  has 
iiing  refolued  to  cftablilfh  a  new  kinde  of 
principality  in  Swetia^  as  already  Wee 
hauetold  yoi^bought  Lucernoi the  Ab¬ 
bot  of  Murbach^  by  giuing  him  foure  vil¬ 
lages  mJlfatia^  and  a  certaine  fumme  of 
money  3  amounting  to  the  valew  of  two 
thoufand  Markes  of  money,  as  iris  affir¬ 
med;  /’ 

This  City  enioyed  (formeily)  the  en- 
franchifement  of  many  things,  ii  fundry 
goodly  priuiledges  befidcj-fo  loiigas-  the 
Abbots  were  Lords  thercof;and  yet  they 
held  nofoueraigneiiirifdidioh :  for,  the 
cittizens  were  the  greacnes  of  the  citty, 
builded  the  wals  and  r3mpiers,and  forti¬ 
fied  it  (by  their  owne  diferetion)  in  thole 
times.  The  Prince  of  ^//i/nValfo  promi- 
fed  for  his  part,  toconferue  their  priui- 
iedges  inuiolably ,  and  made  flicw  of  be¬ 
ing  a  vene  gentle  Lord,  as  he  was  neuer 
(paring  of  goodly  promifes.  But  foon  af¬ 
ter,  the  doiuinion  ofthe  Auflrians^xo^ 
ued  to  gripe  and  opprclTc  the  Lucerni¬ 
ans,  who  were  conftrained(to  their  great 


difadiiantage)  to  make  wrirre  vport  their 

neighbours.  For  they  were  the  firft  that 

expofed  thcmiclues  to  make  incuciions 

on  the  GanconSjarid  maintained  a  garri- 

fon  in  their  citcies  at  their  great  charge; . 

The  Tower  of  Sboiirg^\N\\{c\\  ftaiidcth  yec 

to  this  day  c5firmeth  what  hath  biri  faidi 

for  thcre'it was,  where  the  Lucerriiaris 

or p s  de guard ^  againft  the  ih- 

curfibns  which  their  enemies  made  vpdn 

the  Lake.  When  they  had  no  open  war, 

noranyafTurance  of  peace,  the  AuHri- 

am  did  not  much  care  to  maintain  them. 

In  the  meaiie  while,  Traffickc  ceared,thd 

fields  were  fotogcd,and  many  times  the 

Lucernians  fell  into  the  hands  of  their  c- 
•  *  ’  ^  *  * 
nemies.  Moreouer,  being  gone  to  warre 

with  them  of  6‘/4w,vnderthe  Condud:  of 

Otho^ Captaine oiColmar yio  encounter 

with  the  Einpei  or  Lewes^  the  wages  pro- 

mifed  them, was  made  void  and  truftratc; 

They  thcmfelues  had  paid  many  in  other 

warres,and  lent  good  fummes  of  money 

on  fcedules,to  Captaines  of  the  AuUrian 

Princes  j  but  now,  in  place  ofpayment, 

they  were  handled  in  fuch  fort ,  as  they 

thought  both  their  good  feruice  and  mo* 

ny  vtcerly  loft.  ^ 

Being  thus  tyred  and  harried  fo  many 
feucrali  waics,  they  fiippHcatcd  and  defi- 
red('ofcencimes)them  of  Aultria,  to  be  at 
peace  with  the  Cantons.  Butperceiuing 
they  trauailcd  all  this  while  in  vaine, 
themfelues  (in  the  cud)  accorded  with 
the  Cantons,  leaning  (acucrthele(re)the 
rights  of  the  houfe  (^Jufiria  to  them  in- 
rireJy.  This  peace  exafper ated  not  onely 
them  oi Aufirt.a^vVi  alfb  many  citdzens, 
feruancs,  andpentioners  to  Gentlemen, 
by  whom  they  benefited  tS^inriched  the- 
(clues.  Both  the  one  &  other  feared ^  that 
the  Ciiy  would  ally  it  felfe  with  the  three 
Cantons,and  that  in  k  doing, they  wold 
eftrange  themfelues  from  the  Anftrians. 
And  therefore  they  confpired  together, 
to  opprefiTe  them  that  had  counceid  the 
people  to  make  this  peace,  and  that  they 
fhould  exhort  them-to  be  allied  with  fom 
other.  For  this  effed.in  fecrec  they  con- 
traded  aleague  4,  the  fubftance  wlicreof 
was  this,  That  at  a  certaine  hoiire  ofthe 
nighty  they  of  the  cirty  {liould  open  the 
g^tesj  and  at  the  fame  inftanc,  they  of 
AuHria^  (with  fo  many  horfemcn  well 
appointed j  (hduld  make  feazute  ofthe 
Cittie-  Afterwardcs,  hauing  ioyned 
'  •  ■  ihcir 
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their  forces  together,  and  reduced  the 
City  into  their  ownc  power:  they  would 
punifh  the  ftiends  of  the  Cantons,  break 
the  peace, and  plant  a  Garrifon  in  the  ci¬ 
ty, to  the  end,ihat  afterward  no  fuchmat- 
tcr  might  be  againe  attempted. 

Blit  the  Cittizens  being  aduertifedj^  of 
thctraincs  and  ambufhes  prepared  for. 
them,  vpon  the  appointed  night  did  put 

Thccarcand  themfclues  intoarmes  ,  placed  good 
prouidcnce  j  guards  at  the  gatcs,  &  prouided  fo  fure- 
ly  for  their  fafetys  thatfuch  as  tookc  part 
with  the  houfc  of  AuJlrU^  durftnot  bee 
feene  any  way  to  ftirre.  Then  the  Goucr- 
nour  of  RotcffibouTg  ^ with  many  Gentle¬ 
men  )  bceingcome  to  the  gates,  they  of 
thc  Citty(towhomhc  termed  himfelfc 
a  friend)  gaue  him  entrance,  and  fome 
fmall  number  with  him,  fuffered.the  reft 
to  ftand  without  •  Percciuing  that  this 
cunning  tricke  tookc  no  fuch  fucceffe  as 
he  cxpc(f^cd ,  and  not  daring  to  doe  any 
thing  by  open  force,*  bccaufc  he  was  the 
weaker^he  returned  the  next  morning  to 
Rotembourgmth.  bis  train€,and  fome  Ci¬ 
tizens  of  Lucerm^  partakers  with  the  Ah- 
JlmnSy  fearing  to  be  puniflied  by  the  Ci¬ 
ty, went  away  with  him. 

This  combination  was  the  caufe  of 
haftening  the  league  b  ctween  the  lucer- 
nuns  andthc  three  Cantons^  for, pcrcey* 
uingthe  iniuriesand  ambufties  of  the 
Nobility,  and  the  dangers  where-with 
they  threatned  them :  they  thought  it  fit 
not  to  reiedt  the  fuccour  of  their  neigh¬ 
bours, which  they  accepted,  as  fent  from 
heauen.  So  they  became  vnited  together, 
on  the  Saturday  before  Saint  Martins 
day, in  the  year  one  thoufand,thrcc  hun¬ 
dred,  thirty  two. 

When  the  AuBrianshzA  intelligence 
hereof,  they  appointed  Gatrifonsin  di¬ 
ners  places  about  as  namely,  at 

Semfachy  Rotenbourgy  and  Meyenberg :  by 
mcanes  whereof,  they  did  cue  off  all  vic¬ 
tuals  from  the  Lucermans:  and  if  any  ad- 
uentured  farre  from  the  City,  they  were 
cither  flaine,  or  taken  prifoners,  fo  that 
they  were  conftrained  to  goc  feeke  for 
food  with  a  maine  army .  The  ycarc  en- 
fuing,and  the  fcuentcenth  day  of  March, 
the  Lucernians  going  with  their  troopes 
towards  Buchnaf  (which  is  a  Caftlc,  now 
called  HertenfieinyS^on  the  Lake  of  Z»^) 
the  Lord  of  Ramfwagy  Gouernour  otRo- 
tenbourg^ioi  the  houlc  of  AuHria  ^  layde 
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j  an  ambufcado  for  them  on  the  way,  and 
{lew  about  fbmc  fourcfcorc  ofthem.Thc 
reft  that  were  fcattcred  in  the  fieldes,and 
looking  after  pillage,  affembled  them- 
fclucs  together,  nccrc  to  Buchnaf ,  and 
charged  the  enemy  fo  couragioufly,  that 
they  enforced  them  to  flight,  hauing  firft 
loft  an  hundred  footc ,  and  eightecnc 

horfe* 

The  Goiicrnor  of  Auftru  well  percci- 
uingjthat  ouuert  power  ftood  not  for  his 
aduantage,  neither  did  any  way  benefitc 
him  in  his  bufinefle  ••  vndcriookc  the  firft 
trainc  of ambufeadoes,  andpriuatc  pra- 
difes.  There  were  then  at  Lucerna^  ma¬ 
ny  perfons  that  had  becne  penfioners  to 
the  houfe  oi AuHria,  This  war  was  veiic 
troublcfomc  to  them,  for  they  had  loft 
their  penfions,  and  befides,  cnioyed  not 
the  reuennewes  of  their  ownc  inheritan- 
cesj  which  (for  the  moft  part)  lay  on  the 
lands  of  AuHrians*  The«  Gouernour 
conferred  with,  them,  and  bccaufe  they 
were  of  the  very  worthieft  houfes  in  the 
Citty,  and  the  cheefeft  of  them  .*  he  adui- 
fed  tnem  to  perfwade  the  Citizens  to  re¬ 
nounce  their  alliance  with  the  three  Ca- 
tons,and  render  themfclues  again  to  the 
houfe  of  Aujlria,  He  ihewcd  them,  that 
they  might  bee  much  more  endamaged 
'  by  one  Prince,  being  a  potent  cnemv,  & 
fo  nccrc  a  neighbour ,  then  by  the  three 
Cantons,  who  (in  the  pafTcd  Warres) 
could  doe  them  little,  or  no  harmc  at 
all. 

And  forafmuch  as  it  had  happened  at 
this  very  time,that  the  lower  T ownc, and 
the  fields  about  it,  were  greatly  iniuried 
by  impetuous  and  cxtraordinaricraines: 
the  Gouernor  made  vfe  of  this  accident, 
to  his  own  aduantage  5  telling  them  that 
God  punifhed  them  by  fiich  a  mcans,be- 
caufetbey  rebelled  againft  their  lawful! 
Prince.  But  bccaule  thefc  coniuration-s 
could  notpreuaile,  norhcc  mooucthe 
people  with  all  his  goodly  perfwafionsj 
he  would  compaffe  his  intention  by  ano¬ 
ther  ftratagemc,  and  con^lotted  with 
clofe  confederates,  to  maflacrc  the  Au¬ 
thors  and  conferuators  of  this  Alliance 
with  the  Cantons,  taking  their  faith  vn- 
der  oath,  and  Letters  figned  and  fealed . 
And,  bocaufe  they  might  be  known  one 
to  another3each  of  the  Confpirators  did 
wearered  flceucs,  which  onely  was  their 
noted  marke.Whercupon^grew  the  Pro- 

uerb 
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I  ucrbe  (afterward)  ^riiong  them  oilucer- 
I  no.  5  Beware  thebmd  of  Red  jleeues^  aud  it 
I  was  held  for  a  matter  extremely  ignomi- 
I  nious>  to  tell  any  man  jthat  he  was  one  of 
the  red  fleeues  band,  /  . 

1  The  number  of  the  confpirators  en- 

^^cfcaftday  and  tlicn  they  aflignedthe  day 

of|.Pcicr  &  for  the  maflacrc j  which  was  the  laft  day 
to'be  oflune,  being  the  Feaft  day  oiS.Petey  & 
ihe  maflacrc  |  S#  P aul^  Apoftles  •  _  They  were  to  meete 

itwastobep^  the  publikehoufeof  the  Taylors  frater^ 
niiy :  for  then  the  watch  for  night  fhould 
ceafe  to  walke  the  round  in  that  quarter ; 
Alfo^  the  Lieutenant  to  the  Duke  of^«* 
firUi  muft  hauc  an  army  ready  to  bee  let 
into  the  City  by  the  cpplpiratours ,  who 
(purpofely)  mould  qpen  the  gates .  But 
God  (by  his  gracious  prouidence)difcoi- 
'  Mered  thefe  bloody  confultations ,  the  ve¬ 
ry  fame  night  as  the  maffacrc  was  to  bee 
^xecuted  •  Forj/asthceonlpircrsmet 
in  Armesattbeplace appointed,  ayong 
inan,^pafsing  accidentally  by,  without 
dreaming  or  thinking  on  any  fuch  mat¬ 
ter,  difcoucrcd  the  bufineffc,  and  vndcr- 
ftood  their  deliberation.  The  night  .was 
very  darkc,  by  mcancs  whereof,  He  foftly 
flipt  away,hyingfpecdily  to  the  butche- 
ry  or  Shamblcs^whcre  percciuingj  by  the 
lighted  candles  andnoifehe  heard,  that 
diuers  were  there  vp  out  of  bedde  ,  drin¬ 
king  and  playing:  hec  went  in  amongefl 

them,  and  tplde  them  the  things  bee  had 
heard.  ^ 

Forthwith  they  ran  to  the  Gouernor, 
and  acquainted  him  with  the  compaa,^^ 
the  Citizens  quickly  had  warning  to  arm 
themfelues,  and  good  Guards  al(b  fent  to 
the  gates:  morepuer,  theyruftedin  fo- 
dainlyvponthcconfpirators,  and  tooke 
them  prifoners ,  before  they  could  giuc 
I  entrance  to  fuch  fiipply  as  they  expeaed 
frorri  without.  And  to  impeach  the  Lieu¬ 
tenant  to  the  Duke  of  AuUria^  from  at¬ 
tempting  any  thing  by  manifeft  force,  or 
violence  againft  the  City,  it  being  in  this 
dangerous  agitation :  the  fame  night  they 
font  (in  pofte)  for  fuccour  vnto  the  three 
Cantons,  who  alfo  fenthim  three  hun- 

morning  •  After 
this  happy  fupply  ^as  thus  come  to  the, 
they  ^nfultcd  then  togither,concerning’ 
puniihment  to  bee  infliaed  on  the  con- 
(pirators*  Their  Letters  were  laid  before 
them,  and  fiich  other  guilty  perfons,whQ 
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had  efoaped  oucofthc  tumult,  by  faqout 
of  the  nights  extreame  darkeneffe;  were 
iik:ev\^ife  apprehended  and  imprifofted,as 
was  moft  conuenienr^ 

Now,  in  regard  that  the  number  of  L 
the  confpiratMs  was  great ;  and,  many  a-  LoSe^: 
mong  the  of  the  princlpall  houfes,  vyho  to 

had  ftore  of  kindred  and  frfends  in  the  ci- 

ty.  At  requeft  of  the  three  Caritonsjthcir 

lines  were  faued,  and  they  piiniftied  by 
the  purfe,  after  they  had  folcmnly  fworne 
neuer  to  attempt  any  thing  more  againft 
the  ftate  of  the  city^nor  contrary  to  theii 
alliance  with  the  three  Cantons.  Hccr^- 
upon,  they  oiLac&m  made  a  laWj^hetT 
by  it  was  prohibited  to  the  Citistens,  hot 
to  make  any  aftemblies  or  clandeftine 
meetings  in  any  place,  nor  to  bind  them-  A  law  againft 
fellies  one  to  another  .by  .Oath;  except 
vpon  any  bargain  they  made  for  monies, 
they  fhould  leaoe  twice  as  much  in  the 
hands  of  the  Seigneury. 

At  this  time,  they  of*  were  re¬ 
conciled  to  the  Emperor  whom 

allb,  a  great  accufation  was  made  of  the 
three  Cantons  &  the  Lucernians.  Who 
(contrarywife)  well  excufed  themfelues, 
and  fhewed,  ihat^they  wfirealiiedimpqn 
plenty  of  good  rcafons,  aiid  Withou^di^! 
ing  wrong  vnto  ally  man.  ||^herfl^W, 
the  Emperour  gauc  charge  tp  thdift  of 
Zurichy  herne,  and  Bajik^  who  were  then 
allycd  to  jhc  houfc  of 4unm,zaA  friends 
alio  to  the  Cantons  (for  three  ycMes  be¬ 
fore,  the  men  of  ZtiWc^had  afsifted  them 
in  a  Warre  againft  the  (7r^»^)to  pacifie: 
the  difference jand  make  an  agreement  pF 
the  Cantons  with  the  ;  Vt  ; 

■  VVherefore,,intheyeare3  pnethpu- 
fand  three  hpndred  thirty  fourc,by  ep- 
termife  of  their  AmbafTadors',  truce  wa^ 
taken  for  two  yeares  and  an  haIf,on  thefe 
conditions  following.  That  during  this 
time,  they  of  Lucerm  fhoiild  not  he  con- 
ftrained  to  pay  the  moneyes  boirowed  of 
them,  nor  the  wages  due  to  the  Eucemi- 
ansbythe  Captaines.  lliatthey  might 
make  vfe  and  feruice  of  the  Money  of  the 
Dukes  of  forged  in  their  Cittic: 

rendering  ob.edience  and  honor  done  to 
the  Dukes.  .  ;  * 

The  alliance  with  thp  three  Cantons, 
to  remaine  in  abfplute  integrity,  ^nd  the 
not  to  hinder  the  D.  oiAuHru 
from  inioying  thegoods  and  reuennews 
which  they  helde  in  the  countries  of  the 
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Cantons .  The  Empcrour  was  to  de¬ 
pute  the  Commiflarics,  for  hearing  the 
differences  of  the  Dukes  with  the  Can¬ 
tons, at  any  time  wharfoeuer. 

Afterwardj  the  truce  was  further  pro¬ 
longed,  and  although  the  peace  was 
fcarfely  well  affured but  was  fometimes 
broken  :  yet  they  of  made  no 

more  open  warre  vpon  the  confederates. 
Vntill  after  fuch  timeas  they  of  Zurich 
wrung  themfelues  into  the  alliance, in  the 
ycare,i3^  i.Then  GUris 
the  ycare  following,  and  ^rr;;ethcyearc 
after  that :  Concerning  the  eftate  and  al¬ 
liance  of  thefe  Gantohs,  we  come  to  dif-  ^ 
courfe  more  at  large.  ' 


♦  ?’ 
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of the  Or'mndL  conditwn^  and  eftate  ofTLw- 
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Tisnottobce  doubted, 
but  that  Zurich  is  one  of 
themoft  ancient  Cittics 
of Swetia.Jbc  Am^s  of 
che'eountry  doe  declare, 
that  it  was  builded  fixe- 
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teetie  ycares  ai 
^^TetitTiS',  ‘  '  Ji^^aytanns  S cotu^  faieth  in  his 

Chronicles,  that  fon  to  Niat^, 

builded  the  city  ofrrf«« ,  in  the  time  of 
the  Patriarch  AbfahMn,  The  Romane  hb 
ftorics  make  honourable  mentioiiofthc 


^  A  • 


Ttgurines,  who  arc  they  of  Zurich,  bec- 
caufethey  were  prerent  in  the  war  of  the 
Cimbriam  ^ainft  theRomanSjand  oucr- 
thrcw’thc  ConMlCajTm .  Afterwards, 
when  /ulim  Cxjay  came  to  thc  connucft 
of  theGaulesjthey  were  vanquifhed  and 
ruined  by  him.  After  that  timc,to  the  in- 
uafion  which  the  AlUmdnes  or  Gtrmdnes 


made :  Zurich  was  fobiea  to  the  Romane 
Empire  5  then  fell  into  the  handes  ot  the 
Kings  oiFrance  \^^v\di  laftly,  came  to  the 
Germane  Empire,  which  beafeth  y  name 

and  fliadbwofthe  Romane  empire^.  . - 

There  are  in  Zurich  two  GoltedgiaU 
churchesjonc  ofmen,  the  other  of 
men  founded  by  the  Kings  of  France .  m 
ancient  timcs,ihefe  colledgcs  were  (well- 
nccrc)Lords  &  comqj^ders  of  the  cine. 
There  was  alfo(hcretofore)a  caftle,  oiul- 
ded  vpon  a  little  hill,  ncrc  to  the  Riwer  ot 
LimaguSyv;hcTC  the  Gouernours  (cftabli* 
filed  by  the  Kings  of  France)  kepte  theyr 
abidingjwho  were  Prbuofts  ofthc  city,  & 
of  thole  collcdges.  Afrerward,yndcr  the 
Germane  Emperors, thofeProubftes  ft  ill 
continued,  but  they  dwelt  not  in  the  ca¬ 
ftle  :  bccaufe  the  gouernment  was  wil- 
lingly  giuen  to  the  Princes.  Neuerthelcs, 
fince  thofe  times,  there  grew  in  the  city  a 
councclloffixc  and  thirty  men,  twcluc 
whercofgoucrnedfbrthc  fpacc  of  fourc 
moneths.The  commonwealth  was  fo  or¬ 
dered  in  theyeare,  I  loo.  and  continued 
in  that  eftate  till  the  yeare,!  33^.  and  then 
it  fell  to  changing,  in  manner  as  hcercaf- 
tcr  we  fhall  decUreP’ 

From  fuch  time  as  the  city  beganne  to 
throwcoff  the  yoakcof  the  Colledgiall 
churches,  it  began  alfo  to  confider  on  hir 
^  owne  frecdome ;  and  how  it  might  beft 
recciuc  incrcafing.  Forj'araongft  the  dift 
fentions  ofthc  Emperors  and  Popes, the 
men  of  Zurich  adhered  to  th^  Emperors^ 
and  followed  Fredericke  Barbaroffa^  Fre- 
derteke  the  fccond,  and  Lewes  of  Bauaria^ 
who  augmented  theyr  liberties  and  fran 
chifesy  cfpecially  the  fecond. 

For,  after  the  death  of  Berthonll ,  the  laft 
Duke  of  Ler  ungen ,  Prouoft  of  the  Col- 
ledges,  and  alfo  of  the  Cicieof  Zurich : 
hereceiuedthecittizens  into  proteflion 
ofthc  Empire,  about  the  yeare,  1218. 
Then  afterward, he  tooke  many  priuilcd- 
ges  from  the  Colledgiall  churches .  A- 
mongft  other,  the  right  of  elefting  the 
councell,  and  graimted  it  to  the  citizens, 
ordaining,  that  it  fiiould  neucr  bee  law- 
full  to  alienate  z^urkh  from  the  Empyre . 
Alfo,  in  the  time  of  Fredericke^  the  Citti- 
zens  madd  the  ditches  and  wallcs  about 
*the  City. 

It  came  topafte,  that  they  requefted 
the  Priefts'^  were  citizens  of  the  Cittic, 
to  furnilh  their  part  of  charge  towardes 

thefe 


T  wp  CoIW. 
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inZuwbjtni 

a  caftle  on  tljj 
riucr  of  Lima 
gua.  ■ 


A  Councelof 
j  <5. men, to 
gouern  by  fc* 
uerall  curnes. 
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ted  them  of 
iCtof  Zucich* 
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thefe  fortificationsjand  commaded  them 
moreoucr,  to  rid  their  houfes  of  fomc 
women  ill  reported  of:  which  offended 
them  ill  fuchfort ,  as  they  with-drewc 
thcmfelucs  from  the  Citizens .  But  ;this 
difference  was  appeafed  by  the  by  (hop 
oiConfiance,  Some  few  yeares  after,  the 
Pope  excommunicated  them  of  Zurich, 
bccaufe  they  tooke  part  with  the  Empe¬ 
ror  At  the  fame  time, they  rui- 

nated(by  permiffion  of  the  Empcror)thc 
old  Caftle,fearing  leaft  fome(cnemies  to 
their  libcrtics)fhould  get  poffeffion  thcr- 
of.  At  this  day  it  is  a  very  pleafant  place, 
beautified  with  Linden  arid  other  fayre 
trees  planted  there.  And  becaufe  the  Ci¬ 
ty  flood  excommunicated,  and  (by  con- 
fequene'e^  expofed  to  the  violence  of  any 
man :  many  Gentlemen  round  about, 
much  mollcftcd  the  Citizens, fb  that  the 
rraffickc  offilkes  , being  very  great  before 
in  that  place,  was  from  thence  tranfpor- 
ted  to  Come.  ' 

In  the  yearc,  1 3  5 1  •  they  of  Zurich  did 
take  their  firft  alliance  with  the  Cantons 
of  rri  and  Suits  ^  the  tenour  whereof  you 
hauc  already  feene.  Some  few  yeares  af¬ 
ter  the  death  of  Frederick ,  his  Nephew 
Conrddine  laboured  to  fubie£t  them  of 
Zurich,  to  the  Dukes  of  Su^bu  :  ynder 
the  pretence  and  colour,  that  they  bad 
long  time  bin  Prouoftes  and  Gouernors 
thereof.  The  Cittizens  maintained  theyr 
liberty  very  firmc  and  flrongly ,  which 
caiifed  Conradine  to  workc  fo  with  the 
Emperor  Courad^thdX.  Zurich  flood  pro- 
(bribed  from  the  Empire.  But  Richard  oi 
England,  king  of  the  Romanes ,  tooke  a- 
way  the  profeription  3  and  by  Imperiall 
Letters,  confirmed  the  priuilcdgcsof 
the  Cittizens.  In  thofe  Letters,  amongft 
other  matters,  rhefe  words  following  are 
contained.  ;  !  ' 

■ _ rl.:^ _ ^ — 

A  true  Coppy  of  the  fatior 

done  by  Richard  of  England,  K. 

ofthe  Romanes,,  to  them  of  ‘  j, 

\  VJflJ 

Zurich. 


namely  vfurpmg  the  honor  afpertaming  toii 
another  y  without  hauing  any  right  or  Power 
fo  to  do:  hath  puhlijhed  a fentence  of hanifh- 
ment ,  againfi  our  Cittz^ens  of  launch  ( a>s  if 
they  were  fubie&s  to  that  Dutchy) planted  in 
the  ejpectad bofome  of  Vs  and  our  Empire  fjy 
not  appertaining  any  way  to  that  DutchyJ?ut 
immediately  to  the  Empire  ^  according  as  fro 
antiquitie  hath  beene  ejlablijhedy  and' is  now 
approued  in  our  timef^c.  Giuen  at  Bague^ 
naWythexn.dayof  TS(ouember^  in  they  ear e 
one  thoufand  two  hundred  Jixty  two.)  And 
of  our  r eigne  the  Jixt.  ,  .  '  - 


■o 


:r 


How  an4  at 
what  time  the 


*  4 

T  faithfull  report ,  which^  is 
come  to  our  ferenitjy  we  haue 
*vnderJiood^  that  Conradine^ 
K  Sonne  to  the  late  King  Gon^ 
rad,  who  named  himfelfe  D. 
^Suaba  5  not  contented  with  this  fault in 


/ 


Thcfc  Letters  do  render  an  ample  tc- 
ftimony,  ofthe  liberty  belonging  vnto 
them  o^  Zurich :  notwitbftanding,  they  |  people  of  Zu- 
tooke  no  great  effed  then,  becaufe  fuch  | 
as  fucceeded  in  the  Empire  after  Wrede- 
r/V/^^;the  fecond,  to  Raoul  of  Halifrourg^ 
held  no  great  credit,  fothat  (by  manic) 
they  are  not  numbred  amongthc  Empe¬ 
rors,  but  all  this  intcruall  or  refpiteof 
time,  is  referred  vnto  an,  Inter-regnum^ 
wherein  the  mofl  part  of  al  the  variances 
were  decided  by  the  fword,  rather  then 
by  iuflice  and  law,  and  the  ftronger  tram 
pled  the  weaker  vndcr  their  feet .  About 
all,  the  Gentlemen  that  had  anic  means, 
did  nothing  elfc  but  machinate  againfl 
the  liberties  of  thofe  Cittics  that  were 
their  neighbors .  All  the  wayes  were  co* 
ucred  with  theeuesj^  (in  briefe)  this  Li- 
cenfe  wrought  a  mecreconfufion  among 
the  mofl  wicked  anddefperate,  mailing 
them  to  attempt  and  execute  cuen  what*^ 

(bcucr  thcmfelucs  plcaftd.  (  ^ 

Heereuppon,  they  of  Zurich,  defi. 
ring  to  conferue  their  liberty',  and  mairi^ 
taine  thcmfelucs  in  peace :  lent  an  hono¬ 
rable  AmbalTagc  to  the  Lord  of  Regen* 
entreating  hini  to  be  their  Gouer^ 
noiir  and  Gaptainc*,  vntill  thc  cledion 
ofa  newe  Emperor,  and /for.th^t  effed). 
offcred,hitn  honeft  and  fiifficicnt. gages . 

The  Gentleman  was  a  neighbour,  ,10  Zu-; 
rifh,  a  rich  and  powctfi#  Lordc  in  thof^^ 
times.  ,Hcc  proiidly^reieded  the  honour 
which  the  {men  of  Zurich  did  him,  arid 
made  thern  anlwere  in  this  manner  •  Tf 
the  C  irizcn.s.  WPilld  obey  al  his  comiii\ari- 
dcmci)js^  and  fubied  the  Gittie  to  hifri 
hce  waf  rcadie,to  tak^ftfiem  into  his,pro-( 
tedion,arid  would  be  their  benign  Lord. 

But  if  they  refufed  his  pffer^  they  fhould 

V  2  fliortly 
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The  ftrong 
places of  the 
Lord  ofRc- 
gcnfpourg, 
ncerc  toZu- 
rich>  and  his 
potent  Confe¬ 
derates. 


Pride  &  fcorn 
full  contempt 
very  iuft’y 
fcourged  and’ 
rewarded. 


Raoul  of  Hab 
fpourgKing 


I  ihordy  bcc  compelled  to  accept  it,  eiicn 
\in  mecre  defpighe  of them ;  becaufe  their 
Citty  was  ingirt  and  inuclloped  with  his 
caftles,^as  Fifh  within  a  \/Veele,or  water 
Lcape.  V  •• ; 

This  vauntery  of  the  Lord  of  Regenf- 
fourgyjQLS  not  wholly  vain, for  he  hadma- 
ny iftrong  placcsneer e  vnto  the  cinic :  as 
WrtpUon  the  Lake  of  lurtch^  a  mile  and 
ahalfe.from  the  eittie  5  GUnz^embourg^  a 
Townc  andcaftleof  like  diftance,  and 
omihe  riucr  of  Jjm^g^^  •  He  had  (more- 
ouer^  muchneerer  to  the  eittie,  vpon  a 
high  Mountaine  towards  the  Sunne-ftt- 
ting,  two  caftles,  to  wit,  Htiberg  and  Bal- 
rArr/e|impregnablc‘{as  was  imagined)  by 
reafon  of  their  feituation .  Befide,  the 

Townc  and  caftle  of  Regenf^ourgi-'V^oi  a- 
boucfiuemilesatthe  moftfrom  Zurich . 
And,beyond  all  thefe,  manie  Countes 
ot'Eartes'  were  Leagued  with  him  5  a- 
mongother,the:Cbunt  of  Kybourgy^^vjcV 
Wno^tiBurgdorjfy  the  Count  oi  Rajper- 
^gg^^-iOi  T^idoWy  of  Arberg^  and 
tht'^^Xomo^Ejihenbach^  of  Riggenbergy 
oiMlchberg^  oi  Bulme^oi  Bornbourgy  of 
Wansy  and  many  other.  They  of  Z»- 
/•/V^jhauingbeen'eTo  ignomitiioufly  rc- 
fufed :  addrefled  themfclucs  to  Ruoul  of 
Hab|pourgym6liQ^\  enemy  to"  this  Regej^ 
fpourg  5  made  alliance  with  him/  &  with¬ 
in  two  yeares  following,  tooke  the  ca- 
{&cs  o{f^tzmberg^lVrtpmy  V'tUbergl  Bal- 
deriei'Znd  the  Townc  Gtmzembourg'^ 
mollefling  Regerhfpomg  in  fuch  fort,  as  at 
length  hce  defired  peace  ^  and  came  to 
m'^e  his  abiding  at  Z/^r/Vi^.Thefe  things’ 
hapned  in  theyeare^  one  thoufand,  two 
hundred,  fixtie  fixe,  and  the  y cares  follo- 

wingi^  12  - ■  ■ •  K. 

Irr  the  yeareone^thoufand,  two  hun-^ 
dted,  feuenty  Raoul oi Habfpourg^ 

was^ated  king  of  the  Roman^,by  com*. 


of  the  Ro-  ^J^n<ccmfent  at  the  fcauen  Ele^aours  of 


manes,  and  a 
friend  tothem 
of  Zurich. 


did -ElDpitic.  - After wa  rd ,  being  chofen 
EmperoufvAd  Ciltizcns  of  fer- 


In  ttee  Watre  ofBdh^dyhc  hadcWhuii- 
dred  ,•  which hejplaced  betweeuc  the  En- 
fign€»  in  the  firfl  t^ke  :  exhorting  the  o- 
fouldibu to  imitate  the ^  maginani. 
frilty  b  f  thetn  oF  ’Zurich  ^  wht^  {he  faid ) 
he  had  wel  I*  kUoW nc  lJiid  madfe-prdbfe  of 
before,  Alfo/the’fedft  part  ofthem'dyed 
in  the  field,  of battailc  then  giiieriy  and 


the  Enfignes  of  the  other  were  borne 
(for  their  honour),  into  the  Temple  of 
the  Cordeliers  or  gray  Friars .  Raoulhi- 
uing  receyucdfo  many  feruiccs  by  the 
men  ofZurich,  gaue  them  diuers  priui- 
Icdges-:  arid  to  honour  them  the  more , 
beautified  their  Enfignes  of  Armes,  with 
a  Diadem  and  Bend  of  Purple. 

‘  Many  haue  imagined  among  the  vul¬ 
gar  fort,  bccaufe  in  the  battaile  at 
terbergytbzt  the  Bend  was  afterward  an¬ 
nexed  therto,  as  ahoteor  mark  of  theyr 
ignominy.  But  there  are  many  thinges 
ycclding  contrary  reafons  to  this  opini¬ 
on.  '  For,  in  the  firft  place,  the  notes  of 
ignominy  are  not  red,  but  mecrly  black. 
And  afterward,  when  i^^;^^,Dukc  of/or- 
raine^  tookc  away  all  the’marks  of  the  en¬ 
fignes  belonging  to  the  Switzers,  in  the 
warre  againft  the  Duke  of  Bourgongne  5 
they  of  Zurich  would  neuer  permit,  that 
the  Bend  ftiould  bee  taken  out  of  theyr 
Standard.  And  in  the  yeare,  one  thou* 
fand/'fiue' hundred  and  twelue,  when 
Pope  luliu4  gaue  new  Standards  vnto  the 
Switzers,  the  Gouncell  of  Zurich  would 
not  alter  any  thing^:whacfoeucr  in  theyr 
Eiifigne,  no,not  lb  much  as  the  bend  or 
Diadem,  which  they  neuer  would  haue 
done,  ifibey  had  bcene  any  notes  of  in¬ 
famy.  - 

Morcouer,  lohnoiWinterduer ^  who  li¬ 
ned  at  that  time  when  they  of  Zurich  wer 
bbriquered  by  arhbufcadocs  at  Winter- 
dUer^pp^ke  to  King  Raoul  thefe  Words  : 
mmw7ied  the  Standard  of  Zurich  oj^ith 
great  aBion  of  graces^  The  fame  Authour 
alfo  declarethjthatin  the  warre  at  Reigen- 
jpmrg^Iaques  Aiulnery  acittizenof  Zu- 
rich'/couered  (with  his  owne  body 
oi-mbfourgy-vho  was  caft  from 'his 
horfe ;  and  hauing  remounted  him  vpon 
his  own,  brought  him  forth  of  the  preafe 
fafe  and  found.  For  which  great  fauour, 
^4^/^/did  much  honour  to  the  man,  and 
Iouedhim  fingularly5yca,heevvas  alfo  a 
^  dearc  frien'^tf  fo  fhem  of  Zurich ,  This 
they  aiibuch'bccaure  atfd  fuch  as 
were  of  his  minde/  did  highly  wrong  the 

accufingitoffedition& 

rebellion  againft  King  there* 

ftaifed  them  j  ^r^d  brought  them  vn* 
derhh  obedience  by  armes.  '  / 

■‘“After  the  death  of  Raoul oiBa.hJf  ourg, 
they  of  Zurich  maintayned  the  part  of 
.rf<i;^^_,andfodidthe  Abbotoft^;  6<i//, 

and 
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Raoul  of  Hab 
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his  cunning 
ftritageni,  a- 
gainrt  them  of 
Zurich. 
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Peace  conclu¬ 
ded  bctwcenc 
Du.  Albert,  & 
the  men  of 
Zuticb. 


and  thebyfliop  of Conflmcc,  Now  to  the 
end  that  they  of  Zurich  might  ioyn  them 
fellies  with  the  other :  cheyaffayied  the 
Tovvne  oilVinterduer^  and  tookc  it  in  the 
aflaiilt,  vndcr  condudof  the  Count  of 
Togge^and  there  (inGarrifon)  was  the 
Lord  oilVerdenberg^  with  great  troopes, 
in  name  of  Albert  oiAuBrm.  The  firft 
day  they  were  Vidors,  but  on  the  mor¬ 
row, by  treachery  in*the  Lordc  of  Wer- 
denberg^  who  caiifcd  the  Enfigne  belon¬ 
ging  to  the  Byfliop.of  Confimee^  to  be 
carried  before  him :  by  this  cunning  ftra- 
tagem'e^  the  men  of  Zurich  were  ouer- 
throvvne  and  cm  in  pecces.They  attemp¬ 
ted  againe  another  warre  in  the  name  of 
Addphj  againft  them  of  Groningen^  the 
which  is  in  the  ternhory  of  Zurich.  -But 
AlbertT>\.\Vzoi AuBria^  Tonne  xoKaoul^ 
was  offended  at  their  enterprize,  beeing 
informed  by  his  people,  that  the  greater 
part  of  them  of  Zurich  ^  were  flaineat 
Winter duer ;  which  cau fed  hi  m  to  come 
and  befiedge  Zurich  ,  which  hec  imagi¬ 
ned  to  bee  quite  cmptic  ofany  dfefcnfiue 
men. 

The  Citizens  made  a  mufter  of  theyr 
men  (apt  for  armes)  in  the  Citty,  and  on 
a  place  vety  high,  where  fometimes  the 
Cattle  flood  sand  that  the  Duke  of  Au* 
BrUes  Army  might  cafily  difeerne  them. 
And,  bccaufc  their  number  might  Sp- 
peareto  bee  much  more  greater  thcjiif 
was,  thcycaufcd  all  their  ftrongeft  and 
ftoiiteft  women  to  be  armed,  and  theyr 
children  of  biggeft  ftature :  which  made 
the  enemy  to  imagine,  that  there  vycre 
great  ftore  of  warlike  people  within  the 
Citty.  Afterward, they  fent  AmbafTa- 
dors  vnto  Albert^  to  remember  him, that 
his  Father  alwayes  loued  and  maintained 
that  cirtic;  that  thecittizens  hadferued 
him  in  all  his  warres,  and  wherein  they 
(euermore)  carried  thcmfelues  faithfully 
and  valiantly.  'A  herefore,  they  intrea- 
ted  him  to  follow  his  Fathers  fteps,  and 
to  accept  them  oi Zurich  rather  as  loyal! 
and  feruiceable  fricndcs,  then  to  bcleeiic 
falfe  rumors  fpred  abroad  by  their  il-wil- 
Icrsjconfidcring  withall,  that  they  were 
ready  to  giue  him  fatisfadion. 

Albert  anfwered  the  AmbalTadors  ve¬ 
ry  kindly,  &:  willed  them  to  come  to  hirn? 
^xWinterdueri\N\\txc  the  peace  was  con¬ 
firmed  ;betwecne  him  and  them  of  Ztir 
rich :  vppon  condition,  that  they  fhould 
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acknowledge  and  honour  Albert  as  law- 
fuil  Emperor.  This  peace  was  contiaii-. 
ed  after  the  death  of  Albert ,  and  in  the 
warre  which  his  Tons  made  againft  them 
that  had  flainc  him ;  the  cittizens  of  Zu¬ 
rich  kept  thcmfelues  ftil  faithfully  on  the 
bchalfeof  Aujlria^  and  fbughtforrhein 
againft  the  three  Cantons.  After  that, 
in  the  baitell  of  Morgarten,  fifeie  men-of 
Zurich  were  flainc  in  the  field,  as  hath  al- 
rcadic  bcene  declared  .  Moreoaer; 
when  the  Empcroiir  was  infomfe  trou¬ 
bles,  bccaufe  fomc  hadcicded  Lems , 

Prince  of Bamria  5  and  others  Frederkke^ 
the  Sonne  to  the  men  of  Zurich 
heldcaiong  time  for  the  part  of 
rich. 

Intheyeare,  1 3  30^  peace  was  made  - 
betweene^^w/of  Bamia,  and  “h»ouM 

rteke  01  AuBrid^vjuttc^t^  Fredericke  re-  >  not  be  fepara- 
nounced  his  Impcriall  Elcdion,  and  Le-  * 

recompcnce  him)  promifed  to '  kihg^kno^n 
pay  him  a  great  fumme  ofmoney.  And  ■  'heir  Am- 
bccaufe  hee  could  not  prefently  furnifli 
him  therewith,  in  regard  of  the  Warres 
hee  lately  had,  to  his  mightic  expences  \ 
gauc  vnto  him  foiirc  T ownes  as  a  pawn, 
andfecurity  of  payment.  Namely,  Z»- 
rith^  Schaffoufe,  Bhinfeld^,  and  Neuhourg 
on  the  Rheinc.  But  they  of  Zurich,  im*. 
mediately  fent  Ambafladors  to  the:Em-? 
pcroiir,  tof  fhew  him,  that  they  were  fo 
incorporated. With  the  Empire,  as  they. 
could(by  nomeanes)  Ik  feparaced  from 
if*  Their  Letters  were  fhewn  to  the  fame 
cffe(5i:,read  and  perufed  by  the  Emperor; 
and  then»  although  he  loued  them  but  a 
little,  becaufe  they  had  taken, part  .with 
'Fredericke:  yet  notwithftanding  hec  leftc 

them  to  their  ownc liberties;  and  ill  fled 

oiT^urich^  Brifpicke giiicn  in  gage  to 
thzjxi oiAuJlria,  -ro  ’-r;  - 

The  A  mbafladors  had  alfb  brought 
with  them,  the  Deputies  of  the  three!  Zurich,  a k  . 
Cantons,  whom  Znm  greatly  affeded, ' 
becaufe  they  had  alwayes  <heenc  faithful!'  theCampris, 
vnto  him.  Thefe  Deputics'declared^thatl 
the  City  ofZurich  was  a  louing  &  frend- 
ly  neighbor  to  the  Gantons^^  had  high-' 
ly  fcriied  them  many  times.  Befide,  they 
of  Zurich  prolnifcd,that  (hereafter)  they 
would  be  no  Icflc  faichfuH  &  obedientitcr.|! 

Leives  of  Bamria^  who  was  then  theitf  on¬ 
ly  lawful!  Emperour,  ^ben  they  hadrfoi? 
merly  becne  to  , Fredericke  of  Auslria. 

This  did  much  offend  the  AuHrims  ^fox.^ 

V  3  albeit 
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albeic  Frederkke  had  renounced  the  em¬ 
pire :  yet  notwithftandingj  Leopold^  Al¬ 
bert,  and  Otho  his  brethrcn^would  not  ra- 
tific  the  agreement,  but  continued  warre 
againft  Lewes  which  means 

Zurich  fell  off  againc  from  friendfhippe 
withthemof.^^/Zm,  and  was  excom¬ 
municated  by  the  Pope,  in  fuch  manner, 
as  for  the  fpace  of  cighteene  years,  there 
was  no  cxercife  of  ceremonics( accord-, 
ing  to  the  Romanc  Church)  vied  in  Z^“ 

rich*  The  Priehs  departed  from  the  ci¬ 
tizens,  fome  by  their  owne  mcere  moti- 
on^  others  w^re  expelled  by  the  Bout- 
geffes ,  becaufe  they  refufed  to  admini- 
ftcr  the  Sacraments.  •  There  were  none 
but  the  Cordeliers  or  gray  Friars,  who 
wentforth  at  one  gate,  and  entered  im¬ 
mediately  at  another. 

The  Citie  {landing  thus  excommuni¬ 
cated,  and  hated  by  the  houfc  of  Aufirw 
many  Gentlemen,  {cruants  vnto  that 
houfe,  much  mollefl:ed  the  Cittizens . 
yVherefore,  in  the  ycarc  1333.  they  of 
Zurich,  with  the  men  oi' Sir ivsbourgy  Bd- 
file,  and  Berne,  beficdged  and  took  a  ca- 
flle  on  the  Kheine,  hamed  Schundw^  be¬ 
longing  to  the  Lords  oiGerolt%>egh ,  and 
ruinated  it,  becaufe  it  was  one  of  the  re¬ 
treats  for  theeues.  The  ycarc  following, 
the  men  of  Zurich  ruined  many  ca{lles,to 
vjit,FryenJlein,on  the  riuer  of  Tofe,  and 
another  ncre  vnto  it, called  Touff  the  high, 
Alfo  Schenenvert,  on  the  Limdgus,^out 
three  miles  from  Zurich  2nd  Schlatte, 
neere  to  Ffgow,  becaufe  the  Gentlemen 
to  whom  thefc  caftlcs  appertained,  did 
greatly  trouble  the  city  of  Zurich, 

The  next  yeare  infuing,the  Gouerne-  • 
ment  ofthe  Common-wealth  oiZurich 
V/2S  changed  ^which  proouedto  bee  the 
caufe  of  great  garboilcs ,  and  the  princi¬ 
pal!  occafi6n,of  allying  the  citizens  with 

the  Cantons  oiSwetia,  W e  haue  alrca- 

\ 

dy  toldyoUjthat  thecommonwclth  was 
gouerned  by  3  ^.men,and  in  fuch  fort,  as 
tweluecommaunded  during  the  (pace  of 
foure  months .  Some  difference  hapned 
between  them  and  the  people,  in  regard 
whereof,  the  people  began  to  demaund 
an  account  of  their  adminiftrationjcfpc- 
cially,  ofthe  twclue  that  were  in  the  fc- 
cond  order.  Somewcrcaccufcd  among 
them,  of  robbing  and  diffipating  ('in  a 
fmall  time)  the  publike  treafure,  and  bc- 
fidcs,that  they  had  bound  thcCittic  in 


in  no  mcanc  ftorc  of  great  dcbies.  Eight 
ofthofemen,  finding  thcmfclucs  to  bee 
hardly  clear  in  this  cafe,  retired  from  the 
city  .'the  other  foure,  voluntarily  refig- 
ned  vp  their  charge ,  Thus  the  authoritic 
oftwehicccafing,  they  grew  to  a  forme 
of  clcaing  Magiftrates,  being  chofen  out 
of  cucry  band  of  the  tradefmen,  and  y 
feuerall  nomination. 

The  Emperour^Cw^/ confirmed  this 
kinde  of  Commonwealth  by  his  Letters 
Parents,  andthefuccccding  Emperonrs 
alfb  approued  the  fame.  They  that  had 
withdrawnc  thcmfclues  from  the  Citic, 
ycclding  after  to  the  peoples  iudgement, 
were  condemned  injcuerall  fines  ••  and 
they  that  fped  the  beft  were  banifhed  for 
three  ycares,  hauing  firft  faithfully  pro- 
mifed  ncuer  to  make  any  confpiracic  a- 
gainft  the  citizens.  Heereto  alfo  was  an¬ 
nexed  a  note  of  infamy,  to  wit,  that  ney- 
ther  they,  nor  any  of  their  child  rcn,fhold 
euer be  admitted  into  Councell.  The 
ancient  men  and  councellors,  beeingaf- 
fraide  of  a  iudgement  lb  feuerc,  beganne 
to  diftruft  their  ownc  caufcsjfo  that  nine 
among  them  forfooke  the  Citric .  This 
departure  of theyrs  wasconuerted  vnto 
banilhment,  and  their  goodcs  confifoa- 
ted.  As  for  the  reft,  nine  of  them  were 
condemned  in  great  fines,  and  then  ba- 
riifhcd  for  two  ycares:  with  this  brand  al- 
fo  fct  vpon  them,  that  they  nor  their  chil¬ 
dren  fhoiildeiier  be  admitted  vnto  coun¬ 
cell.  Others,  that  flood  to  their  try  all, 
iuflified  thcmfelucs  before  the  people , 
and  were  elcftcd  to  be  of  the  new  coun- 
ccll. 

The  banifhed  men  made  their  retreat 
to  a  Townc,  feituated  on  the  Lake ,  two 
miles  (or  thereabout)  from  Zurich,  na¬ 
med  Rdlperwilly^hich  at  that  time  belon¬ 
ged  to  Count  John,  of  the  Houfe  of  Hdh- 
Jpourg,  Three  years  before,  he  had  made 
requeft  to  them  oiZurich,  to  accept  him 
as  a  Citizen ;  willingly  they  would ,  and 
did  (at  lafl)  recciuc  him, although  he  was 
Leagued  with  them  of  ,  and  di¬ 
ners  of  them  alfo  were  of  his  parentage . 
Hccreupon ,  hec  liftened  the  fooncr  vnto 
thebanilhedmen,  and  made  a  confcdc- 
racic  with  them ,  vnder  ccrtainc  condi¬ 
tions  j  for  fecuritie  whereof,  hec  gauc 
them  the  Caftfo  of  thcTownein  keep- 
ing.Thcfebaniflped  men  being  thus  com 
modioufly  lodged  &  fortified,  began  to 
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accu(e  them  of  Zurich ,  pretending  to 
haue  fuffered  great  outrages  by  them ; 
they  defamed  the  Confull  and  new  coiin- 
cell,and  to  make  attempts  againft  the  Ci- 
tie5vlIng(to  this  effed)  chehclpeoffome 
oftheh:  friends,  that  remained  ftdl  inZu^ 
rich.  Some  of  them  being  dilcoucred  by 
the  councell^wercpimiftied:  others  fted 
away  fecretly,  and  ioyned  with  the  bani> 
(hed  men.  And  becaufe  thefe  banifhed 
men  had  falfified  their  folemne  promifes: 
they  were  banilhed  perpetually  by  the 
Senate, cfpecially  they  that  ftood/elega- 
ted  but  for  a  certainc  time  enioyned 
them. 

Now,  becaufe  the  citizens  oi  Zurich 

by  them  0^"*  |  flcnderfecurity, either  for  th'em- 

Zurichagainft ,  (clues  or  their  goods ,  fince  thofc  bani¬ 
fhed  men  were  excluded  the  city :  diners 
times  they  admonifhed  the  Count  of  his 
duty, that  he  being  a  Boiirges,  ought  not 
to  continue  hisfauour  to  the  banifhed 
men^bui  rather  to  withdraw  al  helpc  and 
comfort  from  them.  Percciuing  the 
Count  made  no  reckning  of  their  com- 
plaints,they  leuied  another  Army,  and 
went  and  befiedged  Rafperwi/l^  the  retire 
and  refuge  of  the  baniihed  men.  In  vaine 
was  this  attempt  of  theirs,  <  becaufe  the 
banillied  men  had  great  plenty  of  vidu' 
als,  and  defended  themfclucs  valiantly, 
which  made  the  other  to  raife  their  fiedg. 
Glady  therefore  they  quitted  the  place, 
&  fo  much  the  rather,becaufe  the  Count 
of  Hahf^ourg^yftox^Gtot  of  the  banifhed, 
and  whom  rooft  efpccially  they  fought 
for^  was  not  at  RaJperwiU^  but  in  a  Caftie 
called  Grimw  ^  which  is  at  the  head  of 
Zurich  Lake.Thcy  diicamped  thence,  & 
marched  with  their  Army  vnto  that  very 
place,  beeing  conduced  by  Diethelme^ 
Count  of  ToggCySSiho  was  at  controuer- 
fic  with  the  otfer,  concerning  the  caftie 
of  Gnnow. 

The  Count  of  Habjpourg  (with  his 
Army  well  appointed)  was  encamped  at 
Buchberg^  yNhcncthQ  came  mainly  run¬ 
ning  vpon  ihcm  oi  x^urich^  who  landed 
fuddenly  from  their  Boates  5  and  they 
granting  them  no  leyfiire  to  bee  raunged 
in  order  of  battailc,  put  all  in  rout  and 
difordcr  that  were  on  Land,  compelling 
them  to  enter  their  Boates  againe  ^  v  ih 
which  confufionthey  loft  not  many  m?, 
except  the  Count  of  Togge^  who  was  ta^ 
ken  prifoncr.But  after  that  al  their  troops 
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were  ioyned  together  againe  in  the  mid 
die  of  the  Lake,beingmoucd  with  anger, 
and  defirous  to  wipe  off  the  lhame  for¬ 
merly  receiued :  by  aduice  of  their  Lea¬ 
ders, they  went  on  fhorc  againe,  brauely 
bidding  them  the  battaile,  which  they 
worine.  And  fuch  was  their  fuccefTejthat 
the  Count  of  HabJpourgy^nA  many  Gen¬ 
tlemen  with  him,wercflaincin  the  field : 
morcouer,  they  carried  away  in  their 
Boates  a  mighty  booty,  &  fixe  Enfignes 
of  the  encmics.The  citizens  of  Rajperwill^ 
hearing  of  this  ouerthrow,to  reuenge  the 
death  of  their  Lord,  they  cut  in  pccces 
the  Count  of  Togge^  who  was  conuaied 
on  Land,fo  foonc  as  he  had  becne  taken 
prifoncr  in  the  firft  encounter; 

This  things  hapned  in  the  ycarc  1337* 
And  the  fame  yeare,rhe  Emperor  Lewes^ 
and  Albert  of  AuBria ,  fecond  of  that 
name,furnamed  the  Cripplc^madc  peace 
betweene  John  of  Hubjpourg^  Sonne  to 
the  deccafcdCountj  the  bani^edmen 
of  TaUrich^znd  the  Confull  and  Citizens 
of  the  City,  vpon  thefe  conditions  fol¬ 
lowing.  That  the  banifoed  men  fbould 
pay  to  the  citizens  (  as  a  fine  or  amerccf 
menu)  the  fumme  of  fixe  hundred  markes 
of  money  .‘remaining ftill  out  of  Zurich 
fine  ycars,during  which  time,  they  fhold 
not  come  nearc  the  citty,  by  the  fpacc  of 
two  miles^  which  beeing  expired,  they 
(hould  againe  be  receiued, &  their  goods 
remainc  entirely  to  them.  The  Emperor 
conceiiied,  that  this  new  goiiernmcnt  in 
theftate,  would  highly  ftrengchen  it  in 
thefe  fiuc  ycars:for, there  was  appearance 
of  great  danger,thar  if  the  ancient  Coun- 
cellors  were  re-cftablilTied ,  alterations 
would  enfueinmany  matters3&  nothing 
clfe  pleafo  them^  but  the  old  form  of  rulcj 
as  many  of  their  friends  and  partakers 
carneftlydefired. 

This  peace  lafted  not  long,  for  the  ba¬ 
nifhed  men  (fauoured  by  a  great  number 
of  the  N  obility)  made-no  regard  at  all  of 
their  promifes:but  moleftcd  the  citizens, 
and  confpired  daily  fomething  or  other 
againft  the  city .  In  regard  whereof, by 
permiffion  of  the  Emperoiir,  the  houfes, 
and  al  the' goods  which  the  banifhed  had 
in  the  city,  were  confifcated.  Notwith- 
ftanding,  thc’yearc  following,  by  the  iiir 
termife  of  Agnes  Qnttnt  oi  Hungary.^ 
(who  was  daughter  to  Albert  of  that 
name,  and  after  the  death  of  her  Father, 
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remained  in  Swa/a  the  moftpartof  her 
time)  of  Frederlckeof  AuHm^  andfomc 
other  of  the  Cities:  peace  was  renewed 
betweene  the  banifhed,  and  the  citizens 
of  Zurich :  yet  this  was  no  firmer;,  or  da¬ 
red  any  longer  then  the  former.  For  al¬ 
though  the  banifhed  promifed  faithfully, 
that  they  would  ftandtothe  counccllof 
Zurichs  fcntence,and  pay  the  fines'wher- 
in  they  were  condemned^  yet  would  they 
not  make  any  fatisfaftion  at  all. 

Many  of  the  houfe  of  HAhfj^ourg^i^- 
mong  others,  the  Sonne  and  kindred  to 
Count  lohnyvihom  they  oiTLurich flew  in 
thebattaile  at  Grinow)  affembled  a  great 
number  of  Gentlemen,  offended  with 
the  liberty  of  Z«Wr^,hating  that  Demo- 
critall  gouernment,as  being  too  popular 
in  their  opinion :  fauoured  the  banifhed, 
and  prouoked  them  ftill  on  againft  them 
of  And  they  on  the  other  fide/or 

their  better  maintenance,  firft  of  all  bur-: 
nedtwo Caftlcs:  one  necreto  xheTofe^ 
appertaining  to  the  Lords  of  Landberg^ 
Gentlemen  ofmarke :  and  the  other  to 
the  Lords  of  Schowenberg^ov\  an  high  hill 
aboue  Elgow^  becaufe  thefe  places  did 
much  iniure  them.  And  to  fortifie  them- 
Iclues  yet  ftrongcr,they  combined  amity 
with  the  cities  of  CfinBAnce  TiYiAS^Gall. 
i  Alfojbecaufe  fome  differences  remained 
tobcappeafed  with  them  of  Schaffouu^ 
and  war  might  be  moued  from  the :  they 
yeeldcd  willingly  ( by  .  intermiflion  of 
Ambafiadorstofome  other  cities)  &:in 
fhort  time  after,  comprehended  them  of 
Schaffhuipe  in  alliance  witbthe  cities  of 
?.Gaii  allied^  I  GonsiAncc  and  S.GaIL  At  the  fame  time, 
they  allied  themfelucs  alfowith  thcBi- 
fhop  and  city  of  BAjile,  Afterward  they 
rccelucd  into  the  number  of  their  Bour- 
ge(les,many  houfes  of  the  Rhodes,  or  of 
S.Iolin  of  lerufalcm  :  to  be  fiippliedand 
maintained  with  Gentlemen,and  men  of 
warrc,as  continually  (and  from  time  to 
time)  were  in  that  worthy  Order  of 
Knights  of  SJohn,  ^ 

Thefe  piiiflant  cities  and  people  round 
about,  being  leagued  with  them  of  Z«t 
by  new  alliances,  or  reconfirmation 
of  their  ancient  amity :  the  eftate  of  the  ! 
of  Zuridl"&  city  remained  more  peaceablc,and  it  fcc- 
theCity.  mcd,that  the  haiiidied  haddafl  all  b.opc  : 
of  cuer  enioying  the  city  by  powenBut  in 
this  flecping  time,  they  corfpired  veryi 
fccretly,  to  make  themf clues  Mafters 
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thereof  by  treafbn.  Count  John  of  HAb- 
J}ourg^  Son  to  liim  that  was  flaine  on  the 
day  at  Grinow^  as  already  wc  bauc  fhewn^ 
was  ioyned  with  them  5  vpon  condition, 
thathcftiould  re-eftablifh  the  banifhed 
men,  iupofTeflionofthcir  goods  in  tnc 
country,  and  that  they  fhould  difingage 
the  lands  of  the  Count,  morgagcci  for 
debts  to  his  creditors.  W ith  them  ioy¬ 
ned  the  Count  of  Toggenbourg^  P eregrin 

(who  fbmc  ycares  before,  had ' 

beene  at*  great  debate  with  them  of  Zu^ , 
r/V^,chpugh  all  feehied  to  be  laide  aflccpe  ucngc^arr* 
by  an  agreement  made  bctw'ecne  them)  ^leondy 
the  Baron  of  Mar&mgy  and  many  Gen- 
tlcmenjpartly  pentioners  and  vaffails  to  racy. 
the  Count  of  UAb(^ourg^ho  they  gladly 
endeuored  to  gratific,  &  partly  as  friends 
to  the  banifhed,  who  had  many  ancient 
friends  and  partakers  in  the  city,  fomc 
wherof  were  well  acquainted  with  al  the 
Gonfpiracy,  and  others  alfothat  would 
ioyne  with  them,  if  the  firft  attempt  fuc- 
cccdcd  well.  A  further  hope  alfbwas 
concciiied,  that  no  ineane  number  more 
would  come  to  their  part,  if  they  did  but  hopeSw 
fee  the  ancientcouncellorsjnaniely,  fuch  partakenin 
as  were  greatly  indebted,  and  could  fub- 
fift  by  no  other  mcanes.Such  Ukewire,as 
in  this  alteration  of  the  ftate,  wer  not  ho¬ 
noured  nor  rccompenced  according  to 
their  cxp€(3:ation,and  who  were  vnwor- 
ihy  to  be  fejcne  of  others,  aduanced  and 
preferred  before  them.Then  again, fomc 
others,  who  were  weary  of  the  eftate  in 
her  prefent  condition,  defiring  nothing  1 
more  then  noiiclty:  as  in  all  common¬ 
wealths  are  daily  to  be  found,  too  many^ 
fuch  kinde  of  people.  The  refolution  of^ 
the  confpirators  was,  to  makcvfe  of  the 
night  tiniCjand  to  plant  armed  men  in  all 
the  ftreetes  of  Xurtch^  and  to  force  the 
houfesof  PAoulleBrun^  Confullalfo  of 
all  the  new  Counccllors,  and  the  reft  of 
their  enemies,  to  maffacre  them,  feize 
the  citry,make  themfclues  Lords  there  f, 
and  take  away  the  liberties  of  the  citti- 


zens. 


In  this  manner, the  24.of  Februaryjin 
the  year  1 3  ^o,P eregrin  hAndberg^  Count 
of  HAb(pourg,  many  Gentlcme,and  fomc 
of  the  banifhed  with  them,  camevnto 
%urich  •  The  fame  ranne  through  the 
Citcy,  that  they  came  to  prefent  are- 
queft  to  the  Coimccll,  in  behalfc  of  the 
banifhed.  At  the  fame  time ,  diners 
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armed  men  had  fccrcdy  flipc  into  the  ci¬ 
ty,  and  hid  themfcliies  in  thehoufesof 
their  complices.  The  Counts  and  Gen¬ 
tlemen  had  a  very  great  troope  of  armed 
Groomes  and  Pages  waiting  on  them, 
ready  to  execute  wbatfoeuer  their  Mu- 
fters  Ihould  command  them.Moreouer, 
there  wer  fundry  companies  readily  pre¬ 
pared  (both  of  horfe  and  foote)  who  in 
the  night  diould  come  neere  the  city, 
and  there  to  be  fuddenly  let  in,  after  the 
watch-word  was  giuen.  Others  (hould 
come  by  Boaces,  and  on  that  fide  where 
the  Lake  makes  a  reparation  ofihecitty : 
CO  rulT  on  by  impetuous  troopes,  &  hin¬ 
der  the  country-men  roundabout  (who 
were  very  honelt  and  faithful]  to  the  city) 
that  they  fhouldnot  come  that  way  to 
helpeor  relceueic. 

All  things  being  thus  ordered  and  ap- 
pointed^vpon  the  very  fame  night  deter-  j 
mined  for  the  maffacre,  the  confpiracy  ^ 
was  difeouered ;  more  by  the  prouidence 
of  God,then  any  councell  or  induftryof 
men.  For  God  (vndoubtedly)  preferued 
this  city, to  be  (very  foone  after)  the  firft, 
for  conferuing  the  S wit z^ers  liberties^  as 
alfojfor  the  retreate  of  his  church. 

The  chiefe  men  of  this  coniuration  j 
were  in  the  hou(c  ofa  citizen^where  they 
conferred  on  their  affaires,  and  clofely 
expe(5fed  the  houre  of  night,  when  the 
watch-word  was  to  be  giuen  abroad.  A 
fcruancofthe  houfc5who  ncucr  hadkno- 
ledgeofthis  enterprize, being  layd  vpon 
a  Bench  to  fleepe,  happened  to  wake  by 
their  clofe  whifpering,  and  lending  iome 
attention  to  their  talke,  obfcrued  their 
words  very  carefully,  yetfoored  asif  hec 
had  bene  in  a  found  fleepe.  So  foone  as 
ie  could  conucniently  do  itjfoftly  he  get¬ 
away, and  went  diredly  to  the  lodging  of 
R  AO  die  Brun^  who  was  Conful!  then,  re- 
uealing  to  him  at  full,  what  danger  hune 
ouer  the  head  of  him,rhc  whole  coiinccf, 
and  all  the  honefl  minded  people  of  the- 
city.  He  alfo  acquainted  him  with  the- 
watch<  word,  whereby  the  enemies  {hold 
be  knowric  one  to  another,  in  the  darke 
obfeurfty  of  the  night,  , 

The  (^nfull  hauir.g  heard  the  feruants^ 
words,armed  himfelfeimmediately3.and 
went  towards  the  Townc-houfe:  the  cnc--' 
mics  were  going  and  comming  already 
through  thd-ftrectes,  yet  be  cfcaped  well 
among  them,  becaufe  hec'deliuered  the 


watch-word  readily  to  them,  and  fo  got 
on  to  the  Towne-houfe.  A  feruant  of  his, 
attired  in  the  garments  of  his  Malkr, ha¬ 
iling  not  vndcrftood  the  watch-word,  by 
rcaion  of  the  great  fearc  and  hade  the 
Cqnfull  made,  was  flainc  by  the  enemies 
before  the  Towne-houfe ;  hoc  lo  much 
becaufe  he  could  not  giue  the  word,  as 
for  that  theyxooke  him  to  bee  the  Con- 
full. 

In  the  meane  while,  the  Conful!  com¬ 
manded  one  of  the  Officers  of  the  Seig- 
neury ,  to  run  to  the  church,  and  to  ring 
out  the  watch-belljafter  the  wonted  ma- 
ner,to  fignific  the  comming  of  enemies. 
The  Officer  feeing  the  gate  before  the 
clock-houfe  to  be  round  engirt  with  ene¬ 
mies  :  by  a  fecrec  doore  belonging  to  the . 
chiirchjgor into  the  clock-houfe,^  rung 
out  the  terror  to  all  the  city ,  On  the  or* 
ther  fide,  the  Conlull  (nimfelte)  cryed 
out  aloud  on  the  top  of  the  Town-houie, 
drme^  Arme^  the  City  is  fulLof  enemies^ 
Now  the  Riuer  named  Ltmagm^  ot  Ltm- 
rmUis^d\\x{ic6.  the  city  in  twaine,&  thofe 
two  parts  met  and  ioyned  together,  by 
the  means  of  two  Bridges  made  of wood. 
Immediately,cuery  one  tan  to  thefe  bdd^ 
ges :  but  becaufe  the  planks  and  boords 
oftbe  one  were  not  made  fafi  nor  nailed, 
they  threw  them  all  downc  into  the  wa^ 
ter.  By  this  mcanes,  all  the.fury  and  tem^ 
peftof  trouble,  kindled  it  felfc  at  the  o 
ther  Bridge,  which  ioyned  neere  to  the 
Towne-houfe.  ^ 

There  is  a  place  of  indifferent  great- 
nefle,  at  the,  entrance  to  the  faid  Bridge 
and  houfe :  the  enemies  got  poffefsion 
of  that  place,andofanother;neighboring 
to  it. Hccre  the  conflid  grew  very  fharp^ 
for,  fromfoorch  the  bigheft  roomesof 
the  houfeSjthey  ofthe  city  hurled  dovvne 
Tyles  and  great  Stones  vpon  their  ene- 
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mies,  who  Vv^ere  alfo  to  fight  with  other 
cittizens,  gotten  together  in  great  num¬ 
ber,  and  came  to  ioyrte  vvith  their  beff 
helpc.  .  The  Butchers  were  the  formoft 
men  in  the  fight^for  they  were  then  vp  in 
the  Butchery  (it  being  builded  nccre  tb 
.  the  Riuer)  killfng  Oxen  and’othet  cattell, 
Hauing  heard  the  noilc  and  out-dyes' of 
!  the  Gonfull,  they  ran  out  vpon  the  cnc- 
'  mics,witRthejr  Axes  in  their  hands, 
memory  whereof, and  as  a  teftimonyof 
their  hardineflc;  the  common-wealth 
gauethema  Lyon  of  Copper  orBraCfe, 
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which(as  yct)they  bcarc  yccrely  in  pomp ' 
and  triumph  through  allthecitty.  They 
were  moMcd  to  vnderiakc  Arms,  by  thefe 
mcanes  following. 

The  Count  of  Toggenhourg^  bccing' 
with-drawnc  into  a  houfe  of  one  ofthc 
con(pirators,and  pcrceiuing  the  danger, 
fearing  alfo  his  ownc  skin-coatej  after  he 
had  a  while  confulted  with  his  Hoft :  de¬ 
termined  to  free  himfclfe  from  blowes, 
refoluing  thus  5  that  if .matters  fell  out  wcl 
for  his  companionSjhe  could  eafily  come 
in  againc  among  the  troopcs,and  (peake 
to  them,  as  if  he  had  bin  alwayes  in  the 
crowd.  But  if  it  happened  othcrwi(e,hc 
wold  be  fure  to  fauc  himfelfe  Icarnc  to 
meddle  with  better  bufincfle.  According 
to  this  conclufion, himfelfe,  his  Hoft, and 
his  feruant,  well  laden  with  money,  got 
intoafmall  Boate,belongingto  afifher- 
man,  named  who  ihould  condu£f 

them  along  the  Riuer  out  of  the  city.  But 
fearing  left  this  fhould  difeouer  their 
flight,  the  Count  commanded  his  fer- 
uant3  tbacfo  foone  a?  they  were  out  of 
the  city, he  fhould  prefentiy  kill  the  fifh- 
erman.  He  being  neercr  to  them  then 
they  imagined  (by  reafon  ofthc  nights 
datkneffe)  vndcrftood  their  purpofe  and 
refblution  concerning  himfelfe:  wherein 
he  wifely  preuented  them,  by  (uifering 
the  boat  to  tilt  fuddcnly  on  the  one  fide, 
and  fo  they  all  three  together  fell  into  the 
Riuer. 

Making  hafte  afterward  home  to  his 
owneboufc,  and  waking  all  the  neigh¬ 
bours  dwelling  abotit  him  5  hcc  defired 
them  to  take  Armes  fccretly,  bccaufc  the 
city  was  in  eminent  pcrill,  and  enemies 
were  hidden  in  many  parts  thereof,  but 
he  knew  ncyther  how or  what  was  their 
intent.  Heercupon,  they  armed  them- 
felues  prefctitlyjand  hearing  the  Confiill 
ftill  crying,  Armc,  Armc :  waked  other 
friends  and  neighbours,  by  whofc  hclpc 
they  got  the  Bridge,  and  there  raunged 
thcmfelucs  orderly  in  fight  againft  the  c- 
nemy.  It  is  further  faid,that  tfic  Pricft&of 
the  great  church,  being  then  finging  Ma¬ 
tins, and  hearing  this  tumult  in  the  night: 
armed  thcmfelucs  from  the  houfes  round 
about,  -  and  entred  in  among  the  thickeft 
throngs,  fighting  valiantly  for  the  frcc- 
domc  &fafcty  ofthcircountry.  It  might 
(b  come  to  paffcjthat  this  year  the  Popes 
excommunication  was  firftraifed,  and 


that  after  cightccnc  yeares  were  expired, 
the  Priefts  entred  into  the  city  againc. 

Thus  the  citizens  (by  little  and  little) 
gathered  their  ftrength  togcthcr,for  from 
cucry  part  they  came  in  full  troopcs,  and 
declaring  their  valour  in  fo  great  a  need, 
the  enemies  that  were  in  the  citty  (con- 
ftrainedly)  gaue  way  •  Fiftcene  among 
them  were  flaine,  and  more  then  thirty 
feuen  taken  prifoners, among  whom  was 
the  Count  of  mbpurgi,  others  failed 
thcmfelucs  by  fauour  ofthc  night.  The 
Baron  of  Ma,tungey  and  Peregrin  Land- 
berg  were  among  the  dead.  The  Count 
that  fell  into  the  water,  was  there  drow¬ 
ned.  The  bodies  of  the  flaine  lay  threq 
whole  daics  on  the  paucmcnt,cxpofed  to 
the  mockery  of  all  m^,  and  to  be  tram- 
pled  on  with  the  fectc  of  cucry  paflen- 
gcr. 

On  the  morroWjfeucntccnc,  the  prin¬ 
cipal!  men  in  the  coniiiration,  were  bro¬ 
ken,  and  their  bodies  laideon  whceles; 
cightccnc  were  beheaded.  The  Count  of 
Hahlponrg^  Huldrichy  Baron  of  BonUert^ 
andfome  othcr,rcmained  prifoners.  The 
Army  of  the  Count  of  Habjpourg^^s  well 
that  which  came  on  the  lake,  as  the  other 
by  land, hearing  this  tumult  in  the  citty, 
and  feeing  no  man  came  that  fhould  o- 
pen  the  gates  to  them :  retired  backe  in 
greatfcarc,  fo  that  in  the  morning ,  the 
people  gathered  vp  their  armes  and  wca/ 
pons  for  warrc,which  the  run-awaics  had 
gladly  left  bchindc  them, for  their  cafier 
efcaping. 

Matters  being  thus  appeafed  at  Lurich^ 
to  preuent  any  more  new  troubles  in  the 
city :  the  Confull  brought  an  Army  into 
the  field, on  the  (ccond  day  of  March,  & 
being  fccondcd  with  fupplics  fent  them 
by  the  men  of  Schaffbuz^e  5  they  went  and  j 
befiedged  Rajpermll,  the  Fortrefle  &  re-  j 
treatc  of  the  confpirators.  The  inhabi- ' 
tants  of  the  Towne  knowing  that  their 
Count  was  taken,  the  baniflicd  mangled 
in  pceccs,  or  made  fugitiucs  and  vaga¬ 
bonds,  and  hailing  no  likelihood  at  all  of 
fucebur :  on  the  third  day  of  the  fiedgc 
yecldcd,and  bound  themlclues  fbllemn- 
ly  to  the  common-wealth  of  Z«prV^,pro* 
,mifing  (for  cucr  after)  to  acknowledge 
them  as  their  chiefe,  and  render  them  all 
fuch  duty,  as  formerly  they  had  done  to 
their  Count.  The  Towne  takcn,thcy  of 
Zurich  thought  they  had  gotten  two  ad- 
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uantages.  One  vvas^that  from  thence  for-  f 
ward,no  pilling  or  raiiage  was  more  to  be 
made  of  their  country,  as  oftentimes  be¬ 
fore  had  bene, and  that  the  city  wold  now 
fafely  be  preferued  fromambufhes  and 
treafons.  The  other^thac  the  kindred  and 
friends  to  the  imprifoned  Count,  began 
to  treate  on  peace :  fearing  to  lofc  all  the 
country  about  R^jperwill^  becaufe  the 
Towne  and  the  Count  were  taken. 

Heereupon,  the  Queene  Hungary 
procuredjthat  truce  fhould  be  accorded 
forcertaine  moneths:  hux.  Raoul  ^God¬ 
frey  of  fjablpourg  3  being  fummoned  by 
I  them  of  TLurich  to  make  peace,  declared 
j  no  affedion  thereto.  Confidering  with- 
alljthat  diuers  Gentlemen,  neighbours, 

I  but  enemies  to  the  men  of  ZwV/?,incited 
them  rather  to  make  warre.So  all  hope  of 
peace  being  quite  cut  off,  the  firft  day  of 
September  (the  fame  yeare)  they  of  Zu¬ 
rich  conduced  their  Army  towards  the 
country  of  the  Marche^  firuated  at  the  be¬ 
ginning  ofthe  Lakeof  ZmVA,  towards 
the  Sun-fctcitig,  then  being  in  obedience 
to  the  Count  of  HabJpourgi  '^hQ  cities  of 
ConHancemA  Saint  GaU^^nt  fuccourtb 
the  men  of  Zurich^^nd  hauirigfpoylde  & 
burnt  all  the  country,  they  befiedgeda 
Caftle,called  Rajpermll the  olde,  and  fol¬ 
lowed  it  fo  clofely -that  the  befiedged, ha¬ 
iling  no  more  meanes  of  refiftance,  yeel- 
ded,  &  went  away  with  their  liues  faued- 
The  Caftle  was  ruined  downc  to  the 
ground, and  they  of  the  March  promifcd 
fidelity  and  fubiedion  to  the  common¬ 
wealth  of  Zurich,  This  donc,thc  Army 
went  to  a  Towne ,.  called  Ra(perwill  the 
new.  They  brake  downe  the  J3ridge  that 
ioyned  to  the  Lake,bcate  dovvne  the  Ca¬ 
ftle,  and  moftpart  of  the  wallesof  the 
Towne,  and  hailing  heard  (forcertaine) 
that  Albert  of  AuHrta  meant  to  come  aid 
them  of  Habjpourg  with  great  forccs:they 
fet  the  Towne  on  fire^and  burnt  it  wholy, 
not  leaning  any  iote  thereof  remaining. 

At  the  fame  time, certainc  Gentlemen, 
named  the  Wadners  of  dwelling  in 
Alfatia^  declared  warre  againft  them  of 
z-wV/;,taking  their  Merchants,  pilling  & 
outraging  them  by  all  manner  of  wayes. 
They  of  Bajile  and  Strasbourg  withdrew, 
&  gaue  fupportance  to  thefe  wars  there'. 
Vpon  thefe  indignities,  they  of  x^urich 
wer  moucd,to  feize  on  about  eight  (core 
and  ten  pcrfbns  of  Bajile  and  Strasbourg^ 


that  were  come  on  pilgrimage  to  the 
Chappell  of  the^  Hermitage.  As  effayirip 
by  this  meanes  ',  whether  they  of  Stras¬ 
bourg  and  ^<^/^’,compaffionating  the  im- 
prifonmentof  their  citizens ;  would  ex- 
pell  from  their  countries  thofe  Gentle¬ 
men  that  were  the  caufe  of  this  diftur- 
bance.  This  fell  out  to  prone  but  a  very 
vainc  hope, for  thefe  cities  and  their  Bi- 
(hopsjofended  with  this  vniuft  detenti¬ 
on  of  their  pilgrims  5  ioyned  themfclues 
with  Frederickeoi  Aufiria^  Fribourg  in 
Brifgow^SeleJladl  BriJJac  and  Colmar.  Ha¬ 
iling  vnited  their  forces  together,  they  rc- 
foluedto  make  warre  on  and  re- 

demand  their  prifoners  by  Armes.  The 
men  o{  z>urich^  finding  thcmfelues  not 
ftrong  enough,  in  regard  of  their  prece¬ 
dent  vvarres,  feditions  and  Idle  of  men, 
which  had  greatly  impaired  them  in  po¬ 
wer:  deliueredbacke  the  prifoners,  and 
fo  turned  afide  this  dangerous  tempeft. 

Now  becaufe  they  had  fuffered  great 
outrages,  and  faw  no  likelihood  of  any 
better  fuccefle  to  cnfuc;  they  fent  Ambaf- 
fadors  to  CharlesW , to  whom  they  made 
their  bufineffe  kno  wnc.  They  told  him, 
that  bailing  taken  (in  a  iuft  warrc,&  with¬ 
in  their^dtty)  the  Count  of  Habf^ourg 
their  enemy,  for  maintatning  their  caufo 
againft  him,  they  were  mokfted  and  af- 
faulted  by  Gentlemen  neighbours.  But 
that  which  moft  ofoll  greened  themjwas, 
to  fee  thbfe  Gentlemen  affifted  by  Frede- 
ricke  of  AuHria^^xid^  other  potent  citties 
ofthe  Empire.  And  becaufe  z^urtch  was 
an  Imperiall  Citty  alfo  5  they  made  their 
recourfe  to  him,  as  being  the  (ole  head  of 
the  Empire.They  humbly  defired  him,to 
lend  them  both  aide  and  councell,  and  to 
take  order  by  his  power  and  auihcirity, 
tbat(infuccceding  times)  the  Printesof 
AuBriajLh^  cities  and  Towns  of  the  Em¬ 
pire,  nor  any  other  Gentlemen  might 
make  warre  againft  them, contrary  10  all 
right  and  reafon.  But  rather  to  permit, 
that  their  citty  might  enioy  her  wonted 
liberty  jin  peace  and  quietnelTe :  confidc- 
nng, that  they  were  ready  (as  they  ought 
to  be)  to  anfwcr  before  the  Emperor,  to 
all  whatfocuer  any  man  could  obied  a- 
gainfttbem. 

The  Emperor  bailing  heard  the  com¬ 
plaint  of  them  of  x^uricb^  anfwered  the 
Ambaflfadors  moft  humanely:  thathec 
coueted  nothing  more,then  to  haue  their 
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liberty  continue  in  full  perfeftioiij  and 
would  do  his  endcauor,  to  accord  them 
with  Frederic ke  of  AuHru^  and  his  affo- 
ciatcs.But  he  could  giue  them  no  fuccor, 
nor  attempt  any  thing  by  force,  againft 
the  houfe  of  AuFiru^^  Nobility  of  Ger¬ 
many^  or  the  Cittics  of  the  Empire :  be- 
caufc  (at  that  inftanc  time)  they  were  far 
ftrongerthcnhc.Wherfore,  they  of  Z//- 
rich  (hould  deuife  topacifie  their  diffe¬ 
rences  with  fech  enemies :  by  feme  rea- 
(bnable  agreement,wherein  he  would  af- 
fifl  them  to  hiy>ower. 

The  Ambaffadors  departed  away  very 
fadly  with  this  anfwer^and  came  home  a- 
gaine  to  XfUrich  •  And  becaufc  (at  that 
time)  Albert  of  Au!irk,Sox\v\^  to  Albert^ 
was  in  Swetia:  they  of  fentpre- 
fents  to  him  by  Ambaffadors  y  to  whom 
hegauekinde  entertainment,  andtoldc 
them,  that  he  would  come  mectc  them 
with  an  ample  power /or  he  defired  to  be 
a  friend  to  them  of  z-mV^^and  had  fome 
matters  to  acquaint  them  withall.  After- 
ward,whcn  the  Ambaffadors  came  vnto 
hitn  againe  at  Bruges  in  Swetia,hc  was  be¬ 
come  an  enemy  to  z^urich ^by  accufations 
and  reports  of  the  Noblemen,  andfpake 
fharply  to  the  Ambaffadors/ay ingiThat 
they  of  z^urich  had  done  him  great  wrong 
in  ruinating  both  the  old  and  new  Rajfer^ 
wills ^  and  fpoy ling  the  Marche  likewife, 
bccaufe  they  were  in  his  Seigneury .  He 
therefore  demanded  jthai  they  fhould  re- 
ftore  what  they  held  from  him,  rebuilde 
thofe  places  which  they  had  ruined^  and 
repay  their  pillages  with  ready  money,  & 
info  doing,  hee  would  pardon  them  all 
thofe  wrongs. 

As  concerning  his  maintaining  the 
lands  of  John  of  Habjpourg^  they  belong¬ 
ed  to  him,in  manner  following.  Gamier 
Count  of  Hombourg^  Lord  of  Rajperwill 
the  elder, and  of  three  cattles, feated  vpon 
one  Moiintaine3namcd  Wartenbergy  pere 
to  Bajileydyiti^  without  children  ;thc  fuc* 
ceffion  fell  vnto  that  John  of  Habjpourgy 
who  wasflaineat  Grinovo^  and 

AlbertyPtinccs  of  AuHria,^  laid  claime  to 
them,  being  the  ftrongcr  (I  know  not 
whether  they  had  any  other  title)  and  all 
the  other  goods  of  Garnm^  including 
both  Rafperwill  the  elder all  the  March. 
Ncuertheleffcjthcy  rendred  all  vnto  John 
of  Habjpourgy^nd  he  to  hold  Jt  of  them  as 
in  Knights  fee.  and  fo  became  their  vaG 


failcandpentioncr.  Thus  yoH  fee,  why 
Albert  oiAuBru  faid,they  had  done  hi|ip 
wrong,  and  wherefore  he  demanded  fa- 
tisfa<Stion. 

The  Ambaffadors  of  Zfurichxnzdc  an- 
fWer,  that  (from  thofe  places)  ambufea- 
docs  had  bccnc  made  againft  their  citty, 
their  citdzens  (poylcd  and  flaine,  and  in 
thofe  caftles  their  banifhed  men  were 
harboured.  Therefore,  feeing  they  bad 
ruined  RafferwtUy  which  no  longer  was 
an  abiding  for  Noblemen,  but  a  retreate 
for  theeucs  &  banifhed  mcnithey  thoght 
it  no  way  meete,that  any  Ihould  be  com^ 
pelled  to  builde  it  againe,  or  in  the  felfe- 
(ame  place.  They  entreated  the  Prince 
to  confider  ferioufly  on  euery  thing:  they 
being  alwaies  ready,to  debate  their  caufc 
before  the  Princes  and  cittics  of the  En> 
pirc,  and  in  any  fuch  place  as  hee  vyppld 
appoints  The  Prince  anfwcrcd  them  in 
chollcr ,  that  this  was  not  a  difference 
which  flood  in  need  of  any  Judges,  to 
beatedownc  hiscaftlcs,and  waftc  the  plaT 
CCS  of  his  Seigneury.  But  if  all  were  pot 
reduced  againe  to  the  firft  condition, and 
full  fatisfe^ion  made.-  he  would  imploy 
all  his  forces,  and  conftrainc  them  of  pii* 
rich  to  do  it.  In  briefe,he  would  hauc  no 
other  debating  of  this  caufe^but  by  t^e 
point  of  the  Sword. 

The  Ambaffadors  hauing  made  their 
anfwertothecounccll  of  Zturich^  &thcy 
percciuing  alfo  euidently,  that  the  cittie 
would  very  fhortly  be  befiedgcdjbccaufc 
all  the  Noblemen  were  already  in  arroes? 
the  men  of  well  knowing,  that  in 
expecting  aide  from  the  Emperor  or  the 
Empire,was  meerly  to  aburcthcmfeluesj 
refolued  to  combine  alliance  with  th^ 
Canions,fortbc  better  preferuatiop  of 
their  common  liberties .  Til}  then, they 
maintained  themfelues  in  amity  one  with 
anothcr,and  although  in  the  day  at  ^or-^ 
ganeny^tyo{  ^^^w^gauefuccour  to  the 
Duke  oi  AuHria^ytx.  notwithftanding, 
the  Cantons  were  not  offended  there¬ 
with,  but  rather  tooke  plcafurc,  to  ap- 
prooucthc  hardineffe  and  valour  of  the 
men  of  z„urich  in  fight. 

JJauing  then  fo  mainc  ah  enemy  (in 
commonj  againft  them  all, to  wit,  the 
Duke  of  AuBria  j  both  the  one  and  the 
other  then  might  cafilyiudge,  that  their 
forces  beeingthus  combined  together, 
they  had  thereby  the  better  meanesfor 
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refiftaticc.  Moreouer^the  Cantons  were 
not  ignorant , that  this  their  alliance  with 
tlicm  of  jdid  highly  accommodate 
them  for  prouifion  ofviduals*  ibecaufc 
there  was  a  very  excellent  market 
richy  and  the  Lake  wajapt  totranfport 
both  food  and  Merchandizes.  Whcrc- 
forCjafter  that  the  men  of  z^tmeh  had  font 
their  Ambaffadors  to  the  Cantons,  to 
require  their  alliance  in  loue,  and  freely? 
had  acquainted  them  with  their  prefent 
dangers.*  the  Cantons  imbraced  their 
motion  very  thankfully ,and  (foone  after) 
font  their  Ambaffadors  to  Zurich^  with 
plaine  power  to  confirme  this  alliance, 
which  vva's  fully  refolucd  on  in  the  Mo- 
neth  of  Aprill,in  the  ycare  one  thoufand, 
three  hundredjfifcy  one,  and  ehgrofled  in 
writing  at  the  beginning  of  May  follow¬ 
ing.  Now  albeit  Zurich  is  the  fift,c6mine 
thus*  into  alliance  with  the  Switzers-^  yet 
notwithftanding ,  becaufe  it  is  a  citty 
much  retiowned  and  mighty ;  the  fir'll 
place  was  giuentoir,  zurkh  n^mzd 
to  be  the  firft  Canton.The  men  of  Zurich 
(yet  to  this  day)  do  hold  that  name  and 
ranke,among  all  the  thirteenc  Cantons, 
as  well  in  dayes  occafions  of  the  Switzers 
accounts, as  in  all  Ambaflagcs,  ‘and  other 
publike  aftions  whatfoeucr.  '  ^ 

This  vnity  of  them  of  zurichy  caufod 
warrc(fo  much  the  fooner)to  come  vpon 
them.*  for  the  Prince  of  AuHrU  was  al¬ 
ready  very  angry  with  them  of  Suits,  f^ri, 
and  Fnderudd ^\Nhich  firft  of  all  were  IcaT 
gued  together :  neucrthelcffe,hcc  affured 
himfclfc  (one  day)  to  bring  them  vnder 
his  yoake.  For, becaufe  the  country  was 
barren,  and  not  cotiucniently  grounded 
forwarre;  there  grew  fome  apparance, 
that  (at  length)  it  might  bee  fubdued,  al¬ 
beit  they  were  good  Souldicrs,  and  well 
refolucd  for  fight .  But  when  Lucerna^ 
which  was  vnder  the  dominion  of  Au- 
firidyioyncd  with  them,  and  then  (foone 
after)  a  frcecitty,  andcheefeftof 
all  other  in  the  country ;  the  Prince  be¬ 
came  much  more  mooued  and  troubled: 
for  he  was  not  ignorant,  how  greatly  this 
alliance  bad  ftrengthened  and  authori- 
fed  them  of  Zurich .  And  therefore  he 
concluded,  to  lay  hold  on  this  occafion, 
to  make  wai^re  on  the  men  of  Zurich,  and 
befiedge  their  citty  5  to  effay  if thereby  he 
could  vnknit  this  knot  of  combination, 
before  any  other  (following  example  of 
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There  ncucr 
wants  (tore  of 


the  former)  (hould  make  any  more  new 
leagues.  See  hcere  the  trUexaufc  ofthc 
warrc,and  I  dare  maintaine,that  no  caufc 
(concerning  the  mine  of  Rajperwi/l)  iner¬ 
ted  it  ^  becaufe  (at  all  times)  when  peace 
was  created  on  after  the  warre  began  r 
they  of  ^/^//mneucrvrgcdthat  article^ 
concerning  the  building  afgainc  of 
will 5  but  rather  that  they  of  zurkh ,  (hold 
renounce  their  alliance  with  the  cantons. 

,  Thus  thenjin  the  Moncth  of  Septem-  ! 
bcrjthc  yearc  1351.  Albert  of  AuBrk  be- 1 
fledged  zurkh.  He  had  encamped  with ;  the  cit?y  of 
hitiij^trwrjCountof  Brandenberg^  Zurich  ^ 
dericke^\yv\i(t  oi  Teck,  the  Duke  of  Frfl* 
linge,  and  the  Burggrauc  of  Nuremberg, 

The  Bi  ill  ops  of  Wircebourg ,  Bamberg, 

Frijingen^  Coire^  Bafileknt  him  fiic^ 
cour.  Hchadfiue  and  twenty  Counts 
or  Earles  in  his  Army,  namely.5  Ewrad^ 

Count  of  Wirtenbergy  condufter  of  the 
Army :  Lewes ^  count  of  Ottigen :  Frede¬ 
rick  fowtit  of  Ortemberg :  the  two  counts 
oi.Schmandech :  the  two  counts  of  Tet- 

nanges :  the  two  counts  of  FurHemberg: _ 

^ihe  three  of  Tiersiein :  they  of  Habipourg  ^^eJpe  to  be 
and  Kybourg^  Raoul  and  Hermand of  Wer^  [  an^"^eo 
demberg •  Albert  and  Henry  of Nellem^  ■  lictobl^^ 
bourg  \  Guillaume  of  Kilchberg  5  Jmmer  of 
Strasbergy  of  New*chajile,of  NidoWy  of 
Arbergy  of  Fribourgy  of  Lolerin,  and  of 
Metbourg,  Likewife  the  cittics  of  Straf- 
bourg,Baliley  Fribourg  in  Br^goye,Soleurre, 
and  fome  others  font  aide  to  the  Duke.  It 
is  faidjthat  he  had  in  his  Army  t w  o  thou¬ 
fand  horfojand  fiuc  thoufand  foote.  On 
the  other  fide,  the  fourc  Cantons  font  a 
good  Garrifon  to  them  of  zurkh, '  The 
Souldicrs  and  the  cittizens  fortified  the 
citty,  and  made  diligent  prouifion  of  all 
things requifite  to  withftandthc  fiedge, 
and  to  defend  it :  fo  that  (on  both  fidcs^ 
there  were  fome  failles  and  skirmifnes. 

But  few  daics  after  the  fiedge,  peace  was 
madcjby  theintermife  of  Frederick  yCoimt !  pcaccmadc, 
of  and  of  HerlbegRetchberg,coVL\^  andon  wl^ac 
inanderof  Rhodes,2h\dlm^^trateuil,mt\i  conaiwon. 

them  of  Bafilemd  oi Berne  on  condition, 
that  Switzers  fhould  refer  thcmfclucs 
vntothedefinitiue  iudgementof  Agnes y 
Quecnc  oi Hungary, 10  wbom,cythcr  fide 
fhould  fend  their  Affcflburs,  and  that 
which  was  concluded  by  them,  with  plu¬ 
rality  of voyccsjcythcr  party  fhould  rati- 
fic.For  this  cffcdljthcy  of  zurkh  were  to , 
giuc  in  16.  Hoftages,  of  the  chccfcft 
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oftheCitty,  Albert  promifedby  his 
Letters,  that  no  wrong  (hould  bee  done 
vnto  them.  The  fourc  Cantons  would 
not  accept  of  this  peace,  alledging,  that 
no  truft  ought  to  be  giuen  to  the  Queen 
of  Hungary not  failc  to  giuc 
fentence  in  fauour  of  Albert ,  he  beeing 
her  brother .  Ncucrchelcflcjthe  men  of 
Zurichy  who  had  a  good  opinion  of  the 
woman, did  fo  preffe  the  other  Cantons, 
that  they  fubfigned  together  the  conditi¬ 
ons:  adding  this  exception  (in  common) 

that  their  alliance  (hould  continue  in  full 

% 

force. 

-The  Duke  of  AuHrk  chofe  for  fudges, 
Count  of  Strasberg^^wA  Peter  of 
Stoeffelen^  commander  of  Tannenfels» 
They  gaue  fentence  in  behalfe  of  their 
Mafter,  whereby  it  was  appointed^  that 
they  ot  Zurich  were  bound,io  renew  (ac¬ 
cording  to  their  former  condition)  the 
oldc  and  new  Raf^ermttesy  and  giuefatit 
fadionto  Albert:  rendringbackc  Lucerna 
vnder  his  gouernment,  and  furrendcr  al- 
fo  great  ftorc  ofpofleflions  and  rights,  in 
the  territory  of  rnderuald.  They  tookc  a- 
way  like  wife  from  them  of  Suits  y  their 
right  of  fifhing  in  the  Lake,  and  their  an¬ 
cient  poifeflion  and  vfc  of many  Forreits. 
Finally, they  condemned  all  the  fiuc  Ca¬ 
rons,  in  great  fines  of  money :  neuer  ha¬ 
iling  any  regard,  what  wrongs  the  city  of 
s:*urich\i2iA  endured, by  them  of  RaJ^er- 
mUytioi  other  reafons  and  defences  pro- 
pofed  by  the  Cantonsjand  by  Philif  Kyeny 
Knight,and  Peter  deU  Baume^  Confull  of 
Berneyihtit  fudges  deleagued. 

~  Queene  approued  the  fentaicc 
of  Alberts  fudges.  She  was  a  witty  wo- 
man,thathad  an  outward  appearance  of 
great  fandtity ,  as  we  vfe  to  fay  jfrom  the 
teeth  forward.  At  all  times  when  (he  faw 
her  brethren  forward  to  make  warre,  but 
greatly  vnfurnifhed  j  then  would  fhe  bee 
fiire  to  procure  truce  or  peace  betweene 
the  Switurs  and  thcm.Onely  to  this  end, 
that  they  might  affemble  their  troopes 
together  in  the  meanc  time,  and  bee  the 
better  prouided  for  a  fudden  aflailing  the 
at  vnawarcs.Yct  all  that  while, (he  would 
ftill  proteft,that  (he  did  all  this  for  the  en- 
ioying  of  peace, and  in  mcerc  compaflion 
which  fhehad  ofthc  Svpiturs. 

Now  albeit  this  fentence  was  moft 
vniuft^yet  notwithftanding,thfe  Smtx^s 
promifed  to  ratific  it.But  the  Duke  being 


not  contented  with  all  this,  commanded 
themof  ;6mVA,tofctat  liberty  (without 
cythcr  fine  or  ranfomc)  Count  lohn  of 
Habjpourgy  their  prifoner  taken  in  fairc 
warrc3and  of  whom  the  fudges  made  not 
any  mention.  Hqf  rcupon,thcy  of  x^urich 
would  not  ydfeld  to  any  thing,  by  which 
occaflon,  the  Duke  imprifoned  their  ho- 
ftages,  contrary  to  hisfaithfull  promife, 
planted  a  Garrifon  on  the  Frontiers,  and 
prepared  himfclfe  for  a  new  warre. 


Mora  infuiij. 
tionofihc 
Duke  ofAj. 
ftria. 


CHAP.  V. 


How  GlariSybeing  comjuered  by  the  Cantons , 
came  afterward  to  be  accepted  into  their 
louingalBancem 


H  E  Switxers  feeing  that  all 
hope  of  peace  was  vttcrly 
fruftrated,  &  that  they  muft 
needs  re-enter  into  wan  de¬ 
termined  among  thtfclucs. 


to  inuade  the  country  of  Claris ,  for  feare 
Icfte  (in  that  quarter)  the  enemy  would 
make  courfes  on  the  lands  of  the  confe¬ 
derates,  and  efpccially  on  them  ot  Smts. 
Wherefore,  the  very  tame  yeare,  and  in 
the  Moneth  ofNouember,  the  men  ot 
Zurich y  Vri^SuitSy  and  tender ualdy  ioyned 
together,  and  led  their  troopes  towards 
Claris.  Without  any  blow  fin icten, they 
made  thcmfelucs  Matters  of  the  whole 
country,  taking  oath  of  them  of  Claris 
and  in  regard  of  their  faith  fulneffe,  as  alfo 
their  approued  valour  in  war,which  they 
had  well  tried  oftentimesbeforc  *  they  rc- 
ceiuedthem  into  their  alliance. 


Claris  is  a  ttraite 
Valley  and  long, 
cotaining  a  league 
and  an  halfe  of  the 
Germane  mcaforc, 
necrc  to  the  Riuer 
of  Limagmox.  Lim- 
rnattis,h  tookname 
from  the  principall 


Townc  of  all  the  Country,  being  engirt 
on  three  Tides  with  very  high  Alpes :  ha- 
uing  the  (Srifons  on  the  South  fide,  &  to¬ 
wards  the  Eaft,rn,  &  Suitsto  the  Weft, 
and  on  the  Northjthc  field  called  the  Grh 

fons 


The  detenm* 
nation  of  die 
Switzers, whf 
peace  was 
made  voide, 
andwarmufi 
needs  be Yfl* 
deitaken. 


Abrecfcdc- 

feriptionof 

Claris. 


tj] 


% 

'ki* 


Chap.  5. 


Of  Claris. 


The  Abbey  of 
Secon  gitien 
to  S.Fridolin, 
by  two  bro¬ 
thers. 


fcj 

:b 


fom  country,  by  which,  thcRiucr  of  lJ- 
runneth  along  the  Valley,  and  en¬ 
ters  into  the  Lake  of  z^urich,  Claris  had 
bin  (libicd  a  long  time,  and  for  the  fpace 
ofmanyycarcs,to  the  Abbey  of  Secar;,Sc 
was  giuen  to  S^Fridolm^by  two  brothers, 
named  O/^rr^and  LandolpheJXhcy  of  G'/^- 
r/ypaied  tythestothis  Abbey,  andccr- 
tainc  conftitiited  rents jbefide  taxations 
of  fome  inheritances  •  They  were  not 
charged  with  any  imports  ,  or  fiibfidies 
whatlbcucr :  they  held  their  owne  lawes , 
&  a  coLincell  among  their  cittizens.  True 
it  is,  that  the  eledion  belonged  vntothe 
Abbcffc  ‘jbut  theProuortfhip  or  gouern- 
ment  (both  of  the  Abbey  and  country) 
was  the  Emperors  oneIy,&  in  his  power, 
Afterward,Fre^mV^  Barbaroj^a  gfaucit 
to  Otho  y  Palatine  of  Bourgongneyixcrxi 
whofc  (iiccertbrs,  it  came  to.them  of  the 
houfeof  Habfpourg.  Vnder  pretence  of 
this  authority,  Albert  of  AuHrhy  Sonne 
Whaimcancs  to  the  Empcrour  Baddy  made  himfelfe 
the  oppref-  Lord  of  Claris^  in  defpight  of  the  whole 

t^t>untry :  who  had  promifed  to  the  fdre- 
inbcrcauing  *  named  Abbcy,ncuer  to  be  feparated  or  a- 
Acir  licnated  from  it.  This  vfurpation  was  the 
tod^fp^fllil  caufc,that  many  Noble  families  forfooke 
at  their  ownc  thc  Country  ,  and  withdrew  thcmfelues 


pleafure. 


i»»i 

IS  I 


Claris  yeel- 
(4cd  willingly 
I  tothcSwit- 
'^lCM. 


thence,fomc  to  Vru  and  others  to  z^urich. 
They  of  AuBria  being  well  fortified,  ex- 
pulfed  out  of  his  houfe  thc  Baron  of 
Suaj^da  yzxxch  Gentleman,  and  well  belo- 
ued  in  thofe  parts,  appropriating  all  his 
goods  to  ihemfclues.  They  vfurped  alfo 
the  rights  of  the  Maiordome  of  Glaris^&c 
brought  in  a  nouelty  neuer  before  prac- 
tifed:  fending  Gouernors  into  that  coun¬ 
try  ,10  haue  a  feuere  eye  oucr  the  people, 
and  to  iudge  them  by  proceffc  in  law. 

Thofe  Gouernors  were  very  rude  and 
infolent,  fo  that  the  people  (in  defpight 
of  the  AuBrkm)  yeeldcd  thcmfelues  vo-, 
luntarily  to  thcSwttz^erSyWhcn  they  came 
to  warre  vpon  them,and  made  perpetiiall 
alliance  with  them.  Gautter  de  StadyGo- 
uernourfor  jkxtmoi  AuBridy  departed 
from  Claris ,  after  the  inhabitants  had 
(worn  fidelity  to  the  Switzers y  withdra w-i 
ing  himfelfe  not  far  off,  namely  to  Wefen. 
But  they  of  Claris  chofc  among  thcfelues^ 
(according  to  their  ancient  cuftome)  a» 
Motor  or  Amman^^xiA  their  vfuall  number 
ofcounccllers.  And  becaufe  they  expe- 
dicd  nothing  more,  but  that  thc  AuBri- 
would  foone  comeagaincto  moleft 


/ 


them:  they  rtrengthened  their  wallcs^and 
trenched  their  Valley,  ncere  to  a  Village 
named  Naifelly  where  was  the  eafiert  en¬ 
trance  into  thecoLintry  5  that  needed  no 
fortification,but  only  thcrc,al  the  reft  be- 
ing  engirt  with  Mountaines  round  about. 

During thefc  alterations  ^xGlariSyVcx 
the  Mpnethjof  December,  they  of  Zu¬ 
rich  marched  with  tlicir  Army  tovvards 
where  was  a  great  Garrifonuf  the 
AuBrianSythzi  by  their  often  put-roadcs 
made  mucliwaftc  on  the  Lands  oi Zurich, 
To  requite  them  with  money  of  the  fame 
ftamp,thcy  of  Zurich  forrgdgcd  the  cou- 
try  about  and  burnt  the  Subbiirbs 
of  the  Towne,  getting  vp  on  the  Mourn 
tainc, to  come  ncerer  to 'them  .  -  Butto- 
wards'7V/w//^,on  the  Mountaine,a  Cap- 
iQimc  oi the  AuBrian  horfemen,  named 
EderBOvhy  made  firme  the  paflage  with 
foure  thoufand  men.They  oi Zurich  were 
no  more  then  1 300  •  (fome  fay  they  were 
muchlcfle)  notwithftanding,  they  fet  vp¬ 
on  the  enemy, and  wonne  a  very  remark¬ 
able  vi(rtory,lcauing  thejeyoo.  enemies 
llainc, among  whom  (as  is  credibly  auou- 
ched)  there  were  6  5  .Gentlemen.  ^ 

•  The  ycarc  following,  Gmtier  de  Stadj 
not  long  before’ Gouernor  of  Claris  yh^- 
uing  leuied  an  Army,  prepared  himfelfe, 
to  fubied:  the  country  again  to  the  houfe 
of  AuBria.  Hec  tooke  occafion  to  do 
this,becaufc  he  had  receir.ed  intelligence 
that  two  hundred  men  of  Claris  were  in 
Garrifon  at  zurkh.  But  the  other  inha¬ 
bitants  ouercame  him  in  a  ranged  battel, 
wherehe  was  flaine,  and  a  great  number 
of  thc  Nobility  ,the  i.day  of  February. 

Thc  felfe  fame  day,the  that 

were  at  beeing  gone  by  Boates  to 
Arte  3  did  let  vpon  the  lands  of  Suits y  but 
met  with  thc  like  welcome  as  Stad  had  at 
\GlarisAx\  like  manner,al  the  confederates 
jfent  an  Army  to  forradge  Bcroncy  and  o- 
thcr  neighbouring  places,  ftom  whence 
'  the  AuBrians  ilTued  foorth  oftentimes,  to 
fet  vpon  the  Lucernians :  As  (on  the  other 
AuBrians  put  to  fire  and  blood 
CufnachyZndfonic  other  places,  yet  not 
without  their  ownc  great  lofle.  About  the 
hoiidayes  of  Pentecojie^xht  Lucernians y^t- 
fifted  by  thc  three  Cantons,tooke  (by  at- 
fault)  a  Caftlc,  called  Babjjonrgy  feated 
on  the  Lake  of  Lucerna  3  cut  in  peeces  all 
them  that  were  therein  Garrifon,  &  rii»- 
inated  it  quite  fro  the  top  to  thc  bottom. 

X2  CHAP. 


Of  the  day  at 
I  Teciiiillc, 
where  the 
i  menof  Zuiich 
had  a  worthy  , 
■'  vidory  gainft  | 
the'r  enemies'  f 
thc  Auftriam 


The  oucr- 
throw  of 
Gautier  de 
Stad,latcGo- 
uernor  of 
Claris. 


Another  o- 
uei  ihrow  hap¬ 
pening  thc 
fame  day. 


Courfes  and 
^ut-roades 
madconcly 
for  lpo>lc. 


V 


Of  Zug. 


CHAP.  VI. 


i . 


of  zug,  and  at  what  time  it  came  to  he  com- 
pr^endedy  in  league  and  confederacy 
with  the  other  Cantons  of  the  S  witurs . 


o 


i  r' 


Concerning,; 
the  feituation 
&  (irft  citatc 
of  Zug. 


JN  thofe 


timeSj  hapned  tob^thiis 
comprized  in  alliance  with  xhe  ^wit-^ 
Urs.  It  is  a  Townc  betweenc  Zurich  and 
Suits SczicA  at  the  footc  of  a  M'duntainj 
rich  in  pafturages,  and  vines  plahtcd  on 
the  {ides  ioyning  to  the  Lake,  which  a- 
^boundeth  withplenty  of  Fifhi common 
'  to  them  both  of  Zug  and  Suits. repu- 

tedto  be  the  capi- 
tall  Towne  of  cer* 
taine  people^  which 
accomppaied  the 
of  Zurich  5  in.  the 
Avarre  of  the 
brians  againft  the 
Romanes  •  Some¬ 
times  (hcc  aknow- 
ledgcd  diuers  Ge- 


7 


The  Cantoni 
made  an  A  r- 
my  fonb  a- 
gaioflZug. 


Zug  being  af' 
faulted  by  the 
Cantons, 
yecldsit  felfc 
vpon  conditi¬ 


on. 


tiemen  as  her  Lords:  but  afterward^  fell 
into  the  hands  of  them  of  AuBria^  vjho^ 
during  the  warre  againft  the  Switzers, 
maintained  there  an  ordinary  Garrifon, 
which  did  many  harincs  to  them  of  Suits 
and  Zurich.  And  this  was  the  caufe,  that 
in  theyeare  13^3-  and  the  Moneth  of 
lune^themen  of  Zurich^  with  the  foure 
other  Cantons,  prepared  an  Army  to  go 
againft  Zug.  The  Soldiers  finding  their 
ftrength  far  too  wcake,  would  not  attend 
the  Switzers  comming:  but  withdrew  to 
Bremgartenymdi  other  places  thereabout. 
But  the  Townefmcnjwho  would  be  faith- 
iull  to  the  Duke  of  AuHrUy  maintained 
the  fledge  for  fiftecne  daies  {pace:  neucr- 
theleffc,  hauing  receiued  a  very  violent 
aflauk:  they  ^celdcd  thcmfclucs3&  tooke 
an  oath  to  the  Switz>ersy  on  this  conditi- 
on.That  if  within  a  certaine  time  appoin¬ 
ted, the  Duke  of  AuUria  brought  an  Ar¬ 
my,  to  caufe  the  fiedgc  to  bee  remoued : 
they  would  returne  againe  vnder  his  obe¬ 
dience,  and  ftand  acquitted  of  their  oath 
giiien  to  the  Swit%.ers.1  o  effeft  this  bufi- 
ncffc,they  fent  their  Ambafladors,  to  re¬ 
quire  fuccour  from  the  Duke  of  Austria : 
be  being  then  in  the  Abbey  of  Champ 
Royally  about  fiftecne  leagues  from  Tjtg^ 


&  there  the  AmbalTadors  let  him  vndcr- 
ftand  their  charge  and  meflage.  • 

It  chanced  at  that  inftant  time, that  the 
Duke  was  walking  in  a  Gallery , demand¬ 
ing  of  his  Faulconer,  whether  hcc  had 
(that  day)  fed  his  H  awkes ' or  nor?  The  the 
cheefeft  of  the  AmbalTadorSjnamcd  A/fr- 
taking  him  at  that  word,faid  .  Alafle 
my  Lordjhauc  you  not  more  care  ofyour 
Subie(9:s,ihe  of  Hawks  ?  Efpccially  noWj 
when  the  enemy  hath  fo  ftriftly  engirt  vs, 
asfifyou  fend  not  prefent  fupply,  con- 
ftrainedly  we  muft  futrcndcroiirfelucs? 
The  Prince  returned  this  anfivcr.It  is  wel, 
yccld  your  fciucs  ^before  itbe  long  time, 
wcwill  rccouer  againe  whatfocuer  wee 
hane  Ipft.  ^  And  becaufethey  of  well 
faw^  that  it  was  in  vaine  to  /lookc  for  any 
comfortthcncc :  they  ioyned  thcmfelues 
in  vnity  and  alliance  with  the  S witurs* 
Hardly  were  the  Letters  of  this  alliance 
writtcn,for  combining  thus  the  Cantons 
by  oath:  hwt  Albert^  li)vkc  oi  AuslriSy 
now  the  (econd  time  befiedged  the  citty 
of  Z^/wi&,aboutthcmidftof  lune.  But 
at  the  end  of the  Moneth, by  intermife  of 
the  Matqueffc  of '  Brandehourgy^czet  was 
made,  on  thefc  conditions  following. 
They  of  x^urichAhowld  (ct  at  liberty  John 
of  HabJ^ourg^  their  three  yearcs  prifoner, 

without  eyther  fine  or  ranfome.  Alfo.that 
_  #  -  ^ 

the  Duke  of  AuHrta  {hoiild  acquit  (frank 
and  freely) thehoftages  of  z^urichy  whom 
he  had  likewifeimprironcd.  They  oi  Zug 
and  (?/4r^,ab{ohicd  ot  their  oath  taken  to 
xhz Switzers y  Chduld  (as  before)  yccld  o- 
bedicnce  to  the  houfe  of  Ausina.  In  the 
meane  whilemothing  (hould  hinder,  but 
that  the  alliance  of  the  Switzers  muft 
ftand  firme.  . 

In  the  time  of  this  treaty,  John  of  Hah- 
(pourg  came  forth  of  prifon ,  without  pay¬ 
ing  any  ranfome^but  the  Hoftages  oi  Zu¬ 
rich  wer  not  rclcaicd,  according  to  (worn 
promile :  for  before  they  could  get  forth, 
they  were  compelled  to  pay  fixteen  hun¬ 
dred  crownes  for  a  ranfoinc^  &  yet  could 
not  cnioy  eyther  peace  orfafety.  Forfo 
fooneasthc  Count  of  Hab(pourgvj;is  rc- 
leafcd,bee  gaue  Ralperwili^Z'(\i\  the  places 
neighbouring  about  it,  to  Albert  Au- 
/m*,who  immediately  foitified  Rafper- 
willyZnA planted  a  Garrifon  thercjwhcrc. 
by  a  new  warre  was  engendered,  for  the 
Soldiers  of  that  Garrifon  ranne  in  on  the 
Lands‘of;::»nV^,  and  flew  fifty  men  at 

Meile. 


tyrants 
oppreflors^ 
pc^plt  art 
(ofcemimcsl 
leffc  valued 
and  cftcctncd 
then  Ha^vkei 
ai*d  Hounds. 


A  fecund  be* 
(iedgingthe 
CftiyofZu* 
rich. 


Cbii^idowof 
the  peace 
concluded  on. 


The  crafty 
Heights  of 
fuchmefl,as 
hold  ncithar 
piety  nor  bo* 

nounn<l“^ 
refped  and 
eftimatiofl* 


j^hap.?. 


Of  Berne. 


I 

^Utl 


Meile ^\^\\\c\\  was  a  Village  belonging  to  !  Berthoul tht  fourth  had  built; 


one  of  the  Chanons  of  z^urich, 

Hecreby  we  may  plainly  pcrcciiic,  that 
the  Duke  of  AuHm  did  but  fccke  occafi- 
vvhereby  to  begin  the  warreagainc 


on 


At  what  time 
Berne  allied 
iifclfcwith 
the  Switzers. 


Soli' 

:vati: 


r> 


By  whom 
Berne  was 
buiJded. 


Bemc  made 
an  Impcfidll 
aty. 

t />  -j 


The  yearc  following^as  the  Ambafl'adors 
of  Saits  were  gone  (in  name  of  the  fine 
Cantons)  to  require  of  them  of  the 

obligatory  oath  of  their  alliancCj  accor¬ 
ding  to  the  Articles  of  pacification.:  they 
of  ^//i?mcxpulfcd  them  away  with  out¬ 
rages.  In  regard  whcrcofjtheymuftred 
their  forces  together  againe,  and  made 
themfelues  Matters  of  z>ug  the  fccond 
limCjand  then  commanded  the  cittizehs, 
to  giue  their  oath  to  the  Switz^ers.  In  the 
fame  ycare,  1352.  the  fixteenth  day  of 
March,  Berne  ioynedit  (elfcin  alliance 
with  ih^  Switz^ers.  But  wc  ate  to  (peake 
fomewhat  in  this  place,  concerning' this 
citty;  which  is  the  mott  po wcrftill  among 
all  them  in  5^/4.  r  r  . 


And  his  Son  had  giiicn  ill  charge  to  both 
thefe  Townes,  to  continue  friendsfot  e* 
tier.  As  concerning  the  occafion  of  this 
war  jit  grew  thus.  The  men  of  Berhe  had 
bought  ccrtainc  Lands  beyond  the  Riucf 
of  ;fr,Sc  began  to  prepare  a  bridgqWhicn 
the  Count  would  not  fuffer,  he  bCdng 
Lord  beyond  theRiucr.  Whereupon 

they  of  Berne,  (dc 


■  3  i 


CHAP.  VII. 


U  5  < 


Ofthehmldingof  Berne ^  thefeitaathn  and 
condition  thereof^  and  how  it  wasjeelded 
to  the  Empire.  .  '-.jky  • 


Zugis  affay- 
Icd  by  the  c- 
nemicstoher 
liberty. 


£rr/;W,fift  of  that  name,  & 
the  laft  Dukc  oiz>eringen^ 
builtthccittyof  and 
i  beingoffendedwith  theno- 

*  .blemcn,who  bad'caufcd  His 
rnale  children  to  bee  poyfoncd  ito their 
youth :  he  fubmitted  it  to  the  Empire,  6: 
affranchifed  it.  The  Emperor '  Fredericke 
the  eleuenth, ratified  the  Dukes  willy  aiid 
afterthe  death  of  himjin  the  yearc  218. 
a  Goiiernor  wasTenc  ta  named  Or 

tho  of  Rauenjpourg'^  iir  name  of  the  Em¬ 
pire.  Blit  feme  yearcs  after,  for  good  fer^ 
uicesdonc  by  them  of  Berne  Em¬ 
peror  :  hec  gauc  them  much  greato:  prii- 
uiledge^and  franchifes,  exempting  them 
alfo  from  hauing  any  more  Gouemor. 

In  the  troubles  andconfufions  which 
happened  in  the  Empire,  the  Count  of 
Kyboarg^  Lord  of  Burgdorff,  ftroue  to  a- 
bolifh  the  citties  liberty,  leaguing  him- 
felfc  (for  that  purpofe)  with  Gentlemen 
his  neighbours,  and  the  Towncot  Fri- 


firous  CO  make  thc- 
fclues  aS'ftrong  as 
theit  encrtiies)  did 
put  themfelues  in-: 
to  the  pFOtciSion 
of  the  Count'  of 
Samye^ho  reprel^ 
fed  the  attempts  of 
‘  the  Coimt  of  Ky- 

bourg^  and  hauing  obtained  peace,  enlar¬ 
ged  the  compafle  and  roundure  of  the 
citty.  Then  after  warre  was  moued,bc-  | 
twefene  the  Count  of  Sauoye^  and  the  A 
Duke  of  BourgongnCjthe  Count  promi-' 
fed  the  men  of  Benie, that  if  they  carried 
thetfilUties  valiamly,  and  he  pfofpcrcd  in 
his  atti^mpt  $‘he  Would  gtattt^them  what- 
fociier  they  wo^ld^demartdt^f  him.  They; 
performed  their duty'fowdljthat  the  e- 
nefny-wasdifeomfited:  and  then  (is  in 
retortlfpence)  they  defir'ed  nothing  elfc  of 
the  Co^nt of  S^uoye^  but  their  ancient  It' 
beifty  j  and  he  gran  ted* *  their*  requeftj  and 
kept  his  ‘  promife  mott  taithfully  with 
them.Afcer  that  tifnc,thcy  of  Berne  were 
alwayes  friends^and  allied  to  the  houlcof 
Sauoye*  ■  .  y  . 

The  Gitty  being  reintegrated  into  fact 
wbnted  liberty,  before  they  entfed  into 
league  with’thcfkS’rr/^z-'er.r^  had  many  ^md 
verydiffiGUltwarresyas  well  for  conferua- 
rion  of  their  liberty, as  enlarging  their  U-i 
mits.-  They  gaue  a  bactaile  to  Godfrey 
the  yearCji  24iYbiit  Vhat:^^^ 
to  their  owne  difadu dotage,  becaufe  the 
enemy  was  far  greater  in  number.  More-' 
oiier,  Raoul  accOinpanied 

with  them  of  UTour^no  de  Gruyercihc- 
fledged  (two  feiierall  times)  •  rfire  Citty  of 
Berne^.vndcr  colour  of  accufiiig  th'ern^ 
of  Berne, that  they  had  violated  the  pub¬ 
like  faith  of  the  b  mpirc,  in  taking  prifGK| 
ners,  and  cuillcntreating  certaineiewes. 
./^/^ei*^of.^/^//r//f5fonnctothe  Emperor 
'Raoul'^  did  twice  bid  them  battailc  before 
the  citty,  and  many  citizens  were  there 

X  3  flainc. 


■.<)!■! 


n.  'V'U; 


The  men  of 
Berne  had  di-" 
uerswars  be*! 
fore  they 
came  to  be  ini 
number  of  the 
Cantons 


..  *.  ^ 
J  *•>. 


V* 


1  10; 


0£  Berne. 


3  Bookc 


A  great 
league  and 
combination 
made  againft 
ihe  Citty  of 


Berne* 


The  famous 


and  memora>i 
blc  batcaile 
giuenby 
Counts  and 
Gentlemen, 
again(t  the 
men  of  Bernej 
at  Loupen.*  ' 


ilainc.  In.the  yearc  1291.  the  , Counts 
o(  Smoye,  Neuberg  y  Gruyeire-y,yhQ 
Bifhop  of  Lmfannay  the  Lord  of  Tour^ 
befide  fome>  Townes  and  Gentlemen, 
made  a  league  :  but  by  the 

aide  oi  the  Counts  of  Kybourg  and  Ar- 


T  o  wnc  burnt.  Signow^Langnow ,  Burg>^ 
dorff^  Longuenall^  FyrneHic^  ArbergyEr- 
UebyNidow^hmymA  other  Townes  and 
great  Villages  5  wcrecythcr  (poyled,or 
tak^  by  them  of  Berne.  Finally,  Agnes 
Quccne  of  Hungary, made  an  end  of  this 


feg,as  alfo  the  citty  qf  ^y<?//^/^rr<?,thc  men  warre,  by  meanes  of  a  peace  whicl  i  (hee 


f5:,  *TJ  jai 

•  »  rf 

,  “riiso 
.,A 
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pnj  iiioi  j 
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«i  -j'l 


‘■n'j:'  ) 


A  fortunate 
andfuccefle-  I 
'ull  purfuite 
ofviaory,a- 
^ai  nil  them  ' 
of  Fribourg 
and  many 
cownes  more. 


pf  ^^w  wpnne.a  mighty  baitaile,  at  a 
place  called.  The  hill  of,  Thunder  •Auldrich 
ErUch  wascheefc’of  the  Bernijh  Army  in 
that  waire.  During  the  yeares  following, 
many  of  the  Caftles,neighbouringto  the 
cicty,  wer^.tAen  in  war,  and  dcmolirhed 
by  thciti  pf.i^^r/^^.Thcy  al(b  had  vi6i:orip 
in  the  warres  mouesdin  tjic  yalc'of  Sim 
w/4jand  in  manypther  places, againft  the 
Noblemen  Th^c  much  ^jn>Pleftcd  ji^jm, 
whereby  they,  greatly  ehlatged  fhelfTi- 
mits.,  Alfb  the  inhabitants  of  the  vale  of 
Ifafelf\v\\o  vvere  at  frp^, liberty,  ioyned 
with  them  of  Berne  aThisJiappinefle  pf 
theirSjifp  enflamcd  the  mahee  dnd  enuy 
of  the  Noblemen  again  ft  B^rnel  as  >there- 
oa  enfued  the  memorable  battailc  giuen 
^XLoupenAi.  :i  .r '  ^  ’ 

,  ■  Many  Counts  and  Cendemen;,j^^iurtg 
Jeuied  a  well  prepared  Atfl^y^of  fixtcenc 
thoufandifi^tCjand  thfeicr  rhoufandyfiu 
-hundred  horieiai  tbeleaft,  vyentaod.  be^ 
fiedged  Louf  eny  :wHi4i  is  a  fmall/Toyime 
lappjcrtainidgitd  them  of^^w^who  were  j 
about  fiuq  tl^  ufand^v  afiiftcd  with  thr.ee 
Inindrcd  men  of  as  many  tfi 
m^\^^Jbf^ndermld‘y^^n^  ras  m^aqypTtb? 
cV :ale  of  IT'Afelly  Raoul  ErUch  being  cbiefe 
jof  tliefe:  troppeiThi^  find!  numberp  uqr- 
came  tf)c  enemy  in  a  ranged  battaile,nei:e 
ioLotfersy:s^^t^  dyedlin  the  fielde^  the 
^  who  wasfcht  tp,the 

.Campc.by  his  Father,  onelyro  treate  on 
peace ;  but  the  other  confirained  hinvto 
make  one  ia  the  battaile  ;.  •  There  were 
‘flauic  al(b^  the  Co  unfs  of  Nidoyoyoi  Ar- 
bergm<!^  f{l4endtsi(\htcx\<t  hundred  horfe- 
itleu, among  whom  were  fourefcore  Ge- 
tlemen.of  marke,  -and  abpue  three  thou- 
faod  fpores'  This  battailc  was  fbught.the 
21  .day  of lunCjin the ycare 1 33^.  !  r  ;jr ,, 
t.  Afccr:thi&rucceflefull  day,they  o(  Eeype 
made  warre  (to  theirafduantage)  againft 
Jih^m  of 'Fribourg^  who  were  vaffailsto 
the  lioufe  of  AuHrUy  and  alfo  to  the  Ge- 
tlemen  about  Fribourg.  For  at  Schonnen- 
bergfht^  of  Fribourg  were  ouerthrowne, 
and  loft  many  of  their  men,  their  coun¬ 
try  forraged,  and  the  Subburbs  of  their 


compounded.  In  aliihele  warres,  they 
of  Berne  euerfclc,  that  Gentlemen,  no 


better  then  vaffailsto  the  houfeof 


warreof 


rocee* 


JlrUy  moft  laboured  to  oppreffe  them :  of  Berne 
whereas  (contrariwife)  the  amity  of  the 
SwU;K>ersd\A  highly  aduantage  them.  But  deruaid. 
in  the  meanc  while,  and  contrary  to  their 
hppq  and  expe<ftation,they  were  drawne 
into  a  new  warre  5  wherein  they  of  Fn- 
deruddxoyotd  them/clucs  with  their  ene¬ 
mies*  The  Lord- and  the 
Proupft  of the  Abbey  feituated  betweene 
the  two  Mountaincs,  were  Bourgeffes  of 
Bern  %  They  were  Gouernors  or  Bayliffs 
alfo  of  that  country,  which  lies  ncerc  to 
the  Mountaine  of  Brunic,  and  the  Lake 
of  Brientzi 

It  came  to  pafle,  that  they  ofthc  coun¬ 
try, accounting  thegouernmentof  thefc  Tkercafon 
two  Lords  to  DC  rude  and  harfh:  began  of  the  warret 
to  mutiny  againft  Ibcm,  and  after 
had  called  to, their  aide  the  men  offender-  diug. 
ualdy  yNho  were  hecrc  neighbors  y  they 
tookethe  Caftlc  fence 

of  the_Lord/et  it  on  fire,  and  denied  the 
Prouoft  filch  duties  and  rythes,  as  they 
were  accufWmcdtliq  pay .  They  of  Bemc 
lent,  Anibaffadorsito  cx  hor  rth  ehi  of 
derudd^notto  fiiccour  fuch  reditioiis  per- 
fons  againft  all  right  and  reafon.  But  they 
of  Fnderudd  made  no  t  r.cekonin  g  of  this 
aiducnciftment, ’but  went  and  encamped 
withithc  fcditioirsat  Brientz. ,  On  the  o- 
ther  fide, the  men, of  Berne, hailing  requi¬ 
red  their  allies  of  Solleurre^  *Thuny  Bienne^ 
^ViAAiorat  to  fetid  them  fuccour,  and  it 
beingfenc  them  jnnarched  with  all  their 
troopds  to^Brientz  •  gaue  bairaile  to  the  ,  .. 

fedicious  ,and  ihmxof  mderuddy  com-, 

pclling.thcm  to  flightjand  retire  into  the  j  vniuft,istlic 
neighbouring  Mountaincs.  They  of  End 
derudd  (ftormingat  th!sdifgracc)callcd  UtZl 


their  confederates  of  Tjurichy  Lucerna^ 
f^riySuitsdLugy  ^cii  Claris  to  helpc  them  ; 
buCi^y  of  Berne^kni  their  Ambafladors 
to  thofc  Cantons, offering  the  itifticc  & 

equity  of  their  caufe,  and  to  haiie  it  tried 
before  them. 

Hcctcuponja  day  was  held  at  Lucerndy 
 where 
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where  the  Depiuies  of  the  Switzers ,  ha¬ 
iling  heard  the  rcafons  aled^ed  on  either 
fide,  commanded  them  oiVndcrmld^  to 
reiYouncc  their  alliance  with  them  of 
Brimtz>,  On  the  fame  day,  the  men  of 
Berne  made  a  perpetual  alliance  with  the 
three  Cantons, t^ndermld. 
Now,  although  this  alliance  is  made  but 
with  three,  yet  Zurich  and  Lucerna  are 
comprized  therein.  For  the  three  firft 
Cantons  bound  themfeliics  to  fuccour 
them  of  Zurich  ^  Lucerna  whenfocucr 
they  called  them,  and  to  bring  with  them 
the  men  of  Berne,  who  by  the  lame  alli¬ 
ance  are  tyedilicfe^to,  if  Zurich  and  Lti- 
cernadb  defire  it.’  In  reciprocal!  manner 
they  of  ZuTieh  Lucerna,promilcd  fo- 
lemnly,  to  go  afsift  f'with  all  their  power) 
the  meiVof  Bern,jfthc  three  G^tons'cal 
them  thereto.,  '  ’  •  - 

Immediately'after  this  alliance  made, 
the  city  bf  Ziirich  was  befiedgerf  agayhe 
the  third  time.  For,  Albert  of  AuHrid^ic- 
cufed  the  Cantons  before  theEmpefbur 
Charles  ihc  fourthjwho  hauing  heard  the 
anfwer  of  the  Cantons^  made  a  truce,  vii- 
till  his  returne  from  a  voyage,  which  hec 
was  conftrained  to  vhdertakc,  about  Ib‘m 
affayres  of  the  Empire.  Bccing  returned, 
he  cahie  to  Zurich , where  he  heard  either 
parties,  ^  and  direding' himfelfc  vntb  tlie 
Switzers,  Specially  to  them  of  Zurich,hc 
aduifed  them  to  renounce  this  alliance: 
addhig  wkhalLrhk  the  citty  was  Imperi- 
all,ahd  ieqdld  make  ho  ^alliance  without 
eqnlcfit  of  the  Emperor.  But  the  confe¬ 
derates  rendred  a  fufficient  reafoh  for 
whatthey  had  done)  exhibiting  their  pri- 
liilcdges^and  makingfit  manifefi,  that  the 
alfiahce  contracted  between  thefn,could 
not  any  way  preiudice  the  rightes  of  the 
Empire  i  ^  Seeing  he  could  not  drilVe  the 
Switzers  out  ofthis  league,  thenbe  made 
his  rc-dourfe  tb' Albert^  defiring  him  to 
(ell  Lucer Ha^G  laris  ^^1^6  ZugvtMO  theEhi^- 
pii:c,becahfethe  difference  did  coneernt 
thofe  three  places  cfpccially.  Yii\i Albert 
audacioufly  anfwered  him;  Thaihe  would 
rather  huyfome  ToWneSy  if  the  Efnperour 
wouldfelihim  ariy^^  thehU^  haueany  of 
hisformony,  *  '  ^ 

Once  againe  the  Emperor  prefTed  the 
Switzers,  to  fuffer  him  to  end  the  diffe¬ 
rence,  and  promife  to  tyc  tbertifclucs  to 
fuch  ordci's  as  he  fhould  fee  downe,  aflti* 
ring  them  that  Albert  would  do  the  like. 


Btit  the  Switz'crs’vvouldnot  confcnc  ther 
to, without  plai'nc  exception  of  therr  ppi- 
iii}cdges;and  the  Emperor  Vrgedhis'  ‘aiv 
thority ,  without  any  referuat'ioh ;  b^flk* 
which  meaiTcs,  all  this  long  fmpaVIah^ 
^feriied  to  no  purpofc,,but  onlyfhat  a  t  riicc 
was  taken  forfome  time.  V\  hiehbedng 
‘expired,  the  Emperor  being  fnce-lTantly 
importuned,  ioyned  with  Albh  t  fi;Au- 
//y/Xand  befiedged  Zurich,  'T’heb'eficd* 
(by  diners  aruba{T’ages)ihtreatcd  the  Em¬ 
peror , not  to  preffe  thus  into  tlVehokfe  of 
Aufirikes  ftuciir)  their  citty, which  v^as 
Impeiiall  ;  for  theydefired  nothing 'but 
conferuation  of  their  pfiu  Hedges ,  and 
would  not  reied’  any  compofitioti  what- 
focuerjifit  were  reafonaWe. 

Then  the  Emperor  began  to  furrimon 
'Albert  to  liften  to  a  pacification :  which 
hee  would  nor  doc :  in  which  refpedjthe 
E riipcror  r aifed  the  fiedge,  and  returned 
home.  That  which  alfo  motred  him  here- 
'To;was,bccaufehis  Camp  ftbbd  compo- 
fed  bffoldicrsjwho  were  (almoft  al)  preft 
forth  of  Imperial!  Townes  and  Citties;& 
(in  his  opinion^  bare  more  affedion  to 
the'Switzers,' then  to  the  hdiifc  of 
albeit  thole  foutdiers^  diVrihg^  the 
iiedge)  would  obey  noiiebthdthen  the 
Emperor.  After  the  Emperors  departure 
the  duke  oiAuBria  alfc)  (peedily  got  him 
'gOn :  hailing  heard,  that  the  other  Can¬ 
tons  had  fent  forth  fiipply  Vnto  them  of 
Zurich  •  Ncuetthelefle,he^'lodged  his 
troOpes  in  Towhes,  Villages,and  Caftlcs 
round  about,  enioyningthemjnot  to  fuf- 
fefthe  Cantonnes  to  haueany  reft,  biit 
continually  tb  make  incurfions  on  theVr 
Tands.  '  '  ■ 

At  length,  iirthc  fife  year  of  jthis  War, 
By  authority  and  intermifeof  the  empe¬ 
ror  the  fourth,  peace  was  conclit- 

“ded  betweene  the  Prince  of  Austria^  and 
them  of  Zurich.  Now  becaufe  it  would 
feeme  a  troublefbmc  matter,  to  infeirt 
hecre  the  whole  Tenure  at  large ;  we  will 
be  fatisfied  with  a  breefe  Summary  of  the 
Articles, which  are  thefe  following.  " 

Articles  of  Peace  concluded  onfetweent  the 

"  '  Duke  of  AuBria  and  Zurich , '  •  '*  *  '* 

1  r  :  1 1  \ 

I.  \/\ /  Hatfoeuer  hath  bene  takdn 
^  ^  on  cither  fide  in  this  Warre 

(hallbereBoyed againe,  '  '  * 

1  They  of  Tuunch  fjall not  receiue  into 

the 


The  Efrperof 
lO'  ned  with 
Albert  of  Ah*< 
Hria. 


The  (lege  rax* 
fed  trena  Zu¬ 
rich  by  Gods 
moftfingulac 
prouidence. 


- 1  j  • 


Peace  made 
between  theoi 
of  Zurich,  and 
the  Duke  of 
AuBria. 


3^ 


Of  Berne. 


3  Pooke 


Anew  vari¬ 
ance  concer¬ 
ning  the  Can¬ 
ton  of  Zug,  & 
referred  tothe 
opinion  of  the 
Eraperour* 


the  number  of  their  Botirgejfes  fuch  as  re^ 
maine  'under  the  dorninAtion  of  the  Duke  of 
Aulirk ;  but  f any  mil  retire  themf clues  to 
Zurich,  they  mixy  be  receyued*  Proutdedy 
that  they  bee  of  the  number  of  them^  which 
the  Cittie  might  receiue ,  before  this feace 
was  made, 

3  Such  as  hold  any  other  way  then  in  fee- 
feruice^jball  be  'under  the  iuliice  of  the  lor ds 
of  thofe  Fees .  And  they  which  make  'vfe  of 
another  mans  foffefionSy  fhall  furrender 
them^or  fhal fiand  bound  to  anfw^  the  fame 
in  Law :  except  it  be  for  the  goods  of  the  ba- 
nijhed, 

4  From  henceforward^  theyofXwcwii 
full  not  ally  themf  clues  v'vith  theferuante  s 
of  the  Duke  of  AuBria:  or  contrariwifeyhey 
fhallhelpe  to  recouer  his  rights, 

5  if  any  difference  happen  to  beemoouedy 
betweene  the  Duke  and  the  Cantons: It  is  or¬ 
dained  before  handy  that  fome  fudges  ff all 
confider  on  the  caufe, 

6  Thofe  alliances  which  the  Switzers 
haue  made  together  fhall  remaine  in  thfrful 
power  and  integrity , 

There  arc  diuers  other  Articles  in  this ' 
pacification :  but  I  am  oncly  contented 
with  thefc,  as  beeing  the  principall  and 
cheefeft,  '  - 

It  fell  out,  that  diuers  interpretations 
were  made  vpon  this  agreement ,  which 
likewife  begat  new  contentions :  yet  they 
were  ftill  qualified  ,  before  they  came  to 
hand-blowes,for  either  fidcs  purfe  being 
emptied  of  money,  and  their  forces  fay-  j 
ling,  made  them  vnwilling  to  hearc  of  a- ' 
ny  more  warre.  Albert  BucheimerylAcntt^ 
hant  to  the  duke  of  Aufria^fveStd  them 
ofZugj  to  giue  their  oath  of  fideli^  vnto 
his  Pi incc,which  they  wowld  not  do, but 
with  exception  of  their  alliance  made 
with  the  Cantons, or  clfe  to  ftand  acquit¬ 
ted  by  the  fayde  Cantons,  to  whom  they 
had giuen  their  faith  .  This  difference 
was  referred  to  the  Emperor  Charles  the 
fourth,  who  finally  gaue  iudgemcnt,that 
they  of  Zug  fhould  ftand  exempted  from 
alliance  with  the  Catons:  becaufe(quoth 
he)  the  Articles  of  pacification  doc  dc- 
clare>  that  the  Switzers  fhall  notpoireflc 
any  of  the  Dukes  Towns,  ncythcr  hinder 
any  way  his  gouernment  in  them. 

Now,  although  this  fentence  was 
greatly  grcciioiis  to  the  Switzers ,  confi- 
dcring,  that  in  one  of  the  Articles,  the 
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alliances made^  were  (byname)  excep- 

ted,  and  oncly  ordained,  that  no  new  Al- '  . . 

liances  fhould  be  made  with  the  vaflails 
to  the  houfc  of  Auftria :  yet  notwithftan- 
ding,  they  were  fo  ouer  glutted  with  war, 
as  they  wer  Vpon  the  pointy  to  leauc  Zug 
to  the  Duke  of  AuBria  ^  if  they  of  S  uites 
(who  had  not  (as  yet)  fighed  the  peace^ 
had  not  oppofed  themfiucs  againftit. 

They  then  fodainly  gathered  their  troops 
together,  and  went  to  Zug,  demannding 
againe  the  faith  of  the  Citizens,  who  (for 
their  part^  had  fen  t  their  Deputy  to 
to  require  confirmation  of  the  faith  firft 
giuen.  This  done,  after  fome  long  den¬ 
ting  and  confulting,  it  was  at  length  con- 
cludcdj  by  meanes  of  the  Lordc  of  Tor- 
bergy  that  truce  fhould  be  confirmed  for 
the  fpacc  of  cleuen  yeares,  which  was  till 
after  the  deceafe  Albert,  During  this 
trucc^  they  of  Zug  and  Claris  co.ntinucd 
allycd  with  the  S  witzers,and  al  that  while 
were  thereunto  fubie(5i:,acquitting  them* 
fellies  of  all  duties  due  tothe  hou(e  of 
Aufiria,  The  Duke  receiued  hom  Suity 
a  man,  from  fourc  yeares  to  fourc  yeares, 
whora  hee  Amman  or  Maior 

at  Zug :  And  he  gaue  as  Gouernour  vn¬ 
to  them  of(j4jr^,  Godfrey  Mulner  of  Zu¬ 
rich.  Afterward,  the  truce  being  expired, 
it  was  againe  confirmed  for  a  longer 
time. 

.‘v-  .1  '  < 

Thefonne  of^/^m,  named  Leopolde^ 
greatly  hated  the  Switzers  j  but  he  durft 
not  meddle  with  them  ,  leaft  hec  fhould 
gaine  as  litilc  thereby,  as  his  Father  had 
done.  And  therefore  he  would  workehis 
will  by  others, fetring^the  Switzers  va¬ 
riance  with  the  Englifhmen,  who  hauing 
fpoiled  the  country  about  the  RheinCy  cn- 
tred  into  Swetia^  where  they  did  as  much 
harme  to  the  Aiifttians ,  as  to  the  Can¬ 
tons  .  But  hauing  bin  beaten  in  (ome  in- 
councers,aftcr  they  had  forraged  in  Swe- 
tia,and  all  the  countrey  dhout  Montbelk 
ard^Bafile  ^  Strasbourg^  and  run  into  di¬ 
uers  other  places,  they  retired  home  to 
their  own  houfes,  &  hapned  Anno  \yy6. 

Six  years  aftcrjwar  was  moued  againft 
the  Count  of  Kybourg.  Hec  was  c>  -forced 
to  take  (by  treafon)  the  Towne  of  i’^/- 
luerrCy  allycd  with  the  men  of  Berne,  and 
at  the  very  fame  time,  they  of  Auftria 
would  haue  furpeized  Dun  and  Arbergy 
Townes  appertaining  to  the  Canton  of 
Bcrn.Confcqucntly  the  Count  oiKyburg 
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madcopeii  war  vpon  them  of  Sollewrre^ 
to  whomc  they  of  Berne  and  the  other 
Cantons  fent  fupply .  The  Duke  of  Au- 
JirU^  who  (fo  lately  before)had  made  al¬ 
liance  with  the  Switzers,  fortified  (vnder 
hand)  theConncof^:7/'i7//r^5  and  (con¬ 
trary  to  his  faith)  flirniilicd  him  with  vi- 
(Siials,  and  other  ncceflTarics  for  warre, 
NeucrthelelTc,  the  Count  was  not  able 
to  endure  the  burthen  of  amity  agreed 
on  bet wcenc  them  of  Solleurre  and  Bern^ 
but  fold  them  Bu^rgdorff' thefumme 
offorty  thoufand  Crownes. 

The  Dukc.of  had  a  difference, 
in  what  manner  I  know  not,with  the  Im- 
periall  Cities  and  Townes.  They  made  a 
league,wherein  lurich^  Berne ^  Solluerre^ 
and  Tut^g  were  comprehended  :  but  the 
Dvike  brake  all  in  funder  by  his  cunning 
deuices,pacifying  himfelfe  amiably  with 
the  Townes  of  Smba  and  Franconia.  And 
as  for  the  Townes  on  this  fide  the  Rheine 
in  Halfatia ,  hee  conquered  them  in  one 
battcll.  This  vidfory  did  fo  aduance  his 
hopes,  as  he  began  to  confiilc  with  him- 
felfc,  how,  CO  bring  the  Townes  of  Sipoe- 
tid  vnder  his  obcdience^and  the  occafion 
of  the  warre  grew  thus.  Peter  of  T orberg^ 
Gouernour  oiWolhoufe^  and  in  the  Vale 
oiEntlibuch-yZni  Herman  Grunenberg^^o- 
uernour  of  Rottenbourg{ox.xhz  Duke  of 
Aujlria^  who  had  engaged  tbefe  places 
vnto  them,  tyranized  on  the  people,  and 
did  many  outrages  to'  the  neighbours  of 
the  Lucernians.  The  people  being  tyran¬ 
nically  dealt  withall,  fent  men  to  Lucer- 
na,  to  defire  acceptation  into  their  Bbur 
guerfhip.  But  the  two  Goiiernours  ha< 
uingdifcoucrcd  it,  caufedthe  Deputies 
I  to  be  hanged,  and  all  them  that  had  anle 
hand  in  the  matter,  recompcncingthcm’ 
with  death,  that  had  faithfully  imployed 
their  paines,  togiuclifc  againcto  theyr 
languifliing  countrey .  Morcoucr,  they 
impofed  new  paffage  T ollcs  at  Rottem- 
bourgon  the  Switzers, or  clfe  they  might 
hauc  no  paffage  there. 

The  Lucernians,  too  much  prouoked 
by  fo  many  iniurics,  being  ayded  by  the 
men  of  Suits  ^Fri^^nA  Fnderuald  :  made 
themfelues  mafters  of Rottembourgy  <  the 
29  day  of  Deccmber,in  the  yearc,  1 38  w 
fpoy  ling  the  Caftle,  which  Grunenberg 
had  forfaken .  They  did  likewife  beaic 
downc  the  walles  of  the  Townc,and  fil¬ 
led  vppe  the  Ditches :  for  fearcleaft  the 


!  thrmof  Au- 
Rria.  • 


Auflriaiis  fhould' lodge  any  Garrifon 
there,  wherewith  to  mollcft  the  Lucerni¬ 
ans  againe.  Some  lliort  while  after,thcy 
diSemfach  were  rccciued  into  Fellow- 
Bourgcfhip  with  the  Lucernians,  &  two 
hundred  men  were  put  in  garrifon  by  the 
Lucernians,  into  the  Town  oi  Richenjee :  I  Ricbenffc'  ta 
but  the  Lieutenants  to  the  Duke  of  Sj 

airiay  hauing  fodainely  leuied  an '  Annie,  i  in  irfliinc  or 
tooke  the  Towne  by  affault,  cut  y  throats ,  burned,  by 
of  the  whole  Garrifon,  putmoftpart  of 
the  inhabitants  to  the  fword,  burned  all 
the  reft  aline,  in  the  fame  fire  wherewith 
the  fowne  was  embraced,  ftiewingno 
pitty  to  aged,  fickc  women,  or  children. 

On  the  other  fide,  al  the  Cantons,exccpt 
Berny  took  a  place  in  thofc  parts,  named 
Meyenberg^  there  planted  a  garifon  but 
the  Aullrians  (faignmg  a  flight)  drew  the 
Switzers  foldiers  forth  into  the  ope  field, 
where  they  flewc  fourefcorc  and  one  of 
them,  and  compelled  the  reft  to  rctyre 
fpeedily  into  the  Towne.  The  Cantons 
aduertifed  hccreof, called  their  people  to¬ 
gether  jlet  fire  on  the  Towne  and  Caftle, 

Icauing  not  a  iote  of  them  vnruined. 

T.hefe  beginnings  and  entrances  into 
warre,  feemedto  threaten  the  Switz^ers 
with  a  farre  greater  confufibn :  &  there- 
fore, they  of  AuHria  made  their  prepara¬ 
tions  carefully , yet  with  great  pomp,  and 
eucry  day  (by  Letters  and  Hcraulds)  de* 
nounced  warre  againft  the.  SwitzerSy  at 
the  beginning  of  the  enfuing  yearc.  The 
Smtzers  confidered  likewife  on  their 
owne  affaires,  andprouided  to  fetvpon 
all  thofc  cnemies,which  had  enclofed  the 
round  about.The  men  oi Berne .;s,\ho  had 
notboudge  as  yet,  becing  follicited  by 
many  meflages  from  their  confederates : 
ruined  two  C allies,  to mi.^Torberg^  and 
Kopping.^  belonging  ro  Peter  oi  Tor  berg. 

They  of  Lucerna^  Friy  Suits.,  and  Fnder- 
ualdyTipoyleA  the  Caftle  and  Towne  of 
Woolhoufei^s  alfo  £jele.^Rinach  and  Baldeg. 

The  men  of  zurich  ioyned  their 'forces 
with  the  Cantons,  and  after  they  had 
madefome  courfes  &  waftc  in  the  coun¬ 
tries  ncereft  to  their  limits :  in  retiring 
backCjthey  tooke  (by  affault)  tlic  Caftle 
of  Rumelange,  arid  fet  it  on  fire.  And  be- 
caufe  the  Duke  oi AuHria  made  the  mu- 
ftcring  of  his  people,  cfpecially  at  Brug  & 

Bada.^  neerc  to  Zurich  :  it  was  imagined, 
that  he  would  go  and  befiedge  that  Citie 
alfo.  And  this  was  the  reafon,  why  the 

foure 


'>  V.. 


The  Confe¬ 
derates  loyne 
their  powers 
together^ 


zj8 


Of  Berne. 


3*  Book 


e 


The  baccell  ac 
Sempach^m 
the  whkh,thc 
D.ofAu(^rh, 
and  676,  gen¬ 
tlemen  were 
flaihe  in  the 
plaine  field. 


Truce  fully  a- 
crecdvpon 
for  the  rpace 
of?  year,  but 
being  expired 
nevr  quarrels 
atofeagaine. 


A  bargaine 
oaade^t 
without  any 
certainty. 


foure  Cantons  fent  fixteen hundred  men 
to  fuGCOur  them  of  Zurich. 

Duke  Leopold vnderftanding  that  fuch 
aGarrifonwasat  Zurich,  marched  fo- 
dainly  with  his  army  towardcs  the  Can¬ 
tons,  which  feemed  then  naked  of  the 
moft  part  of  their  troopes .  But  this  en- 
terprizc  wasdifeouered  by  their  fpies,  & 
therefore  left  the  citty  of  Zurich,  in  the 
cittizens  guard,  and  returned  back  thole 
fixtecne  hundred  men  which  marched 
vnder  their  Enfignes  day  and  night  5  and 
fo  diligently,  that  they  arriued  at  Sem- 
pdche^t\xzv\  at  the  fame  inftant  as  the  duke 
came  to  lodge  his  troops  there.  That  day 
was  the  ninth  ofluly,  and  battell  was  gi- 
uenthe  very  fame  day,  wherein  Leopold 
Ibnne  to  Albert  the  wife,  and  Nephew  or 
youngcftchildeto  the  Emperor  Albert^ 
wasflainein  open  field, with  fix  hundred 
leuenty  fix  Gentlemen ,  whereof  there 
were  three  hundred  and  fifty  more  re¬ 
markable  then  the  reft  by  reafon  of  theyr 
Helmesand  Burganecs,  beautified  with 
Coronets  and  goodly  plumes  •  After  fo 
fake  a  vi(ftory,the  Cantons  began  to  ex¬ 
tend  their  ftrength  thoroughout  all  Swe- 
tia^  and  chaftifed  fuch  as  haddc  forraged 
their  country^pillcd  the  Citizens,  &  mo- 
ued  Warre  vpon  no  occafion:  many  ca- 
ftlcs  were  ruinated,  and  many  Towns  ta¬ 
ken.  .  . 

In  the  ycarc,onethoufand,thrcc  hun¬ 
dred,  fourefcorc,and  fcauen,  the  lecond 
day  of  the  moneth  of  February, truce  was 
agreed  on  for  aycare,  by  the  entermife 
offbme  Townes.  The  times  of  truce  be¬ 
ing  expired,  the  citizens  oilVefen^ontht 
Lake  de  Rine^  dcliuered  vp  their  Cittic  to 
them  oiAttBrU^  who  flew  the  Switzers 
that  were  there  in  Garrifon  .  Afterward, 
the  enemy  (with  great  forccs)to  the  num 
ber  of  eight  thoufand  at  the  leaft,  fet  vp¬ 
on  the  Landes  of  the  ninth  day  of 
Aprill.  Some  fay,  that  they  were  abouc 
fixtcenc  thoufand  men,  condu(fted  by 
Domtu^  Count  of  T ogge^  Peter  of 
bergjohno{ Klingenbergy  lohn  Countc  of 
Werdenberg^  Lord  of  Sargans.  This  laft 
man  made  choyfc  of  two  thoufand  men, 
which  he  brought  by  Beglmge^  to  enclofc 
the  Switzcrs,and  make  them  turnc  theyr 
backes  with  lhame. 

The  other  marched  boldly  on  to¬ 
wards  the  Wallcs,  which  they  of  GlarB 
had  fortified  and  made  ftrong  their  coun¬ 


tries  entrance  the  ycarc  before,  gayning 
thereby  fuch  affurance  of  the  wall,  as  the 
vi(Sory  was  almoft  intircly  in  their  handj 
yet  they  beganne  to  pillagc,and  burnc  all 
that  was  about  them.  Meane  while  they 
oi Claris  together  in  a  neerc  neigh¬ 

bouring  Mountaine,  to  the  number  of 
three  hundred  and  fifty, and  riiirty  befide, 
which  they  of  Suits  had  fent  from  the  ne- 
reft  valley .  This  ouer-Iirtle  Troope,  by 
grcatnelTe  of  corage  and  refolution,  met 
with  the  enemy  in  a  verie  narrow  paflagc; 
where  they  fainted  them  with  fuch  impe¬ 
tuous  ftorm  es  of  great  ftoncsi,&  whereof 
the  place  affoorded  no  lcarfity:as,  draw¬ 
ing  them  into  a  place  more  open,  they 
ptefledandpurfued  on  them  with  fuch 
extreamc  boldncflcj  that  the  greats  armie 
was  forced  to  fiight ,  after  they  had  rene¬ 
wed  the  charge  eleauen  feucrall  times , 
as  the  Annales  of  Claris  do  teftify^  for,  fo 
often  did  the  enemy  labour  ftill  to  fet  vp¬ 
on  them# 

The  Count  of  Werdenbergy  looking 
from  the  height  of  a  Mountaine  (which 
hce  had  betaken  himfelfe  vnto)  and  per- 
ccy uing  the  ouerthrow  of  his  aflbeiates, 
faued  his  ownc  flake,  asfwiftly  as  he  pof- 
fibly  could .  There  were  tv;o  thouland 
enemies  flaine  in  thisbattaile,and  about 
fiue  hundred  were  drowned  in  the  Lake : 
becaufe  the  multitude  of  Runne-awayes, 
brake  downe  the  Bridge  in  theyr  hattc, 
whereby  they  fhould  pafle  from  Claris  to 
Wefen. 

After  this  battell,  the  Cantons  (hew¬ 
ed  thcmfclues  ftill  in  many  other  skirmi- 
flies  againft  the  Aufirians,  taking  towns 
and  Caftlcs,  cither  by  force  or  compofi- 
tiombut  they  fought  no  morebattcIs.For 
by  entremife  of  the  Citiics  of  ConHance^ 
vberlingerty  Rauenjpourg^  ^Rotuille^itwcc 
was  taken  for  fcauen  ycarcs  :  and  after¬ 
wards  it  was  prolonged,  euenlb  farre  as 
for  the  (pace  of  twentic  ycarcs  5  and  fi- 
nally,pcacc  was  made  for  the  termc  of  fif- 
tieyearcs. 

Peace  being  eftablifbed  for  fuch  length 
oftime  ,broiight  feme  more  eafe  &  quy- 
etnefle  to  the  Cantons.  Butintheyeare 
one  thoufand,  foure  hundered  and  one, 
the  w  ar  of  Appenz>elhQgzn,3i  continued 
feuen  whole  yt^Tcs.Appenz^Us  a  Region 
oiSmtidy  feated  necrevnto  the  Alpcs, 
towardcs  the  Eaft,  jiand  on  the  Head  of 
thclt^cofCoTfliatJce^  At  this  day,  it 
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is  one  of  the  chirteene  Cantons  *,  but  as 
then  it  was  no  way  allyed  with  the  Swit¬ 
zers  :  iconely  acknowledged  (as  a  Lord ) 
the  Abbot  of  who  was  then  cal¬ 
led,  CtlUO  Dc  Some  diffe¬ 

rence  happened  between  the  Abboc,and 
them  oi Affenz^elly  and  after  it  had  long 
time  bene  debated  in  Lawe  before  Jud¬ 
ges;  they  fell  at  length  to  plcadc  theyr 
caiife  at  the  (words  point .  The  T ownes 
neereft  to  the  Lake  of  Confiance^  did  take 
part  with  the  Abbot,  who  had.  (undcred 
them  from  the  men  of  Affenz^el^  with 
whom  they  were  allycd  and  combined. 
The  Abbot  hailing  Icuied  an  army  of  the 
inhabitants  ofihofc  townesj  gaue  l^attcll 
to  the  rrien  oiAppenz^el^  who  oiicr-camc 
thenij  drone  them  in  difordcr,with  great 
lolTe  of  their  men.  - 

After  this  foilc,  they  of  S.  Gdy  of  Ap- 
pen^el^  and  of  Suits  ^  aflbeiated  thefeliies 
together .  The  Duke  of  AuHria  ioyned 
with  the  Abbot ;  but  they  of  Appenz»el 
prooued  ftill  victorious  in  all  other  en- 
counters.  And  after  they  had  conquered 
a  great  part  ofthe  country' about  them , 
ruined  many.  Caftles,  and  taken  diuers 
Townes:  at  length  they  compeld  the  Ab¬ 
bot  to  iraue  peaccj  &  leauc  them  in  their 
wonted  liberty. 

Seuen  yeares  after  thc(e  trebles  were 
ended,  a  new  warre  kindled  it  (elfe,  bc- 
tvveenc  Frederick  oiAuJlria  and  the  Can 
tons.  The  occafion  was,becaufc  Frede- 
r/cJv  had  carried  away  (from  foorththe 
Councel  oiConJlance')  Pope  John  the  22. 
He  was  put  to  banifhmcnt  from  the  Em¬ 
pire,  and  excommunicated  by  the  coun- 
cell.By  this  decree  of  the  Emperour,  and 
of  the  Councell,  the  peace  for  5o.ycares 
was  broken,  the  Cantons  abloliied  of 
their  Oath,  and  commandement  giuen 
them  to  take  armes  againft  the  Emperor: 
which  they  did,  and  tooke  in  that  warre 
Bil^erJlem^Bada^  and  other  places  belong¬ 
ing  to  them  of  AuBria, 

In  the  yeare,i422.thc  Switzers ledde 
their  army  by  the  Aipcs,  and  by  the  Gri- 
fons,tobefiedge  Bellizona;  it  beeing  a 
Towne  which  the  Count  of  Monfaxh^iA 
fold  to  them  Suites yP^ri^ScFnderudd. 
rhe  Duke  of  Midaine  feemed  to  fay,  tliat 
this  place  appertained  to  him*  and  there¬ 
upon  tooke  it  by  intelligence .  To  rcco- 
ueritagainc  ,  the  Switzers  condiidcd 
their  army  thither  this  ycarc,  then  in  Atf.  - 


Cunning  dc- 
uiccs  prepa¬ 
red  onely  to 
ouerthrowthe 


142  5.  and  the  year  following  alfo.  But 
they  could  hot  take  the  Towne.  notwith- 
(landing, they  made  hauockc,  aod  forra- 
ged  thcVaHeycs  round  about  neighbou- 
ring,  and  belonging  vqtothe  Duke  of 
Mi/Zame.  •  . 

But  in  the  ycarc,i43^.  they  of  Aujlria^ 
by  cunning  trickes  and  fubde  deuices  tair 
fed  a  great  ciuill  warre  among  the  Swic-  ouertnr 
zers,  Firft,  betweenc  the  Canton  of  Zu-  I  people, 
rich  and  rhe  menofSuits^to  whom(fbon 
after)  the  other  confederats  ioyned  them 

fellies.  The  Duke  of  Aujlria,  (firft  of  all) 
ranked  himfelfc  with  them, of  Suits :  and 
then  (fbone  after^madc  alliance  with  the 
men  of  Zurich,  and  gaue  them  afsiftance 
There  were  fome  encounters,  and  the 
Switzers  bcfiedged  Zurich  :butther  was 
no  battaile  more  memorable,  then  that 
which  (not  long  after)  was  giuen  at  Ba- 
filc,  the  yeare ,  1444.  the  2^.  day  of 

Auguft.  ^ 

The  Dolphinc  of  France,  who  was 
afterward  King,  named  Lewes  the  x  i.had 
brought  a  puiflant  army  betweenc  Mont* 
helUr d  and  Bafilc;prouidcd  partly  by  the 
praftiles  of  Pope  Eugenius^  to  breake  the 
Counccll  of  Bafilcsand  partly  by  the  cm-  Thebactcll  of 

peror  f/'^'^ifr/r^^aswifhingwcllvnto  the 

Switzers.  Sixtecnc  hundred  Switzers  en- ‘  Armigna« 
tred  into  battcll  againft  that  great  armie,  ^efor?  Bafile* 
and  made  a  terrible  flaiightcr  of  them .  ‘ 

True  it  is,  that  all  the  fixtecne  hundered 
men  were  flainc  likewife,  as  bceingouer- 
bornc  with  the  mccrc  multitude  of  their 
enemies:  but  they  brake  the  whole  armic 
in  fuch  fort,  as  they  forfooke  all  Germa¬ 
nic  immediately ,  to  get  themfelucs  into 
France  againe .  This  memorable  day, 
mightwell  be  compared  with  the  battcll  | 
of  the  Lacedemonians,  attheir  paflagp  ^Averielong 
of  tht*ThermopyU,  confideiing  the  map-  niouncame; 

nanimityoffofinallanumber7who,  fpe 

the  fafety  of  their  country  (euen  all  Get-  <iia,thorough 
many)  oppofed  thcmfelues  valiantly, 
gainit  an  inhnitie  or  enemies.  In  thefe  Egcan  fca, 
ciuill  Warres  were  made  many  Truces, ' 
which  was  thccaufe,  why  fuch  as  hauc 
written  thereof,do  not  agree  togeihcrin 
the  computation  ofehe  ycares.The  com¬ 
mon  opinion  is, that  this  war  lafted  feiicn ' 
yeares ;  but  it  began  in  the  yeare,  14  3  &  1 
firmc  peace  was  made  and  ratified  in  An*  | 

14  5  o.  cc  ”of  the 

A  yeare  after  this  peace,  the  Abbot  of  /  Twuzcrs  with 

S.G4//made  alliance  with  foiirc  Cantons 
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of  the  Switzers  .  And  the  yeare  follow¬ 
ing,  they  oi  AfpenuhXVjtA  thcmfelucs 
with  feauen  Cantons.  And  again ^a  yeare 
after^  the  Citty  of  Saint  With  fixe 
Cantons.  Confcqucntlyjand  in  the  year 
one  thoiifandjfourc  hundred  jfifty  fourc, 
ii[iCvtiGCioiSchAffbuz»e  allyed  thcmfelucs 
with  the  fixe  Cantons.  But  I  fhall  make 
better  mention  of  thefe  alliances  hcerc- 
aftcr,and  in  aptcr  manner. 

Thefe  alliances  were  no  (boner  made 
but  a  new  warre  beganne  to  (hew  it  fclfe, 
againfi  Sigip^tond  Duke  oi 
i  had  excommunicated  him,  I  know 
not  vpon  what  occafion,  and  fo  incited 
the  Switzers  to  warrc.On  the  other  fide, 
the  Lords  of  Grandler^hic'AiXCn  oiGrdtx, 
a  To wnc  in  ^/ym,hau  in g  bene  difpoiled 
of  their  goods  by  Sigifmond^  defired  ayde 
of  them  of  Zurich  ,  who  bad  rcccyued 
them  into  the  number  of  their  Burgefles. 
Then  the  Switzers  went  and  affaultcd 
IVmterduer.tookc  R^erwtHy  Bieffenow^ 
Vrmmfeld^^x\iL  TurgawJti  the  cnd,pcacc 
was  made.  Anno  i46o.by  the  mcanes  of 
Lewes  Duke  of  Bauaria,  Afterward, in  the 
yeare, 14^^.  ccrtainc  Articles  of  peace  & 
mutuall  amity,  were  fet  downc  in  Wri^ 
ting.  Two  yeares  after,  war  was  renewed 
againft  the  Duke  of  Aufiria,  fo  that  the 
Switzers  led  their  troopes  towardes  the 
Towne  oiMulhoufe,  on  the  Frontiers  of. 
La  Franche  Covtte,  This  Town  had  made 
alliance  with  the  Cantons  fome  moneths 
before;  and  in  the  fame  yeare,  a  Towne 
vpon  the  neercto  Bafile^  named 

Waltz>hut  .^  was  befiedged  by  the  Swit¬ 
zers. 

In  the  yeare  one  ihoufand,  fourc  hun- 
dredjfeucnty  fourc ,  began  the  Switurs 
warre  againft  Charles  Duke  of  Burgongne, 
It  grew  hot,  and  wonderfull  (harp  jin  the 
yeare  feuenty  fixe, for  two  battailcs  were 
fought,  in  both  which  the  duke  was  van- 
quiftted5.butit  tookc  ending  at  the  be¬ 
ginning  of  feuenty  feauen,  byreafonof 
the  Dukes  death,  who  was  flaine  in  Lor¬ 
raine.  The  Princes  of  AuJiria  were  the 
fparkes  to  kindle  this  war.  Vox  Sigifmond 
DvkcofAufiria^  hauing  ill  performed 
his  bufinefTc  in  warrc,which  he  maintai- 
ncdfolong  a  time  againft  the  Swh&ersy 
was  conftraincdto  agree  with  them ,  al¬ 
though  much  againft  his  mindc.  In  the 
meane  whilcj  to  torment  them  by  fbn^c 
other  mcanes, he  engaged  thofe  Landes 


which  hcehelde  in  La  Franche  Comte  (as 


Sigifmoed 


in- 


Mont. 

bc’iard&Ba, 
file  lo  the  D. 

ofBurgundij^ 


Minions  ittf- 
dingon  Pria- 
CCS,  arc  often- 


Montbeliard^t\iBaple^vic\^j[^oxs  to  the 
Switzers)  to  Charles  Duke  of  Bourgongn, 
the  moft  potent  Prince  of  his  time,  a^ 
uenturous,  and  of  an  high  hand  • 

perfwaded  himfclfe,  that  (as  manic 
times  it  fals  out  among  neighbours)fome 
difference  would  fhortly  grow  betwccnc 
Dvkt Charles  and  the  Switzers :  for  they 
had  fent  Ambafladours  to  the  Duke,  to 
•pray  him  renew  the  ancient  amity  of  the 
houfe  of  Bourgongne  with  the  Switzers, 
and  confirmc  the  Articles  of  pcabc,  not 
long  before  concluded  with  SigifTnond^ 
in  fo  much  as-  concerned  iihc  engaged 
countries.  But  the  ambaffadprs  could  nc- 
uer  gaine  accefic  to  the  Prince,  in  regard 
of  their  hindcrance  by  Hagenhach^  chiefc 
Minion  to  the  Duke  ofBourgongne,and 
cftablifbcd  Gouernor  by  him  oucr  thofe 
countrics.This  Hagenhach  was  the  princi¬ 
pal!  fire-brand  wherby  to  kindle  this  war  5 
for  he  gauc  many  ouiragious  words  vnto 
the  Switzers,  &  daily  kept  company  with 
theyr  encmics,as  Heudorjf linger ^  and  | 
fomc  other  Gentlemen,  who  had  threat-  j 
ned  the  Switzers  with  war. 

Hcc  tyranized  alfb  eriiclly  in  thofe  paw¬ 
ned  CO  untrics, fo  that  the  poorc  fubieds 
who  vverc  able  to  performe  no  more, in- 
treated  moft  carncftly  Duke  Sigifmond^ 
their  ancient  Lord,  to  difingage  them,& 
rccciuc  them  againe  vndcr  his  gouerne- 
mcm:.  This  requeft  was  quickly  granted 
them  hy  Sigifmond^  a  Prince  vcric  bc- 
nignc,and  (for  his  facility) fir-named  the 
Simple. 

ButtheDukcoffiourgongne  defired 
not  to  purfle  the  money  againe.  And  on 
the  other  fide,  the  tirannyof  Hagenhach 
ftill  increafcd,fo  that  hec  grew  infuppor- 
tablc  to  the  peoplc,&  neighboring  lords. 
There  were  fomc  other  thorncs  between 
the  Switzers  and  the  D.of  Bourgongne  : 
becaufe  Count  Ramont  being  feruant  vnto 
him, had  fent  away  diuers  chariots  from 
them,  laden  with  Hides.  In  the  mean 
while jKing  Lewes  the  elcucnthjvvho  dcs 
fired  not  greatly  the  Dukes  life,  and  had 
prooued  (neerc  to  Bafile  )  the  valour  of 
the  Switzers  horremen,  made  alliance 
with  them. And  although  himfclfvvould 
not  meddle  with  the  warre, yet  he  could 
whet  on  the  Switzcrs,and(by  vaderhand 
trickes)furni(h  them  with  money,  to  the 
end  that  ncccflity  fhould  not  inforce  any 

pacifi- 


1/ 


f- 


y 


t 


D.Sigifoioiul, 

firnamedthe 

Simple. 


The  Switzers 

wernotvoyde 

of  oppreliors. 


Nil 

% 
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1  V. 


'niici- 


pacification. He  accorded 
;  wife  with  the  Switxers,aiid  made  an  Al¬ 
liance  betweene  them.  Soone 
Duke  of  T^rrme^  Strashourgs  and 
with  theyr  ByrhoppeS5  Cdmdr^sM^ad; 
Montbeliaird^  2ni\  fomc  othcr’eities,  ioy- 
ned  chetnlclues  likewife  into  this  confer 
deracy.  - 

During  this  time,  Hagenb^chwo^s  ta¬ 
ken  in  a  placcjoamed  Briffac^  and  the  D, 
of hailing  configned  the  money 
at  Bafile,  for  which  hce  had  engaged  his 


bufc  ihcir 
Piinces. 


Hagenbach 
ba4  the  wages 
due  vnto  his 
viUan/  and  op 

prefsion:  &  fo  .  •  ^  o 

mayatlothcf  jCountrics,  rc-cntrcd  vpon  poiremon  of 
(pccdcjihat  a.  ^  them,  and  (by  fentcncc^  cq\\{(iA  Hagen* 
“  *"  *  ^*^  bach  to  be  cond  cmnd,and  his  head  pub^ 
likely  fmitten  off  •  Contrarywife^Duke 
CharksmdAc  warre  vppon  the  by  ftiop  of 
pretending,  that  the  Prouoftes 
Office^  onprotedion  of  the  Byfhbpptkfc 
appertained  to  hirh^  and  therefore  plan¬ 
ted  his  fiedge  before  Coio^ne;, 

The  Emperor  Fredemke^  accompanycy 
with  therEmpires  forces,  encamped  herb 
vnto  him,to  fight  with  him.  And,  ^hor¬ 
ding  to  right  and  maiefty  of  thefimpire,' 
fent  vntdthe  Switzers  and  their  confede¬ 
rates,  tbaffault  (on^heirfidc)  theii>«ke 
of  Bourgohgnc,  that  hkforctfe  niigbe  fee* 
broken  and  fcattctjcd  i^^t  immemafely* 
after,  hec  fhewcdhinifelfc  to%eciof  Ihji5^ 
houfc  of  AuBrU^  and  (confcquently) 
enemy  to  the  Cantons.  Forfofqone  as 
the  Switzers  were  entered  into  Bour- 
gongne,  and  hadWpn  a  battel,  aSd  WWfen 
feme  Townes,  hec  made  peace  with  the 
Duke  of  Bourgongne,  wherein  the  Prin¬ 
ces  of  the  Empire  wcrecomprizcd ,  and 
the  Townes  which  had  fuccored  thc  Em- 
perour  in  this  warre.  But  the  confederats 
were  cxqluded,  toMdt,  rDukc  Sig^^Md^ 
Diike  ^<;i(?,the  Cantons, and  the 
med, Townes .  .-  lij;  b::i 

Duke  becinsdeliucrca  ftom 
the  warre  which  he  hac^sagainft  thc^Bm- 
peror andthe  Germaines :  turned iUhfsi 
forces  Vpon  the  Switzers  f,  and-thcyrrAlfI 
lies.  There  were  fpme  cncoimter&  dn^ 
either  fide ;  but  theveryigreateft  cfoaeso 
and  valour,  fhewed.  thcilqftlues  imtbrcc*’ 
fettailcs,,  whereat  theDukc  himfelf  Uiasl 
prcfcnt  in  perfon.  TIfefirft  was  fduglicat^> 
Qranfmi  Rccre  to  the -.Lake  of  Mudpdfan;i 

which  (at  this  day)  iiiicalljEd-  t}jg.  liakeofe 

T^WcafiM^  .This .  Towherhad  bene  takeia!  i 
by  tbeS^j^ilzers^andt  re?taken  agair^Cjfeyh 

them  yponcpmpoficion;  ncueithelcffcy 


Thbbatteli 

thju  wa{f« 
fottghi  at 


Thcbat^fl,^ 


SHatred*  cn* 
[njity  of  great 
petrons.doJa(t 
along  cifflc. 


'.'i 


That  Duke  fir 
flamed  the 
tTerriblc/ehc 
M  length  the 
Will  of  this 
icntcnccj 
Shame  Sc  de> 
ftrufiion  doe 
f  Iwaies  folovv 

after  pride, 
tlofe  at  the 
kecles. 


thcDukdof  Bourgongne  (contfanc‘t6 
his  prorfiife)  hanged  and  droWneB  thc 
Souldiers  ofhis  Garrifon^but  (foofeif* 
ter)  hce  retciued  wages  anfwerabfe^nto 
his  oWnc  perfidie  attd  trtielty,‘'thd'  iSwit^ 
zers  oucrcomming  him  in  a  fielde'  of bat^ 
tailc.True  icis,  tbatthen  hclofinpf 
ny  offers  men, Tor  the  Gaiiaterie  fdria^- 
nedj  and  meerely  cPucrcd  the  Ihfant'dry 
beeing  broken  and  difofdercd,  afidthc 
“Switzershad  not their-Horfemen  there; 
bee aufe  they  came  hotat  a  ebnuenient 
time  r  yet  notwithftanding,  the  Duke  of 
Bourgongne  lofi  his  baiD^gagcy  wherein 
heehad  gteat  ftorc  of  Niches  and  Trea^ 
ferci'--  -  ■  - 

‘  Thc^afcerw^rdcs,  there  was  ahbtfeet 
battailc  fought  at  A/c^ae^  ticctc  to  Berne: 
the  Switzers  (after  a  grwt  oiierthrow  of 
their*  enemies)  wonric  the  day,'  and  it  is 
fayde,  that  eightcene  thoufarid  Bourguigg 
^f?»xlay'llainc  in  the  fielde  ;  and  to  this 
dayi there is  Bill  to  be  fccnchuge  heapes 
pf  dead  mens  bones,*  as  a  credible  Tefti-' 
nkmy  pffhatvidory/  '  -  '  ^  / 

‘  Thc  third’battaile,  was  fought  before 
Nancy  m^Lo/rame^ht^itdgt^hy  thcdirke 
bPBoiitgongnc:  but  the  Switzers '[enfih 
fuecburvnfo  the  Duke  R  eneoi Lorraine ^ 

(who  liadfi^e  hundered  men  at  Arme's,* 
well  nccre  all  Frenchmen  well  prouided) 
eight  tlioufand  foot,  andthe  oilier  con¬ 
federates  three  thoiifandc  more.  With 
all  thefe  forces  Diikb/^tf’^egauc  batcell  to 
Charles^  who  bad  many  more  to  attend 
I  himr-ncucrthelcffe,  he  was  oiierconie,  & 

(in  flight)flaincby  the  Switzers/  andTo 
(with  him)  dyed  all  this  warre.  A  ycare^af- 
ter, the- Switzers  ^^ix^  '^Leopifn^e 
Alpsjwhich  rnpuntainc fJ^iow  called  S!^ 
j  6odarUy$c  Went  to'gjue  battelt  to  the'  D. 

jslacb^hamed  Ibrmco:  The 
\  dccafion  of  the  war ;  was,"bccaufc  tht'^ri^' 
habitantfs  6fthe  valley  towardes  lornic^^ 
febie^s  tP'thc  Canton  of i^r/,comf)Iafed 

ofdiuers  outrages  doonb  them  by  tfeiy t 
neighbours5who  mollefted  and  troiiblied' 
thcnl  inifhe  vfe  and^poffefsion  of  ccrtairlt! 

'Fbrfefls. -The  Switzers)  Arhbaffadbiifs, 
being  vnabJeto  rccoticife^this  differ  cicci 
!thc  ’^frrij  craiied  fuccour  oPthc^ 
'ebnfedefates,  andleddc'th'dr  ArmieW 
'"Bellmmadd  But  becaufe  cheyxoiild:%8P^  - ):;) 
bdiedgp  it-in  regard  of  the  winter:  they  w  ^ 

Icfte  fi^>  hindered  men  in  Gafrifon  'at  ‘ " - 
lornm^  which  is  noiTapre  fr6ftl*theht^^V^ 

Y  .  Thefe 


The  bactclj 
fought  at  Na* 
cy,v;hcr  duke 
Cbatles  of 
Burgundie 
wasilaine. 


♦Lepontii, 
people  of  the 
AJpes,nextco 
the  Sdafti. 


Warvndcrta- 
ken  by  the 
Swicters,  a- 
■gainftthcD. 
of  Miilaine. 
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They  of  Mil- 
laiocgocft* 
gauiftthe  ^ 
dwiczer^  ind 
abatcaileis 
fought.  ^ 


Pope  Sixtus 
allyetb  with 
the  Switzers, 
&  giue$  them 
large  pardons 


\Thefctwo  places  a 

jRiucr  palTing  thw^ruR?  Lake  Mai^ 
fo  goes  to  Pauia..  • :  • . . 

Thc^/iito;i^/^x,cai^cin  greaiL  troops, 
to  let  vpon  the  Garrilon  of thc  SwUf>er s , 
vvh^i  being  (hut  vp  in  the  ftraites  ofthe 
^untainesj  the  mote  fpeedily  and  eafi- 
lyjflfw  fourtcenc^hundred  pfthcro, ,  and 
ch^d  theTeftjquite  outof  the  Valley. 
This  hatcaiie  vya^lbught  about  the  third 
day  pf  ^ouen)i?cr,i47.8.  And  iathc  Mo- 
netjljpf,  December  foil  owing,  by  the  im 
t^rmiij?  of  t^e  King  of  peace  was 

p^^jsbptweepethc  Pnke 

ftme  y9are,^pppe 
Sixtm  made  alliance  with  the  'Svpitz>§rs\^ 
and  b, elide  Qtl)fr|)tiuiledges5hcgan^^^^ 
aifpjlrpng  pardons.  Twoycatcifaftcr, 
fent  feu^n  thpufand^P^n^to 
aide  King  Lcwes  the  elcuenth>  according 
to  tixc  tcqour  Gf^  the  alliance  b^ftjte  epnr 
ti^j^ed*  But  they  haping  pafldd  fp  forre 
as  C^44/<;/^3the.King  '(whp'had.pbtaincd 
the  height  of  bis  enterprift)  babying  then 
no  occalion  elfcwhete  to  inaplpy  them  5 
fenttbem  backcagaine  withy^etiy  gpod 
recpmpenccs  ;  where-with  .many  of 
^\em,  were  lb-  earntflly.  aHuretL  That 
they  ,ftroue  among '  themfclues,^:c\yhp 
Iho.uld  firft  take  penfions  or^>yagcsrtPi^ 

'^leprcncb.  _  ,  . ^nr  w 

The  ycare  after, they  of  Zurkb\Bffnfy 
Lf^cermy  Frtbourg^^v^d  SoUeurtey^  made  a 
Pi^rtipular  ^lliancey  becaulc  they  epneeir 
?ed  by  m°etns  their'3(fydates  hadfAiiriedi  ihC'^, 

of  a  Hermit. .  inhii  m  anejy.^  on'  their  h^ba)  ki 

thc;war  againft  the  Duke  pf 
jFpr^^c  forcn^jied/icittks  apdv.tpVlPeS’ 
%dbin  at  grcajt- f  harges,as  well  foijcpn- 
dpd.oftheir  victuals,  as  alfp  ibccarriagc. 
b|;th^  Artillery :  mpreouer,  they  fWniT , 
1^  more  people,  then  ‘tbepth^ueafit 
top^id.  Ncuqthelefl^when  they  (Bold 
d^^idc  the  fppj^.  and  whipb.was 

and  rjeh  i  the  c^tppsthat  had 
ttfraied  nothing,  pciiher  btpughi;'  any 

ruinnoiber  olp}  en,  tooke  thqir  part  of 
the  by  equal!  portion, ;  Jmregard 
of’  vyhichr  injury,  (af  they  pt^tendpd  .it)i 
ai^dfomc  pchcr  l^TiPffencesTfThefc^ 
ties  ajjd  tpwnes,;d^iring  to  pronidc  par-1 , 
ttculafly  for^aeir  pxy.ne  affaires  5 
themfcluesojipiytogerhcriRntt^^ 
offomeCM-  Kanins  we.w. :t?gfCc,atfFcafIyi0ftgldcdj . 
tons  by  them- 1  ,.i;|>cy  oiVrii^Mks^^»der- : 

*e  reft?”  waint^ningjithat  it  .Wa^  pqtlaw- 

•  i 
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•  V  «  •  <i»  ^ 


Thefeedes  of 
warre  among 
the  Switzers 


1A  particular 
combination 


full  for  the  Lucernians,  to  make  any  new 
alliance  without  their  knowledge  and 
confent.  .  -  .v  .  • 

‘  This  matter  was  debated  dinars  daks 
together,  in  aConnPcllhoJden  at  6  untzi 
mrn^rmld-^  and  finally  hy  Thsfncanfcs 
of  an  Hermit,  named  ^chdJk'^Vnder^ 
uald  (who  was  then  in  vcric  great  .amhof- 
rity  among  the  Switzers^  by  tbcyrrcfol- 
ued  opinion  ofhim>  that  bee  was  a  holic 
man)  the  parties  were  accorded  to  coh^ 
ditions, to  .witre  5  That  thefote-hamed 
Tojivncs  fhould  depart  from  that  noucll 
alliance,  and  altogether  (by  axommon 
confent)  fhPuld  agree  on  caufes  then 
debatedj '  as  that  Fribourg  and  SalleurrOy 
fhpuldbcc  recciued  into  the  nmnber  of 
theiGantonncs  oiSvpotU^  ibithac  there 
fhould  be  tenne  Cantons :  And^  hecaufe 
the  former  eight  (  which  wero  and  arc 
called  the  olde  Cantons^  bccaufe  they 
allycd  thcmlelucs  together  before  theb* 
tbefj  had  made  a  bodie  of  a  Common¬ 
wealth  together  of  the  Switzers^rfor  the 
fp^cof  fixe  fcore  and  fine  ycarcs»^  r  or 
thereabout  \  I  will  hecre  fct  downc  a 
Summarie  ^theoiticles;  of thealiiances 
which  thofih^ldC'Cantbpsmade^i^^d  of 
that  which  was  fubteibed  vnto  at  Stantz* 
bya  common  confent  among  the  Can¬ 
tons*'  ,  Me" /  o  r. 


Condition! 
concluded  On 

the  Hermit 
And  C2nion$| 


for  ii 


gtftcia} 


contenimcn, 
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Cmtons  i:  ( 
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.He<prii5cipaU  &  Rrft'Ghap- 
!t€i  pcArticlc  of  tbc-  leagues 
and  alliances,  doth  coficerrt 
th^  aideandfticcouE  which 
©neowghtto  giue  another, 
againSIl’fuch  as  wrongfully  fliall  affaylc 
thbixnr'wberdiialiThingcs  arc  veric  well 
ordered,  gouemed  by  cmiity:,  a^daccori- 
dingtd  reafomiiFpcj  to  the  cndhtliat  no 
wme  maybe  lightly  mooued,  and  vpon 
fmall  dr  flendcrotcafions  ;it  is  firft  of  all 
ordaii^d,that  the  Cantons  which  areof- 
fcndbdjfhall  makclcnowne  the  itttritc  of 
thecanft  to  the  Gouncell  in  geti'efall  for 
that  Canton  eftablifhed.  At^  then,  if  it 
doappcarCjihatoffenccand  dut-r'age  is 
dphci-  itmay  demaundfuccoBr  andaf- 
„  fill- 
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Chap.7. 


Concerning^ 
the  alliance  of 
Claris. 


fifta 


nee. 


Eucry  Can¬ 
ton  is  not  alli¬ 
ed  with  al  the 
reft. 


Vrij^uits,  and 
Vnderuald. 


The  Lucerni- 
ans  in  their 
neeclsity. 


All  the  Can¬ 
tons  haue  not 
dieir  rights 
alike* 


In  (onie  Other  alliances,  namely,  that 
of  this  knowledge  is  deferred  to 
other  allyed  Cantons .  After  that  the  e- 
quity  of  the  caufe  hath  appeared,  &  the 
outrage  recciued :  the  Canton  interref^ 
fed,  may  require  the  Confederates  to 
come  and  helpe  it.  In  the  interim,  the 
Caton  may  not  make  recourfe  to  whom 
it  liketh  beftj  but  onely  to  that  which  is 
allyed  to  it  in  fome  efpeciall  manner.  For 
(as  I  haue  hitherto  ftiewnc;  eucry  one  of 
the  Cantons  is  not  allyed  with  all  the  o- 
ther.  In  the  firft  place,  concerning  them 
of  Zurich,  allyed  by  antiquity  with  fix  of 
the  cheefeft  Cantonsj  they  may  demand 
ayde  of  all  thofe  fixe.  Since  then,  they 
made  alliance  with  them  ofBerneiandfb 
(by  confequent)  they  are  bound  likewife 
to  giue  them  afsiftance, being therto  re¬ 
quired.  The  Bernifhmen  may  call  vnto 
their  afsiftance,  them  of  Vri, Suites,  and 
Vnderuald,  by  reafon  ofancient  alliance: 
and  they  ('reciprocally)  may  cal  to  their 
ayde,  and  for  their  other  confederats  the 
Canton  of  Berne .  But  by  reafon  of  the 
new  league,  they  of  Zurich  and  Berne, 
muft  require  ayde  one  of  another  The 
Lucernians  (in  times  of  necefsitie)  may 
haue  recourfe  to  the  men  ofZurich,  Vri, 
Suits, Vnderuald, and  Ziig.They  ofVri* 
Suits, and  Vnderuald,  may  call  all  the  o- 
ther  Cantons.  And  they  of  Zug  haue  the 
fame  right  as  the  Lucerm’ans,  that  is,  to 
require  aide  from  the  Cantoncs  of  Zu¬ 
rich,  Vri, Suits, V  ndcruald,  and  Lucerna. 
They  of  Claris ,  haue  recourfe  vnto  the 
Cantons  of  Zurich,  Vri, Suits,&  Vnder¬ 
uald. 

Now, although  that  all  haue  not  their 
rights  alike  heerein*  yet  notwithftanding 
if  onQ  Canton  require  one  or  two.  of  his 
allies  to  come  and  fuccourhim:  all  the 
Cantons  muft  affemble  together,  bccaufe 
they  which  are  firft  called,  fhall  gifie  ad- 
uertifement  to  the  other.  But,  aboiicall 
things,  they  (hal  fend  their  Ambaffadors 
to  the  Chappell  of  the  Hermitage,  or  to 
3  place  named  Kienholtz^^isxiA  if  queftion 
bee  made  ofan  afte,  which  concerneth 
the  men  of  Berne :  they  muft  adiiife  al- 
together  (by  all  meanes)  toappeafe  the 
difrerence  in  friendly  manner,  or  accor¬ 
ding  vnto  right,  or(ifit  may  notfo  bee 
done)  how  they  may  affuredly  giue  fuc- 


No  fraud  or 
excufe  to  bee 
vfed  in  giuing 
fuccour . 


*  .  » ■ 

When  any 

Camon  (hull 
belbdainly  or 
vnawares  af. 
faulted  by  the 
enemie,  and 
when  no  help 
<^an  b«  requi¬ 
red. 
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cour.  Their  alliance  fpeakcih  expreffe^ 
ly ,  that  fuch  as  are  called  vnto  affiftanccj 
fiiall  not  vfe  any  fraiide  or  deceit,  neither 

any  friuoloiis  orvaine  cxcufc,  but  to  aT 

fift  with  all  their  power. 

And  becaiife  it  may  fp  happen, that  a 
Canton  fhall  bee  fo  fodainly  affayied.at 
vnawares,  as  the  enemy  may  fioppe  all 
thepaffageSjandfo  (by  confequenc)  the 
Canton  cm  compaffc  no  meanes  of  cra- 
uing  fuccour,  neyther  by  Letters  or  Am- 
baflages,  Forthisitis  piouided  andex- 
preffely  ordained,  that  in  fuch  a  cafe, and 
when  moft  neede  is  of  fpeedyeft  heipc.'al 
the  confederate  fhall  affift  with 

all  their  forces,  eucn  as  if  they  had  beene 
(by  name)called  thereto .  In  the  alliance 
with  them  of  Berne,  it  is  ordained  5  That 
if  the  enemie  aftault  the  higher  countrie, 
the  confederates  fhall  make  fpojle  on  the 
other,  vpon  the  Landes  of  the  enemie  5 
thereby  to  fcattcr  his  forces.  -And  the 
^me  to  bee  done  in  the  higher:coiintrey, 

Ifthe  encmic  intrude  ypponthc  lower* 

They  that  arc  called  to  fuccour .  fhall 

come  at  their  owne  expences,  and  with-'3wiX«r’ 

out  any  wages.  Onely  in  the  alliance  of  wfges,orelfc 

Berne,  withyri,  Suites,  arid  Vnderuald,  TotrS 
mention  ismade  of  WagesJ  Namely,  of 
Q.  S0I  Tournois  (each  day)  for  eucrie  man 
on  foote.  Nciiertheleffe,  ifthe  Warre 
be  in  the  countrey  of  Ergow^then  thev  of 
Berne  iliall  pay  nothing .  But  there'is  a 
Village  or  Hamlet,  neerc  vnto  the  firft 
Lake  of  the  Riiier  which  is  called 
derfeei  beyonde  which,  fuchfoote  Soul- 
diours  as  come  to  affift  the  one  or  other 
partie,  fhall  receitie  thacaforefaid  Wa¬ 
ges.' 

Ifthe  warrclaft  of  any  continuance , 
and  that  they  muft  befiedge  and  batter  r? 

Come  Towne,  Viibge.  or  Caftle,  andi  o°r„gTft! 
the  lame  is  fully  concluded  and  agreed'  i*^gjandbefie- 
Jon,  bycommon  eonfent  andaduice 
ot  the  L/ancones :  then  that  Canton,  or&ftics 
in  whofe  faiiour,  and  on  whofe  limices, 
the  Towne  or  Caftle  of  the  Enemie  is 
befiedgedj  fhall  pay  onely  the  charge 
and  cxpenccs,  as  Well  for  munition,poii- 
detj  conuoy  of  Artillerie,  Pionners,  as 
all  other  things  neceffarie  and  reqiiifite 
in  a  battcric  .  Neuerthelcfle,  if  the 
VV arre  bee  vndertaken ,  not  onelie  in. 
the  name  of  one  caton,but^  voder  name 
of  the  Switzers  whole  Commonwealth: 

Y  1  I  then 


Of  Berne. 


3B00Q 


Of  wrong 
done  to  the 
whole  Nati- 
on,or  in  par¬ 
ticular  in  pla¬ 
ces  fane  di- 
ftanct 


Orders  for 
the  Soidiours 
of  the  Swit¬ 
zers. 


The  fecend 
Article  con- 
cerneth  pub 
like  contro- 
uerfies. 


sL/ 


ludgei 
to  hearc  and 

define  V  alia 
tions,and  a 
Superarbitra  ■ 
tor  added  to 
them* 


then  they  euery  one  pay. their  fhares 

alike. 

Likewife  it  comes  to  pafle  many 
times  jthat  fome  fiich  as  dwcl  far  off  from 
Swetia^  doth  offer  wrong  to  the  whole 
Nacion3orto  one  part  in  particular;  in 
the  meane  time,  no  knowledge  is  had 
how  to  purfue  this  warre,  cyther  becaufe 
the  enemy  is  too  farre  diftant,  or  keepeth 
no  ccrtainc  abiding  ^  where  he  may  bee 
dealt  vvithall.Fbr  fuchdt  is  ordained^that 
f  (by 'any  occafibn)  they,  their  goods, 
or  any  of  their  complices  can  bee  appre¬ 
hended  on  the  lands  of  one  of  the  Can¬ 
tons  :  hand  flTall  be  laid  on  them,  &  they 
confttained  to  fatisfie  them  whom  they 
haiic  offended.  Finally  ^toprcueni  &  hin- 
der,that  none  (hall  abufe,or  be  abufed  by 
the  .yw^^^^^y  Soldiersdeading  them  whe¬ 
ther  they  lift :  in  many  alliances,  thcli- 
fntts  whercin  fome  ftand  bound  to  fuc- 
cocir  other,  are  preferibed  and  determi- 
ned^The  limits  arc  partly  to  the  Cantons 
confines,  '  according  to  their  extendure 
foorth,0r  a  little  more  fin thcr  out :  but 
they  may- not  paffe  the  ancient  bounds  of 

'Swetm,  ‘ 

cL  The fecofid  Chapter  or  Articlc,is  tou¬ 
ching  publike  differences  or  conirouer- 
fieSjbetwccn  two  Cantons  or  more.For- 
afmiich  as  it  cannot  be  o'thcrwifejbut  the 
very  beft  friends  and  confederates,  may 
fomenmes  haue  caufe  to  difioyne  &  fun¬ 
der:  our  predeceifors  did  deiiirc,toftay 
the  confcquencc  offuch  differences,  to 
wit, that  no  warre  iTioiild  follovv,  as  fea¬ 
ring  leftc  alliance  and  kindneffe  might 
thereby  perirh,6<:  vttcrly  be  broken.Firft 
then  it  is  ordained,  that  the  other  Can¬ 
tons  fhall  fend  their  AmbaffadourSjto 
teike  order, that  the  variance  may  amiably 
be  ended  ',  or  according  to  right,  and  it  is 
eftablifhed  to  be  adminiftred  in  manner 
following.  Each  party  (hall  chufe two 
Judges^  bf  his  ownc  Canton,  to  whom 
they  fhall  promife  by  oath,  that  without 
any  affe(ftion  or  loue  to  their  country, 
they  will’iudgc  on  the  difference .  To 
thefe  fourc  T udges,  a  fift  muft  bee  added, 
named  Vnipire  or  Supcrarbiirator:  who 
is^ele(fted  fometimes  by  the  ludges,  and 
fdmetimes  by  the  parties.  If  the  one  can¬ 
ton  will  not  vndergo  iudgemcnt,norfuf- 
fer  his  fight  to  bee  examined :  the  other 
cantons  ftand  bound  by  alliance,  to  fuc- 
cour  him  that  confents,  that  the  contro- 


ucrfie  (bould  bee  ended  by  the  Arbitra¬ 


tors. 


L5.  A  •  I  ^ 

The  third  Chapter  or  Articl^onccr- 
neth  alliances.  The  foutc  firft  Cantons 
do  determine,  that  it  is  not  lawfull  for  a- 
ny  one  among  them  ('without  the  will  & 
confent  of  the  other ;  to  bind  themfelues 
by  Oathjormakc  alliance  with  any,who- 
foeuerit  is .  Likewife,  in  the  allianceof 
Glaris,  it  is  faide,  that  they  may  not  make 
any  alliance  or  confederacic ,  wk  rout 

confent  ofthc other  Leaguers.  Foro- 

therwifcjthe  other  Cantons  may  releruc 
to  themlelues,  the  liberty  and  authoritic 
of  making  new  alliances,  yet  leaning  (*in 
meane  while)  the  ancient  ftil  in  ful  force. 
They  kept  alfo  the  frcedomcjfor  increa- 
fing  and  diminifhing  their  alliances,  by 
a  publike  and  common  confent.  And  or¬ 
dained  in  like  manner,  that  thefe  allian¬ 
ces  might  bee  renewed  by  writing,  or  by 
word  of  mouth^and  to  bee  confirmed  by 
Oath,  if  needc  required^from  fiue  or  ten 
to  an  hundred  yeares .  If  this  might  not 
bee  done  commoclioufly ,  yet  notwith- 
ftanding,  they  were  to  be  obferued 

In  the  fourth  place,  arc  added  excepti¬ 
ons;  becaufe  ccrtainc  Cantones  3  which 
anciently  did  concerne  the  Empire; as 
T^urich^Bsrne^  VH^Suites yndcrualdy 
excepted  the  Empire,  and  the  rightes 
thereof,  from  which  they  pretended  no 
derogation  by  this  alliancCj  in  any  man¬ 
ner  whatfoeuer.;  * 

Lucerna  and  Z«^,  excepted  the  rites 
oftheDidce  of  .  By  the  alliance 

of  Gkris^dxt  excepted  all  rights  and  de- 
uoircs  due  vnto  lawfull  Lords  and  Magi- 
ftrates.  Likewife,  in  all  thefe  confedera¬ 
tions,  are  exceptedthe  ancient  alliances, 
rights,  priuiledges^  and  cuftomes  of  the 
Cantons,  together  with  their  Caftles, 
Villages,  aiid  Hamlets  :  fo  that  thofc 
rights  remaine  found  and  intirc  to  cucrie 


Tkc  third  ar¬ 
ticle  touching 
alliances,  atj 
beginning 
with  the  foure 
firft  Camont 


Liberty  to 
augment  and 
leflen  leagues 
and  alliancei. 


f  • 

The  fourth 
Atticlefpca* 
kethdfcKCp- 
lions  to  bee 
obferued  in 
the  alliances. 


one. 


f4ow ,  although  the  other  Chap¬ 
ters  and  Articles  arc  not  of  any  fuch  im¬ 
portance;  yet  notwithftanding,thcy  tend 
to  fnaintcnancc  &conferuation  of  peace 
and  quictnefle .  There  is  one  for  the  pu- 
nifbing  of  homicides  or  Mcn-killers .' 
Hee  that  killcth  any  one  of  the  Con-; 
federates,  (hall  loofe  his  head;  except 
hee  can  make  good  proofc,  that  hce  did 
it  in  defence  of  his  ownebodic,  and  for 

fafetie 


Forpunilh* 
ment  of  bo‘ 
micidci 
banilheJ 

fcuerallqf 

iiticsofot' 

fence. 


Chap.7. 


Of  Berne. 


Concerning 
debcsjpawnes 
matrimony  ,& 
known  vfury. 


Ofwdgmems 
and  not  {lan¬ 
ding  Co  the  a- 
ward  and  cen 
furc* 


Matters  too 
r^gely  dila¬ 
ted,  do  manic 
times  breed 
oflftncc.; 


fafecy  ofhislife.  Whofocuer  fhalbc  con¬ 
demned  and  banifhed  from  his  Canton, 
lliall  ftand  banilhed  and  excluded  alfo 
from  the  countries  of  the  other  Catons: 
and  whofocuer  lodgeth  or  afsifteth  anie 
fiich  perfon,  fhall  be  guilty  and  punifhed 
in  fome  other  nature. 

There  is  another  Article,  which  pro- 
hibiteth  the  exa(5i:ing  or  vrging  of  names 
to  wit ,  if  any  Lay-man  attempt  to  pay 
himfelfe  in  his  debtes^  by  the  name  or 
meancs  of  Judges  of  the  Church:  onely 
caiifes  Mattimoniall^and  manifeft  Vfury, 
are  to  be  referred,  and  fent  to  the  Court 
for  the  C hurch .  No  man  fhall  exact  a 
pawne  ofany  one,  except  of  his  debter, 
or  him  that  ftandeth  pledge  for  him.Nei- 
ther  fhall  he  receiiie  pawnes  of  his  ownc 
priuate  authority,  but  by  content  of  the 
Judge.  No  one  fhall  engage  himfelfe  for 
another  man. 

Concerning  iudgements,  it  is  orday- 
ned,  that  each  man  may  haue,  &  affigne 
his  Judge.  He  that  (hall  not  appeare  ac¬ 
cording  to  the  affignation,biitfalIeth  in¬ 
to  default,  arid  interrefletb  the  contrarie 
party  by  his  abfence, fhall  pay  his  char¬ 
ges.  Caufes  fhall  be  pleaded  in  the  Audi¬ 
ence  Hall  ofthe  Canton,  where  the  a£te 
makes  mention  of  the  deed  doing .  lu- 
ftice  is  to  be  done  without  fraude  or  de- 
ceite.  And  eiicrie  man  fhall  content  him 
fclfe  vvirh  the  iudgements,  Lawes,  and 
cuftomes  ofthe  Canton,  where  his  caufe 
is  pleaded. 

Although  that  thefe  Articles,  and  o- 
ther  fuch  like,  may  feeme  to  bee  of  fmall 
confeqiicnce :  yetnotwithftanding,  be- 
caufe  thereby  (oftentimes)great  debates 
doarife,yea,warres  with  our  alliances, 
in  difeourfing  them  diftindly  &  at  large, ' 
it  contents  me  (for  mine  owne  part)  that 
I  haue  thus  breefely  &  fiimmarily  toucht 
them. 


The  firft  At 
tide  is  for  pa¬ 
cification  of 
wars  that  may 
happe  among 
the  Cantons, 
*nd  of  diffe¬ 
rences  bc- 
tweene  parti¬ 
cular  petfons. 


The  Tenor  of  the  Arresi  or  Agreement 
mdde  at  St  ant'. 


'Xjm 


Irft,  we  ordainCjtbat  no  one 
of  the  eight  Cantons, cither 
by  it  fclfe, or  aided  by  others 
fliall  enterprize  to  make  war 
on  any  one  of  the  faid  Can¬ 
tons,  or  any  other  ioyned  ihere-with  in 
this  alliance.Neither/hal  offer  any  wrong 


to  their  bodies;  goods,  Townes,  Goiin- 
treyes,  or  people,  norrobbeor  defpoile 
them  ofany  thing  to  them  appertaining. 
Ifany  one  ofthe  eight  Cantons  fhall  do 
otherwife  (which  God  forbid)  and  out¬ 
rage  any  ofthe  odier.  To  the  end  it  may 
bee  remedied,  and  order  giuenjthatouj: 
alliance  may  remainc  fitme,  fo  that 'wee 
may  line*  together  in  peace  like  Brethc- 
ren  :  all  the  other  Cantons  fhall  ranke 
themfelues  with  that  which  is  offended, 
and  confcriie  the  rights  thereof,  in  good 
faith,  and  without  any  fraud.  And  if  fome 
particular  perfon,  or  many  together,  fhal 
doe  wrongs  or  iniurie  vneo  fome  other 
particular  body ;  that  then  fpeedily,  and 
without  any  contradidion,  they  fhall  be 
chaftifed  by  their  Magiflrate  (in What 
place  foeuer  it  is^  according  to  the  qua¬ 
lity  of  the  offence,  and  as  they  haue  de- 
feriied .  Nciierthclcfrc,  if  any  one  fhall 
commit  fuch  infblcnccs  vpon  the  iurifdi- 
dion  of  another, and  moue  it  to  be  trou¬ 
bled,  anfwerc  may  bee  made  him  in  the 
very  fame  place,  and  he  iuftly  punifhed, 
according  to  the  right  and  cuflom  of  the 
country.  ' 

Secondly  we  fay,  that  hcncc-forward, 
none  flball  attetripe  to  make  anie  affem- 
bly,  and  therein  to  purpofe  anie  thinj 
whatfoeucr  (either  fccretly  or  publikely^ 
in  the  Ciities,  Townes, or  Countries  of 
whereby  any  damage  or  danger 
may  enfue,  v;ithoiit  makingic  firft  kno- 
wen,  and  with  the  confenc  of  the  Lordes 
of  that  Canton.  Whofocuer  fwerueth, 
and  endeuoureth  to  make  any  fuch  affeni 
bly,or fliallfaiiour it,eitherby  worde  or 
deede,  fhall  bee  chaftifed  by  the  Magi- 
ftrate,  according  CO  the  exigence  of  the 
ad,  and  that  without  the  leaft  hindrance 
or  delay. 

In  like  manner,  and  by  common  con- 
fent,  we  cxprcffely  ordaine,that  (honour 
and  oath  referued)  it  Hiall  not  be  lawfull 
for  any  one,  to  encitp  the  fubieds  of  any 
Canton,  to  do  any  thing  dcrogatoric,  to 
the  obedience  due  to  the  Magiftra^c,  or 
mooue  the  people  to  any  difobedience 
or  rcuolt.  And  if the  fubieds  of  any  one 
ofthe  Cantons,  'fliall  bee  rebellious  a- 
gainft  the  commandetnenrs  thercofthat 
then  the  other  Cantons  lliall  fuccour  it 
faithfully,  and  reforme  thofe  fubiedcs  to 
their  duties,  according  to  the  agreement 
of  our  alliances. 

Y  3  Thirdly, 


Of  infolcn- 
cies  commie- 
cedonche  iu- 
nfdidions  of 
other  men. 


The  i.  Article 
concerneth 
aflVmbliesor 
Conuenticlcs 
without  know 
ledge  &  con¬ 
tent  of  the 
Magiflrate. 


For  difobedi¬ 
ence  to  Magi- 
ttrates,or  in¬ 
fringing  their 
orders  and  de¬ 


crees. 


z^6 


The  third  A.r  - 
tide  conccr- 
1  neththe  Mill- 
larydifcipUne 
of  the  Can' 
con’^janfwera- 
I  blc  to  that  of 
j  Sempach. 


\ 


■ 


The  fourth 
Article  con 
cerneth  mat¬ 
ters  of  con- 
trads  pafled 
long  ago  by 
our  Anceftors 


Foryongmen 
and  they  of 
vnder  age. 


Thcfift  Arti¬ 
cle  concer- 
ntth  booties 
conquered  in 
warre,&  the 
ranfomes  of 
prifoncis. 


Of  Berne. 
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Thirdly,  becaufethae  after  the  battcll 
of  Sempach^  our  Anceftors  refolued  vp- 
pon  fome  ordinances, concerning  matter 
ofwarre  r  it  feemed  good  to  vs,  to  expli¬ 
cate  in  this  agreement,  that  which  is  per- 
pctiiall,  eucn  the  principall  Article  of 
thofe  ordinances,  and  in  regard  of  our 
fellies  and  our  fucceffors^  to  (et  it  downe 
as  followeth.  If  one  C  anton  or  more,  do 
bring  an  Army  into  the  field,  marching 
with  colours  difplayed  againft  the  ene¬ 
my  :  all  they  that  march  vn-ier  thofe  co- ' 
lours  ,  muft  continue  together  for  the  ? 
fightjashoneft  men  ought  to  do .  And 
according  to  the  example  pf  bur  Ance- 
ftoiirs,  what  nccelfity  focuer  is  enforced, 
be  it  to  fight  in  ranged  battailc,  in  skir- 
mifli,or  otherwife,  how  fhort  or  long  lo- 
cuer  the  time  be;  it  is  to  be  carried  accor* 
ding  to  the  orders  Military ,  made  after 
the  day  of  Sempach, 

. ,  In  the  fourth  place, wc  haue  ordained, 
that  thofe  contrads  palled  long  time ' 
fince,  by  Qiir  Anceftours,  as  concerning 
Ecciefiafticall  pcrf'ons,  and  other  things, 
in  the  yeare,  one  thouland,  three  hun¬ 
dred  and  feuenty ;  flaall  bee  obferued  in- 
iiiolably, firmly,  and  from  point  to  point. 
And  to  the  end  ,that  the  memory  thereof 
may  be  perpetiull,at  al  fuch  times  as  oiir 
alliances  may  be  renewed  by  oath :  thofe 
two  tranladions  and  ordinances ,  con¬ 
cerning  *aifaires  of  warre  and  Ecdefia- 
fticks*  tooether  with  this  amiable  agree- 
mcnc,i]ia)l  be  publikely  rcadjamong  and 
with  the  Articles  of  alliances.  But  to  the 
end, that  yong  men,  and  they  of  meaner 
yeares  alfo,  may  the  better  remember 
our  alliances, and  obferue  them  the  more 
faithfully  5  we  haue  agreed,  that  heereaf- 
ter  (from  fine  yeares  to  fine  yeares)  the 
alliances  fhall  be  rehewed  throughout  all 
the  Cantons, by  oath,  which  fhall  bee  gi- 
iicn  for  this  effed. 

finally, we  haue  accorded,that  when 
any  warre  happeneth,  all  the  booty  con¬ 
quered  from  the  enemy,  and  thofe  fums 
payed  by  prifoners  for  their  ranfbmes  : 
{hallbe<diftributcd  (bycquall  portions^ 
among  the  number  of  Soldiers,  which 
the  Cantons  or  Townes  haue  in  the  Ar¬ 
my.  But  the  Citties,  Townes,  Caftics, 
Countries,  paffageSjanuall  reuenewes, 
iurifdidionSjand  other  things  of the  fame 
nature, though  conquered  in  warrCjfhall 
be  equally  parted  ordiuided  among  the 


Cantons,  according  to  their  ancient  cu  | 
ftomc.If  wc  permit  any  of  thefe  things  to! 
be  bought  or  foidc  to  any  5  the  money 
paide,or  arifing  thereby, ftiall  be  diftribu- 
ted  among  the  Cantons  by  cqiiall  porti¬ 


ons. 

Wchaue  determined  and  publifhed 
this  lolling  agreement,  and  in  this  man¬ 
ner,  that  all  fuch  as  haue  orlTiall  carry 
Armes  with  vs, all  Subiedsjcittizens,  in¬ 
habitants,  confederates,  and  particsioy- 
ned  with  vs,  may  haue  their  iuft  portion 
in  the  booties.But  as  for  Cities,Towns, 
CaftIes,Coumries , men, rcuenevves  year¬ 
ly,  iurifdidcions,  ports,  and  conquered 
paffages :  fuch  things  doe  belong  to  the 
Cantons  onely.  W  e  make  exception  in 
this  accord,  of  ourperpetuall  alliances, 
intending  thatmothing  thereof  fl'iall  bee 
infringed  -  but  that  this  prefent  tramadi- 
onlEail  beinuiolably  maintained^  yea^ 
faithfully  and  without  any  fraud,  for  the 
confirmation  and  manutention  of  our 
alliances.  ^ 

This  Arreft  was  ratified  with  the  con- 
fent  ©f all, in  the  ycarc3T48i.in  the  houfc 
for  particular  alliances  ofour  Townes  : 
And  by  common  accord,  they  of  Fri¬ 
bourg  and  of  Selleurre^  were  receiued  in¬ 
to  the  number  of  the  Cantons.  And  then 
the  common-wealth  of  the  Smtz>ers  (for 
the  fpace  of  twenty  yearcs)ftood  compo- 
fed  often  Cantons;  whereto  confequent- 
ly^FaJile  and  Schaffouz^e^  and  then  Appen- 
zell  were  added.  But  "before  we  fpeakc 
of  their  alliances,  wee  muft  fay  fomewhat 
as  concerning  Fribourg  and  Solkurre  : 
then  will  we  fummarily  declare, 
what  they  did,aftcr  their 
receiuing  into 
alliance. 


Thcrcafonof 

i^al<ingand 

pnbliOiing 

this  amiable 

agreement 

generally  a- 

broad. 


Fribourg  and 
Sollcurre  re- 
ceiuedinto 
the  numbc'  of 
the  Cantons, 
making  them 
ten. 


CHAP. 


Chap.  8. 


r' 


OF  Fribourg. 


The  originall 
of  the  Towne 
of  Fribourg* . 


•  CHAP.  VIII. 


of  the  Towne  of  Fribourg*^  who  wa^s  the 
firjl  Fomder  thereof:  And  how  it  came 
into  league  and  alliance  with  the  Cantons. 


The  diuefs 
deportments 
and  carriage 
of  theFri- 
bourgers. 


I  Fribourg  fold 
to  the  King  cf 
the  Romans. 


Bibourg  is  a  T ovvnc,  feared 
vpon  the  Riuer  of  Sana^ 
builded  by  fourth 

ofthat  name,.  Duke  of  Zr:*- 

_ _  _  rmgenSomc.  few  ycares  bc- 

fovc  Berne.  Thefe  two  Townes  maintai¬ 
ned  themfeliies  long  time  in  amity :  but, 
after  the  Dukes  dc3.[hyBerne  became  iub- 
ieded  to  the  Empire,  ^nd  Fribourg  fell 
into  the  hands  ot  the  Counts  of  Kyboura^ 
that  dwelt  Bourgdorff,  which  was  the 
caufe,  that  (by  fucce  flion  of  time)  thev 
forfook  their  afedlion  to  them  ol  Berne. 
Firft  ofalljthcy  were  prefentin  the  warre 
with  Godfrey^  Count  of  Kybourg^  aglinft 
the  Bernians.  Soone  ali:cr,their  triend- 
iTaip  was  renewed  againe,but  yet  with  this 
exception^  tnatif  the.  Lords  of  Fribourg 
were  at  dilcord  wis  h  Berne  5  the  Fribour-. 

might  follow  their  Lords  part,with- 
oiic  any  preiiidicc  to  that  louing  accord. 
Some  iBorc  while  after^thc  Count  foidc 

Fribourg  to  Raoui^ 


The  perperu' 
sU  dliiance 
'made  bc- 
tweene  the 
.Fribourgers 
3nd  the  men 
Fernc. 


King  of  the  Ro¬ 
manes,  and  from 
thence  forward,  a- 
bout  the  fpacc  of 
two  hundred  years 
it  remained  vnder 
the  dominion  of 
Auslria.  During 
which  time ,  the 
Fribourgers  Feeing  conduced  and  com¬ 
manded  by  i\\Qw\o{  Auslria,  were  pre¬ 
fentin  many  fought  battailes,  giuen  to 
the  Bernians  ^iLoupeny  owSchonenberg 
and  elfewherc.  Againe,  afterward  they 
renewed  (diners  times)  their  ancient  al¬ 
liance  and  amity, with  the  men  of  Berne. 

In  the  ycarc  i4<  y:5.after  they  had  bin 
tormented  (in  many  kindes)  by  Noble¬ 
men,  they  contraded  aperpctuall  alli¬ 
ance  with  the  Bernians:  and  yet  notwith- 
iianaingjConrinucd  fubicdls  to  them  of 
Auslria.  This  amity  endured  forty  fine 


ycares,  at  the  end  whereof,  warre  bcing| 
moiled  berweene  the  Prince  of  Sauoyc^^ 
and  the  Fribourgers  \  they  of  Berne  fol¬ 
lowed  the  fatlion  of  the  Prince  of  Sa- 
//^7^,to_whom  they  had  beenc  allied,  and 
flood  fiicnds  alongtime.  There  were 
fome  coiirfes  on  cy tlicr  fide,  and  a  bat- 
taile  fought  necre  to  Griertes^bcvcia  the 
Fribourgers md  the  worft:^  The  yeare  a.F 
tetj  the  Ambafladours  to  the  King  of 
France, of  the  Duke  of  Bourgongnc,and' 
of  the  Cantons, made  a  peace.  And  rhe 
yeare  following,  Albert  of  Auslria  being  ^ 
come  to  Fribourg  5  feme  cef taine  men  of 
the  Towne  complotted  vyith  him,  to 
make  warre  vpon  the  Bernians,  Matters 
grew  on  fo  forward,  that  there  was  fome 
apparance  of  (edition, and  one  was  ready 
to  run  vpon  another  :if  the  men  of  Berne 
(by  a  fingular  prouidcnce  and  addrefle) 
had  not  appealed  the  commotiorj,by  the 
Tending  of  their  Ambaffadors.  1 

Albert  perceiuing  that  fa- 1 

/  uouted  the  Cantons,  and  leaned  to  that 
TdC)  and  that  the  citizens,  who  enioycdj 
^  the  priuiledges  of  their  AnceRors,obcy- 
ed  not  entirely  to  what  he  commanded 
them, and  that  oftentimes  (according  to 
their  alliance)  they  followed  them  of 
Berne,  and  went  in  warre  with 'the  Can- 
tot  ;S .  he  began  to  lofe  all  hope  of  remai- 
ningany  longer  Mallerof  the  Towne. 
For  this  caufc,  the  cheefe  Maftcr  of  his 
hoiifhold  came  to  Fribourg  (fentbythc 
Prince^as  fome  fay)  where  he  caufed  in- 
ftantly  to  be  noyfed  through  the  Towne- 
that  the  Prince  wold  very  fiiddcnly  come 
thethcr,how  foone  he  knew  not.  Heere- 
vpon,  he  borrowed  and  got  together,  all 
the  filuer  Vtffels,  Tapiftries,  and  fuch 
like  coftly  mooueablcs^  toadorne  that 
hoiifcintheTpvync,  where  it  was  faide 
that  the  Prince  Ihould  alight  and  lodge; 
But  (by  vnder-hand  meanes)  the  Maffer 
of  the  hoLillioId,  can  fed  thofe  goods  to 
be  fccretly  tranfported  out  of  the  towne. 

The  day  beeingcomc,  ofthe  Princes 
appointment  robe  there,  he  rodefoorth 
with  his  horfemcn,  as  it  were  to  meet  his 
Maftcr, accompanied  with  the  worthieft 
men  ofthe  Towne.  Beincjfarrc  enough 
off, no  Prince  came;  but  only  fuch  horfe- 
men  as  he  had  lent  before,  to  attend  the 
Maftcr  of  the  hoiilholde,  and  the  charge 
he  had  .  VVhen  they  wer;:  come  into  a 
place  of  fccurity, he  faide  to  them  o^Fri- 


The  enemies 
of  peace  put 
theralelucs 
forme  ft  into 
the  greateft 
danger. 


Albert  feeing 
he  ftiou’d 
lofe  F^bourg 
before  he 
could  quit  it,  ^ 
takeththc 
latter  hand 
or  courfe. 


hour  7. 

_ _  o  ^ 


A  cunning 
tficke  ofthe  ' 
Maftcr  of  the , 
houfchold. 


A 


V 


14.8 


Of  Fribourg. 


There  i«  no- 
thing  gained 
by  goods  ill 
gotten, and 
iofingtbe 
harts  &  obe- 
dience  of  iub’ 


bot^rgy  who  rode  in  his  company  to  ho¬ 
nour  the  Prince,  that  for  the  confidence 
they  repofeddn  their  league  made  with 
the  men  of  Berne,  and  combined  amity 
with  the  Gantons:.they  were  rebels  to 
the  Prince,  and  therefore  it  flood  with 
reafon  and  iuflice,thatthe  Prince  fhould 
get  what  he  could  from  them:  as  namely, 
thefiluer  vcflels,  and  the  other  goods 
brought  from  the  Towne. 

Speaking  thefe  words,  hce  galloped  a- 
way  with  his  traineto  meetethe  Prince 
with  the  (poiles  of  FTtbouyg*  But  the  cit¬ 
izens,  bceing  thus  vnworthily  handled, 
made  a  farflriaer  alliance  with  theBer- 
nians,  andioyned  themfelucs  alfowith 

the  confederates,  vponcertaine  conditi¬ 
ons.  So  that  during  the  warre  againfl  the 
Duke  of  Bourgongncjthe  Cantons  fent 
a  thoufand  men  for  Garrifon  into  pyh 
bonrg.hnA  the  Fribourgers  likewife,  were 
prefent  in  the  battailes  with  their  confe¬ 
derates,  againfl  the  Duke  of  Bourgong- 
nc,carrying  themfeluesvcry  valiantly  in 
that  warre.  Afterward, they  were  recd- 
ued  (with  them  of  SoUeurre)  into  the  nu- 
ber  of the  Cantons,as  hecrcafter  we  fhal 
tell  you. 


CHAP-  IX. 


The  originall 
and  antiquity 
of  SoUeurre. 


SoUeurre 
rebuilt  and 
fubieded  to 
ihcBifliop  of 
Geneua. 


of  the  Citty  of  SoUeurre y  being  one  ofgreu- 
tefi  name  in  S  wetia, 

OUeurre  is  one  of  the  mofl 
ancient  cittics  or  townes 
in  all  Smtia,  It  is  called  by 
many,  the  Sifter  of  Tre- 
„  I, _  which  was  builded 

(as  the  ancient  Annals  doe  make  menti¬ 
on)  in  the  time  of  JSlinu^.  The  olde  Ro- 
mane  inferiptions,  which  arc  yet  to  bee 
feene  ^xSolleurrefiO  teftifie  the  antiquity 
ofthe  citty.  But  by  the  warres  and  cour- 
fes  of  the  SAllerndigneSy  HunneSy  and  Fran- 
conknnnGade,  vponthc  declination  of 
thcRomane  Empire*,  SoUeurre  was  ru¬ 
ined,  as  many  other  citties  and  townes 
were  in  like  manner .  But  after  that  the 
Frmconuns\>tc^\Xit  Lords  &  Mafters,  it 
was  rebuilded,  and  yeelded  in  ,fijbic£l:ion 
to  the  Bifhop  of  Geneua*  For  it  is  laid^ 
that  in  the  Church  or  Temple  of  S.  V k- 


tor y  neere  to  Geneua y  thefe  words  are 
found  written. 

A^a  funt  hetcregnante  Domitiano^  Epifeo-^ 
fo  Geneuenfiyquo  tempore  etiam  Casiru 
Salodorenfe  Epifeopam  Geneuenftfub- 
ditumeraty^c* 

Thefe  things  were  made  and  done,  in  the 
time  diDomitiany  Bifhop  of  Geneua: 
during  which  time,  the  Caftlc  of  Sol-' 
leurre  was  fubieft  to  the  Bifhop  of  Cj^- 
neua^^c^ 

In  the  times  of  the  AUemaigne  or  Ger^  soilcurrc 
mane  Ysao^iox%ySoUeurre  was  daily  num- 1 ^umbreda. 
bred  with  the  Imperiall  cities  &  townes: 
yet  (notwithftanding)  in  fuch  fort,  as  the 
collcdge  of  the  chanons  cnioyed  the 
principal  priuiledges  and  franchifes.  And 
it  i^  faidc,  that  they  hauc  the  fame  rights 
as  the  chanons  of  Tjtnch.  | 

The  Dukes  of 
SmhA  were  Pro- 
uofts  or  Goucr-  uernotsof 
nours  of  this  citty,  SoUeurre. 

as  likewise  of  other 
Imperiall  towns  in 
Syoetia.  They  of 
SoUeurre  (inaunci- 
cnttimes)madc  an 
alliance  with  the  Bernians,  I  cannot  well 
tell  in  what  yearcj  but  fince  that  time,thc 
two  citties  hauc  borne  good  and  loyall  a- 
mity  together  •  And  (almoft)  in  all  the 
warres  the  Bernians  had:  the  men  oiSol- 
leurre  euermorc  fuccoured  them  with 
happy  fucceffe. 

Vpon  the  contention  rnoued  betweene 
Lewes  oi  Bauarky  Fredencke  of  Au- 
JlrtUy  which  fhould  be  Emperor  of  them 
both:  they  of  SoUeurre  tookc  part  with 
Lewes y  by  which  occafion,  the  Pope  ex¬ 
communicated  thcm,and  then  they  were 
afterward  befiedged  by  the  Duke  of  An- 
firk.  But  they  of  Berne  fent  them  fourc 
hundred  men  for  their  Garrifon.  Morc- 
oucr,  they  had  warre  againfl  the  Count 
of  Kybourg^ho  wonne  a  battailc  of  the, 
by  treafon  of  one  of  their  cittizens.  Final¬ 
ly, in  the  yearcjone  thoufand,  three  hun¬ 
dred,  fifty  and  one,  they  made  a  perpetu- 
all  alliance  with  them  of  Berne,  &  con¬ 
tinued  alwayes  good  friends  with  the  o- 
dier  Cantons.  So  that  after  the  warre  of 
^/^^w,whercin  Leopold  vfsis  flainc;thcy 
made  peace  and  alliance  with  the  houfe 


Theinenof 
SoUeurre  ex- 
conitnunicJ' 

ledby  rbe 

Pope,fbrW‘ 

kingpaf' 

withibcU**® 

Emperor. 


'V 


Chap.io,Of  the  Switzers  conqueft  of  NapI?I  2^ 


>  1 


'JtJi 

H 


Their  rccei- 
uing  into  the 
number  of  the 
Cantons. 


of  AuHria..  But  it  was  vpon  rhofe  fame 
conditions  jthat  the  other  Cantons, with 
whom  they  were  ioyned  in  letters  and 
contra(5fs  of  alliance  5  by  generall  and 
common  aduicc,  (hould  eftablifh  and 
fwcare  them  together  in  the  Military  or¬ 
dinances.  Then  after  that  the  war  againft 
the  Duke  of  Bourgongne  was  ended, 
wherein  they  deliuered  true  teftimony  of 
prowefle  and  valour,in  the  iudgement  of 
all  men;  they  were  accepted  and  recei- 
ued  (with  them  of  Fribourg)  into  the  nu- 
ber  of  the  Cantons. 


CHAP.  X. 
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Couci. 
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War  made  by 
the  Switzers, 
againft  the 
Millaincfes. 
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Succour  fenc 
againft  the 
Venetians. 

They  ferued 
the  King  of 
France  for 
pay, in  many 
places. 


OftheSwiturs  wars'againfithemof  MiU 
laine ;  againji  the  F ^netiam  5  and  at  the 
conciuejlof  Naples, 


H  E  men  of  Fribourg  and 
of  being  admitted 

into  ranke  with  the  Can¬ 
tons  5  the  Switz^ers  niadc 
thefe  warres  enfuing.  Inihe 
yearc,oncthoufand,fourehundrcd,cigh;- 
tyandfeuen;  luf^us  de  Sillimy  Bifliopof 
Stony  leuied  an  Army  of  Falachians  and 
Switzers ^\n\\\c\\  he  led  beyond  the  Alps, 
againft  the  Duke  of  Millaine.  But  the  if- 
fue  of  that  voyage  was  vnfortunate,  bc- 
caufe  the  Duke  ouerthre  w  them :  fo  that 
they  were  enforced  to  returne  home  a- 
gainc  to  their  owne  hou(cs,after  they  had 
loft  very  many  of  their  men. 

The  yeare  following,  the 
(entfuccour  (according  tothe  tenotir  of 
their  alliance)  to  Sigifmond^  Duke  of  An- 
y^mjagainftthe  Venetians,  And  then  af¬ 
terward,  they  were  in  pay  with  the  King 
of  France^  Charles  the  eight,  who  had  re¬ 
newed  the  alliance,  which  his  Father 
made  with  the  They  were  firft 

in  Breuigne^  where  the  King  won  a  great 
victory  againft  the  Duke,  at  SzxntAuldn* 
Then  againe  in  Italy ^  when  Charles  con- 
quered  the  kingdome  of  Naples,  And  at 
Fornouey  when  hee  gaue  battailc  to  the 
Princes  of  Italy  ithzx  were  leagued  againft 
him .  In  all  thefe  warres,  the  Smtz^rs 
did  good  and  faithfull  feruice  vneq  the 
King. 

In  the  yeare, one  ihoufand,fourc  hun- 


dred,^:  ninety, another  ciuill  warre  kind¬ 
led  it  felfe  in  SvpetiaX\ic  Abbot  of  S,Gall 
had  begun  to  build  a  new  Abbey  at 
facLlhc  cittizens  of  they  of  Ap- 
penz^ell^  and  the  fubieds  to  the  Abbot 
(partly  moiied  by  a kinde  of  deuotion,  as 
vnwillingthat  the  bones  and  rcliquesof 
S,Gall^  ihould  be  carried  any  where  elfc ; 
and  partly  alfo  for  their  owne  profit,  fea¬ 
ring  lefte  the  packs  of  linnen  cloth(which 
grew  to  great  gaine  among  them)  ihould 
be  tranfported  to  Rofack,  confpired  toge¬ 
ther, and  atvnawares,  went  out  in  Arms, 
and  ioyning  together  in  troopes,went  to 
beatc  downe  the  new  building,  which 
was  not  ( as  then^  fully  finifhed.  The  Ab¬ 
bot  not  a  little  moued  with  this  iniury, 
called  the  foure  Cantons,  whertohewas 
alliedjto  aide  him.  The  fixe  other  Can¬ 
tons, mediatours  for  peace,  exhorted  the 
of  S,Gall^  to  decide  this  difference  with 
the  Abbot,bycourfcofrightinlaw.  But 
becaufe  the  confederates  alledged,  that 
great  wrong  was  done  them ^  in  building 
a  new  Abbey,  and  (by  that  means^'  abo- 
lilliing  their  ancient  priuiledges;  there¬ 
fore  confequently,  they  had  iuft  occafion 
tpvndertake  Armes,  and  wold  not  haue 
it  debated  in  iuftice.  The  foure  Cantons 
with  (bme  other  people  oftheir  allies, 
brought  their  troopcs  to  Turgaw  :  but 
this  warre  was  appeafed  without  blowes. 
For  firft  ofali,  they  of  Appenzell  made 
peace  with  the  Switz^ersy  who  took  from 
them  the  Valley  of  Rhegufee.  f[hcn  aftef- 
ward,thecitty  of  being  befiedged’, 
peace  was  made  betweenethe  cittizens 
&  the  Swttz^ers-*^  by  the  means  of  George^ 
Count  of  Sargans^  GaudentiuSy  Goun^: 
of  Metfch^^\\6,  the  Lords  of  ConHance, 
In  like  manner,  the  fubiedls  to  the  Ab¬ 
bot  were  reconciled,  after  each  one  had 
paidc  his  fine.-,  ^  , 

‘  Some  fhort  while  after,  followed  the 
laft  warre  againft  the  houfe  of  Auflrfa^ 
which  the  Switz^ers  called,  the  warre  of 
Smba:  the  Emperor  Frederick  did  fj3rcad 
the  feeds  abroad,  but  after  his  death,  his 
Sonne  and  Succeflbr  Maximilliany  gathe¬ 
red  them  to^ci\\tx,Fredericke  had  procu¬ 
red)  that  certainc  Princes,  Lords,  and 
Townes  fhoiild  make  an  alliance,  which 
they  rearmed,  The  great  league  of  Sua- 
ba  \  and  (among  mther  matters)  to  op- 
prciTc  efpecialiy  (as  was  concciucd)  the 
liberties  of  the  Switurs,  The  Emperour 
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Of  the  Switzers  conqueft  of  Naples^  ^  Booke 


a  great  league 
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I  the  liberties 
of  the  S  wit¬ 
zers. 
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againft  that 
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ries  of  the 
Switzers. 


1.  ^ 


was  chiefe  of  this  league,  which  was  bc- 
ncficiall  to  Germany  in  one  kinde :  for  by 
that  mcanes,the  wayes  were  more  fafe  & 
affurcd,theeues  were  taken  andpunifti- 
cd,  and  their  caftles  and  places  oi  retreat 
beaten  to  the  ground.  There  had  beenc 
(longtime  before)  fome  enmities  be- 
tweenethc  Switurs^  and  fome  of  their 
neighbours,  vaffails  to  the  houfc  of  An-, 
firia. 

Day  by  day  the  fire  lay  kindling,  and 
the  Switx^ers  fuffered  infupportable  iniu- 
ries  and  outrages.On  the  other  fide,they 
of  greeued  the  Grifons  no- 

uell  charges,  and  had  call  them  out  of 
their  ancient  pofleflions  in  fome  pla- 
ccs. 

Vpon  this  occafion,and  to  prouide  for 
their  owne  fecurity,  againft  the  violence 
of  their  enemies  5  the  Switz^ers  and  the 
Gnfons  made  a  perpetuall  league  toge¬ 
ther. 

Moreouer,King  Lewes  the  twelfth, 
dcfirous.to  rccouer  the  Duchy  of  Mil- 
laine^  which  he  auouched  to  belong  vnto 
him :  purchafed  the  amity  and  alliance 
oiiicizSwitz^ers^yNho  in  fuch  a  pcrillous 
timCjthought  good  not  to  refufe  it,  ncy- 
thertoletfofit  and  apt  occafion  flippe 
them.  '  - 

Many  goings  and  commings  were 
betweene  them,  to  pacific  this  bulinefle, 
and  the  parties  on  eyther  fide  took  arms, 
in  the  yearc,  one  thoufand,  foure  hun¬ 
dred  .ninety  nine.  Many  encounters  they 
had  in  this  wane,  and  the  Switzers  ftill 
remained  vi(5i:ors :  except  once,  when 
jehey  were  put  intoroute^  neerc  to  Con- 
fiance. 

But  they  rccouered  their  honour  a- 
gaine  the  fame  day,  hauing  frefhly  rccol- 
ledled  their  forces,  and  then  giuing  bat- 
taile  to  the  enemy,  enforced  him  to  for- 
fake  the  place.  Moreoucr,thcy  and  the 
Grifons y  in  eight  other  as  great  encoun¬ 
ters  as  skirmi(hes,had  ftill  the  aduantage: 
as  at  Mont  de  Luccy^i  Treifcy  HardenyFra- 
fienZyOn  the  plaine  of  Malf annexe xoBa- 
Jile,inthc¥oxxc(kdes  FrereSy  in  the  vale 
of  Leime 5  and  laftly jat  the  Caftlc  of Dor- 
nechy  appertaining  to  them  of  SolUnr^ 


re. 


They  of  AuHrky  beeing  tired  and 
fpent  with  fo  many  loflfcSjCame  finally  to 
a  compofition^  by  the  intermifeof  Lo- 


dowicke  sforzzayDvkcoi Millaine yV)\iO 
fent  thether  the  Vicount  Galeazzo.  And 
fo  peace  was  made,  vpon  this  condition, 
that  the  liberties  of the  Switzers 
remainc  in  their  integrity,  and  they  were 
confirmed  in  the  polTeflion  of  all  thofe 
places  which  they  had  taken  before  from 
them  oiAuiiria.  In  like  manner,  the 
iurifdiftion  in  criminall  caufes ,  at  the 
command  of  Turgaw ,  which  they  of 
ConLiance\adi  enioyed  vntill  that  time, 
was  giuen  to  the  s'^itzersm 

Thus  you  fee  the  laft  warre  (except 
that  of  the  Grifons  againft  John  laquesde 
Medicisy  Lord  of  Mufi)  that  the  Swit¬ 
zers  had  to  this  prefent  time,  to  main- 
tainethc  liberties  of  their  countries,  a- 
gainft  the  violence  and  foxce  of  fbr- 
raigne  Princes .  They  were  afterward 
prefent  in  many  other  warres,and  wonne 
renownc  of  beeing  hardy  and  valiant 
men :  but  thofe  warres  were  made  partly 
in  Italy ,partly  in  France,  vnder  authority 
and  command ,  eyther  of  the  King  of 
FrancCjOr  of  Popes,  or  of  the  Dukes  of 
Miliaine.  For  immediately  after  the 
peace  made  with  them  of  Austria  •y  the 
W\coux\i  Galeazzo  began  to  make  (ecrct- 
ly.  a  Icuye  of  Switzers. 

Contrariwife ,  the  King  of  Prance 
demanded  fuccour  all  openly,  according 
to  the  tenourof  the  league,  which  was 
granted  to  him.  Noiwithftanding,  con¬ 
trary  ito  the  will  and  Edi<!^s  of  the  lea- 
gued  Lords  ^Galeazzo  enrolled  fine  hun¬ 
dred  Switzersy  by  the  aide  of  whom,  to¬ 
gether  with  an  army  of  Lance-Knights, 
which  he  had  got  together,  Duke 
recoucred  Miliaine. 

Soone  after  thatjthe  Frenchmen  be¬ 
ing  come  with  a  puiffant  Army  to  bc- 
fiedge  Nouardy  the  Swttzers  that  were 
then  in  Garrifon,  perceiuing  it  to  bee  a 
place,not  of  defence,  nor  well'  munited, 
nor  wherein  they  could  any  way  refift 
the  enemy  j  agreed  to  depart,  and  repai¬ 
red  home  to  their  owne  country  •  The 
Duke  tooke  the  habite  of  a  Switzer  Sol¬ 
diery  and  mingled  himfelfc  among  the 
reft,  oncly  to  efcape :  but  happening  to 
beknowne  and  di(coucred,by  acertainc 
man  named  T'urman  (  who  afterward 
was  hewed  in  peeces)  he  was  taken  and 
led  prifoner  into  France y  and  kept  in  the 
Gaftle  of  Inches.  For  the  reft,  they  do 
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great  wrong  to  the  Switz>en^  that  impute  1 


to  the  whole  N  ^tion ,  the  fttulte  of  one 
man  oncly.  If  they  wilheharge  all  them . 
that  were  with  the  Ddcc^  becatife(ma«h 
gre  his  will)  they  compofed  with  the 
Frencht  yet  (for  all  that)  they  m aft  not 
couple  the  whole  Nation  of  Swkcir:^^ 
with  them  in  chat  adion.  Gonfidering; 
they  that  did  the  dcedcj  were  not  fentby 
their  Cantons,  to  fuccour  Duke  sforta  ^ 
but  followed  his  fadionjagainftthe  h- 
dids  of their  Lords  ,  Hecteto  may  be 
addcdjthat  they  appeared  not  to  be  par- 
tialljor  hare-braind  in  the  bufines,  when 
they  departed  by  compofition. 

In  the  fame  ycarCjWhen  thefe  thing's 
were  done  beyond  the  Mountaines5  //«^ 

. -  drkhy  Duke  of  Wirtemlrera.  made  an  alli- 
Princes  made '  ^occtor  twcluc  ycarcs,.  With  the  com- 
'  ’  '*  ■  mon-wealth  of thQSwkx,er}i{n  like  man¬ 
ner,  the  Emperor  Maximi/iim  renewed 
the  hereditary  alliancejmade  formerly  by 
Duke  Sigifmondyiviki  the  cantons  of 
rkhy  Bern^y  Fri^  and  Fnderuald  m  In  the 
ycare,  one  thoufand,  flue  hundred- and 
one,  two  potent  citties  on  the  Rhine^ 
namely, zniiSchaffot^z^y  wereioy-» 
nedtothe  number  of  the  Swkz^rs  can¬ 
tons. 
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of  the  Citty  of  Bafile^  and  diuerjity  of  opk 
nlonsy  how  k  receiued  that  name :  j4s  d- 
fo  the  originalL  and  antiquity  of  the  Cit- 

' *  •  '  ‘  j  '  i.  ~  w. 


c-  •  i  \  4 


Opinions 
<‘onccrnii^ 
the  name  of 
.iiaiile. 


firft  of  all  built.  Amianus  MarceBnkiWx- 
keth  mention  in  his  hiftory  of  it,  cSllltig 
it  Bafilia'^Mic{\^\fict\iy  that  the  Empeffc^ 
er^(Sted  a  Fort  hard  by  it, to  brtidT6 

fomeothet,who  do  thinkcthat’it  tSdjic 
n^mc of  Bafilrca^  Mother  to'thc  Ehi)j)'e^ 
xotiulkrt*  \  Megonw^^yhttnitztid^^^ 
fcruantbfthc  hx\^ztofAdHarf yxxizl^ti^ 


mention  of  Bafilkyn  a  little  Trad  Which 
he  wrote  of  admirable  things, and  of^e'O- 
ple  that  lined  long:  but  it  is  tlbt-v^^ll 
knowiic^  whether  hcc  mcaneth  this  dtty 
or  nOjWheteofwenowfpcake.  batthc 
Opinion  of  them  is  moft  probablcy  that  ! 
holdthe  citty  oiBaJilexo  take  name,froh1 ' 
One  of  the  Romane  Golonies,  fenc  by 
Augukus  into  the  country  of  the  'Mura- 
before  named. 

But  kajile  is  in 


’  f  f 


I 


i 

Bafiic  ouBi- 


HE  Cit^of.A^/<f,  capi¬ 
tal!  &  checfrft  in  the  i 
fry  of  thc^  Rduratiamf  \k 
the  very  greateft  of  all 
citties  arid 'towncs  ihSft'A 
tta\  It  is  riot  khowne  at  vvHat  time  it  Wi 


; : ! 'Xi: 


the  number  of  the  .  - 

free  citties  oFtHc  j^fiSl. 
Empire,  and  hath  of  the 
obtained  (fdrycry 
long  time)  vetic 
frankc  and  libehll 
priuiledges ,  frohi 
the  Rbiiiane  Em¬ 
perors  The  BiiTiopprickc  and  Viliuerfi- 
ty  encrcafed  the  renowrie  thereof.  And 
as  it  is  a  neighbour  t6  the  smtUrSy  fo 
hath  it  bcenc  likewile’  vciy  cateftrll  for 
maintaining  it  fclfe  in  amity,  long  time 
before  itVairie  to  bee  allied  with  them. 

.For  after  the  Pope  had  excommunicated  |  The  men  of 
thtEtbf^fotBeweso^  Bdudria  iini^hich] 
cale'  all  wa^  combtifted  \^nh  ‘  the  Swkzcfi 

gtCat '  tfonblds)  they  of  ^^^inade  'alfi-‘  ®  lofig time.  ^ 
anec,  and  ^promife  of  mutri'all  fuccotir?, 

With  them  of  the  three  firfl  Cantoris;  and 
afterward/inThe'^ ^earc,  1 3; ay.'  With  Z//- 
r/V^,^'5^;''i^^,and‘many  other  citties  and 
tpwncs  of  Germany  i  ^  ^  In  the  yeare  one 
thoufand,three  hundrcd,Torty  flue,  they; 

made  a  particular  alliance  (for  f.yeatCs)! 

with  therxi  of  ZmVA,  and  their  ferit  wefd 
it  for  three  y cafes  after  .  ,  A  gairi,e,itfthp| 
yeare  1^6 p  by  the  ptocurement  of  Zi^i7- 
poldy  Duke  of  Aultrk^  an  Army  of  £rig-' 
lifhmen  came  andforraged  the  country 
of  Halfatiitl  befiedged  Strashourgy  and- 
threatried‘jg^/e  with  the  fame  bchariidf,; 
becaufe  the  cittizen's  of  the  IcfTer  Baplcy  raw«c3 
engaged^by'thc  Btfhtdp'tb  the  Dukeof 
' AuBhia^  \ko\x\A  not  fubmit  themfclucs 
'Wlfoliyfdhiswili." ; 

‘'Oh’thefothcrfidc,-  Baftlehtm^ ^ot 
ftrong  forfdfiftance  of  an  enemy, by  ref- 
fbn'of  an  ca'rth-qiiakc'^^hich  had  ^aft 
dovvne  the  wallcsand^  idaWy  houfes,ind 
fire  had  confrimed^arid  dbne  as^  great 

hzxvo&i^yiurich y  Bern^y  Lucernay  arid  Sdf 
lettprefthi ^ftrong Gaffifon  tp 'Bdjtkv^ 
that  the  Ehglifhmen  durftnb't  befieSge 
the  citty,  blit  retired  thence,  betaf6fe"me 
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War  between 
the  Emperor 
Maxfiniltian, 
th«  Switzers 
andGrifens. 


Eipperor  Charles  the  fourth,  alfo  broght 
an  Army  againft  them  .In  like  manncr,in 
the  warre  of  them  of  Bafile^  againft  AJi- 
of  Bourgongne,  the  widdow  of 
Leopold  jin  thcycare  one  thoufand/foiirc 
hundred,  and  ninc^  the  Bernians  &  they 
of  Solleurrekvii(\XQCo\xci  the  other  Can¬ 
tons  imploying  thcmfelues  carefully,  to 
accord  them  with  the  houfc  of  AuHria. 
Morcouer,at  the  tinic  of  the  councell  of 
Bafile,  when  as  Levaes  the  Dolphin  of 
France, brought  a  great  Army  intotJ^'r- 
snanjy  to  breake  the  councell,  and  made 
warre  on  the  Switx^erSy  by  the  inftance  & 
working  of  tlie  Duke  of  AuBria^  who 
had  procured  him  to  come:  thei’Ti^/V- 
maintained  and  defended  the  citty 
and  counccll,  againft  the  encountering 
ofaftrangeenemy  5  as  an  example  very 
remarkable,  it  bceing  not  aboue  fixteenc 
ycares,  fince  they  had  coaped  wii.h  great 
troops  of  the  Fr^nchiTrue  it  is,that  they 
all  (well  neerc)  loft  their  lines  there :  but 
yet  they  did  fo  Weaken  their  enemies 
troops, that  hepoke  part  with  the  which 
fledfafteft, 

They  being  thus  auoy  dcd,^thc  men  of 
Baftle  ioyncd»thcir  forces,  with  the  Swit- 
zjers^  ana  fo  m  ade  warre  together,  on  the 
puke  of  AuBria.  In  like  manner.when 
Charles of  Bourgongne,  made 
himlelfc  (b  terrible,  and  affrighted  all  the 
\Vorld ,  they  of  Bafile  ioyned  in  alliance 
(for  ten  ycares)  with  Strasbourg^  ando- 
.ti}jer  cittics  oathc  Rhene.  Aftcrward,with 
Sigifmoifd^  Duke  of  AuFiria\  Rene^V>\x\iC 
bf  Lorraine,znd  with  thc^Cantonst, .  In 
this  warre  they  {hewed  thcmfelues  b9ih 
faithfull  &  valiant, for  their  confederates. 
Finally,  a  great  warre  being  mou^d  bc- 
tweene  the  Em^ciouv  Ma^imilhan  y  the 
Switz>ers  and  Grifons :  they  of  Pafilc  re¬ 
mained  neuters,  without  giuing  fuccour 
tocytlierfide,  .norrecciued  their  Garri- 
foris ,  but  they  fiirnilhed  them ;  bjpth  with 
victuals  and  munition.  In  this  war  there 
was  a  batcailc  giuen  (almoft)^  againft  the 
walks  of  Bafile,  afterward  zi  Dorneck^ 
where  thei’^r^.w  wonneafairc  .vifto- 
ry  ouer  the  encmics,whom  they  did  beat 
backc  to  the  gates  pf  Bafile.  But  during 
aUthiswarjthccittizensof  Bafile  faupu- 
red  equally  both  the  one  and  pthcr  fide.. 
To  concludCjSy  the  diligence  oi  Lodouu 

coMarla^xkt  of  -^///4/;?e,thc  Ambafla- 
dors  on  both  fidcs  met  at  Bafile,  &  peace 


was  made  bctwcencthe  Emperourand 

licit  Smt%>ers* .  , . 

The  Smtsurs  allowed  well  of  this  ex¬ 
pedient,  in  the  men  bf  Bafilcduring  this 
warre,and  the  Emperor  Makimillian  (for 
his  part)  fccnaed  not  to  improouc  it.  But 
the  Noble-mcnj  who  were  deadly  ene¬ 
mies  to  the  Cantons, held  Bafile(almoft) 
in  the  rankc  of  a  foc,becaufc  the  citty  did 
not  then,  (hew  it  fclfc  openly, as  an  ^nemy 
to  the  SvntsjersYznd  not  onclv  the  ftib- 
iedsto  the  houfc  of  AuBrtay  ' out  mzny 
morCjWho  till  then  had  beenc  cittizens  5 
with-drew  thcmfelues  to  the  Count  of 
Ferrara  ^znd  zhovuMontbeliardimio  HaU 
fatia^znd  to  Brifgaw^  countries  appertai¬ 
ning  to  them  of  AuBria.  Being  in  thofe 
places ,thcy  ecafled  not  to  outrage  (both 
with  words  and  deeds)  the  inhabitants  of 
Bafile,  who  being  mouedwith  fuch  in- 
dignities;  the  ycarc  after  the  war  ended> 
to  wit,  one  thoufand,  fiue  hundred  and 
one ;  made  a  perpecuall  alliance  with  the 
Cantons,  and  fo  were  left  in  peace  with 
their  neighbours,  who  ftoodin  awe  of 
dstSwitz^erstaocoixu 
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At  what  time  SWaffbufe  wasreceiued  into 
^  jhemmb^flhe  Cantons ;  and  the  antp* 
quity  thereof^ 


'  A-  V'*  'C  '  V  ■ 
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-  4  I  •.  j 


ana 
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Chaffoufe^  accepted  the 
very  fame  ycarc,to  be  nfi-  Th«  orij 
bred  among  the  cantons, 
is  not  of  lb  great  age  and 
antiquity.,  itisfeated  on 
the  Riuer  of  RheineyWimin  Germany  ^znd 
yctYnotwithftanding ,  the  Bridge  is  in 
Swetia.  In  the  time  of  the  Emperor  Hen- 
^  tbe  third,thc  Counts  of  Nellenbourg 
piiilded  there  an  Abbey,  which  ftandeth 
to  this  day,  and  it  is  thought,  that  it 
gauc  a  beginning  to  the  cittic : .  as  likc- 
wife  the  cittics  of  S.  Call^  Lucerna^  and 
many  more  in  Germany ^  hauc  deriued 
their  originall  from  Abbeyes.  The 
Rhetneis  alfo  another  caufc  of  the  cittics 
cncteafing, continuing  fo  for  fome  thou- 
fand  of  yearcs  fince,  beneath  the  citty, 

where 
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wherewith  it  is  (in  a  manner)  enclofed.  It 


i 


falleth  downc  from  a  very  great  height’, 
vyiith  fu  th  a  drcadfull  noyfej  and  rembun- 
ting  Vp  againc  into  the  a^c  ia  vehement- 
ly,thaticmakcth  there  acohtinuall  fogge 
brmyft.  And  for  this  caufe,and  the  vn^ 
capablenede  of  any  Boats^cb  pafle  there, 
all  fuch  as  defeend  downe  the  Lake  of, 
Comianccy  and  from  on  the  Rhetne  s\ 


/  to  bee  fo  narrowly  purfiied ,  th af his 

.  ^  ^  ^  I  A 


arc:conftraindtodifcharge'  .  v»^^„ccK.r- 

which  hath  bcencconcciucd  by  many jttti  '  ward)'ithikCitty  (KduM  hot  ariv  itt^c 

eiue  that  mme  t n  rhp  C'.ittxr  1r r\  xtrtt-  I  Ka  Cl; Li ...  »  I 


bods  were  partly  piilcdy  and  partly  ebn- 

fifeated  to  the  Empire,  without  any  bihet 
riieane'sbi>hdpe.  .5?  3I 

In  thi^  ^arte^  Schdffdufe  betfaS^tfe- 
vnited  rb  the-  EfhprreV^^andrbe^citd^eh^ 
(hailing  a  goodfumiTnc  offt^riev,: 
to  the  tmpferor^  obfslined  great  pt^il^led** 
ges.yhci^[Lctters  batebes  i  arid  therein' 

was  pfaidly^cxpreff/d /that 

^wardV^hikCittv  thbuld  hot 


rearmed  S chaffoufe.  .  Neiicrthelcffe/ttre 
>^dgar‘  fortjtaking  vp  a  c:tymologye 
•of  the  s^Qid  ^chaf,  which  f  gnifieth'^a 
Sheepc  5  haue  grounded  their  bpiitibh 
ftrongly  thereon,  and  forged’ Armes  alfo 
^  of  the  fame  nature.  Jhefe  is  a  great  tole 
A grcarTolic  or cuftome gathered  ihtHrsCitiy.  cfpe- 
forfolu”'  |*W^yforthep;affageofS^^^^^  which  ap-. 
'  pertained  ia, ancient  times,  arid  before 
the  foundation  of  the  Citty^  to  two  No¬ 
ble  Families, to  wit,of  Ti^r^and'of  Stadi 
jwhich  remaine  yet  tathis.day  at 

~  '/  .  -f!  ? 


fgaincini^ad  th’at  the  ci tty  oi's^hdffdd/t 
^  might : remaine  to‘  his fiieceffors . ' *  ‘And' 

’therefore  hee  permitt^  Duke 

to  compell  the  cittizens  to  fwcare  fidelity 
to  him  5'  which  they‘  refufed  to  dc5e^^’but 

_ -  x  1  .  '  1 


fine  . 

1  Vf’i 

em 


.P; 

uife'^p'^rK 
ced  tbereco* 


an 


1  f- 


>  *. « 


'  ‘  yd  b-ljo 

•  I  i  jii'tjVr 


I.;  } 


Sdiafibufe  at 
liberty  at  the 
firftjbut  after¬ 
ward  alliena- 
tedby  the  cm* 
fcrour. 


Ur.. 


itll 

,ko 


f  i^iAt  the  begin^ 
ningjthc  principal j 
dominion  ot  fway 
of  the  City,  belon¬ 
ged  to  the  Abbot, 
who  cleifed  and 
chofc  onehalfc  of 
the  Magiflratesjbut 
(by  little)  and  little)* 
they  exempted  the- ' 


fr 


Scbaffbttlc 
fubjeded  CO 
the  Dukes  of 
Auilriafor  8y 
ycarcs. 


fclues  from  his  gouerncmentj  and  obtai 
ned  many  good  priuiledges  and  franehi- 
lesofthe  Emperors,  but  Z^ms  of  Baua-‘ 
m  (weakened  by  long  warres)  could  rioc 
pay  the  Duke  of  AuBria^  fuch  monies  as 
he  ought  him^according  to  ah  agreement 
madebetweene  them^  which  caufed  him 
to  alienate  and  kWSchaffoufcy  together 
with  fome  other  Townes,  and  fo  (by  that 
mcanes)  it  became  difmembred  froiti  the 

•  A  s  «  _  ^ 


for  the  (pace  of  fourefcore  and  fine  years, 
euen  vntill the  coiincellof  ConBmeeiiat 
then  FTediricke  of  Auliriti^  becaiife  hcc 
brought  Pope  John  the  two  and  tWCTti- 
cth  out  of  the  coimcell,  was  banifhed  % 
the  Emperor  Sigifmoni,yfnQ  taufedhim 


Empire.  After  that  time, _ _ 

mained  fubied  to  the  Dukes  of  AufMa-  'amity  but  were  compelled',  toed  in  War 


with  exception  of  their  priuiledgfc^J^and 
they  would  hot  receiuc  the  Prinfies-Am- 
baffadors  into  the  cittv,  but  vppbnthat 
condition.-  Contrativvife,thc  AmbaflaJ 
dors  preffed  them  carnefily ,  to'-6bligC 
thcnilfdiies  to  the  Prihce,without  any  ex¬ 
ception,  and  propounded  certaiheArti- 
cles^fot  the  maintenance  whereof''  they 
rc<|utred  bath':  threatening  the  citfizens 

with  very  great  harmes,  if  they  wouldhot 

yeelde  t^  that  which  they  demanded  of 
thSm.' ..  i  ..■ 

Thc-men  of  Schaffottfe^  feeing  the 
Ambafladors  perfift  flillin  theiropinion: 
tomake'gbbd  their  owne  part,  receiued 
the  Switzers  i^mbaffadors  into  theircit- 
ty , and  made lalliance  (for  fome  yeares) 
with'^therii  ''of Berne ,  Lucerna, 
Suitr^ng^ini  Glaris,  fo  that  the  Ambaf- 
ftdbfs  •oi  'Attfiria  returned  backc, '  and 
performed  iuft  nothing.  .  fee  .ft 

Befbtc  this,they;bf  Schujfouje  vycri 
in  good  amity  with  the  Switzers '^d 
from  they  care,  one  thoufand,  three  hunt 
dred, forty  fiiie,  made  alliance  \  forfome 
time)  with  them  of  'Lurkh .  But  bccaufe 
they  were  Subiedls  to  thehoufe  of 
againft  whbm,  the  Switzers  bad 
(well  ncere-)  co'htinuall' karreSf  'they 
could  not  then  'ehtertainc  firmely'  this 


The  S’wiczers 
AarbalTadore 
tecciued  into 
Schaffoufe,  & 
alliance  made 
withebem. 


againft  the  Switzers,  voder  the  Erifignts, 
of  x\\^  AitUruns  i  ®iit  after  thislaft  ab 
liance;  they  were  very  good  arid  faith- 
full  fricrids^vnto  the  Gantons,  and  bare 
them  coiiipany  in  many  warre’sarid  bat- 
tailes/FoHmmcdiatcly  after  the  alliance 

_ _  ^ _ ' 


The  Switzeri 
had  continu- 
all  warrea- 
gainftchc., 
houf^'iof  Ail- \ 

:  “0!  silk! 

■  bf 


3  Booke 


The  Cantons 
made  mwi  on 
Sigirnaohd  o£ 
Aufttia,by 
‘ie^opcs 
command;' 

:  '  'iJu  ■ 

V-  •• 


The  men  of 
Schaffoufe  ac- 
cufedby  Pe 
regrin  de 
HewdotC 


bpgj^ :  the  camfi  and  atfaultcd 

the  S'voptpers  >  and  namely  them  of  Scn^j‘ 

\foufe..  '■ 

It  catpc  to  pafle,  that  the  Q^antons  (o- 

beying  the  comiiiand  of  Pope  Pi^)  made 
war  with  AuHri^^  .which  bc- 

ipg  pacified  ,thcy;pf  Au>^ru  tpoke  Annes 

agai^e, 

had  jpyncd  themCclucs  with  the 
who  jedd^a  great.  A'rniy  to, the  Count  or 
intolthc  quartersvab^t 
At.  the  fame  tiijnc,  Peregrin  de  Hew- 
^^^cufMthem  of  in  the  Im- 

andfo^icited 

ib' WChithat  tbcy>wcrc  put  tab^nilhment 


(till  then)  had  not  any  particular  acquain¬ 
tance,  '  .  , 

The  tenourofthis  allianccyis  (almofty 

anfwerablc  to  that  of  the  ancient  Cam 
tons.  For  in  the  firft  placc*ih^indc  the- 
fclucsto  aidconc  another/!^  Afterward, 

they  eftablifla  a£jrmc  of  lud^tnent,  for 

reconciling  or  auoyding  fuch  difference^ 

as.fhould  happen  between  them  oiSchafi 
fmfeznd  the  Cantons.  Thcnfollowctb  in 
what  manner  debts  ought  to  be  paide,  6c 
^^hat  meancs  are  to  be  ylcd^  jnfnch  cafes* 
rhenfor  the  punifhmcnt  of 'homicides , 
or  mcn-killers*i^'Thc  laft  Article  concer* 
neth  the  new  6c  ancient  affiances,  to  tvit^ 

^  ^  *  tt  • 


Abreefeof 
the  Ariiclci 
and  condiii. 

onsofihcat 
i«noc.  ; 


irpmincDWi>nr^r^  t>,  and  ronfent  of  the  other 


ALwMi  VilW  3^jr.  r  - n  ‘ ^ 

g^^^fyhn  and  Cqnrdd de  Fulach,  brethren  & 
cittjisens  of  Schaffoufe  *^  ofa  noble  and^* 


without  the  will  and  confent  of  the  other? 
And  that  the  aiincient  alliances  (hall’ai- 


SchaffbuTeii 
reckoned  for 


incurfsiens 
made  on  the 
AuArians 
landijby  them 
of  Schaffoufe. 


ci^n^lasnily,  wiio  fometimes  pp0iffed  a  wayes  beeCkemedof moft«^tage,  & 
Caftle/iccrC'  vnicsths  downefaUof  if i&«w,  lo  precede  all  the  otner. 
wltfcocc  of  had  expelled  After  allthis,tbc  warre  of  vmrgongm 

th€m,bivtfooneafter.tbey entred  itagaine lhapned,  andfomeyeares ■:c0itfcquently, 
bv  intelligencc.  Inregard  whereof, they  &  .that  of  SuibA,  roooued  by  the  Emperour 
the  oiker  cittizens  that  maintained  their  4/rfiW«»«i5,i»,3gainfttiie  In  W 

iuft  puarrelLwere  pcoferibed*  In  this  war  Uhefewarresithey  of  SchAffotpraia  thcit , 
the' Cantons  fern  a  good  Gartifon  vnto  kluty.exceeding>well,furnifhingmenana  |  themelfli 
'schafeufe.  ,  . .  ■  ■  ■  '  wcale-publike :  by  which  Ca«t«o. 

WhilcthefehclpcsandfuccOurs.lafted,  tneancs,they  entred  into  the  good  grace 
the  cittizens  made  diners  coutfes  intothc  of  tbfc  Gamfens,  much  more  thencucr 
lands  about,  appertaining  to  the  houfe  of  they  didbefotc,a*id  vvonne  great  honour. 

Aulirk ;  as  ih  the  Mountaines  of the  black  Alfo,thc  ycane.after  the  laft  warrc,to  wit, 
Foteft,in  Hegtm’^Kleckgew,  and  other  limi-  li  501.  they  made  perpetual!  alliance  with 
trophinglands  of  Suaba  and  of  Baftle,  Fi-  Itbci'B’/toeri;,  and  were  enrolled  in  num- 
nally4iauinglaidefiedgebefotet}'’4Wr^<>»f,  ber  of  the  Cantons,  obtaining  the  ,12. 
wbich  is  a  Towne  , at  the  entrance  into  the  cankc  or  rootiic.  , 

Blacke  Foreif,  where  the  Riuer.  of  .,^rfal-l  .i. 
leth  intothc  Rheme,  and. which  was  vndcr  'tT 
the  ^^i^wwgouernmcnt, peace  was  made;  : 
wheteip'thcy.of  were  exempted,  & 

flood  banifhed  from  the  Empire,  at  the  U— »-*— - - - - - 

wrlhijc Smt^irsjimfuch 

then  the  CantonsWng  cxpenmentedm  /  /  ^  JrUer  afthe 


IT 


CHAP.  XIII. 


(••'-.TliV/C  - 


A  ne\fr  alii' 
ahee  of  S^haf- 
foufc  for  ay. 
yeareismade 
vnch  the  can¬ 
tons. 


thefe  warres,  the  faithfulneflcof  thcra  of 
SchAfeufe-^xvii  knowing  well  withall,  what 
commodities  they  rcceiucd  from  fijch  a 
citty,  feared  in  fo  apt  a  place  on  the  con¬ 
fines  ^-Stveti* ;  And  reciprocally ,  the  men 
of  fci&4/o/j/e,fceling  themfclucs  to  be  de- 
jiueted  from  their  enemies,  by  the  good 
affiftance  of  the  Switurr ;  they  thought  it 
very  expedient,  both  for  the  one  fide  and 
thcotber,to  prolong  the  alliance.  And  ac- 
cordingly,in  the  ycarc  1470. they  made  an 
alliance  for  twenty  fine  yearcs  following : 
wherein  were  comprehended,  the  men  of 
and  with  whom  ^(heffonfe 


'■J  ^ 

time  as  they  came  to  he  in  number  of  the 
Cantons yind  making  them  twelue. 


A  Ftcrthat  Bajile  and  Schaffoufe  were 
-^wmbred  with  the  cantons,  and  that 
they  were  la.during  the  alliance  which 
they  had  made  with  King  Lewes  the  12. 
in  the  yeare,i  503 .  fome  among  them  /in 
great  number)  went  for  him  in  the  war  of 
without  Icaucncuerthclcffe,  and 
againft  the  Edifts  of  their  Mligiftratcs. 
Ai  the  Switzers  ^nd  French  might  brag 
of  fmall  happineffe,  inthefitft  warre  (rf 

Naples^ 


ihcFrciKba»« 

Si  Swiiic''* 
not  tonuflf 
in  the 

Naples* 


jChap.i^. 


tk 


Of  the  Switzers  VVarres. 


ifot' 


Thcfpaniards 

I't'S:;.' 

the  Indies  in¬ 
to  Chnften- 
doine,&  be- 
i  ftowed  it  on 
^'theFiench, 
at  tbeiic<^ge 
of  Naples. 


''I'ccr! 


honorable 
mindeinthe 
Swiczers,  not 
lobearearms 
tlCllagainil  their 


ip 


Aliie. 


Cjtoini, 
mi 
in  Hi 
tidii' 


Nj>ple^ >  vndcr  King  Chdrks  the  eight :  fo 
cheir  fortune  prooiicd  little  better  in  this 
laftvvarrc.  They, who  (during  the  firft 
warre)  were  left  inGarrifbns,  inftrong 
places  and  Fortreffes  of  the  Kingdomc; 
dyed  of  diieales  for  the  moft  parr.  Such 
asefcaped  in  this  warre,  in  rcconipencc 
ot  their  trauailc,  brought  home  to  their 
owne  houfcs,that  villainous  contagion  of 
the  Pockes, which  afterward  was  rearmed' 
the  Spanifh  difeafe,  the  Ne^ipolitane  euill, 
and  the  French  Pocks:  At  the  laft  war  they 
were  ouercome  in  two  battailes,  and  loft 
a  great  number  of  iheir  men.  The  ycare 
1 507,  the  Cantons  fentTuccour  vnto  the 
King,  who  (by  their  meanes)  made  him- 
fclfe  M  after  of  the  field,  which  the  Gene- 
wayesh^A  planted  in  a  Mountaine,that 
commanded  oucr  their  citty, which  (foon 
after)  ycelded  it  fclfc,  ■- 

At  the  fame  time, the  Emperor 
millkn  demanded  men  of  the  Switz^ers^ 
and  they  proraifedhim  alciiyeof  dooo. 
mcn,prouided3  thathefliould  notleade 
them  againft  the  King  of  France^  their  al¬ 
iie :  but  becaufe  he  would  not  accept  this 
condition, the  leuye  remained,  and  was 
not  made,  / 


255 


the  King  of 
France,  about 
their  payes  & 
penfions. 


'ill 

'f;ri 


L- 


1 


with  their  King;  but  the  mbft  part  6f  i 
them  weredifpleafcd,bccaufefo  fooneas/JJp; 
the  firft  alliancd  was  expiredithe  King  bad  '  ^ 

denied  them  all  their  payes  andycarely 
penfions.  1' 

And  albeit  that  a  very  great  number 
among  rheni,wcrc  no  found  Well-willers' 
or  friends  to  the  Pope,  who  IikewJfe  had 
not  payed  them:  yet  notwithftanding, 
fearing  Icfte  heefhoiild  excommunicate 
them, they  durft  not  allic  themfelues  with 
the  King  of  France ^who  then  was  enemy' 
to  the  Pope,,.  Heercupon,hapncd  a  dif 
grace  to  be  done-  them  by  the  for 

they  had  takenat  Lugano.^H^iMA  of  the 
Switzers letters  from  the  Seigneury 
about  him :  firft,  they  drowned  hinijand 
to  dcfpight.thc  Switzers^  the'  Coatc  of 
Armes, which  the  Heraulds  and  Officers* 
to  the  Cantons  vfc  to  wearejthey  folde*  at 
open  port-falc,  or  out-cry,  as  wc  com¬ 
monly  call  it. 


Cardinal 
of  Siooa  war- 
riour  and  ca- 
'  pitall  enemy 
I  to  the  French 


Soone  after^  to  witte,  in  the  ycar6^ 
I  sop.the  league  hf  alliance  betweene  the 
King  of  France  &  die  5n?/to<?;-j,  tooke  en¬ 
ding, and  the  Emperor, Pope the  2. 
the  Kings  of  France  and  Sfaine^  leagued 
themfelucs  together,  and  made  warre  on 
the  Venetians^  wherin  the  Switzers  (criied 
the  King  of  France  for  wages.  The  ycare 
following, Pope  //////iy  made  alliance  with 
the  Switzers^  by  the  meanes  of  Matthew^ 
Cardinall  of  Sion.yjhq  immediately  after 
the  alliance  concluded,  led  fixe  ihoufand 
Switzers  into  Italy  •  vndcr  pretence  of  de^ 
fending  the  lands  of  the  Church,  againft 
the  Duke  of  Ferrara.  But  bis  true  intent 
was,to  furprize  and  cxpcll  the  French  out 
of  Millaine.  The  hailing  difeoue- 

fed  his  purpofe,  would  not  follow  the 
Cardinall  againft  the  French.^  and  their 
Lo^ds  had  likewife  forbidden  tfiem:  fo 
that  the  Pope  fent  them  into  ^w//4,with- 
out  paying  them  their  wages, wherat  they 
were  very  highly  difeontented. 

In  the  yeare  1 5 1  r.perpctuall  alliance 
betweene  the  Switzers  houfes  of  An- 
firia  ^iid  of  Bourgongne,w2LS  renewed.  On 
the  other  fidc>the  Ambaffadors  of  France 
cfcfircd  the  Switzers  to  renew  the  alliance 


Great  wrong 
done  to  an 
Officer  of 
Amies. 


'T 


ujlb 


*  (''iOA' 


lk.l} 

,;o-< 


The  Switzer! y  ih  the  very  ftrongeft 
ofwinterjed  their  Army  oner  the  Alpes, 
where  hauing  burned  fome  Villages, they 
returned  backe  againe,  without. perfor¬ 
ming  any  other  memorable  deed.  But  the 
yeare  following,  VopeMi^  (  who  had 
loft  a  great  ba'ttaile  at  to^;^;^^,atcncouU- 
tring  therewith  the  French)  caliecf  them 
to  helpc  hkn,'  and  therefore  they  fenc  im- 
to  Italy,aa  Army  of  twenty  thGufandnil; 
They  ibeeing  ioyned  with  the  Venetians 
(then  rconciled  to  thePope‘)  tookef  at 
their  arriuall  Crernona^x\A  Fmia^  driving 
the  French  out  of  the  whole  Dukedome 
of  Milla^ne^  fo  that  nothing' remainedrb 
them,but  ondy  the  Caftle  of  MtSainellk 
regard  of thefe  worthy  exploits, the  Popd 
gaue  the  Switzers  the  i\i\tiqi^Dej^def$ 
of  the  C  hurch^i  enriching'their  Standards 
with  diners  Images'^  andpoblikely  gaue 
CO  the  wholc’Nation  ofthe  Switzers^  two 
great  Standards,  which  they  c^ll^Paner^ 
th  at  is.  The  S word  and  Bonnet^  as  a  not  ed 
marke  of  liberty  *;  Maximillian  Sforza^^ 
re-eftabliflicd  iii  his  paternall  dominati¬ 
on  by  the  jS witzers  *  futcour :  made  allp 

t  .i*  t  * 


reuenged  on 
the  French 
in  very  aota- 
ble  manner, 

:  and  called. 
Defenders  of 
the  Church, 


zicf'  A  a  A 


.4,  ^  i  i  J 


oi  Madia..hji 

He  gaue  alfo  to  the  Grifons^  their  con¬ 
federates,  the  Y^leTelina  ot.Voltnrena, 
Likewife  Charles  fyuke  of  Sauoyc,whofe 
prcdeccffors  had  particular  alliance  (long 
time  before)  with  fome  of  the  Cantons; 

Z  2  made 


The  Sword  6p 
Bonnetjfight^^ 
of  libeity/ 

-  i  OV/Ol 


4  f  ff 
.  >  A  ! 


Great  gifts 
bellowed  on 
the  Cantons.. 


Z5^ 


!The  King  of 
France  is  de¬ 
nied  CO  bee 
leagued  with 
the  Cantons. 


The  viftoric 
of  the  Swit¬ 
zers  ouer  the 
French  at  No 
uara,very  fa¬ 
mous. 


K.  fv 


An  Annie  of 
5wiczersy  by 
councel  of  the 
Emperor,  eh* 
crpdiOto ;  I  j 
France  cho- 
rowe  6our« 
gongne. 


Of  the  Switzers 


made  alliance  with  all  the  Switzersjfor  2  5 
ycares  after  following. 

In  the  fame  yeare,  the  King  of  France 
Tolicited  the  Switzers,  to  become  agaync 
allied  with  them :  but  becaufe  hee  would 
not  (ct  frccthc  Caftic  of  MtUdne^  and 
fomc  difeouery  was  made  befide,  that  his 
;Ambafladors  laboured  to  corrupt  (ome 
particulars  by  gifts,  and  to  buy  theyr  voy- 
ccs  for  fairc  money  layde  downe ^  they 
wcrccommaunded  to  depart  out  of  the 
Leagued  countries;  andfo  the  warre  was 
renewed  again.  For  the  King  fent  a  great 
Army  into  Itdy^  vnder  the  conduct  of the 
(Lords  oiTnmlfe  zxiii  T rimouiUe^^ho  be- 
fiedged  Madmi/lUn  Sforz,a>  in  T(omra . 
yeevvas  then  accompanied  with  foure 
dioufand  Switzers^to  whofeaydej^cight 
thoufand  more  were  rent.Their  vantgard 
'being  arriued  2X.  Nomray  and  they  within 
being  ioyned  with  them,  they  gauethe 
battcll  to  the  French^vanquilbing  &  dri¬ 
lling  them  out  of  Jtdy.  GuicharJin  the  Ita- 
lian^  an  Hiftorian  much  rcnowned^wiites 
that  the  Switx^ers  won  fuch  honor  by  this 
vi([]iory3  as  many  hauc  made  no  difficulty 
;  in, equalling  this  happy  fucceffe  of  theirs, 
with(almoft) -all  thebraue  cxploites  of 
the  Greekes  and  Romanes.Notwithftan- 
ding  jthc  field  was  decre  enough  bought 
by  them^becaufi:  fourteen  hundred  Swit' 
£,€rs  were  there  flaine,  and  the  moft  part 
of  them  by  the  Cannon, before  that  they 
cpuld  come  to  bandy  e  ftroakes.  Which} 
maidc  the  people  oiSvpetia,  to  murmur  in 
many  places,  and  all  blame  fell  on  them 
that  tookc  part  with  the  French  ;fo  that 
diliers  withdrew  themfclues  from  S'wctU 
,for  a  timeoncly  ,andtwo  only  had  their 
hcadsfmitten  off  in  thofe  mutinies  and 
commotions:  for  the  reft,  all  was  well  pa- 
cified,without  any  effufion  of  blood, 
r  After  this  vi(ftory  of  the  Smtz^ers^  the 
Emperor  Maximillian^c^mttm^thc  ami- 
ty>and  alliance  of  the  King;  aduifed  the 
Smt^^ers yto  enter  France  by  Bourgongn, 
with  an  army  of  fix  thoufand  men;  wher- 
tofwcl-neere^  fixteene  thoufande  other 
voluntary  ioyned themfclues,  together 
with  fomc  troopcs  of  horfe  belonging  to 
(the  Emperor,,  vnder  the  conduiftc  of  the 


^xxViCtoiWirtcmberg,  There  rheybefie- 
ged'^/^y^/^jthecapitallCityof  all  Bour- 
gongne.  But  the  Lorde  of  Trmomlle^  an 
oldc  Captaine,  becing  not  of  ftrength  to 
defend  well  the  place,  agreed  with  the 
Switzers,  on  conditions,  that  the  King 
(hould  acquit  wbatfbeuerhe  pretended 
to  the  Dukedomc  of  MilUine^  and  payc 
them  ('atcertaine  appointed  times^  fixe 
hundred  thoufand  C rowns«for  afllrrance 
whereof,  he  gauc  them  foure  Lordesof 
markc,as  hoftages,  with  whom  the  Swit¬ 
zers  departed  thence  immediately. 

Nowcj  although  it  was  a  matter  moft 
palpable  and  notorious  to  all  men ,  that 
this  compofition  warranted  the  kingdom 
bccaufe  that  being  taken  ,  the  Swit- 

might  hauefun  vp  fb  farre  as  to  the 
gates  of  Pdfisy  or  ioyne  themfclues  there 
with  the  Englifh;  and  befide  that  king  Le¬ 
wes  haddc  not  a  futficient  Army  to  make 
head  againft  them ;  yet  notwiihftanding, 
he  would  nqtratifie  his  compofition  .For 
he  would  not  admit  (by  any  meanesAhat 
his  rights  to  the  Dukedome  of  Millaine, 
fBouldbefo  much  as  talkt  of.  The  Swit¬ 
zers  feeing  themfelues  thus  handled;  and 
highly  offended  with  fuch  flyc  trickes  : 
threatned  to  kill  the  Hoftages^cxccpt  the 
confirmation  might  be  brought  within  a 
cerraine  time.  Ncucrthelcfic,  the  winter 
grew  exti  eamc  vpon  them,  and  yet  they 
refolued  to're-chter  France  in  the  month 
of Nouemberr  But  the  King  fent  his  Am- 
baffadorss  who  !aboured'(by  all  meanest 
to  make  a  perpetual  peace  with  the  Swit¬ 
zers.  In  the  mcanc  while,  they  couldc  no 
way  ioyne,  becaufe  the  conditions  which 
the  King  propounded,  were  very  vnrea- 
fonablc:;- which  was  the  caufethat  the 
time  (pent  it  fclfc  in’dayes  and  delibe- 
rations,-in  meeretalkeand  friuolous  dif- 
putes,  whereby  the  enterprize  of  march¬ 
ing  into  France,  was  quite  broken.  Corii 
ccrning  thcTcft  of thefe  meetings  and  af- 
femblies,  they  were  thus  confidcred  on, 
that  in  the  month  of  December, the  fame 
yeare,  they  of  Apfentul  were  added  • ' 

to  the  Cantons  njumber, and  -  ’ 

'  ‘  held  the  thirteenth 
place. 
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of  the  Origindl  of  Aj^fenTjell:  hoivittooh 
that  name.  The  Lawes^  Cufomes^^  ma- 
'  ner  ofgotternment  there  obferuei. 


A  dcfcription 
of  the  fciiua- 
tion  of  Appeii 
2el,and  the 
villages  thcr- 
to  belonging. 


Ppenx^el  is  the  name  both»  of 
a  Country,  and  of  ia  Village. 
The  country  is  fituated  fom- 
whac  aboue  S.^^Z/jbetweene 
the  high  Mountains ^ and  on 
the  Frontiers  of  the  Grifons  country.The 
inhabitants  line  (rcatteringly)in  Villages, 
and  among  the  number  of  them,|there 
are  eight  chiefe  and  principal^which  haue 
cuery  one  their  Temple  or  parifhxhurch. 
The  maine  head  of  all  is  the  village  of  Af- 

fen^ell^yfshcxtoi  all 
the  reft  of  the  coun- 
ticy  bcarethname. 
This  Countrey  was 
fometimes  vnder 
the  gouernment  of 
the  Abbots  of  faint 
Gaily  andbecaufe 
they  alwaiesvfed  to 
dwel  in  thechiefeft  town  or  village,  wher 
itheybuilte  a  veryftrong  Caftle,  named 
:thc  village  was  therefore  cald^/- 
penz^el^  which  in  Latine  is,  Abbatis  C elU : 
that  is  to  fay.  The  chamber  or  dwelling  of 
the  Abbot. 

The  people  of  Affenul  aimed  at  liber¬ 
ty  ,firft  by  armes,  and  after  peace  made , 
they  bought  liberty  for  themfelus  &  their 
children, by  meanes  of  a  great  fum  of  mo- 
ny, which  they  paied  to  the  Abbot.They 
had  wars  which  continued  feuen  yeares3 
againft  Cuno  deStonffen^Nchox.  o\S»Gall^^ 
to  whom  the  townes  about  the  Lake  of 
ConBance^HinA  belonging  to  Frederick  D. 
of  Auliriafat  biihoppe  of  ConfancCy  the 
Count  oiWirtenbergyU  many  Counts  6c 
Gentlemen  gaue  fuccour.Yet  they  oiA^- 
would  not  yeeld  themftiues  for  all 
this,biit  being  ayded  by  the  Cittizensof 
S.G’4/(who,at  the  beginning,  were  parta^ 

ma<ie  a  ainft  |  Abbot, but  afterward  ioined 

the  Abbwof  thQm  of  Appenx»el^\Non  fora  battels, 

^.Gali;  .  tookc  Sue  Townes,  and  more  then  fixty 
Caftles,part  whereof  were  quite  ruined . 
In  this  war,thcy  leagued  thaufclucs  with 
the  Swit2ers,who  were  enemies  vnto  the 


Abbatis  Celia 
The  Abbots 
Chanrber  or 
dwelling. 

The  inhabi¬ 
tants  of  Ap- 
penzel  buy 
their  liberty. 


Their  Warre 


houfe  of  AuHrm.  Some  fay,  that  they  al- 
lycd  themfclues  with  Suits^  zn^cAaris  .on¬ 
ly  but  others  doe  maintaine,  that  it  vv,f^ 
with  Lucerndy  Tri^  Suites^  and  Vnder  ml f 
This  Warre  tooke  ending  in  iheycare, 
1408.  and  by  meanes  of  the  Emperour 
Rfiperty  agreement  was  made  bctvveene' 
them  o^Appenz^elmd  their  enemies ,  in 
theCity  of  Con  A  ance. 

This  being  done,  the  men  of  Appenz^el 
framed  a  forme  of  gouernment  to  them- 
felues,  which  yet  they  bold  vnto  this  day* 
For  till  then, each  village  had  her  enfign, 
rand  her  eftates  apart,  or  by  it  felfe.  Now 
there  was  but  one  Enfigne^  one  alTembly 
of  their  eftates,  and  one  Councell,  com- 
pofod  of  the  nioft  honeft  people,  and  the 
^  notableft  perfons  in  all  the  V illages  tho- 
roughout  the  countrey.  Then  three  years 
after  the  peace  was  made ,  the  Abbot  of 
Saint  (j4// attempted  a  new  (bite  againft 
them:  but  then  they  made  alliance  with 
T^urich^  Lucerna^  Suits  ^VnderualdALiig^ 
which  fo  offended  the  Abbots  of 
Saint  as,  about  the  yeare  one  thou- 
fandfourc  hundred  twenty  fine  ,  Henrie 
Manfdorff  ('then  Abbot^  preuailed  fo  far, 
that  they  of Appenz^elvjttcipxofcx'htd  by 
the  Emperour,  and  excommunicated  by 
the  Pope.  Banifhmcnt  wasno  great  hurt, 
or  inconuenience  to  them  in  any  manner 
whatfoeuer5becaufe  ihe  countrey  (being 
round  engirt  with  Mountaines,  and  not 
Trafficking  almoft  with  any  bodie)  no  in- 
uafion  could  bee  made  vpon  them.  As 
concerning  the  excommunication  fent 
from  the  Pope,they  refolued  in  anlaflemt 
bly  of  al  the  country,  not  any  way  to  care 
for  it.  And  therefore  they  expelled  all  the 
priefts(that  obferued  the  command  ofthe 
Pope)  out  of  their  Countrey,  and  would 
not  permit  them  to  adminifter  the  Sa¬ 
craments:  amongft  all  which  they  killed 
but  one. 

The  Abbot  of  Saint  Gaily  perceiuing 
that  this  courfc  did  him  not  any  feruicej 
and  that  (on  the  other  fide)  the  men  of 
Appenc:^ell  ranne  verie  fiercely  vpon  fuch, 
as  durft  tearme  them  10  bee  exco  inmuni- 
cate,  and  ruined  the  Caftelles  of  manic 
Gentlemen  .  Finally,  by  helpc  of  the 
Byfhoppe  of  Con  Fiance,  and  the  Noble¬ 
men  of  heeaccufed  them  before 
the  ElcCtours  of  the  Empire,  imploring 
theyr  helpc  and  aide  in  this  extreamitie . 
The  Eleaorsfent  to  the  Switzers, and  to 
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Appenxell  reJ 
ceiued  into 
the  Cantons. 


the  Cittics  of  Smba ,  that  they  fhould 
bring  them  of  JppenulvwAtx  obedience* 
But  the  Smt^rs  would  not  make  any  war 
on  their  neighbours  and  fellow  cittizens: 
but  rather  laboured  to  make  peacc^which 
was  agreed  on  foure  yearcs  after  this  ex- 
communication  3  the  men  of  Appenull 
hailing  beenc  (before)  ouercome  in  two 
encounters^  by  the  Count  of  Toggen- 
bourg,  ■  ■  ■  ', 

This  peace  lafied  not  long,  for  the 
Gentlemcnj  neighbours  to  a- 

bout  the  Lake  of  Conlimce^  aiTcmbled  a 
great  number  of  horfemen,  wherewith 
to  inuade  them  of  Appen^ell .  But  they 
difappointed  their  hope,  and  got  before 
them*  poflefling  themfelues  of  Rineck^  & 
of  the  Vale  of  Rhegffce.m  the  year5i445. 
The  Lords  of  HAgenwUl^h.o  hcldc  that 
country  in  pawnc  or  pledge:xaufed  them 
of  Appenz>ell to  be  cen fared  with  banifh- 
mentjby  theimpcriall  Chamber  eftabli- 
fhed  at  RotuUle,  But  gaining  nothing  by 
the  bargaincjthey  folde  them  their  right, 
for  the  fumme  of  fixe  thoufand  crowns, 
and  tooke  off  the  cenfure.  In  the  ycarc, 
145  2.thcy  made  perpctuall  alliance  with 
feauen  of  the  Cantons,  and  (  after  that 
time)  ioyned  thcmftlucs  with  the  Smt- 
z^ers^  in  the  warres  againft  the  Dukes  of 
Auslr/ayOi  Baurg^^^g/^^and  the  league  of 
Smbdy  wherein  they  fhewed  themfelucs 
both  faithfull  and  valiant .  Aftcrward,in 
the yeare,  1 5 1 3. they  were  receiued  into 
the  number  of  the  Cantons* 


1: 


CHAP.  XV. 


Concerning  the  allknce  made  betweene  the 
Jiue  UJl  Cantons  5  And  a  breuiate  of  their 
Articles^  binding  them  together  in  confe¬ 
deracy. 


LL  the  latter  cantons, 
except  Bajile^ong  time 
before  their  rccciuing 
into  this  ranke ,  were 
allied  to  the  other  an¬ 
cient  Cantons ,  and 
then  afterwardjatfundry  times  they  were 
receiued  and  numbred  with  the  cantons. 


according  as  wee  haue  noted  alrea¬ 
dy* 

Now  thofc  Cantons  doc  hold  this  right 
abouc  their  confederates,  that  they  deli¬ 
berate,  and  giuc  aduicc  in  their  dayesof 
confultatioh,  for  all  occafions  concer¬ 
ning  (in  common)  the  common-wealth 
of  the  SmtzArs .  They  haue  a  fharc  or 
part  jin  all  commodities  and  difeommo- 
ditics  of  the  comminalty.  They  gouerne 
(inequall  authority)  all  the  Baliwicks  by 
them  obtained,  and  partake  equally  and 
publikely,all  booties  gotten  in  warrc.For 
the  rcftjthc  Articles  of  alliance  of  the  old 
Cantons,  and  latter  with  the  firft,  arc  al- 
moft  alike. 

The  firft  and  principal!  Article,  con- 
ccrneih  mutuall  fuccour  or  afliftancc, 
wherein  there  are  diuerfity  ofclaufcs.Thc 
Cantons  which  fhall  be  called,  ought  to 
fuccour  their  aflbeiate  or  companion, 
withou  t  any  fraud  or  delay*  If  a  C  anton 
be  fo  fuddenly  engirt  by  the  enemy,  as 
he  cannot  call  the  other,  neither  by  Let¬ 
ters  nor  Ambaffadors  5  yet  (hall  not  they 
forbcarc  (for  all  that)  from  giuing  (iic- 
cour,andinas  Ipecdy  manner,  as  if  they 
had  receiued  cxpicflcaducrtifcment.  If 
the  latter  Cantons  doccbncciuc,that  a 
wrong  is  donevnto  them;  yctnotwith- 
ftanding,  they  fhall  moouc  no  warre  a- 
gainftany  perfon,  withoutthe  will  and 
confent  of  the  olde  Cantons .  If  their 
enemies  will  debate  their  caufe  in  iuftice, 
and  accept  the  Switzers  for  their  Iiidgcs, 
or  others  of  equall  and  indifferent  iudge- 
ment :  the  Canton  may  not  attempt  to 
purfuc  his  right  by  Armes  *  Eucry  one 
ofthcCantcns,at  their  owne  charge  and 
cxpcnces,  (hall  come  to  fuccour  thco- 
ther,  and  fend  fuch  numbers  of  men  as 
they  would  haue,  and  according  as  they 
fhall  (ce it  commodious,  wherewith  the 
other  Canton  muft  content  itfelfe.  In 
like  manner,  the  limits  are  preferibed 
wherein  the  auncient  Cantoncs  ftand 
bound  to  fend  helpc  to  the  new :  And 
the  limits  arc  the  confines  of  the  Can* 
tons,as  they  then  ftand .  There  is  likc- 
wife  mention  made,  concerning  charges 
and  cxpcnces,  at  the  bcfiedging  and  bat¬ 
tering  of  Townes  and  Caftlcs.  And  the 
Lawes  agreed  vpon  zt  stantZytouchit\% 
thepartage  of  booties ,  which  alfo  arc 
hccrcin  confirmed. 

The  fecond  Article  dcclarctb ,  what 
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Notfubieds  of 
one  Canton 
to  be  entec- 
cained  by  an^ 
other  Canton 


ofdiftcrcn-  ;  kindc  ofcourfc  is  to  beobferucdjifadif- 
woC^ww  fcrencc  do  happen  between  two  Catons 
or  many:  But  wee  fhall  fpeake  in  ourfe- 
cond  Bookc,  what  forme  of  iudgement  is 
in  the  cafe  to  be  kept.  Moreouer^there  is 
mention  madcj  concerning  a(9:ions  in  ca¬ 
fes  ofiniuriesbctwcenc  particulars ,  and 
what  ludges  they  arc  to  take  note  of  in 
that  kind.Then  for  the  exadingof  names: 
Concerning  commerce,  and  free  Traf- 
fickc,  and  what  bargaining  ought  to  ftand 
free  for  buyers,  as  well  on  one  part  as  the 
other.  That  no  Canton  fhall  recciue  the 
citizens  and  fubieds  of  another  Canton : 
till  they  be  firft  left  at  liberty, by  them  vn^ 
derwhofe  dominion  they  were  before. 
That  the  new  Cantons  fhall  not  make  ah 
liance  with  any  whofocuer,  without  con- 
fen  t  of  the  olde  Cantons.  If  war  ismoo- 
ued  betweene  the  old  Cantons,  the  lat¬ 
ter  fhall  remaine  zs  newters,  and  labour 
onely  to  agree  the  parties.  Each  Canton 
fhall  keepe  his  or  her  ancient  priuiledges 
rights,and  cuftomes  in  their  true  integri- 
tic. 

Behold  the  principall  conditions  of  the 
latter  alliances,  wher  namely  it  is  decreed 
that  the  new  Cantons  fhal  not  moiie  any 
vvarre,  without  aduice  of  the  old_,ney  thcr 
refufc  that  which  is  right,  nor  any  honeft 
condition  of  the  countrey  ^and  other  fuch 
like  things, concerning  warre,are  eftabli- 
fhed  fully.  And  becaufe  that  the  moft  part 
of  the  latter  Cantons,  are  vpon  the  limits 
and  eucn  out  (as  it  were)  of  Sweua^ 
they  ordained ,  that  no  one  fhoulde  at¬ 
tempt  to  make  any  warre,  except  it  were 
for  fbmc  matter  of  very  great  importace: 
and  fb  much  the  rather,  becaufe  it  is  very 
hard  tocondudandmaintaine  an  army 
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CHAP-  XVI. 


Heerewe  are  tojj^eake  of  the  Sv^itz^ers  wars 
in  Italy ,  when  the  French  ^ndertooke 


torecduer  the  Duke  dome  of  MiUaine^ 


&c 


The  death  of 
LcweSjthc  1 2 
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Valois, 
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N  theyeareofoiirLordj  one 
thoufand,  fine  hundrcd,&fif- 
teenc.  King  Zwe’i the  twelfth 


HvwvAiv,  iviiig  uie  iweiitn 
»dycd.  He  had  newly  fought  by 


h;s  Ambaflkdorsj  the  amity  and  alliance 
of  the  Switzers  .  NcuerthelcfTc,  in  the 
meane  time,  be  made  great  preparation 
for  war,  pretending  to  rccoucrthc  duke- 
dome  of  Millaine^  Frances  de  Falois^  his 
kinfinan3and  hisfonne  inlaw,camc  after 
him  (as  fucceflTor)  to  his  crovvn^  who  fol¬ 
lowing  the  dclibcratioii  of  his  father, had 
alfo  his  minde  and  eye  fixed  on  the  Mh 
lamefes.lht  Switzers  (on  the  other  fide) 
allyed  with  the  Emperour  Maxtmillian , 
Ferdmand^\C\2,ofSfmne^  SforzaY^x^z 
of Millaine^  and  with  Pope  Leo  the  tenth ; 
vndertook  to  defend  Millame  againft  the 
French.  Wherefore,  after  they  vndcr- 
ftoodthe  King  of  France  his  preparation 
they  fent  (at  their  firft  leuy)  fix  thoufand 
men  to  the  Duke  of  Miliaine,  Afterward, 
the  tenth  of  lime,  they  made  another  le¬ 
uy  of  i3ooo.men,which  they  fent  alfb  to 
ioynewith  the  firft. 

King  Frances  pafTed  oner  the  Alpcs  in 
the  meane  while,  by  vnaccuftomd  waies» 
fliunningthe  Garrifons  bf  the  Switzers, 
which  were  vpon  thevfuallpaffages,and 
entred  into  Italy,  with  an  ArmieVerie  po¬ 
tent,  of  French  and  Germaines.This  was 
the  reafon  that  the  Cantons  fent  twelue 
thoufand  men  more  thethcr,  fothat  the 
icampc  of  Switzers  onely ,  confifted  of 
one  and  thirty  thoufand  men.  NoWjal- 
though  the  Kings  troopcs  were  well  pro- 
uided  and  refolued,  yet  they  vvoulde  not 
hazard  any  thing,  nor  fetvppon  fo  great 
an  Army  of  S  witzersut  being  fuch  indeed 
as  hardly  (at  any  one  time)  had  fo  manic 
cucr  before  beene  in  the  field .  Hereupon 
by  their  Deputies,  they  began  to  treat  on 
peace  with  the  Colonels  of  the  Switzers; 
who  likewife  (for  their  part)  were  not  fkr 
off  from  it  indifpofition ,  becaufe  they 
confidered,  that  their  confederated  prin¬ 
ces  did  not  march  on  roundlie  with 
them. 

For  firft  of  al,  their  wages  was  not  paid 
them,  according  to  promife .  Moreoiier 
the  Emperor  had  not  font  his  companies 
of  horfomcn,  as  he  flood  bound  to  do  by 
the  confederacy.  And  contrarywifo,hc 
bad  not  prohibited  the  Lance-Knightes  ^ 
(which  hee  might  hauc  done  in  regard  of 
his  authority)  f  rom  going  in  foruice  with 
the  King :  hut  fuffered  them  (by  troopcs) 
to  depart  lirom  Germany,  and  enter  into 
France.  Finally,  although  i he  forces  of 
the  Pope  and  King  of  Spaine  were  ncerc* 
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yet  notwithftariding,  they  could  hardlie 
be  pcrlwaded  to  pafle  the  Pau^  and  ioyne 
themfclues  with  the  Svpiturs  •  Befidc, 
there  were  meflfengers  gooing  andconi- 
mingbetwccncthe  French  and  them, 
from  them  to  the  French.  Wherefore  3 
the  feeing  themfelues  without 

money,  and  forfaken  of their  Confortes : 
made  peace  in  the  village  of  ^4&r^,with 
the  Deputies  to  the  King  of  France,  vn- 
der  honeft  conditions .  Which  hauing 
bene  confirmed  by  fomcCantons^  im- 
mediatly  tweliie  thoufand  Switzers  look 
their  way  to  returned  home  to 

their  CQuntrey,  without  tarrying  for  the 
reft,wholikewifc  prepared  to  depart  the 
next  morning  •  But  the  Duke  of  Mil- 
huneviQ\x\i  not  accept  the  conditions  of 
this  peace  5  and  the  Cardinall  of  Sion^  (a 
great  and  perpetuall  enemy  to  J  French) 
labouredljy  oblique  meanes,  to  break  & 
fruftrate  all. 

It  came  to  pafle,  that  by  cunning  tricks 
andplottcs,  the  thirteenth  day  of  Sep- 
tcmber,thc  Switurs  of  the  Guard  to  the 
Duke  of Milkine^2ndi  fome  others  befidc 
offended  with  the  King,  in  the  night  time 
brake  in  vpon  the  French  ^fending  worde 
inftantly  to  adtiertife  their  companions, 
in  what  danger  they  were,  andintreated 
their  prefent  fuccour .  The  other,  imagi¬ 
ning  that  it  would  be  a  great  fhamevnto 
them,  to  forfakc their  friendcs  in  fuch  a 
ncedc,  and  being  made  to  bclecue  with- 
all,  that  the  French  had  begunne  this 
broyle,  went  with  all  their  troopestoaf- 
fift  them.  The  fight  was  very  fharp  on  all 
fidesjbut  the  night  parted  them ,  In  this 
charge  was  flaine  Frmces^  the  Lorde  of 
Bourbon Lord oi Imbercourt^^h  the 
Count  of  Smeerre^  the  Prince  of  T de¬ 
monic  Tonne  to  the  Lorde  of  T rimouille^ 
the  Lords  of d'Ambofe^  and  manic 
other;  which  made  fome  to  holde  opini¬ 
on,  that  the  Switx^ers  were  Maifters  in 
this  conflicS,  and  a  brute  ran  thorow  Ita¬ 
ly^  that  they  remained  conquerours.  But 
the  very  fame  night,  the  King  hauing 
mounted  his  Artillcrie  on  their  carriages, 
Icuellcd  the  battalions  of  the  Gafeoigns 
and  Germaines,  re-aflcmblingihehorfc- 
men  vndcr  their  Regiments,  and  fending 
Bertelomeo  (tJlmam  with  the  Armic  of 
Venetians: very carcly in  the  Morning, 
hegaucbattailctothe  Switurs^  whom 
he  vanquifhed,  after  they  had  loft  manic 


of  their  men. 

The  Smtz^ers  feeing  the  vidfory  in  a 
contrary  hand,  withdrew  thcm-felucs  to 
Milldneij&x  in  fuch  fort ,  that  their  re- 
treate  fauoured  not  of  flight.  For,  they 
brought  backe  the  Artillery  which  came 
owl  oiMilUine^mA  marched  in  rankcof 
battaile,  hauing  their  wounded  Men  in 
the  middeft  among  them,  and  going  but 
a  very  (bftly  pace  ;  yet  in  all  the  French 
Army,  not  a  man,  cy  ther  Horfc  or  Foot, 
durft  pUrfuc  them.  '  On  the  morrowjha- 
uing  lefte  the  Duke  of  Millaine  fifteenc 
hundred  men,  toftrengthenhis  garrifon 
in  the  Gaftle,  they  returned  into  Swetia^ 
by  the  way  of Coma.ButJby  rcafon  of  their 
foilc^the  French  recouered  the  dukedom 
of  Milldne* 

The  Emperour  MuximilUan  conteft- 
ed  hardly  to  take  it  from  them  againc  ,& 
the  ycare  following,  helcddeinto  Italy 
( to  effc(ft  that  hope)an  army  of  Germans 
and  Smturs :  but  he  could  doe  nothing, 
and  fo  was  glad  to  come  backc  again  im¬ 
mediately.  As  for  the  King  of  France , 
hauing  well  felt  how  deare  a  price  this  vi- 
(ftoric  coft  him :  he  neucr  ceafed  till  hcc  ^ 
hadde  made  peace  and  alliance  with  the 
switz^ers  in  the  end.  Perpetual!  peace, 
betweene  the  French  and  the  Switzers^ 
was  made  in  the  yeare  one  thoufand,  flue 
hundred,  and  cightccnc,  the  laft  day  of 
Nouember:  and  the  alliance  was  confir¬ 
med  three  yeares  after,  to  wit,  in  Anno 
one  thoufand, fiuc  hundred,  twentic  and 
one.  The  Articles  both  of  the  peace  and 
alliance,  are  fet  downc  in  their  due  place, 
hccrcaft  er  following. 
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this  league  with  them  :  yet  for  all  that , 
they  could  ncuer  bring  them  to  the  point 
ofyceldingtothis  alliance..  Inthcfirft 
place,  the  ycarcs  going  before,  Mathew^ 
Cardinal]  oision^  who  cartic  verie  often 
to  Zurich ;  by  his  Orations  and  perfwa- 
fine  fpcechesjhad  wholly  eftranged  tbeih 
from  the  French.  On  the  other 
drich  then  a  principal  mi- 

nifter  at  Zurich,  in  his  ordinary  preacb- 
ingand  Sermons,  cealcdnot  to  turnc 
the  people,  from  taking  ,  wages  to  goe  in 
warre  feruice^.  Shewing  by  ai  gu merits  & 
remonftranccs  of  great  weight,  that  it 
was  not  lawfull  for  a  Chriftian  man,to  fdt 
himlelfc  to  fale  for  a  price,  of  money,  and 
go  flicd  the  bloode  of  (rich  as  arc  (often¬ 
times)  innocents,  and  neiicr  did  him  any 
maancr  of  wrong.  He  fayd,rhcy  ought  to 
follow  the  manners  of  the  ancient  Swit- 
xc’rjf,  who  (by  their  manhood)  had  plan¬ 
ted  liberty  in  their  countrey#  All  which 
while,  they  wholly  eftranged  themfelu^s 
from  fucb  courfe  ofliuing;  their  hues  wer 
maintained  by  thcirtraueH’:  ncuer  bind¬ 
ing  therafGlucsvnto  any  Prince,  neither 
hadde  they  any  fr^domc  that  was  cp^be 
fold.  •  ^  ,  |  -  ii  ' 

^  Arid  as  hcc  had  words  vcric  rcadie  at 
command  ^fo  he  approiiedby  great  ftorc 
of  found  tcafons  and  arguments,  that 
fuch  alliances  did  but  cncruate  &  mcerd- 
ly  proftitiite  the  liberty  of  the  Switzers  to 
forrainc  Kings  and  Princes .  So  that  the 
men  of  Zufkb,  bcing  (otherwife)  people 
peace,  and  little  addi(3;ed  to  martialaf- 
fairesj  were  much  mooued  with  his  fpee- 
chcs,and  abhorred  this  ncw;Lcagiic.iOn 
the  other  fide,  the  Captaines  that  hadde 
bene  in  the  war  res  in  thd  times  of  King 
the  eight, and  Lewes  the  clcuemb, 
diflWaded  them  from  the  leagucjas  being 
farre  vnlike  to  the  alliances  with  former 
Kings.  For, in  precedent  times, afteti  that 
;the  Swuurshzd  well  vnderftood  Sc  torn 
prehended  the  oecafioii  of  the  war ;  they 
madechoifcoffiich  Captaines  andfoldt- 
ers  as  they  fhould  fend  to  the  kitng,aGpof- 
ding  to  their  promife .  But  in  the  Newe 
League,  the  Cantons  neither  chofc  Gap- 
taincs  nor  Soldiers,  neither  cared  what 
became  ofallj  what  the  occafions  of  the 
warre  were,  nor  whether  they  were  iuft, 
or  no.  But,  if  the  King  were  to  dcale 
with  any  people,  he  chofe  fuch  Captains 


of  the  Switzers  as  himfclfe  pleafed,  and 
caufedthem  to  cornc  whether  he  thoght 
good.  By  which  meanes^  the  Garitoris 
had  not  any  power  ducr  thcit  'Mcn  for 
warre, except  they  might  coimter-mand 
them,  when  any  warre  Was  mioitcd  In  iH(^ 
country.;  u  .  *  .  , .  i, 

-  Moifmuer,  many  faidcj  that  thisriewd 
Leaguci^s  contrary  to  the  ariddrit‘  arid 
perpctiiall  alliances  of  the 
in  the  firft  Article  they  ftarid  boubde;'  to . 
guard  all  the  ProuinceS  of  France, agairift 
all  enemies  whatfoeuer  they  are .  k 
is;  that  the  fitft  alliances  were  cj^empted^ 
but  immediately  is  added,  thatifthd  ari- 
cient  allies  begin  to  make  warre  vpdri  the 
French,  the  Cantonisf  ought  to  ferid  fuc- 
courto  the  King,  agairift  rhefotheriwber- 
on  enfiied  (as  k  (cemeth)  that  if  ^ny^  one 
of  the  Cantons,  or  of  the  Confederates, 
could  not  hauereafon(fri  frichdly'iilaner) 
of  the  King  of  France,  ^nd  would  puf  (lie 
his  right  by  Armea  'V  the  other  Cantons 
arc  boundto  warreombirn ,  according 
to  the  new-League,  arid fedntf  arie  to  the 
promifesoftheancicntaltenccs^,  • 
Moreouct,  it  iis  ^nor  any  long  time , 
firico the* Switzers  debied  tbeyr '  tr(5oj)cs 
to  the  EiT^eroF 

(for  theiNxeufey  lie  wbrift  hatie 

hadtbcm  feruoat  his^  (0  orronaiiPriO' 'that 
they  Were  oecafioned  (for  many  reafons) 
to  keepe  their  men  of, warre  fas  iheri)'  at 
home  in  their  owne  eburitrey.  Thferefore 
it  appcarcd'to  them  verie  Vn fitting,  that 
they  fhould  then  allye  tfiemfelues  %ith 
the  King  p  who  would  make  a  Leuye  of 
them,  fo  foone  as  the  akiarice  Was  con¬ 
cluded.  - ‘h  7  ^ 

»  * 

They  ebriteyued  alfo^^^ 
farre  offfrom  theyr  atincierit  grauiry  arid 
magnariim!iy,jfthcyfhbuld  leaguethcm 
fellies  fojftti'lHy  with  the  KirigbfFr'ance  5 
bfwhom  j%ut  a  yearc  and  an  half  before) 
they  had  written  vnto*the-Ele(StoEsbf  the 
Empire;  that  it  was  no  Way  expedient  that 
be  fhould  gouem*  the  affaytes  of  Getma- 
riie,fo  that  if  he  fhould  be  eleded  Empe* 
for,  they  were  not  minded  to  giue  hirii  6- 
bediencci^  ■  And,  as  concerning  the  com- 
moditielof  the  alliance, which  many  dijd 
make  lowdproclamations  of:  there  were 
others  of opinion,  that  the  profitc  would 
fall  into  fombparticular  purfes,  and  c(pc- 
ciaWy  offtfeh,  as  enriched  thcmfclues"  by 
the  pcnfioKsof  Fraunce ;  but  the  Com'- 

mon- 
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monwcalth  of  the  Swkz^ers  would  be  no 
way  benefited  by  the  bargaine,as  very  ea- 
fily  was  to  beproued. 

For  in  the  nrft  place,  the  country  had 
pp  neede  of  any  ftrange  horfemcn  pr  in- 
fantcry,hau!tig  worke  enough  to  doc  in 
nourilliing  their  ownc  breed  for  that  im- 
ployraetiu  Morcouer,  the  hope  of  heipe, 
and  rponey  from  Frmce jeobhed  the  Swit¬ 
zers  of  all  their  true  force  and  eburage.  In 
following  the  ^amplc  of  their  prcdeceC- 
forSg  they  were  oeft  to  let  their  hope  leanc 
and  reft  vpon  God,  to  ferue  and  honour 
hiinir)  fipeer  hy  of  heartland  vprightneffe 
ofopnfcience  •  That  not  oncly  hope  in 
God^wouldfailcanddiminifhby  fuch  a 
League^  but  alfoit  was  to  be  feared,  that 
it  would  very  ftrongly  break  and^  corrupt 
their  ancient  manners,  caufc  all  husban¬ 
dry  to  ccafe,  giiie  oucr  honeft  trades  and 
c^ercifcs,and  engender  nothing  but  idle- 
ncflcj,  And  then  is  cafily  known  what  fol- 
lovy^thjdiffolutipnindiet  and  apparrcll, 
drunkenneffe,  whoredo nics,  y ultcries, 
thefts,  and  blafphemics.For  ihefc  arc  the 
fruitcs  of  warre,  and  the  Arts  that  are  Icr- 
ned  in  the  armies  of ftrange  Princes. 

Forafinall  conclufionjthc  cuent  and 
fiicccflc  ofprccedent  allianccsphauc  both 
inftrit^cd  and  guarded  many  (efpeciallic 
the  men  of  Zurich)to  weigh  well  &  con- 
fider  on  nouell  combinations.  For,  albe¬ 
it  that  fome  fewe  did  fufficient  feruice  tp 
the  n atipn,  as  jthat  which  was, made  a- 
gaipft  the  Duke  ofBoutgongde.'  yet  not- 
\vithftanding,  the  moft  part  pf thofe  alli- 
apeesj  brought;!:  into  great  es^tiemities;.  ^ 
fecaulc  in  fuch  .ftraunge  warres  they  loft  ^ 
many  of  their  people :  or  els  in  thofc  cou- 
tries,thcy  were^nidcjy  hurried  and  ?gita- 
ted,  by  faftions  and  feditions.  For  thefe 
tcafdns,and  diners  other  confidcrations^ 
the  inhabitants  of  Zurich  could  not  (as 
then)  be  induced, to  ally  ihemfclucs  with 
the  king  of, France.  i 

But  the  other  confederates,  who  were 
not  of  any  fuch  opinion,  maintaind  what 
they  did,  by  reafons  enow.  Firft,they  dcs 
clarcd,  and  would  prooueit,  that  eucry 
voyage  in  war  was  not  condemned  by  the 
word  of  God :  but  that  many  holyc  per- 
fons  had  made  wars  5  wherein  they  were 
ayded  and  fuccoured  by  others,  as  in  like 
manner  they  had  affifted  their  Allies.  Se* 
condiy,  that  the  war  of  the  Switurs  was 
not  mercenary  nor  vendible  5  bccaufc 


they  went  to  the  feruicc  of  a  King  onely , 
(withwhom  they  were  ioyned  by  an  ho¬ 
neft  alliance)  with  the  will  and  conftnt  of 
their  Lords. 

Thirdly,  that  if  the  King  (hould  mouc 
a  warre, which  allmen  knewto  be  vniufl  5 
then  it  remained  in  the  power  of  the 
Lords  of  the  Leagues,  to  deny  him  fuc- 
cour.Butifthe  occafion  were  doubtful! 
arid  vncertaincithe  fouldier  had  nothing 
to  doc  to  make  any  curious  inquifition 
thereof :  it  only  appertained  to  the  King 
and  his  Councell,5  to  render  a  reafon  for 
it.  Fourthly,  that  the  Switzers  Countrey 
was  greatly  peopled,  but  narrow,  hard,& 
barren  in  many  places,  and  could  not  fiir- 
niflifo  many  men  with  nourifhmcnt  : 
wherefore  the  commodity  was  not  to  be 
condemned,  which  the  King  had  offered 
voluntarily. ' 

To  thefe  we  will  addc,  that  the  Switzers 
ought  to  donfider,  with  what  neighbors 
they  were  enclofcd  ,fom  wherof  enuyed 
them,and  others  pryed  into  their  Liocr- 
tics:  fo  that  it  was  both  well  and  wifely 
donCjto  fortific  themfcliics  With  ftrange 
fuccour  agaimft  themi  and  that  truft  and 
hope  in  Godjdidnot  prohibitc  the  vfe  of 
humane  affiftance.  Alfo,this  was  a  means 
to  tfaincvpthc' Switzers  inmartiall  difci- 
plinc,  which  is^  neceflary  for  all  Com- 
monwealthscandin  regard  whereof,  war¬ 
like  people  haucicuermorc  becnc  highly 
rc(pe£l:edkFioally^lthough-that  fome  al¬ 
liances  halie  difeommodited  the  Coun- 
trey5»  yt(  hotwithftanding,  the  Switzers 
haiic  fped  weliih  the  more  part,c(pecial- 
ly  ,in  thofe  which  they  had  with  the  kings ; 
Z^»?wtbcclcuenth,'C^4;?&/tbe  eightjand 
the  twelfth. And  therfbre  they  muft 
tieeds^cxpeaahappyyffueofthis  which 
^they  contraded  with  a  King  powcrfull  & 
fortunate.  ,  ‘ 

“  rThis  was  the  difcourfe  then  made  con¬ 
cerning  aliance  with  the  Frenchras  I  lear¬ 
ned  of  rny  predcceffors,  which  liucdin 
thofctimes.Thefelfefame  queftion  hath 
bene  often  and  ferioufly  debated  &:hand- 
-lcd,cucninmytimc,bymenwcll  groun¬ 
ded  in  the  affayres  of  State,  to  vvhomc(as 
yet)  ireferre  the  further  knowledge  of 
the  cafe* 
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Another  Dif- 
courfcof  the 
Author,  coii- 
c^ming  the  ‘ 
l^iatesin 
pj^icular  ma 
ner* 


IthertQ  wee  hauc 
llicwne  what  the 

C  ad^T^s  &  eoil- 
fedefiites 
king-^Vp  a  whole 
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ThcCicy  ofS 
Galtooke 
name  at  firft 
of^ncGallus, 
a  Gentleman 
of  Scotland. 


iers  Common- ; 
wealchj  and  what  | 
hath  beene  the  e-  ; 
ftatc  and  condition  ofeticty  one  of  them 
before  they  were  leagued.  Alfdjfot  wTiat  i 
caufes^at  what  times^  and  with  what  con- ' 
ditions  they  aflemblcd  thenafdnc^  in  a 
body  politicke.  Now  we  will’ difcourfe 
of  thcalfociates  of  this  Commonwealth, 
according  to  the  faine  order :  and  we  will 
heerefhew,  wherefore, when,,  and  vppon  I 
what  conditions  they  allycd  themfcUies 
with  the  Cantons.  Andbccaufe  the  Ab¬ 
bot,  and  the  Citty  of  Saint  Ga/l  do  holdc 
the  firft  ranke,wce  purpofe  to  begin  with 
them.  " 

of  whom  the  ci¬ 
ty  of  Saint  GWbatfitafc^n 
name,  was  a,ji^ntleti>an 
of  Sco  eland, and  Difoipic 
orSchoIIerto  an  Abbot, 
named  Colofnbanm^  with 
whome  hec  came*  into 
France, and  thence  tranf^ 


SweiMj  for tHiibipaCc  oiffiaiteenc  ycaf^^l 
thereaboiit  i '  ^'onz^  Di^ehXs^bd^p 
•iting  Called  chlm  to  beeBytboppe  of 

not  accept  that  chai]ge^: 
but  councellcd  the  Duke  to  giueitto  bte 
gF his  fchollers,  named  li^h^ ,  Wbbfn^het 
dibught'tOJ  be  more  fit  for  the  place  Ajs 
‘for  h imfolfo,  ’about  the  ycare  fnt  hudde# 
red  and  thirty^ he  retirctfinto  the  MobrF 
taineS)  abouc  the  Lzkt^fCo^anoo^^^  iOto 
a  very  foikary  place5  and  mihe^very 
ftoc  or  f<^uareof gfOuhd^wher  c  the  Gitie. 
and  Ablisf  ofS>05M?i^^lJtenikth : 'ihet 
b’uilded  a*lWfeCc!l  or  hot^,  wbCrdii^  hfc' 
ffient  the  reft  of  his  dayes,with  fom  of  his 
(chollirs,in  tlleftudye  and  meditation  'Of 
holymatters, 

-i-  After  the'dcath  cfStGall^  his  fchollers 
liked  well  to  liilc  m  that  place,  and  accor¬ 
ding  to  his  manner  of  life:  neuertbelefle, 
without  making  profcflBon  then  of  ank 
ccftaine  ruJeof  Order.  But  the  KingCs  of 
France,  and  the  Dvkcscf  Suaba^  taking 
'delight  in  their  deuotion,  did  them  m3ny‘ 
kindeCffices  r  where  by^thenumber  of 
thefe  religious  men  enercafed,  &  (by  lit¬ 
tle  and  litrlc)  the  fmall  filly  houfe  of  faim, 
'^6*4//,  became  conuerted  into  an  Abbey .! 
For  fourelcore  yearcs  after  the  death-^ 
'S.^4/4they  requefted  Coimte  Bertmid-^ 
Gouernor  of  the  countrey  for  the  Kinoes 
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Galiusrefured’ 
to  be  byfliop  ! 
ofConftancc,’ 
and  preferred; 
one  of  his  1 
fchollers  to  it. 


ported  himlclfi:  into  Germ  any, to  a  place 
called  r«^^w,neere  to  the  Riucr  named  [^(prance,  that  bee  woulcl  giue  thcm^M 
Lmagus^TX  the  mouth  of  the  Lake  of  Zu-  Abbot*  He  fent  them  a  Prieft.,  named  tJ- 
rich.  There  he  preached  the  Golpel  with 
great  zeale  and  afFc6lion,to  the  people  of 
the  Countrey,  then  bewitched  with  di¬ 
ners  kindcs  ofldolatry.  Hcc  continued 
(foonc  after)  at  Bregents^  at  the  mouth  o- 
pening  of  the  Lake  uf  Conflance :  next^  at 
Arbonm^  and  in  diuers  other  places  of 


Thedeaffaiof 
S.GaI,l^rucX 
cefsioii  ofbSi 
£chollers,niid 
his^lirle  fioulc 
hccomxnUig^^^ 
an  Abbey;24ir* 
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Wr,  bred  and  brought  vp  in  a  Collcdgc, 
CTXitQCoir^ottnt  Grilons,  and  towarpes  btaot^jGaH, 
Pepm^  Pf  irice  of  France;  fo  nne  to  C  h^rks 
Martell:  whb  following  the  aduicc  of  his 
Tadier,eft^blifhcd  this  Prieft  the  firft'Ab^ 

'  bot  of  Saint-  Gdly^vsA  then  (firft  of  all)  the ; 

Monkcs  madeprofeffiohot'foc  rtfeofi*.; 

Benet.  At 
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?  Bobki 


After  that  timcjthc  abbey  became  vc- 
ric  rich  and  powcrfull,  fo  that  the  Abbot 
ofthatpUce^^sJctteinr^^  the 
Princes.  And^  ancient  tinics^hc  was  vn- 
dcifpfotcftion  ofthc  Emp^rours ,  who 
tookc  the  Gentlemen  oiSmba  to  be  Go- 
uernors of tWs abbey.  Aft«^rd,warre 
beingkindled  bSwcenc  fhe  Abbot^  and 
thciijfof  Apfmul  :ihc  Monfee^well  per-| 
ceiu|d  that  theft  Conuent  (tqod  in  n^dc 
of  fome  good  Protedfowrs,  bccaufe  the 
Townefmen  or  Cittizens  df  S.  GaSy  whd^ 
were  (as  within  the  abbey)  ioyned  with 
them  of  Appmhk/!t^h6  vftA  dlfo  fauored 
by  many  feruants  of  the  Abbot, 

Tor  this  caufc  Gajpar'de  Landbergy  then 
and^fifticdi  (by  thc  aduice 
fo  ■-«fld.counfcll  of  life  Monks)  tequefted  the 

into  the  nuiO'-  J^ptpns  of  Zmchy  LiicetnA'i  and 

her  of  4.  Can-  GkrjsM  rccciuchim  intof  their  alliance : 

tons,andto  ' 

bee  ordered 


The  Abbot  of 


by  thenv 


Landberg  tKc 
Abbbt  bceihg 
drad,'  Hul< 
drich  firnamd 
tba^Re^fuc-' 
ceeded  after 
him.  3. 


f.r. 


Abbot  Hul- 
drich  renew¬ 
ed  the  league 
with  the  four 
Cantons,  and 
more  ftriaiy., 


j^dablifhing  them  patrons,  fathers,  &  dc- 
isnders  of  his  fre!pdoro,&  of  al  his  goods, 
,pqffe0ions,yfenccs,  and  prinllcdges.This 
^ighl^i&perpetuall^and  at  all  times,  and  as 
-pfeeo  as  a  new  Abiot is  to  be  deeded  3  hce  < 
pyormifeth  this  accord, and  that  al  the  pla¬ 
ce?  ofhis  Scigneiiry,  fhall  alwayts  lye  o-  ■ 
|)cn  to  thefe  foute  CantonsV;and  they 
jiatic  free  accefle  thither.  And  if  diffrcncc 
{hat  happen  between  him  and'any  other: ' 
he  ^all  commit  it  (continually)  vnto  the 
hearing  of  the  fpure  Cantons, and  be  iud- 
gedbythem.  .  1  .-jt\ 

aijThc  fiicccflrour  tO;  Lmdbergy  named  \ 
and  fir-named  added  ■ 

tqthisfirft  alliance,  that  thefoure  Gan- 
tpn.s  fliould  fend  (one  after  another)  .pnc 
of  their  Counccll,  that  (hould  remayne  I 
ycares  with  the  Abbot ,  to  bee  Cap- 
K^inp  of  all  his  country. He  gaiie  affiftance : 
in  pleadings, and  iudgements,&  the  moi- 
tyiof all  fines:  remained  to  the  Switzer? . 
Mpreoucr,  u  was  ordained  in  this  ally- 
an^^fthat  in  all  warres  the  AbboUM>\Q&s 
^Bould  goe  to  the  fuccour  of  the  4.  Can¬ 
tons.  As  concerning  that  which  Abbot  | 
^^Idrjf  h  renewed ,  and  the  League  al(b’, 
ioyning.  himfelfc  more  ftridly  vnto  thc^ 
fburc  Cantpn5,the  caufc  was  thus.Some- 
times  before,  the  Citizen?  of, Saint  GaU, 
ihly  of  Appcn%>ely  and  the  fiibicds  of  the 
Ald?oty  hadoonrpired  together,and  ruined 
the  abbey  of  Rdfach^^hx^b  the  Abbot  had 
newly  builded.  So  that  the  fourc  Cantons 
hauing  jfent  for  the  Other  C^atons  to  theyr 
afsifl^cc,  refeated  the  Abbot  in  his  rites. 


and  reprooued  his  aduerfarics  very  ftoiit- 
-ly.This  aflbeiation  endureth  yet  to  this 
cky^and  although 

a'tagrcemenrwith  the  Abbot  ^  a?  concer¬ 
ning  matter  c^Religibnjsyd^*^^^^ 
ding,  l^cles  of  ,alli- 

'ance,  thc^fe^ 

nageth  and  gouerneth  ciuill  caufos,  con-! 
Icriiing  (in  this  regard)  the  rights  and  pri- 
uilcdgcsoTfhcuil^^^/]  '  ! 
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"oTonoor  City  of  S.  Gal/i 
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Coucnintsofl 
alliance  kept 

“lough  not  I 
Religion  all 
alike. 


fj^HECitieofSaint4*p- 

^weth  hecpriginall  anq  en- 
creafingtoihe  Abbey sfaiid 
hath  bccne  cnfranchlifcd -l^y 
the  Emperours,who  vnited 
it  to  the  Empire,  and  gaue  it  many  priui- 
-Icdgcs  andimmimitics.In  the  timeofthc 
Empcvom  AmoMiy  thc  citie  began 
-to  be  cniclofed.with  walles:  as  fearingthe 
courfes  and  furprizals  pfithc  Hungarians  y 
and  bothlt  arid  the  Couent  werp  vndcr 
.the  Empircs.protedibn .  The  cittie  was 
Xubic<3:,vmOiihc,  Abbey  in  many  things : 
Imcanc  while,  the  citizenshad  their  rites, 
iwhich  they  augmented  by  their  induftry, 
Scbyimeans'of  the  Emperors  liberalities. 
-  Now,.'Whcn  the  number  of  cirtizens, 

and  the  riches  of  the  Ab¬ 
bey  beganne  to  increafe; 
many  debates  and  conten 
tions  alfo  tookc  Original, 
betwecnc  the  abbot  and 
the  citizens .  Oftentimes, 
the  Tovyncs  round  about 
_  it^and  thelmperial  cham¬ 
ber,  would  fet  them  at  agreement  again. 
Sometime  likewife,  they  were  glad  to  fa-^ 
-tisfie  the  Abbots  demands  with  money, 
and  cncrcafod  their  liberties ,  by  buying 
their  rightes  of  him.  Biit  when  they  ofl 
^/y>e;?z^/moued  warreagainft  Abbot  Cu- 
no  de  S toufen^  the  men  of  S.G/t//beganne 
to  take  part  with  the  Abbot,  and  got  no¬ 
thing  for  their  labour  but  blovvcs,  which 
caufedthem  (fooncafccrj  tomakc  alli¬ 
ance  with  them  oiAppenz^el.  This  vvarre 
being  ended,  and  fomc  other  aftcr,abbot 
Undbergi:>Q\\\^  made  a  fellow* Bourgeffe 

with 


ThcAbbcjf^ 
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Wealth  and 
cafe  are  the 
firftcaufc'of 
ftrife«af  ciuill 
contention*. 
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1 500  men  prc 
fern  aeon: 
banquet. 
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Coneerning 
the  aniiquicie 
of  die  Gri- 
Ibns.becing 
fbmctiiBe  cal¬ 
led  Khetian$> 
of  the  captain 
Rhascus. 


with  fourc  Cantons  •  thecittizens  of  S, 
GaU^  to  mainiaiiie  themfekies  by  the  like 
CKpedient,  entred  perpetual  alliance  with 
Zuriehj  Berne,  Lucerna, Suits,  Zug,  and 
Claris,  This  alliance  was  fwornc  on  the 
E  ue  of  S .  lohn  Baptift ,in  the  yearc,  1454* 
And  they  of  Saint  (j^Z/made  a  publickc 
ban^t  for  the  Ambalfaddrs  of -the  Gan- 
tons,whcrcat  were  prefent  abdue  fiftcenc 
hundred  men ,,  Before  this  alliance,  they 
were  leagued  with  fomc  Cantons  for  cef 
tainc  yearcs :  as  with  T^tmch ,  ConFi-ance^ 
and  Schaffoufe^  in  the  ycares,  ■  1  jl  2\  and 
1347,  And  Other  times  often  with  Zu* 
richTLXiAConFiiince.MizisM^i^^  with  Zut- 
rieby  ^erne  F ri^Suits^  FnderUald^  in  the 
yeare  igap.But  I  haue  purpofely  omitted 
thofe  alliances  made  for  fo  fhort  times, 
contenting  my  felfe  oncly  with  this  laft 
mentioncdawhich  continucth  to  this  day 


CHAP.  XX. 


'>0 


of the  Leagffcd  Grifons, 


(Ji 


Diuerfitie  of 
name*  giuen 
to  the  people 
ofRhzua. 


T  is  generally  agreed  on 
that  the  people  of  the 
Grifons  are  very  ancient. 
For  fome  ageshefore  the 
birth  of  our  Sauidr  Icfus 
Chrift,  the  Tufeans  bce- 
ing  driuen  from  their  houfes  by  the  Gauls 
they  pofTcfTed  the  Alpes,  vndcr  condud 
oftheir  captain^named  Rh^tuSy  for  whofe 
fake  they  called  themfclues  Rhostians . 
Heretofore  this  country  extended  it  felfe 
greatly  in  length  &  largenes,  (b  that  the 
Romane  Emperors  made  two  Rhsetian 
Proiiinces,namcd  the  fitft&fecond  Rhd- 
tin:  which  comprehended  not  onely  the 
Alpine  regions ,  butalfo  a  great  part  of 
Suaba  &  hauarta,  NoWjit  is  well  knowne, 
that  this  firft  Rhatk  beginneih  at  j  fourfe' 
of  Rheine,8c  taketh  a  fufficient  great  quar¬ 
ter  of the  Alpes,  and  all  the  valleyes  on 
both  the  fides.  Almoft  all  the  people  ther 
are  (to  this  day^  called  Grifons  5  and  in 
former  times  they  were  tcarmed  Gris:  as- 
likewife  the  A/lmams  gaue  them  the  fame 
name,&  call  them  belide' (tScabO  -pUltD- 
tC(,  that  is  to  fvjyLeagued  Grifons,  For,  in 
regard  that  thefe  Rhartians  are  Leagued, 
not  oncly  with  the  Switzers,  but  aWb  a- 
mong  thetnlelucs,  and  that  of  veric  long 


Lfragussof 
the  Grifoni. 


ti[ne,wecall  them  Leagued  Grifons fom 
times  the  Switzers  names  them  fimply, 
that  is,  Confederates.  / 

Wee  are  to  obferue  three  IcagUes  of  i 
the  Grifons.  The  firft  tooke  name  ofher 
antiquity,  and  of  the  (citiiaiidn  of  the* 
countrey:  for  they  called  TheHFg^  ^ 
League ^ot  high  Grifdnsli  CQ\ix^\\^th  hiu^* 
teene  Communities  or  Felldwfhippcs-a- 1 
mong  whom(hceretofore)  the  Abbot'df 
Difentijfy  and  the  Baron  oikhdtta ,  &‘the 
Count  of  A^fatikhM  the  cheefeft  riitskfc 

but  the  fairies  of  the  zi' 
latter  are  expired.  Ncuer- 
thelefte',  among  them  in  | 
common, they  which  poC-  j 
felfe  the  Caftle  of  the, an-  i 


cient  Barons  of  Rh^tsa^ 
are  called  Lords  of 

a  title  which  (fomc 
ibort  while  after)  theLordcs  oiMarbrh 
tookj  and  after  them, they  which  are  na- 
mci  PlasitesiThty  oiTauetfehery  Limner y  | 
and  Mafoxertal  arc  the  principall  people ; 
of  this  league.  ‘  | 

The  fccond  is  callcd,T'^^‘/^4^/^<?  of  Gods  ®  league 

houfe.l  ihinkcictobefo  tcrmcd,becau(e  or  oftLSc^ 
the  by  (hop  oiCoire  is  comprized  in  this 
league.  It  allb  comprehendeth  nineceenc  i 
Communities^ two  whereof doe  fpeake 
the  Germane  Language  5  the  other,  vfc 
the  Rha^tian  or  Grifon,  which  is  their  mo 
ther  tongue,  6^  cometh  neerc  to  tbcltali- 
an.The  principalpeople  of  this  league  arc 
the  city  of  which  is  the  bid  ops  Sec. 

AKb  they  of  Pregaul  and  of Engadiny  out 
ofwhich  countries  run  two  renowned  ri- 
uerSjto  wit,£^/?  aqd /A?;?. 

The  third  league  hath  ten  Communi-  3  •The  lea^e 
xF^Sy^rA  The  League  often  lurif  ^ot”***^ 

dtFlions.  Therein  arc  comprized  them  of 
Rhuchembergy  and  of  Tunlefch,  The  for¬ 
mer  two  leagues  had  (at the  beginning) 
amity  and  alliance  a  cercaine  time,  with 
the  Cantons  necreft  to  them.  For  jin  the 
yearc,  141^.  the  byfhop,  the  Chapter,  & 
the  attic  of  CWrc,  made  Allyance  vvith ; 

Zurich  Fox  one  and  fifticyccres.|ti«rall  times. 
Alfojthey  werelbmetimes  allyed  with 
them  of  Claris.  And  the  Grifons  of  the 
high  league,  wer  long  time  confederated 
with  them  of  Then  after,  with  them 
of  Gods  houfe  they  made  a  pcrpetiiall  al¬ 
liance  with  feauen  of  the  C  aiuons.  But 
the  thirde  League  is  not  comprized  in 
this  alliancCjandyet  notwithftanding'do. 

A  a  cn- 
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3-  Book- 


Alliance  of 
the  Grifons 
with  the 

*  r 

5witzets>  and 
vpon  what 
occaiions. 


A  great  diffc- 
reocebetween 
the  league  of 
Gods-hottle, 
and  them  of 
Tytoll, 


The  Grifons 
depute  two  of 
each league 
for  ending 
their  cauie* 


Cunning 
tricks, and  fit 
for  fuch  to 
vfcjas  defire 
toopprefle 
the  peoples 
liberty. 


cntercainc  this  amity  and  focicty  with  tlic 
confederates,  cuen  asfirmely  and  faith¬ 
fully  5  as  if  they  flood  folemnly  bound 
thereto. 

Firflthen,in,theycarc  14^7.  the  high 
leaguc,morc  properly  called,  TheGrifon 
league pc^petiiall  alliance  with  fea- 
uen  Gantpnsj;  and  the,ycarc- following', 
t^c  leagucvpf  ioyned  it  fclfc 

with  them^.by  this  occafipn  following. 
Some  y  cares  before,  the  league  oi  Gads 
.^^^ihad  h^d.certaitie  gi;cat,  differences," 
>yith  the  dwellers  in  the  county  of  TyrolL 
In  the  end,  by  the  will  of  the  Emperour 

was  decreed  ^  that  the  par- 
•  tics  -lliould  ehufe  an  equall  number  of 
ludges,  to  take  knowledge  oftheir  vari¬ 
ance,  and  th^t  I homa^y  felbop  of  Cmi 
Jla^cey{[\ou\d  be  Arbitrator  abouc  all  the 
ludges.  But  while  the  Councellers  to  the 
King  delayed  tpend  this  dijeord,  the  Bi- 
fhop  of  Comiance  dyed ;  and  in  his  flead» 
Maximilian  Fredericke^  Bi- 

ftiop  of  Ansbourg,  But  the  Kings  coun¬ 
cellers  taking  no  knowledge  of  this  other 
Arbitrator,  prolonged  (from  day  to  day) 
the  decifion  of  the  fuite,  as  before  ,  they 
had  done :  all  this  while  mollefting  the 
Grifm^  and  charging  them  ftill  with  nor’ 
uelJ  impofitions.  "  . 

They  pcrceiuing  no  ceflation^depu-^ 
ted. two  of  each  league,  and  Ink 

j^r/^^jinfiflingjthat  this  difference  iLould 
cnd,according  to  the  order  of  the  Empe- 
xp.i\i  Maximillian,  Which  the  counecl- 
Icrs  pretended  not  to  know,  albeit  diuers 
of  them  3  and  (among  the  reft)  the  chan- 
celier  was  prefent  when  the  decree  was 
fet  downe.  Y et  norwithflanding^becaufc 
the  Deputies  fhould  notbeefent  backc 
without  anfwcr  ;  they  afligned  a  day  at 
Velmreya  Lent  the  n^xt  ycare  enfuirig.In 
the  meane  while, they  of  planted 

G  arrifons  vpon  the  Frontiers,  and  firong 
Artillery  in  diuers  places,  making  (vnder 
hand)  their  preparation  forwarre.  For 
they  bad  appointed  that  day  exprcflely, 
becaufc  they  would  fet  vpon  them  at  vn- 
awarcs,  &:  vttcriy  oiierthrow  the  Grifons^ 
no  way  ftanding  on  their  guard ;  where¬ 
in  the  Bifhop  of  Coire  lent  his  helping 
hand  to  them  of  Aufiria.  But  the  league 
oi  Gods-Houfe^  hauingdifcoucicdthcc- 
nemies  intent  5  fentmento  the  cantons, 
who  kept  then  a  day  at  Tjurich^  and  gauc 
them  to  vndcrftand  this  eminent  danger. 


The  AmbafTadors  dccl  ared,  that  befide 
the  oldc  quarrels,  new  differences  were 
moued,  betweene  them  of  AuBria  and 
the  Switzers, (o  that  there  grew  an  appea¬ 
rance  of  warre ;  therefore  for  the  profit  & 
fecurityboth  of  the  Switzers  &  Grifons, 
itfecmcdgoodjthat  they  fhould  be  allied 
together,  for  by  that  m6ancs,thc  Grifons 
(hold  eafily  expcll  the  enemy  out  of  their 
country:  although  they  gaue  them  but 
little  ayde,  or  aknoft  none  at  all.  On  the 
other  fid.e,^the  Switzers  fhould  bauc  a 
Bui warke  to  back  them,  and  fo  might  the 
more  ftrongly  make  head  againft  the  ene¬ 
my.  The  Cantons,  who  had  bin  well  af- 
feded  to  the  Grifons  before ,  and  Jtnew 
thofc  Mountainc-bred  men, to  bee  a  war¬ 
like  difpofed  people, and  ho  w  beneficiall 
this  alliance  wold  be  both  to  the  one  and 
.  other :  concluded  and  cflablifhed  a  per- 
*  petuity  of  loue  with  Grifons^  in  the 
care  1498.  and  the^oncth  of  Dcccm- 
cr,  and  the  Articles  of  the  alliance  are 
thefe  that  follow. 


An  offer  of 
alliance  be. 
tweenetbe 
Swirzers  and 
Grifow. 


i 


''V, 


7he  Articles  of  alliance^  beweene  the 
Swajurs  and  the  Grifons* 


.  j  I .  Firjlythat  they Jhall  be fiends^  ^giue 
tnktuallfuccmr  one  to  another,  . 
t  ;2;  Thefecond  Article  concerneth  the  a- 
guaing  of  differences ^which  'may  happen  be- 
treeene  confederates, 

3.  The  third  iSythat  no  man  Jhall  giue  or 
fell  away  ^thofeaBions  that  he  hath  againfi 
his  debteryor  the  anfwerer y>r  furety  for  him, 

4.  The  fourth  concerneth^viCiualles^  ac¬ 
cording  to  one  another s  trading :  And  to  bee 
freely  in  the  Market SyWitHout  ftanding  bound 
to  pay  any  new  tributes, 

%,  That  neither  the  one  nor  other  Jide^ 
Jhall  make  any  new  alliance^  wherein  thefe 
Articles  JhaU be  comprijedy  but  with  excepti¬ 
ons  :  And  that  in  times  of warre  ^  the  one  fide 
Jhall  not  make  peace  ^except  the  other  be  ther- 
in  comprehended  alfo, 

Thefe  arc  the  Articles  and  principall 
points  of  the  alliance.  But  the  yearc  fol¬ 
lowing,  the  warre  of  Suaba  happened, 
wherein  the  Grifons  valiantly  defended 
their  Erontiers,againft  the  men  of  Auftri- 
4.And  by  the  ayde  of  their  people,  many 
times  in  like  manner, and  by  the  afliflance 
of  the  Switzers^  diuers  brauc  batcailes 


Apcrpetuall 
league  of  louc 
with  the  Gri- 
fons. 


Forfriendlliip 
and  afiiAaoce 

Agreeing  of 
conttoucr^ei* 


No  felling  of 
debts. 


For  food  and 
trading. 


For  new  alii’' 
ances,&«n*‘ 
king  of  peace. 


New  trouble* 
hapned  by 
the  wane  of 
Suaba. 


.il. 


Of  the  Valaifians. 


z6-p 


peace  made 
intheckty  of 
JBaiile>  for  the 
Switxets  and 
Grifons* 


lohniaques 
die  Medicis, 
MarquefTe  of 
Marignano. 


The  Grifbns 
allied  with 
the  French. 


were  wonne  againft  the  enemy.  Yet  af¬ 
ter  thefe  viftorics  hapning  on  cither  fide, 
peace  was  (at  length)  made  in  the  citty 
of  ^4j^^,with  the  Emperor  MaxmiUUn-^ 
in  which  pcacc^  the  Grifons  are  alio  com- 
prifcd.  By  this  mcanes,  the  beginning  of 
the  alliance  was  wholefbme  and  happy  to 
both  parties, and  afterward, in  many  wars 
where  th  e  Smtz^ers  were  prefent,  vnder 
wages  of  ftrange  Princes  their  confede¬ 
rates  :  the  Grtfons  alwayes  miarched  as 
kinde  companions  with  them. 

Itcamctopaffc,thatinthcycare  one 
thoufand,  fine  hundred,  thirty  and  one  •• 
lohn  laques  de  Medteis  ^  who  afterward 
was  Marquefle  of  M^rigmno^  getting  y. 
furped  poffeflionofthe  Caftleof  Muji^ 
vpon  the  Lake  of  C ^;^4,and  hauing  taken 
Clauema  (rom  the  Grifons^  forragingthe 
country  thereof:  many  Cantons^  accor¬ 
ding  t6  their  league  of  alliance,  fent  fuc- 
cour  to Grifons:  by meancs whereof, 
the  enemy  was  ouercomcatlaft,  and  dri- 
uen  far  off.  In  our  timc,tl>c  Cripns  were 
allied  with  the  French,  arid  with  the  can¬ 
tons  of  Swetia,  andwentto  warre  toge¬ 
ther  for  the  King :  yet  in  (iich  foirt  neuer- 
thelelTcjthat  they  fend  oftemimes  a  regi¬ 
ment  fcparated  of  the  Switzers  which 
hath  his  Colonel!  &  Captaine  in  chiefe. 


CHAP.  XXL 


I  The  Alliance  of  the  Falaijians^or  people  of 
ralols. 


A  defeription 
of  Valais  or 
Valois. 


*  A  Lake  of 
the  Allobro- 
geiby  Gcuc- 
uaandLau* 
fanna. 


^eBifhopof 
Sion  is  Count 
andCouer- 
nor  of  Valais 
Valois. 


Th  E  name  of  raUiJians^ox  them  of 
r^A^^jComprcbendes  three  diftin^ 
people,  enclofed  within  the  moft 
high  Mpuntaines,  and  dwelling  in  the 
Valley,  from  thefourfe  of  Rheine,  fo  farre 
as  the  Lake  They  were  anci¬ 

ently  called  Fiberines^SeduJians^ox  Segufi-^ 
ansfonic  fay^  Sebufians^  ^ndVeragrians^ 
At  this  day,  the  F'iberines  and  Sedufians 
are  called  the  high  Falaifans^  and  aredi- 
uided  into  feuen  DiocelTes,  or  Wards  of 
ten  Parifhes.  The  Veragrians  ^  or  lowe  ^4- 
laijiansyzxe  fubieds  to  the  other :  but  the 
Bifhop  of  Sion  is  Prince  ot  all  the  coun¬ 
try,  hauing  the  foueraignty  both  tempo¬ 
ral!  and  fpirituall,and  he  is  called  Count, 
ox  Gouzxxiotoi  Valois.  Wc  haue  deferi- 


bed  in  another  Tra(Jl,apart  by  it  fclfe,riot  | 
onely  this  Valley ^butlikcwifc  all  the  moft 
remarkable  things  of  the  Valaijians. 

- 7-^=5 —  Fiue  Wardesor  Dio- 

celles  of  the  Valaijians^ 
made  firft  alliance  with 
Lucerna^  Vri^  and  Vt^der- 
uald^  in  theyeare  1417. 
They  were  then  in  warre 
againft  a  Bifhop,  named 
Wittiam  de  Raron^  and  his 
F^thex  Guifeard  j  whom  they  had  (by  a 
popular  |tumult^  forced  from  their  hop- 
fes.  The  Berniansgaue  afliftance  to  the 
Bifhop  and  his  Father, who  were  of their 
Bourgeffes :  And  fcr  this  caufe  the  Valai- 
fans  defiring  to  haue  fiiccbuf  elfewherc: 
allied  themfelucs  with  the  fore-named  3; 
Cantons.  Now  fearing  lefte  this  might 
be  an  occafion  of  breeding  qiiarrell  be- 
cweehetheBcrnians,  and  the  three  Can¬ 
tons  allied  with  the  Valaifans  i  the  other 
cantons,who  were  as  neuters  to  the  bufi- 
ncllcalabourcd  fo  carncftly,that  the  diffe¬ 
rence  was  pacified,  and  the  Lords  of  Ra- 
ron  re-eftablifhed  in  their  goods.  Before 
this  alliance, the  V alaifans  had  made  one 
(for  the  (pace  of  ten  yearcs)  with  them  of 
Bernc,inthe  ycare  1250.  Againe, after 
this  warre,  they  coritfaded  another  alli¬ 
ance  (for  certaine  time^  with  the  Bcrni-^ 
ans.  But  in  the  yearc  1475.  they  made  a  * 
league  defenfiuc  and  'offenfiue.  And  in 
the  fame  yearc  when  wee  wrote  this  Hi- 
ftory (towit,i575.)  anhundred  yearcs 
being  expired, after  the  beginning  of  this 
league:,  they  renewed  and  confirmed  it 
oncytherpart,  by  magnificent  Ainbafi 
fadors.^Two  yeares  before  they  were  lea¬ 
gued  with  the  Bcrnians,they  made  a  ccr- 
tainc  agreement  with  them  of  Vri^  Suits ^ 
and  Vnderuald.  ■ ' 

To  conclude,iri  our  timc,vpon  great 
difforences  mooued,  concerning  matters 
of  Religion,  Ceremonies,  life  and  man¬ 
ners  of  the  Cleargy,  whereof  reformati¬ 
on  was  xt(^\x\xeAfwetfa  being  diuided  in¬ 
to  contrary  parts  5  Adrian^  Bifhop  of  Si- 
<?^,andfcuen  Wardcs  of  the  Valaifans^ 
in  the  ycare  1533.  made  alliance  with 
foauen  Cantons,  in  the  Townc  of  Fri¬ 
bourg^  which  Cantons  madcprbfcflion 
of  the  Roman  Religion,as  namely,  Lucer- 
na^  Vr(,  Suits^  Vnderualdy  Zug^  Fribourg^ 
and  Solleurre.  In  this  Alliance  (  oner 
&  befide  that  which  is  vfed  in  the  other)it 

A’a  1  was 


GtiilJaume  de 
Karon  and 
Guifeard  his 
father. 


Conirafted 
alliances  ef 
iheValaiH- 
ans  with  the 
Bernians. 


Differences 
about  the  ce^ 
retnonics, 
liues,  and  ma¬ 
ilers  of  the 
Cleargy. 


Of  Rotuille. 


was  cfpccially  agreed,  that  they  (bould 
aide  one  another,  to  maintainethe  vied 
and  approued  Religion,to  wit, that  of  the 
Romane  Church,  againft  all  them  that 
would  depriue  or  violence  it. 


CHAP.  XXII. 


of,  Kotmll^er  Rotmll. 


Clttjr. 


Oiiie  haue  imagined,  that 
TdycgAtmin^  whereof 
^  ^,™^/^w^(peakcth  in  his  Geo- 

the  name  of  JE  uiU^  which  GldftdfttiS  cal- 

“.which'  J®*  Erythropoluh^mn^  changed  the  Ale- 
is  an  impcri. ;  matt  or  Gemane  word,into  a  Greek  word: 
aliTowncor  buttheymuch  decciuethemfelucs.  For 
Vtolomy  placeth  Tategattum  in  the  coun¬ 
try  of  the  Griftm  y2ni  RotuiUeis  feituated 
beyond  VanMus  'm  Germany yOv\  the  left 
fide  of  the  Riuer  Ntcra^  and  very  ncere  to 
the  Spring-head  of  both  thofc  Floods  or 
Riiiers.This  citty  is  fufficiently  renowned 
among  the  Imperials ,  for  therein  is  a 
chamber  of  the  Empirejwhich  is  vulgarly 
called  ff^r/VA^jWhereunto  ail  the  round 
neighbouring  countries  refort,’  for  caufes 
of  appeale.  Such  as  are  contumacious, 
aiKl  fayle  of  their  appearance  there  5  arc 
fcnt  (by  (entcnceof  tbcliidgcs)  intoba- 
hifhment  from  the  Empire.lt  is  faid,that 
this  chamber  was  eftablilhed  by  the  Em¬ 
peror  Conrad  the  third,  and  that  it  is  424. 
y'eares  fincc. 


The  alli¬ 
ance  of  them 
of  Rotuille 
with  the  can¬ 
tons. 


X 


The  firft  alliance  that 
they  of  Rotuille  made  with 
the  Switzers,  was  in  the 
time  ofthc  Emperor  Fre- 
dericke  the  third  ,  in  the 
ycarc  This  alliance 
was  renewed  diuers  times 
bctwcenc  them.  At  laft,in  the  ycarc  1 5 1 9. 
they  contraded  perpetu  all  alliance  with 
all  the  Cantons  of  the  Switzers.  Dvring 
the  warre  of  Suaha^  they  of  Rotuille  (en¬ 
girt  with  enemies  on  all  fides)  fhe wed 
themfelues  alwayes  faithfull  to  the  Swit¬ 
zers  5  offering  them  amiably  and  liberally 
all  their  riches  and  men :  which  the  Swit¬ 
zers  could  not  accept,  but  oncly  defired 
them,  to  defend  their  citty  againft  the  c- 
nemy.  Now  in  regard  that  Rotuille  is  fei- 


tiiated  along  the  limits  of  Swetia,and  that 

fuccour  cannot  bee  brought  to  one  ano¬ 
ther,  but  with  danger,  confidcring,thcy 
muft  pafle  through  ocher  mens  lands:tbe 
alliance  Ipcakcth  cxprcffely ,  that  they 
muftbccarcfull  for  drawing  any  warvp- 
ponthcm,orvpon  any  of  their  confede¬ 
rates. 

And  firft  of  all  5  It  is  faid,that  they  may 
not  make  war  with  any  whofocucr,  with¬ 
out  the  knowledge  and  conlent  of  the 
Cantons.  Thcyfhall  giuc  no  fuccour  to 
anyperfon  out  of  Swetia,  without  the 
will  and  confent  of  the  Cantons.  Morc- 
oucr,if they  would  haue  rcafbn  by  Arms, 
for  any  iniury  or  out-rage  done  vnto  the  j 
they  muft  attempt  nothing,but  by  aduicc 
of the  Cantons.  If  their  enemies  will  vn- 
dergoe  increment,  fiich  as  the  Cantons 
Ihall  thinkc  to  be  honeft  and  equall  .*  the 
men  of  Rotuille  alfo  confent  therto- 
If  warre  chance  to  bee  moued  among  the 
cantons  5  they  of  Rotuille  arc  to  follow 
that  part,  which  the  moft  part  of  voyccs 
do  allow.  The  cantons  arctoconferuc 
Cwith  all  their  power^  the  Imperial  cham¬ 
ber  of  Rotuille'^  which  (in  the  mean  whik^ 
(hall  vfc  no  authority  againft  the  Swit- 
2crs,or  any  of «hefn .  And  if  any  ftranger 
(hall cite  orfummon  thcthcra  Switzer; 
they  are  to  make  knowne,and  he  llkewife, 
bowfarre  heis  to  bee  defended  bypriui- 
ledgc.In  breefcjthcy  arc  not  lomollcft  a- 
ny  Switzer  in  that  iurifdi^ion. 

CHAP.  XXIII. 
of  Mulhoufe, 

\jMhoufe  \sz,  Townc  in  the  county  of 
Ferrara^oi  (asfbmcdo  hold  opini¬ 
on)  in  the  Territory  of  Bafle.  It  is  thoght 
that  in  ancient  times  it  was  called  Ariahi- 
nium.  For  in  the  Guide  or  Dirc^cr  of 
waycs,appointcd  \>y  Antoniu^  Augulfus*^ 

— -  this  place  is  fet  bctwcenc 

AuguHa  Rauraca  (which 
is  Bafile )  and  Vruncim^ 
wliich  fomc  do  thinke  to 
be  called  at  this  day, 

then  Mount  Brif- 
faCyHeluetum^  and  Stras^ 
arc  named.  In  thnes 
ot  zntic{Uity yMulhoufems  in  number  of 

thclmpcrialltowncs:  butthc  Biihopof 

Strasbourg  was  Gouernor  tbcrcpf,alfo  of 

the  Townc 


Rotuille  i, 
feituated  tho 
rou^hthc 
roUftof  Sw^ 


^  breuiate  of 
^bc  Article 
of  alliance 
bctwcenc 
tbem  and  the 
Cantons. 


the  Itopeii. 
all  Chanbet 
oi  Rotuille, 
to  be  power, 
fully  deten* 
dcd. 


The  {Iwi 
andnotni 
tionof  ^ 
houfe- 


Mulho 

ofihcl 

allTo^ 


Of  Bienna. 


Chap.H*^5. 


i6^ 


Aliancc  made 
with  Berne 
for  fifcccnc 
yeareSjand 
other. 


m 


Alliance  whb 
all  the  thir¬ 
teen  Cantons 


Towae  of  Colmar.  Ic  came  to  paife^that 
warre  happened  becvvecnc^4i?/^/of  Hab- 
fpoH^rg^  and  ihc  Biilaop  of  Stmboiirg  ^ 
wherein  Mdhotife  was  taken  from  the 
Bifiiop,&:  the  Caftlc  ruined.  After  which 
timCj  Mulh&ufevj^iS  againe  rC'obtained, 
andnumbred  among  thclmpcriall  Cit- 
ties  and  Townes. 

Her  firft  alliance  with  the  Switz^ers^ 
was  made  about  the  yeare  1 4^4.  For  in 
regard  that  the  neighboring  Genilcmcn 
mollefted  the  TownCjand  narrowly  wat¬ 
ched  all  occafions  to  aflault  it :  the  citti- 
zens  made  alliance  with  them  of 
for  fifteenc  yeares^as  alfo  mihFribonrg 
and  SoHeurre,  and  by  meanes  of  the  Ber- 
nknsmitxczSxony  the  other  feiien  Can¬ 
tons  tookethc  Towneinto  theirprotec- 
tion.  Which  proued  fo  difpleafing  to  the 
Noble-men,  that  thele  priiiate  enmities 
conuerted  themfelucs  (Ibone  after)  into 
open  warre:  which  caufed  the  Switzers 
immediately,  to  fend  and  plant  Garrifons 
in  Mulhoufe.  Aftcrward,3ll  the  Cantons 
brought  their  troopes  into  the  field,  and 
came  with  great  afliftance  to  rcleeuc 
Mtdhoufe, 

In  the  end,hauing  befiedged  the  townc 
of  wMsbout^  appertaining  to  the  houfe 
of  AnHrm :  they  compelled  the  Gentle; 
men,tocome  tofomcequall  conditions 
of  peace.  Afterward,thcy  of  Mulhoufe 
were  receiued  for  fellow-Bourgefles  with 
them  of  Bdfile^  and  thereby  more  ftriftly 
j  vnited  to  the  Switzers.  Nine  ycares  after, 
I  the  i^.day  of  January ,thcy  made  alliance 
with  all  the  thirteene  cantons.  The  con¬ 
ditions  were  all  alike  to  the  alliance  of 
Rotuille  ^  as  well  in  regard  ofwarres^  as 
leagues  with  ftrangers. 


The  fituation 
and  eftatc  of 
Bienna. 


CHAP.  XXIIII. 


*  V 


of  Bienne. 


lenne  is  at  the  ende  of  a  very 
pleafant  Lake,  abounding 
with  plenty  of  fi{h&  round 
engirt  (onallfidcs)  with 
goodly  Vineyards.  It  is  vn- 
der  the  gouernmenr  of  the  Bifihop  of  Ba- 
fUy  and  yet  it  enioyeth  lawes  and  regi¬ 


ment  a  part  by  it  fclfe,  as  alfo  libcrall  fra- 
chifes  and  priuiledges. 

The  firft  alliance  of  the 
of  Bienna^  was  made  with 
the  men  of  Berne ^  \n  the 
yearc  1303.  to  riddc  the 
country  of  certainc  rob¬ 
bers  and  theeues,  which 
wandred  there  in  fo  great 
numbers,  as  almoft  no 
way  had  any  fecurity  for  paffage.  In  thi$ 
alliance,  they  of  Strasbourg^  Bajile^  Fri¬ 
bourg  mdi  Solleurre  were  alfo  comprized. 
Three  years  after, in  regard  of  fome  great 
differences,  which  they  had  with  their 
neighbours :  they  made  a  particular  alli¬ 
ance  with  the  Bernians.  Their  third  alli¬ 
ance  was  made  in  Anno  1 3  5  2. and  fifteen 
yeares  aftcr>becaufe  John  de  Kkna,V)\(\\o^ 
of  Bafile3(^a  man  of  turbulent  fpirit)wold 
not  fuffer  any  of  his  neighbours  to  Hue  in 
quiet:  they  of  Bienna,  defirous  to  pro- 
uide  for  their  owneeafeand  tranqiiility, 
ioyned  themfelucs  more  ftri(ftly  with  the 
men  of  Berne,  by  gluing  each  to  other 
the  right  of  fellow- BourgelTcs.  ThcBi- 
fhop  very  angry  at  this  vnion,muftred  to¬ 
gether  fome  troopes  of  horfc,and  (at  vn- 
awares)  ranne  vpon  them  of  Bienna,  and 
claptvpiu  prifbn  the  Authors  of  this  aft 
fociation. 

When  the  men  of  Berna  heard  of  this 
deede,  they  came  to  fuccour  their  fellow 
Bourgeffes,  tooke  ('by  force)  the  Caftle, 
which  the  Byfhop  had  in  Bienna,  fet  the 
prifoners  at  liberty,  and  made  warre  vp¬ 
on  the  Byfhoppe,  as  alfo  on  them  of  Sol- 
leurre^  bis  aflbeiates.  In  this  warre,  they 
tooke  and  ruined  many  places,  which 
wereinfubiedion  to  the  byfhop. 


CHAP.  XXV. 


of  Geneua. 


Eneuais  the  laft  and  vtmoft 
CiiWpi  AUobrogeSy  of 
which  (  amongft  other  of 
Antiquity,)  cfar  hath 
made  mention  in  his  Com- 
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lut.C4>mcom, 

Liki. 

Thefirituati- 
on  2nd  intU 
qu'iiic  of  Ge¬ 
ne  ua« 


Geneua  cal¬ 
led  by  the 
name  of  Au¬ 
relia. 


■  The  Countes 
of  Gene  way 
andofSa- 
iioyc,  great 
cnimies  to 
the  liberties 
of  the  citti- 
zensof  Gc* * 
neua. 


Anagreemcnt 
madebe- 
tweenc  the 
Bifhop  and 
cittizens 
of  Geneua, 
concerning 
the  liberties 
of  the  Ciity. 


It  is  necre  to  the  limits  of  the  Svvitzcrs,at 
the  end  of  the  Lake  Lemmm^  and  an  iffue 
of  Rh&ne commcih  into  it .  Not  oncly 
the  words  of  lulm  but  a!fo  many 

antiquities  there  found, do  teftifie  the  an- 
cientnefleoftheeitty.Many  famous  Mo¬ 
numents  might  haue  beenefeenc  therCj 
but  that  the  citty  was  oftentimes  ruined 
by  enemies,  and  much  deftroyed  and  de¬ 
faced  by  fire.  For  I  finde  in  ancient  chro¬ 
nicles, that  in  the  time  of  Heliogabalu^fie^ 
neua>  was  embraced  with  fo  fierce  a  fire, 
as  hardly  was  any  one  houfe  to  be  found, 
that  flood  free  from  it.  The  Emperour 
Aurelimm  reftored  the  citty  againc,  bc- 
ingfo  pitifully  diffigured, granted  it  great 
priuiledgcs,and  gaiie  it  the  right  oFFaifs, 
and  of  the  Empire,  becaufe  it  was  feitua- 
ted  moft  commodioully .  Hec  called  it 
according  to  his  owne  name:  but 
after  bis  death.l'be  took  her  ancient  name 
againe.  After  ward, it  was  forradeed  (as 
many  other  citties  were)  by  diners  barba¬ 
rous  NationSj  intruding  ihemfclues  into 
France.  And  fome  25 o.yeares  after,  pr 
thereabout,  within  thefpace  of  y.yeares, 
fire  tooke  it  in  fuch  terrible  manner,as  the 
moft  part  of  the  citty  was  quite  ruined. 

The  BilT.oppricke  of  in  for¬ 

mer  times  had  very  ample  priuiledges  & 
fraiuhifes :  yet  notwitbftanding,  the  cit- 
tizensheld  their  liberties  to  themfelucs, 
and  alwayes  carefully  conferued  theyr 
leagues  pcrpciuaU  with  the  Bifhop,  ^ac¬ 
cording  as  they  were  left  vntothero  by 
their  anceftors.  Ihe  Counts  of 
wayy^iw  areat  enemies  to  their  liberties ; 
who  (neuerchcleirc)  were  vaffailcs  of  the 
BilUopprickc,  and  held  their  Earledomes 
of  him  by  fealty.  So  in  like  manner  were 
the  Counts  of  Sauoyet^  but  thecittizens 
maintained  their  rights  and  priuiledges 
couragioufly  againft  the  Counts. 

In  theyeare  1420.  when  the 
fir  ft  Duke  of  Saiioye,  laboured  to  obtain 
of  pope  Martm^  by  way  of  entcrchange, 
the  right  and  fuperiority  (as  they  call  it) 
oner  the  citty  of  Geneua :  the  Biliiop  na¬ 
med  John  de  Fierre-feix^e ^  made  an  agree¬ 
ment  for  him,  and  all  hisfucceflbrs  with 
thecittizens,  that  he  nor  they  fhouldat 
any  time  confcnc,  that  the  liberties  of  Ge¬ 
neua  fliould  be  exchanged  or  alienated.  If 
eyther  he,  or  any  of  hisfucceflbrs  did  o- 
therwife;  the  citcizens  might  hold  and 
ranke  him  or  them  in  the  number  of  trai¬ 


tors  and  conipiring  enemies.  Some  while 
after  this,thc  Emperor  Maximilllan^  ha- 
uing amply  publilBcd  his  Sonne  inlaw, 
Duke  of  Sauoyc,  Vicar  of  the 
Empire  in  thofc  parts :  then  ^^nne^PhtU- 
bert  and  his  brother  Charles^  ftroue  to 
fubiedi:  Geneua  vnder  their  awe,  pretend¬ 
ing  the  tide  of  this  new  right,  and  priui¬ 
ledges  of  the  Vicarfhip,  giuen  in  former 
times  to  the  Counts  of  Sauoye,  by  the 
Emperour  Charles thQ  fourth.WhoCnot- 
withftanding)  tooke  from  Count  Amias^ 
alla<Stion,power,iurifdi(51:ion,  andprehe- 
minence,  oucr  the  citty  and  territory  of 
Geneua, 

While  thefc  praddfes  and  confpira- 
ciesof  the  neighbouring  Princes  lafted, 
dicy  of  Geneua  maintained  themfelues 
hcedfully  in  amity  with  the  Switzers,and 
(diners  cimes)made  alliance  with  the  Ber- 
nians  andFribourgers,  for  certain  years. 
At  length,  they  combined  alliance  and 
fellow-Bourgeniip  perpetually,  with  the 
of  herne,jxvidi  confirmed  it  more  ftridly, 
in  the  y  eare  1 5  3^-  Then  in  regard  of  the 
religions  alterationjthe  Duke  of  Sauoye^ 
and  the  Bifhop  of  Geneua^  made  war  vp- 
pon thecittizens,  they  being  fuccoured 
by  them  of  Berne,  This  alliance  hath  bene 
ffinccthen^  renewed,  and  many  friendly 
motions  made,  to  allic6’e’;?<?;/^  with  the 
Cantons :  but  I  know  no  rcafon,  why  it  is 
nor  executed  and  done. 
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|HE  Citty  of  T^w-Caflle.  ,  .  r 

•  r  .  J  ^  r  Theeftareof 

isleatedin  the  country  of 

the  Auanttet^  vpon  the  lake  j  being botha 

which  is  called  the  Lake  of i  \ 

New-Calile^  at  the  head^ /nc  country 

whereof  is  another  little  To wnc,  called 
Tuerdun,  New-CafJle  is  both  a  citty  and 
country, and  the  Count  thereofwas  cho- 
fenbyfucceffion  of  the  Counts  of  New- 
Casile :  but  fince,  falne  to  the  Counts  of 
Hochbergfvit  Marquefle  of Rotclin^^\\^  to  | 
two  Dukes  of  LongueuiUe,  Durinej  the ! 
warrebetweenc  King the  twelfth,* 
and  the  SwitzerSjthc  men  of  Berne  (in 

name 
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name  of  all  the  cantons  their  confede¬ 
rates^  poffeired  themfelues  of  the  citty 
of  iSJeiv-cdsHe^  and  of  the  whole  county, 
ana  placed  there  a  Gouernor.  This  order 
the  other  cantons  continued,  except  that 
of  Zurich^  who  bailing  loft  their  rankc.* 
at  thcreturncof  it  to  their  turne  againe, 
theyfhould  command  at  New-cafHetwo 
yeares  together. 

But  when  the  time  drew  neere,  lone  of 
HoMerg^  mddowto  the  Duke  of 
^^mY/^'^preuailed  fo  much,  as  (with  cer- 
taine  conditions)  the  county  was  furren- 
dred  back  againc,in  the  yearc  i*,  2  9.Som- 
time  before,  this  county  had  beene  allied 
from  the  Cantons  of  Berne ^LuceYfid^Frt- 
bourg^‘:ix\d  Solleurrehy  mcanes  of  ipme 
Articles,  which  were  confirmed  againe 
vpon  this  reftoring  or  fiirrender.  At  this 
dayjthe  counties  of  are  parti - 

ciiiarly  allied  with  the  men  of  Berne ^  or 
the  Bernimsy 


to  themes  to  the  houfeof  AuFirm^  their 
ancient  priuiledgesfaued  and  excepted- 
rhofe  Towns  are  Bada^Bremgarten^Frau- 
t^^i'ifddyMeUmgenymd  BafperwilL 
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Of  thofe people  that  are gouerned  (m  coni' 
^on)  by  the  Cantons  of  the  Switzers, 


0 

yi  good  and 
.inguJarkindc 
'3l'“^fgoicrnmet 
uind  wellob- 
^  '^rued  among 
0  them  in  thole 


Ec  haiie  appointed  for  a 
third  part  of  our  Switzers 
common- wealth, thofe  peo¬ 
ple  that  are  gouerned  (in 
commoiV  by  the  Switzers. 
It  is  neceffary  then,  to  fay  fome-whatof 
the  time, and  by  what  title,  they  became 
fubieds  to  the  Switzers.  Among  them 
there  arc  fbmc  Townes,  which  wee  may 
tearmc  ftipendaries;  becaufe  (at their  own 
proper  cofkand  charges)  they  march  a- 
long  in  warre  with  the  Switzers.  Neuer- 
thelefle,thcy  gouerne  thenTelnes  by  their 
ownclawes,  and  make  eledionof  their 
Magiftrates  5  8c  yet  the  maine  foucraign-  j 
ty  appertaincrh  to  the  Switzers, to  whofe 
Lawesand  Edids,  thofe  Townes  ftand  ! 
bound  to  obey.  Anciently  they  belonged 
to  the  houfe  of  but  during  the 

warres  againft  thathoufe,  the  Switzers 
became  Mafters  of  the  neighbouring 
countries,and  thefe  Townes  yeeldcd  the- 
(elucs  to  them  vpon  certaine  conditions ; 
CO  wit, that  they  fhould  be  as  wcllfubicd 


taincs  in  that  place,  whcreimro  men  and 
women  vfe  to  reforc  (in  great  numbers  J 
from  diners  countries.  For  this  caufc 
fome  liaue  called  it  the  Towne  of  Baths, 
others,the  Caftle.  According  to  cuftomc 
of  our  Elders,  who  called  Baths,  thofe 
places  where  there  were  hot  Springs  and 
Fountaines :  fo  may  wee  tearmc  this,the 
Switzers  Baths.  As  in  Italy  there  are  the 
Baths  of  Statiell, and  others:  In  France, 
the  Baths  of  -^/x,ofthe  Conuenes ^  and  of 
ihtTarbes^  ^ In  Germany, the  Baths  of 
Spdch  or  Spaw-,2T\d  of  Aix.  In  like  man¬ 
ner,  BaddfSi  Towne  of  the  Marqiiifare  of 
Badd^m  a  certaine  infeription^is  named, 
The  Bdthes  :  And  in  the  infeription  of 
Wettingeny  they  of  Bddd  are  called.  The 
citcizeiis  oflhe  Baths. 

This  Towne  is  one  of  the  moft  ancient 
of  Swetiajbythe  teftimony  of  Cornelim 
Taekues ywho  tearmeth  it  a  Towne  or  Cic- 
ty, hailing  in  abundance, and  with  great 
pleafure,vcry  wholefome  waters .  The 
fame  Author  faith,  that  the  Romans  took 
notice  ofa  Garrifon inthc  Caftleof  Ed- 
ddymd  reputed  it  felfe  to  be  a  Garrifon; 
for  the  Mountaines  which  dole  8c  ioync 
together  in  that  quarter,  do  lockc  vp  the 
country.  Topalfe  out  of  Germany  and 
Swetia  into  France, and  into  Italy,  wee 
muft  goc  through  Edddy  then  ouer  the 
lands  oi  Zurich -y  from  thence  into  the 
country  of  Ergow yC%wi  thwart  ouer  Swe- 
tia.  In  ancient  times, this  T ovvne  had  two 
Caftles,  one  feared  vpon  an  high  Rockc, 
which  is  nothing  now  at  this  day,  but  old 
decayed  mines  (being  (poyled  and  defa¬ 
ced  by  the  Switzers5as  we  declare  a- 
non.)  And  the  other  at  an  end  ofa  bridge, 
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Bada  ioyned 
to  the  houfe 
of  Auftria)  & 
reuolued  to 
the  Switzers. 


By  what 
meanes  Bada 
came  into  the 
power  of  the 
Switzers. 


A  Councel  of 
war,  &  their 
anfwcr  retur¬ 
ned  vnto  the 
Switzers,  s 


Inthefclfc* 
fame  councell 
it  was  dccrce- 
ed,  that  men 
didnotltande 
bound  to 
keepe  Faith 
with  them 
that  were  cal 
led  heredkes. 


where  (in  ourtime)dwcltthe  Bayliffes  or 
Gouernoursj  which  were  fent  thither  by 
the  Cantons .  Bada  hath  had  (in  former 
times )  Counts  j  the  race  whereof  are 
quite  exiinft,  and  their  fucceflors  haue 
bene  the  Lords  of  Habf^ourg^^ho  ioyned 
that  County  to  the  houfe  of  AuHria^  and 
diuers  other  goods,But  from  the  houfe  of 
AuBria^  Bada  came  into  the  Switzers 
handsjat  the  timeofthe  Councel  oiCon- 
Jiance ^in  manner  following. 

Fredericke  of  AuBria,  brought  Pope 
lohn  the  22  .out  of  the  Councelh^  main¬ 
tained  him  againft  the  Empcroiir  and  the 
Councell.  For  which  caufe,  by  the  De¬ 
cree  of  the  Councelh  he  was  excommu¬ 
nicated,  banifhed  from  the  Empire,  and 
his  goods  confifeated .  The  Emperour 
himfelfe,  with  an  affembled  Army,  from 
the  Townes  and  Gitties  of  Germanie  and 
Smba^  the  Duke  of  Bauaria^  -  and  fome  o- 
thers,made  warre  vpon  him .  Alfo  com- 
mandement  was  giiiento  the  Switzers, 
onbehalfe  both  of  the  Emperour  and  the 
Councell  to  affaile  Frederick  with  al  their 
forces.  W  hereof  they  made  refufall,  al- 
Icdging  ahat  they  could  not  doe  it,  and 
their  honor  faued :  in  regard  of  the  peace 
formerly*  made  (for  fifty  jyearcs  follow^ 
ing}  with  them  of^^^i^m^confirmed  by 
Oath  and  Letters  Patents .  The  Fathers 
of  th^^Counccll  made  anfwerc  to  this  ex- 
cufe  ofthc  Switz^ers :  that  Fredericke  was 
an  enemy  to  the  Church,  excommunica¬ 
ted  and  banifhed  by  publike  order  :  This 
warre  concerned  the  good  of  y  Church, 
who  was  offended  and  iniuried  ( in  her 
members)  by  Frederick. 

Wherefore,  if  in  thiscaufethe  Swit¬ 
zers  vndertooke  Armes,  according  to  the 
command  of  the  Emperour,  they  fhoiild 
do  a  good  and  holy  worke.  They  fhould 
alfo  well  confider  with  themfelocs ,  how 
much  itwoiilde  wounde  their  honour^ 
if  (in  contrary  oppofition)  they  continu¬ 
ed  idle  excufes,  which  would  wrap  them 
vp  in  the  fame  cenfure  and  condernnaiion 
with  Frederick.  Ouer  and  befide  all  this, 
according  to  the  aduicc  of  the  Ambaffa- 
dors  of  England^  Denmarke^  Sweden  ^  Nor* 
wyy  Bohemia^  Polonia^  and  Princes,  Gen¬ 
tlemen,  and  Lawyers,  the  Emperour  de. 
dared,  that  the  Switzers  might  (with  a 
good  and  fafe  conlcience )  make  warre 
vppon  Fredericke  >  notwithftanding  the 
peace  made.  Becaufe  that  the  Subieds  of 


the  Empire,  in  all  adions  doe  except  ex- 
prclfely  or  couertly,thc  right  and  Maic- 
fty  of  the  Emperor. 

The  Emperor  fent  a  copy  of  this  areft 

and  decree  to  the  Srpitz^rs  ^  cnioyning 
them  againcto  make  war  on  Fredericke^ 
and  by  the  fame  meanes  adiudged  to  the 
empire,  all  that  which  they  oi  AuBria 
had  engaged  to  them  before.  Promifing 
alfo,  not  to  make  any  peace  with  Frede:z 
rickeyiA  the  Switz^ers  were  firft  reintegra¬ 
ted  into  their  former  agreement.  The 
Switt^rs  being  then  perfwaded  with  fuch 
reafonSjleuied  their  Armes ;  but  becaufe 
they  were  to  SN  arre  in  the  name  of  the 
Emperor,  and  of  the  Romane  Empyre, 
they  demanded  wages  ofthc  Emperour: 
declaring,  there  was  no  reafon,  that  they 
fhould  furnifli  themfelues  at  theyr  ownc 
charge,  and  the  fruitc  of  the  vidory  fall 
intoother  mens  hands;  and  that  theyr 
wealth  was  not  fufficient  to  furnifli  fuch 
expenccs. 

The  Emperor  thought  this  demand  to 
be  made  in  equity:  neuerthelefre,becaufc 
he  was  fomewhat  empty  of  money,  hee 
agreed  with  the  Switzers ,  that  all  the 
goodes  of  the  houfe  of  AuBria^  which 
they  pofTeffed  already,  or  could  conquer 
in  this  warre;  they  feould  enioyitin  the 
Empires  name,  vniil  they  fhould  be  paid 
their  wages,  and  charges  during  the  war. 
By  efpcciall  Letters,  the  Emperor  exhor¬ 
ted  them  of  Zurich  to  enter  the  field  ,and 
granted  them  (in  title  of  Fee)  the  Coun¬ 
trey  which  is  beyond  Mount  Albim^  na¬ 
med  the  Free  Prouince,  which  they  of 
AuBria\\cMi.  '  According  heereio,the 
y care  one  thoufand,  foure  hundred,  and 
fifteenc,  about  the  fifteenth  day  of  April, 
the  men  of  Zurich  ..with  their  troops  well 
prepared ;  went  to  befiedge  a  Townc  fea- 
ted  on  theRiuer  of  ^/^,namcd  Mellingen 
and  on  the  third  day  tooke  it  by  compofi- 
tion.From  thence  they  went  to  Bremgar- 
where  the  Cantons  of  Suits  &  Zug 
ioyned  with  them .  They  of  Bre?ngarten, 
(by  example  of  the  other)  yeclded  thc- 
felues  to  the  Switz^ers^  vndcr  protect  ion 
ofthc  Empire. 

At  the  fame  time,  the  Lucernians 
tooke  a  Townenamed  Surfey.Tht  Bcrni- 
ans,afsifted  by  them  of  SoUeurre^  Bienna^ 
the  County  of  T^w-caflley  and  fome  o- 
thers  befide,  got  into  their  power  Xofin- 
^gen^Arhergy  Aron\  Lentz^bourg  dcBrug^ 

to 
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'  together  with  the  country  of  As 
for  thctti  of  Zurich,  afeerthey  had  taken 
theforenamed Townes,  they  bcfiedged 
HaIa,  All  the  other  Cantons, except  Bfrn 
ioynd  with  them,  for  they  of  Aa>flm  held 
no  place  in  iS’ii^^’^w  ofgtcatcr  ftregth  then 
this ;  and  the  Garrifon  of  BAda  had  much 
oucr-trauellcd  the  Switzers ,  efpeeially 
them  of  Zurich,  and  this  was  the  reafon, 
that  the  Cantons  refolued  to  force  both 
the  Towne  and  Caftlc.  As  for  the  towne, 
after  it  had  beene  beaten  with  the  Can¬ 
non,  for  thefpace  of  three  wcekes,  with¬ 
out  ceafing,  it  yeelded.  But  the  foldiours 
ftill  defended  themfelucs  in  regard  of the 
forcrcDTe,  and  held  out  well,  after  redditi- 
on  of  the  Towne.  The  Switzers  on  the  o- 
therfide,  hauing  recciued  fuccour  from 
them  of  Berne,  did  dayly  beate  the  place  j 
and  preffed  the  Garnfon  to  yeeldc  them- 
1  felucs.  At  length,  the  Souldicrs  hauing 
The  Caftle  of  ftoncs,  arrowes,  darts,  nor  anie 

Bada  vpon  Other  munition  proper  for  defence,  truce 

being  granted  for  fomedayes :  vpon  con- 
dition5tnat  it  within  a  limited  time  Frede- 
rickeoi  AuHrU  did  not  deiiucr  the  from 
this  fledge,  they  would  quit  the  placc,and 
dcliuerthe  caftle  into  the  power  of  the 
Switzers.  ^ 

ees.K>  break.' ' .  thefc  things  wcrc  in  Working ; 

the  blowcsof  ^  by  the  intcrcclltonofthe  Duke  of  Baua- 
thc  Switzers,  ria,andthc  Burggraue  of  Nuremberg, 
Fredericke  was  reconciled  to  the  Empe¬ 
ror  who  fern  immediately  his 

Ambafladours  to  the  campc  of  the  Swit« 
zersjto  giuethem  command  for  the  cea¬ 
fing  of  warre.But  the  Switzers  feeling  yet 
the  outrages  which  the  Garrifon  of  Bada 
had  done  vnto  them  ,fo  foon  as  the  truce 
time  was  expired ,  fo  preffed  them  with^ 
in,  that  two  dayes  after  Pcntecoft,  the 
caftlc  was  deliucrcd  to  them,  which  they 
burned  and  quite  ruined,  as  fbonc  as  the 
enemy  had  auoided  it.  On  the  Morrow, 
theCount of  T ogge^  Ambafladour fiom 
the  Emperor,  being  aniued  at  ihc  Swit¬ 
zers  campc,  to  command  them  agaync, 

*cSwkxcrs.  Should  giueoucrarmes,  found 

the  caftlc  to  be  taken  and  fpoylcd.  This 
ftrooke  fomewhat  deadly  vnto  the  Noble 
mens  hearts :  but  they  had  no  occafion 
to  complaine,  bccaufc  the  Switzers  had 
done  nothing  jbut  in  cafe  of  open  &  law- 
full  warre. 

Then,  as  the  Emperor  was  ready  to  go 
for  Spain,to  fetch  thence  Pierre  de  l^une^ 


that  he  might  be  Pope,  who  aftcrwardcs 
was  called  the  eleuenth  5  bceing  in 
need  of  money,  bccaufc  his  cofers  vvctc 
emptied  (hauing  disburftd  great  pay es, 
without  any  intenniffion  in  the  precedent 
warres,  and  for  the  affaires  of  the  Coun¬ 
cell)  he  engaged  to  them  ofZurich,Bada, 
Bremgartcn,  Mcllingcn,  Surfey,  and  the 
Lands  to  them  belonging.  Alfb  to  them 
ofBemCjthfccountry'ofHrgow,  which 
they  had  taken,  already  hath  bccnc  de¬ 
clared:  yet  paying  a  great  fum  of  crowns. 
At  this  day,  the  country  of  Ergoup  isi  pof 
fcAfcd  by  them  of  Berne  oncly.  The  yeafe 
following,  they  oi Zurich  made  a  part  of 
that  which  was  ingaged  to  them,  oner  to 
the  Cantons  oiLucerrM^SmtsJ^nderuAldy 
Zug^ZTid  cUris.  ' 

From  the  beginning,  the  men  of  F'ri 

vvould  not  hauc  any  part  j  as  thinking, 
that  the  detention  ofthefe  placcs,contra- 
dided  the  treaty  of  peace  made  ‘with 
Fredericke.  But  after  they  vndcrftood  the 
reafbns  of  their  confederates, who  protc- 
fted  (in  themfelucs)  the  fame  defire  of  ob- 
feruing  the  peace:  but  that  by  commaund 
of  the  Emperor,  and  ofthc  CounGel,thcy 
vndertooke  armes.  Next, that  by  the  will 
and  confeotof  them  both,  they  pdflefled 
now  thole  places  for  wages^  and  price  of 
w^rre^fcruice,  and  held  them  on  the  faith 
of thc  Emperor,  the  foueraigne  Lorde ; 
yet  for  a  great  fumme  of  money,  which 
they  had  layd  out  &  disbuffed .  The  men 
of^r/hauing  heard  thcfcRcafons,  and 
other  ofthc  like  Nature,  entred  into  part 
of  this  engagement*;  ’  thcBcrnians  alfo 

were  recciued  in  at  the  length. 
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CHAt>.  XXVIII. 


1  i 


Of ^emgArten^  Arid  Mellingen. 


’J^emgarten  is  a  Towne,  fituated  on  the 
Riuer  of  Ai^^which  enclofoth  it  in  the 
midft  almoft,  in  forme  of  a  demy  Mind, 
a  great  Germane  mile  beneath  Lucerm. 
It  appeareth  by  the  ancient  priuiledges  of 
this  Towne,  that  it  was(hcrecoforc)num- 
bred  among  the  Imperials.  Ncuerthclei,  ^ 
it  became  (afterwards)  fubiedi:  vneo  r&c 
Counts  of  Hahjpourgt  then  to  the  Princes’ 

of 
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Of  Rafpervvill. 


3  Booke 


Aiefcrip^ion 
of  the  fctcua- 
donofMcl* 
Ungcn. 


of^/^iT/rwdelccndcclofthem#  But  it  is 
not  well  knowne  at  what  time,  ncy  ther 
by  what  title,  they  came  to  make  them- 
felues  Lords  thereof. 

MelUngen  is  a  little  fmall  T ownc  vpon 
the  (clfcfamc  Riucr,  about  halfa  German 
mile  below  Bremgarten.  It  hath  alwayes 
beene  vnder  the  dominion  of  the  Counts 
of  Habfpourg .  Thefc  two  ^own^s  were  ta¬ 
ken  (as  Bada)  in  this  war  which  the  Swit¬ 
zers  made  vnder  the  Empires  name^  and 
then  afterward,  the  Emperour  Sigifmond 
pawned  it  to  the  Cantons ;  vpon  condi¬ 
tion,  that  all  their  ancient  rightes^priui- 
ledges^andcuftoraes,  (hould  remain  en¬ 
tire,  and  the  Cittizens  to  yeeldc  the  fame 
dutie  to  the  Cantons  ,  as  formerly  they 
had  done  vnto  the  Counts  of  HAy^ourg^ 
and  Princes  of  AuFivU  their  Lordes#  At 
this  very  day ,  both  ihefe  Townes  arc  vn¬ 
der  gouerncment  of  the  eight  firfl  Can¬ 


tons. 
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CHAP.  XXX. 
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AS  concerning  RaJ^erwilly  it  is  a  town 
on  the  Lake  of  Zurich,  wherin  dwe  It 
((ometimes  the  Counts  oiRaJperwil^^ho 
had  to  their  fucceffburs  theCountes  of 
l^Ab/j^ourgy  that  gouernd  like  wife  in  thefe 
quarters.  In  the  yearc  i458.thc  Switzers 
I^ccamc  matters  thereof.  There  were  then 
two  fatttions  in  this  tpwn^  the  one  of  Au- 
^rmSi^nd  the  other  of  Switzers.  Duke 
Sigifmond^  tookc  fomc  of  the  Switzers 
partakers,  and  brought  them  as  prifoners 
to  infpruL  The  rett  amazed  at  this  deedc, 
fled  into  but  by  entermife  of  the 
Cantons,  they  all  re-entrea  Rajpermll^i- 
gaine.  For  the  C  antons  protetted  out  a- 
lowde,  that  they  would  come  and  aflault 
the  toWnc,cxcept  the  prifoners  might  be 
enlarged, and  the  banifhed  receiued. 

It  came  to  pafle  the  yearc  following, 
that  the  Switzers  made  warre  on  them  of 
ConBAnce^  who  had  done  them  fbmc  dc- 
fpigbtflill  outragcs.Peacc  being  madcjas 
they  of  Fri^SmtSyP^nderuAldyZoo  Glaris  re¬ 
turned  homeward  to  their  houfcs3  they 
demanded  viftuals  for  their  troopcs,  and 
palTaec  thorow  RafperwiK  which  they  ea- 
%  obtained  by  the  purfuite  of  their  par- 
takes.  But,being  entred  more  ftrongiand 
J‘ 


in  greater  number  then  the  Cittizcns(thc 
moft  part  whereof  were  Switzers  inaffe- 
aion)  they  compelled  the  Cittizens  to 
fwcarc  fidelity  to  thcm.So  that  from  that 
timc,/e4^^rw/?rcmained  in  the  power  of 
thofc  foure  Cantons:  wh®(ncuerthelcfle) 
left  the  citizens  to  thefame  liberty  as  they 
had  vnder  the  Dukes  oiAuBm* 


CHAP.XXXI. 
of  FrAwenfeld* 


npWoyc 


'cares  after  the  taking  of 
mll^  the  feauen  Cantons  then  being 
in  warre  againft  Sigifmond^  Duke  of  Au^ 
BriAy  tooke  Frawenfeldy  the  chiefeft  town 
in  all  the  country  of  Turgew-  There  were 
rcafons  and  occafions  enow, whereby  this 
warre  was  vndertaken  and  attempted . 
The  Duke  had  imprifoned  Cardinall  Cu- 
y4»<7,by(hoppc^of  Brefcia ,  and  becaufe 
he  did  not  releafe  him,  fo  foonc  as  Pope 
Rm  (who  formerly  was  named  Rneas 
SylutHs)  fenthim  command  to  doe  it,hcc 
was  therefore  excommunicated  .  But, 
bccaufe  this  ThUndcr-bolte  did  not  dif- 
mayhim,  and  he  appealed  from  that  fen- 
tcncc,tp  the  next  Councell ;  the  Pope 
commanded  the  Switzers  to  defend  the 
Churches  rightes,  and  to  fetvpon  Sigif 
mondi  The ‘  Cantons,  who  had  as  much 
credite  with  the  one,  as  with  the  other , 
obeyed  the  Pqpes  command ;  .but  there 
happened  other  occafions  to  induce  this 
warre.  7. 

‘  Thetowne  of  Winter  duer  jin  the  coun- 
tic  of  Kybfiurgy  appertaining  to  the  Can¬ 
ton  of  Zurich,  was  fubiefted  to  the  Duke 
of  AuBria  There  is  euery  yearc  in  that 
place  a  Fayre,  on  the’ day  of  Saint  Galyiiz 
fixteofOdober,  whereat  the  Countrey 
people  round  about  doemecce  in.  great 
numbers.  They  of  Kybourg  being  come 
thither,  the  gates  vver  fhut  againft  them, 
vppona  finiftcr  fufpitionof  the  inhabi¬ 
tants,  that  they  of  Zurich  would  furprizc 
thcTownc,during  the  Faire  time,  &:  had 
therefore  made  fome  preparation. 

Now,  as  the  Bayliffe  eftablilhcd  by 
theCanton  of  Zurich  in  ihofe  quarters, 
required  that  the  Gates  might  be  fet  o- 
pen,  and  that  they  of  Kybourg  might 
hauc  free  trading,  according  to  theyr  ac- 
cuftotnd  maner,promifing  that  the  town 
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not-  I  ucnimentsinall.  towitithe  Coantieof 
wthltioding  all  this,  nocredice  would  '  Bada,  the  three  Prouinccs,  r»r?<w.  Sav 
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Vioknee  and 
cruelty  is  deaf 
and  will  noc 
heare  any  iu- 
(lice* 


A  new  Garri- 
fpn  is  planted 
at  Winterdu- 
cr^which  loon 
after  was  be- 
fiedged. 


be  giucn  vnto  his  words.  As  a  counter- 
change  of  this  iniury  j  they  of  Zurich  pro¬ 
hibited  their  people  from  bringing  ci¬ 
ther  vii5tiials  or  merchandizes  to  iVinter- 
duer.  The  Duke  o^AnjlrU  on  the  other 
fidcj  (landing  vppon  his  guard,  placed  a 
garrifon  in  the  towne.  Thefe  things  hap- 
ned  before  the  excommunication  from 
the  Pope,  ■  .  a 

But  yet  there  was  another  accafion  fgr 
the  moouing  ofthis  warre.;  ^  There  were 
two  brethren,  Gentlemen  o^mark,of tlie 
country  of«yr/>/4,nani€d  ■ 

They  of-^4^i^j|^^,had  infbr 
c,ed  them  from  their  houfes,  and  defpoy-' 
led  them,ofalLthcir  goods : .  whhout  ex¬ 
cepting  (b  much  as  the  dowric  belonging 
to  hermrds  mk ,  who  was  of  the  houfe 
o^Stmkenberg.  After  they  had  follicitcd 
the  Duke  a  long  time,  to  reftore  theyr 
goods  againc,  and  ncucr  could  obtain  fo 
much,as  thathce  would  admit  but  what 
iuftice  did  allpw:at  lcngth,thcy  withdrew 
themfelues  into  Swetia^  and- were  rccey- 
.ued  as  BourgclTes  into  Zurich  .  After¬ 
ward, hauing  brought  a  little  town, called 
Eglifow:  they  made  warre  on  the  Duke  of 
afsifted  by  the  rnenof  Zurich. 
The  Duke  placed  a  new  garrifon  at  Wm^ 
terduer,  but  after  the  troopes  of  Zurich 
were  drawne  thence :  fome  difference  fel ' 
betweene  the  Garrifon,  and  the  inhabi- . 
rants  oiKybourg,  So  that  once  more  they  i 
of  Zurich  (hauing  demanded  (iiccour  of  ^ 
their  confederates)  went  foorth  into  thc^ 
fieldc,  going  to  befiedge  Winter duer.  At  ‘ 
this  time  then,  to  wit,  in  the  yeare,  one ' 
thoufandjfoure  hundred  and  fixty,  Dief 
fenhoWy  a  Towne  on  the  Rheine^  in  the 
country  of  Turgow^  this  country  alfo,  and 
Frawenfeld  were  conquered,  and  reduced 
vnder  the  power  of  the  Switzers. 


g^nSy  th e  Rhegufccs^tUn  is  to  fay,  the  val¬ 
ley  of Rheineywhich  they  cAVRinthdll^LH- 
gAno^  LocarmyMendrifay^n^  the  wstlc  Ma¬ 
dia,  The  fourc  lafl:  arc  beyond  thp  Alpes, 
-i  n  Italy, towards  the  Milkinnefes^U  fpeak 
Italian^  the  other  the  Germane  tongule. 
Sargansy  and  the  valley  otuhinthadM^  on 
the  Frontiers  ofthc  6^f^«y,*thc  other  g. 
are  feared  within  the  confines  of  ancient 
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Themancrofi 
their  Con- 


j . ' :  ^  of^ Bada  and  Turgow. 

TN  this  manner  (then)  were  the  Towne 

.and  County  of tneircon'^ 

wenfeldyhy  the  Swttzerr  conquered 5  at  ^^fthachbia 
fuch times^and by  thofemt ancs ,  asfor- 
mcrly  hath  bene  related.  IheCantons.of 
Zurich^  Lucernay  Vri^  Suites^  P'nderualdey 
^Zug^Glaris^itii  hernCy  commaunded  at 
Bada.  They  are  Lords  ofTurgoWy  except 
the  Canton  of  Bern,  which  Hath  no  part 
therein.  As  concerning  the  taking  know- 1 
ledge  of  criminall  caiifes,  the  Ei  nperburl  ^dminalcau* 
Si^fmondxkoVQxtftoiVi  Frederick  of  Au- 
Jiriay  at  the rime  of  the  Counccll  of  Con- 1  hi^iiawnd 
ftanc^y  and  engaged  it  to  the  City  of  Con- 
ftanccy  which  kepte  it  till  the  yeare  14pp. 
when  the  Emperor  Maximtllian  attribu. 
ted  that  authority  to  the  Switzers ^  by  a 
.treaty  ofpcace  which  hee  made  with  the. 

And  therefore  the  feuen  firft  Cantons  a- 
>bouc  namedjare  Lords  of  Tnrgow  .  But 
concerning  the  knowledge  of  crimes,  ap.  The  auth'>ri, 
pellations  and  fines  or  amercements 

which  may  happen,  as  oftentimes  they  |  c<liuom 
doe :  that  appertaineth  to  the  tenne  firft 
Cantons,  who  made  warre  agaynft  the 
Empcrour^4x/W//w,  and  the  League 
ofSmba, 


h 
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nedbyther. 
Srft  Cantons, 
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,  / 

Of  the  nine  ^aylywicksyor  Gonernnaents. 


E  common  Baylywickes,  are  go- 
iicrned  finpart^  by  the  feauen  firft 
Cantons,  and  partly  by  fome  other  with 
them.  There  are  nine  Bayly wicks,  or  Go- 


CHAP.  34. 

Of  the  three firH  Provinces. 


f- 1 


O  W,  to  fpeake  of  the  three  Proiiin- 
^  ces, which  are  along  beyond  the  JRi- 
ijcvofRuf  (to  diftingiiilh  them  from  the 
free  Prouince,  beyond  the  Mountain  Al- 
which  was  giuen  to  them  of  Zurichj 
by  the  Empctoi  Sigifmondy^s  we  hauc  al¬ 
ready  declared  before:)  they  were  taken  I 
by  the  Switzers ,  at  the  very  (amc  time  / 

when] 


Concerning 
thefeituation 
and  true 

names  of  the 
free  Prouin- 
cei. 


the  Sargans. 


3»  Booki 


why  the  name 
was  thus  glue 
them,accor' 
ding  to  the  au 
thors  opinion 


j  when  Bada  was  conquered.  Hcere  let  me 
I  tell  you,  that  we  callcenaincCaftles& 
Villages,  which  lye  along  theRiuerof 
Thcrcafon  both  abouc  and  bclow 

free  Prouinccs  •  This  name  wasgiiicn 
them  (in  mine  opinion)  becaufe  that  the 
three  villagcS  j  to  wit,  Meyenhergy  pchen- 
feezndErgoTV,  had  anciently  kept  (each 
one)  her  iurifdiftion ,  Magiftrates,  and 
Officers  by  thcmlelues :  (b  that  they  fcc- 
roed  as  three  feuerall  Prouinccs ,  novve  i 
ioyned  all  into  one.  In  times  paft,  all  that 

quarter  was  called  the  Counticof  RorA^ 

and  fo  it  was  namfcd  by  Henry  the  5.  Em-‘ 
peroutjina  priuiledgeot  the  Abbey  of 
Mnren.  The  caftle  belonging  vnto  the 
Countes  of  was  m  the  Townc  of 
Arm- 

At  filch  time,  as  (by  command  of  the 
Emperor  and  the  Counccl  ofO;^4;;r^^ 
the  Switzers  made  warreon  Frederickeot 
Au/iria^they  of  Lucerm  conquered  thofc 
placcs^which  are  along  the  Riucr  ofRn/f 
and  namely  that  county  o(Ror^-  After 
the  wane ,  when  they  contended  who 
{hould  be  Lords  thereof  only :  the  Can¬ 
tons  of  Zurich  ySmtSyFrideruddJaUgiZX\d 
Claris  oppofed  againft  them,  and  in  di- 
uers  dayes  held  at  Begkenried^  V'nderualdy 
^^/^.r^andinthccampe  before  Brcmgar- 
ten^they  (hewed,  that  (from  the  begin¬ 
ning  of  the  warre)  the  Cantons  had  a- 
grccd,rhat  they  fhould  be  Lords(in  com¬ 
mon)  of  all  places  in  the  countrey  of  £r- 
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of  the  Sargans, 

\  Mong the  Grifons,  the  SarunetesM- 

lr»na  fime  finCC  ibuC  at  thiS  daV, 


SomediftV 
rcncc  among 
the  Cantons, 


concerning 


the  conqueft 
of  the  free 


Prouinccs. 


ThcLuccrni 
ans  pleaded 

'  thcirTii^m^  that  fhould  be  won  in  that  Warre , 

^b^adOTs!  Now,  although  the  Lucernians  maintai¬ 
ned,  th  at  they  had  giuen.  charge  thereof 
to  their  Ambafladors  5  yet  notwithftand- 
ing,  after  the  teftimonies  were  gathered 
both  of  the  one  fide  &  othcr,the  Lords 
of  Berne  bccing  appointed  iudges  of  the 
variance  .pronounced  jthat  thefc  5,  Can^ 
tons  had  part  in  all  the  country. 

Tenne  yearcs  after  thatjby  confent  of 
the  fixe  Cantons yXhcj  of f^ri  were  ioyned 
with  them,  and  hadde  a  great  part  alfo  in 
thatgoiicrnmcnt.  Andtherfore  Zurich^ 
Lucernay  Vriy  SuitSy  Fnderualdy  Zug^  and 
Claris, Lords  thereof  at  this  day .  The 
countrey  is  not  great  •,  and  therefore,  of 
what  Canton  foeuer  the  Bayliffc  is ,  hcc 
makes  not  his  refidence  there:  but  when 
neceffity  doth  fo  require,  he  comes  once 
a  ycare  to  iudge  fuites  in  law, and  then  he 
is  lodged  (moft  often)  ^  in  the  Abbey  of 
Muren^  which  is  rich  enough,  and  well 
builded. 


ucdlongtimcfincc;butatthis  day 

both  their  towne  and  countrey  is  vulgar¬ 
ly  called  Sargans yK^hcvtoidxucis  .Tcymo- 
logics  arc  made.  Butin  the  auncicuts 
Chartes,  this  Townc  is  named  SarunC’- 
ganSy  which  is  a  worddcriiied  from  the 
name  of  Sar metes y  whereof  Fliny  maketh 
mention.  Now,  bccauie  the  dwelling  of 
the  Sarumte's  was  at  the  fpring  of  the  Ri- 
ucr  Inn^Mw  now  they  ofEr^adtn  and  of 
MunBertalmzVt  their  abiding  5  the  inha¬ 
biting  (now  in  queftion)  it  may 

bc,arcyflued  from  them  there:  or  clfc 
might  take  their  name  of  the  Riucr  cal¬ 
led  Sar ,  which  runneth  thorough  the 
Townc. 

In  fortiicr  times,  this  countrey  belon¬ 
ged  to  the  Counts  oiWerdenbergy  who  in 
that  refpeft  were  called  Countes  of  Sar^ 
gans.  Afterward  they  pawned  it  vnto  the 
Aulirian  Princes,  and  at  another  time  to 
the  Counts  of  Togge^  but  redeemed  it  a- 
gainc.andpoffefTedit  til  the  ycare  14^3* 
And  then,  George  Count  of  IVerdenbergy 
fold  it  to  the  feuen  fir  ft  Cantons  ^\\q  fent 
a  Bayliffe  thither  each  one  by  his  tiirne  y 
“that  commanded  the  whole  country,  & 
kept  in  the  caftlc  where  the  Countes  were 
wont  to  dwell.  As  for  the  Townc  of  Sar¬ 
gans,  although  it  is  fubie^t  vnto  the  Swit¬ 
zers:  yet  notwithftanding,ic  cnioyeth  hir 
priuilcdgcs,and  cle<£teth  Magiftrates  that 
adminifter  luftice,  and  al(b  dealcin  cri¬ 
minal!  caufes. 


Thcfciniatj. 

on  of  the 

Country 
Town  ofSai. 
ganUnddi. 
uerfitieof 

names  therw 
bdoflging. 


ThcCoimw 
ofWcrdcn- 
berg.  Counnj 
ofSargaos. 


Sargaoifolii(| 
to  theSwit* 


zers. 


Vri  ioyned 
with  them  t?o 
yeercs  after, 
&  had  apart 
in  the  gouern 
ment. 
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ii 


ill 


0/the'Rhegufces:  myo  adayei 

called  RlnnthalL 

That  is  to  fay  :  The  Valley  of  Rheine- 


2 


'^HERhegufees  arc  of  the  Grifons 
^  countrey,  dwelling  on  the  bankesof 
Rhcinc,abouc  the  Lake  of Conifance,  As 
for  them  that  dwell  beyond  the  Rheinc, 

whdre 


The  rciw»“’  I 
ooofRh*'': 
ihall,iu^ 

thccountnf 
on  either 
ofRhciflC- 


•4 


[Chap,|7. 


where  arc  ^regents  and  f^elcure :  they  arc 

yet  to  this  day,  (ubic(Ss  to  the  Houfeof 
But  they  on  thfc  hither  fidcj  as 
Rhinek  and  AltHhten^^o  little  Townes, 
and  the  valley  tending  toward  the  Count 
oiWerdemherg, 

edientto  the 

Switzers.  Hceretofore^  ajl  this.countrcy 
appertained  vnto  them  of  Aujlria^  who 
pawned  it  to  the  Lords  oilon*  But  at  the 
time  of  the  Councell  when 

as  Frederic ke  oi AtiBrid  was  banifhedby 

The  valley  of  Sigifmondi'^c  Countof 

Rhein  feized  \  Togge,  the£mperour$  adopted  fonhct 

of  Tog^^a  i  on  this  valley  of  Rheine^  and  other 
dopted  Ion  CO ;  placcs  belonging  vnto  the  houfe  of  Au^ 
the  Emperor  j/ifrM,  by  disburling  money  for  them^^  .to 

whom  they  were  engaged.  ^  \  vitj 

i ;  Afterwards,  this  Count  pawned  thi^ 

I  Valley,  of  Rhcinc,  for  a  great  fumme  of 
^  money  ^  to  two  Gentlemen^  Huldrich  and 
Conrdd  Beierer^  brethren  •  In  the  yearc, 
14^0.  laques  Beierer ,  their  Brother  and 
heyre,  hailing  (bme  variance  with  them 
oiAppenz^el,  and  fearing  his  vnablcnes  of 
»  i  this  valley  againft  their  ftrengih: 

MdJzfZm '  ^'^We  them  his  rights^and  reiig> 

oJAppcnzcll.  t'cd  the  engagement.  After  thatjthis  val> 
Icy  remained  in  the  powers and vhderdor 
minion  of  Appenz^l^  for  the  (pace  of  fliir- 

tyyeares^r  thereabout.  x*.  j,: . 

But  when  it  fb  fell outjthat  the  meh  of 
Appenz^elwcxQ  troubled  in  warrCjagainfl 
me  Abbot  of  S#  GaS^  his  fubieiis,  and  the 


^  t_  •» 

iin  Icalyi 


'  1  ■  ‘<*1 
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..  f 


of  the  Goner nrnents  dnd  baylywitkes  Tphich 
are  in  Italy. 


thall  came  to  j  Cittizens  alio,  and  the  Abbey  of  Rofach 
belong  to  the  (new  built)quitc  defaced ;  the  Canton’d 
Swiczcr*.  Switzers,  confederates  with  the  Abbot, 
muftred  yp  their  troops,  and  called  their 
other  allies  to  them,  by  whofe  heipe  they 
maintained  the  Abbot,  and  condemned 
them  oi Appenz.el\n  a  great  fine.  Which 
made  them  to  require  peaces  and  befide, 
to  offer  them  the  rule  of  the  Valley  of 
Rheine ;  the  polTellion  whereof  fell  (  as  a 
recompence)  to  the  Cantons  of  Zurich, 
Lucerna,  Suits  jand  Claris  %  After  this,' 
they  parted  with  a  portion'  of  this  Seig* 
ncury,  to  the  Cantons  of  Vri, Vnderuald 
and  Zug,who  had  afsifted  the:  likewife  to 
^penx^elj  who  indeed  wer  ancient  Lords 
thereof  So  that  (euen  to  this  day)  thefe 

Bayliffc?  fent  !p^^^^ns,each  after  other)  fend  a 

makes  his  a- 

Rulcri  thwe.  one  end  of  the  valley /omewhat  aboue 

the  place,  where  the  Rheine  enters  into 
the  Lake  oiConJJance. 


pOure  Baily  wicks  do  yet  remain, which 
^  the  Switzers  call  Baylywicks  beyond 
the  Mountaincs  ^  becaufe  they  are  quite 
oner  the  AlpeSi  Ihc  firftis  Lngano  otzu* 
ca^  a  Townc  vppon  the  Lake ,  which 
fome  call  the  Lake  oiGauna  •  others,  the 
Lake  of  Lugano  •  This  Lake  is  in  the 
middeft  of  two  other  Lakes,  to  wir^  that 
olComa  on  the  left  had,  and  on  the  right 
handeofthcLakc  Maior^  whereinto  it 
fhuttcthvp  it  felfc. 

The  fccond  Bay ly wicke,'  and  necreft 
ofalltothis  formcij  is\  Locarna  ;  a  very 
plcafantTownejatthc  head  of  the  Lake 
Maiar,  (bmcdmes  beautified  vvitbverie 
goodly  and  ftrong  CaAles ,  and  accoun¬ 
ted  the  cheefeft  in  jLomhardicij'next  vnto 
di.^t)fMilIainc.  ,  j 

'  jfhe  Bay liwick  of Mendrift^on  th?  left 
handof  the  Lake  of  Caum^  makeththe 
third. 

Andforthelaft,  there  is  the  Vale  of 
which  depended,  becrctofore  vp- 

on  Locarno Mendrifa  011  Lugano* 

Thefe  foure  Bayly  wickes  fell  to  the 
Switzers,  in  the  yeare,  1 5 1 3.  by  the  Do¬ 
nation  of  Maximillian  Sforx^a ,  Duke  of 
Millaine  .  For,  hechauing  driuen  the 
French  out  of  Italy,  by  the  counfel]  and 
authorityofPopc//5^//)iy  5  and  being  hol- 
pen  therein  by  the  Venetians  and  Swit¬ 
zers,  he  made  a  prefent  of  thefe  four  Bay- 
lywickcs  (abutting  on  the  Frontiers  of 
their  coiintrey)to  the  Switzers.  He  gaiic 
allb  the  Vale  of  Tedinato  the  Grilbns  • 
But  three  ycares  after,  King  Frances  ha- 
uing  vanquilhed  the  Switzers  atvMarig- 
nano,  expelled  the  Duke,  and  rc-vnited 
to  his  Crownc  the  Dukedome  of  Mil- 
laine.By  an  accord  made  at  Fribourg, he 
confirmed  this  donation  of  his  ownevroyt* 
al  authority,  as  his  fucceffors  in  the  dukc- 
donicofMillainc  did  the  like. 

All  the  Cantons  fend  their  bayliffs  the - 
therby  curncs,excepc  that  of  Appenzell, 
which  was  not  in  the  number  of  the  Ca- 

®  ^  tons. 


Bayly  wickes 
beyond  the 
mouncames.  , 


-.4 


Lugano  6r’  ^ 
Lucarhe  fjrft 
Bayhwicke. 


Locarnathei 


Mendrifa  lEe 
third. 


The  vale  Ma¬ 
dia  the  lourai 


How  andlii 
what  manner 
thefe  feueralh 
BayJy  wickes 
came  to  bee 
commanded 
by  the  Swit¬ 
zers. 


Of  Bellizona. 


3  Booke 


tons,  when  as  thefe  countries  were  firft 
giuentothe  Sxyitzers:  but  they  were  re- 

ceiued  in  a  yearc  after  onely. 

/  .  •  ■» 


Bellizona  in 
obedience  to 
tbree’of 
the  Cantons, 
yet  rccouered 
by  the  Dukee 
ofMillame* 


Bellizona  ycil 
ded  to  the 
CSton  of  Vri. 


The  Switzers 
infullpoflcffi- 
onofBcUizo- 
na... 

Three  Bay  ly- 
wickes  in  Bcl- 
lizona,&how 
their  gouern- 
ment  is  orde* 
red  equally> 
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OfBellix>onA. 

\  A  /E  might  ranke  among  thefe  Bay 
^ liwickcS' of the  Townc  ot 
B^/Zw/^^jwhich  obey  eth  to  the  Cantons 
ofFri^Suits,  miyrtdemald.  This  Townc 
(in  former  times)  i  appertained  vhto  the 
Coiintes  of  iW^/^i^i'  who  wetetciefted 
by  the  Dukes  oiMillme.  Aftetward,  ha- 
uing  found  mcan^^to  enter  againchy  in¬ 
telligence  ;  they  fold  it  to  them  of  rn  and 
ynderudd^  But  the  Duke  of  rcco- 

ucred  it  againe,  and  tooke  it  from  the 
Switzers  ^  by  the  fame  fubtle  tricks  which 
tbe'Gounts  ofMifauk  had  vfed  to  repof- 
felfc  it .  This  hapned  about  the  yeare, 

i^2ty  .  ‘  “ 

•  After  that  time,  the^Smturs  made 
many  Voyages  oucr  the  Mountaines  tp 
recoUer  At  length,  in  the  yearc 

1 5  oo.  they  got  into  poffelfion  bt  it  a^%ni 
FoV^  in  regard  of  continuall  warres  bc- 
tweene  the  Sfor^Aes  and  the  French:  the 
men  of  Bellizona  willing  to  prouidc  for 
their  ownc  fafctyj-ycclded  thcmfelues  to 
the  Canton  of  rr/.  The  French,  beebm- 
mingniaftcrs  of  the  MillaimfesihhoxtA 
often  (but  all  in  vain)  to  regain  the  town. 
Finally , at  fuch  time  as  the  Dukes  of  MiU 
the  fore-named  fou re  Bayly- 
wickes  to  the  Cantons ,  they  were  alfo 
confirmed  in  the  poffeffion  of  Bellizona*^ 
The  whole  country  is  diuided  into  p 
Bayliwicksjtowitte,  the  vale 

hrmeymi  Rimer  a.  ^  and  in  like  mancr  go- 
uerned  (turne  after  turne)by  thofc  three 
Cantons, that  they  hauc  a  Baly  wicke  be¬ 
longing  to  each  one.*  As  doe  efta- 
blifh  a  Gouernour  or  Bayliffc  at  helli&o- 
na:  Smts  placeth  one  alfo  in  the  vale 
'RrmCy^xyA  pander uald  one  at  Rmera.Jhcii 
beginning  againe,fV/  commends  one  to 
Rmieray  Fnderudd  to  the  vale  and 

SuitsioY!>ellwona.  And  bccaufe  that  the 
Bay ly  wick  of  Riuiera  is  of  the  lead  reuen- 
new,  rood  commonly,  he  that  hath  bene 
Bayliffc  at  Belliz^omy  is  edablifhed  nexte 
after  at  Rmiera. 


of  the  jUiantes  made  hy  the  Cantons  j  with 

Kings  and  Pmees  neereneighhouringf^ 
them. 


DEmoBheneSytht  mod  eloquent  of  all 
the  Grecian  Orators^  a  man  woon; 
derfully  well  acquainted  with  affayres  of 
State,  and(aboueall)  a  dcare  Loucrof 
his  Countreyes  libcrtyjWrotethus.  Oner- 
great familiarity  with  Tyrants ^Jhould  be  fu- 
jpuiom  to  cimll  and  free  Citties:d4ndno  trufi 
istobee  repofedinthemy  ejpeciallyif  th^  bee 
neighbour s^becaufeeuery  King  and  Tyrant 
is  an  enemy  to  liberty^  and  contrary  to  lawes. 
The  euent  and  fucceffe  attending  on  (iich 
cafes,  did  well  witneffe,  that  this  Learned 
man  had  giuen  very  wholefome  counfell 
to  the  Athenians,  yea, and  to  all  Greece. 
For  pMi/ thefonne  of  Amyntas{pgdXn& 
whom  DemoBhenes  made  head)  and  the 
fucceeding  Kings  of  Maccdon  oppreded 
thelKberty  of  the  Greekes  ^  by  a  diflem- 
blcd  amity,  and  working  certainc  combi¬ 
nations  and  alliances ,  deuifed  onely  for 
their  owne  aduantage.  ' 

;  The  cafe  danding  thus,  1  thinke,  that 
many  dand  thus  amazed ,  what  fhoulde 
moue  the  ancient  Swit^iers  to  make  fuch 
alliances  as  they  haue  done  with  draun- 
gerSjKinges  and  Princes,  their  Neigh¬ 
bours.  But  heere  is  to  bee  noted  and  ob- 
(erued,that  all  alliances  doc  not  hurt  one 
like,  another  in  a  Commonwealth .  They 
^rc  to  be  midruded,  which  do  import  a 
league  offenfiuc  and  defenfiue,  &  ouer- 
great  familiarity.  Otherwife,  for  the  bc- 
nefite  ofpcacc,  it  is  ncedfull  fometimes, 
that  Princes  and  great  Lords  ncre  neigh- 
bouring,{hould  ally  themfelues  togithcr, 
for  the  better  vfe  of  fome  rightes,  and  the 
cadet  mannaging  of  their  affayres  .  The 
ancient  Switz^ers  made  many  fuch  allian¬ 
ces  of  peace  and  amity .  And  if  at  any 
time  they  were  knit  more  driiily  to  fome 
King  or  Prince,  it  was  not  inconfidcratc- 
ly  done:  but,  as  appeareth  by  the  tenour 
ofthe  alliances,  the  conditions  wer  fuch, 
as  their  liberties  could  no  waics  be  cafily 
touched  or  wronged. 

They 


The  Learned 
&  wife  couQ- 
felofthcGrc 
cian  Oratour 
Demofthenes 
welapproued 
and  experien. 
cedbyhii 
own  country* 


The  Switien 

hauc  bin  won' 

dred  at,  for 
ihcirlcasuei 


Whatalliafl" 

cesarefaidw 
be  dangerous 
and  what  are 

indiffcrcPt’^ 

not  hurttul^. 


Thepro^**^'' 
care  of 
SWitxcrs,^ 
waking  their 
League** 


Chap4^  Their  alliance  with  Millaine. 


Leagues  with 
Popes. 


With  neigh¬ 
bor  princes. 


With  Bifliops 
and  Cities* 


Their  allian¬ 
ces  of  moft 
note  and  ob- 
feruation. 


Vneertaintie 
I  of  the  firft 
Itreatyof  alii- 
iaxtee. 


iGaleazo  D.of 
iMillaine,  and 
ibis  Wife 
iBlanche  Ma- 
Iria  capitulate 
[with  eight 
Cantons 


They  made  diners  alliances^,  for  a 
certainty  oftimeSjWith  Popes;  as 
Itdim  the  fecond,  Leo  the  tench,  &  with 
clement  the  feauenth.  With  neighbou¬ 
ring  Princes;  as  the  Dukes  of  , 

oiSatioye^  of  MilUine^  and  of  Wertem- 
berg.  Then,  with  the  Byflioppcs  of  Con- 
Bance Sunba^  and  others 
on  the  Lake  of ConBance^  and  on  the  Ri- 
uefofthe  Kheine  ^  But^  without  flaying 
our  felucs  at  the  mofl  part  of  thefe  allian¬ 
ces^  wee  will  touch  thofc  onelyj  which 
were  hereditary,  that  continue  yet,  muft 
longer  continue,  and  are  mofl  notable  a- 
mong  all  the  other.  As  namely ,  the  Alli¬ 
ances  with  the  Dukes  of  MilUine^^  of  An- 
Brin^  qH Bourgongne^i SAuoyefii  the  mofl 
remarkeablc  and  laft  ofall,  with  the  King 
ofFrance.  ^ 


,  GHAP.XL. 


,  I 

of  the  A llunce  made  by  the  Swhs^ei^ij  with . 
the  D  tikes  of  MilUme.  ;  .  > ^  ^  >  >a  f  * 


H  ' 


j  Cannot  well  (be  dowuje 
I  what  treaty  or  difepijrk 
was  anciently  had, and  at 
the  firfi  time ,  betweene 
the  Duke  of  Millain^and 
the  Switzers.  Biit  in  the 
yeare,  one  thoufand  foure  hundred  fixty 
and  (ixe,  Duke  Galeaz^o^  and  Blanche  Ma- 
m  his  wife,  made  an  accord  and  agree¬ 
ment  with  eight  Cantons,  vpon'certain 
conditions :  which  yet  vnto  this  day,  arc 
called, 715^^  Articles  or  Capitulations  of  Mil- 
laine.  Wherein  alfo,  mention  is  made 
of  other  aiincient  capitulations ,  which 
fhewandteftifie;  thatlong  time  before, 
the  SwitzerSjefpecialy  they  ofVri5which 
inhabite  at  the  Alpes,  had  becne  aflbei- 
aces  with  the  Lombardes,  vnder  certaine 
conditions .  But  becaufc  the  auncicht 
Capitulations,  arc  ('almoft)quitc  worne 
out  of  mens  memories :  I  will  propole 
the  Summary  of  the  accord  with  Duke  i 
Galeaz^Oy  and  his  wife,  the  La*  ^ 
dy -Blanche  Ma-  ;  ■  - 


•V 


na. 


The  Articles  (f  Agreement -^betweene  the  . 
D  uke  of Millaine^  and  ihe 
Switzersi 

IH  E  fiifl  Articlcj  concer- 
neth  themof  VrLThc  Or¬ 
dinary  of  the  great  church 
in  Millamey  intended  a 
iProeefle  againft  them  , 
concerning  the  Valley  of  Ltuiner,  ^  hy 
this  firft  Article,  the  Dilkcagreeth  with 
them  of  Vri,'  to  haue  free  poiTefsion  of 
that  valley,  in  the  regard  ofciuilllurifdi- 
(flion :  reuquncing  his  ownc  rightes.,and 
pfomifingto  obtain  the  fame  of  the.  Or¬ 
dinary.  ^  I.  lii*' 

They  ofVri,  on  the  other  fide,  fliall 
pay  a  tribute  to  the  Duke,&  eucry  ycare,- 
in  the  Moncths  of  lune  or  IuIy,or  before 
midde-Auguft,  (halT  fend  him  fpurc 
Hawkes,  and  a  Groflb-boW.  As  concer¬ 
ning  the  difference  touching  the  Chur¬ 
ches  reuennewesjbetweer^e  the  Ordina¬ 
ry,  and  them  of  the  Valley ,:  each  of  the 
tw6  parties  fhall  nominate,  two  Judges, 
and  to  thole  foure  ludgesjthe  Duke^lhal 
Vddeone,  as  an  ^Arbitrator ;  and  oThim 
he  rhuft  and  will  make  choyfc  among  the 
Lords  of  Councelhand  in  one  of  the  fea- 
uen  Cantons.  Thefe  Judges,  muft  pp-^ 
minate  .whatit  is,  that  the  Prince  and 
they  of  the  Valley,  fhou Id,  pay  vnto  the 
Ordinarie  .  And  if  there  happenjanic 
vatiancebefides,  for  matters  of  Duties 
not  payed:  they  allb  are  to  cenfure  there¬ 
upon. 

The  fecond  Article  is ,  that  the  eight 
Cantons,  their  fubiccls,  and  all  they  that 
haue  dwelt  in  their  countries ,  the  fpacc 
of  foure  yeares, fhall  tnioy  the  ancient  li¬ 
berty , to  witj  that  they  fhal  ftahd  exempt 
from  all  tributes,  impoftes,  andtollcs, 
throughout  Millaine,cucn  to  the  ditches 
oftheTowne.  •  >  ,3,  ; 

The  third  Article,  concerneth  deb!;$> 
andimprifonmenis. 

The  fourth  is  for  fuch  variances  as  may 
happen  between  the  Duke  and  the  Can-, 
tons,  and  of  fome  particulars  againft  the 

X])uke.  j  I  \,jj 

^  The  fife.,  isTorprocefTe  andfuites  of 
particular perfons.  , 

The  fixt;niattcr  offree'Trafficke,  and 
that  it  iTaall  bee  lawfull  for  the  >^wit- 
zers,  to  go  and  fell  their  Wares  and  Cat- 

Bba  ,ilc: 
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.  i •'  •’  ■- 
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For  auoyding 
of  fraud  and 
deceit. 


Their  alliance  with  Millaine. 


3.  Boo} 


tic  ;  and  the  Duke  noway  to  impeach 
them  in  their  felling,  or  his  Siibicdcs  in 
their  buying. 

The  feuenthimporteth,  that  the  duke 
and  the  Switz^ers  ihall  maintain  and  pre- 
ferue  themfelues  in  good  amity: and  that 
neither  party  (hall  giue  paflage,  or  allow 
lodging  or  harbor  to  the  enemies  of  nei¬ 
ther  fide. 

Now,  in  regard  that  after  this  tranfac- 
tion,  Miffame  changed  her  Lordes  oftens 
times,  thefc  Articles  hauc  beene  alfo  re¬ 
newed  and  confirmed  from  one  time  to 
another.  And  finally,  in  the  y care,  15^2. 
Ferdimndo  GonzjAga^  Gouernour  of  Mil-- 
Uine.  in  the  name  of the  Emperor 
the  fifte,  renewed  this  accord  with  the 
Switun  ^very  netxc  with  the  fame  con¬ 
ditions. 

The  Articles  of  Agreement^  heweene  Fcr- 
-  ^dinando  Gonzaga,  (jouermrlmd 


J 


the  Switzers. 


H  E  firft  Article  concerneth  be¬ 
nefit  of  exemption ,  from  Tolies, 
TaxeSjarid  other  charges,  item, 
it  (hall  be  lawfull  for  the  Switzers,  to  bliy  ’ 
any  kindc  of  bread  come.  But  if  there  be 
a  dearih^and  the  Market  meafurcisfold 
for  more  then  thiftcene  Francks,  it  is  not 
lawful!  to  tranfport  any.  Ncuerihclelfe, 
for  our  amity  with  the  Switzers ,  ^  they 
may  carry  away  two  hundred  mcafurcs^ 
The  Cantons  did  make  the  fame  conditi¬ 
on  with  them  of  Millaine. 

The  fecond,  is  for  the  felling  and  car-: 
riage  away  of  fait;  ; ' 

■  The  third ,confirmeth  to  the  Switzers 
their  ancient  priuiledgcs,  for  going  and 
comming  frccly,and  trafficking  through 
Jall  countrics  of  MiUain ^Wnhovx  any  need 
offiipport  or  fafe  condu^^j  except  in  the 
time  ofpeftilence,  '  and  then  to  bee  free 
frorn  all  Tolle,oncly  the  gate  ol  Millaine 
excepted. 

!  The  fourth,  declareth  who  and  whaft- 
they  afe,  thatmuft  etiioy  thefe  priuiltd- 
ges^  wherein  -arc  (by  name)  excluded  ril' 
'MilUinefesfciOX  (hall  retire  themfelues  ih^ 
to  Swetia.  ’  ‘ 

The  fift  ordainethjto  preitent  &  aiioyd 
all  means  of fraudjthat  fiich  as  inioy'thcfc  : 
priiuledgcsjfhbl!  not  keepe  cbmpanie,  or 
trade  in  merchandize  with  them  that  arc  ^ 

f 

vncapablcjor  may  not  haue  the  benefit  of 
them. 


The  fixt  fpeakes  of  awards,  and  dccifi- 
on  of  law  fuites. 

The  feuenth  willcth,  that  if  criminall 
parties  on  cither  fide,  doe  withdraw  to  a- 
nie  one  of their  prccinds,  after  that  they 
or  he  fhalbc  adiudged  culpable,  on  know 
ledge  of  the  caufc:hc  or  they  fhall  be  (ent 
backeto  their Magiftratc,  whoistocha- 
ftife  them  according  to  the  exigence  of 
the  cafe.  , 

The  eight  is,  that  in  fuch  reuennews, 
difmes, goods  mouable  and  immouable , 
which  the  Switzers  pofleffc  in  the  iDukc- 
dome  of  Millaine^  or  which  may  fal  to  the 
from  this  lime  forward ;  they  (hall  haue 
the  fame  rights  in  them  hccrc,as  the  Mil- 
lainnefesjcmoy  in  Swetia. 

TheninthjthatpaflfcS^  paflage  may 
be  as  free  and  fafe  in  the  countries  of  each 
other,as  formerly  it  hath  bin,  &  with  the 
like  maintenance  of  amity. 

In  the  tenth,  the  Switzers  make  ex¬ 
ception  of  their  other  allianccs,&  all  pre¬ 
cedent  inftruments:  to  the  end  that  they 
may  not  derogate  or  failc  in  the  forc-ha- 
med  conditions. 

In  the  lafl,  the  time  is  agreed  on  and 
prefixed,  for  this  combination :  which  is, 
to  continue  fotfourc  years  after  the  death 
of  the  Emperor 

Now,  although  (fordiuersrcafons) 
this  agreement  hath  not  beene  renewed 
to  this  inftant  between  the  King  of  Spain^ 
Duke  6( Millaine^  and  the  Switzers 
notwithftai  ding^  both  on  his  part,  and 
theirs  likewife,  ancient  amity  hath  beene 
carefully  kept  5  andeuentothis  day,  the 
Switzers  enjoy  (almoft)  the  fame  priui-* 
ledges, as  in  elder  times  they  did  among 
them  oi  Millaine.  '  * 


Ke 
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-Of  pheSvphz^ers  Alliances  roith  the  Dukes 
of A  uBria  and  Burgongne.  ha  o:) 

'  '  '  1^* 


e  no  Prince  or 
PrrneCs,that  haue  made  fo  much  war 
vpon  the  Cantons,  as  the  Dukes  of  Au- 
firia:(b  in  the  fame  manner,  the  Switzers 
did  ncucr  makelb  many  accords,  treaties 
and  alliances, as  with  thofc  Dukes.  At  this 
time,  I  meane  not  to  make  mention  of 

thofe 


For  free  md 
(^riccdlypaf. 
f*gc  in  ci¬ 
thers  coun¬ 
tries. 
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this  alliance. 
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Chap4o.  Alliance  with  the  D.of  Auftria. 
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I 


The  Emperor 


Smezers. 


Switzers 


thofe  alliances  which  haiie  lafted  but  for 
fome  few  years^and  agreed  or  combined 
with  one  or  two  Cantons  onely ,  but  ra¬ 
ther  will  refoliie  my  felfc  on  the  perpetii- 
all  and  hereditary  alliance  of  Sigifmmd\ 
Duke  of  AuFfria  with  the  Catons  5  which 
was  renewed  afterward,  by  the  Emperor 
Maximilltan^  Charles  the  fifte,  and  Ferdi¬ 
nand. 

This  Sigifmond^  firnamed  the  Simple , 
nanS^he  j  was  fonne  vnto  Fredericke^  who  brought 
Simple, a  gret  Pope  lohn  the  22.  out  of  the  Coimcel  of 
enemy  to  rhe  ConFiance^ysihtx^b^  he  was  bani(ht  from 
the  Empire.  Sigifmond  was  a  great  Ene¬ 
my  to  the  Switzers^  and  had  many  warres^ 
againft  them^whercin  he  was  continually 
beaten,  as  at  Winter duer^Mulhoufe^ald- 
jhout^m  TurgaWy  and  other  places^Sd loft- 
in  theft  warres  the  countrey  of  T tirgoippe\ 
which  is  great,  fertile,  and  well  p copied ^ 
i  yet.afterward  conquered  and  kept  by  the 
I  Switzers.  Seeing  by  Armes  he  could  not' 
quailetheSwitzcrs^  heev</ithdrcwc  into 
required  fuccdiir  of  Kin^ 
^si^fmond  Lewes  the  eleiienth^  which  hee  was  flatly 
againft  the  dcnycd :  bccaufe  the  King  would  not  en¬ 

tangle  himfclfe  in  warrevvith  theSwit- 
zers,  of  whofc  magnanimity  he  had  for¬ 
merly  made  good  proof,  being  Dolphinf 
when  the  battell  was  fought  againft  them 
neereto  Bafile.  ■ 

Hercupon^he  made  his  rccoiirfe  tothe. 
Duke  ofBourgongnjand  pawned  to  him 
the  County  of and  other  Seig- 
neuries  on  the  Frontiers  of  Swetia,  for 
thefumoffourfeore  thouftnd  crownes : 
onely  that  he  might  finde  bufines  for  the 
Switzers  jby  meancs  and  help  oftbc  duke 
ofBourgongne.  Lazdm  \yritcs,that  Sigif¬ 
mond  fold  Swetia  it  felfe,but  therein  he  a- 
buftth  himfelf.  This  engagement  did  not 
aduance  the  matter, according  vnto  Sigf 
mends  cKpG&ation:  for  Hagenhachygoucx- 
nor  in  thefc  pawned  countries  to  Charles 
Duke  ofBourgongne,  began  to  tyranize 
vpon  all  the  people, violating  women  and 
childrcn,and  putting  many  innocents  to 
death.  By  which  occafion  5  SigifmondhG- 
ingmoued  to  compaflionjand  incited  by 
the  continual  complaints  of  his  fubic(SI:s  5 
redeemed  the  pawned  countries^  &  con- 
Cgned  the  mony  to  be  paid  at  Bafile.  But 
[  notwithftanding  all  this,  D.Charls  would . 
notforfake  his  poflTeflion,  butftroue  ftilT 
to  hold  the  fame  by  force.  The  Switzers 
(on  iheothcr  fide  )  were  but  crookedly 


Sigifmond 
engageth  Per 
rara  ro  the 
Duke  of 
Boargongne. 


The  cruel  and 
violent  dea¬ 
ling  cfHa- 
genbach. 


dealt  witfiall  by  Duke  Charles. 

To  be  plaincj  Sigifmond  nor  the  Swit- 
z^ers  were  ftrong  enough  to  make  head  a- 
gainft  the  Duke,  and  therfdre  fdrile  men, 
better  feene  and  skild  in  fiich  bufineffc, 
layd  downc  their  opinion^  that  Sigfmond 
and  \k\G Switzers  were  beft  10  agree  in  v- 
nity,  and  make  war  together  vppon  their 
common  eherhy.'  King  the  eleiieth 
puflu  hardly  at  that  point,  and  followed 
the  matter  very  hotly:  for  it  was  his  cu- 
ftome  to  prepare  fuch  diets  for  the  Duke 
ofBoiirgongnejand  to  raifehim  fo  many 
enemies  as  might  bee.  To  further  theft 
.  praeftifesjbe  ferued  his  owne  turne  with  a 
Switzer  de  Stllint^  who  foon 

after  was  bythop  of  Sion^TinA  of Granohle 
alfo.  Sigifmond  likewift  fauored  him^  and 
gaue  him  as  many  good  rtlpeds,  as  hee 
could  receiue  by  his  byfhopprickcs.  At 
length  alfo  by  his  meanes,and  by  authori¬ 
ty  of  the  King, an  hereditary  alliance  was 
made,  the  fubftantiall  points  vvheroffol- 
lowthusi  ‘ 

A  hreuiate  of  the  Articles  of  hereditarie  Al- 
-*=  liance'j?etweenetheTMkeofAtt- 

flria^andthe  Swit-  *  ’  • 

^  zers.  '  - 


a...-  ‘v: 


P'Irft,'  They  ft  all  continue  them-felues 
'*■  in  mutuall  peace  and  amitie,  fo  that 
the  Aiiftrians  in  Swetia  ,  and  the  Swit- 
zers  in  the  Countreyes  belonging  to  the 
Duke  of  Auftria^:  may  freely  and  fafely 
Trafficke,  and  alfo  mannage  theyrdther 
affayres. 

Ifany  variance  or  contention  happen 
betweene  them  ;  they  ftiall  purfue  their 
right  in  iuftice,and  not  by  armes. 

The  Arbitrators  to  itidge  their  caufes 
(hall  be  the  Bifhop  or  Citie  of  Conjiance^ 
and  the  Byftopor  Seignctiry  of  Bafile, 
And  before  they  take  knowledge  of  the 
caufe,  both  parties  {hallpromifeto  the 
ludges,  by  authenticke  Letters  vnder 
their  handcs ;  that  they  wil  beare  no  ma- 
licCjOeyther  doe  any  outrage,  what  ftn- 
tence  focueris  giuen  vppon  their  diffe¬ 
rence.  ‘  '  '  i 

Asforcomaion  fuites,  concerning 
fucceflions  and  debts :  the  ordinarie  fud¬ 
ges  in  their  Courts  of  iufticc,  are  to  take 
order  for  them.' -  -  /  v  ^ 

If  Duke  sigifmond &and  in  nei^d  offuc- 
cor  from  the  Switzers^the^  flial  fend  him 

B  b  3  men : 
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men:  prouided,  that  it  may  be  done  with 
their  honor,  and  without  prejudice  vnto 
their  ancient  alliances ,  and  they  are  to 
receyuc  as  much  wages,  as  the  Cantons 
haue  cuftommarily  payed  to  their  Soul- 
diers.  The  fame  is  alio  to  bee  done  by  the 
Duke,  if  the  Switzers  dcfire  any  fuccour 
from  him. 

The  Cantons  fhall  dcliuer  fuch  Char¬ 
ters,  Letters,  Regiftersy  Bookesof  rca- 
.fon,  and  other  like  inftrudtions  to  the 
Duke,  as  are  or  fhalbe  in  their  handstand 
belong  to  him;  or  declare  to  whom  they 
haue  formerly  giuen  them :  dnely  excep¬ 
ted,  fuch  letters  and  Regiftcrs,  .  ascon- 
cerne  cities,  tpwnes,  and  caftlcs,  which 
novve  are  in  the  power  and  authority  of 
the  Switzers,  r 

.  .The  Duke  and  the  Switzers  fhall  re- 
maine  Lords  oftbofe  countrieSj  cittics, 
caftlcSjFortreffeSjTowncSjBurroughes, 
and  Villages  as  they  haue  iaken,and  now 
poffefle ;  without  any  fuitc  in  Law,or  any 
kinde  ofqiiarrell  to  bee  offered  on  cytber 
fide  for  them  5  neyther  fhall  fuffer  anie 
wrong  or  iniuric  to  bee  done,  neither  to 
the  countrics,'citties,  caftles,  &c.of  one 
another.  \  ' 

Neither  fide  fhall  make  alliance  with 
the  other  fubiedes ,  nor  giue  them  the 
right  of  Bourge{hip,nor  rccciue  them  in-j' 
to  protc(5fion  to  eithers  damage  or  pre- 
iudice;  except  any  one  with  al  his  goods, 
retire  into^the  countrey  .  And  yet  with 
this  exception  nptwithftanding,  that  hee 
fhall  remaitie  anfwerable  to  the  iurifdic- 
tion  of  his  firfl:  Lord.  But  if  any  fuch  per- 
fon  do  purfuc  his  intention  by  violence, 
they  among  whon:i  he  hath  retreated  him 
felfe, fhall  prefent  him  immediately  in  iii- 
ftice.  Becaufc  neither  the  Duke,  nor  the 
C Antons  ought  to  lodge,  maintaine,or  fa- 
uour(in  any  kinde  whatfoeiier^  the  Ene¬ 
mies  of  one  another. 

The  Duke  (hall  makc  .fatisfadion, 
for  the  tranfadion  of  Waldfbdkt ;  wherein 
the  Switzers  fhall  aflift  him  with  al  their 
forces. 

The  one  fhal  not  greeue  or  offend  the 
other,by  exadionofany  new  Portages 
or  Tolies. 

Such  perfonnes  as  hold  any  thing  by 
title  of  fealty  pf  the  Duke  i’jg^W,(hail 
continue  his  Subic£fes ;  excepting  them 
of  conquered  countreyes,  and  of  places 
engaged,  and  that  Baue  not  becnc  re¬ 


deemed. 

This  alliance  fliall  bee  renewed  from 

tentiv  yeeres  co  tenne  yeers:  and  if  by  ad- 

iienture  it  happen  to  be  broken,the  party 

intereffed  (hall  demand  luftice ,  without 

* 

moiling  any  warre. 

All  enmities  and  warres  which  former*^ 
ly  haue  becuebetwecnc  Duke  Sigifmondy 
and  the  Switzers,  and  their  predecefTors, 
fhall  bee  appeafed  and  laydc  to  fleep,  by 
m'eancs  of  this  agreement,  which  is  to  be 
inuiolably  kept  on  either  fide.  -  ^ 

This  firfl:"  tranfa£f  ion  was  made  be¬ 
fore  the  war  of  Bourgongne;in  the  ycare 
one  thoufand,  foure  hand  red, feuentie  & 
foure.  In  the  fame  yQTir^Sigifmond  of  Au- , 
ftria,  of  Lorraine,  the  Byfhoppes  of 

Strasbourg  and  V>Ajtle^  the  Cities  of  Straf- 
bourg^  Golmar^  SeleBady  Montbelir 
ard,  and  fbme  others,  made  alliance  with 
the  Switzers-for  certainc  ycares ,  againft 
the  violence  and  tyranny  of  the  Duke  of 
Bourgongne,  who  Being  flaine  3.  yeares 
after  in  the  battaile  of  T^ncy^  Sigifmond 
oiAuFirm  renewed  the  hereditary  Alli¬ 
ance,  and  "this  firfl  tranfadfion  made  with 
,  the  Switzers,  by  the  entennife  of  K.  Xe- 
wes  the  eleuenth.  This  alliance  was  con- 
i  firmed  with  the  Cantons  of 
McerhAn  Sotleurre^Mviih  liberty  to 

,  the  other  Cantons^  to  enter  into  the  fame 
'  alliance  ifthey  pleafed .  There  was  not  a- 
^  ny  nfew  Arcicle  added  at  that  time  :  bur 
onelythc  forme  and  meancs  of  mutuall 
fuccour,  which  was  couched  in  far  more 
,  cleare  and  plaine  tearmcs.Some  years  af¬ 
ter  this,  Duke  Sigifmond  not  hailing  any 
legittimate  children,  refigned  his  Duke- 
dome  to  the  Emperor  MaxmillianjLcki- 
uing  onely  to  himfclf  an  annual  penfion. 
Maximillkn  required  the  Switzers  to  en¬ 
ter  the  forenamed  alliance  with  him.  But 
becaufc  they  had  beenc  at  fonie  variance 
with  himjand  hee  with  them,  and  there 
grew  Tome  apparance  of  warre  f'confidc- 
ringitfeemedeuidendy,  that  Sigfmond 
had  thus  defpoylcd  himfelfe,io  iniury  the 
Switzers:)  they  would  not  enter  into  any 
nouell  alliance,  cfpecially,  becaufc  bee 
meant  nothingelfe  but  fraudes  in  all  this 
carriage,  as  the  euent  plainely  declared . 
For  immediately, they  of  AuHrU^m^  of 
the  league  of  4S*«4^4,nioued  warre  againft 
•the  Switzers  and  Grifons. 

'  Afterpeace  was  made,  bctwccncthc 
Emperor  MAximillian  and  the  Cantons, 


For  renouati. 
onofthisaiij. 
anCe. 


All  former 
warsandiars 
cucoft'bytlii; 
peace. 
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Bourgongne, 


DtSigifniooi, 
refignedhi’ 
Dukedom:  w 
the  Empetof 
MaXiinillian*, 


intended 

thing  elfcbu' 

faKhoodciii 
his  dcM 


|i 

!j 

it 

fi 


% 


I 


Chapj+.  Alliance  of  Sauoy  with  the  Svvitzers.  .183 


The  Emperor 
renewed  the 
hereditary 
alliance  of 
Auftria  with 
the  Switzers. 


The  concents 
of  the  alilance 
or  iranfadion 
made  by  the 
mcanes  of  K. 
LewCs  the  1 1  • 


Money  giuen 
by  the  Empe¬ 
ror  in  the 
name  of  his 
Nephew 
Charles. 


Charles  the 
fife  confirmed 
the  alliance 
with  the  Swit¬ 
zers  when  he 
came  to  age. 


on  the  twelfth  yeare^wl  lich  was  in  Anno, 
1  . 1 1. the  E-mperor  renewed  the  heredi¬ 
tary  alliance  of  the  houfc  of  AuHrk^'vi\ 
the  Swkz>ers^3ind  ioyned  in  one, the  houfe 
of  Bourgongne^zndhis  Nephew 
ot  whom  he  was  tutor,  Morcouer,  not 
onely  the  S  wit  z>er  9  oiiht  firft  alliance^buc 
the  cweliic  Cantons.Item,  they  oi  Affenr 
with  the  Abbot  and  Towne  of  S. 
con  firmed  this  alliance  hereditary, 
with  the  houfes  of  Ausiria  &  Bourgongne. 
In  this  alliance  or  tranfatfion  fo  confir¬ 
med, made  by  the  mcanes  of  King  Lewes 
the deuenth,  is  cJiprefTcly  fetdownefitii 
of  all :  that  therein  is  comprehended  on¬ 
ly  the  county  of  Bomgongne^ind  the  high 
countries  of  AuBria^ihc  county  oiTtroil^ 
and  that  which  is  beyond  the  Mountairie. 
Itcm/ome  Townes  along  the  Rheine,  as 
Wddshout^  LmjfenbergySecon^  Rhmfeld^  & 
others  that  are  on  this  fide  the  Mountain* 
NeuerthclefTe  there  is  added,  that  order 
(hall  be  giuen ,that  thole  other  countries 
not  comprized  in  the  alliance,  iliallnot 
encerprife  any  thing  by  Arms  againft  the 
Switzers ^  nor  xhz  Switz^ers  againft  them. 
All  outragious  words  &  adions  arc  pro- 
hibitedjfor  fcare  of  alienating  vheir  harts, 
as  hath  happened  fometimes  heerctoforb 
thereby,  * 

Moreouer,the  Emperor  MaximlBan 
promifed,  in  the  name  of  Charles  his  Ne¬ 
phew,  to  giiic  (in  prefent)  cuery  yeare  in 
thecitty  of  2iitrkh^  to  each  one  of  the 
cantons, two  hundred crownes.  To  the 
Abbot  and  citty  of  S.6’4//,and  the  Bourg 
of  Appenxjell^^n  hundred  crownes  to  each 
of  them:  vntill  fuchtimeas  C  harks  \hdi\\ 
be  growne  greater, to  gouern  thefc  coutii 
tries  himfclfe,&  then  he  fhal  ftand  bound 
CO  confirm  the  alliance,which  according¬ 
ly  was  done.For  in  the  yeare  154  ?.by  let¬ 
ters  which  the  EmperourC/^^r/e'j  the  fife, 
fent  to  the  Cantons,  he  confirmed  the  al¬ 
liance  5  infomuch  as  concerned  the  houfe 
and  county  of  Bourgongne^  for  his  bro¬ 
ther  Ferdinand  waschofen  then  Duke  of 
AuUria.  The  conditions  and  Articles  of 
alliance  with  Bourgongne  ^  are  the  very 
fame  as  them  of  Austria,  Towit,thatit 
(hall  be  lawfull  for  cy  ther  fide,  to  traffick> 
and  to  go  and  come  freely  into  one  ano- 
thers  countries.  Item, that  they  neyther 
doc,  norfuffer  any  of  the  countries,  to 
nwke  warre  vpon  each  other.  And  if  (by 
aduenture)  fom©  enemy  would  doe  vio¬ 


lence  to  one  of  the  two  fides :  the  other 
(being  thereto  required)  flaall  be  carefull 
to  preuent  it  without  any  delay, for  feare, 
lefte  againft  right  and  equity, it  (hould  be 
oppreflfed. 


CHAP.XLI. 
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of  the  Alliances  betweene  Sauoy  and  the 
Swuz>ers, 


\  * 
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called  by  our  Ancients,  the  country 
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*  People  of 
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of  Duke 
Charles  with 
the  Cantons. 
For  preferua- 
cion  of  amity, 


For  fujte  Sand 
law-cale?* 


of  the’*  A/lobr{fgians)\on^{incQy  andfor 
long  fpace  of  time  ,  helde  amity  with  the 
Cantons  of  Berne^ Fribourg ^^ndSoBeur re. 

In  the  ende,  Charles^  Father  to  Philibert)^. 
now  Duke  oi-  sauoy ^  made  an  alliance 
with  all  the  cantons, for  twenty  fiuc  years, 
in  Anno,i5i2. 

The  firft  Article  treateth  of  the  amity 
which  is  to  be  maintained  on  cithenfide, 
without  any  outrage,-  or  feconding  an Cr 
nemy  to  pane  among  the  Allies. 

The  fecond  rulcth  the  knowledge  of 
EroceCfes  and  Law-ca(es,whcrein.ludges 
of  equall  number  are  to  bee  elecSed  on 
both  fides,wbo  fhali  call  the  parties  into 
the  Towne  of  Sienna^  and  there  ende  the 
difference.  If  two  (entenccs  be  giuen,ha- 
uing  as  many  voyccs  on  the  one  (ideas 
other :  the  fudges  fhali  eled  a  fubarbitra- 
tour  in  one  of  the  cantons, that  (hail  haue 
no  part  of  intereft  in  the  Procc(re*  As  for 
caufes  betweene  particular  perfons ;  they 
arc  to  be  decided  by  Iiidgcs  of  the  places. 

The  third  ordaineth,  that  it  (hall  be  law- 
full  for  the  fubieds  of  the  allies,  to  goc  a- 
bout  their  affaires  freely , and  in  all  fafety, 
in  the  countries  of  Swetia  &  Sauoy  with¬ 
out  being  charged  with  any  new  impofts, 
portages  jortolles. 

,  The  fourth  auoiicheth,that  ifanyman 
haue  a  difference  againft  the  Duke,  and 
would  haue  it  referred  to  the  orders  fpO' 
ken  in  the  cantons ;  if  the  Duke  will  not 
agree  thereto, the  Switzers  doc  not  ftand 
bound  (by  any  alliance)  to  afliftany  fuch 
party  againft  the  Duke.  '  ' 

Thcfiftfpeaketb,  tbatifthe  Switzers 
are  affayled  and  prclTed  with  warre^  the 
Duke  fhali  fend  them  (at  his  own  charge)  luccouri 
fixe  hundred  horfc  at  the  Icfte  5  prouided, 

that 
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z8i  Alliance  betweene  the  Switzers, 
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I  Tournoisis 
twolhillings 
(tellings 


I  No  Nauall 
war,orpaflage 
of  the  Seas. 


For  prcfcrua' 
tion  of  this  al" 
lianccHimely* 


that  hcchauc  then  nowarrein  hisowne 
country.  In  like  manner,  iftheDuke 
baue  any  warre  in  his  owne  hand3  &  de- 
mandeth  fuccour^thc  Switzers  (liallfend 
him  fixe  thoufiind  foot^or  more,  to  each 
man  wherof,the  Duke  fliall  pay  6-  Liures 
Trtirnois^  for  wages  eiiery  Moneth.  If  (o- 
ucr  and  aboue  this  number)  hec  deman- 
,deth(bme  other  Switzers,  thatdefircto 
goe  to  warre  vpon  their  ownc  good  will 
towards  him :  hee  fhall  not  ftand  bound 
to  pay  them  any  wages,  but  what  he  will 
do  out  of  his  owne  liberality. 

The  Duke  may  demand  no  feruicc  of 
the  Switzers,  in  any  nauall  warre  ^  nor 
caufc  them  to  paffe  the  Seas :  but  onely 
to  defend  the  countries,  which  they  pof- 
fefle  at  the  day  oi  making  this  alliance. 

^  To  the  end  that  this  accord  may  bee 
firmdy  kcpt,thc  Duke  nor  the  Switzers 
fhall  meddle  with  any  affaires  of  ftran- 
gerSjto  debate  any  thing  to  the  preiudice 
of  their  alliance :  neyther  (ball  they  giuc 
right  of  Bourgcftiip,  to  any  fubieds  of 
Swetia  or  Sauoye,  but  onely  to  fuch,  as 
fhall  baue  their  perfons  and  goods  tranf- 
ported  into  cythers  countries. 

.  ^  While  this  alliance  endurcib,  the 
Diikc^fhall  yearely  pay  in  the  Citty  of 
Berne^  to  each  Canton,thc  fumme  of  two 
hundred  crowncs, 

Vpon  the  ending  of  this  alliance,  which 
lafted  almoft  25.  yeares,  the  King  of 
France^  Frances  the  firft,  defpoyled  Duke 
Charles  of  the  moft  part  of  his  countries. 
And  in  this  warre,  the  Bermans  taking  in 
hand  the  caufe  of  their  fellow-  Bourget 
fcs  of  GeneuayVj  'wh  them  of  Fribourg  and 
Valois :  tookc  all  the  Dukes  places  in  the 
countries  of  Vaut^co\xciVj  of  Romont  and 
Xaian,  After  this  time,  the  Emperour 
Charles  the  fift  (iiV the  protedtion  of  wh5 
the  Duke  of  Saiioy  was  put)  was  in  war 
continually  in  Piedmont  the  Freeh: 
and  that  was  the  caufe  of  breaking  the 
renewing  of  the  alliance.  At  length, 
Philehert ^thc  Sonne  oicharles^  hauing 
recoucred  his  countries,  by  the  meancs 
of  peace  betweene  the  Kings  of  Spaine 
and  France :  made  a  new  and  perpctuall 
alliance  with  the  Cantons  of  Lucerna, 
«  Suits iVri,  p'nderuald^Zttgi^rid  Solleurre. 
wememe-  is(alnioft)the  very  fame  as  the  former: 

bert  and  the  but  onely  that  thcrc  is  no  mention  made 
Cantons.  my  remembrance)  ot  mutuall  fuc- 

cour.Soone  after,  the  other  Cantons  re¬ 


payment  of  ' 
aoo.crowns  to* 
each  Canton  - 
yearely.  i 


The  men  of 
Berne  ioyned 
with  then  fel- 
low-Bourgef- . 
fes  of  Geneua 


A  new  and 
perpctuall  al 


newedwith  him,  the  very  fame  conditi 
ons  of  ancient  amity  and  alliance. 

CHAP.  XLil. 


of  the  Alienees  betweene  the  Switursmd 
the  Kings  of  France, 


_,.^Lewes  the  ii.  was  the  firft  King 
ofFrance,  that  allied  himfelfewith 
the  Switzers, and  that  affigried  rewards  & 
penfions  annually  to  all  the  Cantons.  Be¬ 
ing  as  yet  Dolphin,  hee  led  a  great  Army 
into  Germany ,Gondudcd  by  the  Count 
of  Armigmc,lih\s  he  did  in  fauor  of  Pope 
Eugeniusf3i,nd  oi the  Emperor  Fredericke^ 
onely  to  breake  the  counccll  of  Bajile^  as 
the  Pope  defired:  and  turioufly  to  inuadc 
the  Switzers,whomthc  Emperor  hated, 
and  to  break  off  their  fiedgef'in  incerc  de- 
fpight  of  them)  which  they  had  planted 
before  the  ciccy  ot  Z«r/V/?,bccaufe  he  was 
allied  with  the  houfeof  -The 

Switzers  had  another  Army  before  the 
caftleof  FranJperg:i6oo  men  whereof, 
they  lent  thence  jto  fuccour  Bajile  ^  the 
Fathers  there  in  the  councell. 

Being  about  2  miles  from  Bafile,thcy 
did  fet  vpon  the  Dolphins  troops  fo  ftifly, 
as  (although  in  regard  of  their  enemies 
multitude,  who  had  enclofcd  them  on  all 
fides)  they  were  cuery  raan(almoft)flainc 
in  the  field :  yet  noewithftanding,  they  fo 
weakened  the  French  Army  (for  there 
were  flaine  about  ^000  of  them)  that  the 
Dolphin  (landing  in  fcare  of  a  further 
Ioffe,  and  of  the  valour  of  the  Switzers  j 
tooke  his  way  fuddenly  home  to  France, 
leaning  the  bufineffcvnexecuted,  which 
he  ca  me  for.  It  is  reported ,  th  at  the  Dol¬ 
phin  feeing  his  enemies  flaine  bodies  ly- 
ingon  the  ground, faidc  thus.Sometimes 
with  farre  Icffe  forces, and  in  the  (pace  of 
threehoures^I  haue  broken  an  Army  of 
thirteen  thoufand  men, without  any  fuch 
painc  or  danger  as  I  haue  met  with  hccrc, 
labouring  a  whole  day  toughly,  to  oucr- 
comc  a  little  handfullof  men .  Neuer 
haddcl  todcale  with  more  valiant  and 
faft  enemies  j  and  therefore  I  will  take  or¬ 
der,  forcucr  warring  any  more  againft 
them.  Which  hcc  moft  truely  and 
faithfully  performed  a  long  time  after, 
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ciien  vntill  he  came  to  the  crowne. 

Hee  nciier  loued  Charles  Duke  of 
Boiirgong?ie^zni  yet  durft  not  make  open 
vvarre  on  him,  bccaufc  hee  was  not  well 
appointed  for  it :  and  therefore  he  labou¬ 
red  by  all  meancs,  to  fet  the  Duke  a  iiift- 
ling  with  the  Switzers,  But  to  compaffc 
his  intent  the  moreeafily,  and  hauethe 
Switzers  at  his  command,  when  he  (hold 
ftand  in  need  of  their  afliltance :  he  made 
an  alliance  with  them  for  ten  yearcs,  gi- 
iiing  as  an  annuall  penfion  to  each  Can- 
ton,thefummcof  feuen  thoufand  Liures 
Tournois.  During  the  warre  of  the  Duke 
of  Bourgongne  againft  the  Switzers,  the 
Kingfutniilied  them  with  a  great  fumme 
of  money :  asfearingleaft  (through  want 
of coinc)  they  fhould  giuc  oucr  conten¬ 
ding, and  talke  of  truce.  The  Duke  being 
I  foy  led  at  Morat ;  the  King  gauc  publike- 
ly  great  gifts  to  the  Switzers,  and  in  par¬ 
ticular  to  their  Captaines  and  Colonels. 
Finally, after  the  death  of  the  Duke,flainc 
in  Lorraine fet  an  imbarment,  that  (by 
right  ofwarre)  the  Switzers  fhould  not 
poffefle  themfelucs  of  Bourgongne 
there  were  many  men  that  nodded  the 
head  at  their  deuotion,;  hee  bought  the 
country  fora  goodly lumme oFmoney. 
Andbecaufe  he  muft  needs  make  warre, 
to  get  into  poffefliqn  of  the  country :  hee 
made  vfe  of  the  foote  Switzers  to  ferue 
hirn,  giuingtothemfarre  greater  wages, 
then  cuer  any  Prince  had  done  btfore. 

^  Charles  the  eight, fonne  to  Lemes^m  the 
yearc,  one  thoufand, foure  hundred/our- 
icore  and  three ,  renewed  the  alliance 
which  his  father  had  made  with  the  Swit¬ 
zers  :  and  vfed  their  feruice  in  the  warre, 
whehe  oucrcame  the  Duke  of  Bretaigne. 
But  principally  in  the  warre  of  Naples^  he 
diuers  wayes  made  good  proofcj  that  the 
warlike  Switzers,  were  both  loyall  and 
valiant  of  their  perfons.  His  fuccefTour^ 
Lewes  the  twelfth,  hauing  vndertakenthd 
conqueftof  Millaine verydefirous  to 
turnethc  Switzers,  from  the  amity  they 
bate  to  Duke  Lodowick  Sforz^a  5  made  al-. 
liancc  with  them  for  ten  yeares.-  At;  thC; 
end  whereof,  he  thanked  the  Switzers^  & 
denyed'to  pay  the  rewards  and  yearely 
penfions,  which  he  had  payed  in  publike 
and  to  particular  perfons ,  Which  fo 
highly  offended  this  martiall  people^  as 
partly  of  their  own  inclination^but  much 
more  by  meancs  of  the  Cardlhall  oision, 


1 


who  folljcitcdthc  principals  ofthe  can¬ 
tons  ;  they  n^adc  a  league  with  Pope  IdL 
usihz  fccondjin  the  yearc,  one  thoufand, 
fine  hundred  and  ten.  Oftentimes  after¬ 
ward,  this  King  laboured  to  make  a  new 
alliance  ••  but  the  Switzers  becing  ioyned 
with  the  Pope,  would  ncuer  li&ntoit. 
But  in  the  ycare,Dnc  thoufand  fine  hun¬ 
dred  and  twelucjthey  drouc  the  french 
out  of  Mitlaine^  and  rc-eftablifhed  Ma^- 
millianSfors^a  in  the  Dukedome.  Then 
the  yeare  following,  they  ouerthrew  the 
French  at  Nouara^^riii  came  with  a  maihe 
.Army  alonginto  Bourgongne.  ^  j 

Lewes  .the  twelfth,  had  his  Sonne  in 
Frances  de  Valois  for  his  fucceffour;; 
who  wonne  a  memorable  battaile  againft 
the  Switzers ,when  he  oucrcame  them  at 
Marignano:  Hee  brought  into  France, 
Maximi Ilian  S for z^a^  and  made  himfelfe 
Lord  ofthe  Dukedome  of  Millaine.  Af¬ 
ter  a  victory  fo  remarkablc,knowing  well,! 
how  bloody  it  had  bin,  and  at  hov^dearc 
a  price  the  French  had  bought  it :  the  firft 
thing  he  did,  was  (to  winne  the  good  fa- 
upur  ofthe  Switzers)  a  kinde  agreement 
made  with  them,  ioyning  them  to  his 
c;rowne,bya  firme  and  durable  alliance. 
The  conditions  and  treaties  of  this  peace' 
and  mutual  amity, are  comprized  in  thefe 
thirtccnc  Articles  following/  • 

Firft, all  enmities,  diflentions,  warres, 
differences  and  quarrelles  in  precedent 
times,are  vtterly  brought  to  noihingiand 
as  for  particular  variances,which  concern 
nothing  in  common  with  the  occafidns 
ofwarre,they  fhall  ftand  vtterly  void,  by 
thofe.  Articles  of  agreement,*  made  be- 
tween'e  the  Duke  of  J^/7/^/^^',King  Lewes 
the  twelfth, and  the  Cantons.  *.  >  .  /d 
.Secondly, all  prifdncrs,  in  what  part 
or  place  focuer  they  arcdetcynedas  pri- 
(oners, or  as  flaues  5  they  fhall  be  releafed 
and  fet  at  liberty ,without  paying  any  ran- 
Ibme.  ^  4  : 

..Thirdly,  if  any  man  atArmcs^cftlie 
Switzers, hauc  any  fuite  againft  the  King 
of  Francejnot  for  any  matter  of  warrc5he 
mayconteft  in  iuftice,  according  to  the 
Articles  following. 

-  \  . Tourthly , all  fuch  perfons  as  after  the 
accord  made  betweenc  King  levpes  ^t 
twelfth,  and  the  Cantons,)  were  and  are 
allied  with  them, or  receiued  into  the  nu- 
ber  oftheirBourgeffes  :l}iallbe  compre¬ 
hended  in  this  treaty,  and  enioy  the  be¬ 
nefit 
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The ’Switzers 
chalcd  the 
French  out  of 
Mitlainc* 


Frances  de 
Valois  fuceef 
fortoLewcf 
the  twelfth. 


The  tenour  of 
the  peace 
made  bc- 
rweene  King 
France^  the 
firft  and  the '  j 
Swititersifv:;^ 

I  r  •  ,  r,  .:5 


F/)t  free  deli- 
Uicry  ofpriftrf 
new.*  Jr 

tv  -d* 


For  (uites  in 
law  againft 
the  King. 


For  fuch  as 
2  re  to  enioy 
the  benefit  of 
this  peace, 


.■o 


28(5 


For  prluiledo 
gesandfraa- 
chifcs. 


Tke  kings 
bounty  to  the 
Switzer*. 


For  matntai- 
nance  of  loue 
and  amity. 


No  harboring 
of  enemies  on 
either  fide. 


For  free  per- 
miffionof  ‘ 
traificke  and 
palTage. 


Yearcly  pen* 
fions  giuenby 
the  King  to 
the  Cantons^ 


Priuiledges 
belonging  to 
particular  pla- 
cea. 


Alliance  betvveene 

nefit  thereof.OncIy  fuch  cxceptcdjas  arc 
out  of  the  limits  of  Swetta^  that  (peake 
not  the  Germane  tongue,  and  arc  not 
fubic(9:s  to  the  Cantons. 

The  fift  Article,  confirmeth  to  Mer¬ 
chants  and  fiibieds  of  ISwdtia^  the  priui- 
Icdgcs  and  franchifes, which  the  Kings  of 
France  haue  formerly  graunted  vnto 
them. 

Sixtly,  to  the  end  that  the  Switx^ers 
may  the  better  vndcrftand  the  good  will 
and  liberality  of  the  King:  hee  will  pay 
thcmdowneprcfentlya  great  fumme  of 
crowncs,  for  their  great  charges  at  the 
fiedge  oi  Dy on ^  and  afterwards  in  Ita* 
ly. 

Scauenthly,  that  peace  may  bee  the 
more  firmely  maintained  oneytherfide, 
and  to  continue  on  this  begun  amity :  if 
any  difference  happen  to  be  moucdiuci- 
ther  the  one  party  or  other  (ball  vnder- 
take  Armes^in  that  manner  to  purfue  his 
right  5  but  according  to  the  order  before 
mentioned^  is  to  demaund  reafon  by 
courfe  of  iufticc. 

Eightly,  ncyther  fide  (hall  giuepaf* 
fage^food  or  harbour  to  the  others  ene¬ 
mies  :  nor  fuffer  their  fubic(Iis  to  vndcr- 
go  Armes,forfuch  Princes  or  common- 
wcales,  as  are  enemies  to  France,  or  to 
ihcSwiizers.  Such  as  do  the  contrary, 
fhallbe  repealed  to  their  country,  and 
punifhed  according  as  they  hauedefer- 
ued. 

Ninthly,  permiffion  is  granted  vnto 
Merchants, Pilgrims  5&  Subieds, French 
)  or  Switzers, to  trafficke, voyage,  goe  and 
come  freely,  into  France  and  Swetia  5 
without  any  outragc,or  bccing  offended 
by  any  new  tolles  or  taxes. 

Tenthly,  the  King  giucth  yearcly  to 
each  Canton,  the  fiimoftwo  thoufand 
Liure^  Tournois :  As  much  to  the  yaUiJi- 
msy  and  as  much  to  the  Grifons^  as  was 
granted  vnto  them  by  king  Lems  the  1 2. 
And  moreoucr,  the  film  of  aoooo  Limes 
Tournois.  Itcm^to  the  Abbotof 
to  the  Subieds,  and  to  them  of  T 9ggen- 
^^^/^r^jthefum  of  600 Limes  TourmuiXo 
the  citty  of  S.  oW/,  400 :  To  Mulhoufe^ 
400 :  And  to  them  of  the  county  of  Crm 
yere^6oo. 

Eleucnthlyjthe  ancient  priuiledges 
and  franchifeSjWbich  they  hauc(til!  then) 
cnioyed  in  the  Dukedome  of  MiUaine^ 
the  inhabitants  of  Bellix^onu^  Lugano 


the  Switzers,  Booke 


and  the  Vale  Madia^^  aretothem 
fully  refcriicd  and  confirmed. 

Twelfcly,the  king  Icaueth  it  in  choife 
to  the  Switurs ,  to  declare  within  die 
compaffeof  a  ycarc,  whether  theyaffed 
or  no :  to  hold  the  countries  and  caftles 
of  Lugano  ^Locarnd^  and  of  the  Valcii/4- 
dia  j  or  clfe  to  forfake  them,  for  the  fiim 
of  thirtic  thoufand  crowncs  0/  the 
Sunne.  And  if  they  take  the  money :  then 
they  of  the  Vale  of  T dim^  and  of  the 
county  of  Clauennafici'A  haue  their  part  in 
this  fumme,  as  much  as  one  of  the  Can¬ 


tons. 


The  laft  Article  ordaincth,  that  this 
peace  and  amity  betweenc  the  Regime 
of  France  and  the  cantons  ,fhal  continue 
inuiolable  and  perpetual!. 

The  king  cxcepteth  in  this  peace,  Pope 
Leo  the  tenth,  the  See  and  Romaue  Em^ 
pire,the  kings  of  Sfaine^  of  England^  of 
Scotland ^o{  JSJauarre^  and  of  Denmarke : 
The  Dukes  of  Sauoy^of  Lorraine^oi Guel- 
dresi  Iccm,the  Duke  &  common-wealth 
oiVemce^Lamentius  de  Medicisjiht  houlc 
of  Medicisy  and  the  common-wealth  of 
Florence :  The  Bifihop  of  Liege all  the 
confederates  of  the  king. 

The  Switzers  alfo  except  on  their  part. 
Pope  Leo  the  tenth, the  See  of  Rome,thc 
Emperour  and  Romanc  Empire 5  the 
houfe  of  AuFlria  Dukes  of  Sauoye^ 
and  of  Wtrtemherg  5  the  family  of  Lau^ 
rentimde  Medic  is  the  common- wealth 
of  Florence^  the  Marfhall  of  Bourgongne^ 
their  ancient  alliances  5  and  all  their  al¬ 
lies  and  fcllow-Bourgeffes. 

The  reafon  for  thefe  exceptions,is,  that 
if  the  king  of  France  make  warre  vpon  a- 
ny  one  of  them  abouc  named,in  his  own 
countries :  the  Switzers  may  kcepe  what 
promife  or  alliance  they  haue  formerly 
made  or  fworne,to  thofe  Princes  or  com- 
mon-wcalths.Buc  if  one  or  more  of  thofe 
Princes  or  common-wcalths,comc  to  af- 
fault  the  king  in  his  owne  kingdome  *•  the 
Cantons  (hall  not  permit  any  of  their 
Subic(f^sto  goc  in  warre  againft  the 
king;  but  (hall  countermaundthem,  as 
it  is  ordayned  in  the  eight  Article,  and 
which  they  are  to  keepc  and  obferue  in- 
uiolably. 

To  thefe  conditions  is  added  the 
forme  to  be  kept, in  the  deciding  of  ftrifes 
and  differences .  But  it  feemeth  to  roe, 
that  it  would  bee  great  Ioffe  of  tinic  and 
_  papa 
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The  King 
made  a  more 
alliance 
with  the  Swit¬ 
zers. 


paper  to  infert  it :  becaufe  it  agreeth  ah 
liioft  altogether,  with  the  accord  of  Mil- 
lame^  and  other  formes  of  iudgements, 
whereof  we  haiicdpokenhecretoforc.All 
this  conference  and  treaty  of peace,  was 
made  by  the  Ambaffadours.  on  cyther 
fide,  and  fettedownc  in  writing  in  the 
Towne  of  Fribourg^  on  S. Andrews  day, 
in  the  Moneth  of  Nouember,  and  in  the 
ycarei;ii6.  .< 

The  King  hailing  made  pacification  ^ 
with  the  Switzers,  as  already  hath  beene ; 
declared :  yet  hee  would  needs  proceede 
fottiewhat  farther,  and  allie  them  more 
ftridly  to  his  crpwne.  W  bich  aUb  he  ob- 
tayned,  and  that  agreement  was  paft  at. 
'LHcernay(i\^z yeares  after  the  fore-menti-  j 
oned  peace.  Then  all  the  Cantons  (e^t-  i 
cept  Zurich)  and  all  their  confederates,  I 
allied  themfclucs  with  the  K.of  France : 
and  the  tenour  of  that  alliance  was  as  fol- 
loweth,  .. 


-i 


.A  V/ 


Concerning 
1  warreinany 
place  belong¬ 
ing  to  the 
crowne,an(i 
leuyeof  men. 


Forchoifeof 
Captains  and 
Colonels  out 
of  the  cantons 


Againft  bin- 
dering  ot  men 
and  delay  of 
time. 


For  continu¬ 
ance  in  the 
Kings  fcruicc, 
except  warres 
be  at  home  in 
Swetia, 


The  T e  nure  of  a  moth  n^re 

agreements  made  betweene  ' 

•  ri  T  /  the  King  and  thd  Switzer  s. 

3  ‘  J,  i  '  ;  ’  ‘  /  A  . 

1.  TFanyone(whofoeuerit  bc)make 

within  the  Realme  of  France, 
in  the  Dukedomepf  Milldne^  or  any  o- 
ther  country  appertaining  to  the  crown, 
cyther  on  this  fide,or  beyond  the  Moun- 
taincs :  the  King  may  make  a  leuyc  of 
SwitzerSjwhcn  and  at  what  timehimfelfe 
fhdll  thinkc  mecte,to  wit,  offixethou- 
fand  men  at  the  leaft,  and  feaiicn  thou- 
fand  at  the  moft,  except  the  Lords  of  the 
Leagues  will  permit  more. 

2.  Hee  may  alfo  chuleout  of  all  the 
Cantons  and  confederates,  fuch  Colo¬ 
nels  and  Capcaines  as  he  (hall  thinke  fit ; 
prouidcdjthat  they  be  men  of  good  fame 
and  creditc. 

The  Lordes  of  the  Leagues  lhall 
giuc  no  hinderance  to  thofe  Colonels, 
Captaines,  and  Soldiers  j  neither  delay 
time,or  put  any  cafe  in  queftion ,  to  hin¬ 
der  their  going :  bur  that  within  ten  daies 
after  that  firft  day,  whereon  the  King  re¬ 
quired  fuccour,  they  lhall  bee  permitted 
tomarchaway. 

4.  They  fhall  continue  in  the  Kings 
feruice,vntill  the  end  of  thewarre  j  if  it 
feeme  good  to  him,  and  they  not  recal¬ 
led  home  by  their  Lords :  The  Kingfliall 


alfo  pay  thcm(euery  onejhis  accuftomed 
wages.  But  if  there  happen  warre  in  Swe- 
tia,  and  that  thereby  the  cantons  cannot 
fuccour  the  King,as  they  other  wife  wold : 

In  this  cafe,  they  fhall  (land  quit  of  their 
promifejand  they  may  fuddcnly  counter¬ 
mand  hotrte  their  men  5  to  whom  allcf  the 
King  ftandshound,  to  grant  their  dbp^r- 
tiirc  immediately.  ^ 

-  '  .5  IftheKingwouldhiakcwatre  v^bn 
his  enem&s:  he  may  make  the  fame  Italic 
of  fixe  thoufand  Switzers  at  the  leaft-, arid 
(euen  thoufand  at  the  moft  -  ebufing-Co- 
lohels  and  Captaines^  men  of  faire  arid 
good  famc,which  are  Switzers,6r  of  their 
■Allies.  - 

•  '6.  The  King  may  not  feparate  afi  Kf- 
Wiy  of  Switzers, or  diuide  them  in  troops 
forGarrifons  in  diuers  places:  andthej> 
are  nor  to  ferue  at  Sea,bbt  on  the  land . 

As 'concerning  the  wages  for  the 
Gendarniery ;  it  is  agfCcH bh  both  fides,: 
that  the  King  fhall  pay  for  a  Moneth  ynto. 
each  Switzer  Soldier,  fourc  Florin  sand 
an  halfc.of  them  that  arc  called  Flortus  du 
And  their  wages  ffiafl  begin  on  the 
day,  when  they  let  foortfi  from  their  hoii- 
fes  r  and  then  fhall  thrcerMoncths  pay  & 
®nc  vnto  them,although  the  King  do  ribt, 
vfe  them  in  fcruicc  fo  long.  And  before 
they  part  out  of  Swetia,  they  muft  re* 
ceiuc  thefirft  Moneths  pay ;  and  the  reft 
for  the  two  other  Moneths,  at  mccte pla¬ 
ces, according  as  need  fhall  require.  If, 
after  thofe  three  Moneths  are  paft,  the 
King  will  longer  rctaine  the  Switurs^he^t 
fhal  pay  them  the  fame  Wages  euery  Mo¬ 
neth,  vntill  (iich  time  as  they  may  cpril- 
modioufly  returne  home  to  their  owne 
houfe. 

8.  The  Colonels, CaptaineSjEnfigns^ 
Amba{fadors,&  others  that  haue  charge 
in  the  troopes ;  fhall  bee  payed  after  theif 
accuftomed  manner,  and  according  as 
the  PredecelTours  to  the  Kings  of  France 
haue  done. 

p.  If  any  war  is  made  vpon  theTw- 
z>crj,thc  King  of  France  fhal  ftand  bound 
to  fuccour  them  at  bis  owne  coft ;  fend- 
ing  them  two  hundred  compleac  hbrfe- 
men,and  tweluc  peeces  of  Artillery ,witfi 
all  their  equipage  and  furniture  5  to  wit, 
fixe  peeces  for  battery,  and  fixe  Canons. 
Mbreoucr,hee  fhall  fiirnifh  the  Switx^ers 
(^from  three  Moneths  to  three  Moneths^ 
in  the  cittyof  LyonS:,mx\\  certaine  fums 

of 


-*i  -■ 


When  the 
King  fhall 
haue  occaiioh 
CO  make  war. 


An  Army  of 
Switzers  not 
CO  be  diuidedj 
&c. 


wages  agreed 
on  for  the 
horfemen,& 
in  what  man^ 
neritis  to  be 
paid,vpon  the 
due  of  three 
Moneths  pay 


; -j 


':::.dynry:t 

Pay  for  men  ‘ 
of  higher 
rank  &  place,, 
according  to 
their  degree*. 


Concerning 
fuccour  CO  bee 
fencche  Swit¬ 
zers,  whi  war 
is  made  on 
them. 


Alliance  bctvveene  the  Svvitzersj&c.^ 


Vpon  dearth 
or  nccefsity 
of  Salt. 


Againft  rclcc- 
uing  cycher 
others  ene¬ 
mies. 


The  liberality 
of  the  King  to 
the  Cantons,  i 


t 

<  •  * 
r 


Exception 
n)ade  on  the 
Kings  behalfe 


Exception  al¬ 
io  on  the  can. 
tonsbehalfe. 


Acaucaior 
general!  war* 
ning. 


i 


of  money, for  cxpcnccs  in  the  warre.  And 
if  the  Swit&ers  affe(Si:  it  rather :  inftcad  of 
two  hundred  complcaie  horfemenjthc 
King  fhall  giue  them  all  the  three  Mo- 
ncthsjthe  fiiai  of  two  thoufand  crownes 
attbeleaft. 

I  o.  If  it  come  fo  to  pafle,  that  if  (tho¬ 
rough  occafion  of  moued  warre  hecre  or 
thcre)thc.Srj^/>z»w  cannot hauc  any  Salt: 
it  may  be  bought  for  them  in  France^  & 
ibbecconuayed  home  into  their  coui> 
ttics. 

1 1 .  No  fide  or  party  lhall  receiue  into 

proteftion,  neyther  beftow  Boiirgefhip 
on  any  of the  others  fiibicds,  nor  fuccor^ 
lodge,  or  defend  menbanifticd,  or  ene¬ 
mies  to  eyther  fide :  but  according  to  the 
Articles  of  pcacc^  fhall  hinder  &  expulfc 
them.  ' 

12.  Finally,  the  King  being  willing  to 

make  knowne  his  loue  and  good  will  to¬ 
wards  the  oucrand  befidethe 

twenty  thoufand  Francks,  which  he  pro- 
.mifed  to  pay  them  by  the  treaty  ofpcace, 
further  promifeth,  to  pay  yearely  to  each 
one  of  the  Cantons  (while  this  alliance 
(hall  continue)  the  fumme  of  a  thoufand 
pounds  7ournois.  He  will  alfo  pay  to  the 
confederates,  themoity  of  the  penfion 
which  they  had  before. 

The  King  cxccpteth  Pope  Leo  the  lo. 
TheRomanc  See  and  Empire;  the  kings 

England  Scotland  i  the  Duke  of 
Sauoye^  of  Lorraine^  ot  Halfatia^  and  of 
Guddref ;  the  common-wealth  of  P^emcoy 
and  of  Florence-^  the  houfc  of  Medkis-y 
the  Marqueffes  of  Brandenhourg  and  of 
Montferrat^ 

The  Cantons  do  likewiie  except  Pope 

the  tenth  thcRomane  See  and  Em¬ 
pire;  thccommon-wcalth  oi  Florence  ^ 
the  hotil'e  of  Medicis ;  the  Duke  of  Sauoy*y 
thchoufe  of  AuHria-y  their  allianccs,their 
Bourgeffes  and  confederates ;  the  Duke 
of IVirtemberg^y  and  Ociman Maria Sfir-  i 
5S4,Biihop  of  Lauda. 

Neucrthelefle,  if  any  of  thefe  aboiic 
named,  make  warre  on  eyther  of  thefe 
partics,in  their  countries  on  this  fide,  or 
beyond  the  Mountaines :  the  other  fhall 
giue  fuccour,  without  exception  of  any 
perfon,  according  to  thetenourof  this 
alliance,  which  is  to  endure  while  King 
FrancesXiWt^y  and  three  yeares  after  his 
death. 

This  alliance  being  expired,  K^Henry 


the  fecond,  Sonne  and  Succeflbr  to  king 
Frances y  contraded  a  new  alliance  with 
the  Cantons,  vpon  thefame  conditions 
before  named :  and  that  alliance  lafted  5. 
yeares  after  his  death.  Now  becaule  the 
Dukedomcof  J^/7/4//;^,and(bme  other 
Prouinces, comprehended  in  the  alliance 
made  with  VxngFranceSy  wcrcdifincm- 
bred  from  thecrownc,  when  this  newe 
league  was  contracted:  It  is  expreflely  fee 
downe,  that  the  Switzers  ihall  not  fland 
obliged, to  giue  the  king  any  fuccour,  for 
recoucry  of  thofe  countries.But  if  he  can 
reconquer  them  by  the  aydeqf  another 
Army,  add  he  fhall  bee  Lord  of  them  a- 
gaine,  as  of  other  Prouinces  belonging 
to  his  Kingdomc :  for  the  better  co*hfcr- 
uatioD-of  them  jibe  Cantons  fhall  furnifh 
him  with  men,  who  fhall  like  wife  attend 
him  in  warre, for  the  rccoueryof  Bulleny 
and  the  county  of  BuUenou  in  Picardy. 

If  the  king  will  goc  in  perfon  tofome 
warre,  hce  may  make  choife  (at  his  plea- 
furc)  of  Captaincs  Smtz^ersy  and  com¬ 
mand  a  Icuyc  of  fixe  thoufand  men  at  the 
leafi. 


Concerning 

theJoffcof^ 

*el)ukca3,5 

Willainc, 


A  breuiate  o 
the  new  ai 
ioync4Arti. 

clef. 


For  Icuyc  of 
men. 


He  may  not  difioync  or  (eparate  the 
Switzers  Army,  when  hec  is  vpon  the 
point  of  giuing  battailc :  but  out  offuch 
occafion,  he  may  plant  the  in  Garrifons, 
in  Townes  and  firong  places,  to  defend  1 
them. 


No  fundcring 

oftheSwit* 

zersanny* 


,  Asforthe  wages,rcwards,  &fuccors, 
which  the  king  is  to  giue  vnto  the  Smt- 
%>ers^y  itbearcth  the  very  felfe-fame  rea- 
fon  as  is  in  the  precedent  alliance ;  and 
the  other  Articles  doe  agree  with  them 
before  mentioned. 

And  to  the  cnde,ihat  the  treaty  of 
peace,  made  in  the  yeai e  151^.  may  re- 
maine  firme,  when  wages  reft  vnpaide,  it 
is  thus  ordayned.  The  demander  fhall  ac¬ 
quaint  his  Magiftrate  with  the  matter, to 
whom,if  the  caufe  feeme  vprighf;  he  fhal 
goc  or  fend  to  the  kings  Ambafiadours, 
which  arc  in  Swetia,  or  if  they  be  abfent, 
the  Magiftrate  fhall  write  tothe  king,and 
require  fatisfa(ftion  for  the  party.  If  the 
kingycclds  to  reafon,the  demander  is  fa- 
tisfied,  but  if  he  refufe  to  pay  according 
to  equity;  the  demander  may  then  call 
his  caufe  before  ludges  and  Arbitrators, 

andtherchaueitdebated,  AndifthcK! 

yccldstorcafbn,  the  demander  isfatisfi- 
ed,buc  if  he  rcfiifc  to  pay  according  to  c- 
quity,thc  demader  may  then  cal  his  caufe 


For  wages  & 
rewards. 


When  wages 
rcmaincvfl- 
payed. 


In  cafes  con* 

ccrningtlic 

King  and  a 
priuatetnafl' 


be- 


Chap.i.  The  gouernment  of  the  Switzers.  281 


For  ncfr  taxa¬ 
tions* 


before  Judges  and  Arbitrators ^and  there 
haiie  it  debated.  And  if  the  King  will  not 
yecld  to  the  Iiitlges  his  part,  the  Switzers 
may  pafle  on  to  turther  knowledge  of  the 
fa(fl:e,and  what  they  appoint,  fhall  be  al¬ 
lowed  for  firmc  and  auaileable  to  cyther 
party,cuen  as  if  the  Judges  on  eythcr  fide 
had  therein  aflifted. 

The  Merchants  both  French  and 
Switzers,  according  to  the  articles  of 
pcacc,{hall  not  be  greeued  with  any  new 
taxcs,tollcs,or  impofts. 

Jf any  fuitc  be  moued  betweene  par¬ 


ties  on  eythcr  fide,  the  demaunder  may 
pleade  before  the  Judge,  in  the  place 
where  the  defender  dwcllerh. 

This  alliance  was  treated  and  paft  at 
Solleurre^m  the  yeare,  1549!  All  the  Can¬ 
tons  (except  Berne  and  TjUrtch)  with  their 
eonfcdcrates>being  bound  thereto.  r 
Finally, King the  ninth,  Sonne 
to  King  /^?;;rj^,rencwed  this  alliance  with 
the  Switzers,vpon  conditions, little  diffe¬ 
ring  from  the  former  .*  and  tliat  alliance 
continueth  yet  to  this  day  ,  after  the  kings 
death.  * 


Foj  fuites  in 
law* 


When  this  ai' 
liance  was 
made- 


King  Charles 
the  9*allied  i 
with  the  Swic- 1 


zers. 


THE  MANNER.  OF  GOVERN- 

msnt  obferued  among  the  Smt^ers, 


The  Sec  on  d  Part. 


0-  \ 


A  breefe  dif- 
courfe  of  the 
firil  Bookes 
Argument. 


A  breukte  of 
this  fecond  ' 
Bookes  Argu- 
IpetK. 


Ec  haue  fhewnc  in 
our  firft  Part ,  of 
what  pares  &  par¬ 
cels,  the  common¬ 
wealth  of  the  Smt- 
ursis  compofed; 
forwhatcaufes,  & 
with  what  conditions  thefe  peoplc,dwcl- 
ling  in  diuers  places, allied  themfelues  to¬ 
gether,  to  make  vp  one  body  of  a  Com¬ 
monwealth  .  Alfo  with  what  induftty 
and  traiiaile,  they  haue  maintained  their 
liberties;  and  with  what  Princes  and  peo¬ 
ples,  they  haue  aflbeiated  and  leagued 
themfelues .  In  this  fecond  Bookc,  wee 
fhall  declare,  how  this  common-wealth 
is  gouerned.  And  becanfe  the  confede¬ 
rates  haue  (each  one)  their  Magiftrates, 
Lawes,and  particular  gouernmenr,  and 
that  the  cantons  do  make  one  common- 
wcaldi  apart,  and  yet  there  is  a  counccll 
in  common  to  the  whole  Nation,  and 
lawcs  and  ordinances,to  whofe  obferua- 
tionall  are  obliged:  Firft,  I  will  make 
mention  of  the  commonwealth 

in  gcncrall;thcn  I  will  defenbe  the  eftate 
and  gouernmentofthe  Cantons, fcucral- 


ly  in  their  places.  -  ^  ^ 

They  that  haue  written  concerning 
commomwealihs,  doe  fetdowne  three 
forts. 

The  firft, when  all  the  managing  and 
gouernment  of  the  common-wealth,  is 
in  the  power  of  one  only,  who  is  called  a 
King,  if  he  gouerne  iuftly,  with  confent 
of  the  people,  and  according  vnto  the 
lawes ;  for  if  he  do  otherwife,  he  is  a  Ty¬ 
rant. 

The  fecond, when  a  fmall  number  of 
principall  men3andmore  people  of  good 
behauiour,do  gouerne. 

The  third,  when  all  the  people  haue 
the  authority  in  their  hands. 

Thus  there  are  three  kindes  of  Com- 
^  mon-wealths,  to  wit.  Monarchy,  Arifto- 
craty,&Democraty :  who  haue  for  their 
vicious  fhaddowes.  Tyranny  ,Oligarchy, 
and  Anarchy. 

We  cannot  compare  or  fute  the  Swit- 
z>ers  common-wealth,  with  any  of  thefe 
before  named  :  but  as  (auncicntly)  the 
great  Common-wealths  of  Rome  and 
Carthage,  and  (in  our  time)  that  oS^Venicc 
may  be  tearmed  mixt  and  compounded, 

Cc  be- 


Three  feueral 
kii  (Jes  of  CO 
ir.on  wealths, 
&  their  hurt* 
full  ihadowes 


A  foVrac  or 
fliapc  of  the 
Switzers  com 
monwealth. 


zpo 


Of  the  Switzers  behauiour, 


?BbbH 


A  Dctuocra- 
ticall  kinde  of 
goucrntncm 
in  fomc  of  the 
Canton?. 


The  other  are 
Ariitocraiicall 
and  PopuJare. 


Affaires  of 
Stated  difl[c* 
renccs  ended 
by  Ambafia- 
dors. 


The  common 
wealth  of  the 
Switxcrs  is 
not  otherwife 
CO  be  goucr- 
n;d  then  as  it 
is. 


bccaufc  (infome  matters)  they  lliarcd  or 
t66kc  part, with  all  the  three  kindcs  of  go- 
uernments;  (o  in  like  maner,the  commo- 
welth  ofthe  Switzers  is  mingled  or  com- 
pofed  of  a  Seigneuriall,  Lordly,  and  Po- 
pularc  gouernment.  For  among  all  the 
pcoplcj' ofwhom  the' whole  common¬ 
wealth  ofthe  Switzers  is  compounded; 
there  arc  feme  ^  whofe  gouernment  is 
meerely  democraticall,5<:  where  al  things 
(almoft^  are  done  by  the  deliberation  of 
the  people .  As  in  thofe  Cantons  that 
haue no cittieSjto  wit,  Vri^Suits^  Vnder- 
ualdy  Claris^  and  yjppenz>ell:  yea,  euen  in 
although  it  is  a  citty.  The  other  arc 
gouerned  by  Lords, as citties  commonly 
vfc  to  be,namely  2jUrkh^  Berne ^  LucernA^ 
BAjilcyFribeurg^Solkurre^ and  Schaffoufe. 
But  becaufe  the  Soiieraignty  appertai- 
neth  to  the  people,  who  doe  cled  thefe 
Lords, thefe  eommon-wealtbs  are  com¬ 
pounded  of  two  kindes  of  gouernment : 
fo  that  notwithftanding,  the  one  is  more 
Ariftocradcall,and  the  other  more  Po¬ 
pulate. 

So  then,  the  common-wealth  of  the 
Switzers  beeing  compounded  of  people, 
tha^  hauc  not  al  one,and  the  fame  forme 
of  gouernment :  the  order  and  pollicy  al- 
fo  IS  very  diners  and  mixt .  •  For  if  vpon 
(bmc  dayes  of  audience,  ambafladors  do 
aduife  on  matters  of  the  whole  common- 
wealth,or  end  fome  differences :  this  ap- 
pcareth  to  be  a  gouernment  mccrely  A- 
riftocraticail.*  And  yet  neuerthfeleffe,bc- 
caufe  they  are  (’for  the  moft  part^  elcded 
by  the  people,  and  thatin  Caufes  and  af¬ 
faires  of  importance,  they  cannot  go  be¬ 
yond  their  aduiccjbuc  deale  according  to 
the  peoples  command,  to  whom  they 
muft  render  an  account  of  their  negotia¬ 
tion  :  it  may  cafily  bee  noted,  that  fuch  a 
kinde  of  gouernment  is  not  altogether 
Ariftocraticail. 

Nowit  plainly  appeareth,  that  the 
Switzers  common-wealth  cannot  bee 
better  gouerned,  for  the  liberties  which 
they  doenioy,was  gotten  by  their  ancc- 
ftors,  not  by  theinduftry  and  power  of 
one,  or  of  a  fhiall  number  of  particular 
men;  but  the  people  themfelucs  were  im- 
ploied  thcrein,and  did  enfranchize  it  with 
the  expence  of  their  purffes,  blood,  and 
lilies.  And  therefore  it  is  no  more  then 
reafon,tbat  they  fliould  rcape  (bme  fruite 
of  their  trauailc.  And  as  concerningjthat 


itfeemeth  incommodious  and  perillous 
in  a  populate  eftate,  that  all  men  fhould 
dcliucr  their  aduicc,  but  rather,  that  it 
ought  to  be  doneby  them  of  moft  wife- 
dome, and  men  ofbeft  quality;  This  dan¬ 
ger  is  not  to  bee  doubted  in  the  Switzers 
Common-wealth ,  for  they  do  moft  im- 
ploy,and  (end  on  their  dayes  of  audience, 
the  beft  and  wifeft  perfons  of  each  Can¬ 
ton.  And  although  they  hauc  not  power 
to  conclude  dcfinitiucly(bccaufc  it  might 
be  a  dangerouSyConfcqucncc,  for  the  peo¬ 
ples  liberty)  yet  notwithftanding,  they 
are  as  the  cheefeft  councellers,  and  make 
a  conference  of  opinions,  vpon  the  State 
affaires.  Afterward, the  people  giuc  their 
confent,  by  affemblies  which  they  make 
in  Townes  and  Villages.  Now  fuch  as 
are  not  altogether  ftupid  and  ill-affeded, 
may  know  and  approuc5rhat  which  hath 
bene  deliberated  in  thofe  dayes  meetings, 
for  common  benefit :  confidering,  they 
giue  them  plainly  to  vnderftand  eiicry 
thing. 


DC  feared  in 

the  Switzers 

coimnon. 

wealth. 


The  obfcnia- 
tion  ainoni 
the  SwitzetJ. 


CHAP.  II. 


ofthe  manner  and  behauiour  of  the  Swit- 
z^ers^in  the  times  of both  peace  and  warre. 


lOrafmuch  as  the  right  go- 
uernement  of  a  common- 
wealthjis  beft  difcerncd  in 
affaires  and  managements 
of  peace  and  warre;  itbe- 
hooueth  vs  to  (hew  how 
ourprcdeceflors  haiie  carried  themfelues 
therein.  As  concerning  excrcifes  of  war, 
befide  that  which  nature  hath  done,  in 
fafhioning  the  Switzers  fitthercte:  ne- 
ceflity  al(b  hath  conftrained  them,  to  ap¬ 
ply  their  paines,and  that  in  good  eaineft. 
The  Country  is  Mountainy,tliarpc,  and 
hard  for  culture,  anciently  defert  andfa- 
uagefor  the  moft  part,  making  the  peo¬ 
ple  not  onely  indurate  and  hardened  for 
trauaile :  but  alfo  robufte,  ftiffe,&  ftrong, 
and  (b  (by  con fequent) very  apt  for  warre. 

Now  as  natuarally  the  people  of  Eu¬ 
rope  are  more  magnanimous  and  war¬ 
like, then  they  of  Afia ;  fo  the  Europeans 

which 


The  beft 
glaflc  to  Ibe* 
any  coininon* 
wcakb  in  hi‘’ 
tiuc  nature. 


The  Biwre  8^ 
quality  0^  the 
country. 


both  in  warre  and  peace. 


1^1 


The  Switzers 
are  naturally 

aienfit  tor 
warlike  im- 
ploymcnts. 


Concerning 
chofe  people 
bred  on  the 
Alpcs,&  na¬ 
ture  oi  the 
country. 


All  the  Swit¬ 
zers  are  iol. 
diets  borne. 


The  Prince! 
of  Auftria 
baue  molt  in 
iuriedthe 
Switzers. 


A  comparifon 
well  worth 
chc  obferuati* 

«n. 


It  is  an  efpeci- 
all  command 
to  euery  Swit¬ 
zer  yongand 
oldc  to  beare 
Armes, 


which  d'vvcll  in  Mountainous  and  hard 
countries, are  reputed  to  be  more  marti¬ 
ally  minded  then  the  other.Proofehcere- 
of  appeareth^in  thehiftories  of  the  Goths  ^ 
Faiidales ^Hiinnes ^Lombj^rds ^  Frmednims ^ 
and  other  people,  who  being  bred  in  the 
very  cold^ft  countries  of  the  North ;  did 
yet  difperfe  themfelues  ouer  the  fa) reft 
parts  of  andeyther  forraged^or 

troubled  them,  treading  vndcr  their  fectc 
the  power  of  Rome,  fometimes  fo  much 
renowned  through  the  world.  In  like 
manner,  as  the  very  cold^ft  countries  of 
the  Alpes,  do  beare  the  higheft  and  tau- 
left  Trees,and  haue  beafts  more  fatte  and 
faire  then  can  be  defired :  fo  thenaturall 
difpohtion  of  the  country,  and  tempera¬ 
ture  of  the  ayre,produceth  men  more  ro- 
bufte  and  ftrong  then  others  are.  Where- 
fore,in  many  Countries,  fomc  are  men 
for  Armes^ others  arc  labourers,  and  o- 
thers  artezans :  but  in  Svpitx^erUnd^o^  are 
Soldiours  borne,  euenbya  meete  man¬ 
ner  of  defire,  and  there  is  not  a  SwitXier^ 
(prouided  that  hechauc  ftatureand  apt 
difpofition)but  inhim  may  bcefeene  the 
very  liues  (to  life)  of  a  man  of warre. 

And  becaufe  almoft  all  the  neighbors 
to  the  Cantons,  but  cfpecially  the  Prin¬ 
ces  ot  Auftria,  laboured  by  continuall 
warres,  to  annihilate  the  liberty  of  the 
Switz^ers^  and  that  for  thefpaccof  two 
hundred  ycares :  meerc  neceffity  made 
the  Switz,ers  martial^  bceing  compelled 
to  carry  weapons  daily  in  their  hands,  to 
maintaine  their  liberty,  bridle  thehcad- 
ftrongcourfes  oftheir  enemies,  &  to  pre- 
ferue  their  wiues  and  children.  And  as  it 
was  faid  of  Jgefilaus^  after  he  was  woun¬ 
ded  by  the  Thebmes  in  an  encounter^that 
hereceiued  worthy  wages,  for  teaching 
them  the  arte  of warre:  euenfo  Noble¬ 
men  that  enftrudted  the  olde  Smturs^ 
fimple  peafants,  and  (hepheards,  to  han¬ 
dle  a  Sword,  and  compelled  them  to  vn- 
derftand  the  trickes  of  fencing,  rccciued 
(in  the  end)  the  recompence  for  their  ap- 
prentifhip,  hauingbeenefo  many  times 
beaten  in  battailes,  and  finally  driuen  out 
of  Switz^erUnd, 

From  hence  it  enfued, that  their  lawes 
&cuftomes  were  accommodated  to  the 
cxercifcs  of  warre.  For  whereas  in  many 
Countries, the  people  areforbidden  to 
carry  and  manage  weapons :  (b  on  the 
contraryjtbcic  is  none  (o  young  in  Swit- 


Prizes  &  rc- 


ZierUnd^d\Nt\\  he  in  Cicty,'rown,Villagc, 
or  Field, be  he  a  peafant,  porter, or  of  the 
very  bafeft  condition  can  be  deuifed  5  but 
he  is  ftridlly  commanded  to  haue  Arms, 
according  to  his  quality.  And  becaufe 
that  in  our  time,  the  Harquebuz  or  Cali- 
uer  was  in  great  vfe  for  warre :  there  was  pTopo- 
a  prize  and  reward  propofedin  publike>- ledonelyfor 
for  fuch  as  would  cxercilc,and  could  dex-  han 
terioufly  handle  thefe  fiery  weapons.Not  aieihccaliucr 
only  in  Citties,as  was  done  in  many  parts 
of  Germany ;  but  alfo  in  the  moft  peopled 
Townes  and  Villages.  Nay,therc  was  a 
prize  and  reward  appointed  for  children, ' 
that  could  draw  the  bow^ro  the  end,  that  | 
they  might  afterward  be  ihc  better  faihi- ; 
oned  for  weapons  of  more  dangcr:vvhich  | 
prooLied  to  fuch  an  expert  pradife,  that  | 
from  their  very  youth,  they  accuftomed  , 
themfelues  10  difeharge  the  Caliucr.  I 
Their  other  paftimes  alfb  fauored  all  of 
war.  Fortheyneuer  vfed  to  meete  toge-  .  ; 
ther,were  it  on  Iblcmne  daies  &  feftiuals,  ^ifes  p^a- 
according  to  the  Churches  dedications,  ftimcsol'thc 
or  at  weddings  and  other  fuch  like  occa- 
fionSjbut  with  Drums  and  Trumpets  for , 
war.  And  it  was5(and  ftil  is)a  great  honor 
for  a  Bridc-groome,  to  bee  attended  on 
with  a  great  number  of  Pikes, Halberts,^: 

Shot,  who  (vnentreated)  march  before 
him'  or  come  to  honour  his  feaft,  in  the 
nature  of  a  mufter ,  marching  after  the 
manner  of  war.  Many  times  affo,boyes  of 
8.or  lo.yeares  old, and  others  fbmewhat 
more  aged,meet  together  and  make  mu- 

fters,with  Drums  &  Enfignc's,fomebea-  Thecz'-rdfes 
ring Caliuers, others  Halberts,  Smothers  ©ftheSwit- 
Pikes:  fo  that  to  fee  them  march, it  might  children, 

well  be  faid3that  they  had  hearts  &  hands  comcSdirrs 
already,apt  to  manage  thofc  warlike  wea-  from  their 
pons.  In  this  manner ,thcy  that  neuer  vn- 
derftoodany  thing  fetdownc  inthcMil- 
litary  precepts  of  f^egetim^  nor  of  any  o- 
ther,  inured  from  their  infancy,  without 
any  command:  but  onely  of  their  owne 
motion,  and  by  anaturall  inclination  to 
Armcs,can  carry  and  manage  themfelues 
with  countenances  and  fteppings  fit  for 
Soldiers.  In  many  places,  cucry  yearc,or 
at  certaine  times  of  the  yeare,  the  Lords 
caufe  general  mufters  in  arms  to  be  made 
for  all  their  followers,ias  it  they  were  go¬ 
ing  to  war  again  ft  the  enemy*  Thefe  nm- 
ftersare  fomtimes  performed  at  the  de¬ 
dication  of  Temples,  fomtimes  at  Fairs  5 
and  in  fome  other  places ,  when  the 

Cc2  Sub- 
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Of  the  Switzers  behauiour, 


?  Boob 


Other  agili¬ 
ties  and  com 
mend  able 
qualities  ex* 
ercifcdby  the 
Switzers, in 
feueial  kinds* 


Their  (ports 
and  paltimes 
after  tilling 
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Subic£i:s  take  tbeir  oath  to  a  Gouernor, 
fent  newly  tofome  Bayliwickcj  for  then 
they  all  mufter,  andfinew  thcmfeluesin 
Armes. 

It  is  altogether. needleflTc^that  I  fhould 

make  any  long  difeourfe  of  other  exerci- 
feSjWhich  do  difpofe  the  to  be  the  more 
valiant  in  war  :  as  to  runne,  leape,  throw 
the  ftone  and  barre,to  wraftle^to  Ihew  all 
kindes  of  defence  fit  for  Arms ;  for  which 
there  arc  prizes  publikely  appointed  eue- 
ry  ycare.  Moreouer^I  am  of  the  minde, 
that  in  all  chriftendomc,  there  is  not  any 
peoplcjthat  do  exercife  themfcliics  more 
infwimming,  then  the  Switzers:  who 
(with  much  eafe)  can  vfc  that  Arte/wim- 
ming  thorough  great  Lakes,  Riuers, 
Streames,  and  very  impetuous  floods, 
where-with  the  country  doth  greatly  a- 
bound.  When  they  are  at  leyfurc,  and 
hauedone  their  husbandry  in  the  fields  .* 
they  daily  follow  huntingj  fometimes  o- 
ucrthchighefl:  Moumaincs  and  Rockes, 
almoft  inacceflable,  after  wilde  Goates, 
Kids, and  other  bcafts .  At  other  times 
they  purfiic  Bcares,®  W  olues.  Ounces,  Sc 
wiidc  Boares,  reputing  it  as  an  honour  to 
him  that  can  kil  one  of thofe  fauage  crea- 


itures^  and  fatten  his  head  at  the  entrance 


of  his  doorc ;  yet  fometimes  hee  makes  a 
prefent  of  it  to  the  Scigneury.  The  Gre¬ 
cians  had  an  ancient  cuttome  among  the, 
to  giue  the  heads  of  wilde  Boares,  vnto 
Gcntlenicn  or  Gouernours  of  the  coun¬ 
try,  as  an  honourable  prefent  after  hun¬ 


ting. 


How  the  fwit- 
zersdobeare 
themfeKics  in 
wane. 


What  kinds 
of  ^rmc*  are 
raoft  in  vie 
with  the  Swit' 


zers,accor- 
dingtothe 
elder  times. 


Now  we  are  to  dcclarc,how  the  Swit¬ 
zers  doe  carry  themfeiues  in  warre.  Firtt 
then,l  will  make  mention  of  their  Arms: 
next,  how  they  chufe  and  cnroulc  theyr 
Soldiours :  And  confequcntly,  of  other 
things  belonging  to  the  ade  of  warre.  Let 
me  then  tell  you,  that  (  ordinarily  )  the 
Switzers  Souldiors  are  well  furnifhed 
with  Armes  in  their  houfes:  yet  (often¬ 
times)  the  Citties  and  T owns  do  fit  them 
with  Armes ,whicb  arc  kept  in  their  pub- 
likc  Arfenallcs  and  Magazines  .  Their 
Armes  are  commonly  thofe  of  the  Ger¬ 
mane  Lancc-^Knights,  to  wit :  the  Har- 
quebuzcjor  Caliuer^or  Musket^ the  Pike 
of  eightecnc  foote  in  length ;  the  Hal¬ 
bert  fthc  Courtlace,  and  Sword  made 
apt  for  both  hands .  They  wcarc  alfo  a 
long  Sword  by  their  fides,  whereas  their 
anceftors  did  wcarc  one  farre  fhortcr  on 


What  they 
vfe  now  at 
this  prefent 

day  ,in  their 
due  order. 


The  braue 
Paradojor 


their  tbighes,  proper  to  ioync  with  the  c- 
nemy  neerer  hand,  and  to  giue  hinuhe 
Stoccado. 

Now  adayesjoucr  and  befide  this  long 
Sword,  they  wcarc  a  large  Poniard  or 
Dagger,  of  three  or  fourc  fingers  bredih, 
and  fharpe  pointed :  which  the  very  mca- 
nett  of  them  do  adornc  and  enrich ,  with 
curiouj  workmanfhip  ofgold  andfiluer. 
Somcwcare  fhirtes  of  Maylc;  others 
CorfeletSjOr  a  good  Cuiratsfor  ihebo- 
dy. 

The  poorer  fort,  and  cfpecially  the 
Muskctiiers,  content  themfeiues  with  a 
Murrian  or  hcad-peccc.  Some,in  ftcad  of 
Armes  plated  with  yronorfteele,  make 
vfeof  skinnesof  Bearcs  or  BufFclles  -.0- 
thers  wcarc  doublets  of  linnen  cloth,  re¬ 
doubled  in  iuftthicknefle,  and  made  full 
of  oylet-holes,  and  thefe  doublets  thus 
made,  arenotcafilyto  bee tranfpierced. 

For  the  rett,  as  Polybius  writcth,that  the 
braue  Parado  or  Romane  Soldiour,  vied 
to  wearc  a  Panache  of  three  plu  mes,  red 
orblackc,aboutthe  length  of  a  foote  and  Soidiourof 
an  halfc,  becaufe  this  addition  to  the  reft  gananTyot 
of  his  furniture  for  warre,  made  the  Sol-^  Plumes, 
diour  feeme  to  be  twice  greater  and  high- 
cr,  then  he  was  indeed, much  more  com- 
ly  to  looke  on, and  terrible  to  the  enemy. 

Eucn  fo  the  Switzers  Soldiours,  who  co- 
uetto  appeare  fighdy  among  all  other, 
do  weare  on  their  heads  a  Plume  of  Fea¬ 
thers,  one  part  white,  and  the  other  an- 
fwerablc  to  the  Enfignc,  or  Colours  of 
their  diftin^f  Cantons. 

*  I 

They  beareeuery  manvpon  his  Arms, 
a  white  croffe^  plaine  and  right,  which  is 
ihz  Switz^^rs  Enfigneofwar;  Eachman 
ycelds  himfelfe  vnder  the  Standard  ofhis 
Canton.  They  ferue  their  turnewith 
Drums,Fifes,and  Trumpets :  yet  in  fuch 
fort,notwithftanding,  that  the  Drums  of 
the  SvpTtz^ers  are  cafily  difeerned  fro  them 
of  the  Allemanes  or  GermaneSyhQCzw{c  the 
found  of  ^zSwitz^ers  Drum  is  weighty 
and  dcepCjand  the  other  more  bluftring. 
particularly,  they  of  Vri  vfe  in  warre ,a 
Cornet  made  of  a  wilde  Bulks  home. 

They  of  Vnderuald  do  the  like.  The  Lu- 
cernUns  often-times  vfc  a  Cornet  of 
BraffcjWhich  they  fay  was  giiicnthemby 
Charlmdgne. 

Now  as  concerning  the  cnrollement 
of  their  Soldiours,  it  is  done  in  manner 
following. 

If 
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If  warre  be  made  vpon  the  Switz^e/sy 
and  that  they  are  alfailed  in  their  ownc 
country  ;  as  no  perfon  was  cxcufcd  at 
Rome,whcn  Hanmhailvj^s  at  the  gates  of 
the  Citty 5  eucn  (b  (without  the  Icaft  de¬ 
lay)  all  fuch  as  are  able  to  carry  Armes, 
they  lay  command  on,  to  run  with  Ipec- 
dy  fuccour,as  to  a  fudden  and  dangerous 
fire,  which  cucry  hand  ought  helpc  to 
quench.  Yet  in  all  this, they  proceedc  by 
good  ordcrj  for  in  the  time  of  peacc,cach 
Canton  hath  certainc  Captaines,  En- 
fignes,and  chofen  men,  that  ought  ftill  to 
be  ready  vpon  any  warning.  But  bccaufe 
it  comeih  to  palfe  more  often,  that  they 
muft  Icade  their  troops  out  of  their  coun-^ 
trie,  and  all  are  not  mcete  for  marchings 
neither  ought  to  be  drawnc  abroad,  for 
feare  the  country  ftiould  be  left  naked  of 
men  of  warrc,and  fo  rcmainc  as  a  prey  to 
the  enemy:  Then  one  neighbour  makes 
choife  of  another  for  his  companion,and 
according  to  the  aduiceof  Xenophon 
veryftrongeft  Army  that  canbeeimagi- 
ned ,  is  that  which  is  ^compounded  of 
friends  and  companions.  i 

-  The  ancient  Switzers  vftW  knowing 
this,  tooke  efpeciall  care,  that  in  their  en^- 
rolementjfriends^and  fuch  as  knew  one  a^ 
nothcr,mighc  be  ranked  together.  And 
heereupon  they  ordained,  that  in  warre, 
Smtz^ers  fhould  aide  each  other,  &  lou6 
together  like  brethren,  throwing  of  all 
particular  hatreds,  which  they  could  for¬ 
merly  pretend  one  againft  another.  The 
other  Allem£UgneSio\<X\o\Ms  had  a  cuftom 
to  call  one  another  brother:  in  regard 
whereof, fomc  haue  thought,that  our  an¬ 
cients  named  them  GermmesyvMxi\  is  as 
much  to  fay  ,as  brethren .  Y ct  notwith- 


A  very  me¬ 
morable  ex¬ 
ample  of  great 
vercue  in  the 
Swit2crs,ap- 


all  fpleenc  &  particular  quarrels.  Where¬ 
of  I  will  deckre  a  memorable  example, 
which  oftentimes  (in  my  youth)  I  heard 
reported  by  my  anceftots. 

Two  being  deadly  enemies, 

to  wit,  Arnouldoi  Fndermld^  who  after¬ 
ward  was  a  great  Captainc,  and  Zerchin- 
tesoi  Zurich  yhoih,  of  them  very  valiant 
mcttjand  meete  for  war.  It  came  to  paffe,  j  pearing  by' 
that  during  the  warre  of  Suaba^rhz^  were  twomonall 
both  at  one  time  in  the  Camp :  when  the 
cheefe  Leaders  (knowing  their  enmity) 
commanded  them  to  be  friends^  and  (as 
then)  to  forget  their  ancient  quarrels*  It 
happened  in  a  certaine  encounter,  that 
Arnould  was  round  engirt  with  his  ene¬ 
mies  :  which  Z^/Tfe/;^(fjpcrcciuing,  came 
with  his  companions  to  releeue  him,  and 
did  fethim  free  from  the  danger  wherein 
he  was.Iii  the  cuening,  being  returned  to 
the  Campc,  Arnould  went  to  the  Tent  of 
Z er chimes called  to  him  by  his  name. 

His  fellowes  and  followers,  bceing  igno¬ 
rant  of  that  which  had  happened,  were 
perfwaded  by  their  owne  opinion, that 
became  to  challenge  combatewkh  the 
other.  Wherefore  they  ftept  betweenc 
thcm,&  admonifh^d  Arnould^o  remem¬ 
ber  the  command  giuen  by  the  Captains, 
and  to  take  heedc  of  moouing  any  trou¬ 
ble  in  the  Campe.  He  anfwercd,  that  he 
came  with  a  quite  contrary  difpofition, 
andfo  acquainted  them  with  all  thcad- 
bcntiire.  And  inftantly  prefented  to  Zer^ 
chimes  a  very  goodly  horfc,  fit  for  warre 
fcruice,which  he  had  wonne  in  that  daies 
trauaile.  From  that  time  forward, eucn 
to  the  hourc  of  death,  they  were  very  lo- 
uing  and  intimate  friends. 

hsiht^ncicvitSwitz^rs  fhewedthem- 


A  great  bap- 
pin  efle  to  be 
among  fuch 
men,aod  in 
lucha 


Handing,  they  were  all  (  almoft)  at  the  1  fellies  brethren,  in  fuccoiiring  andaffift- 
''  ’  ‘  .  /s  1  «  r  '  ing  their  companions, doing  as  they  wold 

be  done  to  themfclucs :  fo  did  they  ob- 
feruc  the  fame  forme,  in  (haring  and  di- 
iiiding  a  gotten  booty.  For  firft  of aljthcy 
gauc  prohibition  on  painc  of  death,  that 
no  man  of  theirs,  (hould  bee  fo  hardy  or 
bold, as  to  forfake  his  ranck  &:  the  troops, 
vniillfuch  time  as  the  enemy  (hould  bee 
driuen  in  route .  Afterward,  w ben  the 
Captaines  fiad  giuen  licence  to  rifle  and 
ranfackc;  all  the  booty  was  brought  in 
common,&  diftributed  by  the  poll .  And 
becaufe  the  cantonsare  publikely  vnitcdj 
euen  fothe  publike  booty,  as  Artillery, 
Caftles,  conquered  Countries,  TolleSj 

C  c  3  and 


Swords  point  one  againft  another, &  (ve¬ 
ry  often)  the  furious  Lance-knights, who 
by  their  hacktand  (laiTit  faces,  feeme  to 
breathe  no  other  word  but  warre:  haue 
recciued  more  cuts  and  ga(hcsby  their 
friends  and  companions,  then  from  their 
enemies. 

On  the  contrary,  ordinarily  in  the 
Smtzers  Campc,  there  is  a  very  great 
tranquility  ,&  one  louing  another  (thogh 
otherwife  they  know  not  at  all)  eucn  as  if 
campc.  I  they  were  brethren.  And  when  they  arc 
the  very  greateft  enemies  in  the  world: 
yet  notwithftanding,  for  the  good  and 
quictnes  of  their  country, they  renounce 
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and  other  reuennues,  are  parted  among 
them  by  cqiiall  portion.  Albeit  there  are 
(bmeof  the  Cantons,  that  doc  furnifti 
out  twice,  thrice,  andfome  whiles  fiue 
times  more  Soldiours,then  others  doe, 
Ncuerthcle{fc,cxtraordinarily  and  parti¬ 
cularly,  rccompcnce  isgiuen,  and  gifts 
beftowed  vpon  Soldiers, that  haue  borne 
thcmfelues  valiantly,  &  performed  fomc 
braue  exploit  in  the  warre,  beyond  the 
fortune  of  their  companions :  and  alfo  to 
thofc  Cantons  in  like  manner,  that  haue 
becne  morcimployed  and  charged,  then 
the  other. 

Forafmuch  alfo,  as  victuals  and  other 
munitions,  are  in  warre  to  bee  cfpecially 
confidered :  the  ancient  -Switzers  ordai- 
ncd,that  fucb  as  brought  viftuals.  Arms, 
or  other  ncceflfary  things,and  came  to  fell 
them  in  the  Switzers  campc,thcy  (hould 
befauoured  &  maintained,  in  all  refpefts 
,as  if  they  were  Switzers ,  Thereis  alfo  a 
perpetuall  lawjand  eftablifhedby  length 
of timc,that  in  warre.  Temples  and  other 
places  deftined  for  the  excrcife  of  Reli¬ 
gion,  fhould  be  left  intire  and>  vntoucht. 
And  that  no  outrage  fhould  be  offered  to 
maids  nor  women ;  but  onely  to  fuch,  as 
(hall  giuc  Armes  to  enemies,  or  a(fte  the 
parts  of  Soldiers,  by  hurling  ftoncs,  or 
^hurting  in  Come  other  manntf. 

. .  As  concerning  the  manner  of  camp¬ 
ing, and  raunging  themfclues  in  battaile ; 
it  is needleffe  forme  to fhew  bccrcjthat 
which  the  Switzers  do  in  particular,  or  in 
common  with  the  other  Germans.  Only 
I  will  fay  ,that  in  our  timc,and  by  the  me¬ 
mory  of  our  aunceftors  5  among  all  In- 
fantcry,  the  battalion  of  the  Switzers 
hath  alwayes  beene  highly  efteemed.For 
being,  compofed,  of  Pikes  crbffcd,  it  rc- 
ftmbleth  a  Porcupine,fo  that  fiich  as  vn- 
derftand  the  affaires  ofWarrejdoc  iudge, 
and  experience  hath  approoued  it,  that 
this  battailion  may  bcarc  head  againft 
the  horfemcn.  In  the  battaile  of  Nomra^ 
the  Infantery  of  the  Switzers  beeing  not 
couered  with  any  horfe;  foiled  and  drouc 
in  routc,the  French  Infantery  and  Horfe- 
men.  Aftcrward,on  the  day  at 
»<7,hauing  had  battaile  againlji  king  FratJ^ 
cesyVNo  fcucrall  dayes, which  they  loft,  by 
rcafon  of  the  thundring  Artillery,  and 
multitude  of  their  enemies :  Ncuerthc- 
lcffe,thoiigh  vanquifhed,  vet  they  rctur- 

d: 


nod  to  in  battaile, To  that 


their  retreat  feemed  nothing  like  a  flighcj 
and  yet  the  French  (for  all  their  vidory) 
durft  not  follow  them  Jc  is  not  long  fince, 
when  on  the  day  at  Dreux^  in  the  firft 
Troubles,  the  Retires  &  the  French  Ca- 
ualcry,  liucly  charged  the  battailion  of 
the  Switzers,  and  flew  themoft  part  of 
their  Captaines :  yet  notwithftanding,the 
Switzers  rallicdthemfelues  three  times, 
and  kept  their  rankes  (b  well,  that  eucti  in 
that  battaile,their  enemies  confcfTcd  the- 
fclucSjthat  they  were  very  valiant  &  war¬ 
like  men. 

But  let  vs  Icaue  fuch  difoburfe  to  men 
ofwarrc,and  (hcwyou,how  the  Switzers 
bufie  thcmfelues  in  the  times  of  peace,  & 
how  they  are  ordered  from  their  infaneyl 
Firft,  as  concerning  letters  and  learning, 
which  holds  the  firft  rankc  .•  I  freely  con- 
fefTe,  that  the  ancient  Switzers  were  not 
very  carefiill  -thereof .  -But  rather  they 
imitated  the  Romans  therein,  when  they 
were  in  warres  continually,  againft  the 
jdeqm^Fol/mns^l^ekxies^kndoihcv  nci  gh- 
bouring  people.  And  as  they  then,  with 
rufticallfongs  celebrated  the  valiancy  of 
their  anceftors :  fo  in  the  fame  manner, 
the  oldc  Switzers  bad  vulgar  fongs,  to 
remember  the  vidorics  which  they  had 
obtained  in  warre.Tbc  Song  wherein  the 
dsLyoi  Sefjnpaebis  aptly  deferibed,  when 
zsDvkc  Leopold  vvasflaine,  is  very  com¬ 
mon  in  Switzerland.  As  for  knowledge 
of  ArteSjandof  the  Latine  tongue,  men 
x)f  warre  ;-faruskc  and  vnapt  to  handle 
Bookes,ratherthought,that  fuch  matters 
belonged  to  Churchmen .  Butin  our 
dayes,therc  are  to  be  found  in  all  the  can¬ 
tons  of  Switzers,  men  learned  both  in 
the  Tongues  and  Sciences.  And  as  for 
many  that  vnderfiand  riot  the  Latinc 
tongue:  yet  they  forbeare  nottoreade 
Hiftories  of  all  kindes,  either  concerning 
gouernment  of  life,  or  affaires  of  State, 
or  of  Religion  :  And  there  arc  Libraries, 
well  furnifhed  with  Bookes, written  in  the 
vulgar  tongue. 

Now,as  concerning  Schooles,itisa 
very  long  time  fince,  that  the  Colledgcs 
of  the  Abbey  of  S.  Ga//^  and  of  a- 
mong  the  Grifons^^tic  renowned, as  wee 
haue  already  fhewne  clfe-wherc .  But 
within  (bme  certaineyeares  after,  letters 
and  learningbecame  quite  banifhed.Thc 
PopeP//^,  formerly  named  Aeneas  SyL 
»w,prouidcd  an  Vniuerfity  at  Bajile,  fro 
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whence  haiic  come  many  learned  and  ex¬ 
cellent  men :  whom  it  is  needles  to  name, 
becaufe  they  are  fufficiently  famous,  and 
knowne  by  their  writings.  There  are  alfo 
diners  notable  and  publike  Schooled  at 
Xtirich^di Berne ^  and  one  eftablifbed  at 
Laufanna^hy  the  ]uOx As oi Berne,  Nor 
muft  i  let  fleepe  infilcncCj  the  goodly 
Printing-houfes  at  Bajile^  Turichy  and  Ge- 
neua^  renowned  among  them  all  that  are 
in  Germany . 

Befide  the  ftudy  of good  letters,  wherr 
of  I  haue  made  mention,  there  is  loue  of 
all  ycrtue,and  efpccially  of  lufticcjwhich 
appertaineth  alfo  to  the  maintenance  of 
peace  •  For  it  is  a  matter  moft  certaine, 
that  the  common-wealth  of  the  Switzers 
is  grounded  vpon  moft  great  equity jand 
hath  euermore  becnc  famous^in  regard 
of  her  iuftice:  as  appeareth  by  thelawes, 
alliances, cuftomes,and  manner  of  life  a- 
jnongthe  ancient  STvitz^ers  ^^nAhy  yn2.ny 
cxamplcs,and  particular  adiotis.  I  need 
not  make  mention  oftheir  lawes, becaufe 
they  agree  withthofe  of  other  Common¬ 
wealths,  that  arc  ruled  by  good  lawes : 
where  crimes  and  mifdceds  are  feucrcly 
punifhed,  without  any  exception  of per- 
{bns. 

As  for  their  alliances, the  Articles  of 
themjrepoitcd  in  the  firft  Bookc :  do  de- 
claf  CjWith  what  vprightneflcjdiligence,^ 
faithfulnefle  they  arc  made.  The  ends  of 
them  are,  thateucry  manmaycnioyhis 
ownc  peaceably,  and  that  (by  a  common 
CQnfcht)all  violence  may  beexpulft  and 
banifhed .  For  the  better  gouerning  of 
this  cafcjit  is  cxpreflfely  forbidden, to  goe 
andaftault,and  make  warre  one  vpon  a- 
npther,  eyiher  raihly,  or  without  iuft 
cauie.  And  therefore  alfo,bcfore  Armes 
maybe  vndertaken,  the wifeft and  moft 
difcreetc  perfons  in  all  the  nation':  in  a 
publike  aflembly,  muft  examine  the  can- 
fes  of  the  warre,  and  vnderftand  them  to 
be  iuft  andlawfull.  Then  afterward, when 
quefiion  is  vrged  of  repulfing  an  enemy, 
it  is  moft  ftri(ftly  prohibited  to  the  confe¬ 
derates,  that  ought  to  giue  alfiftance ;  to 
vfe  therein  no  fraud  nor  cunning.  But  if 
they  be  called  by  letters,  or  by  meffages, 
or, admit  they  could  not  bee  called,  the 
paflages  being  fore-clofed  by  the  enemy: 
yet  notwithftanding,  they  are  comman¬ 
ded  to  go  and  giue  fuccour,euen  to  their 
vtmoft  power. 

( 


Moreouer,becaufc  it  many  rimes  hap- 
pensjthat  the  recouery  of  debts  and  bor¬ 
rowed  money, do  beget  great  debates,  (b 
that  filch  differences  betweenc  particu¬ 
lar  perfons,  doe  fometimes  fet  the  Can- 
tons  at  variance  one  with  another:  the 
Articles  of  the  alliances  doeuery  where 
make  mention,  what  courfe  is  to  bee  ob- 
ferued  in  the  recouery  of  fiich  debts,  and 
for  taking  pawns, to  cut  off  the  oucr  great 
licence  of  lenders,and  to  fhunne  the  frau- 
dulency  of  borrowers.  W  hofocuer  hath 
bccne  but  a  meane  reader  of  Hiftories, 
knowes  very  wel,what  troubles  haue  hap^ 
nedin  Rome,  in  the  cafe  of  debts,  at  all 
times,and  whenfoctier  the  people  are  op- 
prefled  by  the  violence  of  vfurers,  &  taxr 
cd  in  great  fummcs:then  they  would  mu^ 
tiny,  and  demaund,  that  the  vfurers  con- 
trads  might  be  tome  in  pecces,&  other 
made  of  more  honeft  nature.Butthc  pro- 
uidence  and  vprightnefle  of  the  auncient 
Switzers,  made fuch  an  imbarment, that 
ncuer  was  the  abolition  of  Obligations 
vrged  in  Swiizerland^although  the  coun¬ 
try  isinot  very  great,  nor  rich,  and  hath 
beene  troubled  with  warres  continually. 
V/  Bccaufe  alfo ,  that  men  of  warre  are 
prompt  and  ready jto  lay  hand  on  their 
weapons,  and  (oftentimes)  fight  vnder  a 
falfe  and  dangerous  pretence,  they  being 
men  rather  quarrcllous,fturdy  &  outragi- 
ous,then  valiant,  yet  taking  a  delight  in 
this  forwardnefle  of  enduring  nothing, 
as  thinking  it  makes  men  magnanimous 
and  inuincible  2  the  auncient  Switzers  la¬ 
boured  to  remedy  this  cui!l,firft  by  impo- 
fition  of  great  fineSjOn  fuch  as  began  the 
ftirrc,and  to  outrage  their  aflbeiates.  But 
bccaufe  choller  is  a  furious  beaft,  and  ve*- 
ry  difficult  to  be  brideled  :  to  hinder  him 
from  taking  carriete,  and  obuiate  mur¬ 
ders  ;  they  added  another  remedy , to  wit, 
that  fuch  as  were  found  prefentat  thofe 
xjuarrelsand  debates,ifthcy  did  not  paci¬ 
fic  and  hinder  their  proceeding,  and  im- 
pofc  on  them  the  penalties  appointed  by 
the  lawes  :  then  thcmfelucs  tliould  bee 
grecuoufly  punifhed  by  the  Magiftrate. 
For  they  would  not  permit,  that  men 
fhould  be  fo  ouerfwaied  and  maflered  by 
choller,  and  their  lawes  (in  the  meane 
while)  lofe  their  power  and  authority.  If 
any  man  committed  a  murder,  andcfca- 
ped  from  the  hand  of  iuftice:  hce could 
not  be  rcceiued  into  any  of  the  Cantons. 
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If  any  man  were  banifhed,  for  offending 
any  one  ofthe  Gantons^or  killing  a  man  i 
he  was  to  ftand  excluded  from  all  the  reft, 
except hcc could  prouc by  fufficient  wit- 
ncffcSjthat  he  flew  his  enemy  in  the  mere 
defence  of  his  owne  body. 

Such  hath  becnc^and  ftill  is, the  equi¬ 
ty,  of  the  Switzers  in  doing  iufticCj  &  pu- 
niftiing  the  faulty  from  time  to  time:  that 
many  ftragers  haue  made  their  recourfc 
to  them  jand  haue  accepted  them  for  Ar¬ 
bitrators  in  their  diffcrences.For  they  do 
(hew  themfducs  prote^ors  of  all  fuch  as 
haue  any  wrong  done  to  them^  and  vpon 
this  their  comraing  to  them  5  they  haue 
fent  Ambafladours,  nay,  haue  vnderta- 
ken  Armes,  torc-cftablilh  in  their  goods 
and  poflTeffions/omc  that  haue  bene  dc- 
(poylcd  of  them  by  very  powerful  Lords. 

The  Cantons  (in  this  caufc)  made  war 
on  the  Princes  of  AuHrm^  to  maincaine 
the  right  of  the  FuUchs  >  Cittizens  of 
Schaffoufc*  And  for  ccrtainc  Gentlemen 
of  5^/rM,named  the  Gradlers :  &  conftrai- 
ned  the  Duke  of  Auliria^  to  rcftorc  fuch 
goods  as  he  deteyned  from  them.  In  the 
Uke  cafe, but  of  much  greater  importance 
they  gaue  battailc  vnto  Duke  Charles  of 
Bourgongne  5  to  maintaine  Ren\^  Duke  of 
Lorrainey^\\om  Charles  had  difpoiFed  of 
the  moft  part  of  his  countries .  In  like 
manner  alfo^many  times  haue  they  made 
warre  on  certaine  theeues,  who  couering 
themfclues  with  the  title  of  Noblemen; 
robbed  and  fpoyled  Merchants.  To  feile 
thefe  theeues, they  haue  bin  faine  to  make 
out  vpon  them,  notonclyin  their  owne 
country  of Switzerlandibni  alfo in coun- 
triesfurtheroff,  allying  themfclues  (to 
dfcdfo  goodaworke)  withthofc  farre 
off  townes.  By  which  mcancs,thc  wayes 
of  i^w/V^itfr/^Jhauc  bccnc  made  very  fe- 
cure:  fb  that  Mcrchants,charged  with  ne- 
uer  lb  great  fummes  of  money,  goe  and 
come  in  al  fafety,  tranfporting  their  Mer¬ 
chandizes  whether  they  pleafc,  without 
any  need  of  company  or  tranfpoit.  And 
a  pleafant  Prouetbe  grew  thereon,  that  if 
any  man  carried  his  piirflb  full  of  gold  or 
filuer  on  his  ftaffes  end ;  hcc  mi^ht  fafely 
pafTc  through  Switzerland^  and  care  not 
how  many  lookedonhim. 

luftice  fildomc  walkes  without  her 
companion  Liberality,  vndcr  which  cpi- 
thitc  wee  will  comprehend  hofpitality, 
which  alwayes  hath  made  the  people  of 


SwitXfCrlandto  bee  highly  commended. 
They  haue  not  the  dclicates  of  the  JtaU^ 
an  and  French^  but  they  offer  liberally 
thofc  prefents  which  the  earth  yecldes 
ihem,as  namely  ,Milke,  Butter,  &  Hony. 
And  who  would  bee  afhamed,  or  can  dc- 
fpifethis  liberality;  feeing  the  great  Pa- 
triark  Abraham^  entertained  Angels  with 
fuch  viands,  when  they  came  to  fee  him  ? 
And  yet  the  country  is  not  without  good 
ftorc  of wilde  Beads  andFowles,  with 
diuers  kindcs  of  Fifties,  both  in  Lakes  & 
Riuers.  And  as  great  men  in  times  paft, 
(fo  fwcctly  fung  of  by  learned  Poets) 
honoured  men  of  worth  jby  giuing  them 
flefhfot  their  food:  cuenfo  oftentimes 
in  Srritzerland,^xeicv\xs  arc  giuen  to  ftra¬ 
gers,  and  them  of  the  fame  country  alfo, 
pafting  from  one  place  to  another ,  of 
good  and  delicate  flefh, namely  Veniibn, 
and  alfo  of  very  dainty  Fi(h.  But  princi¬ 
pally,  the  Switzers  are  libcrall  and  chari¬ 
table  to  thcpoorc,in  lodging,fccding5  & 
furnifhing  them  with  other  nccdcfull 
things :  fo  that  there  are  very  few  coun- 
trics,whcrcin  fo  many  poore  beggers  are 
to  be  fecnc,as  in  Switzerland .  1  do  not 

hccrc  difputc,  whether  the  Magiftratc 
doth  welI,orno,in  fufferingor  fupport- 
ing  them :  onely  I  was  defirous  to  fhew 
hccrcin,thc  great  humanity  of  the  Swit» 
tow'ards  the  poore,  which  rcfbrt  whe¬ 
ther  from  all  parts. 

The  people  Switzerland  (among  all 
othcr)takcpIcafiire  in  Fcafts  and  pnblike 
Banquets.  In  Cittics  and  Townes,  they 
ofonc  trade,  or  of  one  band,  haue  ccr¬ 
tainc  houfes  ordained  to  aflcmblc  them- 
fclucs  in.  Eucry  Village  (almoft)  hath  a 
houfe  by  it  rclfe,which  they  cal  the  houfe 
of  good  company :  becaufc  they  there 
mectc, onely  to  maintaine  louc  and  ami¬ 
ty.  The  men  doe  meete  there  often,and 
fometimes  the  women  are  inuited  the- 
thcr,to  fittcand  banquet  with  their  huf- 
bands.  They  do  not  vfe  any  fumpiuous 
difhes  or  dclicatcs,  but  moft  often  con¬ 
tent  themfclues  with  one  or  twokindes 
ofmeates.  Many  times  eucry  neighbour 
bringeth  his  difli,  and  there  feed  friendly 
togcthcr,on  that  which  was  prouided  for 
their  owne  priuatc  houfcs.And  as  among 
the  Lacedemomans  it  was  ordained,  that 
aged  men  and  Magiftrates  fhould  be  prc. 
fent  at  banquets,  to  the  ende,  that  eucry 
man  (bould  carry  himfcifc  honeftly :  the 
 very 
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very  fame  is  pra^51:I^ed  m  Swit'Z>€rlmdSo^ 
I  that  all  of  one  Tradcj  or  of  one  Brother- 
I  hood,hauc  their  diftnid  placcs^andthe 
j  Magiftrate,  with  the  meft  auncientmen, 

I  haue  the  higher  ende  of  the  Table  allow¬ 
ed  to  them. 

They  do  not  much  delight  in  Muficke 
me  at  filch  BanquetSjbecaufe  they  concciue 

delight  not  in  morc  plcafure  in  conferring  together;  ci- 
Muficke  at  ther  of  particular  affaires^or  (oftentimes) 
thcirmectings  publikc  biifineffe. Abotic  alfwhen  one 

of  themoft  aged  begins  todifcoiirfe  on 
fome  notable  matters,  which  happened 
in  his  youth,  or  that  himfelfe  had  learned 
from  his  prcdcceflbrs  ^  eiiery  one  is  very 
attentiue,  without  the  leaft  interruption. 
And  many  times,  he  that  hath  a  good 
pleafing  tongiie,will  fpcakeloud  enough 
on  thefaire  dcleruings  of  his  Anceftors. 
The  ancient  Smtx^ers  were  very  fober  & 
modeft  in  all  things^  efpecially  at  publike 
Feaftsand  Banquets  :fo  that  it  is  a  mat¬ 
ter  rare  &  moft  ignominious,  if  any  man 
fhould  be  drunkc  in  fuch  an  affembly. 

But  I  am  enforced  to  write,and  to  my 
great  greefe,  that  although  there  is  more 
moderation  in  the  Switx^ers  Banquets,  e- 
uen  at  this  day,  then  in  many  other  peo¬ 
ple  Germany:  yet  notwithftanding, 
drunkennefle  will  not  be  baniftiedinor  fo 
vilely  thought  on,as  in  elder  times  it  hath 
beene.  And  as  Xenophon  faide  of  the  Lace- 
demonlms  ( whofe  common-wealth  hee 
had  moft  highly  commended)  that  hee 
durft  not  maincaine  now  in  his  timc,that 
chclawcs  of  Lycurgiis  were  in  full  force, 
becaufe  in  former  times,  fober  and  mo¬ 
derate  people,  affeded  rather  to  line  a* 
mong  them  in  great  continence,  then  to 
be  Lords  in  other  Citties,  where  they 
might  pofieflb  worlds  of  riches :  So  now 
in  the  time  of  Xenophon^  the  Lacedemoni¬ 
ans^  yea,  them  of  greateft  power  among 
them, contended  to  haue  thegouernment 
of  citties, as  fearing  they  fliould  be  com- 
peld  to  Hue  in  their  ownc  particular  con¬ 
dition,  glorifying  thcrnfeliies  openly,  of 
their  wealth  and  riches .  And  whereas 
their  Anceftors  were  ftudious,to  make 
themfelucs  become  honourable,  &  wor- 
thy  ofgiuing  command  to  others ;  thefc 
men  coueted  after  dignities  onely .  So 
that  whereas  the  Grecians  (on  their  ownc 
meere  motion)  made  requeft  to  the 
demonians they  would  accept  of  the 
gouernment ;  matters  became  fo  contra- 
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rily  changed)  that  the  Grecians  prayed  & 
exhorted  one  another,  to  refiftagainft 
the  Lacedemomans^yez^znd  to  expulft  the 
vtcerly,  fearingleftcthey  fhould  vfiirpe 
vpon  the  gouernment. 

It  appeareth  now  to  me,that  euen  as 
muchmay  befaidof  the Swit:c^rs:  fori 
miift  needs  confefte,  that  the  frugality 
temperance  of  our  auncicncs,in  eating, 
drinking,  cloathing,  and  in  the  whole 
courfc  of  life,  is  dc^,or  as  if  it  had  neuef 
bccne  at  all.  The  Smtz^ers  arc  not  now  fo 
continent  and  (pare  in  lining,  as  heereto- 
forc,  when  they  maintained  their  Hues 
with  the  labour  both  of  their  mindes  and 
handsjwithout  takingwagesof  Kings& 
Princes  jAtangers  to  them.  And  therlbre 
I  am  much  afFraidjIcftc  we  lofe  that  who- 
ly  toojwhich  yet  remaincth,namely,vali- 
ancy  and  ftrength  in  warre, humanity  ,dc- 
bonarityjiuftice^and  vprightnefTe.  So 
that  one  day, they  who  (heretofore)  haue 
fo  carefully  compalTed  amity  &:  alliance 
with  the  Switz^ersiix.  is  to  bee  doubted, 
may  change  their  mindes,  and  ftudy  how 
they  fhall  beft  fiibdue  them.  I  deftre  of 
God, that  he  will  turnc  from  my  country 
fo  deadly  a  danger ;  and  I  defire  alfo,  and 
exhort  all  them  that  ought  to  think  ther- 
on,  to  ftriuc  to  bring  in  v(c  againfe  thole 
honeft  ancient  manners,  that  frugality, 
continence,equity,  humanity,  loyalty,  & 
conftancy  of  the  olde  Switurs  in  al  their 
actions. 


CHAP.  III. 


of  publike  affemblies  and  meetings^  or  ra¬ 
ther  of  the  Councell  'and  Senate  of  the 
Switz^ers, 


N  all  Gommonwcalrhs,tbrec 
things  are  efpecially  to  be  c6- 
fidered,to  wit,  the  Cdunccll 
or  Scnatc,the  Magiftrate,  and 
luftice^forthe  Common-wealth  of  the 
Switz^ersh^Ay  no  common  Magiftrates: 
except  wee  may  place  in  that  rankc, the 
Bayliffes  and  Gouernors,  which  are  feht 
hcerc  and  there,  not  by  the  councell  of 
the  Common-wealch,but  by  each  one  of 
the  Cantons  in  itfclfe.  For  the  reft, the 
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^  1  counccll  of  SwkZfCrUnd  is  not  alwayes  c- 

ofthe^sw^r  1  quail  in  number  ^  for  fomedmes,  quer  & 
xcrsnoicquaUbcfidethc  Cantons,  the  Other  allies  and 
alwayes.  [  confedcratcsjcfpccially  the  Ambaffadors 
of  S>Gall^o{  the  Grifom^^nA  of  Mulhoufe^ 
do  niectc  together.  And  then  this  is  the 
very  greateft  councell,  which  doe  aflfem- 
blc  but  rarely,  and  to  conferre  on  peace 
orwarrc,orof.othcraffayres,  which  ap- 
pertainc  equally  to  all  the  confederates. 
Ofteneft  of  all  other,there  do  none  but 
The  Atnbafla-  the  Ambaffadors  of  the  thirteen  cantons 
dor^of  the  i  j  together,  to  confiilt  and  aduife  on 

cantons  meet  1  -  A  i  u  tz 

matters  of  the  Common-wcaltn.  liuery 
man  of  them  hatha  deliberate  voyce,  as 
well  as  the  other,  and  therefore,  though 
one  Canton  do  fend  two  Ambaffadors  : 
yet  they  (hall  hauc  but  one  voyce,  &  one 
aduice,  becaufe  the  aduicc  is  collefted 
according  to  the  number  of  the  Cantons, 
and  not  to  the  number  of  Ambaffadors. 
Ncuerthcleffe,all  the  Cantons  doe  not 
fend  their  Ambaffadors  at  all  daics  mee¬ 
tings  5  as  when  there  is  queftion  of  the 
Bayliwicks ,  gouerned  by  the  feauen  or 
eight  firft  Cantons,  or  of  other  things  on 
them  depending:  then  feuen  or  eight  am¬ 
baffadors  onely  mecte  together, &haue 
their  deliberatiue  voyces.  But  if  there  be 
any  fpcech  concerning  the  Bayliwicks  of 
Italy , belonging  to  the  tweliic  firft  Can¬ 
tons  ;  then  thofetweUie  ambaffadors  doc 
affemble.  And  as  for  that  which  concer- 
ncthithe  good  of  the  whole  Common¬ 
wealth  :  the  ambaffadors  of  the  thirtccne 
Cantons, do  then  make  a  perfed  &  coin- 
plcatc  body  of  councell . 

In  our  times,  fince  Switx^erlmd  be¬ 
came  diuided  into  fadions,  by  reafon  of 
differences  happening  in  Religion,  they 
likewife  inftituted  particular  affemblics : 
fo  that  the  fine  Cantons  of  Lncerm^  Vri^ 
Suits^Fnderudd^  andZ/ig,  that  make  ex- 
preffe  profeflion  of the  Religion  and  Ce¬ 
remonies  of  the  Romanc  Church,  &  are 
very  ftridly  vnited  together,  by  cfpeciall 
amity  ( I  know  not  whether  it  bee  by 
league  or  alliance)  they  meetc  together 
more  often  then  the  other  cantons,  and 
arc  (as  it  were)  a  councell  apart .  And 
tbcrefore,whcn  (peech  is  made  of  the  fine 
fmall  Cantons;,  they  before  named  arc 
vndcrftood,  and  notthefiuc  firft  in  alli¬ 
ance.  As  alfo  in  making  mention  of  three, 
of  feuen, or  of  eight  Cantons :  it  muft  be 
confidered  according  to  the  time  and  or- 
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dcr,  when  they  wereentred  inro  league  5 

as  thws.VriySmts ^Vnderualdy  Lucerm  xvA 

Tjuyich^  (ball  be  the  fiuc  Cantons.  Some¬ 
times  they  of  Fribourg  and  of  Solleurre^ 
affemble  themfclues  with  the  flue  fore- 
named,andcall  themfelues  the  feuen  ca- 
thohke Cantons.  Now,aIthoiigh  any  in 
the  cantons  of  Claris  and  doe 

belong  to  the  catholike  Church, 8^  iVlaffe 
is  fling  in  their  cheefeft  Villages :  yet  noc- 
withftanding,  they  arc  not  rancked  a- 
mong  the  cacholikes,  bccaufc  ( for  the 
moft  part)  their  people  walkc  with  them 
that  arc  of  the  new  Religion.  Finally  ,thc 
fbure  Citties,to  wit>  'hurich^Berttc 
and  SchaffouJe^hzviG  likewife(fomctimcs) 
their  afferobly  apart  j  but  yet  it  is  notfo 
often  as  the  other. 

Moreoucr,it  is  very  vncafic  to  difti- 
pher  particularly,  all  thofe  things  where¬ 
on  the  councell  of  Smtx>ers  do  delibe¬ 
rate:  ncuerihckffe,  I  will  touch  fomcof 
the  principall  articles.  The  firft  and  chcc- 
feft,  is  concerning  war  and  peacc^as  like¬ 
wife  mention  is  made  in  moft  part  of  ihc 
allianccsjihat  if  a  great  wrong  is  done  to 
one  of  the  cantons,  and  it  thinkeib  good 
tjb  haue  reafon  by  armes :  it  inuft  firft  bee 
referred  to  the  counccll  of  the  leagues,  to 
the  end  that  the  ambaffadors  may  regard 
together,  whether  the  caufeofwarre  bee 
iuftjor  ro,  lefte  warre  (Louldbee  lightly 
moued,and  vpon  triuiall  occafioas.  Then 
afterward,if  itappearc  to  bee  expedient 
to  begin  warre,  and  for  the  fafety  of  the 
common-wealth,  the  meancs  muft  next 
be  confulted  on. 

It  chanced  (in  my  time)  that  Chrifio- 
fher  Landberg^  being  leagued  with  many 
Gentlemen, furioufly  to  inuadcihem  of 
^^7^«i//(f,allied  to  the  Cantons:  many  faid, 
that  fuch  fiiCGour  ought  to  be  Cent  to  Rot- 
the  inhabitants  defired.  But  the 
greater  part  of  the  Senatours,  and  Depu¬ 
ties  to  the  councell  of  Switz^rlandy  ha¬ 
iling  vndcrftood  the  caufes  of  the  vari¬ 
ance  5  hindred  any  fuch  proceeding.  For 
theyfaw  plainely,  that  the  whole  State 
would  ouerthrow  itfelfcinto  very  great 
pcrill,and  vpon  filly  occafion  :  becaufe 
there  was  pregnant  apparance,that  by  in- 
uading  Landberg^  they  muft  therby  med¬ 
dle  with  the  Duke  of  Wirtanbt^rg  bis 
neighbour,  to  whom  the  Switzers  hadde 
bcenc  good  friends  a  long  time .  Nor 

could  they  come  fo  neere  him,  without 
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j  irritating  (by  the  fame  meancs)  many  o- 
!  cher  Princes^thac  wer  hiskindred, friends, 
■and  contederates,  Neuetthclefle,  be- 
caufe  they  of  Rotmlle  fhould  not  Gom- 
plainc,  that  they  were  forfakenin  fiich  a 
neceflicy:  fifty  Soldiers  ofcach  Canton 
were  fentas  aGarrifon  to  their  Townc, 
but  they  ii-3iytd^tSchaffhiifey  and  (foone 
after)  the  difference  was  pacified  by  fud¬ 
ges  ^chofen  for  eythcr  lide .  And  as  the 
!  councell  deliberated  on  ’  the  matter  of 
warrCjand  whether  it  fhould  bcbegiin^or 
no:  peace  alio  was  treated  on  by  the  fame 
councell,and  not  by  the  Cantons  inpar¬ 
ticular. 

According  heereto,  in  the  warre  of 
Suaba^oXl  the  Cantons  together  fent  their 
ambalfadors  lo  Bajile,  where  they  made 
peace  with  the  Emperor  MnocimiUunSo 
the  counccll  of  S wit x^er land ^  aflcmbling 
at  Fribourg  ;made  perpetuall  peace  with 
thcKing,and  all  the  Realme  of  France,in 
theyeareji5i^.  The  negotiation  ofalli- 
ancesjis  ioyned  with  that  of  peace ;  for 
very  often  in  the  dayesofour  anceftors, 
and  in  ours  alfoj  the  Cantons  (by  aduice 
of their  councell)  hauc  made  alliances 
with  neighbouring  Kings  and  Princes. 
Wherin  this  order  is  kept  ftill  to  this  day, 
that  no  one  of  the  Cantons  can  bee  con- 
ftrained  to  make  alliance  with  a  flrange 
pcldtomakc  Prince,  but  is  to  remaine  at  his  owne  li- 

aliiancewiih  i-  a  •  »  i  ti  i 

berty.  As  in  the  yeare,  1519.  when  all  the 
cantons  allied  themfclues  with  king  Fra- 
ces ;  they  of  Zurich  refiifed  to  be  bound, 
and  afterward,  they  of  Berne  renounced 
this  alliance.  In  like  manner  jwhen  Phile- 
berty  Duke  of  SauoyCy  obtained  to  enter 
league  and  amity  with  the  Switzers :  firft 
the  fiuefmall  cantons  began,  and  then 
Solleurre  'ioyxizd  with  them  afterward. 

The  fecond  Article,of  Inch  things  as 
the  counceli  of  Switzerland  do  ordainc, 
concerneth  hwes  and  ordinances.  Each 
Canton  hath  his  lavves  and  cuftomes  by 
himfclfc,  which  remaine  firme  and  iniii- 
olable :  ncuerthelcllejby  a  common  con- 
I  fent, our  anceftors  deuiled  and  eftablilEed 
many  publike  Edvdfs  and  Ordinances.  A- 
mong  which  number,  arc  theforc-menti- 
I  oned  lavves  of  warre :  wherewith  alfo  may 
I  the  accord  at  Stamzbcc  rancked,  paffed 
betweene  the  eight  firft  Cantons ,  and 
j  whereof  wc  haue  Ipoken  in  the  firft  book. 
I  Alfbjbccaufe  Priefts  abufed  their  immu¬ 
nities  and  priuilcdgcs^thcy  were  reproo- 
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ued  by  a  publikc  Edi(ft, containing  this  in 
effed.  Whofocucr  ofthc  ciitizens  or  in¬ 
habitants  of  the  cantons,  be  hcc  Prieft  or 
no,be  he  a  Coimcellcr^VaftailcjOr  bound 
to  the  Princes  of  AuHria  :  hcfhallftand 
bound  ncuertheieSjand  promife  by  oath 
to  his  canton,  to  procure  ik  aduance  the 
profice  therof,  and  of  all  the  confederats, 
and  difcoLier  fpcedily  and  in  good  con- 
Iciencc,  all  that  may  bring  them  any  da¬ 
mage,..  1  his  oath  lliall  precede  all  other, 
and  no  obligation,how  expreffe  foeuer  it 
be^fhall  cxcufe  them,ifthey  go  aginft  this 
oath. 

Such  Priefts  as  dwell  in  Switzerland^ 
and  arc  not  of  the  country,  may  draw  no 
man  into  ciuillor  ecclefiafticall  iiitticcj 
out  of  the  country  5  except  in  matrimoni- 
all  and  ecclefiafticall  cauJes.  If  any  one 
dare  do  otherwife^the  Magiftrates  of  the 
canton  wherein  he  dwelleth,  fhall  prohi- 
biteall  men,  not  to  harbour,  lodge,  or 
friend  him^nor  to  frequent  his  company: 
none  fhall prefume  to  protedi:  him,  vntill 
filch  timeashce  hath  renounced  allfor- 
raigne  iufticc,  and  payed  the  charges  of 
the  party,  that  receiued  endamagement 
by  fuch  iufticc .  Whofoeuer  fliall  doc 
wrong  to  his  neighbour,  ey  ther  in  taking 
pawnesagainft  order  of  right,  or  by  any 
other  meanes:  helhallbe  punifhable  in 
body  and  goods,  vntill  hee  hauc  fatfefied 
the  party.  He  that  is  not  of  the  Church, 
and  yet  hath  fummond  his  aduerfary,  ey- 
ther  before  a  ludge  of  the  Church,  or  fe- 
culcr,and  out  of  the  country:  he  {hall  pay 
all  the  charges  endured  in  that  caufe,  in 
regard  hee  ought  topicade  in  the  fame 
placc,where  the  party  d  welleth.  No  man 
fhall  aflignc  oner  his  adtion  to  another, 
by  which  meanes  he  may  the  eafier  afflidt 
the  contrary  party. 

If  any  man  fhall  renounce  his  Boiir- 
ge{hip,and  therby  do  wrong  to  another, 
by  drawing  him  into  flrange  iuftice:  hee 
fhall  neucxbee  receiued  againe  into  the 
number  of  the  cittizens,  till  firft  bee  haue 
made  fatisfadlion  to  the  party .  All  the 
cantons  {hall  take  ordcr^  that  the  waies 
be  fure  and  fafc,becau(’c  both  Switzers  & 
ftrangersmay  pafl’efecurely,  conuaying 
their  Merchandizes  through  tbe  country, 
without  any  manner  of  violence  done  to 
them  :  whofoeuer  fhall  attempt  othcr- 
wifcjby  common  confentof  alijand  our 
hclpe  to  thevttermoft,  hee  fhall  be  com¬ 
pelled 
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pclled  to  make  fatisfadtionjanfwerable  to 
the  faculties  and  riches  as  the  party  hath 
loft.No  man  iiiany  Canton  whatfoeucr, 
(hall  receiuc  pawne  or  pledge  of  any  o- 
ther^withont  confentofthe  Magiftratc: 
neythcr  (hall  do,or  procure  any  iniury  to 
be  done  to  his  neighbour ;  buthee  that 
doth  the  contrary  3  ftiall  be  compelled  by 
them  of  his  Cantonjto  fatisfie  the  other 
to  the  vttermoft  dam  age. 

All  thefe  things  before  recited,  were 
agreed  on,  and  ordained  by  the  fixe  can¬ 
tons  of  Zurich ^Lueerm^  F yi^S uks^Fnder- 
udd^%n^  Zug^  There  was  another  Edid 
alfo  publifhed ,  againftmany  Brokers  of 
Benefices/or  in  regard  that  fuch  fellowes 
did  oftentimes  caufe  much  trouble  vnto 
Priefts,  made  by  the  Ordinaries  of  the 
places,  and  (vnder  colour  of  fome  pur- 
chafed  Builcs)  were  fo  put  in  polTcffion  of 
vacant  Benefices ;  It  was  concluded  by 
common  confent  of  all  the  thirteen  can¬ 
tons,  in  the  ycarc,i )  20.  that  if  fuch  peo¬ 
ple  purfued  to  maincaine  the  right  of  fuch 
Bulks, they  fhould  be  imprifoned,  where 
if  they  did  pot  renounce  thofc  Bulks, they 
{hould  be  drowned.  I  could  fet  downe 
many  other  examples,  of  Edifts  &  pub¬ 
like  lawes,  but  1  thinkc  it  necdleffe :  and 
thefe  formerly  rehearfed,  arc  to  no  other 
end, but  to  let  the  Reader  pcrcciiic,  that 
the  ancient  who  were  deuoiitly 

affedted  to  their  Religion,  and  euermorc 
gaue  great  honor  to  men  of  the  church, 
did  ncuer  yet  (for  all  that)  leaue  the  bridle 
fo  freely  to  them, or  admit  them  any  fuch 
licence, as  was  contrary  to  publike  liberty 
and  tranquility. 

If  any  Embaffages  were  to  bee  fent 

- out  of  SwiturlandyioT  the  appointing  of 

^nt^fSrihof  fo^^  difference,  contrading  of  alliance, 
gratifying  fome  Prince,  or  exhorting 
fome  one  to  this  or  that,  or  elfe  to  com¬ 
mand  or  declare  fome  matters  of  import, 
or  to  denounce  warre :  Say  aifo,  that  it 
were  in  Smtz>erUndy  to  negotiate  with 
fome  Canton, Citty,Towne,&c:  The 
cO'Uncell  confults  and  determines  what  is 
to  be  done  in  this  cafe :  as  whether  it  is 
neceffary  to  fend  ambaffadours  of  all  the 
Cantons, or  of  fome  few  oncly. 

W  hen  there  is  a  queftion  in  hand ,  for 
contrafting  alliances  or  leagues,  all  the 
Cantons  do  then  fend  ambalTadors :  As 
when  the  alliance  was  made  and  figned 
I  with  King  Henry  ^  not  oncly  the  Cantons, 
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but  alfo  the  confederates  fent  their  am- 
bafladors  to  the  King .  But  in  many  o- 
ther  affaires,  they  name  but  foiire  or  fine  ■ 
Cantons,  who  fend  Embaflages  in  the 
name  of  all.  As  the  ambafTadors  of  Z«- 
rich,Lftcemii,Fri,  and  v;ent  to  the 
day  at  Ansbourg,  &  obtained  of  the  Em¬ 
peror  Ferdinand,  confirmation  of  the 
priuilcdges  for  their  ownc  cantons,  and 
for  all  the  reft  likewife.  Moteouer,  this  i 
councellhath  charge,  with  reference  to  j  Aduicc  for 
the  Lords  that  aflift  them,  toaduife  on 
what  is  to  bee  negotiated,  or  anfwering  AmbaffadZ. 
ambalfadors  of  Kings  and  Princes  ftran- 
gcrs,and  alfo  of  other  common-wealths, 
as  ihcy  arc  oftentimes  met  withall,  in  the 
publike  aflemblies  of  the  Switzers, 

Finally, the  counccll  aduifeth  to  pro- 
uide  for  the  Prouinces,  which  do  belong ' 
to  the  Cantons, to  the  cnd,thcy  may  bee  j  of  ihcBayii 
gouerned  as  beft  befeemeth.  Firft  of  all, 
bccaufe  that  fome  eftates  ate  of  great 
profit,  as  of  Secretaries,  Commiffarics, 
office  rs,I  n  t  e  r  p  r  et  e  r  s  3  Landman  Land- 

n?^ifc//in  the  country  of  Turgow  ^wher- 
ofthe  firft,  to  wit,  the  is  ludge^ 

criminall,  in  name  of  the  ten  firft  Can¬ 
tons,  and  the  other  is  as  ordinary  Proc¬ 
tor  or  Attiirncy)  the  counccll  commits 
thefe  eftates  to  certainc  men,  who  can¬ 
not  (in  mcane  while)  chufc  Officers  vn¬ 
der  them,  anfwerabk  to  their  appetite. 
Moreoucr,  if  fome  difficult  proceffe  or 
fuite  happen  in  aProuince,  andthe  Go- 
uernors  or  Bayliffes  will  not  iiidge  accor¬ 
ding  to  their  adiiicc :  the  whole  bufines  is 
referred  oner  to  the  councel,  where  ifthe 
fcntcnce  of  the  Bayliffes  feeme  to  bee  vn- 
iuft  to  eyther  of  the  parties, they  may  ap- 
peale  to  the  maine  Senate  or  Councel  of 
the  Switzers. 

As  forcaufesin  theBayliwicks  and 
Gouernments  beyond  the  Mountaincsj 
the  ambafTadors  (which  are  yearclyfent 
thither  in  the  Monethof  lunc^  doe  take 
knowledge  of therOjand  end  them.  But 
for  other  fuites  on  this  fide  the  Moun- 
taines,  the  counccll  of  Bada  doth  iudge 
them:  And  appeakalfo  may  bee  made 
from  the  fentence  of  the  ambafiadours 
that  hauegiuen  iiidgcment  beyond  the 
Mounraines,to  the  councell  of  Bada-^  be- 
caufethat  authority  is  greater,  and  their 
power  more  ample.  Yet  fome  fay  no, and 
that  the  appealc  is  to  be  addrcfTed  to  the 
Cantons;  that  each  of  them  mayvnder- 
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ftandthc  matter  j  and  by  them  the  diffe¬ 
rence  to  be  decided.  Alfo  the  Goaernors 
and  Bayliffes^  are  to  render  an  account 
to  the  coiincellj  of  the  tollesi  reuennues, 
and  fines:  the  annuall  reuennues  aredi- 
ftribuced  by  cquail  portion  among  the 
CantonSjto  whom  the  Bayliwicks  do  ap- 
pertaine.  There  is  the  like  alfo  of  the  Ab¬ 
bey  es  in thotc  Bayliwicks,  the  protcdlion 
and  gouernment  whereof  ( ill  temporall 
occafions)  do  belong  to  the  Cantons.  Iri 
briefe,thc  counccll  doth  know  all  things^ 
which  concctnethe  admimftration  of  the 
Prouinces  appertaining  to  the  Cantons  • 
they  caufe  the  Gonernors  to  render  their 
accounts  5  they  giue  audience  to  whofo- 
cuer  can  accufc  them,  and  tbeypunifh 
them, if  they  haiie  dclerued  it  5  cyther  by 
depriuing  them  of  their  dignities,  or  re¬ 
turning  them  to  the  Cantons  that  efta- 
blifhcd  them^tohauc  fbme  other  fentin 
their  ftead.  To  fpeake  all  in  one  word, the 
counccll  takes  knowledge  of  all  matters 
that  concerne  the  good  and  tranquility 
of  the  common-wealth  :  as  well  in  the 
Gouernments  and  Bayliwicks,  as  alfo  in 
the  Cantons  ihemfclues. 

Now  concerning  the  authority  of 
callingjand  alTcmbling  the  councell,  for 
the  demandingof  their  aduice:  it  hath 
belonged  (of  ancient  time)  to  the  Can¬ 
ton  of  5  which  by  a  very  authenti- 
call  priuiledgejholds  the  cheefeft  rankc  a- 
mong  all  the  Cantons .  VVhenfoeuer 
then  there  is  queftion  made,  to  hold  a  gc- 
ncrall  counccll  of  the  nation :  the  Lords 
of  makeknowneby  their  Letters 
to  each  of  the  Cantons,  both  the  time  & 
the  place  where  they  are  to  mcete  toge¬ 
ther.  If  any  one, or  more  of  the  cantons, 
dothinke  ic  neeeffary,  that  thccouncell 
publike  and  general  fhould  be  affcmbled^ 
firft  they  giue  aduertifement  to  the  can¬ 
ton  of  and  require  by  their  letters, 
that  the  Ambaffadours  of  the  other  can¬ 
tons  may  meet  together.  But  ifthe  affairs 
are  preffinc^'and  require  (pcedy  delibera¬ 
tion, then  each  canton  muft  aduercife  his 
confederates,  to  be  in  rcadineffe  for  adui- 

fing  (altogether)  pnthat  which  is  to  bee 
done. 

Likewife  the  Ambaffadours  from 
Kings  and  Princes  ftrangers,  do  demand 
leaue  of  the  cantons,  to  prclent  ihefelues 
atthofc  dayes  of  meetings :  Sefomtimes 
they  make  requcft,that  one  day  (extraor^ 


dinary)  nlay  beheldfdrtheili.Biit  drithi 
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dayes  of  particular  meetings,  they  pro¬ 
ceed  ocheewife,  becaufe  Z^^r/c/^fignifles 
the  fame  to  foure  Townes :  and  when  to 
fiuc  or  feuen  catholike  cantons  5  they  of 
LucernaAo  affemble  them  i  There  are 
alfo  dales  of  and  for  particular  meeting 
of  the  cantons  allied  to  the  K.  of  France : 
whofe  Ambaffadorrefidingac  Solleufre^ 
callcth  the  cantons  at  the  Kings  charge,  I 
thinke  there  is  permiffion  airo,for  the  am- 
bafladors  of  the  Pope, and  of  other  kings, 
friends,  and  allies  to  xhtSwkz^ers^  to  de¬ 
mand  theirdayes:  prouided,thcy  are  at 
their  Mafters  expcnces. 

The  ancient  Smt^rs  had  no  perpe¬ 
tual!  or  certaine  place,  for  holding  their 
dales  of  generall  counccll :  fori  am  per* 
fwaded,  there  is  no  one  of  the  fir  ft  eight 
cantons,  but  they  made  an  affembly  at 
fome  times,  though  moft  often  it  was 
done  at  Lucerm^  zt  Xurich^  Bremgarten^ 
and  at  Bada  •  In  our  time,  the  cuftomc 
hath  bcene  (not  by  any  law  or  ordinance 
purpofely  made  for  it)  that  the  Switx^en 
kept  their  dayes  at  in  the  Townc- 
houfe:  and  fo  much  the  rather,  becaufe 
the  Towne- hath  many  commodities  for 
filch  affcmblies.  Firft^the  place  is  beau* 
tified  with  goodly  buildings, and  very  apt 
Inrtes  or  houfes  of  lodging.  The  fciiiiati- 
on  of  the  place  is  pleaf^nt  and  healthfull, 
and  the  neereneffe  of  thcBaihcs  yeelde 
wondcrfull  pleafure,  drawing  thetber 
great  rcfoit  of  people  from  farre  remote 
countries .  By  mcancs  whereof^  rhe 
neighbouring  people  to  Bada,  (feeling 
the  gaines  fweetneffe)  bring  thether  all 
kindes  of viduals  in  great  aboundariccj 
which  caufeth  the  Towne  to  be  well  fpr*^ 
nifhed  with  all  good  prouifion,  and  at  all 
needfullfeafbns.  ' 

Next,it  is  feated  (almoft)in  the  midft 
of  Switx^eHand^fo  that  the  cantons  fur- 
theft  off,  may  appeare  there  (by  neere- 
neffc  of  wayes)  all  at  one  and  at  the  fame 
time.  .  Alfo  it  appertaineth  to  the  eight 
firft  cantons, &(by  that  meanes)ihe  moft 
part  of  the  cantons  are  Lords  thcrof,  and 
hauecquall  authority  in  the  place .  Be- 
fidCjthe  particular  affcmblies  ofrhe foure 
TowrieSjis  ofteneft  kept  in  the  Towne  of 
Arow^  appertaining  vnto  the  canton  of 
i>VrA^^5howbeir  (fometimes)  it  hath  bin  of 
^^/e,whcn  queftion  was  madcofentring 
accord  with  Luther^  &:  that  for  thecaule 
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of  Strasbourg^  that  then  fent  theit  Ain- 
bafladors  thetber  •  The  catholike  Can¬ 
tons  do  oftentimes  alTcmblc  at  Lucerna^ 
foinctimes  at  Beckenried^  in  the  territory 
otVripiziBrmen^  which  belongcth  to 
them  of  Suits,  But  when  the  Anibafla- 
dor  of  France  demandeth  (in  his  Kings 
name)  a  Icuye  of  men  of  the  Swttz>ersi  the 
day  is  ofcencftheld  at  SoUeurreyAi^xc  he 
entreateth  the  Cantons  to  be  prefent:and 
fometimes  alfo  it  is  at  Lucerm. 

The  cuftomc  is,  that  (cucry  yeare) 
dayes  of  meeting  arc  held  at  Bada^  about 
mid-Iune .  Then  the  Bayliffes  or  Go- 
uernors  appertaining  to  the  Cantons, 
yeeld  a  rcafon  of  their  feucrall  charges 
before  the  councelljand  attend  to  the  en¬ 
ding  of  fuites  concerning  the  Prouinccs. 
At  the  fame  time,  the  Ambafladors  of 
the  tweluc  firft  Cantons, do  meet  e  at  Lu- 
ganofiL  take  an  account  of  the  foure  bay- 
liffcs  for  the  Prouinces  of  Jtdy^2A\d  iudge 
the  caufts  of  appeaie :  but  yet  in  fuch  fort 
as  a  man  may  appeaie  from  them,  to  the 
Councell  or  Parliament  of  Bada^ix.  being 
of  farre  greater  authority.  The  councell 
fo  aflembled,thcy  fit  by  ordination  of  the 
Cantons,  to  ende  fuch  controucrfiall  ca¬ 
fes,  as  were  not  concluded  otx  at  the  pre¬ 
cedent  meeting:  for  oftentimes  caufes  of 
importance  are  not  ended  at  the  firft  Sef- 
fion,  either  bccaufc  they  appeare  not  of 
fufficient  merit,  or  want  due  power  of 
proofe.  In  regard  whereof,  they  are  re¬ 
ferred  oner  to  a  ftirthcrday,  and  in  the 
meane  wbile,thc  Ambafladors  crane  ad- 
uice  of  the  Lords  of  their  feuerall  Can- 
tons,to  know  how  they  ftiall  carry  tbem- 
felues  therein*.  Sometimes  aIfQ,in  an  vn- 
expe(fted  accident,  or  fome  other  fuch 
dafe  of  cortfequcnce :  the  Canton  of  Zu- 
richyOt  fome  other,will  afligne  the  day^  e- 
fpecially  jif  it  be  a  matter  concerning  the 
common-wealth.  Now, although  the 
Councell  are  aflembled  only  for  publike 
affaires  ^  yet  notwitftanding,  after  they 
hauc  taken  order  for  them, if  any  particu¬ 
lars  of  the  Prouinces  come,  and  would 
hauc  their  caufes  pleaded,  they  giue  them 
audience.  Bur  the  particular  day^s  of  the 
Cantons, and  thofc  that  the  Ambaffador 
of  France  caufeihtobeehcld  5  hauc  no 
certainty  of  timc,bMt  according  as  occa- 
fions  offer  tbcmfclucs,  &  as  it  is  pleafing 
to  them  that  hauc  power  10  aflemble  the 
coiincell.  • 


Of  the  order 

andniamjji 

“fp'weedin, 
dayes' 
of  meetings 


The  manner  of  proceeding  on  thefe  daics 
ofmeetingjis  thus.  At  the  day  afligned  by 
the  ordinary  counccll,  or  commanded  to 
be  kept:  the  day  before, the  Ambaffador 
for  the  canton  of  Zurich  j'ends  the  Lieu¬ 
tenant  of  to  all  thclnncsand  hou- 
fes  of  rcccit,  to  know  what  Ambafladors 
arc  come,  to  whom  the  Lieutenant  gi- 
ucth  kindc  welcome,  and  rccciueth  them 
honourably,  in  name  of  the  whole 
z>ers  common-wealth,  and  the  morrow 
aftcr,he  calleth  the  to  cogac  to  the  I own- 
houfe.  If  the  Ambafladors  qf  all  the  can¬ 
tons  arc  come3  they  are  called,  and  then  | 
they  treate  on  affaires  concerning  all  ihe| 
Cantons  togcther.But  if  vpon  the  day  na- 1 
mcd,they  for  the  new  Cantons, as  for  Ba- 1 
jileySchaffoufe^Solleurre^ixwA  Fribourg^^^t^ , 
not  as  yet  arriued,as  oftentimes  it  comes 
fo  to  pafle:  then  feuen  or  eight  Cantons 
do  aflemble, and  difeourfe  on  matters  on¬ 
ly  concerning  thcmfelues. 

The  Ambafladors  are  feared  in  coun- 
ccll,according  to  the  order  &  number  of 
the  Cantons,  fo  that  he  of  Zunch  fits  in  baffadorsdo 
the  higheft  and  moft  eminent  placejhe  of 
i?<?r;;^ncxt$thcnheof  Lucerm^^io their degrea 
fequcntly  the  other,  according  to  the  or¬ 
der  of the  Cantons.Bcingfcatcd,the  am- 
baflador  of  Zurich  falutcth  them  all,  and 
hauing  made  fome  breefetprcface  &cx- 
cufc, according  to  cuftome  5  he  dcclareth 
j  which  the  Ambaffudours  had  in  charge 
on  the  laft  dayes  meeting,  and  referred 
them  to  the  next  dayes  deliberation,  as 
oftentimes  they  are  aflembled  to  that  ef¬ 
fect,  and  if  any  thing  hath  hapned  fince 
then,hc  propoundeth  it  alfo.  Then  he  ad- 
deth  that  which  his  Lords  hauc  giue  him 
in  charge, touching  the  Article  whereon 
he  is  to  deliberate:  the  other  ambafladors 
do  the  like  in  their  ranke,  &  declare  what- 
foeuer  their  Lords  commanded  them. 

After  that  euery  one  bath  made  knownc 
that  which  they  hauc  in  charge  to  fay :  the . 
Bayliffe  or  Gouernor  of  Bada  (of  whatfo-  >  kno^ 

eucr  Canton  it  is)  demandeth  orderly  of  in  councell 
each  counccller,  his  aduicc  concerging 
the  matter  that  hath  bin  in  queftion.  The 
he  of  Zurich  (pcaketh  firft, and  the  reft  af 
tcr,according  to  their  rankc.  Hauing  all 
(pokcn,the  Bayliffe  countcih  the  voyec>, 
according  to  the  number  of  the  Cantons 
and  not  of  the  councellcrs:  for  fometimes 
one  Canton  fends  two  ambafladors,who 
may  well  aflift  in  councell,  yet  they  hauc 
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but  one  voycc,as  of  one  man  oncly. 

Thus  you  (ce  how  they  proceed  in  de¬ 
ciding  thofc  things,  which  concernc  the 
publike  good;  In  particular  caiifcs  alfo, 
they  follow  the  fame  order,  giue  their  ad‘ 
uicc,and  collet  the  voyccs .  But  fuch  as 
haue  any  caufes  to  plcadc  on  thefe  daies, 
demand  audience  nrft  of  the  AmbalTador 
for  TLurichyA\o  affigned  their  day,  &  put 
their  names  vpon  the  Role,  When  they 
appeare  before  the  counccll,  fometimes 
I  the  parties  themfelues  will  plcadc  their 
owne  caufes:  or  haue  Aduocates,  Proc¬ 
ters  jOr  fpcakers,  which  they  bring  with 
them,or  chufc  among  fuch  as  theyfinde 
in  For  at  all  timcs,and  whenfoeuer 
thefe  day  es  arc  appointed, there  will  meet 
there  a  great  number  of  fuch  me,bclong- 
ing  to  the  neighbouring  T ownes  &  Bur- 
i  roughs,pcntioners  of  the  Switzcrs.Cau- 
fes  are  there  debated,  not  according  to 

_  their  theciuillLavVjnorbyihcaduiceofLaw- 

caufcsarcdc-  ycrsjbut  with  equity,  and  according  to 
‘  the  lawes  &  cuftomes  of  the  people, long 
time  obferued  among  them. 

I  know,  that  many  will  account  this 
forme  of  plcadingjto  be  barbarous,  c(pc7 
cially  fuch  as  would  haue  men  follow  ^hc 

wderfoTpie-  Ro^ancs  otdct  of  pleading,  for  the  CD- 
ding  of  fuites;  without  which  (they  fay) 
the  very  wifeft  men  do  wrong  themfelues 
oftenjinthe  deciding  of  difficult  caufes, 
and  matters  of  importance.  As  for  my 
felfcjl  tbinkewcllofthe  Romanes  lawes, 
written  by  men  very  wife  and  skilfull  Jn 
affaires,  and  I  will  not  infrindge  their  au¬ 
thority  in  any  manner  whatfoeuer.  But 
yet  I  fay,ihat  the  proceeding  obferued  by 
the  Switz^ers,  for  ending  controuerfiall 
cafes,is  to  be  preferred  before  that  which 
is  vfed  among  other  Judges,  that  giuefc- 
tence  according  to  the  Romanc  lawes. 
And  I  am  well  afrured,that  mine  opinion 
cannot  be  reieded,  but  by  ill-difpofcd  & 
wrangling  (pirits.  For  it  cannot  be  deni¬ 
ed, that  many  Aduocates  and  Atturnies, 

I  carcfull  for  maintaining 

Atturnies  do ,  the  ciuill  lavv,thcn  eythcr  equity  or  right; 
oftentimes  confidcring,  they  do  nothing  clfe  many 

times,  but  tyc  themfelues  to  fillables, 
words, and  termes  of  the  law,  which  they 
expound  according  to  their  owne  fancy, 
labouring  to  circumiicnt  a  party,  and  to 
take  him  by  the  nofc,as  we  vfe  to  fay.  And 
furcly,thcy  do  nothing  but  for  the  benefit 
of  their  owne  purlfcs,  troubling  thefclucs 
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oucrmuch,to  obfeure  and  muffle  vp  mat¬ 
ters;  by  which  mcanes,  fuites  arc  made 
immortall,to  the  incuitable  detriment 
ruincof  both  parties,  being  brought  (by 
them)  to  extreme  pouerty  and  milery. 

In  which  refped,  they  gatic  no  very  c- 
uill  language,  that  tearmed  fuch  praftiti- 
oners  and  brablers,  blood-fuckcrsof  the 
people :  for  they  empty  their  piufTcSjyca, 
and  fucke  them  to  the  bare  bones.  And  if 
among  the  luftices  oi  Swhx^er land ^  an 
error  happen  to  be  conmfiitcd,  in  thcdc- 
cifion  of  difficult  caufes,which  commeth 
very  fildome  to  pafTe :  yet  notwithftan- 
dingjitcaufeth  no  fuch  harnie,as  doth  the 
length  and  immortalizing  of  fuites.  So  l 
may  well  fay, that  the  manner  of  procee¬ 
ding  among  the  Switz^ers^ioth.  lefTcn  cx- 
pcncesjcafc  the  people,cuts  vp  the  rootes 
of  lingring  fuites  and  diffcrcnces.-becaufc 
the  fentence  doth  foonci  refbluc  both  the 
parties,  and  brings  them  to  agreement: 
whereas  in  other  placcs,wc  fee  (iiitcs  cn- 
creafe  day  by  day,  and  from  one  cafe  vn- 
decidedjgrowcs  a  great  number  of  noucl 
variances. 
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Concerning  Sentences  and  ludgementSy  in 
fublike  and  peculiar  differences. 


1 A uing  thus  made  mention 
of  the  counccll,  and  daics 
of  audience  among  the 
Switz>ers-^  we  arc  now  to 
fpeake ,  concerning  fuch 
fentences  and  judgements  as  they  vfe  to 
giue.  Ifanyfuite  doth  happen  betweene 
particular  perfons  in  the  Bayliwicks ;  the 
Bayliffsor  Gouernors  are  fudges  in  thofc 
places, or  clfe  the  Canton  (from  whence 
the  appellation  arifeth)  taketh  knoledgc, 
and  iudgeth  thereof.  But  the  luftices  of  c- 
uery  Canton  do  iudge(cach  one  within 
his  iurifdidion)  in  the  caufes  &:  differen¬ 
ces  of  the  Subiefts.  Bcfide  this, there  is 
iufticefor  publike  fuites,  which  arc  vari¬ 
ances,  happening  bctwccnc  two  or  more 
Cantons,or  bctwccnc  (omc  particulars  a- 
gainfta  Canton:  and  fuch  condition  as 
the  Cantons  haue,  the  fame  alfo  their 

confederates  haue. 
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Thus  then,  for' the  deciding  of  fuch  dif¬ 
ferences,  each  of  the  parties  doc  chufe 
two  fudges  for  either  fide,  who  areab- 
folucd  of  the  oath  which  they  haue  taken 
to  their  Canton :  ’‘  and  promife  to  iiidge 
according  to  right  and  equicy,and  labour 
that  the  fuite  may  bee  louingly  •  and  very 
(pcedily  accordcd,oriudicially  ended. 

‘  By  the  ancicnp  alliances,  there  were 
certaine  places  appointed,  for  the  ending 
of  fuchfuicGSi'^’Thefeuenfirft  Cantons 
fent  their  ambaffadors  and  arbitrators  to 
the  Abbey  of  the  Hermitage,  to  end  thcr 
fuchTuites  as  happened  among  them.  By 
an^ ^article  of  very  ancient  alliance  with 
them  of  Claris  Jit  is  cxprcflely  faid ;  that  if 
they  had  any  fuite  with  them  of  rr/,  the 
affembly  fhould  be  at  Merch,  If  againft 
the  canton  of  the  arbitrators  fhold 
mdete  at  Bergtrax^ :  and  at  Brunen^  if  z- 
gainft  them  of  Vnderuald.  And  then  the 
other  Can  tons, hailing  had  knowledge  of 
tbecaiife,pronounccd  thefentence.  The 
Bernians^osiA  the  three  Cantons  of  Fri^ 
Vnderuald^2i^cm\)\d  at  a  place 
named  Daskmholt z^.They  of  Zurich  arid 
Berne ^ztLoJinge,  The  Frihourgers  8c  they 
oi  Solleurre^  hauing  a  fuite  againft  the 
eight  fir  ft  Cantons,or  (bme  of  them, fent 
,thcirIudgcsto  Zojinge^  and  if  they  were 
defendants ,10  Willifow.  As  for  thccaufes 
of  them  of  Bafile^  Schaffoufe^  and  Affen- 
^ell^  they  pleaded  them  at  Bada^  together 
with  them  of  thefe  Cantons,  allied  with 
them  of  Rotuille  and  of  Mulhoufe,  but 
!thc  differences  of  them  of  S.Gall:,  were 
determined  in  the  Abbey  of  the  Hcrmi- 
^  cage :  and  them  of the  Grifons^  at  Wallen- 
fiadyVjhich  is  a  Townc  at  the  ende  of  the 
Lake  of  RlnCy  in  the  Bayliwick  of  Sar- 
gam. 

W  hen  then  fomc  difference  happe- 
neth  3  which  cannot  bee  kindly  accorded, 
and  that  the  entreaty  of  the  Cantons  fer- 
ucth  to  no  purpofc :  the  arbitrators  and 
ambalTadours  of  the  Cantons  that  are  in 
fuitc,do  mcetc  at  the  place  appointed,  8c 
(with  them)  the  ambaffadors  of  the  other 
Cantons  confederates,  who  come  thc- 
therto  attonc  the  parties,  and  to  make 
fome  amiable  compofition.  The  Judges 
and  Arbitrators  bceing  affemblcd ,  after 
that  the  parties  haue  pleaded  their  cau- 
fes :  if  the  Judges  take  refolution,  8c  giue 
fentencc,the  parties  muft  (of  nccefiGty)  be 
contented.  But  if  they  be  of  diuers  opi¬ 


nions  (as  many  times  it  happenerh)  and 
that  there  arc  as  many  voyces  on  the  one 
fide,as  on  the  other  j  then  a  fife  Judge^r 
arbitrator  is  chofen, whom  they  call 

obmann^or^  gmemen  mann.  He 

giucth  no  fcntcnce  at  all,but  oncly  appro- 
ucth  one  of  rhofe,  which  the  arbitratours 
haue  pronounced.  Sometimes  the  lud- 
ges  thcmfelucs  do  chufe  the  odde  arbi¬ 
trator:  yet  in  fuch  fort  notwithftanding, 
that  he  is  a  man  of  one  of  the  Cantons, 
no  mcdler  with  cyther  party,  nor  hauing 
any  intereft  in  the  caufe. 

The  alliance  of  the  feuen  firft  Can- 
tons,makes  mention  of  this  cledfion  and 
choiferas  that  of  Fribourg^  that  of  Sol- 
leurre^  that  of  Affenx^ell^  and  them  of  S. 
Gall  and  of  Mnlmufe.  It  i  s  added  to  the 
articles  ofthe  alliance  of  Schaffoufe,  that 
if  the  Judges  cannot  accord,  by  choife  of 
another  arbitrator, taken  from  one  of  the 
Cantons  5  they  fhall  then  take  one  of  the 
Lords  of  the  councell  of  S.Gall.  And  in 
the  alliance  of  Rotuille is  giuen 
to  the  Judges,  to  chufe  for  an  odde  arbi- 
tiator,  one  ofthe  Lords  of  the  couriccll 
oi  S'.Gall6toi  Mulhoufe.  Sometimes  al- 
foihe  complainant  chufeth.  As  if  the  Ber¬ 
mans  haue  fa  fuite  againft  the  three  firft 
Giantons,or  any  one  of  them  5  the  Can¬ 
toris  (hal  name  fixteen  mcn^out  of  which 
number,  the  Bermans  arc  to  chufe  a  fub- 
arbitrator.  But  if  they  bee  defendants, 
the  Cantons  will  then(for  fiib-arbitrator) 
chufe  one  of  the  Lords  of  the  leffer  coun¬ 
cell  of  Berne.  If  forne  difference  fall  be- 
tweene  them  of  Zunch^zxxA  of  Berne-^  the 
complainants  chufe  for  an  odde  arbitta- 
tontjonc  of  the  defendants  Lords  of  the 
councell.  The  fame  is  obferued  in  fuites 
for  them  of  Bajilc^  againft  the  other  can¬ 
tons  j  and  (b  in  the  Grifons  caufes* 

Thus  you  fee  bow  \\\^Sy(>itz^ers  go- 
uernc  thcmfclues,in  the  deciding  of  con- 
trouerfiall  fliitcs  betweene  the  common¬ 
wealths.  I  know  very  well,that  fome  may 
difpute  fiibtilly ,  both  for,and  againft  this 
order  there  obferued:  but  I  will  Icauc  that 
difeourfc  to  the  Readers  •  For  mine 
ownc  part, I  admire  the  fimplicity  and  in¬ 
tegrity  of  ouranceftors,  who  by  fuch 
manner  ofproceeding,hauc  often  brogh 


to  end  very  great  variances,  and  carefully 
conferued  publike  peace  and  concord. 
But  they  did  not  regard  their  owne  parti¬ 
cular  profite,  neither  defired  any  thing 


more 
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Their  end*  & 
ours  arc  quite 
contrary# 


more,thcn  to  fee  their  country  peaceable  J 
and  floiirilhing.  If  now  each  man  had  no 
other  meaning,  but  would  aime  at  that 
marke:fb  many  fiiitcs  would  not  be  feenc, 
and  eafily  might  thofc  be  appeafed,  that 
arc  thehottelt  attempted; 


All  the  coin- 
tnon*wealths 
lof  the  Can- 
Icons  referred 
I  CO  three  forms 


Thcchccfc 
men  of  fome 
counccll  cal¬ 
led  Ammans^ 
in  an  Eftarc 
meet  ely  po¬ 
pular. 


CHAP.  V. 


Ofthofs  Common-vpealthsyUvhich  are  in  each 
of  thefeuerall  Cantons, 

And  JirJi^of  the  Commof^-ivealths  of  Zu- 
rich^BaJile^and  Schaffoufe, 


Ailing  fhewne  al- 
ready,hd  w  the  whol 
Commonwealth  of 
the  Switz>ers  is  go- 
uerned  in  common: 
it  behoueth  now  to 
make  mention,  of 


the  Common-wealth  in  each  diftind 
Canton.  Now  it  feemeth  to  roc^that  the 
common-wealths  of  the  thirtecnc  Can¬ 
tons,  may  bee  referred  to  three  formes. 
For  as  there  arc  three  names  offbucraign 
Magiftrates  and  Cantons,  fohaue  they 
likewife  as  many  formes  of  common¬ 
wealths;  differing  not  onely  in  name,  but 
alfo  in  the  things  themfelues. 

In  fome  certaine  Cantons,the  cheefe 
Commanders  or  Heads  of  the  councell, 
are  called  Ammans,  This  is  obferued  in 
the  Cantons  that  haue  no  Cittics  o"^r 
TowneSjbut  Villages  onely,  hauing  a  po¬ 
pular  eftate,  and  the  fbucraignty  apper¬ 
taining  to  the  people;  bywhofe  aduice, 
the  very  greateft  affaires  of  importance 
arc  decided.  Of  this  number  arc  Vri^ 
Suits  ^  Fnderuald^  TLug^  Claris  ^  and  Affen- 

The  other  Cantons  haue  their  cit- 
tiesand  townes,  which  haue  the  fbuc¬ 
raignty  :  yet  in  fuch  manner,  as  there  arc 
two  formes  of  common-wealths.  For 
the  cittics  and  townes,  cfpecially  flicb  as 
haue  bene  built  by  fome  Princcs,or  fbme- 


In  townc»or 
ciccies,th« 
cheefe  man  is 
called  the  A- 
uoycr,thc 
cheefe  man  of 
thc^ouncell. 


Ele^on  of 
the  Lord*  of 
the  councell 
and  the  lu- 
preameMagi- 
ftratc, called  d 
Burgermei'* 
fter. 


^.1 _ _ _ _ 


times  haue  bccnc  fubieded  to  them :  arc 
gouerned  by  an  Amyer^  whbm  they  cal!,^ 
0C^Ultl^rt’j3(whois  cheefe  df the  coun¬ 
ccll)  and  by  fonic  number  of  counccllers 
chofen  by  free  eledion,  from  and  by  the 
whole  number  ofeittizens .  The  forme 
oftbis  common-wealth  is  AriBocratkali 
among  alhhe  other :  and  in  this  mannet 
are  gouerned  the  common-wealths  of 
Berne  ,  Lucerna^  Fribourg ,  and  Solleur-^ 
re. 

There  are  other  cittics  and  townes 
diuided  byccrtaine  companies,  by  each 
whereof,  and  by  voyce  of  fuch  men  as 
are  in  eucry  of  them  ,  the  Lords  of  the 
counccll  areclededjandthe  fbucraigne 
Magiftratc  or  cheefe  of  the  counccll, 
who  by  them  is  rearmed  IBurgetmci- 
ftC^,that  is  to  fay,  Matter  of  the  BourgeP 
fcs,which  we  in  a  fhortcr  word  cal  Bourg^ 
mafler .  Such  are  the  common-wealths 
of  Zurich^Bafle^^ndSchaffoufe,  Now 
wc  arc  to  Ipcake  of  thefc  diuers  formes  of 
common-wealths  in  order,  beginning 
with  the  laftjfirft. 

Firft  then,  all  the  people  of  thefe 
Townes  free  and  Imperial],  were  diuided 
into  two  rankes :  the  one  of  Noblemen, 
the  other  of  Yeomen.  The  Noblemen 
had  a  Society  by  thcmfclucsjapart,  which 
the  Allemaignes  or  Germans  did  call,  iZvCi 

and  they  of  Zurich^  jlSW 

ConftaafeU . 

In  cider  times,  in  the  citty  of  Ba- 
Jile^  which  is  very  fpacious,  and  for  the 
multitude  of  Noblemen,  they  were  diui¬ 
ded  into  two  focicticsjbandcs,  or  compa¬ 
nies  of  Noblemen .  Oftentimes  they 
were  in  quarrels, and  had  the  (bucraignty : 
fo  that  out  of  the  one  copany  they  chofe 
the  Confulljand  out  of  the  other,the  Tri¬ 
bune  orCaptaine  ofthccitty,  which  is 
the  ettatc  of  greatett  authority, next  vnto 
that  or  Contull  or  Bourgmafter.  [cheefe  officc5 

Neucrthelc(fe,afterward  the  Noble¬ 
men  loft  this  (bueraignty,  or  clfe  forfook 
their  right  voluntarily.  For  at  the  time  of 
the  councell  of,  when  Lewes  ^thtn 

Dolphin  of  France,  brought  (very  nccre 
to  Bajile)  an  Arriiy  of  Armigmeks^  in  fa- 
uourof  Pope  £«^m^:r,andtheDukeof 
AuHria  5  many  Gentlemen  of  Bajile^ 
went  and  ioyned  with  that  Army,  in  re¬ 
gard  whereof, they  were  all  bani(hcd,and 
their  pofterity  depriued  &  excluded  from 
all  publike  honours. 

D  d  ^  Aftcr- 
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Occolampa- 
dius  his  prea¬ 
ching  &  the 
alteration  of 
B,digion. 


Some  of  the 
Noblemen 


got  entrance 
again  into  the 
Citty,buc  wer 
excluded 
from  gouerft- 
ing  in  the 
State. 


t  i  ..  r 


T^e  compa¬ 
nies  of  Lords 
fo  called  to  do 
them  honour. 


The  priuiledg 
of  them  of 
Zurich  in  cha¬ 
fing  their 
Lords  of 


ccuncell. 


Aftcrwardjwhcn  the  Burgeffe  (by  com¬ 
mon  confent)  made  alliance  with  the  ten 
Cantons  of  the  Switzers,  in  the  ycare, 
1501.  the  moft  part  of  thcNoble-mcn, 
who  hated  the  Switzers;  diflodgedfrom 
the  citty,  and  withdrew  thcmlclues  to 
Caftles  heere  and  therc^fo  that  their  au¬ 
thority  diminifhed  greatly  then^  and  all 
the  reft  was  loft  in  the  ycarcji  s  ap-For  by 
the  Sermons  5^  exhortations  of  OecaUm- 
the  dodrine  and  ceremonies  of 
the  Church  were  reformed, by  order  fent 
from  the  counccll,  againft  which,  many 
Noblemen  oppofed  themfclues.  Andal- 
thogii  they  could  not  hinder  the  change 
of  ReligionjV ct  they  abandoned  and  left 
the  citty^and  would  not  abide  in  it. 

After  which  time,  the  two  companies 
whereof  we  (pake,  entred  in  againe,  and 
got  pofleflion  of  fbmc  priuate  houfes,  & 
as  yet  they  keepe  thofc  houfes  to  them¬ 
fclues,  and  they  belong  to  the  whole  bo¬ 
dy  of  the  Nobility.  And  thofe  houfes  arc 
called  in  their  language, gumfiUtfftJ  ttl 

ijnD  ?um  bjunnen, 

is  of  the  councell .  For  although  the 
councell  do  meetc  together(almoft)eue- 
rydayjand  tbeGentlcmcn  (hauingfor- 
fakenthccitty  )  dwelt  moft  part  of  the 
time  in  their  Caftles:  by  common  adiiicc 
dfthc  Burgefles,  they  were  excluded  fro 
gouerning  in  the  common-wcalth,which 
they  had  renounced  voluntarily.  N^tter- 
thelcife,  feme  noble  Families  thzi  dwell 
in  thecitty^&hauchadcare  ofche  com^ 
mon-wcalth  with  the  other  BourgeiTegi, 
are  in  ranke  of  the  foure  firft'  companies 
or  fupporters  of  the  cittyjand  (in  then>) 
are  chofen  to  be  of  the  counceil .  And 
therefore,  to  do  them  honourjin  regard 
of  their  condition ;  thefe  Tribes  or  com- 
paiiics  arc  called  that  is 

to  fayjthe  companies  of  Lords. 

Therefore,  there  arc  no  more  com¬ 
panies  of  thefe  Noblemen  in  5^/e,  but 
thofe  that  are  diftinguifhed  with  the  o- 
thcr  Bourgeifes .  But  at  Zurich  and  at 
Schaffoufcy  the  Noblcme  haue  their  com¬ 
panies  apart  by  themfclues.  ?  And  they  of 
Z»r/V/^haiic  this  priuiledge  bcfidc,  abouc 
the  tribes  and  companies  of  Tradefmcn, 
to  take  the  moity  ^that  is,the  moft  part  of 
the  Lords  of  the  counceil,  from  foorth 
the  company  of  thefe  Noblemen :  (b  that 
they  are  as  a  counterpoife  to  the  other 
companies.  Notwithftanding,  there  is 
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dypoliti^uf, 


of  other 
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fome  difference  among  thefe  Noblemen, 
for  the  Families  of  race, that  are  very  no¬ 
ble  and  ancient :  they  do  make  a  band  by 
thcmfelues ,  and  they  arc  called  5©te 
byreafon  of  the  place  where 
they  affemble  apart  by  thcmfelues ,  by 
right  &  efpcciall  priuiledge.Tothe  whole 
body  of  thefe  tribes  or  companies, are 
ioyned  many  cittizens,  which  are  not  of 
any  trade  nor  traffick :  in  Which  refpetft, 
they  maybauc  place  in  one  company,  la¬ 
ther  then  in  anothcr.Portcrs,  Labourers, 
Burdcn-bearers,and  other  fuch  like  man¬ 
ner  of  people,  who  when  warre  hapneth, 
arc  held  and  reputed  to  be  of  this  body  of 
companies,  which  they  call  CDH* 
mmu  and  rccciuc  wages :  they  hauc  a 
voyce  in  electing  the  Maftcr  of  the  whole.: 
body  ofcompanieSjand  he  is  of  the  Seig  ' 
neuries  counccll,in  regard  of  his  place. 

Befidc  the  Society  and  Company  of 
Noblemen,  the  people  of  thofe  citries  & 
towncs  there,  are  parted  into  ccrcainc 
tribes  or  companiesjwhich  the  Germans, 
call  he  word  (it  may  be)  taketh 

name  or  originall,  of 
which  fignifieth  to  meete  and  affemble 
xhcmfelucs  in  company.  Some  interpret 
them  to  be  Tribes,  others,  CourtSjand 
others,  Collcdges  or  Abbeyes:  but  wee 
will  call  them  Tribes  or  Companics.Thc 
number  of  them  is  not  equall  in  the  fore- 
named  Citties  and  Townes .  For  there 
arcfiftecnc  at  Bajilei  whereof  the  fourc 
firft  are  efteemed  more  noble  then  the  o- 
thcr,  and  are  called  the  companies  of 
Lords,  as  already  hath  bcene faid.  The 
firft  tribe  or  companie,  is  that  of  Mer¬ 
chants  .  The  fecond  of  Gold-fmiths, 
Goldfincrs,  Founders,  and  Pewterers. 
The  third  is  of  Merchants  dealing  oncly 
in  wines :  with  whom  the  Notaries,  Ma- 
fters  of  Hofpitals,Spitilcs,and  other  fuch 
like  communities  are  ioyned.  The  fourth 
is  of  Merchants  dealing  in  Silkes,  and  of 
Fadors  for  all  States:  This  company  is 
the  very  greateft  of  them  all.  The  other 
eleuen,  are  of  all  forts  of  trades  and  bali- 
dy-crafts  men.  .  ' 

Now  there  is  a  dozen  or  twelue  tribes  j 
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or  companies  Zurich:  becretofore  they 
were  thirteene  in  number,  when  many 
Drapers  &  workers  in  wooll  dwelt  there: 
for  that  was  one  company  by  it  felfc.  But 
now  adaies,thc  wcauers  of  woollen  cloth 
and  other  things, arc  ioyned  inro  one  c5 


pany 


r  .  t. 
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pany  with  the  Fullers  and  Diars.  At 
Schajfoufe  there  are  elcuen  companies 
onely:  neuerthelcflejitfalleth  out  many 
timcsjthat  diuers  trades  are  ioyned  togc- 
^  ther  in  one  company .  They  haiie’their 
I  meetings  by  themfclues  :  as  vxZtirich^thc 
Millers  and  Bakers,  the  Barbers  and  Chi- 
rurgions,  the  Smiths  and  Mcttall  men. 
So  at  Bajile^thc  Fifhermcn  and  Marri- 
ners  or  Barquers,  the  Cordvvainers  and 
Curriers,  the  Taylors  S:  Skinners.  Thefc 
companies  are  diuided,  and  they  arc  cal¬ 
led  (Bfp^ltUSZttttfft^For  when  there  is 
queftion  ofcheele  Trades^  and  efpccially 
workmen  inthem^  their  houfes  of  mee¬ 
tings  and  alkniblics  arc  by  ihemfeliies. 
But  in  things  that  concern  the  common- 
wealth^and  when,  and  where  ail  ought  to 
be  prefent,  to  eled  Lords  of  the  coun¬ 
cell,  or  the  afters',  who  muft 

j  be  alfo  in  the  councel! ;  euery  man  Ipeaks 
i  his  minde,and  giues  his  voyce. 
j  Out  of  each  of  theie  companies,fbme 

I  men  are  chofen^as  many  of  one  compa- 
I  ny  as  of  anbther,to  be  Lords  of  councell. 
In  euery  city  there  are  two  publike  coun- 
ccls  J  which  haue  the  principal!  authority  : 
as  namely,  the  great  councell,  when  as  a 
good  number  ofcouncellcrs  mcctc  toge- 
ther,m  name  of  all  the  people :  as  is  vied 
in  the  affaires  of  greatcftimportancc,and 
which  do  appertaine  to  the  whole  com-| 
mon-wealth.  Ncxt,the  lefler councell, 
who  mecte  together  euery  dayjabout  the 
common-wealths  bufinefle ,  and  take 
knowledge  of  differences  happening  a- ' 
mong  the  cittizens.  The  great  councell 
of  Z»r/V/?,confiftctB  of  two  hundred  me : 
That  of  Bajile^is  of  two  hundred  forty 
foiire :  and  that  of  Schaffoufe^is  of  foure^ 
fcore  and  fixe. 

As  concerning  the  lefler  councell  of 
Zurkhyk  is  of  fifty :  that  of  Bajtle  hath 
thrcefcorc  andfoure;  and  that  of  Schdf- 
foufe^huh  but  twenty  fixe.  For  out  of 
each  tribe  or  company,  twelue  arc  taken 
for  the  great  councell:  except  at  TLurich^ 
where  they  elcd  eighicenc  of  the  NobL 
lity.  At  Zurich  alfo  each  company  giueth 
three  men  for  the  lefler  councell :  at  Ba- 
^tSchaffoufe^mo.  Next,in 
euery  of  thefc  citcies,  there  are  two  Con- 
luls  or  Bourgmafters,  who  are  the  cheefe 
and  Prefidents  of  councell.  Oucr  and  be- 
fide  thefc  two, at  Bafile  there  are  two  Tri¬ 
bunes,  who  arc  chcefe  in  councell  with 
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the  Bourgmafters.  Moreoucr,at  Zurich 
the  Noblemen  fend  fiXe  from  among 
them, to  the  lelfer  councell;  the  other 
companies  doc  fend  each  one  but  three. 

By  the  plurality  of  voyces,choilc  is  made  Hpwmaoi 
of  fixe  other  men, out  of  fuch  companies 
asrhecouncelldo  propofe,  to  fill  vp  the 
number. 

As  concerning  the  elecftionof  coun- 
eellers  (for  fo  will  wee  heereafter  call  the 
Lords  of  the  lelfer  councell)  it  is  done  in  * 
manner  following.  Euery  yearc,about  ,  -  , 

mid-Iune,andmid-Dcccmbcr3all  the  cit- 
tizens  of  l,urich  ^&mh\e  themfclues  to- 1  the  zmVt 
gether,  euery  man  in  1  lis  tribe  and  co'rti-i  ^eiftcr 
pany :  and  the  eleled:  a  chiefe  man,whbm 
they  call,  EttUJftmeiftcrj  that  is  to  fay, 

Mafter  of  the  tribe  or  company.  The  eii^ 
ftome  ofthefe  three  Gitties,is,  that  the 
companies  haue  two  Mafters:  but  one  of 
them  is  in  eftate  but  fixe  Moneths,at  the ' 
end  whereof,  the  other  fucecedeth  him. 
Ncuerthelelfe,  it  often  comes  to  pafle, 
that  hee  who^  was  Zuhfftmetftet  the  I 
halfc  ycare  before, is  cbofen'agaihe.  By ! 
this  mean^Sjthe  lefler  councell  is  ditiided' 
in  two  parts, to  wit,theolci  6encw.  Such 
as  haue  bcene  in  charge  the  fifft  fixe  Mb- 
neths,we  tcarme  them  ofthe  olde  coun¬ 
cell  5  for  although  they  be  called  Whe  the 
councell  is  hddc, yet  notwitftanding,it  is 
notalwayes  fb  done,  and  there  are  many 
matters  which  pafle  in  the  new  councell 
onely.  'i  "  -.tit 

The  great  councell  of  Bajtteis  diiiided 
in  the  fame  manner, atid'of  twelue  whfcl&’ S'®®* 
is  taken  from  each  company,  there  afe’BamrdiulLd 
fixe  of  the  new  councell  j  ahdfixe  oftHc  iHlikemaner. 
olde.  Befide’the^guttfftliietftCtS^;^  i 
lefler  councell:  of  Zurich  chufeth  one 
councellc'f  fpb!B  each  %t<he  companies  ? 
but  the  kffet  comift]i%(lsidfile  chufeth 
two*  Thefe  Gouiicdllers*  thus  cledcdi 
with  the  other  which  wb  haife  faid  to.bec 
‘chofen  extraordinarily  zt  Zurich,  are  di- 
iiidcd  into  two  bands\*  Whereof  the  ofie 
is  the  old  cOUAcef^and  the  other  the  nej^^ 

Thefc  twb' councels  arc  changed  eueric 
fixe  MGhct|iS'*^t  Zuri(h\  (b  that  at  their 
ending,  the ’  olde  councclh'eledcth  the 
new .  Ari&^/<?,  andat  Schaffoufe,  they 

continue  itiThe  eftate  a  whole  ycarc  to¬ 
gether.  ’  r*  ; 

The  clcffidh  of  the  cbhnccll  at  Schaf- 
is  made  on  the  morrow  after  Pen-; 
tecoftc :  and  that  bf  Bdfile,  oA  Satterd ay 

be- 
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men. 


before  ihc  foure  and  twentieth  day  of 
lunc.  At  Zurich,  the  gUttfftttteiftcrjEf 
are  elefled  by  thccompanics  in  their  hou- 
fes  of  meeting ;  then  the  councell  of  two 
hundred  confirmeth  this  eleftion ;  but  at 
BAjileykns  confirmation  belongeth  to  the 
oldc  councell.  The  voyce  is  giuen  openly 
git  Zurich,  and  fccrctly  at  SchAjfoufe^  For 
in  each  tribe  or  company  jcharge  is  giuen 
to  particular  pcrfons^tocollcdi:  the  voice, 
whereupon  they  all  come  to  them  in  or- 
dcr,and  tell  themclofcly  intheearcjfor 
whom  they  giue  voyce  to  be 

The  leffcr coti^ncell  affemble  at 
the  ofteneftj  three  times  euery  weekc,and 
(bme  whiles  (vpon  earneft  occafion)  four 
times.  The  old  and  new  councellers  of 
Zurkh^^ic  fcated  one  by  another,  &  fom- 
times  one  among  another :  but  at  Bdfile^ 
the  old  councellers  arc  aboue  the  young- 
er.Thcy  hauc  alfo  this  cuftomc,  to  with¬ 
draw  often  into  another  Halljtoconlult 
together^ .  After  refolution  is  taken, a 
coiinccller  of  the  firft  company,  repor- 
teth  the  aduice  to  the  new  councell :  and 
they  call  the  reporter  3©cn 

The  Bourgmafter ,  whom  .they  call 

as  much  to  fay,  as  Ma¬ 
tter  of  the  BoiirgeffeSj  is  Prefident  of  the 
old  and  new  couUccls.Thc  great  councel 
cledeth  him  by  open  voyce  at  Zurich-^  at 
Schaffoufehykcrct  voyce  j  and  at  Bajile^ 
the  olde  councell  firtt  elefteth  the  Bourg- 
maftetj  and  the  new  councell  the  yeare 
following.  The  Bourgmafter  is  in  ftate  at ; 
Zurich.fixeMoneths;  butatBafile  and- 
Schaffoufe,  a  whole  yeare  together,  and 
tiirnc' by'turne,  the  Bourgmafters  and 
Couiicellcrs  oldc  and  new  arc  changed. 
They  whom  at  Bafile  they  termc  ZlXtlSt 

mcillcrstjand  ;©bcrftetmeiftei:$  ^tzu^ 

rich  Us  much  to  fay,  as  Matters  of  com¬ 
panies  and  communities)  doe  fccond  the 
Bourgtnaftcrsin  tbek  authority. 

At  Zurich  there  arc  three, and  at  Balile 
two, who  with  thetwo  Bourgmafters  are 
called  the  foure  chiefe  &  principal  Lords 
of  the  city.Ninc  other  Lords  of  the  letter 
councel  at  Bafilc,arc  ioyned  to  thefc  four 
in  chcefc,  and  by  reafon  ofthe  number, 
they  are  called  the  councell  of  thirtccne. 
They  heare  the  caiifes  of  very  greteft  im¬ 
portance, and  deliberate  on  them  firftjbe- 
before  they  propound  any  thing  ro  the 
letter  councell :  and  therefore  they  may 
be  called  Prcconfultcrs,  or  firft  councel- 


lers.Morcoiicr,there  is  a  particular  coun- 
ccll  at  Zurich,  whom  wee  may  name  the 
Chamber  ot accounts,  fork  manageth 
publike  affaires;  and  is  compofed  of  eight 
councellers,  andbauethe  Bourgmafter 
of  the  olde  councell  for  rheir  Prefident. 
Then  is  there  two  Piirttc-bearers  or  Tre- 
furers,  andtheSuperinrendenrs  fortc- 
clefiaftical  goods  do  aflift  them,together 
with  foure  other  councellers,  two  ofthe 
oIdc,and  two  of  the  new  councell.  They 
take  knowledge  not  oncly  ofmonks  em¬ 
ployed  for  the  common-wealthi  but  of¬ 
tentimes  aUbjthc  younger  councellde- 
mandeth  their  aduice  in  cafes  of  impor¬ 
tance,  whereon  they  confult  a  while,  and 
then  giue  their  report  to  the  yonger  cou- 
cell. 

Tothefe  publike  counccls,  there  arc 
alwayes  two  Secretaries  aflifting,  with 
their  committees,  whenneccflicy  requi- 
reth.The  firft  and  chiefeft  is  cald 
ft]^tpbCIP,that  is  to  fay.  Secretary  of  the 
citty.  At  Zurich, the  other  is  called  JStl- 
bertti^tpbeV,  that  is  to  fay,  fiib-Sccreta- 
ry;  but  they  of  Bafile  call  him 
fci^tpbCCjthat  is,  Secretary  to  the  coun¬ 
cell.  There  is  a  particular  Secretary  for 
the  Chamber  of  Accounts  j  whom  they 
of  Zurich  call  laeci^enfcl^rpber.  Thee- 
ftateof  Secretary  in  thefccittics  ishono- 
rablq^and  of  great  gainc.In  regard  wher- 
of,  the  Gentlemen  ftriue  to  kcepe  it  in 
their  owne  power,  as  fildomeis  it  giuen 
to  any  other.Thefc  men  are  they  (among 
all  other)  that  know  the  lawes,  cuftomes, 
priuiledges,and  all  the  fecrets  of  the  com¬ 
mon-wealth. 

Next  to  the  counccls  publike,  aic  liu 
fticcs  of  the  citty.  1  here  are  tw  o  at  Zu- 
rich,cne  for  ciuill  caufes, 
gtlCl^tjWhich  was  in  ancient  times  vnder 
power  ofthe  Nunnes,  and  the  Abbeflc 
eleded  the  Lieutenant .  or  ch  cefe  man  in 
thatkinde  of  iuftice,  whom  they  called 
2)en  and  his  afleflbrs 

or  afliftantsrbut  now  the  eledion  bclong- 
cth  to  the  letter  or  yonger  councell.Their 
number  is  of  eight,  and  they  hauc  their 
Lieutcnant,Secondary  ,and  Sericant.  To 
them  appertaineth  the  knowledge  ofei- 
iiill caufes,  Debtes,  Hires,  Lendings, 
Borrowings,  Sales,  and  as  the  Swk' 
urs  vfe  to  fay,  they  iudge  HUUlb  etb 
bnb  Ct|^CUt  1  hercis  noappcalcfrom 
their  fentcncc :  but  if  there  happen  any 
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difficult  caufe,  they  fend  it  to  the  Coun- 
ccll. 

The  other  Iufticc 5  whom  they  call 

is  a  ludgement  of 
proceffc  andfiiitcs,  which  happen  for 
rents  and  yearcly  reuennues.  The  Secre¬ 
tary  of  the  other  luftice,  and  two  Lords 
ofthc  younger  councellj  ic  feemes  doc 
daily  affift  for  the  ending  of  all  (uch  diffe¬ 
rences  .  In  the  bigger  Baji/e  there  are 
two  fuch  kindes  of  luftices^and  a  third  in 
the  IcfTcr  That  Law  or  luftice  of 

greatefi  authority  ^  which  they  tcarme  al- 
fojaajs  ^tattgticljt^is  compofed  of 
ten  ludgcs ,  one  part  whereof  is  of  the 
councell,  and  the  other,  liich  as  the  peo¬ 
ple  do  name.  They  take  knowledge  of 
all  caufesjciuill  and  criminall :  but  when 
there  is  qiieftion  of  teftaments,  wilsy  cori- 
tradts^moniesborrowed^and  other  fuch 
like  things :  the  Prouoft  or  Lieutenant  of 
the  citty  fitteth  in  iudgement.  As  for  cau- 
fes  criminall^tbe  Prouoft  of  the  Empire 
iudgeth  them.  And  there  arc  three  Lords 
of  the  counccllj  who  do  purfue  criminall 
caufesjby  the  follicitation  of  onc^  who  is 
an  ordinary  Atturncy,  named  by  them, 

^nd  keepeth  compa¬ 
ny  with  the  ludges,  hauing  an  aduocate 
waiting  on  him. 

Thefe  iudgements  arc  done  publike- 
ly,and  hape  eight  open  audienccs,where- 
byall  are  permitted  to  be  there  prefentj 
to  hcare  and  fee  whatfbeuer  is  done.  But 
at  Taurich  and  at  Schaffoufeythenofi  coun¬ 
cell  doth  iiidgethe  criminall  caufcs.Ne- 
ucrthelefie ,  the  Bourgmafter  doth  not 
then  fit :  but  it  is  the  Prouoft  of  the  Em¬ 
pire,  whom  Epci^fttogt,  or, 
tCfjWbo  prefideth  and  colled eth  the  voi- 
Eucry  yeare the  counccll  chufeth 


ces 


foraeoncof  that  body,  to  exercife  that 
diarge.  Proceffe  andfuites  criminall  are 
handled  at  TLurich^  with  the  doores  faft 
fhut :  but  at  Scb^iffoufe  in  open  Court,  fo 
that  all  men  may  vnderftandche  accufa- 
tions  and  defences.But  the  counccll  com- 
mandeth  all  to  bee  abfent,  when  there  is 
queftion  of  pronouncing  fcnccnce.  The 
fecond  order  of  luftice  at  great  B^Jile^ 
iudgeth  not  but  in  cafes  of  fmall  impor¬ 
tance,  which  hardly  cxceedcth  the  fiimme 
often  pounds.  But  the  luftice  of  finallcr 
Bajtle^zih  a  ludgc  apart,&  taketh  know¬ 
ledge  of  all  caufes, except  of  criminall. 
There  are  two  Courts,  or  kindes  of 


luftices  zt  Schajfoufe  .  The  One  which 
they  call  is  law  or 

iufticc  for  debts ;  for  therein  onely  is  en¬ 
ded  differences  of  contrads,  debts,  and 
fuch  like  things.  And  if  the  funimc  where¬ 
of  queftion  is  made,  doe  amount  aboue 
an  hundred  crownes,  the  counccll  then 
takes  knowledge  of  it.  In  this  Court 
are  twenty  afTcffors  or  afliftants,  to  wit, 
oneof  each  Tribe:  moreouer, eight  o- 
-ther  pcrfons,chofcn  by  the  councell.  The 
other  order  of  luftice  is  named  2il0gt= 

that  is  to  lay, 

-luftice  for  fines  and  amercements :  be- 
•canfe  the  Prouoft  ofthe  empire jOr  Iiidgc 
in  caufes  criminall,  prefideth  therci  and 
condemneth  all  fuch  forfeitures  &  fines. 
There  are  twelue  aflefiburs  out  of  the 
twelue  Tribes,  and  who  are  of the  great 
councell.  Caufes  criminall  of  leflcr  im¬ 
portance,  are  debated  and  ended  in  this 
luftice  there  ^  as  light  iniuries, vulgar  out: 
rages,and  fuch  like.  But  when  wordes 
do  wound  honour,  and  the  wrong  is  not 
eafie  to  bee  diflembled  or  digefted ;  the 
knowledge  of  fuch  cafes  appertaineih  to 
the  lelTer  councell. 

Befide  what  hath  beche  faidej  thefe 
three  cittics  Haue  each’one  their  particu¬ 
lar  councell,  which  they  tcarme 
Ci^ojgric^t,  where  they 

-difeourfe  on  caufes  of  matrimony.  For 
after  that  the  religion  was  changed,  the 
counccls  ofthc  three  citties  eftablifhed 
one  councell :  wherein  were  a  certainc 
number  of  afliftants,  eleded  by  buplike 
fuffrages,  and  taken  out  of  the  oldc  and 
new  counccls,  and  among  whom  were 
feme  Diuines  or  Theologians  as  they  cal 
them.  Neuerthelcflc,at  Schaffoufe none 
of  the  Minifters  were  afliftants, but  onely 
(bme  learned  men  admitted  to  counccll, 
who  had  each  one  as  hisadiund,  fome 
Dodourof  thcLaw.  Thefe  ludgestake 
knowledge  of  all  marrimoniall  caufes : 
punilh  whoredomes  and  adulteries,  and 
haue  charge  to  obferuc  the  lines  &:  man- 

w 

ners  of  euery  one. 

Befide,  in  thefe  common-wealths, 
baftardsare  depriiied  of all  honours  and 
dignity :  nor  is  it  lawful!  for  them  to  bee 
fccneat  the  counccll,  nor  in  the  Courts 
of  luftice;  Trueitis,they  arc  not  guilty 
of that  ftaine  to  their  birch,  neither  can 
it  bee  denied,  but  chat  (oftentimes  J  ’ba- 
ftards  haue  wonne  more  commendations 

for 
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for  their  vertuesjthen  eucr  could  their  le¬ 
gitimate  brethren:  aswehauc  an  exam¬ 
ple  of  Jephtay2  ludgc  of  Gods  owne  pco- 
plc,But  to  bridle  the  leud  concupifccnces 
of  many  5  and  to  conferuethe  dignity  of 
facred  marriage :  Baftards  ftand  as  bran¬ 
ded  with  infamy, and  yrkefome  eye-fores 
to  well  ordered  common-wealths. 

Next,  hce  that  hath  not  dwelt  tenne 
yeares  within  the  citty  of  Zurich^  cannot 
be  chofen  to  be  one  of  the  publike  coun- 
celL 

Such  as  arc  borne  out  oi  Switzerland 
cannot  be  of  the  lefler  counccll  at  Schaf- 
foufe :  But  if they  be  Bourgefles  of  twen¬ 
ty  yeares  Banding,  they  may  be  brought 
into  the  great  councell,  ^  into  the  num¬ 
ber  of  the  fudges. 

I  will  not  tell  you  that  ftrangersarc 
vnworthy  of  thefe  honors:  but  it  isre- 
quifite  firB  ofall,  that  bee  who  ought  to 
haue  charge  in  a  common-wealth, (hoiild 
be  particularly  affedioned  and  obliged 
thereto ^and  afterward  be  well  skildcand 
feene,  in  the  lawes  and  cuftomes  of  the 
country. 

And  mc-thinks,  cittizens^  and  liich  as 
(from  their  youth)  haucbecnc  bred  in  a 
common-wealth  5  fliould  haue  more  ad- 
uantage  thercin,thcn  Bran  gets. 

Morcoucr,  there  is  nothing  more 
pernitious  to  common-wealths,  then  en- 
uics  and  defpights,  proceeding  from  fuch' 
aduancements  to  high  degrees ;  as  draw 
on  partialities  and  fadions,  the  danger 
whereof  cannot  be  auoyded,  when  natu- 
rall  borne  fubieds  arc  left  dcfpi fed,  and 
ancient  Families  contemned,  and  charge 
of  publike  Officers  giuen  to  flrangers,  6c 
men  of  no  merit. 

BefidebaBards  and  flrangers,aduke- 
rersjmurderers,  and  men  made  infamous 
for  any  crime :  arc(by  a  common  law)ex- 
cludcd  from  couaiceil  in  thefe  common¬ 
wealths. 

Publikc  eBates  and  conditions  are  of 
diners  kindcsin  thefe  common-wealths, 
and  in  great  number,  according  as  the 
citties  are  peopled  .*  we  will  make  menti¬ 
on  of  the  principals  onely. 

The  highefl  degree,  next  after  the 
BourgpmaBcrsand  ZUtlfifts^MaBers,  arc 
fuch  as  haue  charge  of  the  publikc  mo¬ 
nies:  who  are  called  in  many  places  of 

as  much 

to  fay, as  Treafurers  or  Purfle-bcarers.  At 
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Bajile  there  are  three,  named 
ten,  tl  lat  haue  the  keeping  of  the  cittics 
treafiircs.  Bcfidcs  them, there  arc  three 
other,  named  who  man- 

nage  the  monies  of  the  ImpoBs,  Cu- 
flomes,  and  yearcly  reuennues  of  the 
common-wealth  :  They  alfopurfue  cri¬ 
minal!  caufes, making  thcmfclucs  parties, 
bymcanesof  the  ordinary  Atturney.  At 
Zurich  there  are  mcn(almofl)  in  the  felfe- 
famc  charge, whom  they  call 

5  who  manageth  thetolle-monies 
of  Come  and  Wine,which  they  caufe  to 
be  gathered  by  their  committees.  This 
rolle  or  taxation  is  not  but  on  the  W  inc 
publikely  fold,and  on  the  Come  brought 
in  from  abroad;  but  for  the  wine  6c  come 
which  the  Bourgeflfes  cate  and  drinkein 
-their  houfcsjthey  pay  not  any  thing. 

Bcfidc  thefe  two  Treafurers  of  thcj 
common- wealth,  there  is  a  third  atZ^^-  TheTreaSi- 
rich^for  the  reuennues  of  the  Church,  6c;  [hestet^ 
he  is  called  Dcr  ilOCftCtett  Obman :  he 
gathcreth  eertaine  reuennues  of  the  Ab- 
beyesj  wherewith  the  Miniflets  wages 
arcpayedjthe  Churches  maintained,  and 
thepoorecherifhedorreleeucd,  and  the 
ouerplus  remaining,  is  referued  locale 
the  people  in  times  of  publike  nccccfli- 
tics.Some  yeares  pafl,thc  country  of  Z»- 
rich  hailing  beene  afflided  with  an  ex- 
trcmedear'thofvidluals:  theTccciucrfold  inlcrtuntty 
conic  at  a  meane  price  to  them  of  the  cit-  of  Zurich 
tyjand  to  mofl  part  of  the  Villages  round 
aboutjbought  with  the  referued  mony  at 
the  beB  rate, and  thereby  the  Subiedts  of 
the  Seigneury  were  greatly  rcleeued. 

Next  to  thefe, there  are  other  Officers, 
as  they  that  take  care  of  publikc  build- 
ings,  whom  the  French  call  the  pgbiikcbuiii* 

Germans  and  theyof^^- 

file^  becaufe  they  pay  the 

works  6c  workmen  that  feme  in  publike. ' 

Thefe  Suruayers  haue  charge  of  the 
waieSjGates^TowerSjRampiers, Bridges, 
Couduits,  and  other  publike  Hdifices: 
taking  order  that  they  fhall  bee  maintai¬ 
ned  and  kept  in  their  befl  ability.  Morco¬ 
ucr,  they  iudge  with  three  Lords  of  the 
councell  (who  are  their  adiunds)  fuch 
differences  as  happen  for  the  confines, 
Gutters, Channels,  W  indo  wes,  W  alles, 
and  filch  like  things,  6c  wherin  the  neigh¬ 
bours  are  to  be  guided  by  their  diredion 
in  their  building.  At  5^/^thercarcfiuc 
Seigneurs,  that  take  knowledge  of  thefe 
matters.  There 
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There  is  another  degree  of  them  chat '' 
cake  charge  of  vidliials.  Of  this  number 
are  the  vifirers  for  Brcad^  to  confiderif 
the  Loafe  carry  his  full  wcight3orno.  O- 
thers  view  the  Flelh  in  rhe  Butchery^  and 
aduifedly  obferue,  that  they  kill  not  any 
Bcaftjthc  flefh  whereof  is  bad,  and  dan¬ 
gerous  to  be  eaccp5  they  alfo feta  price 
vpon  the  pound,  to  fell  it  by.  Then  there 
are  foiiie  that  take  charge  of  Fillip  and 
heedfuliy  forcfcc,that  none  be  taken  whe 
they  arefpawny,  andhaueaneyc  belide 
to  the  goodneffe  of  all  other  Fifh  in  the 
Market.  Others  looke  to  fait  Fifhj  and  to 
the  Market  of  Butter  and  Cheefe,  how  it 
is  reafonably  fold.  There  are  fomc  other 
Officers,  whole  names  arefufficient  to  be 
noted :  as  the  Patrons  ot  v\  iddowes  and 
Orphaiies,  ^CftirmUDCgt^and  at  hdftU, 
TOeilTeni^erren :  The  Almoners  5  Vifi- 
ters  for  weights  and  incafures  ^Deputies 
for  queftioningoftnatters;  Comptrolcrs 
of  Ecclefiafticall  goods ;  and  Vifiters  of 
Schooles. 

Moreouer,  in  thefe  citties  there  are 
Schooles  very  well  ordered.  hiBaJilexs 
art  Vniuerfity  greatly  renowned,  cftabli- 
fhed  by  Aeneas  Syluius^  afterward  Pope, 
named  Piii^  the  fecond,  who  gaue  it  all 
the  fame  priuiledges,  rights,  and  immu¬ 
nities, which  the  Vniuerfities  of  Boulogne^ 
C  olongne^Heidelberg^Erdford^  Upfa  &  vi- 
ennehmQ.  Aeneous Syluim  lodged  at 
Bajile.dimng  the  time  as  the  councell  was 
kept  thcre.He  found  the  citty  fopleafant, 
the  ayre  fo  (wcece,with  fuch  commodity 
and  abundance  of  all  thingsj  that  hce  re¬ 
puted  the  place  apt  and  worthy  to  haue 
an  Vniuerfity  founded  in  it.  In  the  times 
ofour  anceftors,  and  our  owne  alfo,  this 
Vniuerfity  hathyeclded  many  wife  men, 
profefifors  of  the  tongues,  in  Philofophy 
and  all  Sciences, who  are  needlefle  hccre 
to  be  named.  NcucrtheIe(re,confidcring 
the  grearneffeof  the  citty,  and  the  fame 
of  the  Dodours  there  abiding,  there  are 
but  few  Schollers.  Beatiis  Rhemnus  ren- 
dreth  the  rcafon,and  faith ;  It  is  occafio- 
ned  by  the  fmalncflc  of  reuennues  be- 
longingtothis  Vniuerfity,  and  to  many 
Schooles  in  Germany.  As  thinking, that 
if  there  were  fewer  Schooles  and  Vniuer¬ 
fities,  they  would  bee  much  more  fre¬ 
quented  then  they  are.  There  is  not  any 
Vniuerfity  at  Zurich notwithftanding,e- 
uen  to  this  prefent  day ^  the  tongues  haue 


bcene  fb  faithfully  taught  there,  and  all  ( 
good  Sciences  and  Diuinityjthat  it  is  ve¬ 
ry  famous, and  highly  efteemed  among  all 
them  thatftudyDiuinity. 

Finally,thefe  three  citties  whereof  vve 
fpcakcjhaue  power  to  ftarnpc  andcoyne 
monie ;  and  therefore  there  arefordging 
Mints, and  Mafters  of  the  monies3whofe 
charge  is  to  take  order  that  the  money 
coyned  with  theftamp  of  the  citty,  ftiold 
bearc  full  weight,  and  be  of  a  good  allay. 
Each  of  thefe  citties  liath  her  mony  apart 
byherfclfe.  They  of  5^/^ do  coynethc 
fame  mony  with  them  of  Halfatia  oi' 
Bourgongnc\:mA  call  it  a  l^appCEmUUtJj 
in  regardof  a  Rauen,  which  feruethfor 
Armes  to  many  pceces  of  their  mony^ 
Fine  &  tvv’cnty  Sols  of  this  mony,  makes 
a  Florin  ofgold,  which  is  thought  to  va¬ 
lue  threcfcorc  erntzers.  AiSchaffoufe  the 
mony  is  of  the  fame  allay  &  price,  as  that 
ofthe  Empire.  They  of  Zurich  Ao  coyne 
Dallers,and  halfe  Daliers,  of  equall  price 
with  them  ofthe  Empire :  but  they  haue  a 
kindeof  mony,  which  is  their  owne  in 
particular,  whereof,  forty  Sols  makes  a 
Florin  ofgold;  They  ftampe  alfo  another 
fort  of  mony  which  they  c^Baches;^htt^ 
of  fixteene  makes  a  Florin.  • 

In  ranke  of  thefe  publike  charges  and 
of5ccs,we  may  fet  downe  the  W'  atch,  & 
fuch  as  take  care  for  prouifion  againft  the 
accidents  of  fire.  There  arc  two  fortes  of 
watch, befides  the  Sentinels  in  the  clock- 
houfesjand  the  Porters. Firft  theperpetu- 
allguardes  at  the  citties  coft,  who  keepe 
watch  cuery  night,  and  diligently  fearch 
through  all  parts  ofthe  citty,  crying  at  all 
houres  of  the  night .  Ouer  and  befide 
thefe,  out  of  each  company  are  taken  a 
certainc  number  of  BourgcffeSjwho  like- 
wife  watch  (according  to  their  turnes) 
with  their  Arme^.  This  double-guard  is 
not  done  for  any  feare  they  haue  of  ene¬ 
mies  :  but  to  auoid  the  inconiieniences  of 
fire,  and  to  take  order  alfo,  that  (during 
the  time  ofnight)al  maters  may  be  peace¬ 
able  and  quiet;  '  ' 

They  that  are  Committees,  to  rake 
care  of  dangers  concerning  fire,  when  a- 
ny  (iich  bappeneth  in  the  citty, maycom- 
mand  the  Carpenters,  and  other  men  of 
like  quality,  torunne  for  quenching  the 
fite,  taking  order  that  all  may  bee  done 
without  confufion,and  for  the  beft  fafety 
ofthem  that  haue  the  mif- fortune  ofthe 

fire. 
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What  the  or¬ 
der  is  in  times 
of  fire. 
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dinguidied 
into  diuers 
band^  in  mar< 
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What  care 
thcSwitxers 
hauc  of  the 
poore. 


A  colledion 
of  charitable 
alraes  for  the 
poorc. 


fire .  Moreouer^they  carry  an  eye  oucr 
the  watch  at  the  Gates,  and  on  the  wals  5 
Icftc  any  tumult  fhould  happen  in  the  ci-^ 
ty.  For  it  is  ordainedjthat  when  the  fire 
is  in  any  one  place,  a  certaine  number  of 
the  Bourgefles  (chofen  out  of  each  com¬ 
pany)  make  their  fudden  appearance  at 
the  Gates  or  Ports,  and  vpon  the  walks 
in  Armes .  Moreoucr,thc  whole  citty  is 
diftributed  into  certaine  bandcs,  cuery 
oncofthemhauinghisCaptaine  &En- 
iigne  to  It  (clfe,vnder  whom  they  go  mar¬ 
ching  in  excellent  order.  The  Bourgma- 
fter  betakes  himfelfe  to  the  Town-houfe, 
'  with  kmc  of  the  principall  coimccllers 
and  officers  of  the  Scigneury,to  aduife  on 
what  is  good  for  the  weak  publike.  And 
notoncly  Carpenters jMafbns,  and  their 
feruants,  but  Sikewife  moftof  theBour- 
gclTcs  mcete  together, all  labouring  indn- 
ftrioufly  to  quench  the  fire :  and  often¬ 
times  the  women  iBew  themfclues  of  no 
meane  courage,  in  bringing  and  calling 
on  the  water .  Befide,ifthe  fire  happen 
in  fome  Village  out  of  the  citty,  the  lufti- 
eftdifpofedof  cuery  Tribe  (whereof  elc- 
Jkion  is  made  for  the  purpofe)^do  mcetc, 
andiffuc  foorth  ?;ogctbcr,to  quench  the 
fire.  Thcyarceondudecibyoneofihc 
councell  Seigneurs,  who  is  lent  to  hclpc 
and  aduife  what  ismectefl  to  bee  done, 
but  moft  cfpecially,to  comfort  them  that 
hauc  the  lofle. 

We  hauc  already  told  you,  that  the 
Swuz^ers  take  great  care  for  the  poore. At 
Zurich^  and  in  fome  other  T ownes,  there 
is  a  daily  diftribution  of  almcs  to  all  the 
poorc  there,  as  of  Bread  and  PuKe-poc- 
tage.  There  arc  a  great  number  of  poorc 
Schollcrs  in  Zurich^  fometimes  forty,  o- 
thcrwhilcs  fourcfcore,  that  arc  thus  re- 
keuedj  fome  beftowing  garments, and  o- 
ther  needfull things  onthemalfo,  vfing 
the  poore  in  no  work  manner,  then  they 
of  the  Abbeyes  and  Couents  in  the  Scig- 
ncury  of  Zurich  zxt*  Vpon  the  Sundayes 
and  feftiuall  dayes,  an  almes  collcdion  is 
made  of  the  people ;  which  Monethly,  or 
at  cuery  two  Moneths,  by  men  chofen 
deputed  to  the  officcjis  diftributed  equal¬ 
ly  to  the  poore  in  the  citty,  and  fuch  as 
liuc  abroad  in  the  fields.  Bcfidc,  in  the 
Citties  there  arc  great  Hofpitals,  wherin 
needy  cittizensjagedjifnpotcrftjfickc  per- 
fons,orphancs,  and  many  other  arc  reke- 
ucd.  The  Scigneury  appointeth  diuers 


honeft  people  5to  haue  care  of  the  poorcs 
ncccfficics:  fuch  as  arc  the  M after  of  Hof- 
pitals^Pro«acrs,Rcceiucrs,&  their  Com¬ 
mittees  and  Comptrollers. 

Hitherto  wee  haue  (liewnc  you  the 
forme  and  ftategouernment  obferuedin 
the  ciccicsrbuc  ouer  and  bcfide  thcfcj  they 
hauc  authority  in  the  neighboring  coun 
tries, and  (among  the  reft)  the  canton  of 
Zurich  hath  more  country  iiirifdiaion, 
and  larger  Bayliwicks,  then  cyther  B^Jile 
or  Sch^ffoufe  •  But  in  all  the  Lands  and 
Scigneurics  belonging  vntotbefe  three 
cantons,  there  is  one  and  the  fclfc-famc 
order  of  gouernment.  F or  certaine  Bay¬ 
liwicks  are  gouerned  by  the  councell  of 
the  citty , in  fuch  manner,  as  the  Baylififes 
dwellin  ihccitty,andare  counccllcrs  of 
thecommon-wcaltbjand  yet  go  to  keepc 
Courts  in  the  Villages  .  And  if  there 
happen  any  criminall  fuite,  and  whereof 
there  is  defert  of punifhment  capitall,  the 
counccll  taketh  knowledge  thereof,  rhete 
arc  other  Bayliwicks  of  farre  larger  ex¬ 
tent,  and  thether  Bayliffes  are  fenc  with 
ample  power ;  fo  that  they  iudge  not  on¬ 
ly  in  ciuill  caufes,  but  oftentimes  in  <?ti- 
minall  occafions,  and  chaftife  malefac¬ 
tors,  according  to  the  greacnefle  of  the 
dcli^s.  iThcfc  Bayliwicks  haue  their  pri- 
uiledgcs  andancient  cuftomes:  fome  alfo 
hauc  law  and  iuftice  apart  by  ihemfclucs, 
and  are  adminiftred  by  Judges  chofen  out 
of  the  fame  places. 

The  Bayliffes  make  no  change  or  al¬ 
teration  (of  any  thing)  in  thefe  placcs^but 
they  leauc  to  the  inhabitants ,  all  their 
rights  fafe  and  found :  contenting  ihcm- 
felues  oncly  to  prefide  in  iuftice,  and  giuc 
fcntencc  according  to  the  lawes  and  cii- 
ftomes  of  each  Bay  liwickc.  The  canton 
of  Zurichh^xh  nine  great  Bayliwicks,  to 
wit, the  county  of  Kybourg^xhe  Bailiwicks 
of  Groningen ^AndeljingenySrtfenfee.  Egli- 
fow^  the  free  Vxo\xmcc^RegenJpourg^Fadi» 
Lmfen^<tti^  to  the  fall  of  Rhein* 
There  are  two  and  twenty  finall  Bayli¬ 
wicks  or  Caftle-lhips  bcfide :  in  fome  of 
wbicb,there  is  as  large  extent  of  ground, 
and  as  great  number  of  men,  as  in  fome 
of  the  greater  Bayliwicks.  Moreoucr, 
bcfide  thefe  Bayliwickes ,  two  pkafant 
Townes,  namely  Wincerdner  Stein^ 
arevnder  the  protedion  of  Zurtchs  can¬ 
ton  .  1  he  Officers  of  iuftice  are  in  the 
fame  Townes ,  but  the  inhabitants  arc  ty- 
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cd  in  obedience  to  the  Seigneury  of  Ztf- 
rich ^to  obey  their  lawcs,and  to  go  to  war 
for  that  Canton  5  invrhich  rcipcft,the 
two  Townes  haiie  their  fcucrall  Enfignes 
by  themfeliies- 

Thc  Bayliwicks  belonging  to  the  Can¬ 
ton  of  are  the  CalUe  of  Farnjperg^ 
feated  on  the  top  of  a  Mountaine  aboue 
Rhinfeld  5  Wdbourg^  a  fmall  towne  on  the 
Mount  lura ,  which  they  tearme 
I^OtOniftcin^in  regard  of  the  Rock  there 
cut  in  fimdcr  j  Uomheurg^  MunchmUein^ 
zniRamfiem. 

Schaffoufe  hath  the  nib  ft  part  of  the 
country  of  clecgoew^zW  about  hajile^  and 
fendeth  Bayliffesand  Chafteltaines  into 
the  Bourroghs  and  Villages  on  it  depen¬ 
ding.  r 
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C^the publike  ejlate  arid  gouernment^  of the 
Townes  of  Berjte^Lucerm^Frihourg^and 
SoUeurre  :  which  are  not  diulded  into 
Tribes  and  Companies ^as  2»urichy  Bafky 
andSchajfoufeare.  * 
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^he  Jwords  as 
*«cyarc  wrif- 

jeninchcLo- 


e  haue  already  faid,  that  the  fe- 
cond  kindc  of  publike  gouern- 
mentjis  confidcred  in  Rich  Townes,  as 
arc  not  diftribuced  intoccrtainc  Tribes 
or  Companies  3  out  ofwhich  arc  equally 
chofen^the  Lord  &  Seigneurs  appointed 
for  Counccll  and  lufticc.  In  thefe  towns 
they  that  arc  foucraigne  Magiftrates,  or 
Heads  of  publike  Gouncell^arc  called  jElU 

The  old  Aliemanvfoxdi 
is  found  in  the  Lawes  ofthc  Lombardesy 
where  it  is  mittcnySchuldahls.  It  feemcih 
that  the  word  came  ofdcbtj  which  the 
Switzers  u^xmcSchuldyZndi  ofeomman- 
cing ;  as  much  to  fay,  that  the  Schuldah/s 
commands  the  debters  to  fatisfic  them  of 
whom  they  borrowed.  And  in  this  fence 
it  is  found  written  in  the  Lombards  lawes, 

vndcr  the  title  of  debts  and  wagcs,in  thefe 
words. 

Jfa  free  man  who  is  a  debterjhath  nothing 
elfe  wherewith  to  make  fatisf&Fiton^  hut  his 
ownepriuateCattell^as  Horfes  and  Oxen  for 
labour ^or  Kine  to  the paile:  then  he  that  chal- 
lengeth  or  demandeth  the  debt  f hall  go  to  she 


The  words 
out  of  King 
Luicprandcs 
lawcstothe 
faniec&^S:. 


A  lodge  that 
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Schuldahis^  and  intimate  thecaufe^giumg 
him  to  ^nderflandi  that  his  debter  hath  no¬ 
thing  elfe  to  make  repaiment  wtthall^  but  the 
matter s  aboue  rehearfed.  Then  the  Schulda- 
his  is  to  make  feiz^ure  on  the [aid  Cattell.^c. 

The  fame  word  is  found  alio  in  the 
twentieth  title  of  King  lawes, 

in  fignificanc  tearmes,  as  folio  weth.  ifa- 
ny  man  haue  a  caufe  or  fmte^  and  do  appear e 
before  his  Schuldahis  to  demadiuUtce ;  if  in 
cafe  that  the  Schuldahis  do  him  not  iuUice 
within foure  homes  afterfoUowing  (if  both 
the  parties {land  bound  to  anfwer  before  him) 
Inmfelfe {hall pay  to  the  demanderjixe  Sols  y 
and  to  bis  Judge  fixe  Sols* 

VVemay  pcrcciuehccreBy,  that  the 
yfjoxi  Schuldahis  fignified  (  among  our 
graue  Ancients)  a  ludge,  that  gauc  fen- 
tence  vpon  differences  concerningdebts, 
made  leucyon  the  debters  goods j  and 
compelled  them  to  pay  their  creditors. 
Ncuertheleffe,  there  was  no  iiiflicc  fo 
high,  but  hcc  flood  in  fubiedion  to  the 
county .  At  this  day,thc  name  is  in  fre¬ 
quent  vfc  among  the  Princes  of  Germany: 
fo  that  the  ludges  of  Townes  and  Villa¬ 
ges  haue  no  other  name.  Amongthc 
Switz*ers\x\%  more  honourable/or  in  the 
forenamed  townes,  the  Schuldahis  is  lord 
ouerall. .  Thefoucraigne Magiftratesof 
Townes  among  the  Switsjersfomz  haue 
thought  were  called  Confuls,  in  imitati¬ 
on  of  the  Romans:  others  hold  opinion, 
that  Bourgmafters  S chuldahis  ow^t 
to  be  called  Preftors .  For  mine  o  wne 
part,  I  call  them  Confuls^that  are  Prefo 
dents  in  publike  eounccLThc  French  call 
him  an  Auojer^  whom  wc  tearme  Schuld- 
thefi^ 

Now  as  concerning  the  Towns  wher- 
of  we  fpcakjthcy  arc  not  diuided  by  com- 
panics  and  trades, bccaufc  there  arc  law^s 
which  prohibite  them  fromfo  doing.  But 
although  the  forme  ofthe  Common- 
welths  of  Zurich  and  Berne  arc  different: 
yet  the  one  ftands  bound  to  fuccourthe 
other  reciprocally  jto  maintainc  and  con- 
ferue  the  eftate,  fuch  as  is  cftabliflied  in 
cythers  common-wealth.  In  the  meane 
whilcjthe  trades  that  arc  at  Berne y  Lucer* 
ndyFrihourgyTxxA  So/leurrdy  haue  houfes  c- 
ftablifhed  formecting,  for  knowledge  of 
the  beftand  cheefeft  workmen,  but  not 
for  the  elcdion  of  Magiftrates .  They 
tearme  thofe  Officers  by  the  name  of 
cSfcllfc]^a(ftni>and  notEunfften. 
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Inthefc  Townes  there  arc  two  pub- 
likccouncels,as  at  Zurich.Bdjile^iL  S  chaf- 
foufe great  and  ihclefler.  The 
great  councell  of  Berne ‘vs  of  two  hundred 
men^as  at  Zurich^  although  it  hath  more 
then  two  hundred  councellcrs.  The  leffer 
councell  of is  of  fixe  and  twenty. 
At  Lucerm^  eighteen  counccllers  do  go- 
uerne  the  eftate,  during  thefpaceof  fixe 
Moncths,  and  cighccenc  other  fixe  Mo- 
ncthsjor  the  reft  of  theyeare.  To  cleft 
ihtcomctWoi  Berncy  the  proceeding  is 
in  this  manner. 

The  third  Ferics  before  Eafter  day, 
thefoure  Banderetsof  thcTowne,  doc 
chufc,and  take  with  them  fixteenc  Bour- 
geffes j  the  worthieft  and  beft  efteemed 
men  of  all :  then  thefe  twenty,  with  the 
Auoyer^io  cleft  the  great  counccll,whcr- 
forc  \vc  may  well  call  them  Elcftors.Firft 
ofalhthey  confider  and  examine  exaftly, 
the  hues  and  manners  of all  them  that  arc 
to  be  of  the  cdunccll  of two  hundred;  and 
if  any  one  of them  hath  fbylcd  his  digni¬ 
ty  and  reputation,  with  any  bad  or  villai¬ 
nous  afte  5  theydepofe  him,  and  in  the 
placc,as  wel  of  the  depo(cd,as  of  the  ded, 
they  chufe  another, whom  they  do  better 
like  and  allow  of.  In  meane  whilcjthcir 
cleftion  remaineth  fccret,  vntillTbccuc- 
ning  of  the  day  before  Eafter,  &  then  the 
Officers  goe,  and  fignifie  to  all  them  that 
are  cleftcd  for  the  great  and  lefl’er  coun- 
cels :  that  they  arc  to  mccte  on  the  mor¬ 
row  morning  in  the  Towne-houfe.  • 

T  he  firft  Feries  after  Eafter^  the  Seig¬ 
neurs  of  the  counccll  do  aflemble  in  their 
houfes  of  meeting,  and  afterward  they 
conduftthem  to  the  Towne-houfe,  that 
are  newly  fet  downc,  to  be  in  number  of 
the  two  hundred,  and  then  all  the  Magi- 
ftrates  are  elcftcd.  The  cleftion  ended, 
the  Bourgeffes  go  to  feaftin  their  houfes, 
and  after  dinner  3  walkcfoorth  into  the 
fields ;  excrcifingthcmfelues  there  in  lea¬ 
ping, running,throwing  the  Barrc, Stone, 
and  other  paftimes.  But  the  Auoyer  goes 
againc  to  the  towne-houfe,  accompanied 
with  the  twenty  Eleftorsj  and  there  they 
cleft  the  councellcrs,that  are  to  be  of  the 
Icffcr  counccll.  On  the  morrow,they  are 
named  to  the  counccll  of  two  hundred, 
and  after  that  their  cleftion  is  approued, 
they  goe  and  fittc  downc  in  their  places. 
Nowin  regard  that  the  counccll  oiLu- 
doth  command  no  longer  time  the 


fixeMoneths  oncly:  the  cleftion  of  the 

Seigneurs  both  for  thclefle  and  greater 
counccll,  is  made  twice  yearcly,  if  there 
be  any  vacant  places,  and  that  is  done  a- 
bout  mid-IunCjand  mid-December.  The 
new  counccllers  are  taken  from  the  IcfTcr 
counccll,  that  gouerned  during  the  fixe 
precedent  Moneths. 

The  Auoyer s  or  Confuls,  who  are  a- 
bouc  the  other  Seigneurs,  are  cleftcd  by 
the  Icflc  and  greater  counccls,&  by  com¬ 
mon  voyccs.The  authority  of  the  Auoyer 
at  Z»w;^4,laftcth  but  a  ycare,and  a.ycars 
at  Berne :  but  yet  in  fuch  manner  .that  the 
voyccs  arc  yearcly  taken  for  him,  and  hcc 
againc  cleftcd .  Next  to  the  Auoyers  of 
^erwhcprincipall  men  in  the  common¬ 
wealth,  arc  the  fourcBandcrcts,chofcn 
out  of  fourc  companies  of  trades-mcn 
Qnely,or  men  of  handy-crafts,  to  wit, 
Carpeniers,Currycrs,  or  Lcathcr  drcf- 
fers  (who  are  diftributed  in  three  parts) 
Bakers,  and  Butchers. 

The  Townc  of  Berne  isdiuided  into 
foure  parts,  which  are  committed  (each 
one  ofthem)  to  thefe  fourc  Bandcrcts; 
who  view  and  oucr-fee  the  Armes  of  all 
the  Bourge{res,andprouide  for  the  affairs 
ofwarre.  They  continue  in  their  charge 
the  (pace  of  foure  ycares;  but  cucry  ycarc 
on  the  fame  day  as  the  Auoyer 'is 
they  refigne  their  eftates,  and  dcliucr  in¬ 
to  the  hands  of  the  chc.cfe  Vfherof  the 
Scigneury,  their  Enfignes,  and  all  the  o- 
thcr  markesof  their  dignity ,  which  arc 
laidc  on  a  Table  before  the  Auoyer 
the  counccll ;  and  then  the  great  and  Icf- 
ler  counccll  giucs  their  voyces,  concer¬ 
ning  the  Banderets.  If  one  of  them  hauc 
continued  in  his  charge  fully  fourc  years, 
or  is  preuented  by  death,  another  is  plan¬ 
ted  in  his  place :  but  yet  it  is  thus  conditi- 
onallydone,tbat  if  the  dead  did  not  finifh 
his  foure  yearcs,  his  fucceflbur  muft  ac- 
cotnplifh  them  in  the  nature  of  a  fubfti- 
tutc,  and  afterward ,  execute  the  fame 
charge  foure  oilier  ycares. 

In  all  the  Townes  of  the  Switsi^rs, 
the  dignity  of  Purffe-bcarersor  Treafu- 
rers  is  great.  Some  whiles,  the  time  of 
their  charge  is  not  limitted  at  all;  but 
they  continue  in  that  eftate,  fo  long  as 
pleafoth  the  counccll,  and  thcmfclucs  al- 
fo.  There  arc  two  of  them  at  Bernetihc 
one  recciucth  the  rcucnnucs  of  the 
Towne,  and  of  the  Allemnigne  country: 

the 
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Two  Treafti- 
rcrs  ac  Berne, 

and  tbeir 
charge. 


the  Other  is  for  the  Romanc  country,  be- 
caufe  hee  receiiicth  the  reuenmies  which 
the  Scigneiiry  deriiieth  from  the  coun¬ 
tries  of  and  of  Sauoye.  Thofe  men 
which  we  haiiefo  lately  named  Anoyers^ 
Bandercts,  and  Treafiircrs,  with  one 
coimcellcr  ofthe  two  hundred,  are  called 
at  Berne.,  which 

is  as  much  to  fay^  as  the  fccrcc  or  priuy 
councell .  For  to  them  (before  all  o- 
ther)  mattersof  moft  fecrecy,  ofeonfe- 
qiicnce,  and  which  concerne  the  whole 
Common-wealth,  are  reported  and  tru- 
fted. 

After  that*  the  abouenamed  Magi- 
fttates  haue  becne  cledtcd^^jand  confo- 
med  by  the  leffe  and  greater  Councels; 
jConceming  |  aduice  is  vfed,  concerning  other  pubiike 
fc^othef^^ub-  which  is  doneinfbme  of  thofe 

flic  OfiLrs.  I  Townes  the  very  fame  day ,  and  on  the 
morrow  mothers.  ^ 

As  for  thofe  eftates  that  haue  not  any 
dignity  ,35  Serieants,Execitters  of  iiiftice, 
Meffengers,  Watches,  and  other  fiich 
like  charges :  ordinarily,  the  lefler  coun¬ 
cell  beftowes  diem  of  fuGh,asthey  know 
mceteft  for  them.  .  ! 

_  i  .The  Bernians  hold  this  properly  to 
Thcclcajon  themfeUics’,'  as  concerning  eledtion  of 

atBcrncfo^- ,  j tfacir  counceliers,  that  they, will,  not  rc- 
cciue  any  perfoo  into  the  Icffcr  councell 
Ijf  he  be  not  borne  within  the  Towhe.  In* 
.elder  times,  if  the  Ibnncs  of  cQunccilcrs 
were  borne  out  of the  Towne^they  could 
jiot  attaine  to  the  fathers  dignity. .  Now 
adayes,  whenifome  counceHcrs  are  abr  1 
fehjt,  about  pccafions  of  the  we^fc-pubr  | 
likc3andfor.the  go^uefningof  Tome  Bay 
liwicke :  if  they  happen  to  haue  any  chit 
dreiij  they  are  reputed  as  borne  in  the ! 
Towne .  For'  the  great  councell,  they  j 
may  hce^  eleiSicd  that  are\borho  oimof  I 
Berne:  prouided  that  they  be  jBcurgeffcsi 
haue  ho.ule^aUrthc  Townc,  and  arc  iflued 
ofthe,  country,  oftof the  confe- 

oTthe  Cantons .  ...For  mo4iian 
Ts-regeiued  into  the  >councell>ofthe’two  : 
hundred,  if  :hc  be  borne  ovXiohSmtur)- 
M :  and  the  fame  is  in  praftife  at 
tkh:t  as  we  haue  already  declared.  In  like 
m  anner,  baftard^*,'  and  people  of  infa¬ 
mous  notc,arequite  excluded  from  coil-* 
cell.  ■ 

-  .  -  -  V.  ' 

;  ;  There  are  three  Courts  or  Benches  ■ 
of  iuflice  at  Berne,  all  the  ludgcs  where- 
of,  are  eleilcd  by  the  Bandercts  ScTrca- 


thc  IcfTcr 
councell. 


Ele^ionof 
them  fof  the 
great  Gounccl 


Th#  ordiaaty 
manner  oflu* 

ftice  at  Berne. 


fiircrs,  and  are  confirmed  by  the  leCfer 
councell . 

The  firft  Court  of  iufticc  is  cMIed, 

-  The  Auoyer  pfcli- 
deth  there,  but  the.checfc  Vfher,  whom 
they  call  ©er  3Cdf|  iDeibel^dothCal- 
mofl)  daily  kcepc  the  place,  and  hath  12. 
Afriftants,  towit,thclaftman  eleded  of 
the  foure  Bandcrets,one  of  the  Seigneurs 
of  the  leffer  councell,  and  tenne  ofthe 
great,with  one  Secretary,  ahd.two  Offi¬ 
cers.  They  take  knowledge  of  debts, in- 
iiirics  &:oucragcs  of  flender  confcqiience, 
as  if  one  man  gitic  another  a  box  on  the 
eare,or  giiies  fome  words  to  his  difgracc. 
A  man  may  appeale  from  their  fcntencc, 
to  the  leffer  councell,  and  ftom  them,  to 
thefixty  men,  which  is  a  councell  com- 
pofed  of  Seigneurs  ofthe  leffer  councel, 
and  of  fixe  and  thirty  councellers  of  the 
great  councell.  From  the  fixty,appcale 
may  bee  made  vnto  the  generall .  The 
fudges  doe  affcmblc  cucry  day  to  con¬ 
clude  caufesj  onely  Tuefday  excepted, 
which  is  the  Market  day. 

Thcfecond  Court  of  iufticc, iudgeth 
the  appellations  ofthe  country  of  Sau&yx 
and  therefore  it  is  commonly.callcd,  the 
Court  for  ftrange  Appellations; 

Hlttt)  3ippeilat J  )  The  Piirffc- 

bearer  or  Treafurer  ofthe  country ,fittcth 
in  Hidgemcnt  thcre^  &  bath  ten  afiiftants, 
tetwititwo  rSeigneurs  ofthe  leffer  couri- 
icell, and  eight ’of  the  great,!  with  one  Sc- 
crietarie  arid  an  OfficerhThey  end  all  the 
appcalesTot  the  country^  of  Sausycy  and 
giue  atidieuce’>to  parries  at  allriraes,and 
asofee  as  they  defire  it.Notwithftanding; 
ihek  ordinary,  vfe  is  to  meete  after  the 
day  of  Noiiember,  vncill  the 

Moneth  of  December.  Allthey  of  Sau^ye 
come  thethteto  the  appeilarions,  they 
bncly  of  Lkiffmna  dxcepted :  but  at  ^ery 
twoiycarcs&ithc ’Treafurer .commeth  to 
Lauf^nm  afliftants;  and  there 

detideth  ihecaufes  of  appeale.  t  . 

:  The  thk4Cx3iirt  pr  birildi6l:ionv^ 
inowlcdgc^^iTmatrimoniall  caufes.  Iris 
jlw  Confiftofy;^  where:. th5£TC  are  eight 
ludges;  two  of  the  leffer  councell,  who 
prefideorgiue  fcntence  there  (ttirnc":by 
turbe)  from  two  Moncths  to  two  Mot 
ncthsjtwo  Miniftersof  the  Churebdoure 
of  the  great  councell,  and  they  haue  a 
Scctctary  or  Clearkc  j  vand  an  Officer. 
They  aflcmblethrcc  times  in  the  wceke, 

E  c  2 _  namely, 


Tb'e,  firft.' 
Court  of  lu- 
fticc,  bow  and 
what  caufes 
arc  therein 
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•»  -  *■ 


The  ordinary 
meeting  of 
the  Court. 
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The  Iknltati- 
on  ot  their 
iiuchoricy. 


Two  Courts 
of  iuitice  at 
Xucerna,  and 
what  caules 
are  cenfu- 
rcdinthera* 


Criminall 
caufcs  con¬ 
cerning  life 
and  death. 


How  they 
proceed  in  ca* 
fes  of  death. 


>1  - 


In  the  Bayli- 
^tckiof  Bern 


Of  the  Bayli- 
wicks  belong¬ 
ing  to  them 
of  Berne* 


namely jOn  Monday 5W  cnfday,  and  Fri¬ 
day  ^tbcn  they  confider  not  oncly  on  ma- 
trimoniall  caufes,but  alfo  cenfurc  fuch  as 
^iuc  fcandales,and  put  in  pra£life  the  dif- 
ciplinc  ot  the  Church.  Moreouerjthefc 
men  and  the  ludgesof  the  firft  court  of 
iufticc,  doc  hold  ineftatc  buthalfe  the 
ycarc^and  are  changed  about  Eaftcr,  and 
Ukewife  about  the  end  of  September. 

They  of  LucernA  hauc  two  courts  of 
iuftice,the  one  they  call  2)^15  t®UCl)Cll=s 
gticl^tsbccaufe  the  ludges  do  meetc  cuc- 
ry  weeke,  and  decide  al  fuites  proceeding 
of  debts  and  contra(i)ls.  The  other  is  cal¬ 
led  jaas?  nua  grici^t3thc  iufticc  of  nine: 
for  nine  ludges  take  knowledge  of  iniu- 
rics  and  outrages^  and  accordingly  inflift 
punifhmcnt.Therc  is  not  any  Confiftory 
2^1  Lucern  A  at  Fribourg^ot  So  Ueur- 

re:  becaufe  they  are  Catholiques,  and 
fubicd^ccd  to  the  iurifdi(5lion  of  Bifhops, 
by  whofe  Officials  the  caufes  concerning 
matrimony  arc  debated.  "  ' 

As  for  criminall  matters  capitalljthere 
are  not  any  particular  ludges  thereto  ap- 
pointcdjiieyther  at  Berne^nox  LucernA. 
But  when  queftion  is  made  concerning 
any  ones  life,  the  great  and  fmaller  coun- 
eelsitake  knowledge  thcrcof>and  iudge  iti 
The  Auoyers(\tvci  cheefcft^uthority,and 
cenfure  on  the  matters.  After  fcntcncc  is 
rcfblued  on4tBerne^  the  Anoyer  goes  and 
fits  ina  feate  of  iiifticCjappointcd  in  (bmc 
erriinent  part  of  the  Townc,;  emiironcd 
with  Officers  of  the  Seignepy.  Then  the 
Glearke  or  Secretary  readethout  aloiid 
theconfeflion  of  the  offender,  &  the  Ici^ 
tcncc  giueh  againft  him.  Afterward  the 
Auoyer  cnioyncth  the  hangman  to  exe¬ 
cute  the  fcntencc,  and  eoinmandeth  the 
condemned  perfon  to  bee  deliuered  t6 
him.  At*iC/#rer»4j|thc  councelldo  iudge  in 
criminall  caufcs3of  all  the  Bayliwicks,and 
all  the  Malcfaftofs  arc  punifhed  within 
thcTownc.  :  But  in  all  the  Bayliwicksdf 
Berne ^ihcxc  isjufticc  apart  by 4t  felfc> 
which  they  call  andtbe- 

therthe  ludges ofall  the  Bayliwicks  arc 
called,  and  giuc  their  aduicc  in  prcfcncc 
of  the  Bayliwicksjwho  prefideth:  and  yet 
in  fuch  fort, as  the  counccll  of  Berne  may 
approuc,  or  change  the  fcntcncc,  if  they 
thinkegood.  ' 

The  BerniAnshzuz  many  Bayliwicks,& 
arc  the  moftpowcrfull  Seigneurs  of  the 
Leagues.  Info  me  they  fpeakthc  Alkman 


Aintnaji 

of  the  Vale 

ofHjfclI. 


TheBaylift 


^Thccoopi- 


or  GermAnexoxi^z  5  in  other  the  Romane 

or  SauoyAn.  Among  the  All^mAn  Bayli- 
wicks,  there  arefourc  depending  on  the 
Townc^and  arc  cuen  as  Subburbs  there- 
to :  whereof  the  foure  Bandercts  arc  Bay- 
lifFes,and  if  they  were  to  goto  war,thofe 
Bayliwicks  march  vndcr  the  Enfignes  of 
thefburc  Bandcrcts.Morcoucrjthere  are 
feuen  and  twenty  other  bcfidc,to  wit,  the 
vale  of  Hafe/l.yjvhkh  hath  an  AmmAn^  out 
of  the  body  of  the  inhabitants,  but  hce  is 
cleiScd  by  the  coiincell  of  Berne ^  Sc  there 
rendreth  an  account  of  his  charge.  Fn* 
derfie  is  a  Towne  fo  named,  becaufc  it  is 
at  the  end  of  a  Lake :  thetber  is  an  Auoyer  j  The  Auoyer 
fcntjbuthcisofthcTownecf  Berne Ahz 
vale  of  SimwA^Doih  high  and  low,do  call 
their  Bayliffcs  ^cl^ac^tianlltthat  is  to 
fay,CaftiIians.  Frutingen^SAne  and  Aelen^ 
do  name  their  Bayliffe,Goucrnour.  Lau- 
fen  and  Thun  arc  in  the  fame  condition  as 
Vnderfie, 

Nexttothefe,  vet  Signore  ^"TrAchfeU  . 

uAld^vci^  the  Riuers  of  the  vale  of  Enme,  ^ 

BrAndis^  thatrecciues  hcrBayliffc  from 
the  Lord  of  the  place :  but  he  is  numbred 
among  the  Bourgeffes  of  Berne*  Surmf^ 
where  the  Maftersofthc  *Teuto* 
wr^Sr^OrdereftablifhcdaBayliffc.  Burg- 
dorff  and  PyrneBic  are  gouerned  all  alike,  chano. 
as  V'nderfee'^  LAndhoutt^  Arberg^  Nidow^ 

Erlach  ^BifpiS^Wange^  Arwange^Arbourg^ 
BiberBam^Schenkenberg,  and  Lentx^bourg* 
Morequer,  there  arc  uircc  free  Townes 
in  the  country  of  Ergove^  vnder  the  Seig- 
TitmyohBerne^o  mt^Zofinge^  Arow^  and 
£r^^.TbcrC  are  eight  Rornan  Bayliwicks, 
zsn2itnt\y^  ^Auanche$,  Modon^  Tuerduny  ^M^^'' 
Laufanna^Udrges^NygnfirbeyAi/Ie  and  Ve-' 
^i4j^.Bcfidc,thcy  of  B&pe  and  of  Fribourg 
hauc  foure  Baylhvickcs in  common;  as 
Mort^Schuartz^enbourgy  Cranfon^Sc  Cha- 1  jneoni* 

whether  they  fend  a  Bayliffc  fuccef-  snon 
finely  atcucry  5.ycarcs  cnd‘.*fo  that  ifthd 
Bayliffc  bcof  Berpe^his  caufes  of appeale 
goc  to  where  the  rcafons  of  the 

Bayliffc  arc  examined  I  There  are  Prd- 
uofisbefidc,forthegoucrnmcnt  of  Ab- 
beyes.Thc  had  nine  in  the  ASe- 

;w4;?^country,fixc  wherof  held  iurifdi<3i- 
on,ahd  three  in  the  RomAne^omttyE 

They  of  . hauc  oncly  two  out 
of  the  Towne,  as  at  IViken^  and  at  Senh 
pach :  but  hce  of  Sempdeh  htMh  no  other 
authority  in  the  place, but  only  the  fuper- 
intendcncy  of  the  Lake^  and  of  the  Fifh. 
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Rowland  who 
the  Italians 
call  Orlando. 


Monies  coy- 
Qcdbyall 
ihcfc  townes. 


As  for  their  other  BayliwjckSj  they  arc 
gouerned  by  {bme  of  the  Seigneurs  of 
the  councell.  Thofe  Bayliwickes  arc 
WHlifon^  the  V  Aq  oi  EntltbiKh  y  Roterl- 
bourgy  Hiibjpoiirg^  Berone^  and  the  neigh¬ 
bouring  countne,  which  they  calh 
lampt:  xMeriftidnde^  that  hath  this  priiii- 
iedge,  to  chafe  for  Bayliffe^  one  of  the 
Seigneurs  of  councell  in  Lucerm^  euen 
whom  they  lift ,  except  tlie  ’  Auoyer : 
Weggtf^Ebkon.Horbe  and  Krknt7:„Moit- 
oucr,the  two  Townes  of  Surfey  and  Se?nr 
pach^  areintfje  protedionof  the  Lucer- 
nims  :  Neiierthcleflc ,  they  haue  their 
councell  apart  by  themfeluesj  who  iudge 
in  caufes  both  ciuill  and  criminal!.  But 
the  of  Surfey^  giucth  his  oath  to' 

them  of  Lucerm.  He  of  Semp^ch  is  ele- 
ded  by  the  councell  at  Lucerm :  but.he  is 
in  number  among  the  cictizensof  Sem- 
pack. 

The  law  oflikencfTc  or  equality ,which 
the  Latincs  tearmed  Ley:  Tdionis^  isas 
yet  vfed  (in  (brae  fort)  o^iLucerm,  For  if 
any  man  kil  a  citizen  of  the  place,althogh 
he  did  it  vpon  iuft  occafioiijhauing  beene 
prouoked  thereto  by  the  otherjand  in  de¬ 
fence  of  his  ownebody :  yefif  hce  be  ta- 
ken^they  finite  off  his  bead  5  or  if  he  flye, 
he  is  banifhed  for  eiier.  But  if  he  make 
fatisfadion  to  the  children  or  kindred  of 
the  dead,  and  caufe  themtogiuc  ouerall 
purfuite;  heemay  obtainc  leaueof  the 
councell  to  come  againe  into  the  towne. 

Among  all  the  Switz^ersyihcxt  is  not  a- 
ny  but  them  of  Lucerm,  that  make  vfe  of 
Bralfe  CornctSjinftead  of  Trumpets.The 
crooked  Cornets^which  they  cal 
j^oener  ^giues  a  frightfull  found.  The  Ro¬ 
manes  al(o  made  vfo  of  Cornets  in  warre: 
and  thcreupon,thcy  that  founded  or  win¬ 
ded  thofe  Cornets 3  were  called  COJUl- 
ClttfS?'  The  men  of  Lucerna  fay,  that 
Charlemaigne gaue  thofe  Cornets  to  the^ 
bccaufe  they  carried  themfelues  valiantly 
in  a  warre  which  he  hadagainft  thei'^r- 
rauns^  and  that  Rowland^  a  Lord  very 
highly  beloued  of  Charlemaigne  in  thofe 
times,  ferucdhimfelfe  with  thofe  kindes 
of  Cornets  longbefore. 

Thefe  forenamed  Townes  do  coyne 
monies, but  Berne ^Fribourg^zndi  Sollemre^ 
haue  one  particular  kind  of  coyne:  wher- 
oftwo  and  forty  Sols,and  two  thirds  of  a 
Sol^makcs  a  florin  of  Rheine.  Moreo^ 
uer,they  ftampc  another  more  great  fort 


of  money,  which^ic  Swkz^ers.  call  Upil 
©ictoxpfcnuing,  and  the  French  a  fe 
flon  vT  1  lefo  XeMones  arermin  ted  ^tSialleUrre 
for  the  moft  parc;andyet  notwithftan'- 
ding,arc  counted  of  Icffe  valuCjby  a  ceinh 
part, then  them  of  France,  Xhty  bi  Berne 
coyned  firft  certaine  inoncy,  which  the 
S)vitz.ers  tcmcdiBaches :  in  regard  ofche 
figure.of  a  Bcare,  which  was  ftamped  dn 
the  one  lidc/or  they  called  a  Beare  |5^C- 
tCU  and  ]15aCt JCIt-  Afterward, the  other 
Citties  and  -  Townes  of  Switz^erland  md 
of  Suaba^coyned  the  fame  money  :fix^ 
teene  peeces  whereoft  valued  a  Florin  of 
gold.  The  mony  of  Lucerna  comrneth 
not  neerc  to  the  value  and  price  or  chat  of 
Rafile^^^hich  is  more  hard  and  ftrong  .•  for 
the  Sol  of  Lucerna  valueth  but  the  moity 
ofehat  of  ^/2y?/^,and  fifty  Sols oi  Lucer^ 
i^4,wil!  make  one  Florin. 

•  ‘  Now  wc  come  to  fpeake  of  Fribourgj 
which  is  diuickd  into  foure  parts,  like  vn-’ 
to  Berne:  the  firft  is  called  the  fk)rrough^ 
the  fecond,the  Ifland,  or  the  Medow5  the 
thirdjthe  new  Towne  ^  and  the  fourth, the 
Hofpicall.  The  councellcrs  of  the  com¬ 
mon-wealth  arc  chofen  out  of  ihcfe  quar¬ 
ters.  As  in  the  othercXowncs,fo  in  this 
there  are  two  publike  coimeels;  to  wit, 
the  great  councell,  confiftingof  2.  hun¬ 
dred, afid  the  leffer  of  foure  and  twenty. 

■  '  ✓ 

The  cledlion  is  made  on  the  Sunday  be¬ 
fore  S. day,  The  lelTer  coun¬ 
cell  manageth  the  affaires  of  the  To wne^ 
deciding  the  caufes  of  appealcs :  except 
of  the  Bayliwicks  of  Sauoye^conoysQttd  in 
warre.As  for  the  matters  which  concerne 
,the  whole  State ,and  are  ofmainc  impor¬ 
tance, the  councell  of  two  hundred  cakes 
knowledge  of  them.  The  Auoyer  ^wiho 
prefideth  both  in  the  leffer  &  great  coun- 
celsj  is  elected  on  S  Johns  dzy  by  all  the 
people,  and  continiieth  in  his  charge  the 
fpace  of  two  yeares. 

Next  vnto  the  Auoyer^  are  the  foure 
BanderetSjWho  are  Captaines  of  fcuerall 
quarters  in  the  citty  or  towne,  &  althogh 
they  are  not  of  the  ordinary  number  of 
Seigneurs  of  the  leffer  councell  .*  yet  not- 
withftanding,they  aflift  there  in  name  of 
all  the  people,  anddeliiier  their  aduice, 
except  in  appellations.  If  feme  thing  be 
propounded  which  feemeth  to  belong  to 
the  councell  of  two  hundred^they  may 
ther  make  their  report  of  it.Furihermore 
they  remainc  in  authority,  three  yeares : 
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and  are  chofen  by  the  great  &  lefle  coun- 
cels,as  many  other  Officers  are.  Then 
followeth  the  office  of  the-  Treafiirer, ' 
who  manageth  themonies,  and  all  thei 
reuennucs  of  the  Towne :  he  hath  (as  his 
coadiuter)  the  Secretary  or  Clearke  of 
the  Townc^or  his  Committees,  who  re- 
eifterdowne  all  thofefummes.which  the 
Treafurer  receiucth,ar  imploycch.  His 
charge  alfo  is ,  to  haue  an  eye  on  all  the 
publike  buildings.  Twice  cuery  ycare  he 
renders  an  account  to  the  leflercouncell, 
and  remaineth  in  his  charge,  thefpace  of 
three  yeares. 

In  Fribourg  there  arc  foure  principal! 
Secretaries;  thefirft  is  called  Secretary 
ofthe  Towne  5  the  fccond^  Secretary  of 
the  counccll  5  the  third.  Secretary  of  the 
country  jand  the  fourth.  Secretary  of  law 
or  iuftice.  In  like  manner,  the  eftate  of 
Satdtier^oxchtcfc  Vfher,  is  honourable 
both  in  Berne  and  Fnboarg^v^hciG  it  is  na¬ 
med,  He  is  very  often 

neere  to  the  Anoyer^  and  when  the  Seig¬ 
neurs  arc  fet  in  councel,he  is  at  the  door, 
counteth  voyces,callcth  the  parties,  and 
takes  care  of  prifoners.  His  charge  conti- 
nueth  three  yeares. 

As  concerning  Law  and  luftice  at! 
Fribourg^  they  are  eftablilhed  in  manner 
following.  Fif  ft,  the  Court  of  luftice  be¬ 
longing  to  the  Towne,  called, 

a  particular  aflembly  of- 
certaine  Judges,  ro  know  and  decide  dif-| 
ferences  among  rheBourgefles.  And  if 
there  be  any  criminallprocefle  orfiiite- 
their  charge  is  to  interrogate  the  prifon-^ 
nets, to  prefent  &  deliuer  the  cafe  in  que- 
ftion,  and  theiito  relate  all  to  the  lefler 
coiincell .  The  other  aflembly  of  Jud¬ 
ges, is  rearmed  iLanUtgriCljtjiiid-, 
gingthe  caufesof  dwellers  in  the  coun¬ 
try.  In  each  of  thefeiurifdiaions,  there 
are  two  Seigneurs  ofthe  Icffcr  councell, 
and  two  of  the  great, and  they  meet  three 
times  euery  week.  Appeale  may  be  made 
from  their  fcntcnce,to  the  lefler  counccl. 
Moreouer,  there  arc  twcliie  Iudges,cho- 
fen  out  of  the  great  and  lefler  counccls, 
for  the  appellations  ofthe  Bayliwickcs, 
conquered  in  the  laft  warre  againft  the 
Duke  of  Sauoye.  They  mcete  together 
once  in  cuery  Moncth,  and  there  is  no 
appealing  from  their  fentencc. 

At  Fribourg  there  arc  two  kindes  of 
Bayliwicks,as  indie  other  Townes  :  the 


kindcj 


^-elon 

Friboi 


PoureBayli. 

<0  CODj. 

nwn  with  tif 
l^crnc, 


Dealing  in 

critaiDalJoc- 

cafions. 


A  (lay  or  for¬ 
bearing  ofa 
debt  at  the 
colt  &  charge 
ohbc  debter. 


one  of  Bayliwicks  neighbouring  co 
Towne,  which  arc  goiierned  bycertainc 
Seigneurs  of  thccounccll,  who  dwell  in 
the  Towne,  and  come  dayly  to  counccll, 

-and  of  fuch  Bayliwicks  there  arc  fuie.The 
other  is,  when  the  Bayliffes  arc  fenteo 
dwell  on  diftind  places  with  ample  au¬ 
thority:  and  they  of  Fribourgho^uc  four- 
teeneiiich  Bayliwicks,  and  foure  in  com¬ 
mon  with  the  Berniam.  The  Bay  liffes  are 
eleded  by  the  great  and  lefler  councels, 
the  morrow  after  SJohn  Baptifis  day,  and 
hold  in  office  the  fpace  of  flue  yeares:but 
euery  yearc  they  render  an  account  of 
their  charge,  before  the  lefler  counccll. 

They  enftriid  alfo,  and  dcale  in  criminall 
fuites ;  but  them  they  fend  to  the  lefTer 
counccll  with  their  fen  tence,  which  the 
counccll  hath  power  to  apfjrone, change, 
or  moderate. 

That  which  at  Fribourg  is  called 
flWttgCft,and  inthe  vulgar, 
is  carefully  maintained  21  Fribourg,  Oy 
thefc  words  is  vnderftood  a  remife  or  ta- 
riance  for  certaine  time,  and  the  charges 
-to  be  on  his  ownc  head  5  when  the  debter 
doth  not  pay  his  debtjat  or  on  the  day  of 
aflignefnerit,as  in  this  manner .  W  hen 
the  debter  maketh  not  fatisfadion,on 
the  day  ^appointed  for  repayment,  the 
creditor  fendeth  one,two,ihEce,or  more 
feruants  (on  horle-backe)  to  an  Inneor 
Hoftcry,whofc  expcnces  there  the  debter 
is  conftrained  to  pay  (carry  they  there  nc- 
uer  fo  long)  vnnll  hee  hath  made  fatisfa- 
(ftion  to  the  creditor.  Some  fay, that  the 
Duke  of  Tiertngcn  eftablifhed  this  Law. 

Such  as  infringe  or  breake  it, are  punifhed  ‘^*^'** 

by  imprifonment,  banilhment,  or  by  the 
purfle.  And  there  is  a  certaine  Iudgc,wh6 
they  call  Bourgmaftcr ,  chat  holdcth  a 
ftri^l  hand  in  this  cafe.  Moreouer, if adti- 
onorfuitc  is moued, and  a  man  demand 
the  three  times  jifit  is  not  gra¬ 

ted  to  the  demander,  it  is  prefent  baniih- 
ment.  Such  as  breake  the  pcace,where- 
in  they  are  enioyned  to  line  one  witha- 
nother,arc  banifhed  likcwife:  and  they 
that, (without iuft  caufc)  will  mcddlc,or 

take  part  on  ey  thcr  fide, when  a  caufc  is  in 
pleading. 

Finally,  the  Fribourgers  makefeafting 
ycarcIy,wiihfolemne  proceffion  of  all  e- 
ftaces  through  the  Towne,  on  the  lecond 
day  of  March, and  on  the  eight  and  twen¬ 
tieth  day  of  luncj  which  arc  day es  of  bat- 
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tailes  giiien,  and  vidories  wonneby  the 
Sivux»er s ,againft  the  Duke  of  Bourgongne^ 
at  Granfon^mA  at  Afprat, 


CHAP.  VII 
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pjithertowc  haue  difcourled  on  two 
formes  of  Common-wealths,  con¬ 
cerned  in  the  Cantons  of  Switz^erUnd^ 
that  haue  Citties  and  Xowncs.  There  re- 
maincth  now  a  third,  which  is  of  thofe 
Cantons  that  haue  no  Townes,  but  make 
their  abode  in  Villages,  and  for  that  caufe 
are  called  ILactttlCr.  There  are  fixe 
ofthcm,to  mt,f'rt,Suits,  rnderudd,Zug^ 
Ghris^zwA  Affenzell.  indeede is  a 

towDe,&  hath  her  Officers  in  the  towne, 
but  the  foueraignty  of  the  Canton  apper- 
taineth  to  them  that  dwell  in  the  lands  of 

the  Canton,with  them  of  the  towne,  and 
arc  Lords  as  well  the  one  as  other.  In 
all  thefe  Cantons,  the  cheefc  of  the  pub- 
like  councell, is  tearmed  ailtman,  which 
fignifieth  a  man  in  office  and  authority, 
and  that  name  is  attributed  to  all  publike 
Officers.  So  that  Abbots,and  other  Ec- 
clefiafticall  pcrlbns,  do  call  their  ludges, 
Recciuers,  and  other  fuch  like  Officers- 

3linman?f. 

As  the  Townes  arc diuided  orparted, 
by  Companies  and  Colledges  of  Arte- 
zans,orTradefincn ;  lb  the  Cantons  arc 
diftributed  into  certaine  parts  and  porti¬ 
ons. 


CHAP.VIII. 


The  diuifion 
of  Suits. 


Vnderuald  di- 


Jhc  Cantons 
uiuided  into 
certaine  por¬ 
tions. 


of  all  the fixe  C ant  on  s fore  named ^  which  in 
this  enfuing  Chapter  we  will  handle  toge¬ 
ther  ,  according  to  their  feuera/l  rights  ^ 
iwifdiilions. 


The  whole  country  of  V'ri  is  diuided' 
into  ten  parts,  which  by  them  arc 
called  (Bnofjammcn^  as  if  a  man 
would  (ay,  Participations .  It  may  be  in 


this  re(pc<5i-^  becaufe  they  are  all  partakers 
in  pafturages,  goods,  honours,  and  pub¬ 
like  charges, and  that  from  thofe  ten  parts 
onely^they  are  fummoned  and  called, to 
be  prefent  at  thofe  aflemblies  which  are 
yearclymade. 

Ihe  Country  of  Suits  is  diuided  into 
fixe  parcsjwhich  they  call  qtiartcis.  Be- 
caufc  the  country  (hceretofore)  was  di- 
ftributed  into  foure  portions  ;  but  the 
people  coming  to  encreafe  greatly,  they 
made  a  new  partage  into  fixe  portions, 
which  ncucrtheleffc  do  reteinc  the  anci¬ 
ent  name. 

As  for  the  Country  of  VndeYuald^ 
there  is  a  Foreft  that  diuidetb  it  in  the  uidedimhe 
middefl  .*  and  therfore  the  diuifion  is  thus 
made  to  them  that  dwell  aboueand  be- 
neathe  the  Foreft.  The  whole  Country 
taketh  name  oi  that  part  which  is  beneath 
the  Foreft ;  for  iEuD^nialllCn  is  as  much  Of  the  name, 
to  fay,  as  bencathe  or  vnder  the  wood.  In 
cldertimcs.  Stmts,  a  principal!  Village 
beneathe  the  Foreft  ,  and  neerc  to  the 
Lake,  was  the  prime  and  cheefe  place  of 
the  country,  and  the  people  were  called, 
inhabitants  of  the  Valley  of  Stants,  But 
now  adayes,  becaufe  the  word  Fnderuald 
is  taken  for  the  whole  country,  the  Swit¬ 
zers  haue  added  thefe  words,  abouc  and 
bencathe  the  wood,  SUnDeCUalDCU  Ob 

bnb  mot  Oem  feemtoalO^ 

Now  as  concerning  them  of  Z»^,wc  The 
haue  (aid  already 3that  they  are  diuided  in  of  Zug,ihc 
two  parts  5  the  one  is  the  Towne  it  felfe,  &  ihc 

the  other  the  V illages  round  about, com-  * 
prehended  vnder  i  hree  a(remblics,to  wit, 
the  Mountainc,the  V ale  £^m^,and  Bara^ 
a  Parifh  very  neere  to  the  Towne. 

Claris  \s  diuided  into  fiftecne  parrs, . 
which  they  tearme  £ agtoaiLThc  word  diuifion 
fignifieth  the  work  of  a  day,  and  as  much 
diftanccor  fpaciodneffe  of  ground,  as  a 
man  can  plow  in  a  day.  It  may  be,  that 
thefe  parts  were  called  lournals,  or  day- 
labours  :  becaufe  eueryone  prepareth& 
ordercih  the  way  in  his  quarter, and  each 
one  knoweth  where  he  is  to  labour. 

The  country  of  Appenzellvs  parted  in¬ 
to  twelue  orders  or  portions,  which  they 
call  whereof  thofe  lixeconioy- 

ned  to  the  Village  of  Afpenzell^  they 
name  them  the  orders  within,  and  anci¬ 
ently  were  fiibiecis  to  the  Abbot  of  S. 

Cali  The  other  fixe  are  called  the  or¬ 
ders  without ;  to  wit  5  out  of  the  Abbots 
_ _  _ Seigneury, 


partition 


The  orders  or 
proportions 
belonging  co 
Appenzelli 


po  Ofthofe  cantons  chat  dwell  in  villages.  Booi;^ 


Elcftion  of 
the  councell. 


The  gcnerall 
councell  of 
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Publication 
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on  a  day  ap- 
pointcdf 


Scigneury-,  heetctofore  partly  free,  and 
partly  in  the  iurifdiftion  of  Gentlemen. 
Out  of  chefe  parts  (by  equall  number)  are 
chofen  certaine  mciij  for  the  councell  of 
the  Canton:  in  many  of  them  there  arc 
threefcore  councellers^befidc  fuch  as  (ha¬ 
iling  beenc  in  office)  continue  perpetuall 
councellers.  At  there  are  fine  and 
forty  councellers,  nine  of  each  alTemblyj 
for  theTowne  is  counted  for  two. 

The  councell  gencrall  of  Apfenull^ 
confifteth  of  an  hundred  forty  foure,  to 
witjtweluc  of  each  order.  And  if  matters 
of  importance  are  to  be  treated  on,  and 
it  appearcth  needfull  to  aflemblc  the 
councell  of  all  the  people :  then  they  will 
jdouble  or  treble  the  councell  in  this  man¬ 
ner.  Each  of  the  councellers  takes  a  man 
or  two  with  him,  if  they  be  to  hold  a  cofi- 
cell  of  three  times  as  many  perfons,as  or¬ 
dinarily  they  vfe  to  do:  and  one  of  the 
councellers,  on  Sunday,in  the  Church 
after  Seruicc  is  done,  hath  a  cuftome  to 
fignifie,that  on  fuch  a  day  as  he  nameth, 
all  the  councellers  are  to  mcete  in  the 
Towne-houfe  of  the  Canton,  and  each 
man  is  to  bring  with  him  fuch  a  onc,as  he 
holdeth  to  bee  an  honeft  and  wife  man, 
who  (hall  alfo  bee  there  bound  to  obedi- 
ence,vnder  the  oath  whereby  all  are  ob¬ 
liged  to  the  common-wealth .  Befidemo 
man  is  ele£ted  to  be  a  counccller, neither 
can  he  affift  in  the  generall councell,  if  he 
be  not  borne  in  the  country, 

••  And  it  is  much  more  cafie  to  ob- 
taiiie  the  degree  of  Bourgefhippe,  in  the 
Townes  of  the  Switx,ers ,  then  in  thefe 
Villages.  Which  proceedeth  not  of  any 
inhumanity,  for  there  are  great  ftoreof 
ftrangers  among  them,  towards  whom 
they  (hew  themfcliies  very  kindc  and  hu¬ 
mane.  But  rather  by  a  certaine  order  of 
aduifed  iudgernent,  and  according  to  the 
cuftome  of  their  predcceflfbrs ;  being  ne- 
uer  willing  to  mingle  new  commers  a- 
mong  olde  inhabitants  of  the  country, 
both  to  preuent  charges,  and  to  preferuc 
the  common-wealth  (the  more  cafily)  in 
one  and  the  fame  eftate  and  condition. 
The  foueraignty  in  thefe  fixe  Can- 

gCTeJ^llo'flu!  tons,belongeth  to  the  affembly  of  all  the 
the  people,  & !  people.  All  they  of  the  country  ,from  the 
their  aDooin-  of,fourteene,or  fixtcene,or  vpwards, 

do  mcete  eyther  at  the  principal!  Village 
of  the  Canion,or  elfe  at  fomc  other  place 
in  the  midft  of  the  country.  As  they  of 
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Fri  meete  at  Betz>elinge,  diftant  halfe  a 
dayes  iourney  from  Altorjf^  the  chccfcft 
Village  of that  Canton  .  The  people  of 
cUrls  meete  at  Smnda^  The  ordinary  and 
annuall  affemblics  of  thefe  Cantons,  is 
made  euery  yeare  about  the  beginning 
of  May.  They  of  Smts^oi  rnderudd 
vnderthewoodjof  Claris  TinAoi  Appen- 
do  meete  the  laft  Sunday  of  Aprill. 

They  of  Vri  and  of  Z/^^jthe  firft  Sunday 
of  May.  In  elder  times, they  of  Zug  held 
their  generall  councel  the  24.day  ofliinc, 
being  SJohnBaptifis  day  .They  of  V^der- 
«4/^5/aboiie  the  wood,  meete  the  firft  day 
of  May. 

In  thefe  affemblics,  firft  of  all  he  is  e- 
le£ted  whom  they  call  the  in 

which  office  hcecontinueth  the  (pace  of 
two  yeares .  Heerctofore  there  was  no 
terme  of  time  afligned,.but  (oftentimes) 
the  fame  StmniaU  gouerned  for  many 
yeares  together .  He  is  permitted  to  be 
chofen  among  all  the  people,  as  a  man 
that  (for  his  vertiieand  wifedomc)  iliall 
be  thought  moft  worthy  of  that  dignity 
and  charge, without  regard  at  all,  in  what 
placcfer  Village  of  the  Canton  hce  dwcl- 
leth.  Notwitbftanding,in  certaine  Can¬ 
tons, as  at  Appenz^eliy  while  the 
is  in  his  office  of  authority,  heegoethto 
remaine  in  the  principall  Village,  where 
the  publike  councell  keepeth  moft. 

At  Zug  there  are  three  aflcmbics  of 
them  without  the  Townc.  Next,  the 
Towne  hath  the  power  of  two  affemblies 
and  the  are  chofen  by  order  of 

each  affembly.  They  tharare  cleftcdof 
the  affemblics  without,  doe  dwell  in  the 
Towne,during  the  two  yeares  that  they 
are  ^UlM^UlSTn  the  fame  aflembly  wher 
the  is  eleded,  his  Lieutenant  al-  ’ 

fo  is  chofcn,whom  they  tcarmc  ofcheLie««' 

and  fo  arc  the  Treafurers  or 
Purffe-bearers,  called  by  them 

Next, the  Secretaries  and  Bay 
liffes  which  gouerne  the  Bayliwickcs  of  secretaries* 
the  Canton  :  orthofe  which  the  Canton 
holds  apart  with  other  Cantons.  Morc- 
ouer,Edi6ts  arc  there  read  &  confirmed, 
or  abrogated  ycarely,by  the  voyccs  of  all 
the  people:  (b  likcwifc  (ports, playing 
atcardes,  dice,  dancing,  excetoe  drink¬ 
ing, forc-ftalling  Markets  of  viftuals,  and 
fuch  like  things. 

When  the  councell  is  thus  held  ycarc 
by  yearc,counccllers  are  cleeSed  and  con¬ 
firmed: 
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Srmed  :  but  yet  this  is  not  done  by  eiiery 
aflembly,  but  each  of  them  ordered  by 
the  fiibie6ts  of  the  Canton,  and  by  the 
companies  among  whom  they  dwell.  Fi¬ 
nally  ^if  at  fome  other  times  of  the  ycare, 
there  happen  affaires  thatconcernc  the 
eftate  of  the  common-wealth,  an  extra¬ 
ordinary  councel!  is  held.  As  if  need  re- 
quire,tofend  Arnbaffadors  tothe  dayes 
at  Bada^  or  to  fbme  other  Kings  and  Prin¬ 
ces  5  or  if  there  be  queftion  of  making  ah 
liances>bc  they  ey  thcr  for  peace  or  warre, 
&c. 

Bcfide  the  leffer  counccll  and  the  ge- 
ncralljcompofed  of  all  the  people  ^  fome 
of  the  cantonshaue  a  coiincell  more  Arid 
and  priuate, and  courfes  of  iuftice  for  di(- 
cifion  offtiites.  In  the  Canton  of 
which  is  diuided  in  fixe  parts,  the  princi¬ 
pal!  counccller  of  each  part  is  taken and 
thefefixe,  with  the  a[mmail3  make  the 
councell  of  feuen,  called  fecrct.  Thcfc 
feuen  do  manage  and  order  all  the  reuen- 
nues  of  the  country, and  furnifh  all  that  is 
laid  out  for  publike  expcnces.  Moreouer^ 
there  arc  two  Courts  of  iuftice,  the  one 
being  called  the  orderofnine,  in  regard 
of  the  number  of  ludgcs,  and  there  the 
Amman  fits  as  Prefident.  In  this  Court 
arc  decided  the  caufes  of  greateft  impor- 
tance :  as  of  inheritances,  outrages,  •  and 
terrible  iniuries,h'ard  to  be  endured. '  •  ^  i 
‘  The  Court  of  feuen,  (lb  is  the  other 

order  of  iuftice  called)whcrc  the  Lieute¬ 
nant  to  the  Amman  fits  as  Prefident :  and  > 
thofe  feuen  are  ludgcsin  caufes  concer¬ 
ning  contraa:s,dehts,and  fuch  like.  They ; 
of  Vri  hauc  (almbft)  the  fame  goiicrn- . 
ment :  for  there  the  Court  of  feuen,  with 
the  Licutenantto  Amman^A.otckn’>\ 
furcand  iudge  of  debts  j  which  cxccedc' 
not  the  fum  ofthreefcore  pounds.  There 
is  another  iudiciall  *  Court  of  fifcccne, 
where  the  Amman  {its  zs  Prefident,  and 
concludeth  caufes  ciuill  of  greateft  con- 
fequence.  *  -  '  ■  '  v 

ktV rider uald^{o  there  arc  2.Court$- 
of  iuftice ,  the  one  at  Sums  vndcr  the 
wood,  andthcother at  Sarrta'showzxhz 
wood,and  each  ofthem  hath  an  Amman. 
It  is  faide,  that  the  country  was  partcd,in 
the  yea#  one  thoufand,one  hundred  and 
fitiyj  when  fbme  debate  fell  among  them 
for  paying  of  a  ccrtainc  tribute .  And 
whereas  before  that  time,  they  had  but 
one  counccll,  and  one  Standard,  bearing 


a  double  key  for  the  whole  country :  this 
partition  caufed  eachofthe  fidestotake 
one  key  oncly,  and  they  that  were  aboue 
the  wood,  retained  ftill  their  oldeStan- 
dardjwhitc  and  redde,  bccaulc  they  were 
the  greater  part  of  the  Canton .  Then 
they  vnder  or  beneathc  the  wood,  recci- 
ued  from  Popes  another  Enfigne,  which 
had  two  keyes  ink:  for  in  regard  that 
(long  before)  hadbeene  the  prin¬ 
cipal!  Village  of  the  Canton,  they  there¬ 
fore  kept  ftill  the  Enfigne,  which  in  thofe 
times  they  had  at  Stant!. 

ThcTowncof  Zug^  befidc  the  coun¬ 
cell  gencrall  ofthc  whole  country,  hath  a 
counccll  apart,  order  of  iuftice,  Magi- 
ftratcs,a  Lieutenant  to  the  Amman 
furer,V oycr,&c.  who  iudge  the  caufes  of 
the  BourgefTcs,  and  manage  all  the  pub- 
like  affaires. 

^  At  Claris  there  arc  two  Courts  of  iu¬ 
ftice, one  of ninc,thc other  of  fiuc  ludges, 
which  the  counccll  gcnerallof  the  Can¬ 
ton  do  cle(ft  cuery  ycarc.  They  decide 
law-fuitesin  the  Moneths  of  May,and  of 
December  oncly.  The  nine  take  know¬ 
ledge  of  differences  concerning  inherk 
tanccs,and  dangerous  iniurics.  The  fine 
do  ccnfiife  fuites  of  debts  and  payments, 
after  that  the  nine  (who  keepc  Court  the 

fpacc  of  fixe  dayes)  haue'ended.  ' 

They  haue  two  courts 

of  iuftice  alfo,  the  firft  is  kept  in  a  publike 
place  of  the  ftreetc ;  in  regard  whereof, 
they  call  it  jBaS?  g^ffCtt  jJClcll^t.T herein 
arefoure  and  twenty  ludgesjtwo  ofeach 
order  of  the  canton,  and  their  Prefident 
is  the  Vfherof  the  canton, 
ttoClbcll,and  they  meete  together  week¬ 
ly  eiifery Thurfday :  they  condemne  men 
in  fines, and  chaftiie  fuch  as  wrong  one  a- 
nothcr.  The  other  court  is  called  ©aiS 
gefC^toOjen'griC]^t,iufticeofoath:  be- 
caufe  twelue  ludges  fittc  there,  and  take 
knowledge  of  differences,  which  are  cn- 
dcd,by  gluing  oath  to  one  of  the  parties. 
'Morcouer,  from  each  order  of  the  cun- 
*ton,acouncellcris  chofen,  &  many  from 
the  orders  that  are  greater.  Thcfc  men 
make  obferuation  of  fuch  asbreakepub- 
like  ordinances,  and  deliberate  on  mat¬ 
ters  which  arc  to  bee  propounded  tothe 
counccll  gencrall.  In  which  refpedjthcy 
areas  Guardians  of  ihclawcs, and  rear¬ 
med  cheefeft  counccllers :  their  charge  is 
perpetuall,and  they  are  called  in  this  can- 
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ton  JLanfit^cUefc- 

Suits^Vri^i^derudd^  2ug^cUri$^  and 
yippenul,  arc  Catholicke,  and  vndcr  the 
Dioceffe  oiCottliATicc*  And  if  there  hap** 
pen  any  difference  concerning  mariages, 
theygocto  the  Officialtieof  the  fayde 
place,  but  they  of  the  other  opinion  -  goe 
to  Zurich. 

As  for  adulteries,  they  are  chaftifed  in 
each  Canton  ;  (bmej  by  confifeation  of 
goods  5  others  (fbmetinae  by  the  fine  of 
ten  Dallcrs .  I  haue  heard  likcwifc,  that 
(diuers  times)th©  counccll  general  of  the 
whole  CantoDj  docth  decide  fomc  diffe¬ 
rences  concerning  marriages. 

lufticc  in  caufes  criminall ,  is  admini- 
ftred  ('almoftin  s^ll  the  Cantons^  by  the 
publike  councell ,  and  oftentimes  doub¬ 
led  or  multiplied  by  the  ordinary  coim- 
cellers  ^  the  amtttatt  fitting  Prefident,or 
his  Lieutenant.  ktZug^in  criminal  mat¬ 
ters,  other  afsiftants  are  ioyned  with  the 
councell  or  ludgesjchofen  out  of  each  di- 
uifion  or  affembly  of  the  Canton.  Suites 
of  Law  are  difeuft  in  an  Open  publique 
place,  where  all  may  hcarc  that  which  is 
faid,and  know  the  meritc  of  the  fentence 
giuen  by  the  fudges. 

Now  to  fpcakcofthcBaylywickcs-or 
Gouerncments  appertaining  vnto  thefe 
Cantons, they  arc  carried  and  difpofed  in 
manner  following.  Theyof/^Wfend  a 
Bayliffc  into  the  valley  oi  Liumerh^yonCx 
the  Mountaines :  who  hath  one  of  the 
fame  valley  for  his  Lieutenant  rand.  Afli- 
ftants  allb;  with  whom  he  iudgeth  caufes 
both  ciuill  and  criminall,  and  continucth 
in  his^charge  the  fpace  of  three  yecres*. . 
Beyond  the  fame  Mountaines,  they  fend , 
Bayliffes  alfo  to  Bdtiz>om^  and  to  two  o-l 
thcr  places.  They  of  Bellix>ma  haue  three  ‘ 
Bayliwickes,  the  Vale 

Brune^  and  Rimer  a,  where  the  three  Can¬ 
tons  do  command  in  fuch  manner,  that 
each  of them  hath  alwaies  a  Bayliwickc.j 
Morcouer^thc  inhabitants  of  Mount  S.i 
GodArdo^  arc  fubiedes  to  the  Canton  pf 
ncuerihelefTcjthey  haue  their  Coun¬ 
ccll  and  their  AmwAn^  who  arc  confirmed 
by  them  of/^W,&  when  there  arc  criminal 
fuitcsjtwo  of  the  councell  oirri  do  meet 
ihcre.Thcy  haue  their  Standard  likewife: 
but  when  they  of  rr/  do  difplay  that  be- 
longing  to  the  Canton, the  other  hold  vp 
theirs. 

They  of  haue  foractimes  hadde 


fourc  Bayliwickesjto  wit,the  MArche,\.\\z\  Powc  Bayiy. 
Hermiuge,  Cufmeh,  and  ccrtainc  fmall 
Villages  or  great  Farnies.ncer  to  the  lake 
of  Zurich :  but  the  two  former  haue  ob- 


lOQ. 


tained  municipall  right,  and  doe  cleft  a 
councell  and  triall  of  fuitesin  their  owne 
bodye.  Notwithftanding,  euery  yeare, 
when  a  counccll  gcnerall  is  held  at  SuitSy 
ordinarily  they  fend  their  Ambalfadors 
thether,  and  require,  that  they  may  haue 
leaue  to  cleft  their  Magiftrates  5  which  is 
granted  them,  as  in  verie  great  fauoiir, 
with  this  exception,  that  they  are  to  bee 
modeft  and  obedient,  for  otherwife  itre- 
maineth  in  the  peoples  power  ofi* nitSyXo 
fend  a  Gouernourthether ,  whenfbeuer 
they  thinke  meet. 

Cufmchh^ixhxhcizmc  condition,  but 
becaufc,  within  fome  few  yearcs  ccrtainc 
ftraungers  (cuftomers  for  carriage  of 
fait  and  ocher  thinges  that  way)  made 
their  complaint,  that  they  of  Cufiuich 
did  them  wrong,  and  vfed  them  harflilie 
vpon  no  occafion :  the  men  of  kno¬ 

wing  the  accufation  to  bee  true,  (ent  a 
Bayliffe  thether  againc,  and  appointed 
new  ordinations  fox  Cufnach.  Bcfidcs, 
they  haue  two  Bayliwickes  in  common 
with  them  oiGlariSyto  wit  which 

is  a  Townc,  and  GaBaU •  Thether  they 
fend  Bayliffes,  turneby  tutne ,  and  al-l 
waics  there  is  one  of  Suits  in  one  of  the 
Bailywickes,  andoncof(j/4ri^'  in  the  o- 
thcr.  '  ’  - 

In  like  manner,  they  haue  three  other 
Bayliwickes  in  common ,  beyonde  the 
Mountaines,  in  the  valley  of  LiuineryVix^ 
the  Cantons  of  and  Vnderuald. 

The  charge  and  office  of  all  their  Bay¬ 
liffes  lafteth  tWb  yecres ,  except  in  the 
Bayliwickes  beyonde  the  Mountaines , 
where  they  hold c  for  thcfpace  of  three 
ycares;  and  they  goe  not  to  the  other  but 
at  certaihe  times,  and  to  decide  law  con- 
-trpuerfics. 

>  They  of  Toggenbourg  arc  not  fubiefts 
but  Bourgeffes  oiSuits  GhriSy  and* 
go  to  warre  for  them  fuccefsiucly .  They 
ofz«^(cndBayliffcs^toC/747»,  a  very  lit¬ 
tle  Townc  nccrc  vnto  their  lake  .  To 
Saint  Andrew a  Townc.  To 
Hunebergy  WAlcheuilly  Stein-hoBfe*  To 
Saint  IVolfgAng^  and  to  other  Villages . 
They  bought  this  Countie|in  the  ycarc 
1517.  Next,  with  them  of  Suites^ 
they  fend  (turne  by  turnc)  Bayliffes  to 
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In  cafe  of 
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and  GasiaL  They  of  Toggenbourg 
are  iheir  Boiirgc  fiestas  we  hauc  fayde  al¬ 
ready ;  and  go  to  warre  for  them,  and  for 
the  Canton  of  Suits,  Finally,  the  fiuc 
firft  Cantons  are  Lordcs  with  the  other 
Cantons^of  the  Bayliwicks  gouerned  by 


them  in  common  :  except  the  mcnof!  teriudgmcncmaybemadeoffuchfeafts 

•  «  «  _ t  •  1 
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Apfenzjcl^  who  fend  a  Bayliffc  oncly  to 
Khmthd^  with  the  feuen  firft  Cantons^  8c 
in  the  fame  manner. 

Now  follow  fome  particular  cuftoms 
of  thefe  fixe  Cantons, and  which  arc  not 
common  to  all  the  Switzers.  Whofoc- 
ucr  (hall  hauc  committed  a  murthcr,  al¬ 
though  it  was  done  in  the  defence  of  his 
owne  bodyjhcc  is  conftrained  to  forfakc 
the  Canton,  and  it  is  not  lawfull  for  the 
Icfler  CO  uncell  to  repealc  him  5  buthec 
maydemaund  and  obtaine  leaue  of  the 
councell  gencrall  to  rcturne  againe. 

They  doe  not  permit,  that  Landes  and 
foundations  ofinheritances  (hould  bee 
pawned  or  ingaged  vnto  any  one  that  is 
not  of  the  Canton  5  for  they  holde  them 
to  be  no  longer  Lords  of  their  countrey, 
if  once  they  willhccom  bound  for  debts 
and  morgage  in  fuch  manner  their  inhe^ 
ritanccsto  ftraungers.  Likewife  in^the 
Canton  it  is  not  lawfull  tor  ftrari- 

gcrSjthat  haue  bene  reccyued  there  as  im 
habitants,,  to  buy  any  inheritances,  but  a 
houfe  and  afmall  garden  for  Pot-herbes 
onely.'  . 

If  any  man  being  drunke,  doe  commit 
fbmc  feandalous  adion,  hee  is  punifhed 
by  imprifonmentj  and  befide,  hee  is  for¬ 
bidden  to.  drinkc  wine  for  the  fpaccof  a 
certaine  time  5  andvntill  the  Counccll 
gencrall  haue  pardoned  him. 

In  publike  aflemblics,  and  in  the  diftri- 
bution  of  honourable  charges  and  Offi¬ 
ces  :  hee  that  is  put  in  cle(ftion,is  prefent, 
and  his  parents,  brethren,  and  tons  may 
giiic  him  their  voyccs.  They  giuc  their 
voyccsby  lifting  vp  their  hands  on  high, 
andfomcarefet  in  an  eminent  place  to 
count  them.  If  they  ftand  in  doubt,  and 
cannot  fo  decide  it,  then  they  hauc  ano¬ 
ther  courfe.  There  arc  two  men,  .who 
hold  two  Halberds  touching  together  at 
the  points  \  they  that  giuc  their  voyccs, 
do  paff^ndcr  them,  and  two  other  men 
count  them  as  they  pafle. 

Finally,  they  vfe  Feafts  and  Procefsi- 
onSjOn  fuch  dayes  as  their  Anceftors ob¬ 
tained  any  remarkable  viftory.  As  they 


of  cUris  do  yearly  celebrate  the  memo¬ 
rial!  of  the  vidory  which  they  wonne  a- 
gainftthe  AuHnans^  in  the  ycare  1387. 
and  in  the  month  of  Aprill,  I  wil  declare 
at  large,  the  ceremonies  obftrued  by 
them  in  this  fcftiualh  to  the  end,  the  bet¬ 


as  arc  vfed  by  others. 

The  order  of  the  folemne  FeaB  and  Vrocefu 
on^performed  by  the  men  of  Glaris  yn  ha- 
n^rof their 'viBory^^atnJi 
the  AuBrims. 

TNthemoneth  of  April!,  cucrieycarc, 
•^on  the  Thurfday  ofthc  firft  weeke  ( ex¬ 
cept  Eafter  day  fall  on  the  Sunday  follo¬ 
wing,  for  then  it  is  deferred  til  Thurfday 
in  the  weeke  after)thc  Feaft  is  eelebratedr 
On  the  Sunday  before,  it  is  a  lowde  and 
openly  publifhed  in  the  church,in  behalf 
of  the  Seigneury,that  on  Thurfday  follo¬ 
wing,  the  moft  honourable  perfons  of  e- 
ucric  Family,  cfpecially  the  nien,  arc  to 
mecte  and  go  in  folemne  Procefsionto 
Mulhdufere^  by  t^ofe  waies,  places,  and 
paflages,  where  their  Anceftors  were  in 
great  danger, cuen  fo  far  as  th^  Fountain, 
and  to  be  warie  of  defeendingto  Vil¬ 
lage  oiH^ures^  til  firft  they  haue  paft  the 
Other  way.  Moreouer,  that  all  keepefi- 
lencc  while  the  Sermon  is  done ,  and  to 
carric  themfelufes^(thac  day)  fo  liiodcftly 
in  their  refedion,  that  no  difbrder  may 
bee  noted ,  becaufe  the  Seigneury  will 
chaftife  them  feuercly  that  do  otberwife, 
and  becaufe  the  whole  Canton  of  Glaris 
doth  folcmnly  feaft  that  day.  Forbidding 
alfo,that  no  man  (hall  mount  on  Tlorfe- 
backe  out  of  the  Village  of  Claris  ficVo,  & 
aged  men  onely  excepted ,  who  are  not 
(beingfo  mounted)  to gocanie  further 
then  Scheneijinge. 

After  they  are  all  affembled  together, 
and  rounded  in  a  ring  as  it  were^the 
wan) who  is  in  the  midft,  makes  a  kinde 
welcome  (in  name  ofthc  whole  Canton) 
vnto  fuch  ftrangers  as  arc  come  thether. 
Firft,  to  the  AmbafTador  of  Suits^  who  is 
yearly  fentfor  celebration  of  the  Feaft: 
becaufe  thirtie  Souldiers  oi  Suites 
prefent  in  the  battcll  for  which  this  Feaft 
iskcpt.Likcwifc,hefalutcth  the  Abbots, 
Priefts,&  neighbors  o^GaJlalJa  Marche^ 
RaprwillzxiA  Toggenbourg,  giuing  them 
hearty  thanks,  for  comming  to  celebrate 
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Of  the  feaft  and  procefsion  in  Claris.  Bo 


The  order  of 
thcProceffi- 
onin  march- 
ing,as  they 
pahe  along  to 
the  p’ace 
where  the 
battaile  was 
fought. 


1  this  lolemnc  Proceffion^and  tothankc  & 
]fingpraifc5  to  almighty  God,  the  Virgin 
A/4W^,and  their  Patrones,S.f 
S.Hillary. 

Eirft,  one  bearcth  a  red  Standard, 
wherein  is  the  Image  of  S-Fridoliny  then 
follow  4  men,bcaring  a  guilded  Toomb, 
whereon  are  many  faire  and  holy  reliqucs 
enchafed.  Then  come  the  Crofle-bca- 
rers,carryingtheCroffes  of  Claris ^  Hau- 
rfy,of  the  Vale  of  LmthcySind  of  the  chur¬ 
ches  neighboring  to  the  Canton  of  CU- 
riSyZs  of  SchenmJf,lVefeny2nd  others.  The 
Crofles  are  followed  with  Banners  of  all 
the  Churches,  and  the  Priefts  come  after 
them,  finging  according  to  their  order. 
The  Curate  of  Claris  is  the  firfl,  accofted 
by  an  Abbot^  or  elfe  fome  other  man  of 
the  Church.  Among  the  ftrangerstbc 
other  Priefts  follow.  Then  the  counccll 
of  Claris y  to  witte,  the  Atnmany  with  the 
Ambaffadour  of  Suits  j  then  the  Lieute¬ 
nant  to  the  AmmanyZnd  the  other  Offi¬ 
cers  in  their  order,  each  guiding  or  lea¬ 
ding  one  of  themoft  honourabk  ftran- 
gers.  TIk  women  (in  great  number)  fol¬ 
low,  to  make  vp  the  end  and  cqnclufiorj 
ofehePrpeeflion.  ^  ^  ~ 

^  '  j  Bceingcqmcto  the  placc'wherc  the 

i  battail  was  fought,thcrc  arc  clcuen  ftonc^ 
ProcciTjon  of  Ifct  dovvnjn  thofc  feucral  parts  of  ground 

where  they  began  and  held  on  fight  with 

the  enemy!  for  they  had  partings  Sc  mcc- 
tings  againe  at  hand-blowcs,eleucn  fcuc- 
rall  times,  and  at  each  of  thofe  ftoncs  the 
Standards  and  Banners  flay,  ahdall  fall 
vpon  their  knees  in  prayer  to  God.  W  he 
they  arc  come  to  thciixt  ftone,  they  caft 
thcmfclues  round  in  a  ring,  and  then  the 
Sccrefarie  of  the  Canton  readeth  in  apa- 
per,the  eaufe  and  originall  of  this  Procef- 
fion,the  fummary  whereof  is  this.  War 
being  moued  betweene  Leopold^  Duke  of 
AuHriayZv\di  them  of  ZurichyBermySoU 
kurre^LucernayVriySmtsyndtrualdJLugy 
and  Claris -y  Leopoldlti  his  Army  to  S em¬ 
pathy  where  hee  was  oucrcome,and  flainc 
by  the  Smtsjersy  the  ninth  day  of  lunc, 
one  thoufand,  three  hundreds  fourefcore 
and  fixe,  bcfidcfixtcetic  Earlesand  Ba¬ 
rons, and  a  great  number  of  Gentlemen* 
Afterward,  in  mid- Auguft  following, 
they  of  Zurich y  Friy  SuitSy  and  Claris  y  bc- 
fiedged  and  tookc  the  towne  of  IVefe^ySc 
the  inhabitants  promifed  perpetuall  fide¬ 
lity  to  the  Truce  was  made, till 
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the  beginning  of  Lent  in  the  ycarc  fol 
lowing^  which  being  ended,  and  war  be¬ 
ginning  againe,ihcy  of  Claris  fenca  Gar- 
rifon  to  Wefony\ai\\ci  the  Souldiers  think¬ 
ing  thcmfclues  to  be  in  fafety,  and  confi¬ 
ding  on  the  oath  of  the  towncfmcn,wcrc 
flaine  (for  the  moft  part)  in  a  night  by 
them  of  AusiridyVjho  entred  in  the  dead 
of  night,  by  intelligence  which  they  had 
with  certainc  of  the  inhabitants,  that  ma¬ 
chinated  this  villany  againft  the  garrifon, 
and  opened  the  gates  tp  their  enemies. 

Furthermore, that  the  very  fame  yearc, 
and  the  ninth  day  of  April!,  they  of  Au- 
Jlria  brought  an  Army  of  fiftecnc  thou¬ 
fand  men  towards  HaureSyZni  wonne  the 
Fortrefleofthe  Country.  But  three  hun¬ 
dred  and  fifty  Souldiers  of  thir¬ 

ty  which  the  Canton  of  Suits knt  to  af- 
fift  themjafTayled  the  cncmy,and  (Gods 
helps  furthei  ing,  the  Virgin  Marie y  and 
their  Pacrones,  %Sndoldnzr\^  S.BiUrie) 
they  became  conquerors,  wonne  clcucn 
of  their  cheefeft  Enfignes,  and  left  two 
thoufand  fiuc  hundred  enemies  flainc  in 
the  field,  befidc  them  that  were  drowned 
in  the  Lake, and  among  the  reft,  many  of 
Wcfenyszi^  there  flainc,  that  formerly 
had  betraied  the  Garrifon  of  Claris*  And 
therefore,  in  dutifullthankfuincs  to  God 
almighty,  the  glorious  Virgin  Marjy  and 
S^Fridoliny  and  S, Hilary 'Aizii  Patroncs, 
and  to  all  the  Saints  and  SaintelTcs  of 
Paradife,  &  in  cucrlafting  remembrance 
of  fo  great  ahelpc  and  deliucrance,this 
annuall  Procefflon  was  ordained  vppon 
thofe  limits,  where  their  Anceftours  had 
fuffered  many  inconucniences. 

After  the  reading  of  thefe  fcncrall  let- 
tcrs,a  Sermon  is  made  in  the  fame  place  j 
the  Priefts  of  Claris  performe  their  Ani- 
uerfary,  and  followeth  the  Minifter  of 
the  new  opinion.  All  their  prayers  being 
cnded,thcy  go  againe  to  the  fame  ftones, 
in  the  fame  ranke  and  ceremony  as  they 
began,vntill  they  come  to  thecleucnth, 
which  is  placed  nccreto  the  Village  of 
towards  Wefeny  where  they  affay- 
led  the  enemy  at  the  laft  time.  Then  they 
take  their  way  to  the  Church  of  Haures ; 
but  they  of  the  new  opinion  return  home 
to  their  hoiifcs.The  reft  go  k)  ihochurch, 
where  they  fing  a  Mafic  for  the  Sv^iturs 
that  were  flainc  in  the  battaile:  and  one 
reciteth  all  the  names  of  them  of  Claris y 
that  perifhed  there.  Soonc  after  this,  a 
_ '  ^  banquet 


A  third  rta 
ronofeomiw 
witbanAmJ 
againft  Hau' 


res. 


Godfiuft 
iudgement 
for  bread)  of 
faith. 


of  the  final! 
ccrensonic** 


The  conclu¬ 
ding  of  the 
ccrcmonie*^ 

the  ftone*. 


'I 

H 


5>.The  gouernment  of  the  abbey  of  S.Gal.^if 


A  Banquet 
niatie  at  the 
Cantona  coft. 


\ 


W; 


4ri(, 
4utl 
eft  , 

iineiii'l 

aiiyofj 

ltd) 

toCJi 
»;,3dI 
iironts, 
&fll 

touCCiH 
Cfthis 
ipjon 

is”  ' 


‘tailin' 

iCpto 


!lfl 


Itll? 

0 


IP 


Ilfs, ;  1 
'tin; 

U 
V 

iftW 


banquet  is  made  (at  the  Cantons  expen- 
ccs)  for  thePricfti^  ,  and  all  the  ftrShgers 
that  came  in  thcProccflion,  After  din¬ 
ner,  the  Priefts  finging,  bring  backca- 
gainc  to  Claris  the  guilded  Toombe,  the 
Banners  and  GrofTes, 

This  is  the  manner  of  the  annuall 
Proceflion  and  Feaftof  them  of  Claris^  in 
remembrance  of  fo  famous  and  remark¬ 
able  vidlory.  The  other  Cantons  alfo 
bane  their  Fcafts,  to  celebrate  the  vifto- 
rics  ohi^inzd^t  MorgartentSemfach^  and 
clfes^crc. 


CHAP.IX. 


The  Abbot 
and  Abbey  of 
SGall  the 
confede¬ 
rate. 
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of  the  Common-wealths  belonging  to  the 
C(mfederates*  And firjl  of all^Of the  Ab¬ 
bey  of  SjGalL 


AFterwchaiic  fpokenofthe  thirtcenc 
Cantons,  and  of  their  fcucrall  Com¬ 
mon-wealths  \  me-thinks  now  (accor- 
dingto  the  fame  order)  wee  fhoiild  make 
mention  of  their  Confederates,  among 
whom,  the  Abbot  and  Abbey  of  S.Ca/l 
holdeth  the  prime  place.  The  Abbots  of 
S»Ga/l^  hauc  bin  great  Lprds  for  the  Ipacc 
oPmany  ages  poffeffed  of  great  mcanes, 
and  numbred  with  tbc  Princes  of  the  Em^ 
pire :  but  I  know  nut  well >from  what  Em- 
perour  they  rccciucd  this  honour  and  ti¬ 
tle.  StumpJiHS  notcch,  that  Conrad  de  Pfd- 
Annalift  of  Switz>erland  ynfiitihy 
that  Abbot  Hddricbyoiibc  houfe  of  Alt- 
was  made  Prince  by  the  Emperour 
Phillip^m  the  citty  of  Bafile.  Now  albeit 
thefe  Abbots  are  not  of  fuch  power  as 
becrctofore ;  yet  notwithftanding,  they 
continue  dill  greatLords,  and  haue  their 
dominion  in  large  extcndurc. 

In  the  country  oiTurgow  they  arc 
Lords  of  W'ile^  and  hauc  a  Pallace  and  a 
Vicar  in  the  Townc .  Morcoucr,in  the 
high  country  of  T urgow ,  they  hauc  a 
great  Territory,  and  well  peopled,  who 
arc  allfubicd  to  them.  The  inhabitants 
arc  called  (EOttftuCjlUt^  the  Sub- 
icifs  of  the  houfc  of  God,  or  of  the  Ab¬ 
bey, and  arc  parties  in  certainc  Regions. 
Their  names  are  RopiCy  Thumbechy  Cold^ 
Vndereg^MorfwiUj^ablate^  Comw^  Wdd- 


kilch^Romifhorn^  Summery^  Mtde^  Hotifeh-  / 
willy  Bernattz^elly  Lumifwilly  herg^  Witten- 1 
bach^  Rodtmonty  Strtibenz^ell^  Geiferv^aldy 
Uelhach^Bergknecht^uxjwill^Ziberwangeny 
V nd  Wiger.  Thcfe  places  arc  diuided  into 
Caftlc-wicks or  Prcfident-fliipSiand the 
Abbot  (endeth  Prouoftsihether.  More- 
ouer,hchath  \\\%  Ammons  and  Officers, 
that  hold  meane  Courts  of  luftice  in  ma¬ 
ny  places.  Bcfidc,he  hath  a  higher  Court 
of  iudiccjwhcther  refort  all  appellations, 
and  where  caufcs  of  importance  arc  dc- 
cidcd.Allkindcs  of  dimes, and  fuch  as  arc 
rendred  to  Princes,  in  thefe  places  are 
confirmdvponhim. 

Bcfide  this  country  ^the  county  of  Tog- 
genbourg  acknowledgeth  ( as  Lord)  the 
Abbot  of  S^Gally  who  fendeth  a  Gouer- 
noiir  into  the  country,  and  a  ludge  in  cri¬ 
minal!  caufcs, which  admitteth  no  further 
appcalc.  And  yet  they  of  Toggenbourg  are 
Bourgeffes  of  SuitSy^ind  of  Claris hauc 
their  priuiledges  &  tranchifes  5  by  mcanes 
whereof  (among  other  thing?)  iheycn- 
ioy  the  frecdome  of  Religion .  Alfo  in 
the  Bayliwick  of  RhinthaU  which  belongs 
eth  to  the  cantons :  the  Abbot  holdecL 
law  courts  of  iuftice  in  many  Villages,  & 
keepeth  Officers  there  for  that  purpofe. 


CHAP.X. 


of theCommon-wedthinthe  TowneorCit^ 
r$ieofS.Gall. 


O  Aint  GaSy  Mulhonfcy  and  Rotmlky  arc 
*^numbred  among  the  Imperial  towncs, 
and  therfore  haue.(almoft)  the  fame  man 
ncrof  gouernement,  as  wc  hauc  already 
dcfcribedvnto.you.But  bccaufe  the  citti- 
zens  of  do  hold  (bmething  in  par- 

ticularj  I  will  here  fetdpwnc  a  fummary 
defeription  of  their  cbmmon-wcalth. 

In{hefirftplacctben,theTovvncof  S. 
Gall\%  diuided  into  fixe  Tribes  or  Com¬ 
panies, &  the  Society  of  Noblemen.  The 
fir  ft  &  principal  of  thefe  Tribes, is  ofwca- 
iiers,  bccaufc  of  the  linnen  cloth  there 
wouen, which  is  made  very  faire,and  in  a- 
bounding  quantity ;  which  afterward  is 
fold  in  Germany y  Prance^  Italy y  SfainCyBo- 
hemUy^ndPolandy  greatly  enriching  the 
inhabitants  that  dwell  in  S.  Gady  and  ma- 
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king  the  Townc  much  renowned.  It  hath 
Two  counccls  j  two  counccls^according  to  other  towns, 
in  S.Gall.  |  wit,thc  great  and  the  lefTe .  The  lefle 

is  compofcd  of  foure  and  twenty,  and 
namely  firft  of  all,  twelue  ZunfftmAHers. 
Each  Tribe, Colledgc^or  Company ,hath 
three  MafterSj  which  gouerne  the  com¬ 
pany  ayearCjturneby  turne  :  but  there 
are  no  more  then  two,  which  enter  into 
the  leffer  councell ;  the  firft  is  of  the  new, 
the  fecond  of the  olde .  The  thirteenth 
ZunfftmaBer^  is  the  firft  of  the  clcuen, 
which  arc  eledtedout  of  each  Tribe,  to 
be  of  the  great  counccll. 

The  lunfftmaBers  are  elefted  by  fc- 
cret  voyce  in  their  Tribes,  and  are  confir¬ 
med  by  the  lefler  councell.  Euery  ycarc, 
the  councell  and  officers  of  iuftice,  arc  c- 
le£lcd  about  mid-Iune,  and  iinid-Deccm- 
ber.  Bcfide  the  2,unffimAHers other 
Senatours  doafiGftinthe  leffcrcouncell, 
and  are  chofen  as  well  in  the  company  of 
Noblemen, as  in  the  other  companies. 
The  three  Confuls  (with  them)  make  the 
number  of  foure  and  twenty  counccllers: 
For  there  are  three  Conftils  in  S*Ga/l^  the 
firft  is  in  charge^  the  fecond  is  called  cldc 
ConfuII,  for  hauing  gouerned  in  the  very 
ncereft  yearebeforcj  and  the  thirdprefi- 
deth  in  iudgement  for  criminall  "caufes, 
and  in  other  places  he  is  callcd,Prouoft  of 
theEmpire,l?ef^Cl)ttOjJt*  The  counccll 
is  elcftcd  the  firft  Sunday  of  Aducnt,noc 
in  the  lefler  councell,  but  in  the  gcncrall, 
by  fecret  voycCjM/  derruf^ :  the  Sub-con- 
full  and  the  ZmffimaBers,^o[n^thcnout 
of  officc,docoUe<£j:thevoyces, 

The  great  councell  is  compofed  of 
threcfcorc  and  fixe, to  wit,  twclue  ofcach 
company  i  whereby  there  ate  ninety  per- 
fons  in  the  great  andleffer  Cbuncck;^  Af¬ 
ter  the  dcSion  of  the  Gonfuls  and  the 
councdl,  the  ordinances  of  the  Towne 
are  read  in  this  aflembly :  whereon  the 
Coiifull  and  the  new  counccll  do  delibc- 
ratc.Thcn  they  go  (by  two  and  two  toge¬ 
ther)  to  the  great  Temple  or  Church, na¬ 
med  where  all  the  citti^ens 

mectc,  and  after  reading  of  the  lawes  and 
ordinances,  the  Confull  fwearcth  firft  to 
obferuc  them,  and  afterward, receiucth 
of  the  councell  and  whole  aflembly,  the 
fame  oath.  ♦  This  done, the  morrow  after 
chriftmas  day,  and  the  day  following, the 
ZtmjftmaUers^  and  the  other  clcucn  Seig¬ 
neurs  of  the  lefler  counccll,  do  mectc  to- 


EleAion  0/ 
the  Councell* 


/The  great 
Cotincclljin 
what  manner 
they  arc  chd- 
fcD,and  What 
order  they 
obfcruc. 


gether  in  the  T ownc-houfejand  cled  the 
Sub-Ct)nfull,whom  they  call  Vnderbur- 
gcrmABer.  His  charge  is  to  take  order  for 
the  watch  of  the  Towne,  and  to  appoint 
Tutors  and  Ouerfeers  for  Widdovves& 
Orphanes,and  alfoto  examine  their  ac¬ 
counts 


Euery  weeke,  the  lefler  councell  do 
ordinarily  mectc  together  twice,on  Tuef- 
day  and  Thurfday  5  except  thofe  dayes  be 
Fcftiualsjor  haue  Fayres.  Alfb  the  Thurf¬ 
day  before  Lent,  which  they  call  the  mad 
Thurfday,  3©en  Wfinmgm&onftagt 
bccaufc  once,  and  on  that  day.  the  people 
miuined  againft  the  counccll,  by  mcanes 
whereofjit  was  ordained,  that  (fro  thence 
forward)  there  fhould  be  no  more  aflem- 
blics  hcld,as  on  ^  day  .The  lefler  councell 
manageth  the  Townes  affaires,  dccidcih 
ciufll  caufes,  and  giucth  fentence  concer¬ 
ning  inheritances  and  willes :  but  med- 
Icth  with  no  criminall  fLiitcs,nor  differen- 
'ces  about  Sccdules,Obligftions  andin- 
iurics. 

The  great  councell  meeteth  together 
fine  times  euery  yc^rc.  Firft,ihe  morrow 
after  chriftmas  day,  when  they  cledtand 
confirmc  the  new  Magiftrates.  Secondly, 
in  mid-Lent,  to  cledand  confirmc  the 
Mafter  of  the  Hofpitall.  Thirdly,  the 
Friday  brforc  S^Bartholmew^s day,  being 
the  foure  and  twentieth  day  of  Auguft, 
whe  they  eftablifli  the  Matters  of  Halles, 
and  confidcc  on  the  tollcs  and  taxes  at 
the  Gates.  Fourthly,  and fiftly, before 
the  Fayres  which  they  kcepe,  on  the  mor¬ 
row  after  Afeenfion  day,  and  the  day  of 
S^GaM 5 and  then  they  confult  on  the  con- 
(cruation,  and  coiirfe  of  Courts  for  the 
Fayrc. 

The  great  counccll  alfo  dothfomc- 
times  extraordinarily  mectc  when  they 
are  to  difeourfe  on  matters,  whereof  the 
councell  ought  to  bauc  knowledge,  as 
concerning  fentenccs  in  criminall  fuites. 
Then  the  Proi^oft  oftbc  Empire  fittetb 
Prcfident,and  demandeth  each  cafe :  this 
is  done  in  the  Townc-houfc ,  and  the 
doorcs  keptclofe  .'  T  he  lefler  coimccll 
elcftcth  the  Proiioft,  and  giucth  him  po¬ 
wer  to  iudge.  Afterward, the  great  coun¬ 
ccll  dccidcth  the  appellations  made  vneo 
him,  and  rcceiueth  fochftrangersasde- 
firc  to  be  Bourgefles. 

But  this  is  done  more  often,  in  the 
ordinary  aflemblies  of  the  great  counccll. 
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and  then  alfo  they  conclude  there  on  ma¬ 
ny  appealcs.  Sometimes  the  leflcr 
counccll  fendeth  affaires  of  importance 
to  the  great  councell,  to  bee  confidcred 


on. 
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The  Court  of 
luftice,  called 
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CittyCouit, 
and  what  Of¬ 
ficers  belong 
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witha'lwbcn 
they  fit  in 
Couitf. 


Eucry  yearcj  the  councell  gene¬ 
ral!  of  all  the  people,  is  affcmbled  three 
times^about  publike  affaircs.Firftjto  eled 
the  Confull.  Secondly,thc  morrow  after 
Chriftmas  day,  to  take  oath  of  th^  new 
Confull,  and  to  binde  him  to  ob^y  the 
Magiftrates.  And  thirdly,  in  the  Moncth 
of  Auguft,  about  S^Bartholmewes  day,  af¬ 
ter  that  the  ordinance  for  tolles  and  taxes 
is  agreed  vppoa,  to  heare  the  Lediire, 
which  is  made  before  all.  Moreouer,the 
lawes  and  ftatutes  of  thcTowne  aredi- 
ftributed  into  three  parts ;  one  part  wher- 
of  is  dcliucred  to  the  pcoplcj^ineach  of 
thefe  three  atfcmblics. 

The  princlpall  and  cheefeft  Court  of 
iufticCjis  that  of  flue ;  who  arc  the  Con- 
fulljthe  Sub-Confuil  or  Lieutenant,  one 
of the  new  and  two  of 

the  new  counccll.  They  iudge  in  differen¬ 
ces  concerning  borrowed  monies3thing5 
laid  to  pawne, debts  that  haue  no  certaine 
time  prefixed,  wages  that  arc  ducjfuites 
concerning  victuals,  iniurics,  and  fines. 
They  fit  on  the  Wednefday,  or  Friday, 
and  there  is  no  appealc  from  their  fen- 
tcnce  j  ncuerthclcffejthey  may  fend  backc 
difficult  caufcs,and  of  importance, to  the 
leffer  counccll. 

Next  to  this, there  is  dieTowne  court 
of  iufticc,  compo- 

fed  oftwelue  Affiftants,  chofen  out  of  the 
Noble  mens  companie,and  out  of  the  o- 
iher  companies  s  fo  that  the  one  is  of 

i  and  the  other  of  the 
people.  The  chcefc  Officer  of  this  court 
is  called  ^tatantlttaU^Maior  of  the  cit- 
ty,  and  is  eleded  with  the  other  Magi- 
giftrates, about  Chriftmas  day, and  is  con¬ 
firmed  by  the  great  councell.  As  for  the 
Affiftants,  they  are  changed  twice  euery 
ycare,andclcfted  by  the  great  councell, 
on  one  of  the  feaft  dayes  of  chriftmas,  & 
by  the  leffer  counccll,  about  S.JohnBaf- 
ttfis  day,  in  the  Moneth  of  lunc  •  Thcfe 
fudges  take  knowledge  of debtes,  batte¬ 
rings,  and  yearely  rents,  although  the 
fummes  bee  great .  They  are  called  to¬ 
gether  by  tolling  the  Bell,  and  affemblc  in 
the  Tovvne-houfe  on  Monday  in  eucry 
weeke,  except  it  bee  a  Feaft  day,  or  that 


all  the  counccll  doc  mectc  together,  for 
then  they  refetre  ihofecaufcs  till  Wed- 
nefday.  A  man  may  appealc  from  their 
fcntence,to  (he  lefler  couucelljprouidcdj 
that  the  fuite  be  of  no  leffe  moment  then 
an  hundred  Sols,  or  Shillings ;  and  if  the 
appcallant  lofetH  his  caufc,  he  is  condem¬ 
ned  in  a  fine  to  the  ludges. 

Thccortfiftory  couiT  is  compded  of 
eight  fudges, whereof  foure  ateMinifters 
of  the  Church,  or  fome  other  men  of 
learning;  next,  two  councellers  of  the 
leffer  counccl, and  two  of  the  great.There 
fitteth  another  Seigneur  of  the  leffer 
counccll,  as  Prefidenr,  who  qiieftionah 
the  caufes :  and  if  there  be  as  many  voices 
on  the  one  fide, as  on  the  other  ,hee  redu" 
cethboth  parties  to  fuch  a  com fc,  ashce 
conceiuetn  to  be  iuft,and  then  fentence  is 
giuen  accordingly.  The  confiftory  cen- 
fureth  matters  of  marriage ,  and  of  di- 
uorccs ,  and  no  appealing  is  permitted 
from  fentence.  But  if  there  happen  any 
inuoliied  or  entangledvariance,or  if  fome 
colour  ofpollicy  be  mixed  with  thecafe 
of  marriage  5  then  caiife  and  all,  is  fent  to 
fhc  councell,  where  the  deciding  isfiif- 
pended,  vntill  the  counccll,  andlomco- 
ther  learned  men,  haue  aduifedly  confi¬ 
dcred  thereon. 

As  for  publike  Offices,  eftates,  and 
charges,  this  common-wealth  is  therein 
gouerned,as  the  other  are  5  hauingTrea- 
fiirersjMafters  of  Halles,  Rccciucrs,  and 
Adminiftrators  atfhc  Gates,for  cuftoms, 
tolles, and  taxations,  Voyers^  &g.  Such 
as  hold  thefe  places,  doe  render  their  ac¬ 
counts, firft  to  the  ,  next 

to  the  lefler,  and  laftly  to  the  great  coiin- 
celljon  the  morrow  after  chriftmas  day. 
Hauing  giuen  vp  their  accounts,  the  leffe 
and  great  councell  doeledncw  officers, 
or  reconfirmc  the  olde :  and  it  is  openly 
read,  what  the  charge  is  of  each  one  of 
them  in  particular,  and  afterward, in  pre- 
fence  of  the  councell,  they  fweare  to  dift 
charge  their  duty  faithfully .  But  when 
many  are  eftabliihed  in  one  and  the  fame 
charge,  then  fuch  rules  as  thcyaretofol- 
low, are  giuen  them  in  writing. 

And  bccaufc  the  very  greateft  trading 
of  S.Gally  confifteth  in  linncn  cloth,  and 
that  not  onely  the  people  of  the  rqwne^ 
but  them  alfo  in  moft  part  of  the 
ges  round  about ,  doe  maintainc  their 
lilies  therby  5  the  counccll  is  diligent  and 
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carefull,  for  well  ordering  all  things  in 
that  re(pe£t,and  for  the  auoyding  of  traiid 
and  deceit .  Firft^thereforejfo  foone  as 
the  weauer  hath  finifhed  a  peecc  of  cloth, 
there  are  three  expert  fworne  Vifiters  or 
OuerfeerSjthat  come  to  looke  vpon  it.and 
according  as  it  is  good, or  indiffrent,  they 
fet  on  fuch  and  fuch  markes.  If  it  appeare 
to  be  bad  and  naught,  they  fend  it  to  the 

of  the  weauers,and  to  the 
other  elcuen  whocon- 

demnethe  workman  in  a  fine,  or  cut  the 
whole  pecce  into  fbmc  portions,  of  eight 
Elies  in  length  each  one,  or  elfe  through 
the  raidft,or  if  it  bee  worth  nothing,  they 
burne  it  openly.  This  view  and  vifitation 
is  done  daily,  and  there  is  a  Market  of  lin¬ 
nen  clothjwhich  hath  certaine  Lawes,for 
the  obferuation  whereof,  they  that  deale 
in  fuch  Merchandize  are  ftridly  bound. 

After  that  the  cloth  hath  bcene  fcenc 
and  approoued;  the  (worne  Mealurers 
do  both  Ell  itjand  marke it.  The  Meafii- 
rets  haue  fome  other  fworne  men  of  the 
Myftery,to  be  their  adiun^Isjand  the  Mer¬ 
chants  hauewith  rhemtheOuerTeersof 
the  meafuring .  They  call  therii  33CU 
mS,  meafurers  of  linnen  cloth,  which 
are  of  diuers  lengths :  b  ut  a  whole  pecce 
confifteth  of  1 34.Ellcs3and  may  not  be  of 
any  greater  length .  There  is  another 
view  made  at  the  whitfters,  wher  the  cloth 
the  whiting'of  is  thickcncd  and  whitcd.  Thefe  Viewers 

clothes:  how 
they  are 
thickened. 


What  is  done 
after  appro- 
bat  on  of  the 
cloths  good- 
nelle* 


Viewers  of 


are  called  topffcn  ^Ci^OtoCt^They 
looke  that  the  clothes  haue  their  requifite 
whitene(re,and  whether  they  fuftaine  any 
harme  in  the  thickning ;  and  according  as 
theyfinde,  they  marke,  or  condemne  the 
whitfter  in  a  fine.  Likewife  there  are  cer- 
taine  Merchants  and  VVeaiicrs,thatvifitc 
the  whitfters  houfes  and  grounds,  to  fee 
if  all  things  bee  fitting  and  conuenient 
there;  whether  tHeyhauc  fiifficiency  of 
wood  and  afhes,  that  none  may  be  wron¬ 
ged  by  delay .  Euery  yeare  the  Mafters 
whitfters  take  newly  their  oaths^  to  doc 
their  duties  asbecommeth  them. 

As  for  the  clothes  which  the  Viewers 
Linnen  cloth  (whom  they  vfually  tcarme  t)UD 

befiif  thinkc  fit  to  fend 

lours,&how  I  to  the  Diars :  the  cutters  of  linnen  cloth, 

I  named  Ct,  do  cut  them 

^  ^  iuft  in  the  midft,  and  there  are  other  com¬ 

mittees,  to  regard  that  they  haue  their 
iuftmeafure.  After  they  arc  dyed  into 
colours  blew  or  blackc^if  theOuerfeers 


Penalty  for 
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ThcpriuilJ 

S.Gall, 


WhatprouUI-  j 
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inconueniett^ 
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findethe  dying  to  bee  well  taken,  thcy| 

marke  the  pecce,  and  when  they  haue 
plained  and  finoothed  it  with  a  Rowlerj 
others  come  to  approne  it  valuable,  and 
they  fot  on  the  Seale.  Contrariwife,  if  it 
befpoylcdand  viciatc  in  the  dying:  they 
cut  it,or  dip  it  againe,  if  it  may  bee  done, 
and  the  Plainer  and  Diar  are  condemned 
infomefine.  All  thefe  things  abouc  na¬ 
med,  are  very  carefully  obferued ,  and  if 
any  dare  do  otherwife,hee  is  feu erely  pu- 
nifhed.  For  the  Towncor  CittyofS. 
(j^//hath  this  priuilcdge,’to  condemne  in 
criminall  fuite;  to  fetch  men  out  of  places 
ofrefuge,  and  topunifhthem  thatvfea- 
ny  fraud,  in  weaning,  marking,  fealing, 
dying,  plaining,  or  mifufiitgany  Linnen 
clothes. 

Something  likewife  iiiiift  needs  bee 
faid, what  order  they  of  S.6'^//take,  toa- 
uoid  theinconucniences  of  fire:  becaufe 
they  bailing  beene  heeretpfore  much  en¬ 
damaged  thcreby,ithath  made  them  (fur- 
uiuing)  to  be  the  more  prouidenr.  Euery 
"euening,  for  the  fpace  of  a  quarter  of  an 
houre, there  is  a  Bell  rung,  and  it  is  called 
J^iei^tilJglOCfeenjthe  Fire-Bell :  which 
admonifheth  euery  one,  to  looke  to  the 
hearths  of  their  Chimnies,  for  fearc  lefte 
fire  (hold  take  in  any  part.  Then  are  there 
two  that  foure  times 

yearcly  do  vifitc  the  hearths,  furnaces,  & 
chimnies  in  all  the  houfes;  and  thereupon 
are  called  DieifCUtgCc^lOtoCt:,  Vifiters 
for  fire.  They  regard  alfo,  what  Armes 
and  prouifion  of  foode  the  Bourgeffes 
haue :  and  whether  they  be  prouided  and 
furnifhed,  according  to  the  ordinances 
oftheSeigneury, 

Befide,  if  there  rife  any  impetuous 
windesjor  any  rough  ftormes  or  tempefts , 
happen(befide  the  ordinary  Captaincs  of 
the  watch, whom  they  call  QxUacljt- 

bicter)  there  arc  two  other,  named  Ma¬ 
fters  of  the  watch,  safe 
who  take  with  them  two  men  of  euery 
Tribe, well  appointed  ,  and  goe  with  the 
Captaines  of  the  watch,  to  walke  the 
round  through  all  the  ftreetesof  the  Cit- 
ty,to  preuent  the  dangerous  accidents  of 
fire. 

Euery  night, two  and  thirty  men  kcepe 
watch  on  the  Towers  and  W  alks,  and  in 
other  places  of  the  Gitty,  beeing  appoin¬ 
ted  as  Sentinels,  by  the  cheefe  XmSt- 
IttaftCt)With  the  Captaincs  of  the  watch. 
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Chap.7-^«  Ofthofe  cantons  that  dwell  in  villages.  ^19 


tailcsgiuen^andvidories  wonneby  the 
Simz^erSy^^dLinOi  the  Duke  of  Bourgongne, 
at  GrAnfon^^Xidi  at  MorAt. 


CHAP.  VII. 


of  the  Commonwealth  of  thofe  Cantons  that 
haue  neither  C it  ties  nor  T 9wns  fut  dwell 
onelymVillages, 


The  author 
diftinguiihech 
the  Cantons 
according  to 
their  qualities 
of  gouernmet 
dclcuuation. 


Amman  is 
held  as  a 
Maior  o/P 
Bourgomafter 
among  the 
Switzers. 


T_IIthertowc  haue  difeourfed  on  two 

■‘formes  of  Common-wealths,  con¬ 
cerned  in  the  Cantons  of  Switzerland, 
that  haue  Cittics  and  Townes.  There  re- 
maincth  now  a  third,  which  is  of  thofe 
Cantons  that  haue  no  Townes,  but  make 
their  abode  in  Villagcs.and  for  that  caufe 
arc  called  ,30ie  ILaetlDec.  There  are  fixe 
of thcm,to  mi,Vrt,Sms,  f^nderuald,Ztig, 
Claris,  ini  Affenzed.  Zw^indeedeisa 
towne,&hath  her  Officers  inthetowne, 
burthcfoucraignty  ofthc  Cantonapper- 
taincth  to  them  that  dwell  in  the  lands  of 
the  Canton,withthcmofthetownc,  and 
are  Lords  as  well  the  one  as  other.  In 
all  thefc  Cantons,  the  dieefc  ofthc  pub- 
like  councell,is  tearmed  aomtan,  which 
fignifieth  a  man  in  office  and  authority, 
and  that  name  is  attributed  to  all  publike 
Officers.  So  that  Abbots, and  other  Ec- 
clefiafiicall  pcrlbns,  do  call  their  Judges, 
Rcceiuers,  and  other  fuch  like  Officers, 

aiuimansi. 

As  the  Townes  arediuided  or  parted, 
by  Companies  and  Colledgcs  of  Artc- 
zanSjOr  Tradefinen  j  fothe  Cantons  arc 
diftributed  intocertaine  parts  and  porti¬ 
ons. 


Vnderuald  di-< 


ini’ 


CHAP.  VIII. 


Cantons 
muided  into 
^ertainc  por- 
tions. 


of  all  the fix  e  C ant  on  s fore  named ^  which  in 
this  enfuing  Chapter  we  will  handle  toge¬ 
ther  ,  according  to  their  feuerall  rights  ^ 
iwifdidionSn 


i  wnole  country  of  V'ri  is  diuided 
0  ten  parts,  which  by  them  arc 
called  (BnOfjaniincil,  if  a  man 
would  fay,  Participations .  It  may  be  in 


/ 


this  relpeiSl:,  becaufe  they  arc  all  partakers 
in  pafturages,  goods,  honours,  and  pub¬ 
like  charges, and  t  h at  from  thole  ten  parts 
oncIy,they  are  fummoned  and  called, to 
be  prefent  at  thole  allcmblies  which  are 
yearelymade. 

The  Country  of  Suits  is  diuided  into  | 
fixe  parcsjwhich  they  call  quartets.  Be- 
caufc  the  country  (heeretofore)  was  di¬ 
ftributed  into  foure  portions  ;  but  the 
people  coming  to  enercafe  greatly,  they 
made  a  new  partage  into  fixe  portions, 
which  ncucrthclelTc  doreteincthe  anci¬ 
ent  name. 

As  for  the  Country  oi  VndeVuald^  _ 

there  is  a  Foreft  that  diuidetb  it  in  the  uidedimhe 
middeft ;  and  therforc  the  diuifion  is  thus 
made  to  them  that  dwell  aboueand  be- 
neathe  the  Foreft.  The  w'hole  Country 
caketh  name  oi  that  part  which  is  beneath 
the  Foreft :  for  is  as  much  Ofthc  name, 

to  fay,  as  bencathe  or  vnder  the  wood.  In 
cldertimes,  Stams,  a  principall  Village 
beneathe  the  Foreft  ,  and  neerc  to  the  - 
Lake,  was  the  prime  and  cheefe  place  of 
the  country,  and  the  people  were  called, 
inhabitants  of  the  Valley  of  Stants,  But 
now  adayes,  becaufc  the  word  Fnderuald 
is  taken  for  the  whole  country,  the  Swit- 
Zters  haue  added  thefe  words,  abouc  and 
bencathe  the  wood,  SlnlieCUalOen  Ob 

bnb  mbt  bem  feembaalb^ 

Now  as  concerning  them  of  Z«^,  we  The  partition 
haue  laid  already3that  they  are  diuided  in  ’  of  Zug,thc 
two  parts  5  the  one  is  the  Towne  it  felfe,  the 

the  other  the  V illages  round  about, com-  ■  * 
prehended  vndenhree  a{remblics,to  wit, 
the  Mountainc,the  V ale  Fgeria^^nd  Bara^ 
a  Parifh  very  neere  to  the  Towne. 

Claris \s  diuided  into  fiftecne parrs,, 
which  they  tearme  £ agboaiWIhc  word  Thcaiuifion 
fignifieth  the  work  of  a  day,  and  as  much 
diftanccor  fpacioulnelTe  of  ground,  as  a 
man  can  plow  in  a  day.  It  may  be,  that 
thefe  parts  were  called  lournals,  or  day- 
labours  :  becaule  euery  one  prepareth& 
ordercth  the  way  in  his  quarter, and  each 
one  knoweth  where  he  is  to  labour. 

The  country  of  Appenz^ell'i^  parted  in¬ 
to  twelue  orders  or  portions,  which  they 
call  whereof  thofe  lixeconioy- 

ned  to  the  Village  of  Appenz>ell^  they 
name  them  the  orders  within,  and  anci¬ 
ently  w^erc  fiibiecls  to  the  Abbot  of  S. 

Call,  The  other  fixcarecallcd  the  or¬ 
ders  without ;  to  wit  3  out  of  the  Abbots 

Sei^neurv, 
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councell  of 
thirty 


Two  ConTuIs^ 


ThcGoucr- 
nouror  Pro- 
uofi  Prefidcm 


The  Licutc* 
nanu  Court 
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his  Aflifttnca- 


arccnclofcdin  the  fame  whiles  :  euenfo  ' 
arc  they  counted  but  for  one  Comminal- 
ty,and  the  other  twenty  reduced  into  ten, 
make  vp  ten  great  Comminalcics .  The 
citiy  (for  fb  we  will  call  it)  of  Oir^jharh  a 
common-wealth  apart  by  it  fclfc,  like  (wa- 
tingbut  little)  to  that  of  'Lurich^  and  to  o- 
thec  eouernments  of  the  fame  condition. 
For  S:ft  of  all^  the  cirtizens  arc  wholly  di- 
uided  into  fiuc  companies,  from  each  of 
which  arc  chofen  fourteene  men,  who  are 
of  the  great  counccll  publike :  fo  that  the 
great  counccll  and  gcncrall,  is  compofed 
of  feuenty.  From  thefc  feuenty  men,are 
chofen  fiue  of each  company,for  thclcfler 
counccll :  to  whom  are  ioyned  the  fiuc 
Ettufftmaftet?  of  the  precedent  ycare, 
whereby  the  Icffcr  counccll  hath  thirty 
j:ounccllers,whcrcof  fifteenc  called  Sena- 
toursjgouerne  the  common-wealth. 

In  the  counccll  there  are  two  Con- 
fuW,  who  are  Prefidents  (turnc  byturne) 
a  whole  yeare.  The  counccll  and  the  Ofii- 
cersof  iuftice,  arc  yearcly  elcdcd  on  the 
eleuenth  of  Nouember,  being  the  day  ot 
SMartw.  The  thirty  of  the  Jefler  coun- 
celldoiudgein  criminal!  caufes,  and  the 
Gouernor  or  Prouoft  fitteth  then  as  Pfc- 
fidcnt,  remaining  in  that  charge  a  yeare : 
at  the  ende  whereof,  another  taketh  his 
place,  and  they  two  arc  (in  this  Office)  as 
two  Confuls.  Next,  there  is  a  Court  of 
iuftice  belonging  to  the  Lieutenant,  who 
hath  fifteenc  AlfiftantSjto  wittc,  thefiuc 

and  ten  from  the  thirty 
of  the  leffer  counccll.  This  Court  taketh 
knowledge  of ciuill  caufes,  and  pecuniary 
aSions  concerning  debtes :  there  is  ap- 
pcalc  from  them  to  the  leffer  councell, 
who  doe  decide  alfo  matrimoniall  mat- 


Of  ibereeend 
Comimnalcy. 


Thefc  Com- 
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h^c  coon- 
ted  the/ 
(land  in  the 
Record. 


ters. 


T  he  fecond  Comminalty^which  wee 
fhould  count  for  the  third,  bccaufe  Caire 
takes  it  felfefor  two, is  named 
DOCtffCtjdiefourc  Villages,  /^.Bergon^ 
tieffencaHen,  6^Stalla.  y.Trintx>€n^  with 
Reamps  and  other  Villages,  which  with 
TteffencaHenyXndVt  one  iurifdidion, where 
the  Bayliffe  of  Reamps  iudgeth  ciuill  and 
criminallcaufcs.8.  the  high,  where 
fometimes  dwelt  the  Barons  oiVatzA  this 
Comminalty  is  ioyned  with  the  fourih.9. 
Fur now.  lo.OrtcnBeinmTumlefch.  xi. 
Stnnad4.i2.Zuti,:  thefetwoarc  mEnga^ 
the  high,  and  make  one  of  the  great 
comminaltics,i3.^r^e//e.  i/^^cultine.  1 5, 


'Remuji:  which  with  two  other  fmall  coin- 
minalcics,makcth  one  of  the  great,  i6, 
Bergell  aboue  the  Port.  ij.BergeU  vnder 
the  Port,  i%.PefcUw.iOs  PoBlaaf.  i^. 
Brufch^^Nhxch  is  ioyned  with  Posilaaf^  and 
makethoneof  thceleucn  great  Commi¬ 
nalcics.  20.  MunBer tall,  ziMals.  Each 
Comminalty  hath  his  j^mmans^PodeJlats^ 
and  vnder-Officers  as  theytearme  them 
in  leaft  authority,  vnder  whom  they  arc 
maintained  in  liberty. 

The  third  League  tearmeth  it  fclfc 
the  League  of  lurifdiftions,  or  ihclcagiic 
of  Rights.  The  firft  and  principall  of  the 
ten, is  called  Tafaasy  in  regard  of  a  Village 
fo  named,  where  the  houfc  of  the  League 
is,  and  where  the  dayes  mectingsfor  chc 
ten  Comminalties  arc  held.  i^Beelfort^  or 
Aluanuw.  ^.Churwalden.  ^.Langvpif^  5. 
S^Peterde  Schanjik.  ^.Thc  little  Abbey 
in  Brettigow,  'jJenats^  or  CaBelfer.  8. 
Schters*  Theft  eight  iurifdiihons  doc 
acknowledge  the  Arch-Diikcof  AuBrU 
to  be  their  Soucraigne .  Anciently,  the 
Barons  of  were  Lords  thereof:  but 
all  their  race  fayhng,  the  Counts  of  T<g- 
genhourg  fuccecdcd  them.  And  after 
them,  the  Counts  of  whereof  one 
being  named  Gaudentias^  dying  in  the 
yeare  one  ihoufand,fourc  hundred, eighty 
nine,  left  theft  eight  iurifdiAions  to  the 
Arch-Duke  of  AuBr  'ta, 

The  Arch-Duke  eftablifhcd  a  Go¬ 
uernor  there,  which  to  this  day  is  chofen 
among  the  Crifons.  The  Gouernor  dwcl- 
Icth  at  Calielfer'^  and  prefideth  in  ftntencc 
of  criminall  caufes:  he  manageth  and  con- 
ferueth  the  other  rights  of  the  ArchDukCi 
who  hath  not  the  fame  right  and  cquall 
authority  ouer  the  eight  iurifdiQions:  but 
each  of  them  cnioycthhis  priuiledges  & 
particular  cuftomes,  the  inftruments  and 
charters  whereof  arc  kept  atr^/i^.Thc 
firft  and  fourth  iuriftliiftion  haue  great 
priuiledges  and  immunities,  farre  beyond 
the  other. 

The  ninth  lurifdifiion  is  called  A/4- 
lansy  by  rcafon  of  a  Village  fo  named,  bc- 
iwccncthc  Riucrof  Lanquart^  &  Mount 
* Rhaticazov/zrds  the  South. 

The  tenth  is  named  Meyenfeld.  Theft 
two  laft  did  belong  fometimes  to  the  Ba¬ 
rons  of  afterward  to  the  Counts  of 
Toggenbourg-^  then  they  fell  vnto  Wolf 
hard  de  Brandis y  in  refpedi  of  his  VVifc> 
who  was  of  the  houfc  of Werdenberg,  The 
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the  tovvne  of  the  Grifons. 


they  bccam  ioyned(with  the  other  eight 

lurifdidiioas)  to  the  two  Leagues  of  Grf- 
fonSyZnd  made  the  thirds  referaing  to  the 
Lords  of  Brandis^  the  right  iuftly  to  them 
appertaining.  AfterwardeSj thefe  three 
leagues  together  bought  thefe  lurifditSi- 
ons^and  fent  a  Goiicrnor  thither ,  who 
dwelt  in  the  caftle  of  Meyenfdd^  and  fate 
Prefident  to  iudge  in  criminall  ftiites :  he 
condemned  men  in  fines,  and  to  death, & 

.  gathered  the  toll^^s^and  other  publike  r e- 
uennewes.  The  ten  Iiirifdidions  allycd 
thcmfelues  together ,  in  the  ycarc  one 
thovifand,  foiire  hundred,  thirty  fix,con-» 
ditionally,  to  fuccour  one  another,  &  be 
abiding  in  all  things  (iufl  and  reafonable) 
againft  enemies,  repelling  al  wrongs  that 
fhould  be  offered  to  any  of  them^Si  pro¬ 
cure  the  peaceable  enioying  of  their  li¬ 
berties.  Alfo,alI  rights  and  duties  apper¬ 
taining  to  the  Lords,  they  rtiould  be  du¬ 
ly  rendred,  they  permitting  them  to  pot 
fefle  their  franchifcs  and  priuiledges :  all 
the  reft  bceing  carcfull  and  prouident  to 
prcfefuc  the  good  and  benefit  of  one  an¬ 
other. 

In  the  fame  ycarc.  or  the  next  follow¬ 
ing,  ihcfe  lurifdidions  made  perpctuall 
alliance  with  the  two  other  Leagues,  and 
fo  the  three  leagues  became  ioyned  as  in 
one  body ,  the  particular  parts  whereof 
hauc  bene  already  mcntioned.But  in  our 
numbering  and  fetting  them  downc,  we 
haue  rather  followed  the  fituation  of  the 
place,  then  the  rankc  which  they  holde  in 
the  dayes  ofaffcmblies,  wherin  notwith- 
ftanding  are  many  opinions :  &  therefore 
I  willdcfcribe  them  hecrc ,  accordingto 
tbc  comminaltics  of  the  two  firft  leagues, 
St  as  they  arc  comprized  in  their  alliance 
with  the  Switzcrs.The  Comminaltics  of 
the  league,  are  the  vally  of  Lugnhx>^ 

Tlants^  OberJachs^WalterJpurg^  Laax^  St- 
and  other  places  about  the  W  oods, 
TUmSy  Schewis\Trimmis^  Reruns ^  Hem- 
tenberg  and  T ujis champ s^RhmmldyMti- 
fax  and  Ruflee^  SaJien^Jhamten^Schopme^ 
Fals,  The  Comminaltics  of  the  league  of 
Cade^  arc  in  order  as  they  followc,  Cctrei, 
Ff*f'ftf9(rp;^  \hc(ovnc  villages  defeending 
on  ^Jpremontjf^  atx*  the  higb^Reamps^Tt^ 

fencasten^Gryfeniiein^  Beuio  or  Stalky  A- 

5er^^’/aboue  andbelowe  the  Port, 
ZulXf^Sumaday  P  oBiUd^^Stein^erg^Schul$y 
RemHjf^Munnertd,  Mals,  Galfen,  antd 
Schant:un,  As  for  the  ten  lurifdiaions,! 


I  vndcrftand  theirorder  thus  •  Tafa^ ,  the 
three  lurifdiaions  Beelfort 

ox  Alaanuw^Chmwdden,  S, Pierre ^  Lan- 
gvptft'^  Mdans  and  Meyenfeld,  1  know  ve¬ 
ry  well,  that  fome  doc  name  thefe  Com- 
minalties  orherwife,  but  that  importeth 
nothing,  becaufeincach  Comminaltie 
there  are  many  times  notable  villages,  fo 
that  the  Coraminalty  (bmetime  takes  his 
name  of  one, and  fometimes  of  another. 
For  mine  owne  part,  1  hauc  named  the 
principal!  places  of  the  Comminaltics. 

Thus  then  there  are  three  leagues  of 
ibz  Grifons^  containing  fifty  Conirninal- 
tics,  which  (neuerthelcfte)  doc  make  but 
one  Commonwealth.  Fotjalthough  ma¬ 
ny  of  the  Comminalty  hauc  thcirludgcs 
lawcs,cuftomes,&  iufticc,  af  wcl  ciuill  as 
criminall  5  yet  notwithftanding,^  the  So- 
ucraignty  is  with  the  councel  of  the  three 
leagues ^which  they  namein  thcyrLan- 
guage,igmpttnl)tsf  tag)>’  dayes  of  mcc- 
ring  or  aflemblies  of  AmbaffadnrSjfrom 
each  comminalty  of  the  Grifons :  whether 
fome  of  them  fend  two  Ambafladours, 
others  but  one  onely.  If  the  councell  bcc 
ordinary,  the  Grifc  League  fendeth  tbe- 
ther  28.  Ambaffadors  or  coimccllors  5 
that  oiCade  2  >,  and  from  the  lurifdicf  i- 
005,14.  If  either  one  of  other  doe  fend  a 
'greater  number ,  they  hauc  no  voyecs 
thcrc,biit  according  to  the  abouc-named 
account .  Sometimes  alfo,  the  councell 
general  of  the  whole  Nation  (which  was 
made  no  iQng  time  fince^  do  meet  toge¬ 
ther  :  but  that  is  very  rarely. 

The  forc-mentioned  councell,  mana- 
geth  the  affayres  of  the  common-wealth: 
yet  in  fuch  fort,  that  the  counccllcrs  or 
Ambaftadors  dealc  not  according  vn to 
their  owne  beft  feeming,  but  as  the  com- 
maunds  and  remembrances  from  iheyr 
comminalties ,  and  which  they  bring 
with  them  in  writing  on  the  dayes  do  df 
reil  them,  and  whereto  they  conforme 
their  refolutions,  which  paffeth  by  plura¬ 
lity  of  voices.  The  councel  of  the 
is  (alfnoft^Iike  to  that  of the  Switzcf^.Tor 
there  they  treate  on  the  fclfefame  things 
which  concerne  the  good  of  the  whole 
cduntrcy  3  ofpcace,ofwarrc,of  alliances, 
of  Ambaflages,  lawes  and  ordinances, & 
caufes  of  appcalcs  from  the  Bayly  wickes. 
There  arc  three  places  appointed  for  the 
tofittc  in  councel,  to  wit,  Ylants  in  the 
Grfe  league,  Coire  in  the  league  of  Cade, 
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Anoihcrprin- 


in  that  of  the  ten  lurifdiflions. 
But  ofteneft  the  dayes  are  held  at  Coire  at 
times  oftheir  affaires  5  which  happcneih 
three  times  in  the  yeare  :  about  the  fixe 
and  twenty  day  of  lanuary^  the  beginning 
of lune,  and  the  cleucnth  day  ofNouem- 
beri 

Theyhaiic  another  Councell  or  Sc- 


cipalCounccl  ^ate,  which  they  name  ?  whe 

orSenaceior  ‘  . 

them  a]. 


ThcPrlnci* 


minalties. 


the  principal  Magiftrates  onely^and^  as 
being  the  cheefe  of  the  three  Leagues,  do 
affemblc  thcmfelues  together.  Thcle 
men,  are  the  ludge-Prouinciall  for  the 
Grife-Lcague;thc  Councelof  Cotre{ox 
the  league  of  CAae^  and  the  of 

for  the  League  of  the  tenne  I  urif- 
di(f^ions.  At  ail  times,  and  as  often  as 
neede  reqiiireth,  to  prouide  for  the  pub- 
lique  affayres^  and  it  appeareth  not  con- 
paUmeVte'to-  ucnicnt,  to  Call  all  the  Deputies  of  the 
gethcf  when  coLintrcy  together  5  then  thole  3.  Princi* 
pals  do  meetc ,  with  fomc  of  the  cheefeft 
of  the  three  Leagues.  But  they  cannot 
determine  abfolutely,  onely  they  referre 
feparatelyvntothe  Comminaltiesof  the 
three  Leagues,  whatfocucr  hathbeenc 
dilcuft  among  the  Councellers,  and  that 
-i  which  is  approouedby  plurality  of  voy- 
!  ces,  is  reccyued  of  all.  There  is  appeal  al- 
^TcouDccr  C>  from  the  counccl,  to  the  Comminal- 
toihc  Cora-  tics,  and  then  matters  are  propounded  in 
the  Gomminalties^^  whofe  fcntcnccs  arc 
fet  downc  in  writing :  and  being  confer¬ 
red  on,  they  arc  gathered  to  a  refolution 
and  an  arreft,  by  the  pluraliiic  of  Voy- 
ccs. 

As  concerning  iudgements  in  crimi- 
v-oni.twui.5  caufes :  the  Grifons  doc  therein  pro- 
iudgments  in  |  cecdc  like  thc  S  wit^icrs .  If  there  happen 
pubiike caufes  difference  among  the  three  Leagues, 
three  or  fourc  ludgcs  mufl  bee  chofen  on 
cytherfide,  and  dilcharged  of  iheOathc 
which  bindeth  them  to  their  Icague.They 
arc  to  accord  the  difference  by  kind  com- 
ppfition,  or  iudge  according  to  theyr 
conlcicnces.  If  the  voy  ces  fal  out  cqualh 
an  Arbitratourmuft  bee  chofen  by  voy- 
ces  and  common  fuffragesof  thc  three 
Leagues .  If  two  Leagues  bee  in  fuitc, 
they  muft  referre  thcmfelues  to  thc  third, 
whofhaldeliuer  vntoboth  thc  parties, 
thc  right  whereby  they  arc  to  bee  quieted, 
iritchaunce  betweene  two  Comminal¬ 
tiesof  one  and  the  fame  League :  they 
muft  take  (  as  Iudge)  thc  vcric  neereft 
cotnmiijalty  or  Iuri&i<ftion  belonging  to 
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the  fame  League.  But  when  thc  Com- 
minalciesofdiuers  Leagues  are  at  diffe¬ 
rence  :  the  councelof  the  three  Leagues, 
namely  thc  Iudges,arc  to  prouide  there¬ 
fore. 

When  one*  Comminalty,  or  fbmc 
particular  perfon  therein,  hath  proceffe 
and  fuitc  againft  the  three  Leagues,  or  a- 
ny  one  of  them  \  two  or  three  ludgcs  of 
each  League  are  then  to  be  chofen  for  it . 

And  when  two  Leagues  are  at  difference 
againft  the  other,  fixe  fudges  of  the  two 
Leagues,  and  fixe  of  thc  other  alone,  arc 
to  bee  appointed.  If  they  cannot  con¬ 
clude  the  ftnfc  3  an  arbitratour  muft  bee 
chofen,  by  plurality  of  voyccs  of  the  three 
Leagues .  Thelc  iudgements  arc  to  be 
deliucredflrft  at  Ylantz,  nexte  ^iCoire: 
a  fecond  time  againe  at  Y  lantz,  then  a- 
gaioeat  Coire^  and  at  Tofnas  thc  laft  of 
all. 

It  would  much  weary  mcc,  if  I  fhould 
deferibe  at  large  thc  Statutes  &  cuftomes 
of  the  Grifons  :  notwitbftanding,  I  ("hall 
not  greatly  difpleafe  or  offend  thc  Reader 
if  hcerc  I  glance  at  a  wordc  or  two .  Firft 
then,  it  is  agreed  vppon  betweene  them, 
by  the  .conftnt  and  aduicc  of  thc  whole 
councch  that  ncythcr  the  Byfhoppe  of 
Coire^  or  any  of  the  Ecclcfiaftical  Order ; 
thalcledor  cftablilh  any  ciuilc  Magi- 
ftratc,  noraduancea  Gouernor  or  Am¬ 
man,  for  any  Comminaltie  or  lurifdi- 
^fion  whatfoeuer;  but  that  thc  people 
of  the  Grifons  (by  theyr  fuffr ages  onely) 
fhaleled  andchoofe  theyr  ownc  Magi¬ 
ftrates. 

Such  as  haue  obtayned  any  Offices  of 
thc  Byfhoppe,  may  not  be  accepted  into 
councel,ro  long  as  they  do  rematne  in  his 
feruicc. 

As  concerning  thc  Minifters  of  thc 
Church,  cuery  Parilh  eledeth  their 
ownc:  may  depofc  them,  pay  them  their 
Wages,wbich  arc  too  little  in  many  pla- 
ccs.  ^ 

Tboroughout  the  countrey  of  thc  Gri-  xyX- 
fons^  nofmalTyihcs  arc  payed,  and  as 
for  thc  great,  they  pay  but  thc  fifteenth 
part,  and  giuc  nothing  in  thc  fieldc ,  but 
they  glue  it  in  thehoufe,  and  alwayes  af¬ 
ter  the  haruefts  both  for  their  Grapes  and 
come. 

All  they  that  arc  of  a  comminaltie , 
mayfifhinalthcRiuersandPondcs,  and 
hunt  both  Bcafts,  and  fiye  Fowlcs  freely, 
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within  their  fayd  Comminalty. 

'  Thoroughout  all  the  countries,  one 
weight  and  mcafure  ofthings  licquid  and 
dry,  is  to  be  vfed,  to  wit,  the  weight  and 
meafure  of  Coke,  And  it  is  not  lawful  for 
the  BourgeflTes  of  Cotre  to  alter  any  thing 
therein,  without  the  confent  of  the  other 
Leagues.  * 

For  our  conclufion,  we  are  to  fpeak  of 
Goucrninents  and  Bayliwkkes,  whereifi 
the  three  Leagues”  of  the  Grifons  do  com¬ 
mand  equally.  On  this  fide  the  Alps  nerc 
toC(?/>e,  they  fend  a  Gouefnor  to  Mey  * 
enfelim^  to  Melantx> .  On  the  other  fide 
the  Alpes beneath  toward  the  ri- 
uer  of  Moire  ^  the  Gouernment  or  Bayly- 
wick  of  plurs  firft  prefenteth  it  felf,  which 
is  a  great  village  in  the  field  neighbouring 
to  the  AIpcsaand  on  the  bankes  of  Moire 
riuer,  and  eucn  asfightly  to  bee  lookt  qn,^ 
asifitwereagood  Townc.  In  this  place, 
there  are  digged  infinite  Chaudetons  6t ; 
Rockc-ftotle  coales,  which  ferue  as  fewell 
forthekitchinj  anditJs  faithfully  repor- ’ 
ted,  that  the  nature  of  this  ftone-coalc  is  | 
fuch,  as  when  Fi(h  commeth  to  boylinj, , 
they  make  them  mount  andlcape  out  oL 
the  kettle  into  the  fire-,thefc  coalcsarc  ve¬ 
ry  abundantly  fold  in  Italy,  All  the  villages  ” 
round aboutj  are  anfwcrable  and  like  to, 
whcre|thc  Gouernour(whom  they  ^ 
terme  dccideth  caufcs3&  is  fo- 

ucraigne  in  thatplacc  in  name  of  the  G/i- 
and  deputed  by  them. 

Next  is  the  Townc  and  county  oi  da- 

uenna,yNhti^6n  Flurs  in  elder  times  de- ■ 
^  * 

pended,  clauema  is  a  Towne  aboucthe 
Lake  oiComa^  about  fine  milcs,as  Antoni- 
^obferueth  italfo,  in  his  bookc  of  the 
wayes.  The  (?r^;^JcalltheGouernor  of 
ClaHennOy  Commiflary  .*  &  he  is  the  moft, 
apparant,  next  to  him  of  Sondria .  The 
third  more  fpacious  and'  noble  gouernc-' 
ment  is  that  of  the  vale  T dma^  famous  for 
the  exeelicnt  wine, which  there  is  made  in 
extraordinary  plenty 5  and  is  thence  tran- 
fported  into  Switzerland  and  Germanic. ' 
The  whole  vale  of  Telina^  is  diuided  into 
fixe  Bayliwickcs.  The  firft  is  that  diBormia  > 
a  Towne  abouethe  valley  ^towardcs  the 
Mountaine  of Brauth  this  Bayliwick  hath  * 
many  priuilcdges  and  franchifes/arre  be¬ 
yond  the  other.  The  fecond  is  the  towne 
ofT/V^^/.The  third  is  T f/5wherof(as  fome 
thinke)  the  vale  teUna  firft  tookc  name.  It 
is  a  Townc  feated  in  a  very  high  place,  & 


appearing  to  be  (b  naturally;  &:  it  is  coun¬ 
ted  to  be  the  beft  fortrefle  of  all  the  Pro- 
uince.  S ondria^  the  moft  renowned  town 
of  all  the  vale  Telina ,  maketh  the  fourth 
Bay  ly  wicke.  It  is  the  moft  rich  &  power- 
full  among  all  the  reft,  and  he  that  is  Go- 
nernor  thereof,  is  called  Captain,becaure 
oner  and  befide  the  Bay liwicke,  hce  hath 
an  eye  to  the  whole  valley  when  it  is  chief 
in  hath  his  Lieiitenant,  who 

iudgeth  with^hirnthe  ciuil  caufes  of  the 
the  Bayliwkke.^Hi^e  iudgeth  alfo  the  cri-1 
minal  matters  of  all  the  vallyfliauinglaw 
yers  and  learned  men  to  his  councel,  ahd^ 
gluing  fentence  according  to  the  Lawes 
and  Statutes  of  the  valeT elina:^\\ich  nc- 
(iierthclcffey  riiay  be  moderated  &  made 
milder  in  tbe-Bayliwicke  by  the  PodeJlaPs, 
rBcfide  all  this, all  caufes  may  be  appealed 
to  the  councel  of the  Gr^Jons  Signakies^ 
or  to  them  that  they  haue  ordained  com- 
mifariesj  and  lent  to  iudge :  or  finally,  to 
the  couucel  ofthe  Coinminalties,  who 
haue  the  (bueraigne  power.  The  fift  Bay- 
Jiwicke  is  called  MorienyZnd  the  fixt  T 
hon  ^vibich  is  laft  oFal.  .id 

”  This  is  the  order  ofthe  Baylywickcs  bf 
the  vale  yet  fomedoe  notfet  the 
Baily  wick  of  P^?w/^in  this  ranke ,  but  di* 
uidethe  whole  vale  into  three  partes  j 
whereof  the  firft  comprehendeth  Tiran 
•  and  TelhSondria  maketh  the  fecond  5  and 
arid  arc  the  third.  In  de¬ 
aling  the  Bay liffes,.  they  follow  the  order 
of  the  Leagues  and  Comminalties .  As 
for  cxamplcjif the  Grife  League  eftablifh 
a  Captaine ztSondriaioi two yeeires,  the 
League  otoi^^  fcnds'^  one  thether'for 
the  two  following  years;  at  the  end  wher- 
of,  the  League  of  the  lurifdiciions  fends 
one  for  two  other  yeares, this  orderis  ob- 
ferued  in  each  League  ofthe  Comminal- 
tics.  And  fometimes  the  Comminalties, 
who  fhould  fend  a  Bayliffe  by  their  turn, 
vvouldcled  him  only;  but  now  the  coun¬ 
cel  of  the  Grifons  makes  the  clcftion.  The 
byfhop  oiCokey  and  the  City,  do  ftampe 
money.  The  Abbot  of  DiffentiJfh^Oih  the 
fame  priUiledge  alfo,  amongft  many  o- 
ther. 
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H  E  whole  countrey  of 
&/if  isdiuided  into  two  parts 
The  h\^ct  Valois  from  the 
fourfcDrfpringofthc  riucr 
of  Rhone^  (b  farre  as  the  rioer 
of  MorlUy  which  vniteth  it  felfe  with 
/?^^?;^(?5romcwhat  beneath  This  was 
the  dwelling  of  the  ancient  Fiberines  and 
Sedufiam.  The  lower  Faloisl  is  from  the 
riucr  of  Morjia^io  farre  as  Saint  Mauris^ 
and  this  was  the  countrey  of  the  Veragri- 


ans. 
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the  feuen 
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The  higher  Valois  is  diuided  ijito  7  luriP- 
diftions,  whfch  they  caM  Vi^caines^^zids^ 
and  ^cnOen  in  the  Allman  tongue .  I 
know  not  whence  this  worde  is  deriued , 
for  it  cannot  produce  flic  number  often, 
becaufc  there  arc  no  more  lurifdi^iions. 
A  friend  of  mine  told  me,  that  the  worde 
intended  much^  as  Dioceffes^  becaufc 
that  cuery  Ward  hath  his  Diocctfc  or  lu- 
rifdidion,  his  Common-wealth,  and  pri- 
uiledges  apart  by  it  felfe.  Others  do  hold 
that  the  word  ^cnftClIcommcth  of  ano^ 
thcr  wordjfignifying,  an  Hundred :  as  in 
theLawesofFr^;;^^',  the  Offices  of  the 
Earlcdomes  or  Counties,  the  Vicariates 
and  Hlpndreds  are  pumber ;  and  in  (bmc 
places  of they  arc  called  ZrW- 
graues^  the  fudges  of fomc  ccrtainc  lurif- 
di&ion.  But  without  landing  fo  ftiict- 
ly  on  the  words  originall:  wee  may  vcric 
fitly  tcarme  them  DiocclTcs  or  Commi- 
nalties4  So  thcn,there  are  feuen  Commi- 
naltics  in  the  higher  ValoiSy  to  wit.  Corns ^ 
Brighe^VefftSy  Raron^  Zeuckj  Siders^  and 
Syon .  Thefe  feuen  Comminaltics  hauc 
thirty  parifhes.  The  lower  Valois  hath  fixe 
Comminaltics,  which  they  cal  Banncriesi 
becaufc  each  one  hath  his  particular  ftan- 
dardj  andfourcand  twenty  Parifhes  fo 
numbred. 

The  V^^agrians  ox\o>sitxV alafians  y  had 
(in  times  part)  longwarrc  againftthe.S’f- 
dufians  ^ndyiberines.  In  the  end,  after 
fourefcore  and  thirteen  ycarcs,  they  were 
ouercome  andfubiccted  5  fo  that  the  Se- 


dttfians  and  Viberines  ruined  fixtccne  Ca- 
ftles,  the  old  pittifull  foundations  where¬ 
of,  arc  yet  to  be  fecne,  and  it  is  not  lawful 
forany  tobuildc  themagainc,  for  feare 
theyfhouldproouchurtfiillco  the  coun¬ 
tries  liberty;.  And  therefore  the  higher 
r^/woucr-rulcth  the  lower,  and  fendeth 
Gouernors  thethcr  to  iiidge  in  caufes,  & 
manage  the  afFayres  of  the  State.  The  By- 
fhop  of  Syon  /whom  fbmc  call  Count  & 
Gouernor  Valois)  is  Prince  of  the  coun 
trey.  Hcc  is  elected  by  common  ftiffra- 
ges  of  the  Chapter  of  Syon^^nA  of  the  7 
Dix»aines  of  higher  Valois. 

The  Annalcs  oi Valois  do  declare,  that 
CharlemaignegzwQxh^  County  and  Go- 
uernment  of  Valois  yto  TheodoJitss^iQoo^ 
of  Syony  and  to  his  ^lIcce^^brs^with  power 
to  bearc  alword,in  figne  ofciuilllurifdi* 
<9:ion,  and  other  priuikdgcs  of  Prkiecs 
of the  Empire.  Becaufc  that  Byfliop  (by 
reuelation  ofan  Angela  had  declared  to 
Charlmdgne,A^2x{omt  feexet  finne  (I 
know  not  what)  was  forgiuen  him.  How- 
beic,  there  are  fufficient  circumftancei  to 
call  the  county  into  fufpition,  as  we  hauc 
already  made  more  amplemention  in  our 
defeription  of the  country  of  Valois*  Not* 
withftandingjit  is  ccrtainc,  that  the  Em-^ 
perors  which  came  after  Charlemaig^^^Ct 
corded  &  confirmed  the  fore-named  pri* 
uiledges  to  the  byfliops  of  Syon :  namely, 
the  Emperour  Charles  the  fourth,  then 
C harles  the  fifi  renewed  &  incrcaftd  them 
willingly,  at  the  requeft  of  Mathew  Shiner 
Byfliop  and  Cardinal  of  Sionjfxom  whom 
he  bad  deriued  many  good  and  gracefull 
fcruices. 

.  Afterward,  the  Byfliop  had  another 
grace  granted ,  that  the  next  moft  excel¬ 
lent  eftate  to  his  5  fliould  bee  that  of  the 
captainc  or  Bayliffe  of the  whole  country 
whom  they  vfe  to  call 
Itt  niU  He  iiidgcth  in  ciuill  caufes,  and 
continueth  in  his  charge  the  (pace  of  two 
yccrcs ;  being  cleScd  by  the  Byfliop,  and 
by  the  Ambafladours  of  the  Diz^ainesox 
comminaltics.  Afterward,  he  is  confir¬ 
med  by  publikc  approbation  and  confent 
of  all  the  comminaliics,which  hauc  each 
one  his  Magiftratc,whom  they  of  Goms, 
RaronyZndleucky  csW Maire,  the  others 
CaHtllian.  He  iudgeih  all  fuiccs,  clpcci^l- 
ly  them  criminall ,  with  the  counccllcrs 
which  the  comminaltics  glue  him  as  affi- 
ftants.  There  be  (who  arc 

fo- 


‘■jjlcth  ou{j 
the  lower, 


The  ByfljQjj 
of  Sion  ‘ 
Prince  of  Vj, 
lois. 


CbacIeiDjigfl 
gaue  the  Go- 
uernmentof 

Valo«  to  tbe 

BilhopofSj. 

on. 


TheptiniW* 

gcsofViloiJ 
confirmed  bf 


TheCapw®. 

orBaylitfe®' 

auihoriiy* 


iChap. 


V, 


Of  the  gouernment  of  Bienna. 


The  Councell 
ofValois,and 
theirmcctingi 
and  how  farre 
ihcyr  power 
extendeth. 


The  Barons 
.  |[  |  ofRaron,and 
y  'll  their  fucccf« 


Of  (he  Mate. 


ice 


OftheConH 
iiiwmltics  that) 
are  in  the  lo¬ 
wer  Yaloii, 


The  mancr  of 
the  (icuation 
of  Valoi*. 


Saini  Mauris 
onelyfpared. 


foueraigne  Magiftrates  in^hc  Cantons 
of  S wit zer Undent  they  of  Falois  are  iud- 
ged  inferiours^and  haue  Moires  as  theyr 
fuperiors. 

Appcalc  may  bee  made  from  the  fen- 
tcnccj  which  is  giuen  by  the  Judges  ofa 
comniinalty,  to  the  councell  of  Volois  ^ 
who  are  called  JSeU  rat^  s  and 
according  to  the  cuftome  of  theyr  Ancc- 
ftors,  they  aflcmbled  twice  a  ycare,  in  the 
months  ofMarch,  and  of  December.At 
which  times,  two  or  three  Deputies  of 
each  Village,  do  mecte  at  in  a  Ga¬ 
ft  Ic  named  Moierin.  The  By  (hop  affifteth 
there,  and  the  Bayliffe  cals  for  the  caufes, 
and  then  they  treate  on  affavres  of  the 
Common-wealth,  ele^ftioo  ofgoucrnors 
and  publike  Officers,  &  fuch  as  (ha!  iudge 
in  the  J aft  power,  of caufes  that  conccrnc 
appealc. 

The  Barons  were  fometimes 

great  Lordes  in  the  countrey  of  Volois. 
Their  fucceffors  were  the  Lords  of  Chm- 
rotty  who  are  Marlballes  of  the  Bifhop- 
pricke  of  Syon^Vicowni  oiSyon^  and  Ste¬ 
wards  of  Folois. 

As  for  the  Moze^  which  they  tearme 
it  is  a  particular  inuention  of 
the  people  of  to  oppofe  thefclues 

again  ft  the  power  of  great  and  rich  men* 
W  eehaue  made  ample  mention  in  our 
defcriptioii  of  the  country  of  and 

there  declared,  wherefore  it  was  puttein 
pradife, and  how  it  began. 

VVe  haue  told  you,  that  the  By  (hop  & 
the  feuen  Dizawes  of  the  higher  yali?isj 
hold  the  fouciraignety  of  the  whole  cou  n- 
try  in  their  handcs.  .  The  lowct  f^alois  is 
Tubjed  to  them,  and  is  parted  into  fixe 
Comminaltics,  viz^  Guides  n^tc  to  Sypu^ 
is  thechiefe  Caftl^wickc  or  a^niirialtie 
of  lower  Alois*  Hecretofofe  il  a|)pehajr- 
ned'to  the  Canton  of  in  thewar 

which  the  Switzers  made  on  the  Duke  of 
intheycare  153^.  theValafians 
did  there  rccoucr  ir,  in  exchange  of  ano¬ 
ther  country.  2  Mrdon^ySollion^  /\.Entre- 
^om^f;^,Mortimchi6*  the  Towne  of  S^int 
Mouris  in  chabkis iwhcic  the.moiintains 
feeme  as  if  they  ioyned  togethcr.r  So  that? 
M^olois ^is  (hutor locktvp  bya  Tower^ 
&  two  gatcs(as  it  were)  at  both  the  endes 
ofa  bridge,  vndcr  which  the  Rhone  gly- 
dech.  Intheyearc,  the 'vakjians 
brake  down  the  wals  and  fortreftes  ofthe 
fore-named  places,  except  that  of  Saint 

s  t' 


Mouris*  Without  the  country  of  njolois^ 
the  'volojians  poffeffed  thcmfelues  of  3. 
Bayliwickes,  during  the  warre  of  Souoyei 
^Momey^Tuion^  and  HochtoU* 
NeuerthclclTe,  fome  few  ycarcs  after  that 
they  (urrendred  to  Emonuel  Phile- 
bert^  Duke  of  S auoye^  and  retained  both 
the  ocher. 


chap;  XIIL 


[The  Common-weolth  of Eiema* 


H  E  Towne  o^Bienmmzdc 
:perpetuall  alliance  with  the 
Bernians.as  wee  haue  alrea- 
‘  dy  fayde:  and  it  happened  in 
the  yeare  one  thoufand, 
three  hundred, fifty  two.  Thirty  ycarcs 
after,  it  contraded  pcrpctuall  Allyance 
with  S olleurre-^  and  in  the  yeare  one  thou¬ 
fand,  fourc  hundred,and  feuen, with  Fri^ 
hourgfo  it  became  allyed  with  three  can¬ 
tons  ofthe  Switzcrs.Uacknowledgcth  as 
tcmporall  Lord,  the  Byfhop  of  Bofile^  be- 
caule  as  concerning  the  Ecclcfiafticall  lu- 
rifdidion,  it  is  the  DiocclTe  oiloufonnoi 
but  ic  is  a  long  time,  fince  it  was  no  more 
fubiedto  the  (pirituall  goucrncmeht  of 
the  BiftK)p,as  in  like  maner  were  the  citi¬ 
zens  oi Zurich  and  Berne* 
AftcrwardjwhcnitcametopafTe,  that 
the  Bernians  got  the  poflefsion  of  the  Bi- 
fhopprickc  of  Lufanna^  they  enfranchifed 
Bienno  of  the  Ecclefiafticall  fubiedion . 
The  Byftiop  oisajileis  Lord  thereof  very 
peaceably  jin  tcmporall  power,  and  efta- 
blifbcth  the  foueraign  Magiftracc,  whom 
they  call  Moire :  but  hcc  is<  chofen  out  of 
the  number  of  the  Townes  councellcrs, 
and  the  Moire  giues  oath  to  the  councell^ 
and  they  to  him  •  Hcetaketh  knowledge 
(with  the  councell^  ofcriminall  caufes  5 
&  fitteth  asPrefidentin  cenfuring  them. 
The  moitie  of  fines, amounting  to  aboue 
^MuresTournois^  apertaincth  to  the  By- 
fbopjWich  fome  tenihsjand  other  reuen- 
newes :  but  the  ports,  rolles,cuftoms,  and 
fuch  like,  belong  to  the  Towne  only,  and 
not  to  the  Biftiop.  For  hcc  is  not  permit¬ 
ted  to  impofe  any  charge  whaifoeiier  vp- 
pon  thcBourgcffes,  nor  to  engage  the 
Towne:  but  the  BourgeCTcs  arc  bound  to 
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Common¬ 
wealth  of  Bi- 
ennt. 


go  in  warre  for  the  Byftiop,  and  at  theyr 
owne  cxpcnccs ,  yet  no  further  then  a 
dayes  ioiimey  from  the  Townc .  If  hcc 
Would  bauc  them  march  any  further,  hce 
isboundtopay  theirwages .  Yearcly, 
there  is  repetition  made  to  the  Counccl, 
what  priuilcdgcs  Byfhop  iTnmcT  RAm^cin 
gauc  to  the  Town,  in  the )  care  one  thou- 
fand ,  three  hundred,  fourcfcore^Sc  three  • 
They  of  ’Btennn  haitc  as  ample  priuilcdgcs 

as  in  the  greater  ' 

The  ComiUon-wcaUh  of  BuntiA  is  go- 
ucciied  in  mancr  follo>\'ing-All  the  Bour- 
gefTcs  arc  diuided  into  fixe  companies  or 
broihcr-hoods:  yet  in  fuch  order  Sc  carri- 
agCjas  no  one  man  whatfoeucr  may  ioyn 
bimfclfc  with  two  or  more  of  the  compa- 
s-,vvhohaue  each  one  two  Matters,  8c 


ni 


Bourgnlaflcr 
prefideneof 
the  General 
Counceh 


a  feruant  attending.  The  Councell  pub- 
likcischofcnoutof  the  number  of  thefc 
bourgeffes.  The  letter  counccl  is  compo- 
(cd  offoure  and  twenty :  and  the  greater, 
of  thirty  counccUcrs .  The  election  is 
made  at  the  y  eares  ending,  and  at  the  be¬ 
ginning  of  the  ycare  following,  theyr 
names  arc  openly  publifht  in  the  church. 
There  is  choife  made  of  fome  Elccttours, 
out  of  the  great  and  letter  councell :  who, 
(in  prefenec  of  the  cheefe  Secretaric)i  do 
confirmethe  ancient  CounccUcrs,  or  c- 
le(5i:  new, if  there  be  any  fuch  need. ; 

He  that  fitteth  Prefident  in  the  coiin- 
cell  gencrall,  is  called  Bourgmattcr,  and 
is  eleded  by  the  great  and  letter  coiincelL 
He  is  next  in  office  to  the  Moire  fic  when 
they  deliberate  on  affaires  of  tbeCom- 
mon-wcalth,  and  queftion  is  vrged  con¬ 
cerning  ciuil  cafes  :  thcMaircand  Offi¬ 
cers  to  the  Byfhop  depart,  and  Icauc  the 
Bourgmattcr  Prefident. Next  to  him  arc 
the  T rcafiirers,  BanderetSy  foyers ^  or  Sur- 
ucyers,  the  ludgcs  of  the  Confiftory  ,thc 
Hofpitalicrs,  and  others  clciSf  cd  in  pub- 
likc  charges  j^y  the  great  and  Icflerxoun- 
cclljwhoare  not  aduanced  tofuch  De¬ 
grees,  biit  as  they  arc  knownc  apt  and  a- 
blc.  ThcBandcrctoncly,  isehofenbyall 
the  people.  Hcc  hath  charge  not  oncly  of 
bearing  the  Towns  banner  5  but  alfo(with 
the  Bourgmattcr)  is  protedorof  Schol- 
Icrs,  taking  care  that  they  may  hau^^Ui- 
Care  forfchoi  fauhfull  Tcachcrs  and  Ouerfee-^ 

ers,  and  to  take  their  accounts.  The  Iclfcr 
counccl  aflembleih  three  times  cucry 
wcckcjto  wit,  on  Monday,  Wednefeiay, 
and  Saturday  j  but  if  any  man  doc  dcfirc 


Other  officers 
of  the  Com¬ 
monwealth. 


.The  office  of 
thcBandcrci. 


krs. 


to  hauc  a  caufc  extraordinarily  decided, 
paying  a  Florin  to  the  Mairc,  thccoun- 
ccll  fhall  be  then  aflembicd .  Bknno  hath 
no  other  particular  lurifdiittion,  but  the 
Councclliudgcth  all  caufes  ciuill  and  cri¬ 
minal. 

They  of  Bienm^  are  Lords  of  the  Val¬ 
ley  of  Saint  Jmmer^  for  fb  likewife  is  the 
Seigncury  of  Rxguo  called ,  and  is  diui- 
ded  into  many  Comminaltics ,  which 
hauc  (each  one)  their  Maire  or 
elcdcd  and  confirmed  cucry  ycare, in  the 
moneths  of  May  and  September .  But 
they  of  BientM  hauc  not  any  bayliffe,.for 
the  Comminaltics  hauc  their  courtes  of 
lufticc,  and  when  the  parties  cannot  bee 
agreed,  the  caufc  is  fent  to  the  counccl  of 
the  T  ownCjwho  fend  fometimes  afliftants 
to  helpe  in  the  country  pleadings,  and  to 
end  their  fiiitsibut  appeale  may  be  made 
from  their  fentences  to  the  counccl  of  the 
Townc.  The  inhabitants  of  this  vallcy,do 
march  in  warre  vndcr  the  Standardcs  of 
hienno^ 
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CHAP.  XIHL 


The  Ccmmon^voedlthes  offmhpeofU  as  are 
gouernei  m  common  by  the  Cantonesof 
SwiturUnd.  And  fir  Hi  ofall^ofHi^crh 
dary  Townes* 


N  our  former bookc,  wc 
hauc  dittributed  the  peo¬ 
ple  gouernd  in  common, 
bytheCantonsof  Swit¬ 
zerland,  into  Hue  ttipen- 
dary  Townes  ,  and  nine 
bayliwickes  or  Gouernements  •  Thofc 
Townes  hauc  their  Magiftrates  &  Coun¬ 
cell  by  thcmfelucs,  to  wit,  a  letter  Conn* 
cell  compofed  oftwcluc,  and  a  great,  of 
forty  CounccUcrs,  comprehending  the 
t  wcluc  of  the  letter  in  the  number.  The 
cheefe  of  the  counccl  is  called 
t^ZS^oiAucyer:  hecisclciicd  ^iBadOy 
by  the  letter  and  great  councell. 

At  Bremgarten  y  the  fixe  firft  Cantons 
cftablifli  one  of  the  two  Auoyers  :  who 
(“notwithttanding)  is  in  number  of  the 
Bourgefles,  oncly  of  whomc  the  other  is 
elected. 

He 
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AtFrawen- 

eld. 


The  priuiled- 
',Tcs  cf  the 
Townes, 


The  cuftom  at 
Bada  is  the 
TowneSjbut 
not  the  Tolies 


'  Concerning 
thsTowneof 
I  Biemgarien. 


Hcc  of  prdwenfeldy  is  ekded  by  the 
Councell  gencrall  but  in  fecrecvoyce. 
The  Counccll  of  thefc  Townes  doe  elcd 
Treaforers,  Voyers^  and  other  Magiftrais: 
for  the  Townes  haue  priui!edgcs3  to  pro- 
uidc  for  publike  charges,  and  haue  like- 
wife  trcadiries,  and  good  round  dims  of 
ready  gathered  monies  in  the  m  3  for  their 
condition  and  extcndure,bceau(e  the  cu- 
ftomesj  tollcSj  and  taxes  do  belong  vnto 
them.  Nciterihclefle,  in  the  towncof 
BAdcL^  which  is  the  paflage  of  Germany 
into  France,  the  cuftome  belongeth  to 
the  towne  ;but  the  tolk  for  Merchandi¬ 
zes  tranfported  that  way^  appertaineth  to 
the  Cantons.  The  leffer  coimcell  of  thefe 
towncs,  prouide  not  onely  for  the  towiles 
affaires, but  alfb  do  decide  fuites:  for  they 
haue  no  other  Courts  of  iuftice,  except 
at  Frdwenfeld^  &  they  haue  like  wife  both 
ciuill  and  criminail  iunfdidion. 

Brerngmen  commandeth  oner  fome 
Villages  neighboring  to  the  townjwhich 
they  call  the  Bayliwicke  of  Celk  .  This 
country  is  in  the  gouernment  of  the  free 
Prouince,  appertaining  to  the  Cantons  ; 
but  it  was  engaged  fometimes  to  them  of 
Bremgarten.  W  hen  the  Emp erour  Sigif- 
mond  did  put  them  of  T^urich  m  pofTcflion 
of  the  free  Prouince,  he  gaue  them  priui* 
ledge^to  difengadge  the  couhtry:butthcy 
of  Bremgarten  entreated  ihem,  that  in  re^- 
gard  of  the  amity, which  had  til  then  cotv, 
tinued  betweene  the  two  townes, 
would  leauethe  country  to  them,  which 
was  eafily  granted  them.  VV  heir eforc  at 
that  timCjby  theliberality  bfthem  of2^/^- 
gaue  it  them  by  Letters ;  they 
of  Bremgarten  were  put  and  confirmed  iti 
poflefsionof  the  countryj  in  the  yearc 
onethoufand^  foure  hundred,  and  eigh- 
tecne, 

Ncucrthekfic^-they  of  Zftrich  refer- 
iicdto  themfelucs  thefoueraignty,  8ithe 
pnniiTiment  of  MakfacSours  deferihng 
death  .  The  yeare  one  thoufand ,  fine 
hundredj  twenty  eight,  a  difference  hap¬ 
pened  betweene  them  of  Zurich  and 
j  Bremgarten  5  to  wit,  about  the  caufo  of 

The  orilinsti- 1  whom  it  belonged.  The 

on  of  the  fea-  j  Cantons  ordained  thereupon,  that 
Hen  Cantons,  the  Bayliwickc  of  might  appcalc 

to  the  councell  of  Eremgarteny^nditotti 
them  to  Zurich :  but  as  concerning  fuites 
mooned  at  Bremg^arten^thcxi,Yft‘s\c  was 
to  bee  brought  before  the  eight  Can- 


Long  f  mitie 
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garten. 


The  referua' 
cion  of  Zurich 


tons. 

The  towne  of  Frawenfeld  ^  bcfide 
thecoimceli  apart  by  itfelfcjhaih  an  af- 
fcmbly  of  tweliie  fudges,  who  decide 
fuites  among  the  Bourgeffes,  and  coun¬ 
try  people  in  the  Villages,  that  arc  vndcr 
the  towncs  iiirifdidion ,  But  as  for  cri- 
minall  caiifes,  and  variances  touching  in¬ 
heritances ,  and  fuch  like  things  5  the 
knowledge  of  them  belongcth  vnto  the 
counccll.  Thefe  fudges  execute  their 
arrefts,  in  condemning  of  cerraine  fines, 
xind  making  feizure  on  the  goods  of  con¬ 
demned  perfons.  Appeak  may  bee 
made  from  them  jto  the  feauen  Cantons; 
but  there  is  no  appeak  from  the  couiicds 
fentencc. 

Fortheprcfentjby  permiflionof  the 
councell,  the  Amman  of  the  country  is 
cheefe  of  chofe  fudges  ^ but  anciently ,and 
about  an  hundred  yearcs  fince,  it  Was 
to  the  Apparatour  of  the  tov/ne,  and  af¬ 
terward  to  the  Agent  or  Prouoft  of  the 
Empire. 

VVhen  any  Makfadtour  is  to  be  con¬ 
demned  to  death,  the  fudges  make  choife 
(as  pleafeth  themfelues)  of twelue  other' 
men  of  the  towne, or  of  the  villages  refor- 
ting  thether^  and  then  thefe  foure  and 
twenty  mfen  may  condemn e  to  death  . 

obtained  this  priuikdge  of 
the  Emperour  and  therefore 

thty  haue  prifons  purpofely.  From  the 
time  of  the  Aufirian  Princes,,  they  hadde 
power  to  put  criminail  perfons  to  death  j 
now  adayes  the  Cantons  conferue  and 
m aintainc  the  rights  to  Frawenfeld :  and 
although  condemnation  of  death  ap¬ 
pertaineth  to  tenne  Cantons,  yet  Fra- 
Tpenfeld  (lands ^excepted,  which  depen- 
deth  not, neither  is  (iibicd  but  to  the  fca- 
uenfirft  Cantons,  the  priuiledges  refer- 
ucd. 

Moreoiiecr  this  Townc/hath  fome 
particular  rights,  touching  teftam^nts 
and  inheritances  3  and ’the  BoiirgeiTcs 
may  exad  theif  debtesthbrough  all  die 
country  of  Tftrgow  (anruiall  reuennues 
excepted)  aCebrding  to  the  rights  of  fii- 
(liceof  the  PfOuince,and  may  (without 
piTnifhmdnt  )  lodge  fuch  as  haue  beene 
banifhedby  the  lawcs;,  but  they  canhoc 
beedrawne  into  any  ftrange  iu(licc,but 
the  demandcr  muft  come  and  pkadc  at 
Frawe?7feld, 

The  Abbey  oi  Auge  the  rich,  hath 
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fomc  rightes  at  Frawenfddy  whereto  the 
Bourgefles  ftand  obIiged5and(ancientIy) 
the  moft  part  of  them  wer  fubieils  to  the 
Abbey :  but  afterward,  they  cnfranchifed 
themfelucs  from  all  charges  of  fcruitude, 
and  now  adayes, before  giiiing  any  Oath 
vnto  the  Abbot,  they  reesyue  Letters 
from  him,  whereby  hee  promifeth  them, 
not  to  fel,  engage,  nor  alienate  the  rights 
which  he  hath  at  Frmenfeldy  by  rcafon  of 
the  Abbey  5  andbefides,  that  hee  will 
conferiic  and  keepe  all  their  ancient  Pri- 
uilcdgeSjFranchifesyrightSjand  good  cii- 
ftomes. 

Finally,  in  the  times  of  war,  ancient¬ 
ly,  the  Seigneuric  of  FrAwenfeldt\t&.td 
tnc  Captaine,the  Ambaffador,  theEn- 
figne,  and  other  cheefc  offices  of  warre: 
which  all  the  coiintrey  of  follow¬ 

ed  ,  and  tooke  Oath  to  them .  Alfo,thc 
Standard  of  the  Towne  is  adorned  with 
Images  of  Saints,  like  to  the  Standardes 
of  the  Catholiejue  Cantons,to  wit,  with 
a  Crucifixe,  and  two  croffed  Keyes  5  and 
on  the  other  fide,  is  thepidure  of  lefus 
Chriftesface,  as  in  a  Linnen  hand-ker- 
cher .  But  within  fome  fewe  yeares 
they  of  the  Prouince  of  Turgow  ob- 
tayned  leaue,to  haiie  their  particular  cap- 
taines  and  Standards.  In  meane  while  the 
Towne  of  FrAwenfeldyiixA  the  places  that 
arcofherlurifdi^ion,  hauetheyr  Cap- 
taines,Enfigne-bcarcrs,  and  their  aunci- 
ent  Standards. 


CHAP.  XV. 


of the  B^fywickes  or  Gouermnentr. 


E  haiie  akeady  formerly  let 
downe,how  many  Bayly- 
wickes  or  Gouernements 
the  Switzers  haue,  to  what 
Cantons  they  appertainc, 
and  how  they  becam  Lords  of  them.  The 
Cantons  do  fend  their  Bay liffes  turne  by 
turne,  and  in  the  moft  part  of  the  Can¬ 
tons,  thecuftomeis  5  that  the  charge  is 
giuen  vnto  one  of  the  Councellers  of  the 
Icffer  councell.  The  Bayliffe  continiieth 
in  his  charge  two  yeares,  and  then  giueth 
place  to  him  that  is  fent  by  another  Can¬ 


ton. They  gouernc  the  Bayliwicks  accor¬ 
ding  vnto  the  Lawes  and  cuftomesofthe 
people:  ncuerthekfle,in  the  Bayly  wickes 
on  this  fide  the  mountaines,  the  Bayliffe 
doth  not  iudge  alone  in  criminal  caiifcs  ^ 
but  hath  (as  adiundes  or  affiftants )  the 
Judges  of  the  Prouinccj  in  regard  where¬ 
of,  they  do  call  this  coiirfe  of  lufticc.jgitt 
jLanUjSttCl^t#  They  take  knowledge  of 
all  fuites  of  importance,  and  cfpccially, 
thofe  criminall,and  giue  fentenccj  Not- 
Withftandingjthc  Bayliffe  is  fbucraigne, 
forhefittethPrefident,  and  hath  power 
to  moderate  the  fentencc. 

But  in  the  Bayliwickes  of  Italy ^  or  be¬ 
yond  the  Mountaines,  the  bayli&s  oncly 
condemneto  death:  they  may  well  call 
fome  learned  men  for  councell j  but  ihofc 
Councellers  haue  no  power  in  the  fen- 
tencc.  Finally, euery  yearc  about  midde- 
Iune,they  render  an  account  of  theyr  ad- 
miniftrationjthcy  on  this  fide  the  moun¬ 
taines,  at  they  beyond,  at  Lugano  \ 

before  the  Deputies^  which  the  twcluc 
Cantons  then  fend  thither,  and  then  they 
iudge  the  fubiedls  caufes  of  Appealc .  If 
fome  ftraunge  enemy  make  warre  on  the 
Switzers;  all  the  Bayliwickes  fend  theyr 
people,  who  march  vndcr  their  particular 
Standards,  and  ciicry  bayliwicke  ioyncth 
with  the  Canton,  vndcr  whole  power  it 
is  that  yeare  •  As  in  the  warre  of  Bour- 
gongne^  they  of  the  bayly  wickc  of  Turgm 
ferued  the  Canton  of Zurich.  But  if  thcr  c 
happen  any  ciuill  warre  in  Switzerland , 
becaufe  the  bayly  wicks  do  ftand  as  much 
obliged  to  one  Canton,  as  another :  they 
arc  not  bound  to  giue  fuccor,  if  the  moft 
part  of  the  Cantons  do  not  commaund 
them. 
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Of  Bada. 


HEGoucrirementor  Bay- 
ily  wickc  of  Bada  ,  is  much 
more  magnificent  then  the 
|othcr,  becaufe  the  dayes 
meetings  and  aflcmblicsof 
the  Cantons  arc  held  there ;  for  the  bay- 
liffc  of  Badtt  cucrmorc  helpeth  there, 
demaunding  for  the  cauies  in  order ,  and 

fca- 
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fealcth  with  his  Signet,  fuch  things  as  are 
written  in  the  name  of  all  the  Conncell  • 
Morcouer  j  if  the  voyces  be  cquall  vppon 
either  fide  :hec  maketh  thatauaylcable  , 
where  he  ranketh  himfclfc,  and  by  that 
meancs  endeth  all  variance .  This  Bay- 
liffe  hath  no  authoritic'?  oucr  the  Townfe 
oiBada^hui  oner  the  Countic ,  which  is 
diuided  into  many  Villages  and  fmall  lu- 
rifdidions  where  hee  hath  his  Lieute¬ 
nants  and  Officers^  who  hold  their  plea¬ 
dings  with  Iiidgcs  ofthc  Village  in  name 
of  the  Bayliffe  ^  exad  the  FineSj  and  ren¬ 
der  him  an  account,  and  fometimes!  alfo 
himfelfe  is  prefent  in  thofe  IiirifdiQibns . 
But  when  there  is  queftion  of  condem¬ 
ning  a  Malcfad^or  vnto  death;  foure  and 
twenty  Judges  ofthc  whole  Countic  of 
Badit^  mcete  together,  and  the  Bayliffe 
eledfeth  them  :  butthecuftomcis,  that 
after  they  haucbecne  once  thus  cledcd, 
they  continue  all  their  life  time  afcc.’-ward 
in  that  charge,  iffomelawfull  impeach¬ 
ment  doe  not  prcuencit :  and  when  any 
one  of  them  dyeth,  or  is  dirmifled,  then 
the  Bayliffe  putteth  another  in  his  place. 
Thefe  Judges,  giue  fentence  according 
to  the  Lawes :  neuertheleffe,  the  Bayliffe 
(who  hath  the  foueraignty  in  his  hand) 
may  mittigate  their  fcntcnce.  Next  to 
this  eftateof  the  Bayliffe,  is  hee  that  is 
called  Secretary  of  all  the  Prouince :  for, 
befide  the  dignity,  hee  hathprofitc,  bcc- 
caiife  all  the  Cantons  feme  him,  fo  long 
as  the  dayes  are  kept  •  Moreoucr  and 
befide,  hee  hath  a  Lieutenant,  who  is 
cheefc  of al  the  Ofiicers  belonging  to  the 
Bayliffe. 

The  Bailywickc  and  Gountie  of  Bada^ 
hath  two  fmall  Townes  vnder  it,  the  one 
named  Clingenow^  and  the  other,  Keyfer- 
Houll 5  but  the  By fhop  of  CenBmee  len- 
deth  Bayliffes  thether  ^  and  hee  of  B^ida 
hath  nothing  to  looke  to  there,  faiicone- 
ly;  the  acknowledgement  of  caufes  cri¬ 
minal!  appertainetb  to  him,  and  the  peo¬ 
ple  of  thofe  places,  are  comprehended 
^ith  the  reft  ofthe  County  of  Bada^h^n 
they  goe  to  warre,  with,  or  for  the  Swit¬ 
zers.  Betwecnc  thefe  two  little  Townes, 
IS  a  great  Village,  neerevnto  the  Rbdne^ 
named  Ztirz^achi^  inhabited  as  if  it  were  a 
good  great  fownc,  fubiedt  vnto  the  By- 
fhoppe  and  depending  on 

the  Baylyvvickes  of  Clingenow,  1  muft 
needes  fay  fomewhat  concerning  the  po- 


Sworre  Sc- 


I  Jicy  thereof,  bccaufeitjs  a  place  greatly 
I  renowned,  in  regard  of  two  great  Fayres 
very  goodly  and  commendable ,  which 
are  there  kept  cuery  ycare .  Many  Mer- 
ch an cs ,  n o t  o niy  o f  wftz>eriand  and  Ger¬ 
many  3  but  alfo  oi France  Italy ^  mectc 

there,  albeit  each  Fayrc  lafiech  but  one 
day. 

Many  do  hold  opinion,  that  this  vil- 
lagc  is  the  place ,  which  Ftolomy  callcth 
Forum  Ttbcrij  •  and  thar  on  this  occafion, 
thefe  Fayres  are  very  ancient,  as  hauing 
beene  ordained  by  Tiberim,  It  feemeth 
to  hauc  taken  this  name  of  M^Iunms  Cer- 
a  famous  Romanc  Souldier,  buryed 
in  that  place,  as  is  teftified  by  an  ancient 
infeription.  .  The  Iiirifdidfioh  of  this  vil¬ 
lage  is  one  of  the  deptndahees  of  Cling^e- 
now  .-^he  Bayliffe  elefteth  an  officer  year¬ 
ly,  in  the  Monech  of  lanuarie,  and  eyght 
Senatours,  foure  whereof,  are  in  fcruicc 
a  whole  yeare,  and  they  arc  called  fvVorne 

SenatoLirs- and  then  the  other  foure  doe 
fuccccde  them, ‘hauing  foure  Judges  gi- 
uen  them  as  ajOGftants.  Thefe  twelue,  with 
the  Bayliffe  oiclingemw^  who  prefideth, 
iudgethe  caufes,  and  meete  once  in  xv. 
dayes  -  but  if  any  man  requircth  ( in  the 
raeane  timejthat  the  Judges  ftonld  meet 
together ,  they  doc-  vh^e^party  paying 
thirtcene  Shillings  of  the  Money  of 
cerm,  • 

Moreoucr , the  Bayliffe  to  the  by  (hop 
oiConJiance^  cannot  condemn  any  grea¬ 
ter  fine,  then  the  fumme  oftenne  pounds^ 
but  ifthe  crime  appeare  to  deferue  more 
rigorous  chaftifements,  towitte,  corpo¬ 
rally  5  then  the  Officer  to  the  Bayliffe  of 
Bada^  cxecnteth.thc  fentence,  and  puni- 
fheth  the  faiilcie .  But  out  of  the  Fayre 
timcs,Malefaa:drs  are  examrhed,  firft,  at 
Clingenow^  after  they  hauc  confefl  theyr 
fault,  and  are  conuiriced  of  capital  crime, 
they  are  deliucrCcl  into  the  handes  of  the 
Bayliffe  of  At  the  times  of  the 
Fayres,  to  witte,  the  firftday  of  Septem¬ 
ber,  and  thefiril  Holyday  ofthc  Weeke, 
after  Pentecoft,  the  day  before  the  Faire, 
all  the  liirifdiction  of  the  By  fhoppe  cea- 
feth,  andbclongeth  vnto  the  bayliffe  of 
who  hath  foie  power  and  authority 
of  commanding  and  forbidding,euen  vn- 
til  the  end  of  the  Faire.  For  in  regard  that 
a  great  number  of  people  doe  aflemblc 
there, bur  Atinceftors  were  defirous,  that 
thefe  FayreS  might  be  in  the  fafegard  and 
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proteftion  of  fuchas  were  foiicraigncs, 
andhad  nieancstobec  ftrongeftin  thefe 
places  then.  In  former  times 3  the  Princes 
were  Lords  of  the  Countie  of 
Bad^hwi  now  it  belongeth  to  the  eyght 
firft  Cantons.  As  for  the  gouernment  of 
Zarx^ach^  it  is  managed  by  fixtecnc  coiin  - 
celIers3to  wit,  the  tweluc  before  mention 
nedj  and  foiire  affiftants.  But  if  there  be 
any  bufineffe  of  importance,  it  is  referred 
to  the  councell  gcncrall. 


CHAP.  XVII. 


of ^ urgow. 
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Mong  all  the  Bayliwickes  of 
the  Cantons,  there  is  nota¬ 
ry  more  plentifully  peopled 
nor  of  larger  extendure  then 
"Turgow^  which  hath  more 
then  fifty  ParilBcs.  The  feiien  moft  anci* 
ent  Cantons  fend  thither  a  Bayliffe,  &  to 
them  appertaineth  the  Seigneury  and  ci- 
uill  lurifdidion  of  the  countrey.  If  Swit¬ 
zerland  be  affaiilted  by  a  ftrangcr  enemy, 
they  of  Turgow  ranke  themfclues  with  the 
(eauen  Cantons  :  but  the  knowledge  of 
criminall  caufes,  and  fuch  as  arc  capitall, 
belong  to  the  tenne  Cantons. 

Befide,  there  are  many  Noblemen,  & 
Ecclefiafticall  perfons,  that  haue  mcanc 
courts  of  luftice  in  diners  villages  ofT^r- 
gow^  yet  in  fuch  fort  notwithftading  jthat 
ail  the  villages  are  fubiecSs  to  the  Bayliffe 
of  the  whole  country.  The  inferior  Seig¬ 
neurs  may  condemne  fines  of  twcntic 
fhillings,  andfometimesfo  farre  as  tenne 
poundcs:  butthemoity  of  the  fines  bc- 
longeth  to  the  Bayliffe,  according  to  the 
ordinances  well  vndcrftoode,and  cftablL 
(bed  among  them. 

All  they  that  haue  Iurifdi£lions,  are 
called  The  Ecclcfia- 

ftickcs,are  the  byfhop  of ConUmcCy  who 
hath  his  Prouofts  in  Turgow^  to  wittc,  at 
ArbonmU  Tmnegy  Guttingen^  and  GottUe- 
be.  The  Chapter  of  hath  lu- 

rifdidion  within  Altmw .  The  Abbey 
o’iAugeihc.  rich3  nowevnitcdandincor- 
porated  with  the  Byfhopprickc  o^Con- 
great  reuennewes,and  many 


\  lurifdidfions  in  the  coiincrcy  of  Turgm^ 

I  CO  wit,  Stekbure^Bermnge^Mannehach^Er- 
matingen^  T ribeltmgen,^c.M^x\^  Gentle¬ 
men  arc  valfailes  to  this  Abbey.  The  Ab¬ 
bot  of  the  Hermitage,  is  alfo  Lord  oiEf- 
chentx^*  In  like  manner,  the  Abbey  of  S. 
(j^Z/jhathlurirdiftion  infomc  Villages; 
as  alfo  the  Abbeyes  founded  in  the  coim- 
trey  oiTurgow  haue,  as  Tobel,  the  Com- 
mandcrieoftheKnightes  of  Saini  lohn^ 
Fifchinge^  the  Abbey  of  BenediBines^  It- 
tinge ^  Chartroufey  MunBerlinge  and  Ten- 
nikon.  The  Abbey  of  the  Monkes  of  the 
CiFieaus  order.  A  Ifo  Veldhach.C ale  her  e 
Saint  Katharine  du  Val^  ncre  to  DiJfenhow\ 
and  fome  other  Prouofts  in  one  or  two 
Villages,  and  fome  times  in  many ,  haue 
Iurifdi(ftion. 

There  are  great  ftore  of  Caftles,  ap¬ 
pertaining  vntodiuers  Gentlemen  5  who 
dwell  there, and  enioy  their  ancient  lurif- 
didions :  the  names  of  which  Caftles  I 
will  recite,  together  with  the  Lords  vnto 
whom  they  belong.  The  Lords  of  vlv^e 
dwell  for  theprefent  time  at  WeUenberg 
and  Griefenberg.  Herdere  and  Burgelle  are 
to  the  Lords  of  Landberg,  Wengie  belon¬ 
geth  to  the  Lords  of  Giel.  Sf  iegelbergy  to 
the  Lordes  oiMontprat.  Finfeldvnto the 
Loids of Schelnebergi  and  of  Gemfninge. 
Vppn  the  limites  of  the  countrey,  there  is 
a  Townc belonging  to  the  Count  of  0- 
berHein.  T^uenbourg  and  Mammer  ap- 
pertaine  to  the  Lords  of  T um,  SalenJiein 
and  BlideCy  to  the  Lords  of  Hanuille.  Clin- 
genberg^  to  the  Lordes  of  Herdneheimer . 
Ottlishoufey  to  the  Lords  of  Schenck.  Tpif 
to  the  Lords  of  Hagenuille.  Lieben- 
felsy  to  the  Lords  of  Lan^.  C tinge ,  to  the 
Lords  of  to  the  Lords  of 

Stocker.  Sonnenherg^  to  the  Lords  of Gu- 
tenfon.  There  arc  many  caftles  alfo  ruined 
the  moft  part  of  whole  lurildidions,  doc 
belong  vnto  Ecclefiafticall  perfons:  but 
other  fome  of  them  belong  vnto  Gentle¬ 
men  dwelling  in  other  caftles,  and  alfo 
vnto  fome  particular  men  of  .the  Coun¬ 
trey. 

Bcfide,  the  Abbey  of  Binow  hath  iu- 
fticeboth  ciuill  and  criminal  in  the  towne 
of  Rinow appeareih  to  be  very  an¬ 
cient,  although  it  hath  no  ftore  of  bcau- 
tifull  buildings .  Some  are  of  opinion, 
that  the  Romaincs  planted  theyr  campc 
there  heeretofore,  to  encounter  with  the 
Germaines. 
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In  the  Iflc  which  is  not  within  the 
Rheme^xhz  Abbey  ot  the  Rene  Moines 
to  be  fecne,  one  of  the  moft  ancient  in  all 
Swux^editnd,  The  Abbot  is  Lord  of  the 
Towne ;  neucrtheleflc,  if  any  JMalefaftor 
be  condemned  to  death:  he  isdcliucrcd 
vntothe  Proiioft  ox  Amman  oi  thePro- 
iiincc^  and  his  goods  remainc  feized  and 
confifeated  to  thefeuen  Cantons.  They 
of  Rinow  haue  their  ftandard^vnder  which 
they  march  in  Warre  for  the  Switzers, 
Moreoiier3there  arc  (bme  Towns  in  Tur- 
^WjWhich  continue  in  the  Switzers  pro- 
tedionj  and  haue  their  Franchifes  &  pri- 
uilcdgcs veric  ample,  &  lurifdidioa par¬ 
ticular. 

There  is  another  Towne,  named  Rtf-, 
chojfz-'elly  at  the  meeting  of  two  Riuers  j 
called  and  which  is  well  into 
t\\tco\miicyoiTurgow  :  and  it  hath  his 
Standard,  where  vndcr  the  fouldiers  goq 
to  Warre  for  the  Switzers.,  But  the  Go- 
uernour  of  the  coiintrey  is  oncly  But  to 
bee  fecne  there,  andcancommaund  no¬ 
thing  of  the  inhabitants,  who  arefubieft 
('in  (ome  things^  vntothe^Byfhpppe  of 
Conliance^  yet  hee  goucrncth  acc 
to  their  ordinances.  ^ 

TheByfhop  hfthaBayliffe 
(He  of  the  Towne,  to  yvhona  appertarneth 
the  moitie  bf the  Fines  ibuttfe  TowneT 
men  doc  cled  the  Councel,and  the  two 
Prefidents  out  of  them,  whom  they  cal| 
ancient  Seoatburs,  that  ^dubrnq  thq 
Common- wealth  with  the  CbJincellers’; 
One  of  the  two,  iudgeth  in  crirmnal  eati- 
fes,  and  there  no  appealc  from  the  (cn- 
tence  of  the  Senate :  neither  is  it  lawfull 
to  draw  a  BourgefTc  before  any  other  Iir- 
ftice  then  that  of  the  Towne.  The  Impoft 
of  W  inc,  and  other  Reuennews  belong 
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to  the  common-wealth.  When  the  By*  Bayljffe  and his" aflifiants; . .  The  Law  or 


(hoppe  takethhis  OatbeQf,^bc  fownef- 
men*  hce  promifetKfirft  himfelfc,  neucr 
to  diminifli  in  any  manner'Whatfocuer.j 
their  aiincientPriuilcdees’^hdPranchi- 
ks.  ■'  ^ 

Arhonna  is.  an  ancient  ToWtic,  on  the 
Lake  of  ConHancd\  vi^tii.^i  Anionm^ 
maketh  mention  in  his  guide  of  the  waics 
It  is  vndcnhe  dominion  of  the  Byfhop 
oiQonHance,  who  hath  there  a  Bayliffe  : 
but  they  of  the  Towne  doe  eletSt  theyr 
A?nr.un  and  Councell, who  manage  ciuif 
caiifes.Thc  Switzers  haue  fomc  Seigncii- 
riall  rights  in  that  place ;  for  the  cadle  is 


open  to  them  in  the  times  of  warre ,  for 
beft  accommodating  thcmfclues,and  the 
Inhabitants  are  theyr  Souldiers  for  fer- 
uice. 

Diejfenhow.^  a  Towne  vpon  the  Rheme ^ 
htON^QritStem2LndiSchaffoHfi\  asalfo  of 
the  countrey  ofT«?gw^  and  befidcs  the 
feauen  Cantons,  who  are  Lordes  of  this 
countrey:  Berne  and  SchajfoufeXx^utioxxxc 
right  in  the  domination  of  Dieffenbiw, 
NeuerthelelTe,  the  Townefmen  giue 
Oath  oncly  to  eight  Cantons,  and  haue 
great  (lore  of  prigiledges, ;  their  counccl 
dSiAAuoyerhzm  tiTcIurifdidion  of  fome 
T ownes  about  it .  But  all  are  efteem  ed 
to  bee  ynder  the  gouernment  of  Turgow , 
and  goe  to  ^arre  with  Ae  other  for  the. 
Switzers:  but  yet  vnder  the  Standard  of 
Viejfenhow. 
j  But  be  (ides  the  lurifdiftions  of  the', 
Eccle(iaftickes, and  of  the  Gentlemen >• 
there  are  many  Villages,whcrof the  Can¬ 
tons  arc  entirely  Lords,  and  they  are  cal¬ 
led  the  lurirdidlions  of the  county  of  Tutt 
gow-,  and  the  officers  of  the  Bayliffe,  do 
hplde  the  pleadings  in  thefe  Villages. 
Hceretofore  there  were  diuersformes  of 
pleas,  and  manie  ctiftomes :  but  the  fca- 
uen  Cantons  (by  aduice  and  confent  of 
the  Lords  of  the  luriffficcions)  oruaiued 
;and  eftablifticd  a  common  manner^  of 
pleading,  thoroughpuerfe  whole  fCpun;. 
trey  of  T urgow.  Bc(idc,  |f,a^  particular 
man  haiie  afuite  aeainfi  the  Lord  ofalu- 
rifoictionjlicprcfents  itto  ffieBayliffc-or 
.Gouernor  of  the  country,  and  of  him  de- 
mandcthiu|lice..?^  *:rdffo£  ^  i 
There  are  twokinidcs  of  Law  andlii- 

*  f  i' 

ftiqcf  in  thqhigheft  dcgrcc>  fn  Surgmex 
for  they  muft'^q^de  beforbrhe  lufticiar  js 
benchof(hc/Prpuince,orelCe  befon  ^ 
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^{Jicc  Prouincwll ,  it^appf  rtaineth  not 
wcjy.vnto  the,  feauen  C  antpns,.  who,  e- 
ftablifh  a  GpuernoftrinTbe,  countrey : 
builikcwilerhey  of  Fripourg^  *9nd 
haue  therein  their, part,  where;, 
of wee  haue  eiuen  areafon  in  our  former 
bppke- .  ^  ^  ^ ‘ 

'^Sometimes  this  court  of  lufticcwas 
held  at  Winter'duerj  when  as  the  epun  trie 
of  Kyhciurg  ipyned  to  the  countrey  of 

T afterward,  it  was  helde  neere  to 
ConBancCy  when  the  E mp-^^ igifmcnd  had 
engaged  Winter duer  to  the  BourgeflTes  of 
CopneefiLiomimes  in  other  places;  but 
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it  is  fully  refolued  on  at  Frmenfeld^  and 
the  Cantons  haue  concluded, that  it  flial 
neuerbee  tranfported  any  whethet  clfc 
hccreafter. 

Twclue  ludgcs  arc  chofen  by  the  Bay- 
liffe^fourc  of  Frawe»feldy^v\A  four  of  Tur- 
;  the  Bayliffc  fits  Prefident  in  name 
of  ten  Cantons^  or  the  Amman  coun¬ 

try,  eftabliflied  by  the  Cantons  5  or  the 
Lieutenantwhom  the  Bailiffe  fubftituteth 
in  his  place.  The  caufes  of  appealcjcon* 
cerningthe  whole  countreyof  TnrgaWy 
arc  decided  in  this  Prouinciall  Court  of 
Iufticc,togcthcr  with  the  fuits  in  matters 
of dcbtjthe  knowledge  whereofmay  ap¬ 
pertain  to  this  court ;  alfo  the  caufes  of  in- 
iiirics,  crimes,  and  other  offences  deler- 
uing  death.Thc  Bayliffc  and  hisafliftants 
(who  mcrft-Dftcn  arc  the  Amman  of  the 
'country  ,thc  SWctary,and  the  chccfc  V- 
fher^do  cenfure  alfo  in  the  fame  fuitc^:  & 
It  is  at  the  difcrctionof  thcplaintiffe  or 
demander^tomakcchoifc  before  which 
of  the  two  courts  he  will  picade. 

The  Bayliffc  caufeth  the  fontenccs  and 
ordinances  to  bee  executed, with  impofi- 
tion  of  a  finieof  ten  poundcs,  payable  by 
him, that  fatisfieth  not  the  fcntcncc  in  ten 
dayes.  The  Prouinciall  court  of  iufticc, 
impofeth  hofinc  ofmony  jbut  banifheth: 
Srtelyrcferued,  that  it  condemneth  him 
in  a  fihetharplcadeth  hisbwnc  caufein 
petfon  (bscaiife  the  ciiftom  is, to  take  one 
oftfie  Judges  to  declare  the  fa£t^  and  cn-* 
tetsrit  into;the  Court  where  the  ludgcs 
vfb  to  fit.  that  is  accufod  to  cpntcmnc 
the  ordinances  of  the  Bayliffejisimprxfo- 
ndd#*'^  ’  • 

'  'iS  man  inay  appcale  tathe  Cantons^ 
{rpitithcfcntetidb  giucnin’ either  of  the 
Cobrtes  5  and;  according  to  the  impor¬ 
tance  of  the  caufc  to  the  ifcucn  Cantons^ 
or  to  the  ten  in  taking  knowledge.  Likc- 
wife  al  Fines  fas  the  goods  of perfons  put 
to  death,confifcations,and  fines  impofed 
ori  fuch  as  are  acceffarics  to  crimes  defer- 
uing  death)  doc  appcrtainc  partly  to  the 
feauen,  partly  to  the  ten  Cantons.  Hccrc 
may  be  allcdged(for  example  fake)migh- 
ty  and  horrid  inltiries,  yet  not  nacriting 
death :  violence  done  by  any  man  to  him 
that  is  ftriftly  commaunded  to  liuc  in 
peace  with  his  adiicrfaryjoutragious  ads 
committed  to  a  manvponthc  publique 
high  way,  by  Wounding,  robbingjor  offe¬ 
ring  him  any  ftich  like  violence.  Alfo,  if 


Conceririijg 

rcntcnccjof 

dcach, 


any  man  vfurpe,  encroach  vpon,  cnclofe, 
or  appropriate  to  himfelfe  any  part  of  the 
high-way,  tranfpofe  or  alter  boundes, 
markes,  and  limits^or  change  any  goods 
layed  to  him  by  way  ofpawningjor  giuen 
him  in  triift  to  kcepe  5  if  he  violate  Fayth, 
or  forfwcarc  himfelfe  openly  5  or  if  he  ca- 
ry  himfelfe  infolcnily  toward  the  Bailiffe 
or  ludgesj&c. 

Befides,  all  fuch  as  the  Prouinciall 
court  of  luftice  dcclareth  guilty  of  death; 
arefent  vnto  the  other  Judges  with  theyr 
caufes,  to  haue  the  fontcnce  pronounced 
on  them .  Thefo  Judges  are  in  number 
fourc  and  twenty,  and  heretofore  the  cu¬ 
stom  was,  that  the  Bayliffe  ioy  ned  twcluc 
Judgcs,tothetweliieof  the  Prouinciall 
luftice,  and  chofe  them  thoroiighout  the" 
countrey,athisownc  diforetionfout  now 
adayes  (andpfrncr  then  any  other)  the 
ludgcs  of  FrawenfeldAoz  pronounce  the 
fcntcncc  of  death.  This  is  to  cut  off  char¬ 
ges^  which  would  be  farre  greater  with¬ 
out  confiparifon,  if  the  Judges  fhould  bee 
called  from  diners  parts  of  the  country,it 
being  of  fo  large  extendure.’ 

There* is  no  appcaic  granted  from  this 
fcntence :  neuertheleffe  it  is  permitted  to 
the  Bayliffc,  to  moderate  the  Judges  fen- 
tence,or  to  alter  the  manner  of  the  pun- 
nifhmcnt  vpon  the  Offender;  or  clfe  to 
fauethe  condemned  matis  life;  buthee 
may  not  (by  any  meanes)  aggrauate,  or 
make  he^uyer  the  condemnation* 
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CHAP.  XVII. 


of  Sargans, 


H  E  Countrey  of 
Sargans ^  hathhcerc- 
toforc  had  Countes 
or  Earles ,  that  gauc 
itthe  name,  and  fold 
it  vnto  the  Switzers 
Countrey  .  Thoft 
Counts  were  of  the  houfc  oiWerdenherg, 
by  rcafon  of  the  Counties  thereunto  be¬ 
longing,  and  alfo  of  Montfort^  being  then 
diuided  into  many  families:but  the  couth 
trey  ftandeth  feparated  by  a  certain  final 
Riucr,  named  Part  of  it,  aboue  the 

Riucr,  hath  fomc  villages;  the  chccfcft 

whercofi 
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C hap. 1 9.  Of  the  gouernmenc  of  Rhinthall. 
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Sometimes  in 
ftead  of  the 
Bayhffc. 


whereof  is  called  RegMx,^  where  the  law 
pleas  arc  held ;  as  alfo  the  Abbey  of 
uertz,^iht  Abbot  whereof  hath  iurifdi£i:i- 
onin  thofe  quarters.  It  feemes  chat  this 
part  was  heretofore  diuidedfrom  theo- 
thcr/o  as  the  name  of  Sargans  belonged 
to  them  that  dwelt  bencathe  the  Riuer, 
and  whereof  (vndoubtedly)  they  borrow¬ 
ed  their  name.  For  there  is  another 
Sargans y  or  of  Sarunets  ^  whereof  pliny 
maketh  mention ,  which  at  this  day  is  cal¬ 
led  Engadin^^\'\A.  necrc  the  fburfe  or  (pring 
of  Rheinc:  but  they  which  dwell  aboue  the 
Riucrj  may  bee  of  the  quarter  of  the  Rhe- 
gufees  and  Rhucans^  at  this  day  tearmed 
Rhinthall  and  Rhuchenberg.  They  hauc 
their  court  of  iufticeby  chemfclues,  and 
other  weights  and  meafures,  then  they 
bencathe  the  Riuer. 

The  towDC  of  Sargans  is  fsnallj  and 
hath  a  Caftle^,  whereiti  the  Bayliffe  dwcl- 
Icch,  and  it  is  the  cheefeft  of  all  the  Bayli- 
wicke.  there  is  a  councell  at  Sargans^  and 
an  Auoyer^  whom  the  Smts:^ers  (bceing 
Lords  there)  do  eftablilh ;  as  alfo  in  ano¬ 
ther  towne  of  thefame  Bayliwick, named 
WalhenslatyOniht  Lake  of  Riue.  But  the 
lower  court  of  iuftice  belongeth  to  them 
of  Sargans^  as  like  wife  the  principal!  ViL 
lages  haue  their  Court  •  The  laft  or  la- 
teft  appcllatiohsjfor  caufes  criminall  and 
capital!,  are  held  ati'^r^^^^r^where  lud- 
ges  arc  chofcn>  both  of  the  Towne^  and 
from  the  whole  Bayliwicke.  Oftentimes, 
in  Bead  of  the  BaylifFe,the  Amman  is  Pre- 
fidenc  of  the  country.  The  Bayliffe  him- 
felfe  picadeth  againft  the  offender,  and 
hath  a  Secretary  and  an  Officer.  If  crimi¬ 
nall  perfonsare  prifonersat  Walhenflaty 
then  iiidgcment  and  execution  to  death 
is  done  there:  but  the  Bayliffe  fitteth  Pre- 
fident,  and  not  the  Auoyeroi  Walhenslat* 


CHAP.  XIX. 
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of  Rhinthall, 


TH  E  Bayliffe  of  this  Valley  (which 
taketh  his  name  of  RheinCy^nd  is  vp- 
on  the  left  banckc  thereof,  aboue 
his  entrance  into  the  Lake  of  CcmJance) 
maketh  his  abiding  in  a  fmall  Towne,  coi¬ 
led  Rhinek^  fomewhat  below  the  Valley. 


The  whole  Bayliwick  is  diuidedincoccr- 
taine  portions  or fee-farmes, which  they 
tearme  Hoaf  and  thefe  are  their  names : 
AlHett^o  little  Towne,  Marpachy  Rernan- 
whereon  Rhinek  dependeth,  and 
Oberriede.  Bach  hath  his  iiirifdiftion  by  it 
felfcjand  two  Ammans ;  whereof the  one 
is  enftalled  by  the  Bayliffe  of  the  cantons, 
and  the  other  by  the  Abbot  of  S.GW/.Tbc 
moity  of  the  fines  belongeth  to  the  Ab-* 
bot,  and  the  other  part  to  the  Cantons. 
Ncuertheleflc,  at  Alfiett  x\\e  fines  ate  di- 
uided  into  three  parts,  whereofthc  third 
appertaineth  to  the  inhabitants .  Some 
fay,that  the  higher  and  lower  iurifSiSjqn 
of  this  place,  belongeth  to  the  Prince  of 
AuHria,  The  lower  court  of  iuftice  of 
LuHenm  (which  is  a  Village  in  the  BaylB 
wickc  of  Rhinthall^  appertaineth  to  the 
Counts  of  Amifa,  The  acknowledgment 
of  criminall  caufes, belongeth  to  the  can¬ 
tons  :  and  their  Bayliffe  caufeth  the'^fen- 
tences  to  bee  executed,  in  thofe  places 
where  the  delids  were  committed,  Tia- 
uing  Ammans  for  their  I  udges. 

The' inhabitants  of  this  Valley  doc 
principally  imploy  thcmfelucs  inhusBaiv 
dry  about  their  Vines,  and  (pinning  lin- 
nen  yarnCjWhich  they  fell  at  S.G4/?,  &liue 
very  cpmmodioufly  by  thefe  mcancs.  Al- 
f6  they  of  hauc  ftore  of  lands,  and 

many  vineyards  in  thrs;V alley,  with  pldi- 
ty  of  Vine-dreffers  and  fiarnc  keepers ; 
in  regard  whereof,  they  fet  a  taxation  on 
the  wine  with  the  inhabitants  oi  Rhin¬ 
thall  pxid  fet  downc  a  price  to  be  payed  by 
the  Mailers  and  others, who  buy  itbtfore 
vintage’  time  at  publike  falc,  and  pay  the 
monyto  the  Vine-dreflers .  This  taxc 
bindeth  not  them  who  hauc  not  fqlde 
their  wine  before  that  time.  When  the 
vintage  draweth  nccre,  the  Deputies  of 
each  Villagcdo  mcctcatS.G4//,ahdthe 
Scignciiry  appointethoncor  two  of  the, 
councell  to  fit  with  them  5  and  then  they 
(altogether)  fee  aprice  vponthe  wine^. 
If  they  cannot  agree,  but  that  there  areas 
many  on  the  dne  fide,  as  on  the  other  •' 
then  the  Village,  whofetume  it  is  to  bee 
Arbitrator,  fetsdownethc  determinati¬ 
on.  For  euery  Village  (in  his  ranckc  and 
place)  hath  the  right  and  priuiledge  of 
arbitrarfon,when  as  the  taxers  cannot,  or 
will  not  agree  togcthcr.The  price  agreed 
vpon^then  they  begin  to  cut  and  gather 
grapdsfor  the  vintage «  but  it  is  not  law- 

full 
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The  Antiqui¬ 
ties  of  the  Ba> 
rom  of  Aklax 
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t?  lEtweene  the  Bayliwicke  of  Rhinthall^ 
^and  the  county  of  Werdenherg.^  you 
may  fectheSeigneury  belonging  to  the 
Barons  of  Altjaic, .  Now^  although  the 
Barons  arc  fpueraigne  Lords  5  yet  not- 
witbftanding,  in  regard  of  the  fcituation 
of  RHinihaUj  I  was  not  willing  to  pafle  a- 
ny  furfter,  without  making  fomc  menti- 
ohthcrcof. 

Thc.raceof  the  Lords  of  Altfax  is 
moft  ancient,  and  hecthat  hath  written 
concerning  limes  and  Tournaments,  de- 
crarefb,  that  the  Emperour  J^enry^  firna- 
med  the  Eaulconer  ox  Fowler,  made 
choife  among  all  the  Gentlemen  of  Sua^^ 
hapi  Frederick ^  Baron  of  Altfax pre- 
fcribe,to  others,  the  order  to  be  obferued 
Im  thofeRoyallpaftimcs,  They  of  'Mi- 
faukin  the country  (whom Ptiny 
caiijeth at  the  Trophec  of 
guBui)  were  fometimes  fubieds  to,  the 
Bapns  of  Monfax  i  to  whom  the  Empe* 
xmfSigtfmoirdg^^  the  name  and  digni- 
I  "i^olffe^  Baron  of  Mon- 

j was  in  the  warre  againft  the  Obotrites^ 
^J’  .^  hatheAyeare  nine  hundred,  thirty  fiuc, 

■  ^  Some  fay,  that  thdfe  Counts  defccndcd 
;  1  of  the  houfe  of  Altfax^  and  that  there  arc 

j’mahy  (jcntlcmcn  (of very  ancient  race) 
fin  the  country  of  the  dclccnded 

■Oftlid  firft  Rhatians^  who  were  oiTufa- 
!/;)',andVaunt  themfelues  alfo"  to  Be  iflued 
of  the  Romanes. 

I  "V  I?  Antiquity  ,  the  Lords  oi  Altfax' 
dwelt  in  the  country.  For  ncere  to 

Itfacyallcy  of  Lengs^wh^xt  they  inhabite, 
whd  (among  all  other)  vaunt  and  glorific 
themfelues,  to  bee  of  moft  noble  and  an¬ 
cient  face  5  there  is  the  Village  of  Obier» 
fiXy  which  retaineth  yet  the  name  of  that 
Familyj  and  it  hath  aCaftlcof  thefame 
name.  I  am  of the  minde  then, that  the 
Theorigmail  houfcof  AltfaxlsGrifonhy ox\^im\\,i3iXii 
of  the  houfe  defeended  (with  many  other  of  the  Gri. 
ttecSnl  '  forts)  oi^cT»f cam i  who  were  before 
j  the  Romanes.  Alfo  the  country jwhere- 
of  they  ate  Lords  to  this  day,  was  hcerc- 
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toforc  reputed  to  be  of  the  Grifons :  con- 1 
fidering,  ih^t  Strabo  extendeththe  Gri- 
fans  limits,  fo  farre  as  the  Lake  of  Con- 
fiance. 

This  Baronny  hath  had  hceretofore 
two  ftrong  Caftles,to  wit3i’4jv(which  was 
burnt  before  the  warre  of  Afpenzacll)  and 
F<?r^^^’,buildcd  afterward,  vpon  the  war¬ 
ranty  of  Flrich  of  Altfax ,  Abbot  of  S. 
Galf  at  filch  time  as  the  Barons  were  in 
warre  againft  the  Counts  of  Montfort. 
There  arc  many  Villages  in  this  Valley, 
fubieft  to  the  Barons  oi  Altfax .  If  any 
warre  threaten  Swit^^erland^  they  chiifc 
their  moft  valiant  Soldiours,  which  they 
fend  to  their  fuccour.  Alfo  Fluldrich^'p^* 
therto  Huldrkh  Phillip  ^  now  Baron  of 
Altfax^  fought  valiantly  for  the  Switzers, 
in  the  warre  which  they  had  againft  the 
Emperour  Maximillian^  and  the  league  pf 
Suaba :  and  as  a  rccompcncc  and  acknow- 
ledgementof  his  valor,thc  Cantons  gauc 
himdiuers  pecces  of  Artillery. 

It  is  a  long  time  fince  the  Barons  of 
Altfax  haue  beene  Bourgefles  of  Xurich^ 
the  reft  of  the  Cantons  ncuer  had  any 
dominion  ouer  the  Barons  of  Altfax:  but, 
themfelues  were  foucraigne  Lords,  and 
no  man  might  appeale  fro  their  fcntcncc, 
to  any  other  iiiftice.  At  this  day,thcre  is 
no  more  pf  this  race  of  the  Barons  o{Ak- 
fax  left,  but  one,  namely,  the  Lord  HuU 
drich  Phillip  I  but  by  the  grace  of  God, it 
is  now  augniented,becaufe  this  lord  hath 
had  (by  twowiues)  fiuefonnes,  already 
of  good  ftature,  and  which  promifofairc 
hopc^  namely,  Albert  John^  rhtbault  lohn^ 
Phillip  John^  John  Chrilfoj^er^  and  John 
uMr  ich.  .  . 
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of  as  great  and  large  extendure,  as  Z«g4- 
Iwillfetdovvnc  in  this  Chapter,  an 
exad  defcription  of  the  Bayliwicke  and 
Towne  of  Locarna^m^dc  (at  my  rcqiicft) 
by  M-Thaddcffs  Dim^  Phyfition,and  a  na^ 
tiue  of  Locarna^m^  wexy  good  friend.  For 
therby  may  be  knowne,  what  the  gouern- 
ment  of  the  other  Bayli  wicks  isjwhich  ab 
thogh  they  are  not  of  the  like  extendure, 
neither  haue  the  fame  policy,yet  notwith- 
ilanding,  they  arc  gouerned  in  the  fame 
manner^in  refpe^l  of  the  Bayliffe^and  do¬ 
minion  of  the  Smix^ers, 

The  Towne  of  Locarm^\%  called  Lug- 
gdri by  .the  G ermines ^  and  Locarno  by  the 
Italians.  Some  do  hold  it  to  be  fb  named, 
as  being  a  place  of  flefh :  becaufe  in  al  the 
country  roundabout,  thercis  nomeane 
number  of  cattcll.lt  is  feated  on  a  plaine, 
betweene  the  foote  of  an  high  Mountain, 
and  the  Banck  of  the  Lake  Maior .  Tcf- 
wards  the  E  aft  it  hath  the  head  and  begin¬ 
ning  of  this  Lake  :  to  the  South,  the  neck 
of  the  Lakc,and  the  high  Mountaines.  It , 
extendeth  and  Ihooteth  it  felfc  out  along 
the  middle  ofthe  Lake,to  his  fall,  and  to¬ 
wards  the  North  are  alfb  very  high  Mofi- 
taines .  To  the  Weft,  and  againft  the 
lands  belonging  to  the  Bayliwicke  of  Bel'- 
lixom^  is  a  plaine  of  great  lengthjycelding 
yearely  a  plentifull  Hay-harueft  thwart 
it  palfeth  Theftna,  NeerC  to  the  Towne, 
betweene  this  plaine,  the  Towne  itfclfe, 
the  foote  of  the  Mountains,and  the  Lake 
bancks,  is  a  fruitfull  parcel!  of  Land  foi: 
Come  and  Wine ,  and  a  great  goodly 
ficld,abounding  with  graffc';  which  here¬ 
tofore  hath  bcenc  much  more  fpaciotis, 
but  the  neighbouring  Riucr  (by  vndermi- 
ning  it)hath  borne  away  a  great  part  ther- 
of  The  Mountaines  of  long  extendurc, 
arc  very  aptly  husbanded,  hauing  goodly 
and  faire  vineyards  in  them. 

Hecreby  we  may  coniedurCjthat  Lo- 
carnaisgxczu  by  reafoii  ofthe  Families 
therein,  to  the  number  of  foure  hundred, 
or  thereabout ;  and  there  is  not  any  gr<Ja- 
[ter  T owne  about  the  Lake  Maior ^ncyxhex 
Nrc  there  more  Gentlemen  in  any  towne 
I  of  that  quarter,  by  which  rcafon,it  is  the 
I  cbeefe  and  principall  Towne.  *  This  de- 
j  feription  doth  demonftrate,  how  plcafant 
the  place  is^  the  ayre  alfo  is  there  tempe- 
ratc,fwcete,  and  healthful!,  eucn  as  much 
as  can  bee  defircd ,  The  witidcs  of  the 
South  do  blow  there  very  little,  and  ciicn 


if 


as  tired,  broken,  and  fpenr,  by  reafon  of 
the  Mountaines  defcncing  before  it.  The 
North  windc  is  there  alfo  fweet  enough, 
becaufc  the  high  Mountaines  doe  coucr 
the  Towne.  From  the  Eaft  to  the  Weft; 
the  windes  breathe  at  their  eafe:and  there 
isnotaPondjOr  Marihy  plotin  this  quar¬ 
ter, fothac  to  fay  allina  wordjthe  place  is 
fufficiently  pleafing. 

Heeretofore,  the  towne  ©f  Locarna 
had  a  great  &  ftrong  caftle,  of  very  good¬ 
ly  (lie  w,  in  regard  of  the  many  Towers  & 
Turrets,  and  well  engirt  with  fightly  Dit¬ 
ches  .  It  was  fometimes  the  principall 
dwelling  ofthe  Coimxs  o^Rufquc:  and 
the  French  were  Mafters  there,  the  Ipacc 
ofthirteeneyeafes,but  yet  could  not  ex- 
pell  the  Counts.Thcrc  is  a  Pallace  within 
the  faide  Caftic,  which  is  the  Bayliffes 
houfe :  there  alfo  abideth  the  Trucherpan 
or  Interpreter,  and  the  two  Switzer  Ar¬ 
chers  of  his  Guard,  of  whom  Wee  (hall 
make  more  ample  mention  heereafteh 
within  the  walks  cnclofure  of  this' Ca¬ 
ftle,  there  was  a  goodly  Hauen  or  Port,’ 
where  the  Ships  for  warre  were  kept.  / 

The  Caftle  Was  fquare  and  quadran-. 
guiar^beautified  Wi<h  Towers  al  cachkpr-. 
ncr,and  had  a'vcry  ftrong  wall  abou^it.^t 
that  timev  the  Lake  ^ Motor  wafh'ed'th^ 
foote  of  tbe^C^aftle^fo  that  the  Ships  were 
eafily  fent  forth  vpon  the  Lake.  But  now;, 
theRiucr  of  Madia  hath  gathered  fuch  a- 
bouridarice  offand  and  grauell,  as  fhe 
place  is  become  farre  enough  offfrom  the 
Lake.  Since  the  yeare  one  thouTahd,  fine 
hundred,  thirty  one,  the  Smtz>ers  wholly 
ruined  the  Caftle,exccpt  the  Pallace  ^^rfic 
foundations  are  yet  to  be  fcche,  ahdthe 
walks  of  many  houfes,  for  there  wa^s  ‘hot 
any  caftle  fo  ftrong  imall  the  coiiritf^i^  Al- 
fp  it  was  roiinited  with^  Ardlkiy  bf^^ll 
forts,and  other  furnifhmeritVfor  waftfejiii 
great  plchty:*  Frances  mhrhiardine  iha- 
keth  mention  in  the  fift  Bookc  9f  his  Hi- 
ftoriesj'thac  liftccne  thoufanU  Smtx,ers 
got  themfelucs  together, to  go  and  afrault 
this  caftle  j  thereof  he  fpcaketh  againc  in 
the  ekuentkBookc,ahd  k  the  ehd  of  the 
twelfth!  ^  ' 

Long  fincCjin  the  tim^of the  Dukc3 
of  Millainej&\t  whole  country  was  com¬ 
manded  by  the  Bayliffe  of  Locarno  (ex¬ 
cept  the  towne  of  Brifag  )  and  it  was  a 
county,  wherof  the were  Lords, 
theybeeing  Gentlemen  ofmarkc  in  the 
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towneof  whereof  alfo  they  were 
Mafters  fbmetimes,  but  after  they  furren- 
dred  it  to  the  Duke  of  MilUmey  in  the 
ycare  one  thoufand,  foure  hundred  and 
fixtcene*  But  afterward,  this  county  was 
diuided  in  two  parts>  and  ijjp  Vale  Mddm 
feparated  from  the  Bayliwlckc  of  Locar 

At  that  time  alfo,  the  Vale  of  Verz^d- 
fche  Gdmbdron  fhall  befpo- 

ken  heereafter  )obtayned  leaue,tdcle(Si: 
their  Podesidts^  The  extendureof  the 
Bayliwickc  of  Locarnd^  may  bee  knowne 
by  the  Parifhes,  whereof  there  are  twen¬ 
ty  and  more. 

The  foote-ground  of  the  Mountains 
of  Locarna^^n^  a  great  part  of  the  Terri- 
tory,  yceldeth  plenty  of  very  good  wines 
In  the  Hilles  and  Mountaines,  the  Vines 
are  bound  high,  and  ftore  of  good  graffe 
groweth  vndcr  them.  On  the  plaines  they 
niootc  vp  about  Elmcs  and  other  Trees, 
as  Hops  do  about  Poles ;  alfo  the  twigs 
asbeing  wouen  tpgether,  and  bound  at 
the  ends,  are  extended  from  one  Tree  to 
another.^  But  jfthey  Band  too  farre  off, 
vvherc  the  branches  come  too  {hort,thcn 
they  poles  in  the'paidft,  yvhereto  they 

faften  the  bra>ichcs,  for  feare  leftc  they 
fhould  hinder  the  Comes  crKreafo, or  the 
other  forts  ofpulfe,  which  are  alfo  there 
fo^wne.  The  Vines  are  of  great  and  inerq 
cjible  yeelding,  the  grapes  huge, and  very 
ripe,  which  caufeth  an  extiaprdinary  pie* 
typfwme.  ... , ,  . '  . 

......  u.h  "The  fields  cannot  be  very  fpaeious,  in 

ana„Mea<iit>w  jreg^^rd/ofthc  foncereneighbouringL^e 
pounds  a-  I  andMountaines :  yet  notwithftanding, 

^ou: Locarna  *  c'  *1  r  r  r  i  ’ 

^hcyarc  yjcry  fertile,  by  reafpn  of  the 
grouja^s  go^pelfc,  which  the  husband- 
nieiv^ofatten  andlabour  very  diligently. 
Fprfoecaufo  thpie  areno  great  ftore  of 
jSclds  and  meddowes ,  and  the  tpwnc  is 
fiifficicmly  peopled  5  their  paines  arc  per¬ 
formed  at  the  b^terleyfore^. Many  times 
^bey  render  twenty  graines  for  pne,  and 

in  pne  yeare.  In 

Sy”""'  .|upe,  jtbey-rftape.and  ga- 

• .  fo  theMoncth  of 
0(Sober,thcy  haiie  tbe  like  of  Milletj  Pa- 
iud<^ranjdpi^;  PuIfcsfo\ved  in  Spring 

TbeMbuntajnes  and.yalliesare  fur~ 
Biihccl  with  cattell  in  great  aboundanec, 
efpecially  Goates,;  Alfo  there  is  plenty  of 
ParttidgcsjPhczantSj  Larks,  Harcs,Go 
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nicsjButter,  Chccfc,  and  admirable  ftoi  e , 
of  Cheftnuts,  for  the 

country  people.  At  the  beginning, they  iherhcipfuii 
cate  them  rawe,thcn  dryed,  and  after- 
ward  boyIcd,rofted,and  fried.  Alfo  they 
make  Meale  of  them  for  Bread,  and  that 
Mealc  femes  the  to  diners  vfes :  but  Gen¬ 
tlemen  eatccheftnuts  among  their  other 
delicatcs. 

When  therefore  there  is  a  good 
feafon  of  cheftnuts ,  the  dearth  of  other 
vi duals  is  not  great  in  that  country:  wher 
alfo  is  ftore  of  good  Figs,  variety  of  Ap- 
ples,Peaches,Peares,  Gherks,  and  other 
dainty  fruites,  as  Plums  of  diuers  kindes, 
Pomgrancts,  Citrons,  Oliues,  Oranges, 
and  other  fruites  in  great  plenty.  The 
Lake  aboundeth  with  Fid),  dainty  and 
good  ^  efpecially  Trowts,  whereof  ftore 
are  brought  &  fold  in  MilUine:  In  briefc, 
the  country  is  enriched  with  all  good 
things,  for  the  maintenance  of  life  5  yet 
fometimes  there  is  fcarfity  of  Come,  by 
rcafonof  the  countries  narrownefle,  and 
Salr  is  brought  ihetherfrom  other  pk- 

CCS. 

Ellery  Thurfday  there  is  a  great  Mar¬ 
ket  at  toe  arm  ^  where  mectc  no  mcanc 
ftore  of  people.  Y  011  fhall  fee  many  boats 
anriite  there,  from  all  the  Townes  of  the 
Lake  Maior^  from  whence  come  diuers 
Mcrchants,ratherto  buy, then  fell.  They 
cohie  thether  alfo  fromfiindry  parts  of 
the  Dutchy  of  Millaine Lugano  and 
neighbouring  Bayliwicks :  as  al¬ 
fo  from  Mijduky  and  the  Valley  of  Liui-^ 
wf,not(peaking,ofthcm  about  Locarna^ 
and  the  valev^4^/4;  It  is  one  of  the  goexi- 
lieft  Market’s  in  alt  thofe  countries.  There 
is  a  very  fpacious  place  neere  to  the  Lake, 
where  the  Merchants  fet  vp  Tents,  to  de¬ 
fend  them  from  raine^and  fuch  like  acci¬ 
dents. 

The  people  of  Lccarna  arc  diuided 
into  three  degrees, to  wir,Noblcmen,an- 
cient  cittizens,  whom  they  call  Bourgef- 
and  theinhabitants,  dcfccndcd  from 
diners  parts;and  whofcanceftors  began 
to  dwell  atX(?r4//24^  more  then  an  hun¬ 
dred  yeares  before  • 

T  here  is  a  fourth  race  noble,  as  of  .  r  v  ^ 
xhCr'Aurelles;  Muraltes^  Magorians^  and 
Duns  ,  That'^of  the  Dum  is  the  moft 
auncient,  and. before  the  other:  their 
houfos  and  goods  bccing  partly  at  Lo- 
cdrm^yfm\jixiScom^  which  is  a  Towne 

neerc 
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ncerc  to  Locarm^bi)  r  not  fb  wcl  peopled^ 
fca^d  on  a  plaine  nccre  to  the  Lake.  At 
inch  time  as  the  Counts  of  Rufque  coxx\- 
manded^  the  Du^s  were  fauoured  and  ho- 
nouredjinorc  then  the  other  Nobles,  and 
aduanc^  to  great  eftates.  And  the  Arms 

m  of magnificently 

illultraced^are  yet  to  bee  fccnc  (outward¬ 
ly)  on  the  Du/fs  Pallacc  at  Locarm^  Next  3 
vndername  of  the  people,  arc  reckoned 
all  them  that  dwell  in  the  Vallies  and  Vil- 
lages^dcpcndants  on  Loildrm.'lbz  whole 
body  of  the  Seigneury  or  Bayliwicke,  i  s 
called  the  Comminalty, 

Th^comm/.  Bayliffc,  whom  thcy  call 

CommiCfary^hec  is  chofen  by  the  twcluc 
Cantons, and  (ent  to  LoatYna  cucry  yearc, 
by  one  of  the  faid  cantons,  as  it  is  then  in 
ranckc,  according  to  their  lawes  and  alli¬ 
ances.  This  commiflary  is  Soucraigne, 
and  hath  full  power  to  chaftife  the  faulty, 
yea,  to  condemne  to  death,  if  the  cafe  do 
lb  require*  Hiscuftomeis  to  take  wife 
64  vnderftanding  men,  expert  in  the  lawes 
and  manners  of  the  country,  to  bee  his 
councellcrs.  Hccis  notrcceiued  into 
his  charge,til  he  haiie  firft  folemnly  (worn 
andpromifed,tokeepe  the  lawes  and  or¬ 
dinances,  which  the  inhabitants  tearme 
municipall  rights.  Which  being  d  one, 
the  people  there  prefent,  do  acknowledg 
him  for  their  lawfull  Gouernor  5  with  fo- 
lemnc  and  publike  acclamations, &fweai 
ring  faithfully  to  obey  him;  f 

Now,bccau(ethc  commifliary  ^ea- 
keth  the  Switzers  language,  and  the  pe6-» 


Tbc  Cominir 
farics  power 
in<i  authority. 


Municipate 
ius,  the  pri 


uacelaw  cfe 
ucry  Citty, 


ATru^beman 


«hc  5  thc  Lords  of  the  Leagues  do 


Ifary  to  be  his 
Interpreter. 


*  V  * 


4 

j[0f^ 

f 


Thc  people 
hauc  power 


to  elcdMa- 
giftrates. 


!? 


The  clcAioh 
Artur - 
ny. 


r 


allow  him  a  Truchman,who  vndcrftands 
and  Ipeakes  both  thc  languagcs^to  whom 
they  pay  wages ,  By  entremife  of  thc 
Trucheman,  the  commiffaryjthe  parties 
that  plead  as  Afturnies  or  Aduocates,  do 
vnderfiand  each  other,  and  fb  debate  the 
caufes :  which  thc  Secretary  or  Progno- 
tary  vvriteth  downc  in  Latine,  The  com- 
miffiary  mcdleth  not  with  thc  affaires  of 
the  common-wealth,  becaiife  thc  people 
j  haue  fu IL power  to  elcd  Magiftrates  and 
Officers,  to  ordainc  of  all  things  concer¬ 
ning  thc  publike  cftatc.' 

Moreoucr,thcy  elcd  an  ordinary  At- 
turncy,who  puifucth  criminallcaufcs.  Sc 
kcepeth  the  fines  adiudged  to  thc  com-^ 
mon  piirffe,  which  they  call.  The  Jines 
chamber,  Thc  Lords  of  the  leagues  giuc 
order  for  the  clc6fion  of  this  Atturncy  5 


who  is  one  of  thc  BourgefTcs  of  Lccarm, 
and  continucih  as  long  time  in  that  Of- 
ficcjaspicafeth  the  faid  Lords. 

They  eftablifh  alfo  thc  Receiuersof 
thc  taxes.  For  euery  y care, in  Summer, 
when  the  twelue  AmbafTadours  of  the 
Cantons  come  thethcr;  they  giue  the 
farming  of  thc  taxe  (mittigating  a  certain 
fumme)  to  one,  or  to  many  Bourgeffes, 
who  then  alfo  receiuc  ample  power,  to 
exad  the  taxe,  and  at  the  yearcs  end  they 
pay  it* 

Thc  CommilTary  ehufeth  (bften- 
timcs)a  Switzer  Officer, who  walkcth  dai¬ 
ly  attending  on  him,  with  an  Halbert  and 
a  Sword.  He  is  thc  chcefeft  of  thc  Set- 
icants,  that  arreftethmenjand  guardeth 
offenders.  When  the  Ambaffadorscomc 
to  Locarna^  hcc  is  their  Vfher :  alfo, they 
pay  him  his  wages, as  well  as  thc  T ruche- 
man. 

The  fame  CommifTary  cledfeth  his 
Lieutenant,  fome  one  of  the  BourgclTes, 
fitte  to  decide  fuites  and  criminall  caufes. 
This  Lieutenant  giues  attendance  in  the 
Gommiflarics  abfcnce,  or  when  hec  is 
with-held  byficknefTc,  or  any  other  hin* 
dcrance;  hauing(in  thofe  cau(es)the  fame 
power  and  authority ,as  thc  CommifTary 
hath. 

Morcoiier,  the  counccll  (of  whom 
we  fhall  fpeakc'  firefently)  makes  choife  of 
(bme  Scricants  among  thc  people.  Their 
charge  is  to  ferue  the  Common-wealth, 
and  to  execute  the  commands  of  thc  c6- 
miflary. 

The  BourgefTcs  and  inhabitants  that 
arc  of  this  County  and  Comminalty^do 
meete  together  according  to  their  cu- 
ftome,which  yearcly  is  the  firft  day  pf  Ja¬ 
nuary,  and  then  they  clc<ft  the  one  and 
twenty  counccllcrs  of  the  Common¬ 
wealth.  Twelue  amon'g  them  are  of  Lo^ 
carna  5  three  of  the  towne  of  S  cone ^bicb 
is  heerc :  the  other  fixe  are  ofthc  Vallies 
and  Villages  round  about.  As  concer¬ 
ning  the  twelue  of  Lbcarna ;  fixe  of  them 
are  Noblemen,  four^  Bonrgefles,  &  tWo 
inhabitants  ^y  et  fomjetimes  thrcciand  fiue 
^Jobles.  The  three  of  Scone^xbexe  is  one 
of  thc  family  of  Gentlemen,  called  T>uns^ 
and  the  two  other  arc  of  the  body  of  the 
people. The  other  fixe,Whom  I  haue  faid 
to  be  of  Villages  and  Vallies,  arc  of  fuch 
placcSjas  acknowledge  no  other  Gouer- 
nour,  but  the  fore-mentioned  Commit 
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fary^i  This  Ifpeakc  in  regard  of  the  tovvne 
of  jgr^^^jthc  Valley  of  rerz^afehe^  &  (jJ- 
^4m;:whichhaue  their  Podeftats  or  Lieu¬ 
tenants,  and  fome  rights  apart  by  them- 
feliies,as  we  fhall  (hew  anon,  and  they  do 
not  cleft  any  eoiincellers. 

Thecounccll  of  the  Bayliwicke  of 
canu^h^Lth  charge  to  watch  and  waite on 
the  affaires  oTthe  common-wealth :  to 
conclude  on  needfull  expences  &  wages; 
to  difpofe  and  fet  in  order,  whatfocuer 
feemeth  for  the  good  of  the  weak  publike 
fit  and  conuenient, 

Seiien  Procurators  or  Atturniesare 
added  to  the  one  and  twenty  councclkrs, 
who  giue  order,  that  the  decrees  of  the 
councel  may  beeffeftually  cxecutcd,and 
that  euery  man  do  his  duty  thoroughly  & 
faithfully .  They  ftand  alfo  in  (lead  of 
Voyers  orSuruayors;  becauic  they  take 
charge  of  publike  buildings.  In  like  man¬ 
ner,  there  is  a  Secretary  whom  they  call 
Chancellor^and  hefetteth  downc  in  wri¬ 
ting,  all  things  whatfoeucr  that  arecon- 
cludcdonby  thccouncell. , 

And  forafmuchasthe  Comminalty 
lockesnotvp  any  of the  publike  monies, 
cheTe  is  yearely  a  new  Treafurer  elefted, 
whio  exafteth  and  collefteth  of  conful^ 
and  com  muni  tics, fuch  fummes  of  money 
as  are  impofed  by  the  councell. 
ry  community  or  pariflt«fhath  his  ConfulJ 
(fb  called,  becaufc  they  councell  and  ad- 
uife  that  which  is  neceflary  for  the  com¬ 
munities  welfare)  and  is  in  Office  as  a  Re- 
cciuer,  Theykiiyc  vpon  euery  Father  of 
the  Family,  Of  on  each  houfe,  the  money 
whereat  they  arc  afTeffed  by  the  councel, 
.'and  afi:erward^bring  all  to  the  Treafurer. 
The  manner  of  afTcffing  thefe fummes,  is 
according  to  the  eftimation  of  goods,  & 
the  number  of  houfholds  in  euery  com- 
municy^r 

There  is  not  any  Parifh  nor  Family 
(how  little  fpeuer  it  bee)  but  iuftly  know- 
eth,how  much  it  is  valued  at  in  the  afleffe- 
ment.  One  of  their  cottifations  amoiucth 
to  an  hundred  pounds  of  the  Empire; 
which  make feuen  and  twenty  Florins  of 
goldjor  thereabout.  The  Confuls  do  firft 
colleft  this  fiimme  of  the  Families,  and 
then  dcliiier  it  into  the  Treafurers  hands, 
and  he  afterward, paies  it  to  the  Seigneurs 
of  the  annual!  accounts.  Then  it  is  payed 
out  in  wages,  to  the  Bayliffe,  to  the  Phy- 

fitions,roMaftersof  Schooks,  Officers, 
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and  other  perfons,who  arc  al  at  wages  of 
the  common-wealth;  Andbcfidcjtac- 
quitteth  ail  other  publike  charges.  The 
ycare  being  expired,  hecyeeldeth  vp  his 
account  to  the  coiinceIl,or  to  the  Procu¬ 
rators.  If  there  be  more  omitted  then  re- 1 
cciued;  hisfucceflourdisburflcth  ithim- 
felfe.  Contrariwife,if the  receipt  doe  fur- 
mount  the  ordinary  charge,  the  remain¬ 
der  is  dcliuered  ouer  vnto  his  fucceffour. 
Moreouer,  the  fore-named  Magiftrates 
make  choifeoftwo  fiifficicnc  men, to  hauc 
a  care  of  food  and  prouifion.  And  other 
two  are  elefted  by  the  councell, to  fee  rhe 
wayes  and  ftreetes  ducly  and  decently  re¬ 
paired  and  well  kept. 

Now  in  regard  that  the  country  is  cn- 
uironed  with  Mountaines  and  Vallies,rc- 
•  pleated  with  woods  of  extraordinary  tau! 
trees5cxquifite  for  their  beauty  and  braue 
branching  (among  others  the  Pine, which 
prodiiccth  very  excellent  Agarickc,  and 
the  Firre-trec, notable  for  building,  and 
whereof  they  of  Locarm  make  very  great 
benefit)  the  Merchant  dealing  in  wood, 
doelcfta  ludgeorMafter  oftheForefts, 
who  decideth  all  differences  proceeding 
in  (iich  cafes.  V\  hen  the  tank  trees  are 
cuTjthey  bring  knowledge  theroftohim, 
and  theahebrdereth  their  IdTcr  cutting, 
fprjnoie/commodious  conuaying  them 
througb  thenarrowpaflages  and  vallies, 
alfo  theiRocky  crooked  windings,  to 
the  Lake  Maior When  they  are  there 
fhipt  in  apt  Barques  and  Boats, they  paffe 
along  the  Lake,  and  then  on  the  Tbefsina 
xo  Millme  mdpama^  in  great  Trunkes, 
Beamcs,Ioifts,and  long  Pianksj  together 
with  gteat  quantities  of  wood-coales,and 
other  brufh-wood,  for  heating  Ouens. 
Afterwardjthcy  defeend  with  them  from 
theRiuer  ?o  (wherein  Thefsim 
difehargeth  itfelfc)  fofarreas  Cremom^ 
and  Plafentia^  and  may  goe  alfo  to  Ferro,* 
ro^Mantm^  Vemce^  znA  to  the  Adriatickc 
Sea .  The  trunks  of  the  trees  haue  their 
length  and  chicknefTeiuft,  and  the  Mer¬ 
chants  marks  on  them  .The  valley  of  yer- 
x^afche^ihcvdX^ Madia^  and  other  neigh¬ 
bouring  places,  doe  alfo  fend  aw^ay  Trees' 
very  aboundancly,  when  the  Riucrsfwell 
higher  then  their  vluall  wonr. 

The  townc  of  which  is  vpon 

the  Lake  tovyards  the  North,  and 

at  the  end  of  the  country  which  the  Swit* 
z^ers  hold, is  of  the  Bayliwickc  of  Locarrto^ 

and , 
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and  is  but  foiirc  miles  diftant  off  from  Ca- 
Hobio At\\'x\h  ahb  to  the  Haft,thc  Vallieof 
taking  his  name  of  a  Riuer  fo 
called,a.id  thence  defeending :  Alfo  Gam- 
baron  to  the  South,  and  on  the  Lake  Ada- 
tor  .Theic  places  haiic  their  FodesJatf, who 
iudge  in  ciuill  caufes  :  for  as  concerning 
them  criminal! ,  theknowledg,e  of  them 
appertaineth  to  the  Commiffiry  of  Lo- 
carna.  There  is  nppealc  granted  from  the 
fcntencc  in  ciuill  caufes^if  itfeemegood 
CO  the  party  condemned .  Theuof  the 
V alley  oi  £’;;z>^/?<?,andof  6arnbaron-,do 
chufc  (among  themfelues)  fuch’perfons 
as  they  plcafe,  to  be  their  Pod0ats :  but 
the  people  of  bane  not  that  autho¬ 

rity,  but  yearely  doc  ele^  a  Lieutenant, 
who  is  of  the  Family  of  the  Aurelles.Qzn- 
tlemen of Locarna.-  The Inhahkanrs  of 
this  place  are  not  cottifed  or  feifed^as  the 
other  Cotnmunities  be :  but  onely  pay 
their  part  of  rentage  due,  to  the  Lords  of 
the  leagues,  and  of  wages  to  theCom- 
miffary.  Behde,they  furnifh  towards 
the  charges. that  are  in  their  Villages  and 
Communities. ,  .  -  . 

Of  this  TowHe  o^Locarm  thus  deferi- 
bed,  are  dcfceVided  the  Locarmam  dwel¬ 
ling  ac  'Zurich other  places .  .  It  is 
not  aboue  thirty  yeail^s  fince,  that/ome 
Cittizensof  Z(5>f4r;;^^yef  huing,  affedfed 
to  the  new  Religion  3  tookc  knowledge 
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thereof,  by  the  reading  of  certain  books^ 
ana  afterward  enftruded  it  to  many  of 
their  Townefmen.  From  the  yeare  one 
thoufand,  fine  hundred,  forty  twdsVntill 
theyeare  one  choufandjfiuc  hundreci,fifty 
foiire,  the  zeale  and  number  of  them  be¬ 
gan  to  cncreafc  j  and  noewithd  anding  the  1 
perfecutions,  embraccd  itche  more  ear-' 
ncftly.  The  moft  part  ofthe  Seigneurs 
and  peoplc,not  willing  to  fuffer  it,  cxpul- 
fed  (in  the  ycare  following)  about  thirty 
Families;  namely  all  fuchas  would  not 
forfake  that  new  opinion,  and  returnc  a- 
gainc  to  the  Romanc  Church.  There 
were  people  of  all  kindesinlhis  troopc. 
Nobles,  Gentles,  and  Yeomen  5  learned 
and  vnlearned^ rich  and  poore  3  great  and 
Imall  3  husbands  without  their  wiues,and 
^  wiu.cs  without  their  husbands^  fathers 
without  their  children,  &  children  with¬ 
out  their  fathers.  The  men  of  Zurich 
receiued  them  very  loiiingly,and  did,  and 
yet  do  many  kinde  courtefies  to  them;  fo 
that  diuers  of  the  are  embraced  as  Bour- 
gelTes,  and  the  reft  mainnined  at  the  cx- 
pences  of  the  Seigneury.  At  the  begin- 
ning,  they  receiued  a  good  fum  ofmo- 
nie,fentby  themof  and  another 
collected  zt^BaJilcy  and  in  feme  other 
Townes  of  Sauoye  ^  wherc-with  the 
poore  people  haue  bene  long  time  main¬ 
tained. 
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of  the  Ktngdome  dnd  Court  ^  Spaine  ^  the 
LaweSy  CuFiomeSy  md  manners  of  the 
feople,  as  dfo  the  diusjion  and  feitmtion 
of  the  Country. 
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^  HilpdiSyOi  He f 
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ropey  andneereftto 
thcVVcftjhathhcr 

_ _ _  Confines  in  this 

manner.  On  the  Eaft^ihc  Mediterranean 
Sea;  On  the  VVcft,the  Ocean:  On  the 
South,  the  ftreights  of  Cibrdltare :  And 
on  theNorth,  the  Pyrenean  Mountains, 
which  make  diuifion  of  France  &  Spaine. 
The  principall  Riuers  in  this  Prouince, 
are  fixe  in  number:  Myuo^  DuridyTrata^ 
Guadtanafiuadalquahtr^  and  jherus.  This 
Kingdome  (by  our  Auncients)  was  diui- 
ded  into  three  parts,  to  wit ;  Batka^Lufi- 
tanidy and  T itraconia*  At  this  day,  Batv 
ca  cc^itayncth  three  Regions ,  tamely, 
Cranatdy  with  her  Citty  Royall,  which  is 
called  Granada  j  Andalujia^  with  the  City 
of  Stuili-^  and  Efiramadurdymih  the  City 
of  ^endd,  Lujitama  hath  two  Regions, 
to  wit,  FortugdU^mihiht  Citty  Royall, 
named  ljsborne  *  2XiA  G’d//Vw,with  the  cit- 
ty  that  is  called  CompoHella^\iext  the  bo¬ 
dy  of  S  dames  is  faidc  to  be .  Tarraconia 
hath  nine  Regions  5  as  Arragon^  with  the 
citty  of  ^  Sarragoffd ;  Nauarre^  with  the 
citty  of  F  amp  dona  Cathaloma^  with  the 
citty  of  Barcellona  5  Bifcay^mth  the  city  of 
rilucro  ^  *  CaHile  the  elder,  with  the  citty 
of  Burgos  or  Braga Caliile  the  newer, 
with  the  ckty  of  Tolledo^^  Leupufcdy  with 
the  citty  of  S.SebaHiano  \  V ilenz^a^  with 
the  citty  of  Valencia  •^Murgidy'^iAa  the  cit* 


ty  fo  c|JIed.In  the  kingdome  of  Granada^ 
ther  is  an  Ifland  named  Caliz^y  which  hath 
a  citty  alfo  called  by  the  fame  name.  In 
the  Ocean  Sea,  and  in  the  McditerranC' 
an,there  arc  three  feucrall  Iflands,  fubic- 
(iicd  to  the  gouernement  of  ValencUyio 
Wii^Ieniiz^a^MaioricayZni  Minorka.  The 
Portugals  vfe  their  nauigation  into  the 
Eaftindiacsj  and  tht  Spaniards  of  Stuill 
2ndCaliz»^  into  the  Weft.  The  cii- 
cumfience  oispaine^xs  about  18^3. miles. 
The  kingdom  of  Fortugally  fro  the  South 
partjbeginncth  at  the  citty  of  LeppCy  and 
on  the  North  it  excendeth  to  Bakna  of 
G dicta.  The  moft  notable  Ports  or  H a- 
uens  of  Spaine^  on  the  North  part,  are  S. 
SebaUiano*^  the  Port  Galette*^  the  Port  An¬ 
drea  5  the  Port  di  S. Vincent  5  the  Port  of 
Ribadeo  5  the  Port  leroU ;  and  the  Port  del- 
le  Grugne^oxoUhcGroyne.  On  the  Weft 
part.are  the  Port  diMonuedra  5  the  Port 
of  Fortugall ^  the  Port  of  Lisborne  5  &  the 
Port  Secuball.  On  the  South  part  are  the 
Port  di  Siluas^  the  Port  of  Siui//*^  the  Port 
of  Caltx  5  and  the  Port  of  Caliz^  in  the 
Ifland ;  and  thePort  Beger  5  &  the  famous 
Volt  Cartagenia.  On  the  Eaft  part  is  Port 
CaUbrcynovt  called  Forto*venere. 

5/>4whathfcuen  Arch^Biflibppricks, 
and  the  refidcnce  is  made  in  Tarraconky 
in  Sarrago/fajin  T oUedo^m  CompoBella^  in 
Bragdyin  Lisbona ,  an  d  i  n  Granata.  V  nder 
the  aboiie-namcd  Arch-Bifbopricks,  arc 
manyCitties  andtheirBifl^opsj  as^^r- 
cellona^  Girona^  lerida^  Tortofa^Valentuiy 
MaiorkayOFtky  Monuedro^  Bur goSy  Sala¬ 
manca^  Cordubdy  LegiaUy  Tanjfa^  Almarky 
SirngUa^und  others. 

This  Country  (in  many  places )  is  not 
reduced  to  tillage  &  husbandry,  bccaufe 
the  ground  confifts  of  a  very  ftony  earth, 
and  is  much  fquallide  and  filthy  through 
dcfcrtncffc;notwithftanding,in  refpea 

of  -^^Wc4,itisvcry  fertile,  and  this  enfii- 
eth  through  the  oucr-great  hcate  which  is 
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in  ^ffrica  Jtaboundcih  in  all  thole  things 
that  arc  ncccflary  for  man :  as  in  Wine, 
Come, Fruitcs30ylc,Cattcll, Line  for  all 
garments, yronmettalsjVVaxe,  Hony, 
VVatcrswell  ftored  withFilli,  andfuch 
other  like  things.  They  make  no  Salt  by 
boyling  or  (eething,  but  dig  it  out  of  the 
earth. And  they  haue  not  fo  many  windcs 
as  France ;  ncy  ther  arc  they  fo  ftored  with  ’ 
marilh  and  fenny  grounds ,  whereby  the 
ayre  is  much  corrupted .  There  is  not 
found  any  Gold,Silucr,or  Yron,  lb  good 
and  approued,  or  in  fuch  plenty,  as  in 
SpameyOind  the  gold  is  taken  not  only  out 
of  the  Mines,  but  alfooutof  theRiuers, 
which  when  they  cncreafc  by  much  plen¬ 
ty  otraine;  they  doe  produce  fandesof 
gold,&  elpecially  the  Riiier  Tagur,  There 
arc  found  out  in  many  places,  diuers  wels 
and  fprings  of  hot  and  cold  water  5  mar- 
iiailoufly  good  for  the  helpcof  diuers  & 
fiindry  infirmities,  which  happen  to  the 
bodies  of  men.  There  is  likewifc  great  a- 
bundance  of  Beaft-^jboth  wildc  and  tame^ 
and  efpccially  of  fwift  horfesjwhich  were 
fuppofed  by  our  Elders, to  bee  concciued 
by  the  windes.Thcy  haue  no  hurtful  crea¬ 
tures  in  any  great  ftorCjConics  onely  ex¬ 
cepted, who  making  their  caues  vnder  the 
ground,  doe  muchharmeto  therootes 
growing  in  the  earth.  Their  Riuers  glide 

Sofc  paccari.  >  ^r  hardly  can  their 

- "  ,  motion  be  dilcerned  5  and  therefore  they 

do  not  ouer-fl  "JW,  ordrowne  theficlds, 
being  aifo  well  ftored  with  Fitli,  becaufe 
the  Sea  (by  helpc  of  the  Riuers)  doth  not 
fend  any  plenty  on  land  .  Galicia  is  much 


Springs  of 
hot  and  cold 


water. 


Swift  running 
horfes. 


Conics  harm- 
full  creatures. 


The  temperature  and  compjexipn9fj 


uers, ftored 
withfi/h. 


The  gold 


Wines  ot  Ga*' commended  for  the  Mines  there  breed* 


licia. 


TheSpaniih 

Language! 


r 


Commodities 
fenrinto 
France  and 
Other  places 
y«arcl/. 


ing,  andfometimeithapneth  in  this  Re- 
gion,rhat  by  plowing  vp  the  ground,  the 
people finde little  grayncsofgold.  The 
language  of  the  is  not  much 

different  from  Italians  *y  from  whom 
they  receiued  if,whe  they  were  fiibieftcd 
to  the  Romanc  Empire.On  the  Norther¬ 
ly  part, the  Prouince  is  not  fo  coldc  as  in 
that  climate  of  France :  for  it  fendeth  into 
Fr4;;rf30yIe,Hony,Waxe, Saffron, Mad¬ 
der,  Barly,  dying-coulors,  Chuchinclo, 
Snger,  Oliiies,  Lemons,  Dates,  Cedar, 
PomgranatSjand  other  things  5  but  efpe- 
cially  many  thoufand  weights  of wool,& 
miichwine, dried  plums  or  pruins,rafines, 
aim  ondSjchefhuts, bay-berries,  faked  fal- 
mon,and  other  things,which  arefent  into 
Italy yiciso  thence tranfported  to  France. 


the  Spaniards  jis  much  more  hot  and  dry, 
and  their  coullor  more  dun  &  foggy,  the 
that  of  the  French ;  becaufc  they  arc  more 
cold  and  moift,  hauing  their  fleih  more 
foft,and  their  coullor whitcr,&:  the  French 
women  arc  more  gentle,  and  apt  to  con- 
ceiue  children, then  the  Spanifh  are.  The 
Spaniards  arc  more  raw-boned  men  of 
bodyjthe  the  French ^  and  in  war  they  feed 
with  counccll  and  artCjbeing  filcnt  by  na- 
ture^as  men  that  knowmoft  cxquifitcly, 
how  to  diflemblc  their  ownc  intentions, 
walking  very  grauely,and  vfing  much  ce¬ 
remonious  behauiour  in  their  cuftoms  & 
qualities.  They  drinke  wine  temperately, 
line  with  great  rcrpe£t,&  arc  of  acute  vn- 
derftanding  &  knowledge  in  their  words. 
In  Spain  there  are  a  great  number  ofPrin- 
ces,Dukcs,Marquefles,Earlcs,&  Barons, 
and  eucry  one  of  them  hath  the  rcucnucs 
and  profits,from  50.  to  60.  thoufand  Du- 
cates  yeaicly.The  Marqueffes  are  20.  bc- 
fidc  the  like  rcuennues.  The  Earls  are  ^o. 
with  rcuenues  from  ten,  to  twenty  thoii- 
fand  Ducates.  Then  there  arc  Vifeounts, 
Goiiernors,and  Barons,  which  arc  called 
Adalantadoes ^  There  are  great  Matters  of 
I  the  Orders  of  knighthood^  as  of  SJames^ 

I  of  Alcantara yoi Calatrampi  SJohn  oi'ie* 

I  rujalem ydi the  Rhodes Monteje^^nd  o- 
thers  5  \A  ho  difpend  (each  one)  about  50. 
thoufand  Ducates  in  reucnnucs  ycarely. 
T  he  women  go  pompeoufly  apparelled, 
wearing  rich  care-rings  of  Pearl  &  Gold, 
hauing  their  garments  plaited,  after  the 
manner  of  Italy  Whec\  thcyjwalk  abroad 
out  of  their  houfes^thc  men-fcriiants  goc 
before  them,  and  the  maids  follow  after. 
The  moft  part  of  them  do  willingly  drink 
water,  and  fo  paint  their  faces  with  white 
and  rcd,that  it  is  moft  lothfom  to  behold. 
They  arc  difcrcctin  fpccch,  yerprettily 
wanton  and  lafeiuious,  &  deliuered  with 
cffeduallgeftures,  efpecially  in  amorous 
matters.  1  c  is  not  many  yeares  fincc,that 
the  people  of  this  Prouince,  hath  gotten 
a  great  name  of  military  feruicc,asroen 
that  are  moft  patient  in  labors,  fuifcring 
moft  valiantly  both  chirft  and  hungcr,and 
being  maccblcfTeforfubcilties  in  Soldier¬ 
like  affaires,  quickc  and  nimble  of  body, 
both  for  purftiit  &  flight.  They  haue  con¬ 
quered  many  countries,  bringing  thence 
very  honourable  vi(5i:orics ,  cfpedally  vn¬ 
der  Charles  the  fife, Emperor. 
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The  Vandalcs 
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Nosings  cf 
SpainCjbut 
Kings  of the 
Gothes, 


ofthe  MaleBy  Roya/L 

TH  E  Kings  of  Spaine great  in  po¬ 
wer, and  valorous,  in  regard  of  Mili¬ 
tary  prouifion,  werealwayes  held  in  no 
meane  reucrence  among  their  people. 
For  men  bearing  ordinarily  affedfion  to 
their  Soucraigne, their  bcneuolcnce  is  fb 
much  the  moreencreafed,by  how  much 
the  King  liueth  vertuoufly  and  iuftly,  ac¬ 
cording  to  the  ordination  of  his  owne 
laweSj  for  fo  {ball  hce  be  both  loiied  and 
ferued.  And  in  ebnclufion,  the  worthy 
deeds  of  his  Lords ,  that  are  enriched 
withvnderftanding  and  iudgement,  doe 
highly  fupporthim ;  euen  as  the  wicked 
addons  of  fuch  as  know  not  how  to  rule 
and  gouerne,doth  ruinate  &  ouerthrow 
him.  Ihc  Kings  of  SpainehzwQ.  poflcfTcd 
this  Pro uince  many  ycares  peaceably, 
though  it  was(a  long  whilc)nefted  by  the 
Moores  3  whom  at  length  they  expelled, 
and  reduced  the  whole  politicke  body  to 
a  quiet  condition, and  greatly  denoted  to 
the  catholique  church,whereon  the  King 
attained  to  the  title  of  Catholique  King. 
The  king  then  is  the  cheefc  Ruler  of  the 

w  *  M 

kingdome,  and  ordereth  matters  as  heft 
him  pleafeth :  bur  heere  it  (hall  not  much 
differ  from  our  piirpole,  tofettc  downc 
fomc  ocher  obleruations ,  concerning  the 
originall  &  fucceflion  of  this  kingdome. 

Spaine  in  her  yonger  daies  was  held  by 
fundry  petty  K  ings  and  Tctrarches,  &  af¬ 
terward  became  diuided  into  many  com¬ 
monwealths, fix  in  numberjas  fomehaue 
written.  The  Carthagenians^  a  people  of 
^^r/r4,haz3arding  their  fortune  thethcr ; 
held  one  part  therof,and  poffefTed  them- 
felues  of  many  CirtieSjTowncs,  and  pla¬ 
ces;  vntiilthey  were  expelled  thence  by 
the  Romanes^  in  the  time  ofthe  Punicke 
wars.  Since  when,it  was  continually  fub- 
ie£t  to  the  K Oman  common-wcalth,&  re¬ 
duced  into  forme  of  a  Prouince  onely, 
in  the  reigne  of  the  Emperour  August 
So  it  remained  till  the  Emperour  Honori- 
tis  in  whole  dayes, the  (a  people 

ofthe  North  parts)  broghtit  vndcr  their 
command.  But  they  (were  foone  after) 
chafed  thence  by  the  Gather ^yNho  eftabli- 
fhed  there  the  feate  of  their  kingdome; 
which  they  maintained  (in  tbatkinde)for 
the  rpacc  of  aboue  200  ycares.  Nor  were 
they  then  called  kings  of  kings 

of  the  Gothes.  In  the  reigne  of  Roderick^ 
king  ofthe  Gotbes^  the  Moores  entred 


ThcMoorps 
inpoHelTion 
of  all 


PelagiusjVn- 

klc  and  Sue* 
ceffor  to  King 
Rodcticke. 


Spaine, m  the  year  7 1.5. they  being broght 
thither  by  one  named  Idmn ;  in  very  de- 
fpitefull  indignation,  and  to  fhape  out  a 
way  to  his  bloody  reuenge,  bccaule  king 
Roderick  haddiibonoured  his  Sifter,  or 
as  others  fay)  his  Daughter, wherof  here¬ 
tofore  we  hauc  fpoken  more  largely.  And 
fo  did  the  Moores  poflefTe  themfelues  of 
zl\  Spaine^  feizing  the  citty  oi'Todedo, 
which  was  then  the  capitail  citty.  So  en¬ 
ded  the  kingdome  and  name  ofthe  Gothes 
in  spdine^Hoi  refted  they  thus,but  purfii- 
cd  on  their  conqiicftftill,&  there  remai¬ 
ned  but  Gallicia,  iheAsiuries  OindLeoni 
which  countries  king  Pelagius^  V nkle  and 
SiiccefTor  of  Rodericke^  had  fled  too  for 
refLige,&  there  ftiut  vp  himfclfe,in  regard 
that  thofe  places  were  enuironed  with 
Mountaines,  and  might  well  defend  and 
{belter  him  for  fomc  time.  But  his  Sue- 
ceiTors  being  hardly  preiTcd  by  the  Sarra- 
ZjinSy  could  no  longer  refift :  wherefore, 
vndcr  the  reigne  ofy^i^^^^^^thefecond, 
they  were  forced  to  crauc  theihelpc  of 
Charlemaigne^Vm^oiVxznce^  by  whole 
valour  and  vertue,  the  Moores  were  bea¬ 
ten  thence  a  great  way,  and  had  bin  quite 
caftoutof  the  country,  if  ihc  Spaniards 
mallice  bad  bene  no  hindf  ranee  thereto. 
Afterward,  the  kings  of  Leon  and  Gallicia 
(for  fuch  were  then  their  onely  titles)  be¬ 
ing  fo  formerly  preferued,  began  fome- 
what  to  cncrealc  in  power.  And  in  regard 
of  this  expcdiiio  performd  by  the  French, 
the  ftrength  of  the  Moores  was  (b  weake¬ 
ned  &  dimini{bcd,  that  many  other  king- 
domes  were  eftablifhed  in  Spme,^%  that 
of  T^uarre^y  Enocho^Count  of  Bigorre, 
intheyearepSo.  which hee  tookcaway 
from  the  Moores  and  Sarrauns,  by  a  very 
valiant  conqueft  of  them.  And  afterward, 
in  iheyearc  ii^.was  Arragonxedaxet^  to  JornclolNa* 
a  kingdome, by  the  will  and  teftament  of  ’  uarre  ana  Ar 
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The  ftrengih 
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ned* 


SancBo  the  great,fo«rth  king  of  Namrre-^ 
for  louc  to  RamyrHshxs  naturall  Sonne, 
who  was  the  firft  king  thereof.  This  was 
the  fame  Sanchio^vihohe\x\^lE,xi\eoi Ca- 
//7(f,inthc  kingdome  of  Leon,  tookeon 
him  firft  the  name  of  King  of  CaUile^ 
which  he  left  vnto  his  Sonne  Ferdinand. 

The  kingdome  of  Portugall  was  alfo 
conquered  fro  the  fame  Moores ^y  Earle 
Henry  ^Sovwxe  vnto  the  Duke  of  Lorraine 
who  held  it  firft  of  all  vndcr  tytle  of  an 
Earle, in  the  ycarc  1 1 10  but  quickly  after, 
he  brought  it  to  be  a  kingdome.  Spaine 

did 
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did  continue  fo  (inthiskindeof  ftate)for 
i  long  time, diuided  into  many  kingdoms: 
&  the  Moores  had  alfo  their  abiding  ther, 
poffcfling  ftill  a  great  part  thereof;  till 
fiich  tiaic  as  Ferdinand ^  the  fife,  king  of 
Arragon  (who  v/as  married  to  J^abell^  the 
onely  heire  of  CaHile)  wholly  expiiifed 
the  Moores  out  of  Spain^m  the  year  ^492. 
In  no  great  diftance  oftime  after,  he  pof- 
feffed  himfelfe  of  Sicily  and  T^aples^  inua- 
ding  alfo  the  Eaft  Indiaes.hm  fraudulent¬ 
ly  he  vfurped  the  kingdome  of  Nauarre^ 
againft  lohnd'Albret^  who  was  (indeede) 
the  lawtull  King*  And  it  is  this  Ferdinand^ 
and  his  wife,  in  whom  onely  wee 
may  truly  fay, that  the  kingdome  of  Spaine 
had  her  firft  beginning.They  left  one  only 
daiightcr,named/^?4/?<?,  who  was  married 
to  Philip  the  firft^of  AuFiria^  Sonne  vnto 
the  Emperour  Maximillian^  and  Mary  of 
houYgmdyx  he  fucceeded  in  this  kingdom 
of  Spaine other  countries  befide.  He 
was  likewife  Earle  of  Bonrgmdyyoi Flaun- 
and  Lord  ofihe  Low-countries,  in 
the  right  of  his  MoiherJn  this  his  marri- 
age^was  hoxn^Charlesihtf&y  who  was 
afterward  Emperour.  He  reigned  nine  & 
thirty  yeares,  preferuing  his  Prouinccs 
very  happily :  and  heelek  forfucceflion 
(both  in  Spainey  and  the  more  part  of  his 
other  countries)  his  Sonne  Philip  the  fc- 
jcondjwho  reigned  three  and  forty  years, 
Jhauing  ioyned  to  his  other  eftates,  the 
kingdom  of  Portugallyin  theyeare  ofour 
Lord,  1 5  So.and  fo(confequcntly )  al  that 
which  the  Portugals  held  in  the  Eaft  Indi- 
aesy  and  clfewhere ;  as  in  Ajfrica  and  Bra* 
which  came  vnto  him  by  the  death  of 
Henry  the  Caidinall.He  died,aged  feuen- 
ty  yeares,  the  thirteenth  day  of  Septem¬ 
ber,  I  5^8,No  long  time  before  his  death, 
hee  had  madepeacc  v/ith  the  mighty  and 
moft  chriftian  King  of  France,  Henry  the 
fourth.  Philip  the  third,  his  Sonne, fiic- 
ceededhim^^and  reignethas  yet  to  this 
day  .He  married  MargretyA-xi\^tQt  to  the 
Arch-Duke  of  AuHria^  by  whom  he  had 
a  SonnCjin  the  Moiieih  of  Apr^, 

Now  let  vs  rcturnc  where  we  le^^eforc, 
concerning  the  king  of  SpainCy^lno  teing 
a  goodking^and  lining  orderly ;  therfore 
on  him  doe  depend  the  following  coun- 
ccllersj  whoarclpcciall  members  of  go- 
uernementj  both  in  the  Court  and  clfc-* 
where* 

Coumellmef  Eli  ate  Koy all. 


3^ 


TH  E  fupreaiuc  affcmbly  of  Spaine^ 
which  is  the  very  fame,  'that  (in  cf- 
fe£l)  hath  the  gouernmenc  of  moft  impor 
tant  affayres  in  their  pov;tr ;  isthe  Royall 
or  Kingly  Councel^fo  learmed  of  the  vo¬ 
cable  king  ;  becaiife  they  arc  (among  all 
other  councellers)  as  the  King  himfelfe  a. 
mong  his  greareft  Lords,  fhefc  councel¬ 
lers  doc  prouide  for  the  peoples  liuing,in 
all  things  that  apperraineto  a  well  orde¬ 
red  ftatc :  becaufe  from  them  do  proceed 
all  mcancs  and  deliberations.concernins 
matters  of  Grainc, taxations, cuftomes, 
prouifion>'5  and  other  fubftantiail  oceafi» 
ons  for  fafe  being ;  but  cuermore  alfiftcd 
by  the  Princes  authority.  Tbefe  councel¬ 
lers  are  in  number tweluc,  all  principall 
men  of  the  kingdome, noble  by  blood, 
hauing  a  Prefidenc  as  their  cheefe.  And 
from  thefe  Noble^incn,  being  aflcmbled 
togcthcr,do  come  all  orders,  wherby  the 
whole  Realmc  o^Spamcls  gouerned :  and 
the  appellation  of  three  Audiences^  cal¬ 
led  the  Chanceries  ot  three  kirigdonies, 
do  all  refori  to  this  counccIL 

The  Councell  of  Inquifition, 

Tin  regard  of  the  conquefts  which  the 
^Moores  (informer  times)  made  of  this 
kingdome,rcfonT)ation  oft  he  people  was 
thought  moft  conuenient,  by  bringing 
them  to  holy  Baptifme^and  procuring  by 
all  careful]  mcanes,  that  Religion  might 
endure  no  danger  throughout  the  coun¬ 
try:  this coLinccl  was  firft  created, and  cal- 
led  ,  The  f acred  Councell  of  inquijition . 
Whereof  there  is  a  Pielident,  and  hee  is 
alwayes  an  Ecclcfiafticall  perforijasthe 
Arch  Bifhop  of  T olledo^  or  the  Arch-Bi- 
fhop  of  SimlL  He  is  aflifted  by  twelue  o- 
thers  councellers ,  who  doe  altogether 
dealc  in  matters  appertaining  to  religion. 
They  giue  chaftifement  to  hcrctiques; 
haue  care  of citholiqiie  affayres;  and  per- 
ufe  all  Bookes before  they  be  imprinted, 
to  auoyd  them  o^offenee  or  corruptions. 
Other  the  like  bufineffesare  referred  to 
their  chargCj  for  the  better  preferuation 
of  holy  faith. 

The  CounceHof  the  Orders^ 

|N  Spaine  ihzxc  are  three  feueral  degrees 
*of  Knights,  all  honourable  gentlemen, 
containing  cuery  one  by  themfeliics, one 
proper  &  peculiar  Order  of  knighthood, 
introduced  in  former  times  by  diners 
Kings  of  the  Land.Thc  firft  and  principal 
among  all  the  other,is  that  of  the  knights 
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of  S  James  \  thcfeconcl,the  Knights  of 
CaUtrauai  and  the  thirds  the  Knights  of 
Alcantara.  Thefe  three  Orders  haue(cach 
one  to  it  felfe^  many  Citties  and  Caftlcs 
vndcr  their  gouernmentj  gotten  and  ob¬ 
tained  in  diners  times:  andbccaufe  their 
managingis  great, and  as  if  it  were  a  king- 
dome  within  It  felfcjthercfore  this  Coun- 
cel  of  thefe  Orders  was  ordained.  W  her- 

s 

of  there  is  a  Prefident,  with  foure  Coun- 
cellcrs,and  thefe  meeting  all  together,  do 
proiiide  IVIagiftrates  of  the  Orders,  of 
Lawes,and  of  all  other  things  that  apper- 
taine  to  the  forefaid  Orders,  The  King  is 
the  great  Mafter  of  thefe  Orders,  when 
any  expedition  is  to  be  performed  by  the 
Order  of  S  James ^  the  King  in  his  Letter, 
next  vnto  die  ordinary  ftile  or  title  that  is 
vfually  giuenhim,writeth5  And  perpetual 
AdminiBrator  of  S  James Next  vn¬ 
to  the  King,  followeth  the  great  Com- 
mendatorof  as  being  Commenda- 

torof  the  Order  of  S  James  and  after 
himjthc  Commendator  of  Calitle^hck 
altogether  with  the  King,  do  difpenle  the 
commendums  of  ipiritiiall  linings:  but 
for  that,  looke  in  our  Booke  of  the  origi¬ 
nal!  of  Knights*  . 

Jhe  Councell  of  the  Indues. 

Hen  itpleafed  God, by  the  means 
of  Don  chriJophero  Colombo^  to 
open  (in  our  time)  that  part  of  the  world, 
which  formerly  was  fliut  vp  from  all  ofvs 
now  here  dwelling,  and  whereof  the  kings 
of  Spaine  haue  (in  part)  bin  Patroncs:  for 
gouernment  of  that  part  (as  ncccffity  re- 
.quired)  a  Counccll  of  the  Jndiaes  was  cre- 
ked,  confifting  of  twelue'Counccllers, 
with  one  Prefidenr.  Thefe  then  do  attend 
vpon  all  fucli  matters, as  appertainc  to  the 
gouerningof  India.  And  therefore  they 
haue  their  full  power  ,  fending  thether 
Gouernors,Officers,  and  all  kinde  of  pro- 
iii{ion3as  is  fit  for  thofe  kingdomeSjWhich 
are  vnder  the  Crowne  ot  CaUile. 

A 

The  Councell  of  Warre. 

WHcn  it  fo  falleth  out ,  that  any 
matter  ofaftion  is  to  bevnderta- 
ken,  cyther  for  defence  of  thcmfelues,  or 
any  new  acquifitioti ,  the  Gouncell  of 
Warre  do  meete  together:among  whom 
arc  the  Lords  of  the  Counccll  Royal,  the 
great  Commendator  of  Leonfo\^  Com¬ 
mendator  of  caflile ,  with  other  chcefe 


Rulers. 

T he fecret  Councell. 

LAft  of  all  is  the  Counccll  for  matters 
offecrecy,wherin  the  King  is  prefent, 
the  great  Chancellor,  the  great  Comme- 
dator  of  Leon^  and  the  third  part  of  the 
Counccll  RoyalljWith  the  Prefident.  Be¬ 
ing  fet  together,  they  giue  difpatch  to 
matters  of  greateft  fccrccy,  and  which  do 
moft  import  the  King,  as  appertaining 
properly  to  the  State. 


y- 


Three  Judges ^and  the  KeHor. 

FOrcauies  incident  to  ciuill  and  crimi¬ 
nal!  iudgement,  three  Iiidgcs  are  or- 
dayned  in  criminal!  occafions,whOias  be¬ 
ing  Tribunes  of  the  common  people,  do 
difpatch  all  criminall  occurrences.  And 
when  the  ordinary  PodeBa^  or  cheefe  Of¬ 
ficers  arc  there  prefent^the  they  attend  on 
ciuill  affaires ;  but  if  it  fall  out,  thathec 
cannot  be  there  in  perfon,  the  three  lud* 
ges  doc  then  take  order  in  ciuill  matters. 
Thefe  are  alwayes  in  thofe  Citties,  where 
the  appointed  Courts  arc  kept. 

The  three  Chanceries. 

Ver  and  befide  the  fore-named  Cou- 
cels  and  Offices,  the  King  hath  three 
Courts  of  audience,  called  three  Ghan- 
ceries,placcd  in  three  kingdomes,  diuided 
the  one  from  the  other.  One  is  in  yaliido- 
//W,confifting  of  twelue  Councellers,  and 
with  one  Prefident .  Thefe  do  fit  eucry 
morning  feparately  in  foure  Halles,  three 
in  each  Hall.Thc  fecond  is  in  Cranada^xhz 
principall  citty  of  the  kingdomc  of  Gra¬ 
nada^  as  being  the  firR  and  chcefe  •  The 
third  and  laft  is  in  Calitia^  bceing  ncytbcr 
more  orleffein  power,  then  the  two  for- 
mcr.To  this  Court  of  audience  go  all  the 
caufes  of  Spaine^  and  they  may  each  of 
them  (by  thcmfelues)  expedite  their  cau- 
fes, without  any  interuention  one  of ano¬ 
ther.  The  appeales  and  chalendges  of  the 
ReJoroi  Granada^  doepalTc  to  the  audi¬ 
ence  of  Granada :  and  thofe  of  CaHile^  to 
yallidolid^2x\A  fo  from  hand  to  hand .  But 
in  regard  that  they  haue  fuperiours,  and 
for  better  fatisfadion  of  the  people,  fuch 
asfindc  thcmfelues  greened  in  the  fore- 
named  Audiences  orChauricericSjmay 
appealc  from  them  to  the  Councell  Roy- 
all.  Morcouer,  each  of  thefe  fore-named 
Chaunccries  haucRciRors  or  Comman¬ 
ders, 
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dcrsjwithcriniinalliurifdidion. . 

Vice-  Royes^or  Kings  Deputies. 

O  Feaufe  Spaine  (as  formerly  hath  bene 
^faid)  is  diuided  into  diners  kingdoms, 
the  cheefe  or  principall  whereof  is  ^rra- 
gon:  the  King  hath  and  doth  vfually  (end 
into  thole  kingdomeSjDepiities^or  Vicc- 
RoyeSjto  gouern  there  in  his  name.They 
are  eleded  and  madechoyle  of  by  him, 
Seeing  firft  affirmed  by  the  counceli  Roy- 
all,  to  be  Princes  of  the  country^men  of 
vertuc  and  valor,  and  deferuing  aduance- 
menc  to  fo  high  degree .  Valencia  hath 
her  Vice-Roy,  whogouerneth  the  king- 
dome  of  VdencUy  by  the  fanic  ambority 
as  was  recciued  from  the  former  Kings  of 
Arragon^mA  by  the  ancient  lavvcs  and  or¬ 
ders  of  the  kingdome.  In  BarcellonaVkc- 
wife,  the  principall  citty  of  Catalognay 
rulcth  another  Vice-Roy,  making vfe  of 
thelawcs,  cuftomes,  and  ordinances  of 
the  kingdome  of  Barcelona,  In  Arragon 
allb  is  another  Vice-Roy ,who  makeih  his 
refidence  in  *  Sarragofja.  This  Vice-Roy 
gouerneth  by  the  ancient  lawes  of  Arra¬ 
gon  (as  other  Vice-Royes  do  by  the  Ca- 
fiiEianX^ent^  becaufc  it  is  the  head  ofthc 
other  kingdomes.  The  kingdome  of  Via- 
»<«whath  alfo  her  Vice-Roy ,  abiding 
in  Pampalona^  who  rulcth  this  kingdome 
according  to  the  lawes  thereof, and  thofc 
ofthc  crowne  of  becaufc  it  was 

laft  of  all  conquered  by  Don  Ferdinandoy 
the  catholikc  King.  All  the  fore-named 
Vice-Royes,  doc  acknowledge  the  King 
of  and  his  counceli  Royall,inall 
their  caufes. 

The  Treafurer  of  CaBile. 

ts 

T  Aft  of  all,  there  Jiufeth  in  Court  the 
•^Treafurerja  moft  honourable  degree, 
and  of  great  importance,  who  reccyucth 
the  monies  of  all  the  kingdomes  reuen- 
nucs .  Hcc  hath  foure  Gontadories  or 
Auditors  vndcr  his  command,  who  doe 
gather  and  colled  the  monies  from  the 
people, and  bringing  them  vnto  the  Trca- 
fiircr,  payments  arc  continually  made 
foorth,as  command  is  giuen  by  the  King 
to  the  Treafurer. 


CHAP.  II. 


of  the  Kingdome  of  IP  the  begin- 

ning^contmuance^andprefent  eft  ate  ther- 
ofiviththeCusiomes,  lawes ^and  admi- 
mBration  of  luBice  therein  obferued. 


H  E  kingdome  of  Portugall 
began  in  they  care  of  Chrift, 
onethoufand  5  fiue  hundred 
and  ten,  and  after  this  man- 
Henry  Earle  of  Lor- 


ne^• 


r^;;^'comming  thither,  performed  many 
valiant  deeds  againft  the  Sarrauns^  and 
his  high  deferuings  mooued  Alphonfws 
the  fixe  king  uf  CasHle^  to  giue  him  a  Ba¬ 
llard  daughter  of  his  in  marriage,  named 
Tirejia,  And  in  way  of  dowry  ^he  afligned 
alfo  vnto  him  thatpaitof  Galkia^\^h\ch 
was  then  contained  in*  Lujttanu- 
Ofthi6  marriage  was  Alphorf  ti^s  borne, 
who  was  the  firft  that  eiier  ftiled  himfelfc 
king  of  Portugall}  and  hec  was  the  firft 
alfo,  that  jcooke  the  citty  of  Lisboneixoix\ 
the  Sarrauns.  For  he  haulng  conquered 
fiue  of  their  Kings  in  feuerail  battailes; 
cauled  his  Armes  to  bee  adorned  with 
Hue  feuerail  Crowncs  &  Coat- Armors, 
which  euer  after  continued  the  Enfigne 
of  the  kings  of  Portugall,  in  perpctuall 
memory  of  his  valour .  But  he  quickly 
ftayned  this  faire  fame,  with  cruelty  vfed 
by  him  to  his  ©wnc  Mother .  For  after 
her  lecond  marriage,  he  caufed  her  to  be 
imprifoned,and  albeit  the  Pope  laboured 
the  matter  greatly,  by  the  meanes  of  hss 
Legate  j  yet  could  he  ncucr  compafte  his 
grace  and  fauour  for  her  dcliuerance. 
Which  linne  was  fcuercly  piinifhcd  on 
him  afterward  by  his  enemies,  who  tooke 
him  in  battaile.  And  then  his  Sonne  Sane- 
rit?  fuccccdcd  him,  and  after  di- 

uers  other,  to  John ,  who  was  the  tenth 
king  in  diredl  and  naturall  line. 

This  John  was  (at  the  firft)  expulfcd 
from  his  kingdome ,  and  made  a  Knight 
of  S.Iohn  of  lerufalem :  but  at  length  hce 
was  re  called  to  his  kingdome,  where  hce 
made  very  honourable  proofc  of  his  va-' 
lour,  and  (among  diners  famous  deeds) 
he  tookc  from  the  the  citty  of 

Septia.  Hee  had  feiien  Sonnes, among 
which ,  Ferdinand  (for  integrity  of  life) 


Kow  thf.  king 
dome  iiad  htr 
Hi  a  bcgirdiig. 


^The  third 
pan  of  Spaine 
now  called 
hortugall, 
parted  on  the 
North  front 
1  arracon,by 
the  Riucr  Du- 
rmsjonthc 
South,  from 
B.xtica,by  the 
Riuer  Anas, 


The  fucccifi- 
onin  I  he  king 
dome  after 
Alphoniuj 
the  firft. 


The  King  of 
Portugall  a 
knight  of  S. 
lohn  of  Icru- 
falcQj. 


was 
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t.i)inc 
tugal, called 
%atnim  pro* 
ffujiitonum. 


Thefucctffi- 
onof  jhe 
Kings  of  Por¬ 
tugal, in  their 
light  line  and 
order. 


was  termed  a  Saint. 

Henry  another  of  his  fonnes,  was  the 
firft  that  found  Nom  Infuldy  in  the  AtUn- 
tkjie  Sea.  Hee  being  very  skilfull  in  the 
MathematickeSj  lined  continually  with¬ 
out  a  wife,  and  made  his  day  ly  abiding  in 
aPromontorie,  which  was  called  the 
.iinc1n*Por  Cape  of  Saint  *  Vincent^  and  there  he  di¬ 
ed,  in  the  yearcj  1460.  But  Edward^  who 
was  the  eldeft  Brother,  was  made  King  5 
and  he  added  to  the  kingdome  of  Portu¬ 
gal/ ^hy  mc^ncs  oihis  warres,  Zelk,  Te- 
gea^  and  Alcaz^ar  in  Ajfrka»  Hee  had  two 
daughters, or  fifters  (as  fome  fay)  named 
loane  and  Leonora  5  the  fiift  was  marryed 
to  the  King  of  Ca^iUy  and  the  other  vnto 
Frederick  the  third.  Emperor,  ofwhomc 
was  borne  Maximillian  the  firft,*vvho  was 
afterward  Emperor,  and  Grandfather  to 
dwiee  the  6ft.  He  bad  alfo  a  fon,  named 
Alphonfus^vjho  fucceeded  him  in  the  king 
dome,  and  begate  John  and  Emanuel,  that 
was  the  fourteenth  King  of  Portugal/.  £- 
mamielh^i.  lohnyjho  tookc  to  wife  the  6- 
fterof  the  fore-named  Charles  6ftc, 
Emperour,  called  Katherine^  and  begate 
Lodmeke^  that  dyed  an  infant,  and  Jjahell 
who  was  wife  to  the  faid  Charles^  and  had 
another  daughter  alfo,  which  was  marri¬ 
ed  to  Charles  Duke  of  Sauoy,  After  thefe 
(wcctc^zASebaliiany  who  (in  our  timej) 
Hghting  againft  the  Moorcs,was  flain,  & 
the  Morocco  with  him,  behdes  di¬ 

ners  other  great  Lords  of  the  Moores. 

Vnckle  to  the  deccafed  King , 
followed  him  in  fucccfsion,hebcing  then 
a  Cardinal!,  and  very  aged,  holding  the 
kingdome  fome  few  months.  But  he  dy- 
'^^/PhU/ip  King  of Spaine ,  entred  on  the 
kingdome  5 wichftanding  the  claime  and 
i\x\q  oi  Don  Anthomoy  beeinga  Brothers 
fonne  to  the  dead  King  Henrie,  Sc  fo  out- 
wearied  him  with  troubles, that  he  could 
netier  attaine  thereto  in  full  pofTcflion , 
and  fo  it  reraaineth  ftill  inthe  Spaniards 
power- 

Concerning  the  gouernement  of  this 
kiBgdome,  it  hath  the  very  fame  forme  & 
obferuation  as  all  the  reft  of  Spaine  hath, 
as  being  a  part  of  thatProuince  .  For, 
thereisa  high  Conftable,  andaLorde 
Great  Steward ,  with  all  other  dignities 
jelfewhere  related.  By  the  Title  and  name 
of  great  Lords,  there  is  the  Duke  of  Br  a^ 
ganx^Uyihee  Duke  of  Colimbra,  the  Duke 
oil  ifco^  the  Duke  of  TrtifcoJJd,  the  Duke 


Sebaftian  K. 
ofPortugal, 
flaine  in  the 
battel  of  Alca 


zar. 


Philip  the  Sift 
Ring  of  Spain 


Of  the  orders 
and  gouernc- 
mem  of  the 
kingdome. 


Duke  Si 


of  BArcella  and  the  Duke  of  ^«^w.Tberc 
'is  alfotheMarquelTe  oiVtl/a  Reale^  the 
Marquefle  of  T orra  Nuoua^  the  Marques 
of  Monte  MaggiorCy .  and  the  MarquefTe 
of  Ferrira^  with  an  inhnite  number  of 
Earles.  There  is  likcwife  the  Order  of 
Knight-hood,  called  the  mights  of  chrifiy 
honoured  andefteemed  much  abouc  all 
other,  and  whereof  the  King  is  the  Great 
Maifter. 

Among  thefe  honourable  perfons  in 
this  Order,  as  an  approoued  man  ofva* 
lour,  moft  6gnale  for  many  vertues,  libe- 
rall  minde  and  courteBe,  bc6de  fpeedyeft 
intellig<^ncc  in  matters  of  Military  difci- 
plinc^isthc  Lordc  Flaminio  ZambeccarOy 
Lord  of  CaPtella  in  C ampagnia, viho  liueth 
at  this  day  in  Florenceydxid  highly  affeded 
of  the  Duke. 


CHAP.  III. 


Marqueffes, 


Earles. 

Order  of  ' 
Knight  hood. 


of the  Antic^uity  firigimllfiufioms^Lmes 
and  admtmhration  of  luliicey  obferued 
in  the  kingdome  of  Naples  • 


H  E  Cittic  of  Naples^  bee- 
in^moft  ancient  and  No- 

w 

blcinallrefpedfcs,  giuetb 
the  Title  of  kingdome"  vnto 
all  the  Proiiinces  which  it 
holdeth  and  poffeffeth,  cuen  by  hir  owne 
proper  name.Thcrcfore  wee  may  thence 
frame  our  argument,  what  the  greatneffe 
oftbatCitty  hath  formerly  bcene,  in  re¬ 
gard  that  all  the  parts  by  it  poffdTed ,  dc- 
riuethfrom  thence  the  Title  of  a  King-, 
dome  5  which  I  do  not  holdc  to  be  of  any. 
great  3ntiqiiitie,bccau{c  the  Normancs 
tooke  it  from  the  .Grecians,  who  poflef- 
fedihcProuincc  in  diuers  partes  there¬ 
of,  and  then  it  was  tearmed  the  County 
or  Earlcdome  of  *  Puglia^  or  Apulia ,  as 
(bme  do  yet  call  it. 

Robert  Guifeardy  a  vetic  valiant  and 
worthy  manjhauing  expulfcd  (in  a  man- 
ner)all  the  Grecians  thcnce,Sc  taken  Sick 
/y  alfo  from  the  Sarrazinsj  would  needes 
ftylehunfclfeDukeofy^/?»/w  and  of^T'^- 
and  Earle  of  Sicily.  In  no  long 
time  after  this ,  his  Nephevve  Ruggiero 
or  P^oger^  hailing  conquered  the  Cittic 


How  the  king- 
dome  claym* 
ech  chat  title 
by  the  Citties 
name. 


bApartofl* 
taly,bordrirg 
vponthf 
driatickc  fca* 


Robert  Cuif* 
card  the  Yali« 
amNormao. 


i' 


Chap.^. 


Of  Naples. 


357 
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a  Alict^clflc 
againi)  ihe 
OjoutliotNy- 
lusjoyning  CO 
Alexandria. 

The  Sicilian 
Eucning. 


A  defcripfion 
of  ihc  whole 
kingdooie  m 
lergth  and 
biedcli. 

bThat  part  of 
Italy  which  is 
ibetweene  the 
mouths  of  Ti¬ 
ber  and  the 
Circeians :  fo 
called  of  Lati* 
nus  In  it  itan- 
deth  the  Ciiie 
of  Rome, 
whereof  tis 
now  called 
(  ampagr.a  di 
Koiua. 


cOrTrIneus 
(inus^a  Towre 
cf  the  Brutias' 
in  the  vtter- 
moft  borders 
of  Itrlv^nerrc 
CO  the  Lucaai* 


of  A'.ip/rj,  which  till  that  time  had  becnc 
in  the  Grecians  gouernfnent)  obtayned 
the  title  of  King  of  both  the  Skillies^  by 
Andcletiis  the  Anti-Pope,  in  theycarc 
1 1 30.  which  afterward  was  confirmed  to 
him  in  good  and  lawfull  manner .  And 
from  that  time,  it  was  called  the  kingdom 
oi Sicily^  on  this  fide  Pharos*^  vntill  the 
rcigne  of  Charles  the  firft,  when  it  becam 
diuided  from  Sicily ,  by  occafion  of  that 
famous  accident,  called  Vefpro  Siciliano^ 
the  Eucning ,  wherein  fo  manic 

ofthe  French  were  flaine,  Ifindemore- 
oiicr  ia  many  good  Hiftorians,  that  this 
kingdome  hath  had  3.feiierall  Names,  to 
wit ;  the  kingdome  of  Tuples ,  the  King- 
dome  of  ApulU^  and  the  kingdom  of  Sku 
ly^  on  this  fide  Pharos^  the  bounds  or  cir¬ 
cumference  whereof,  at  this  day  is  thus 
deferibed. 

Firft  of  alljby  Land-way,  meafure  of 
the  Line,  and  the  Confines  of  the  whole 
Kingdom,with  the  Sea-fhorcs  &  ftronds; 
as  aifo  Campagm  diRema^  ffometimes  cal¬ 
led  Latium^  which  (at  this  day)  termina- 
teth  the  riticr  of  Offento.  on  this  fide  Ter- 
racim^  and  from  the  mouth  of  the  fayde 
Rkier,  where  it  entercth  into  the  Terrene 
Sea, proceeding  onftill  towards  the  Ap- 
penineSy  with  Lamm^  and  part  of  Sabina : 
then  pafling  the  Apennines part  of 
Vrnhria  and  of  Pkenam^  now  called  Mar- 
cad*  Ancona^  vnto  the  Confines  thereof^ 
is  the  Riuer  Truentsis  or  Tronto^  where  it 
entereth  into  the  bofom  of  the  Adriatkk 
maine.  AAhich  Scale  or  Lone,  bccaufe 
it  doth  not  diredlly  extend  it  felfc  forth , 
but  pafleth  on  by  turnings  and  windings, 
euermore  from  one  of  the  forenamed  Ri- 
iiers  to  another',  by  the  terminations  of 
thofe  Regions,  it  containeth  about  an 
hundred  and  fifty  miles  in  length .  Faf¬ 
fing  oij  thence  kom''  Terr aejna  ^hy  the 
confines  of  the  kingdome,  to  PonteCor- 
noy  and  CeperanOy  and  by  the  confines  of 
A/V^/jthorow  the  country  of  Taybacoz>x>t?, 
to  Inter doco^  and  Ciiiita  Reale y  then  to  Ma- 
trkcy  and  thence  (by  the  riuer)  to  Afeolu 
till  we  come  to  the  mouth  of  Tronto ,  the 
Line  heere  being  diredly  extended,  will 
containe  about  an  hundred  thirty  miles 
in  length,  or  little  Icflc,  By  the  fca-coafls 
along  the  bankc  and  fhorc,  the  whole 
kingdome  windcih  about,  like  vnto  an 
Ifland  alrnoft  round  engirt  with  water,  as 
towards  the  midejeft  of  the  Terrbene  Sea, 


X 


and  fo  on  to  the  Sicilian  Tea.  On  the  Eaft 
fide, from  the  Adriatickefc^j  and  fb  vnro 
the  North,  part  of  the  loniank'^^  fofarre 
as  ^  Monte  CarganOy  or  Santo  Angelo^  and 
part  of  the  Adriatick  bofome,  from  Gar- 
gano  to  TrontOy  the  Kingdome  cxtendcih 
itfelfe,andimpartethhcr  boundes  with 
the  faide  fea  :  all  which  circumference , 
from  Offento  to  TrontOy  and  in  length  by 
thcfea-lhorcs ,  containeth  in  all  1418, 
miles, in  this  manner* 

"^lovciTerracina  to  'NapleSy  are  eighty 
two  miles.  From  T^aplesy  to  the  headc  of 
the  gulfe  of  an  hundred  fortie 

feuen  miles.  From  the  head  of  Pelicrasio 
to  Rhegium  in  CalahrUym  hundred  eighty 
three  miles.  From  Rhegium  to  the  head  of 
SpartinentOj  fo  to  Capo  delie  Colonne^  now 
called '  Laciniumy  an  hundred  and  ninety 
miles.  From  Capo  delle  Collona^  to  T iran- 
two  hundred  miles.  From  Taranto y  to 
Capo  dt  Leuca^  now  called  SdentOy  thirtie 
miles.  From  Capo  di  Leuca^to  Capo  d'Ot- 
rantOy  fixe  and  twenty  miles.  From  Capo 
diCtrantOy  to  Capo  S,  Angelo,  now  called 
GarganOy  two  hundred  two  and  twentie 
mdes.From  Capo  5.  Angelo the  viter- 
moft  confines,  which  is  the  riuer  of  T ron- 
tOy  two  hundred  miles.  All  which  fums 
in  this  roundurc  (by  the  fea  boundes)  do 
make  one  thoufand,fourc  hundred,  and 
cightecne  miles  .  Wbcrcuntoadioy- 
ning  the  forefaid  hundred  &  fiftie  miles, 
which  is  the  fpacc  of  the  Land  by  mcafu- 
red  line,  wherewith  if  wee  ioyne  to  the  o- 
thcr  part  of  Italjy  from  Offento  to  Trento^ 
it  fummeth  vp,  one  thoufand  fiuc  hundc- 
red  fixty  eight  miles.  And  this  is  now  (at 
this  day)the  dimenfion  or  meafure  of tho 
kingdomes  circuit. 

Thefe  folio  wing  Regions  and  Prouin- 
ccs,  are  contained  and  embraced  within 
the  whole  bodie .  Latio  Nuouo^  that  is 
one  part,  fo  much  as  is  from  the  Riuer  of 
Terracina^  reaching  to  Gartgliano .  For, 
one  part  of  the  true  Latio  ^  which  ancient¬ 
ly  extended  it  fclfe  fo  farre  as  the  Riuer  ^ 
/iw,that  now  adayes  is  called  Garigliano^ 
beginneth  from  Offento  vpponthe  Ter- 
rhenek^.  And  although  in  thefe  tiincs, 
there  are  three  partitions  made  of  all  the 
Regions  which  lye  betwcenc  Teuere^  Sa¬ 
bina^  the  Apennines y  ^ndTerracinay  and 
termed  by  three  feuer ^11  names,  to  witte, 
Lathy  Compagna  di  Romay  ands  Maremma: 
yet  notwithftanding,  in  elder  dayes  (  fo 

farre 


d  A  hll  in  A- 
pulia.now  cal¬ 
led  Mom  b>. 
Angeii. 


The  iuR  ac¬ 
count  or  num¬ 
bering  of  the 
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place  to  ano. 
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eA  Promon* 
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Regions  and 
Prouinecs 
contayned  in 
this  kingdom- 


f  A  Riuer  in 
Campania, 
running  by 
the  town  Min 
turn*. 


g  The  fea  bc- 
iore  Tufeiaot 
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h  AKiucro^ 
Campania, ri¬ 
ling  out  of 
Sarnus,a  hil 
in  Piccnum. 


i  A  Aiucrof 
Lucania,diui 
diijgitfrom 
Piccnum. 


k  Taking  nara 
of  Leda  a  Ci¬ 
ty  in  italic. 


farrc  as  Gariglmo)  was  called  all  by  one 
Mtne jto  vj'iiy  LatwNuoua^  or  new  £4^/- 
um.  And  in  this  Region  the  chiefe  landcs 
and  Citties,  arc  FomeSa,  Fondt^  and 
eta, 

Oldc  Campania,  which  ftretcheth  from 
Oariglianoy  (ofarreasthc  riucr*'  Sarnu^: 
therein  is  I^aples  and  Capua ^  a  moft  noble 
Citty,  as  well  in  auncicnc  as  moderne 
times, 

Picenum^  or  where  the  Picentines  inha- 
bitCjholdeth  on  from  Sarnus^  to  the  Ri- 
uer  ‘  Silarus,  and  the  moft  famous  Cities 
therein, arc  Sorrento ^Nocera  de  Pagam^^ 
Salernum* 

Zucania,cz\\cd  {bmtimes  .y/t^^^containcs 
it  fclf  betwcenc  the  riuer  Silarta,  and  that 
called  ^  Saprio,  And  therein  the  Cities  of 
moft  note  arc  Pontecafiro  &:  Saleoxva  elder 
times  alfo  there  were  Pejlam  and  Buxen- 
turn,  and  among  the  mountaincs  arc  ma¬ 
ny  Caftlcs. 

Where  the  ^  Brutij  do  liuCjit  confincth 
IPeople  dwei  j  Lucank,^nd  runneth  alonethe  riuer 

ling  abo'’'*  ^  V  - 

Lucani.  *  .  . 

the  Promontory  of  Lencopetra^zt  this  day 
called  ”*  Capo  deltarme  in  the  Sicilian  Sea , 
where  the  Apennine  Mountaines  do  end, 
which  beginning  at  the  Alpes,  run  all  a- 
long  through  the  midft  of  ;r4/y,  and  the 
verie  toppe  ouer  thefaide  Cape  ^is  now  a- 
dayes  called  by  Marriners,  Punta  di  Tarlo, 
the  point  of  Tarlo.  In  this  part,thc  moft 
principall  places  arc  Cofenz^a^  ^ndRhegi- 
um  on  the  Sea,  otherwile  tcarmed  //#- 
nio,  as  a  difference  and  diftindion  from 
that  Bhegium  which  is  in  Lombardi^  fo  na¬ 
med  by  Lepiduc. 

®  Magna  G recta j  or  Great  Crecia^  run¬ 
neth  along  from  Capo  dell* arme,  turning 
Northerly  lowardes  the  Promontoric  of 
.  Capodi  Spartinento^  now  called  ®  Hercu- 
Campa^”!  ^  by  the  Seacoaft  fo  farrc  as  Taran¬ 
to  entreth  into  the  Adriatickc 

fca.  In  it,  arc  Squidace,  Taranto^  and  Co- 
tronu 

Thccountrcyof  theP  S dentines on 
thebreaft  fo  farrc  ^%Capo  di 

Leuca^  now  called  ihc  Salentine  Promon¬ 
toric.  In  it  are  feituated  CalUpolis  and  V- 
gento. 

Cdabrmik\kj  which  hath  fo  conti¬ 
nued,  turneth  vnto  Capo  di  North¬ 
ward,  fo  farrc  as*!  Brundufium  in  the  le- 
W4«fea. The  famous  Citties  therein,  arc 
Lecety  Brundujium,  or  Brandi zzaum^  and 


r  The  land  o 
tfac  SalcntiDei 


m  A  promon¬ 
tory  of  Rhcgi- 
um  in  Italy  a- 
gainft  Sicily. 


nThat  part  of 
Italy,froin 
Laurentum  to 
Cums* 


p  People  al- 
moft  enuiro- 
ned  with  the 
fca>ncerc  to 
Apulia. 


q  A  city  of  Ca 
Jabria^by  the 
Adriacickfea, 
it  hath  a  good 
ly  Hauen. 
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f  Where  lupi 

ter  Was  wor- 
flipped  inta. 
coni  a. 


tAnllcwhofc 
narrow  entc. 
rance  is  a 
whole  dayes 
iourncy. 


Hydruntumy  now  called  Otronto .  Thefe 
two  Regions  (Imt^wcSalentinum  ^Ca¬ 
labria,  which  is  that  part  of  Land  which 
extendeth  towards  the  Eaft, between  the 
Gulffe  oiTarantomd  the  Ionian  be¬ 
ing  ioyned  together  with  one  name,  now 
adayes  termed  Terra  d' Otronto,  was  cal¬ 
led  by  our  forefathers^  Lapigia  and  ^Mef- 
fapea.  And  it  is  an  Ifland  round  engine 
with  waters  *  for  from  T dranto  to  Brundu¬ 
fium  y  which  arc  vpon  the  two  fcas,  there 
is  not  in  firmc  land  abouc  3  5,mi!es,  ’ 

Apulia '  betweene  Brundufium 

&  OffentOy  vpon  the  Ionian  Gulfe,  is  now 
adayes  (along  the  fca-coaft)  called  Terra 
di  Party  and  Ij)uenaz>%^o,^  ly  cth  betweene 
the  fandy  countries.^ 

CapitanatOy  of  plain  Apulia  yWkh  his  cx- 
tendure  betweene  Offento  and  the  Riuer 
coWtd  F or t or ey  paflethon,on  iht  Ionian 
Gulffe,  fb  far  as  Capo  S,  Angelo y^  thence 
vpon  the  Adriatickc  bofomc  to  Fortore. 

The  places  of  moft  note,  arc  Salupts,  “  Si- 
porto,  and  Manfredonia,  a  new  cicty  builtc 
by  Km^Maufred.  It  is  alfo  between 
raLucerkyOiMoceradeSaracini,  andC4- 
nofa. 

prentani  are  a  people  lining  from^<>r- 
tor e to Sagr us,  ox  Sagra y  now 
called  the  bloody  riuer, on  the  Adriatikc,  ^ai^pani!^^* 
Gulfc.Chicfe  cities  therein,  arc  EPIonni,  *  cHc  Pciigni 
fomtime  cald  JfiomumyLarmo,  &  Ldciano. 

The  Peligni dwell  betweene  the  Riuer! 

that  called 't  p eficar 4,fomctime  y  a  riucir  psr 
Aternus.Tfic  faireft  cicty,  between  Terra 
"Sulmona,  and  Pentina  on  the  feacoaft,  is  *  ^  whcr'oSd 


u  Called  allb 
Sepiusor  Se* 
pinum  atnofig 
the  Samnittet 
in  Italy 


QrtMo. 

Ihc*  Afaruem do  inhabitc  from  the 


was  borne. 


!  a  A  people  in 


Italy 


ccntc^ 


riuer  oiPefcaraSo  farrc  as  Tronic^  the  vt- 
moft  ending  of  the  kingdomc ,  along  the 
fea-ftiorc  on  the  Adriatickc  gulfe.  There 
is  a  Sca-Cittie,  which  is  called  Franca- 

Frmtam^nad  a  Land-city  called  oliSp' 

ChietL 

Abouc  the  Maruciniy  between  the  land 
of  the  Apennines,  and  where  they  do  take 
beft  rooting,  beginning  at  the  confines 
ofthc*"  Peligniyfonow  called,  and  tur¬ 
ning  towardcs  Marca  d^Anconay^xc  three  |  Ihffl' 
other  people  in  order,  to  wittc,thc  Te- 
i?//?/,  whole  Citty  was  named  Pinna  and 
now  called  the  citty  of  Penna  •  the 
terni  and  Purroniy  of  whole  ruincs  the  ci- 

tieof^  wasbui]ded,fomc  final  di- 

ftance  off. 

The  T eliini,  neighbor  with  the  Precut^y 

of  whom 
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c  People  of  I* 

taly,ncxtlo 


d  ACiticin 
Campania* 


IChap.^' 


Of  Naples. 


aSo  called  for 
their  Cowar¬ 
dice  and  bafe 
manners* 
b  Bordering* 
on  the  Sam* 
nites  &  Ac- 
quiculani. 


cHeercliue 
the  mountain 
people,  be¬ 
tween  the  Sa¬ 
bines  and  the 
Marfii 


d  Heere  the 
riucr  Aufidiui 
in  Apulia  ri* 
ieth.  . 


pOUed  alfo 
Vulwrnum. 


Seuen  princi¬ 
pal  pari5  or 
diuifionsjafter 
ward  made  21 


(Campania, 
accounted  the 
tno(lferiLile& 
pleafantinall 
the  world. 


whom  it  is  verily  credited,  that  the  name 

oftheSmy,  now 

wasfitftdcriucd* 

Thc^  .A/4ryJ dwell  more  linward  to  the 
MountaineSjVvhofc  moft  famous  place  is 
CeU;j4^whh  her  Lake  Lucim^  now  tcar- 
med  of  the  Marfi  and  Mhi .  Thefc  fixe 
forenamed  people,  arc  all  called  by  one 
n^mt^Abruxx^eJi'yhixi  oftentimes  bylwri- 
ters  they  arc  vnderftood  vnder  the  nomi¬ 
nation  of  the  Smnites- 

^  S  amnio  ^  from  the  point  of  Land ,  and 
almofttothcmiddeftofihe  Kingdome, 
hath  Latium  and  Campania  in  lcngth,both 
on  this  fide,  and  beyond  the  Apennines . 
At  this  day  it  is  called  Valle  Beneuentana^ 
the  valley  of  Beneuentum^  which  extend- 
cth  it  felfc  in  length,  (l>  farre  as  the  Riuer 
Stlanus^  eighty  miles .  Places  of  greateft 
name  heretofore,  were  EferniaySepinOyTe. 
lejio^  Benetisntum  and  Bcuiano, 

Thc^  Hirptniy  otherwife  called 
niteSyAo  confine  with  the  PicentineSy  Lu- 
canes  2nd  ApuUanSy  partaking  at  this  day 
with  Prinetpato  and  Bajilicata,  The  moft 
noted  Cities,  arc  now  ®  AueUino  and  Ag* 
none. 

I  findc  that  all  thefe  Regions  haiie  (by 
our  Moderne  writers)  beenc  diuided  in¬ 
to  leuen  fciierall  principall  partes  or  Pro- 
uint^s,  if  we  may  fo  tcarme  them,to  wit, 
Terta  di  Lauoroy  PrincipatOy  BaJilicata^Ca- 
lahrtAy  Terra  di  Otranto^  Apulia  &  Abrux- 
z>o.  VVhich  ProLiinces  bauc  ffincc  then) 
according  to  order  of  later  diuifion, bene 
parted  into’ tvvelue  Regions,  as  I  findc 
them  in  the  Regifters  of  Naples^  in  this 
manner. 


3'>9 


^  Terra  di  Lauoro^  which  hath  in  lands, 
Cittics,  and  Caficllcs,  to  the  number  of 

ip8. 

Contadodi  MontiJto}\2xh  io8. 
Abruz^ZfO  the  ncercft,hath  155. 
AbruzjZ»o  the  furtheft,hath  288. 
Capitanata^  hath  ^  6. 

Terra  diBariyhzth  50. 

B^//V4r4,hath  105. 

Terra  dotranto^h^th  172. 

the  nccrcft, hath  12^. 
the  furtheft, hath  1^4. 
Calabria  the  nccreft  ,hath  162. 
C^/^^rwihefiirtheftjhath  147. 

All  which  beeing  fully  fummed  toge¬ 


ther,  in  Citties,  Lands,  andCafiles,  as 
hath  formerly  beenc  fay de,  and  all  inha¬ 
bited  with  plenty  of  people,  and  furnifh- 
cd  with  all  thinges  commodious  for  the 
life  of  man,  do  amount  to  one  thoufand 
feuen  hundred, feuenty  fourc. 

1  here  arc  certaine  Wands  alfo  in  the 
bodic  of  this  kingdonie,  which  circle , 
neighbour,  or  are  oppe^fite  :  as  on  the 
Terrhene  fea,  dirc£fiy  facing  Terracina  & 
GaetAy  arc  the  Wes  of  Ponxa^  and  of  PaU 
marola.  And  oucr-againft  s  Mokyis  the  He 
of Defente-  At  the  encountering  of ^  Pox^- 
x^uoloy  is  that  of  ifchia  j  ncerc  to  which  is 
Prociday  or  Prochpa^  made  famous  by 
thofeyong  Gallants  that  deuifed  &  per¬ 
formed  the  Sicilian  Euening  befide  Nifa- 
ri  and  ‘  CapraAy  fo  highly  bcloued  of  the 
Emperor  Tiberius^ oppofite  to  Capo  della. 
Minerua. 

)  The  threc^i’/Vf;^/^  do  front  Pafjita- 

5  one  of  them  being  called  Gale^  ano¬ 
ther  MonOy  and  the  third  ^.Pietro.  There 
is  likewife  the  We  of  ^  Lipara^  which  cir- 
klcth  aboiie  ten  miles,  wherein  are  feme 
Citties.  On  the  Adriatickemaine,  right 
againft  Varanoy^xc  thofe  of Rafata  &  Car- 
gano^  and  the  foure  other  called  “  Diome- 
day  now  adayes  called  TremtOy  but  they 
arc  very  little  5  and  the  two  greater  there¬ 
of  arc  called,  the  one  S.  Maria^  the  other 
S.  Doimoy  and  the  two  Icflcr  are,  the  one 
Gatiz>x^y  and  the  other  Caprara^hek  are 
Wands  of  fomc  note  and  name  .omitting 
other  places,  which  bee  comprehended 
within  the  confines  of  the  kingdomc  of 
Naples. 

With  them  might  bee  railked  that  of 
^Sicily y  an  Italian  Ifland,grcat  &  wealthy: 
but  that  it  is  an  Iflc  of  it  fclf,&  at  this  day 
deuidedfrom  the  kingdom^’.  Notwith- 
ftanding,  it  did  fomtime  partake  in  name 
with  the  kingdomc  of  For  fome 
Kings,  as  Fredericke  the  eleucnihj  Mau- 
fredhis  fonne,  Charles  thcfiift  oiAmoUy 
and  Alphonfus  the  firft  of  Arragon^^oGld' 
fing  both  the  one  and  other,  wrote  their 
titles  both  on  this  fide,  and  heyondPPha- 
m.  Whereuppon,  when  we  find  it  writ¬ 
ten  fimply  the  kingdomeof  Sicily  \  it  is 
meant  of  this  We,  not  oi  Sicily  on  this 

fide  pharos  in  Italy. 

In  ihisKingdome  are  twenty  Arch- 
byfhopprickcs,to  wit,of  Naples*,  which 
hath  Sue  Byflioppes  vnder  it:  Of  Capua^ 
which  hath  ten.OiSalernHrnyfAnch  hath 

ten. 


The  general  / 
lum  collcftcd  1 
together 


I  (lands  in  the 
Kmgdcmc. 


g  Hic, Circle 
Noiain  Cam¬ 
pania. 

h  Putcoli,  B. 
milts  from 
Naples 


i  Beyond  5ur. 

rentumin 

Campania. 

k  Three  Ifles 
jefof  e  Luca- 
nia. 

I  Containing 
feuen  Hies  bc- 
tweene  Italy 
and  Sicily. 

m  Ifles  oppo¬ 
fite  to  Garga- 

nut. 


n  A  famous 
Iflein  the  Ter 
thenc  fea,6i8 
miles  about, 
Ibmetimc  per 
raining  to  the 
Kingdome  of 
Naples. 


o  A  Gulfeof 
the  fea  by  Si¬ 
cily  ,cald  alfo 
Charybdis. 
dangerous  to 
pafle, 

Hovr  m^nie 
Archbyfhop- 
pri^rkes  are  in 
the  kingdomc 
.and  B)  (hops 
vnder  them. 


/ 


III.  Byfhops 
Vnder  ihe  20. 
Archbyfhops. 


OTtbe  Prin¬ 
cipalities  in 
the  kingdorae 


Of  the  feue- 
rall  dukedoftis 
being  a|,in 
number. 


Of  the  Mar» 
qucfacSjCo  the 
number  of  2  p 


ten.  Amdfiiomc.  QiSorrenx^o  three. 
Of Conz^a  {iK.  OiCtlenz>a  fix.  Of laranto 
two.  Of Brundujium  one^  and  hath  con- 
ioyned  with  it  the  Arch-byfljoppricke  of 
Oria,  Oi  Otranto?  fix.  Of  Bart  twelue .  Of 
Trani  fix.  Of  ///^i?;^^^’onejand^hath  vnited 
with  it  the  Archbyfhoppricke  of  Monte 
de S Mngelo.Q{Beneuentum  twenty  three, 
of  Cimta  di  Chi^ti  thrcc.Of  Sanciano  four* 
Of  Rhegium  elcuen.  OiCofenz^a  one  .  Of 
Rofpino,  which  hath  no  Byfliops  See  vn- 
deric.OfSaint5<?/^(?r/>^^  ten.  And  there 
is  the  Archbifhoppricke  of  Matera  be- 
fide. 

There  are  alfo  an  hundred  twenty  four 
Byfhops^  which  are  vnder  the  aboue  na¬ 
med  Archby  fhoppricks^  only  the  by  (hop 
of  BiJignano  tyict'^x.zA^  who  is  not  fubie^ 
to  any  one. 

It  is  alfo  to  bee  noted,  that  the  Title  of 
Pri.  ee  is  greater  in  thiskingdome  ^  then 
that  of  Duke.  And  the  Principalities  ther 
arc  ten  in  number^  to  wit,  oiJfcoli^oi Bi- 
Jignano^  oiEuoU^oi Meiji^  oiMolfctta^  of 
Monchercole^  oiSquillati^  oiSiegliam^  of 
Sulmona^znA  of  Venofa, 

There  arelikewife  three  and  twentie 
Dukedomes.  As  of  Andri^  of  Amalfi^  of 
Arimo^oi  Afu^  of  Boiano^  of  CaHronillari^ 
oiNocer^oi  PopalapiRocca  dt  Mondr ago- 
ne^  of S, Pietro  in  Galatina^  of Seminara^oi 
Sejjkyoi  Somma^oi  Sora^oi  Tagliacodho^  of 
Termoli^  of  Terra  o^Traieto^  to¬ 

gether  With  thofe  of  Gramna  di  Martina^ 
of  Montdto^  o  f  Montelione^  and  of  Nar- 


The  Normans^ 
gouernedNa-' 


The 


UCC 


effioj 


ot  the  Kings 


mans. 


do* 


OfEatles, 
Lords,andBa 
rons  in  their 
rciicrall  nurr.- 
bfri. 


The  Pmpsror 
Charles  the  5 


The  Marque  fates  are  29,  oiAma^  of 
Arienz^a,,  of  Bellate^oi  Bucchianico  Cam- 

pania^  of  Capo  Erfo^  of  CaHel  Vetere^-  of  i 
Cbierchiato^  oi Cimta  S,  Angelo^  of  Corig- 
liano^oi Laina^oi Lauro^oisicito^  olMifu- 
racapi  Oria^  of  Oriolo^oi  Padnla  Beruenta- 
na^  of  Pdignano^  of ^mrata^o^ Santo  Lm 
cito^oiTerx^a^  ot  Torre  di  Franc olife^  of 
Torre  Maggiore yOi  Triuicoyoi  Tur/oy  of 
Valle  Skiliana Vast OymA  oivico* 

There  are  in  like  mannerj  54.Earle's  of 
ScatCj  i5.Lords3and443.entituIcd  Ba¬ 
rons.  And  it  is  verily  iiippofcd,  that  in  a- 
nykingdome  of  the  world,  there  are  not 
fo  many  great  Princes  and  Lordes,  as  in 
this,  becaufe  they  are  (by  nature)  of  high 
and  lofty  courage.  Andnowc  I  call  to 
minde,in  this  matter,  that  I  hauereadin 
fome  Regifters,  bearing  date  of  the  yearc 
1 5  2 1,  that  the  hmperor  Charles  the  fifte^ 


fold  many  Titles  and  Lordfiiippes  in  the 
kingdonij&  chat  many  Gentlemen  fold 
their  goocles  at  ten  in  the  hundred,  and 
bought  thefc  Lordfliips  at  three  in  the 
hundred. 

Thiskingdome  fo  highly  ennobled  j 
full  of  worthy  Princes,  mofi  rich  and  fer¬ 
tile,  as  more  cannot  bee  vvifiied  ^  was  for pies  maii)> 
longtime  gouerned  by  diners  kings*  Tor  | 
befide  the  Normans,  who  hclde  it  manie 
ycares,  and  (as  hath  beenefayde)  wonne 
it  the  title  of  a  Rcalme  5  it  fell  at  length  to 
Fredericke the  fecond,  Emperoiir,  who 
had  it  of  FJenry  the  fixes  his  Father  .*  after 
whom  fucceecled  Corf-ado  Emperourdbn 
to  Fr^’imV/'^jandafterhimiccame  (by 
reafon)  to  Corradino^  Nephew  to  Corra^ ' 
do.  But  Maufiedo  the  bafiard  foti  to  Fre- 
derkkoy  feigning  that  Corrodma  was  dead 
vfurped  the  StatCsand  made  himfeifking^ 

But  Pope  Vrbane  the  fourth  (beeing  enc^: 
my  to  Maufredo)  excommunicated  him, 
and  depriuedhimofthekingdome:  iiuict 
fiing  therein  in  126 6.  Charles. the  1* 

of  AnkUyBrothev  to  Leives  the  eight,  K. 
of  France^  who  (firft  of  aj^  flewe  Maufre- 
Ji7,andafcerwardescaufing  Corradino  to  ' 
be  beheaded,  tooke  it  in  full  poffeffion. 

Charles  the  fccond,  Sonne  to  Charles 
Prince  of  Salerne  bad  it  next  5  and  then 
fucceeded  him,  Robert  the  excellent  Phi- 
lofopher  5  who  was  a  very  louing  friend 
to  Peirach .  After  him,  the  fuccefsiotl 
fel  to  loane  yihe  Neece  of  Robert  by  charls*y 
and  next  fucceeded  Charles  the  third,  K. 
of^  Duraziz>o. 

After  his  death  there  happened  con¬ 
tention  for  the  kingdomc,  becwccne  La- 
dijla^  fonne  to  Charles  the  third, and  Le¬ 
wes  of  Aniott:  but  remaining  ful 

Patron,  held  it  till  the  yeare  one  thoiifand 
foure  hundred  and  foureteene :  and  then 
fucceeded  loane  the  fecond,  his  lifter  5  in 
whofe  place  fmaking  himfelfc  King  by 
force  of  armes)  role  Alphonfo  of  Arragon 
the  fonne  to  Ferdinandoy  who  left  it  vnto 
Ferdinando  his  baftard  fon.  Next  to  him 
fucceeded  Alphonfo  the  fecond,  who  tre¬ 
bled  himfclfe  not  long  in  the  Kingdome, 
by  the  comming  of  Charles  the  eight,  k'. 
of  France  into  Italy^for  recoucrie  of  the 
kingdomc,  and  then  renounced  it  to  Fer¬ 
dinando  the  fccond,  his  fon  ^from  whom 
it  came  to  Frederigo  yWneVle  to  thefayde 
Ferdinando, 

Afterward  it  fell  to  Charles  the  fifte, 

Em- 
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called  alfo 
Duraccjin 
that  part  of 
Macedon  ly¬ 
ing  on  the  A- 
dnaticke  Sea 
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Chap.j. 


Of  Naples. 


A  conftitution 
concerning 
thckingdorac 
of  Naples 


$*‘000  (eucral 
places  of  Au¬ 
thority  apper¬ 
taining  ;o  the 
Kiflgdomc. 


The  Office  of 
the  highCoii- 
Aable  or  Mar- 
lha]]. 


The  roancr  of 
the  Confta^ 
hies  creation. 


The  L.  chiefe 
lufticc,thc  fc- 
cond  Officer 
of  the  King- 
dome,  and  hit 
^  authority., 


Emperor,  who  had  the  inueftiturc  from 
Pope  Leo  the  tenth.  For  there  was  fuch  a 
conftitution  betweene  the  Popes, Empe¬ 
rors,  and  Kings  oUN^fUs ,  that  whofoe- 
ucr  was  Emperor,  he  could  not  bee  King 
o( Naples:  and  therefore  hcgauc  it  ouer 
to  Philip  the  fir  ft,  King  of  Spaine ,  yvhofc 
(bnne  Philip  the  fecond,  now  holdcth  it, 
keeping  there  a  Vicc-roy,  with  moft  am¬ 
ple  authority,  and  reprefenteth  there  the 
Kings pwncpcrlbn.  Whereby  he  is  very 
much  honoured  and  rcucrenccd  of  ail  his 
(ubordinatcGouernors,  according  as  he 
caufeth  himlclfe  to  be  cftccmcd,  both  by 

his  valour  and  authority . 

\ 

The  Hhh  ConHahlcm 

^  I  /-O  ^ 

The  Ofliccrs  or  Magiftrates  of  the 
Kingdomc,  arc  feauen  in  theyr  (cucrall 
degrees  5  but  he  whom  they  terme  Sindi- 
r^^jthat  reprefenteth  the  whole  City,  and 
fpeaketh  for  all  as  chiefeft  Adubcacc,  is 
the  Conftable,  or  rather  high  Marftiall . 
He  is  Urefilft  man  oftbe kingdomc,  and 
Capraine  gencrall  for  all  ordinances  of 
warre.  He  (as  Lieutenant  to  the  king)or- 
daincth  andprouideth  all  fuch  things,  as 
appcrtainc  to  the  preparation  for  warre : 
hailing  charge  of  the  Sentinellcs,  encam¬ 
ping  men, prouiding  tents  and  lodgings, 
appointing  the  Enfignes  Roy  all,  and  (in 
breefe)  hcc  hath  the  care  for  all  matters 
thatconcerneArmes.  In  which  place, 
he  hath  authority  to  chaftife,  and  to  put 
to  death  fuch  perfons  as  commit  Thefrc, 
Rapine,  Homicides,  and  other  mifdc- 
mcanofs  in  the  Campe.  And  this  Office 
continucth  fo  long  as  warres  laftcth . 
When  the  King  createth  him  in  this  dig¬ 
nity,  dcliucring  a  Truncheon  to  him,  ^ 
vfeth  cliefe  words :  T ike  this  holy  Weapon^ 
wherewith  thou  (halt  expe  lithe  aduerfaries 
ofrrypeople. 

The  Great  luBicer* 

I 

The  fecond  Office,  is  that  of  Great 
lufticcr,  or  Lord  chiefe  Iuftice,who  hath 
iurifdi(ftion  as  well  in  ciiiil  caufesjas  thofc 
that  be  criminall ;  and  vndcr  his  authori¬ 
ty  are  all  the  Princes,  Dulccs,M  arquefles, 
Lords,  and  Barons  of  the  Kingdomc  5  for 
to  him  bclongcth  care  of  offences  againft 
the  Maicfty  Royall ,  His.  Vicar  or  Lieu¬ 
tenant,  is  called  Regent  of  the  vkaria : 
who  hath  his  Iiidgcs  both  ciuilland  cri¬ 


minall,  and  hisTribunaJlis  in  the  Court 
of  the  ricaria^  hauing  allowed  him  fur 
his  ycarelyprouifion,  hundred  Du- 
cates. 

The  High  Admiral!, 

The  thirde  office,  is  that  of  Great  of 
High  Admirall,  who  hath  the  charge  of 
Sea  caufcs,and  fuch  things  as  appcrtainc 
to  Nauall  Art  and  profcflion.  Hcc  loo- 
keth  to  the  making, repairing,  building, 
and  appointing  of  all  Shippes  for  Roy¬ 
al!  feruicc,  and  keeping  of  all  fuch  vcflels 
as  come  into  the  kingdomc,  from  what 
parts  focucr  .  ,  When  occafion  fo  re- 
quircth,  and  that  it  is  impofed  on  him  by 
the  King,  he  fetteth  forth  the  Nauall  Ar¬ 
my  in  order.  He  appointeth  both  reall  & 
corporeall  puhifhmentsfof  delinquents, 
and  hath  ciuilland  criminall  iurifdicftion 
ou'er  the  Officers  and  others,  that  attend 
on  Sea  affayres. 

The  Great  ChamberUim, 

The  fourth  Office,  is,  that  of  Great 
Chamberlainc,  orcheChamberlaine  of 
State,  choofeyee  whether  ;  whofe  De- 
putic  or  Lieutenant  hath  his  iudgement 
Seatc,  in  the  Chamber  called  SommarU . 
His  ch^gc  is  to  baue  care  of  the  Kinges 
perfon,  to  prepare  and  adornc  his  bedde  5 
as  alfo  his  Garments,  and  to  cake  order 
for  all  his  vndcr  Chamberlaines,  Guardi-* 
ans,  and  Treafurers .  Hcc  keepeth  all  the 
cuftomes  of  the  kingdomc,  and  taketh 
cognition  of  the  matters  belonging  vnto 
the  Royall  Exchequer,  the  tenths,  tolles, 
fines, reiicnnewes,  and  other  things  ap^ 
pertaining  to  the  Kings  perfon. 

The  Protonotary ^ 


TheL.High 
Adaiiralj,  the 
third  Officer , 
his  aucho- 
rirv.  '  ' 


The  lift  Office  is  the  Lieutenant,  or  ra¬ 
ther  Protonotaric.  Hee  ftandeth  obli¬ 
ged  to  rcade  before  the  Kingjand  to  con- 
fcriic  the  writings  and  regifters.  He  hath 
authority  to  create  t^tarics,  I tidges, and 
to  Lcgittimate  Baftards,  But  the  Catho- 
like  King  hath  (fince  then^ transferred  the 
Office  ofwritings,and  ofthcRcgiflers,to 
the  Kings  Chancery. 

# 

The  Great  Steward. 

The  fixtc  office ,  is  that  of  Great 
li  Senef- 


The  fourth, 
officer, Lord 
GrcitCham- 
bcrlaincjind 
his  auchoritic* 


The  Protono¬ 
tary  oichiefe 
Sccrctary,and 
bis  office 


/ 
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Ofa  Law  among  the  Rhodians.  ^.Booke. 


Lord  Chiefc 
Chancellour, 
the  laft  oiTice, 
&his  charge* 


Their  orderof 
fitting  with 
the  King. 


Sencfchall  or  Steward,  learmed  the  Ma- 
iordomo  or  Matter  of  the  houttiold.  This 
man  hath  the  gouernment  of  the  houfe- 
hold  Royal,  and  to  prouide  all  things  ne- 
ceflaryforlife,as  alfo  garments  for  the 
Seruants  in  the  Kings  Court^hauing  like- 
wife  abfoliite  power,  to  corred  &  punifli 
all  the  familiars  of  the  Kings  houfe. 

Great  chancellor 9 

The  feuenth  and  laft  Office  (of  moft 
importance  in  the  kingdome)  is  that  of 
Great  Chancellor^who  writeth  the  kings 
Letters  of  (ecrccie,  and  fcaleth  al  the  pri- 
uiledges  (graunted  by  the  King)  to  any 
perfon.  He  hath  alfo  command  oner  the 
walkers  of  Stations, the  Beadles,thc  Stu¬ 
dies,  and  fuch  like  things.  It  is  alfo  to  be 
remembred,  that  the  high  Conftable,the 
Admirall,  and  the  Protonotary,  do  fit  on 
the  Kings  right  hand.  And  the  Lord  chief 
luftice,  the  Great  Chamberlain, and  the 
Great  Chancellor,  on  the  left  hand.  But 
the  Great  Steward ,he  fitteth  on  a  ftoole 
at  the  Kings  feete. 


Greece  the 
Mother  oi  an¬ 
cient  Lawes, 


The  Rhodi¬ 
ans  efiabliiht 
manie  good 
Lawes, 


CHAP.  IIIL 


Ofa^  Law  obferued  amongFt  the  Rl^dtans, 
which  emoyned  and  commanded  Fathers 
(Jetting  ajide  all  other  bujineffe  and  of- 
.  fay  res)  to  marry  their  daughters  with  all 
.pofiblejjeed. 


Here  arc  very  fe  we  people, 
(in  mine  opinion)  that  arc 
ignorant  of  the  Romaine 
LaWb,  "which  came  firft 
forth  of  Creece^^nA  are  con¬ 
tinued  to  this  day;furpafsing  al  other  na¬ 
tions  whatfoeucr,  in  the  adions  of  lu¬ 
ftice  and  Policy,  and  among  them  haue 
many  Common-weales  flourifhed,  not 
onely  in  Military  and  warlike  affaires, but 
alfo  in  good  manners  and  policies .  A- 
mongthereftj  that  of  the  Rhodiansis  to 
be  efteenicd ;  which  not  onely  eftablidi- 
ed  great  ftore  of  Lawes,  to  render  eiieric 
man  what  belonged  to  him,  &preferue 
the  weaker  fort  from  opprefsion  5  but  al¬ 
fo  concerning  the  marriage  of  their  dau- 
ghters,bccaufe  no  inconiicnicnce  fhould 


enfiie  to  them,  as  to  too  many  elfewhcrc 
happened.  The  Law  then  made  for  mar¬ 
riage  of  their  daughters,  was  breefely  fet 
downc  in  thefe  words. 

E  command^  that  a  Father  doe  not 
torment  himfelfe  one  onely  day^  for 
the  marriage  of  ten  fonnes^  tf  hee  fhould  haue 
fo  many  :  but  rather  to  labour  and  trauayle 
tenneyeares  ^  for  the  marriage  of  one  onely 
daughter^  being  ^ertuons.  That  hee  flandin 
water  njf  to  the  mouth'^  That  he  fweat great 
drops  of  bloody  and  labor  in  the  ground^  dr  a- 
wing  like  a  Horjfe ,  That  he  do  rather  difin^ 
hertt  alibis  Male-children  dcaue  all  his  welth 
and  riches  to  <vtter  abandoning^yea^and  his 
owne proper  Ife*^  onely  to  prouide  fafetie  for 
his  daughters  chaHity, 

^  This  Law  had  bene  worthy  of  obfcriia- 
tion  in  the  countries  hecrcabout,  where 
if  it  had  liued  in  the  like  force  and  vertue; 
fo  many  famous  Families  had  neiier  bin 
diflionoured,  by  the  fhameleffe  immode- 
fties  of ouer-many  maidensi  as  haue  re¬ 
mained  to  very  wofull  example.  For,  it 
hath  bin  noted,  that  Fathers  (oftentimes 
thorow  greedy  couetoufnc(re)would  not 
allow  Dowries  to  their  daughters,anfwc- 
rable  to  their  meanes  and  qualitic :  in  re¬ 
gard  whereof,  they  haue  caufed  them  to 
be  forfaken,  and  not  fought  vntoby  any 
perfon.  Sometimes  alfo  they  haue  giuen 
them  greater  eftates  then  either  was  con- 
uenient,or  flood  with  their  owne  power, 
to  the  ruine  and  ouerthrow  both  of  the 
one  and  other.  W ee  haue  obferued  like- 
wife,  fome  ill  aduifed  fathers,  who  haue 
negleded  their  daughters  marriages,  be¬ 
ing  ouer-fwayed  with  affedron  to  theyr 
fonnes,  and  bearing  norefpectat  allro 
their  daughters  5  cyther  fufferiiig  them  to 
enter  too  farre  into  yearcs,  or  clfc  to  bee 
fhut  vp  in  Religious  houfes(by  not  affor¬ 
ding  them  money  mcete  for  Marriage) 
where  all  their  time  they  haue  liued  mife- 
rably,and  (many  times)as  vnchaftly,  and 
with  much  lefTc honour  then  they  could 
haue  donc,if they  had  remaind  at  liberty. 

The  common  Proiicrb  is,  that  ther  are 
three  things,  which  if  men  do  them  not, 
they  will  be  done  of  thcmfelues :  And  the 
third  of  them  is,that  if  men  do  not  marry 
their  daughters, then  they  wil  marry  the- 
fclucs,  and  oftentimes,  to  fuch  as  are  of 
bad  life,  orpoore,  or  not  agreeing  with 
their  owne  quality, to  the  great  difhonor 

of) 


The  words  of 
the  Rhodians 
written  Law, 
for  the  marri¬ 
age  of  Maides 


Averie  great 
error  and  in- 
iurie  in  Fa¬ 
thers  towards 
their  daugh. 


cers. 


Fathers  that 
lone  their 
fonnes  more 
then  their 
daughters* 


A  great  fault 
committed  by 
oucr-raany 
Maidens. 
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'A  great  blc- 
xuiih  cp  any 
Common* 
wealth,  * 


Tojlct  Uietn 
run  to  (cede 
like  hcarbcs 
Tngathercd. 


Meete  time 
fer  marriage 
in  Maids 


Thctnanie  i 
harmes  that 
do  cnfiic,  by 
the  deferring 
of  marrying 
maidens. 


The  folly  of 
foaie  daugb; 
Seisin  diili* 
king  the£ic. 
^ion  of  theyr 
parents. 


Aducrdrmcni 

as  we!  vnto 
great  men,  as 
thofe  of  mea¬ 
ner  degree. 


ofthcmfcl'ues  and  cheir  parents.  When 
this  doth  happen  in  any  Commonwelth, 
alliances  loofe  thcmfelucsj  and  there  is 
nothing  but  rcproch  on  the  one  fide  and 
other;  wh^rcby(too  often)great  quarrels 
do  arifcjfuiccs  in  law,  and  other  dclpctatc 
inconucniences. 

To  auoyd  all  which  dangers,  Fathers 
ought  to  be  aduerrifed  jthat  it  is  notgood 
to  keep  their  daughters  too  long  vnmar- 
ricdjForasonclaicth  very  well;  it  is  a. 
f^^rchitndife^whkh  lieeingkepty  there  is  no* 
thing  gotten  by  it.  Prouifion  therefore  (in 
thiscafc^ftiouldben^e,  whentheyr 
daughters  begin  to  enter  into  tbeir  pu¬ 
berty, which  is, at  i3.yearesofage3or(at 
thevttcrmoft)at  i^.or  iS.andtomakcno 
longer  deIaying,ifpoflibly  it  may  be  don; 
for  then  they  arc  ripe,  and  ready  toyccld 
fruice.  Ifthcy  be  kept  any  longer  tinic,for 
the  moft  part  they  lofe  their  beautic,  and 
faireft  graces  •  They  affoord  (according 
to  common  naturall  inftinft ,  as  well  in 
bcafts,  as  in  mcn,throwing  all  reafon  and 
refped  bchindc  them)  their  affedion  to 
fbmcfiich3whom  their  Parents  doc  not 
thinkc  meete  and  coniicnicnt,  and (it\  the 
end  )  workc  fome  taint  or  blemifh  vnto 
their  ownc  modefty.  Or  ifthcy  doc  not  j 
by  reafon  of  their  frequent  familiaritie 
with  men,  they  fhall  be  furc  talked  of ve- 
rirfirangcly,  which  now  adaics  is  grown 
fo  common  and  reproachful!,  that  euen 
thevcric  chafteft  that  liuc,  haue  workc 
enough  to  doc,  to  exempt  and  clcarc 
thcmrc!ues,from  baddc  famc  andill  rc- 
I  ports. 

.  .  Morcoucr  we  daily  behold, that  when 
j  Parents  doc  prouide  for  their  daughters, 
fuch  as  arc  fome  what  entred  into  ycarcs, 
they  will  refufc  the  men  that  arc  thought 
meete  for  them  ,  and  made  offer  of  to 
them  in  good  diferetion.  Allcdging  that 
they  haue  already  giuen  their  liking  vnto 
another,  and  (as  many  times  it  comes  to 
paflc)  to  filch  a  one  as  is  vttcr  cncmic  to 
their  houfe  5  compelling  their  parents  ci¬ 
ther  to  forfakc  them,  without  any  eboife 
at  all,  or  clfe  (with  much  forrow)  to  con- 
fcnt  thereto,  oncly  to  aiioidc  the  woorft, 
whereby  both  Fathers  and  mothers  rc- 
fnaincdifcontcntedfolong  as  they  liuc. 
Thefc  warnings  do  fpcake  thcmfclucs,  as 
well  vnto  great  pcrfbns,  fuch  as  arc  not 
oncly  Emperors*  Kings,  Princes, •and  o- 
ther  illuftrious  bloodcs,  but  alfo  to  Pic- 
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bcians,and  menofvfiiallrani  c,  who  do 
ftand  no  more  exempt  from  ill  husband¬ 
ing  their  children,  then  the  other  do,  but 
arc  ciien  as  ready  cofaile  thercin^yea^and 
many  times  fooneftv  W  hich  !  wilLap- 
proouebyfomc  Hiflorics,  dcriued.lrom 
the  Italian,  and  the  iAnnalles  nf 
France,^  c-m: 

Adelajia^  daughter  to  one  of  the  grea- 
teft  and  moft  vertuous  Emperor s,namcd 
Othoy  third  of  that  name,  that  Tcigncd  if- 
lev  char lernaigneyvmiW  his'timc,  hauing 
liftencdvnto  many  Kings  and  Princes, 
who  fought  his  Daughter  Adelajia  in 
Marriage,  as  wcllfpf  her  cxt&ordinarie 
bcautie,  as  her  other  cxcellcAc  Graces, 
and  Royall  extraftion*  ryct  Kcd  afpir'ing, 
(as  it  fhould  feeme)  at  fome  greater  and 
more  nobler  match,  or  a  party  of  more 
worth  (in  his  opinion)  for  his -daughter, 
by  means  of thefe  dclayes,br6ght  incom¬ 
parable  misfortune  to  his  Imperial  hoiife 
which  clfc  had  flourifhcdln  no  meane 
happineffc.  AdeUfia  grew  enamored  ofa 
young  youth,  a  SohnCto  the  houfe  of 
and  both  of  them  being  fccretly 
married,  furnifhed  with  fome  fmall ftore 
of  money,  befide  a  few  lewefs  and  preci¬ 
ous  ftones;  betooke  themfclucs  toftra- 
iiaile,  attired  and  difguifed  like  Pilgrims, 
Adelajia  in  the  habitc  of  a  youth,  with  full 
deliberation,  to  make  their  abyding  in 
fome  ftrange  countrey, far  enough  from 
Allemdgne,  - 

Thus  wandering  as  fugitiucs ,  to  fttif. 
fie  their  owne  voluptuous  defircs't^c  the 
length,  they  were  robbed  on  the  Hfgh- 
way,andfo  by  thacmcancs,  wcrccon- 
ftrained  (after  long  and  importunate 
begging? ^rauerfing  manic  Countreyes) 
to  retire  into  a  great  Foircft,.  fcituatcc 
betweene  Ali  and  *  Sauona^  in  itdy:^ 
where  (thorough  great  ncccfsity)  they 
began  to  excrcife  the  labour  of  Colliars, 
enduring  many  ftormes  and  hard  affiiai' 
ons,  for  the  (pace  of  eighteen  years  togc 
thcr.  In  the  end,  it  pleafed  God  to  be  fa- 
tisfied  with  their  humility  &  repentance, 
and  to  make  them  better  knowne,by  the 
meancs  of  one  of  their  fons, named  tvilii* 
who  following  the  nature  of  his  ex. 
tradion,  betooke  himfelfc  to  make  one 
in  the  Imperiall  Armies  in  Italy y  &:  great¬ 
ly  rcfcmbling  in  faiiour  the  Emperour 
0/^,whcreby  he  was  imagined  to  be  if- 
fiied  of  Adelajtaiyihxdi  being  found  to  fall  | 
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ThcH.aory 
of  AdeJa/ia, 
<iaughter  to 
ihe  Emperor 
Oiho  the  j. 
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Alcrane ,  one 
of  the  yong- 
eft  fon^  to  the 
Duke  of  Sax¬ 
ony, 
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^Called  alfo 
Sabacia  in  Li- 
gun.ijahijly 
country,  rea¬ 
ching  from 
Apeninusco 
the  Tufcanc 
Seay  one  way, 
and  froiij  the 
RiuerMacra, 
CO  Varus, ano¬ 
ther  way. 


Naturall  No¬ 
bility  can  nc- 
uei  be  con¬ 
cealed  from 
manilcftap- 
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Of  a  Law  among  the  Rhodians.  ^.Booke^ 


Example  o{ 
great  Cbarle* 
mains  daugh 


ter. 


The  biftory  of 
ludiihjdaugh- 
cer  to  Chalks 
the  Bald>king 
of  France. 


Baldwin,  Earl 
of  Flanders, 
who  had  fe- 
cretly  proini' 
fed  marriage 
toludith,  be- 
I  fore  her  going 
10  England. 


Charles  the 
i&ald,mo)left* 
cd  with  many 
warreSjdycd. 


\  out  true,  and  the  poorc  retreate  of  the 
'  ColUars(hisparcncs)madc  knownc,  the 
Emperor  pardoned  them^S:  calling  them 
home  into  Allemaigne^  gaue  them  great 
andlibcrall  meancs;  but  much  blamed 
himfelfcjthathehadde  notmarryed  bis 
daughter  in  fuch  time  as  was  fiitcftfor 
her.Thc  like  happened  to  that  far  more 
puiflant  and  great  Eraperour  (his  prede- 
ccflbr)  charUmAig^ff^vthoic  eldcft  daugh¬ 
ter  was  found  paillatdifing  with  one  na¬ 
med  Egwhard,  his  Secretary  ,  or  (as  fomc 
fay)  ChaunccUourvntothcfaidecWi?- 
mdgne. 

Some  Kings  of  Erance  hauc  alfo  bene 
payed  with  coine  of  ihefame  ftampc,  as 
well  as  thcfcforc-natned  Emperors ;  wit- 
neffc  ludith^  daughter  to  ChArls  the  Bald, 
fecond  of  that  name.  Her  Father  refufed 
to  giuc  her  in  marriage  to  diuerfc  young 
AllemAigne  Princes,  of  great  extraaion , 

[  as  Dukes,  MarqueffeSjand  others :  affe* 
aing  (much  rather)  to  giueherin  wed- 
lockc  to  a  King  of  England,iwho  had  for* 
merly  beene  an  Archbyfhopja  man  aged 
fickly,and  impotent, with  whomc  ftc  re¬ 
mained  eight  months  only,  and  without 
any  hope  of ylTue  •  Repafling  the  fca,  to 
returnc  home  into  France,  (he  fent  vnto 
Baldwin,  Gouernor  of  the  colliars  coun- 
trey,  then  termed  Pais  Charhomieres^  but 
now  adayes  called  the  countrcy.of  Flan¬ 
ders^  a  poore  Proiiincc,  wherto  no  other 
Lieutenants  or  Gouernourswere  giuen 
by  the  King,  but  fuch  as  were  of  fmal  and 
flendcf^renownc.This  Baldwine  had  clan- 
dcftihcly  proinifcd  marriage  to  Lady  lu- 
before  (hce  was (ent  into  England, 
he  being  a  goodly  pcrfon,fairc  and  of  ab- 
folutc  forme,  as  ma^  of  that  country  of¬ 
tentimes  arc,  yet  of^no  great  difeent,  a 
Gentleman  in  the  midft  of  many  neceffi- 
ticSjWho  furprized  her  on  the  feas((he  be¬ 
ing  willing  enough  to  be  fo  taken)  &  car¬ 
ried  her  home  With  him  into  his  gouern- 
ment .  The  King  was  fo  difpleafed  hecre- 
with,&  that  iuftly,  that  he  appoimed  di¬ 
ners  forces  to  goe  puniCh  the  rauiuicr  oi 
his  daughter,being  his  ownc  difloy  al  fub- 
iedt.But  he  was  round  engirt  with  fo  ma¬ 
ny  Wars,  as  well  againft  hisNephewes, 
as  his  Brothers,  and  the  Danes,  that 
he  was  (odaincly  enforced  to  defer  his  in¬ 
tention  for  that  time,  dying  not  long  af- 
tcr,bcaring  no  mcane  greefe  for  this  rape 
(with  him)to  his  grauc.  By  means  wherof 


Baldwine  &  fhe  lined  a  long  while  as  pri- 
uateperfons,  not  hauingany  great  (tore 
of meancs  for  their  maintenance. 

Lewes  the  ftammcrer3fuccc(for&  bro¬ 
ther  to  Charls  the  Baldjas  much  offended 
as  the  father  of  ludithy  pcrfifted  in  refolu- 
tion  to  punifh  thefe  two  louers.  Neiier- 
thclelTe,  by  the  humble  entreaties  made 
vnto  him  by  diuers  worthy  Church-men, 
of  holy  life  &  vnftaind  fame,  befide  diuers 
other  great  perfonages  of  his  kingdomc, 
(who  deliuered  liuely  reprefentation  to 
him  of  the  yong  ycares  wherin  they  then 
wcrc,fubic(Sto  the  prouocations  of  na- 
ture.who  hath  not  alwayesrcafbn  for  her 
guide .andlaying  the  blame  on  hir  dccca- 
fed  father ,  that  would  not  adroit  her  to 
marry ,  when  fhe  was  (b  fought  and  fued 
vnto:)he  pardoned  thcm,giuing  vnto  his 
Neecc  Judith  and  her  hcircs,  the  country 
and  Forreft  of  the  Colliers, whereof 
wine  had  formerly  bin  Gouernor  ;yet  af¬ 
terward  depriued,  &thusrcftorcd.  And 
albeit  it  was  a  matter  of  fmall  moment  in 
thefe  times  5  yet  he  referiied  the  homage 
thereof  to  the  crownc  of  France ,  which 
homage  the  kings  of  France  fuccefiGuely 
cnioy  ed,  vntil  the  taking  of  king  Frances , 
firft  ofthat  namc,who  quitted  the  fouc- 
raignty  thcrof  to  Charles  the  Eft, and  Em¬ 
peror.  At  this  day  it  is  a  goodly  &  wealthy 
country, populous  ^  hauing  great  ftorc  of 
faire  Cities  and  Towns,and  greatly  rocr- 
chandizedjin  regard  of  the  fca^and  diners 
faire  riuers  which  adornc  the  Prouince . 
But  let  vs  nowc  fee,  if  Gentlemen  hauc 
ftoode  free  from  this  difaftcr,  more  then 
Emperors  and  Kings  hauc  don^  5  it  (hall 
not  be  amifle  therefore  to  allcdge  fomc , 
as  well  of  Italy  jas  of  Frame. 

In  Verona^^  famous  City  of  Jtaly^  lined 
a  yong  Gentlewoman,  named  /^i/^^jof 
the  noble  houfc  of  the  Monte fehes^  or 
Montacmes.\^cthihtiht\og not  willing 
that  {he  fhould  marry,  when  both  the  de¬ 
cency  of  time^and  aptneffe  of  her  ycares 
made  tender  of  thcmfelucs:  tbercforc{in 
her  faireft  flower)  (bee  efpoufed  her  fclfc, 
vnknown  to  her  parcntSjto  a  gentlemans 
fon  of  another  houfe  and  family  ,cald,  the 
Capelets^  whofc  name  was  Romeo ^  and  the 
Capelets  were  mortall  enemies  \nto  the 
Montefehes  or  Montacutes.  This  mariage 
(brted  vnto  the  lamentable  death  of  both 
the  louers  jas  you  (hall  briefly  hear  in  this 
manncr.They  being  fccrctly  maried,  an4 

na- 


Lewc^thc 
SiatPincrer, 
l^urpofcd  rc- 
uenge  vpon 
Baldwine  and 
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Chap.4.  Of  a  Lavvamongdie  Rhodians. 


Conference 
betweene  the 
holy  Friar  & 
]uliecca,\vhat 
was  to  be  don 
inluchan  vr* 
gent  recefiity 


Thecomming 
ofaferuantof 
Komeos  to 
Verona, in  the 
interim  of 
Aclc  ferious 
aftairct. 


Romeo  com- 
neth  himtelfe 
to  Verona,  & 
dyed in  the 
graueofluli-] 
eita. 


by  the  hand  of  a  Cordelier  or  Francifean 
Friar^a  man  mod  expert  in  the  (ecrets  of 
nature,  who  tooke  great  compafiion  on 
their  earned  reciprocal  affedion  &  dayly 
torments  between  them  indured  :  it  hap- 
ned  on  a  certain  day,  that  an  vnclc  to  lu- 
lietuiwi  regard  of  the  inuetred  hatred  be¬ 
tween  both  the  families,  drew  vppon 
/w^’(7,who(dcfcnding  his  ownc  body^flew 
the  faid  Vnckle,  whereupon  he  was  bani- 
flied,or  inforced(at  the  lead)to  be  abfent 
from  V eroiid.  The  wofull  Gentlewoman 
hauing  made  her  moanevnto  the  honed 
minded  Friar,vndcr  the  fhaddow  ofeon- 
fefsionjConcerning  the  irkfom  abfenceof 
her  bed  edeemedtriendj  he  gaue  her  ad- 
uice  to  rccciucalittle  potion  whenfhec 
went  to  bed,  which  fliould  caufc  her  to 
deep  for  more  then  jo.houres/o  that  fhe 
ftold  be  verily  fuppofed  to  be  dead.  She 
boldly  aduenturedon  his  counfel,  &  her 
parents  imagining  her  to  be  dead  indeed 
caufed  her  to  be  buried  in  the  Tombe  or 
vault  belonging  to  the  houfe  of  her  pre- 
decedbrs.  From  thence  the  Friar  piirpo- 
fed  to  fetch  her,at  a  ccrtainc  hourc  of  the 
night,&  to  coriducl  her  (in  the  habit  of  a 
Nouicc^  to  banifhed  Romeo^  who  liued  in 
the  land  of  another  iurifdi(9:ion,yct  no  far 
diftance  from  the  city.  All  this  was  pofsi- 
ble  &  cafy  to  be  performcd,for  It  was  and 
i  is  a  common  cudome  there,  not  to  buric 
I  deccafed  bodies  in  graues,  as  it  is  oblcr- 
ued  among  vs,  but  in  Grottts  or  vaulted 
canes.  W  hilc  thefc  things  were  framing 
thcmfelues  according  to  premeditated 
purpofcj  it  fortuned  that  a  feruant  belon¬ 
ging  to  Romeo  came  to  Ferom ,  to  bring 
Letters  of  recommendation  to 
being  returned  back  to  his  mader, repor¬ 
ted  the  ccrtainc  tidings  ofhcrdeath,and 
that  himfclfe  was  prefent  at  her  interring. 
RomeOyCon^oimdtd  with  greefe  &  extre¬ 
mity  ofpaflions,  found  the  meanes  (in  a 
difguiled  habit^  before  the  fliutting  vp  of 
VeYom2pxt%^to  enter  the  city  .In  the  dead 
time  of  night  alfo  hee  compafled  his  in- 
tentjcntering  the  Church  with  a  lighted 
Torch  in  his  hand ,  hauing  opened  the 
doorcs  by  the  help  of  his  fejuanf,and  aUb 

the  tombe  wherein  fhc  Jay  incloftd.  Ha¬ 
uing  commanded  the  abfence  of  his  (cr- 
uanCjhc  entred  into  the  vault,  &  after  kif 
(cs  infinitly  bedo  wed  by  him  on  Julietta^ 
whom  he  verily  conceited  to  be  dead, he 
drankc  a  mod  deadly  poyfon,  which  hee 


The  Jeaih  of 
lulietta, after 
Ihc  found  Ko 
meo  dead. 


Friar  Laurcce 
related  ihe 
whole  ffiancr 
of  ti*e  tragedy 


had  formerly  bought  of  a  very  needie  A- 

pothecary.and  which  immediately  fel  ro 
operation,  (b  dept  hee  (for  eucr)  by  the 
body  oi Julietta.  After  her  drinkc  hadde 
wrought  his  full  power,  (he  awaked  5  and 
by  meanes  of  the  burning  Torch  pcrcey- 
iicd  her  Romeo  to  bee  quite  dead  i  whereat 
enraged  with  greef,  and  fnatching  a  pon- 
yard  that  hung  at  his  girdle,ihe  prefently 
there  flewc  her  fclfc  ;  The  honed  Fryar 
came,and  (as  he  thought)  at  fuch  acon- 
uenient  hourCjWhen  juUetta  fhold  awake 
from  her  artificial!  fleepe,  that truely  rc- 
prefented  the  fhape  of  death ;  but  when 
he  beheld  that  tragicke  wofuli  fpcdacle , 
let  his  forrow  be  cenfured  bythem  of  bed 
iudgement.  OntW  morrow  after,  the 
death  ofthefe  two  Loners  was  difcouc- 
red,  and  all  matters  rehearfedby  Fryar 
Laurenccyiox  fb  was  the  CordelicKsnam’d; 

All  which  mournfull  difader  happened , 
bccaufe  luliettaes  father  would  not  fuffer 
her  to  marry  when  reafon  required.Now 
I  will  declare  another  French  Hidorie, 
which  happened  within  thecompalTe  of 
mine  owne  memory. 

Damoifelle  Geneuiefue^  Daughter  vnto 
Monfieur  Megrelw^ix  Gentleman  in  ordi¬ 
nary  in  the  Court  of  King  Frances  the  2  • 
icQjoufcd  her  fclfc  by  word  oncIy,&  with¬ 
out  knowledg  of  any  in  hir  fathers  houfe^ 
to  one  that  was  Schoolcmadcrvnto  het 
brethrcn,named  AJedard^z  Piccardhy  na^ 
cion,  borne  in  Laon^^  yong  man  of pafla- 
ble  hand(bmnes,and  ofindiffercnt  know¬ 
ledge  for  his  time,being  about  2  3«ycares 
oldi  She  found  her  felfc  to  be  conceiued 
with  child,  and  fearing  the  difpleafure  of 
her  mother  more  then  the  frowns  of  her 
father, becaufc  fhe  was  a  very  (cucre  wo- 
man,forfooke  her  Fathers  houfe,  and  the !  b^FltiaeK 
goodly  city  of  accompanied  vvith  houfe. 
none  but  her  troth-plighted  husband  the 
fchoolemader*  Trauailingthorow  the 
countrey,  they  made  their  day  in  a  great 
Bor  rough  tbwn  oi  Champaign jVfhcxQ  likc- 
wife  he  becam  fGhoolmadcr,taking  great 
paincs  to  fupply  their  nccefsities.Witbin 
lorn  few  months  after  their  refiding  thcr, 

Medard dyedj  and  fhe  fiuc  dayes  after  the 
death  ofher  husband;  one  Eucning  after 
flipper,  in  a  publike  place,  declared  to  all 
fuch  as  gaue  fauour  to  hcarcbcr.thc  whol 
Hidorie  of their  fore-pafled  Louc ,  her 
marriage  by  promife,  her  extradion , 
want  of  goucrncoient  5  and  the  iniuriei 

1 3  done 


The  hiflory  of 
ayong  Oen- 
tlc  woman  ot 
Paris. 


The  Gcn'tlc- 
womaris  de¬ 
parture  from 


The  death  of 
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I  death  ot  Da* 
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1  The  death  of 
her  Father. 


Thchiftoryof 
Paulo  and  Lu 
crecia,two 
Komanloucrs 


Another  mar- 
'  riage  purpo- 
fed  for  Paulo 
by  his  Father. 


AfiTeftion  is 
too  lull  ’of  too 
I  light  credulity 


Lucrcclai  a 
Daughter  of 
Rome,flewc 
both  her  huf* 
band  and  her 
idfe. 


done  by  her  to  her  feruants,  defiring  (ve¬ 
ry  heartily)  pardon  both  of  God  and  the. 
Soj  feigning  as  if  {he  intended  to  goc  to 
bedlwith  her  young  infant,  which  was  a- 
bout  fix  weekes  old  5  fhee  went  and  han¬ 
ged  her  felfe  that  night,  on  a  beamc  end 
ofapoorc  Cottage  5  which  they  had  ta¬ 
ken  vpon  hire*3  of  which  mifliap5the  peo¬ 
ple  of  the  Townc  foon  aduertifed  her  pa¬ 
rents.  For  mine  owne  part,  in  the  fame 
mannerasihauefetit  downe,  it  was  re¬ 
ported  to  me  by  the  forenamed  Monjieur 
Megrelm made  no  fmall  account  of 
my  friendihip,  and  dyed  with  vcric  great 
greefe^  often  faying  vnto  many,  that  this 
misfortune  thus  fell  vnto  him,by  refufing 
his  daughters  marriage  with  a  yong  Ad- 
uocatCjOne  offufficient  wealth,  and  that 
had  requeftedher  many  times  to  bee  his 
wife,  which  ftillhee  denied,  intending  to 
befiow  her  on  a  Gentleman. 

In  the  Citty  of  Rome ,  no  long  while 
fince,  there  was  a  young  maiden  (named 
Lucrecky  daughter  to  a  rich  Marchant)fe- 
crecly  efpoufd  to  a  yong  manj  called  ?au- 
lo^  fonne  alfo  to  another  Merchant^,  the 
two  fathers  beeing  vowed  enemies,  and 
both  aliicc  enuious  of  each  others  For¬ 
tune.  The  father  of  Paulo  pcrceiuing  how 
faft  aged  yearcs  came  {lealingonhim,de- 
terrained  a  marriage  for  his  fon ,  acquain¬ 
ting  him  therewith  ,  that  he  haddc  made 
choife  of  one  meete  for  him,  commaun- 
ding  him  alfo  to  falhion  hinifelf  to  good 
liking  thereof,  bccaufe  bee  would  haue  it 
accompliChed  within  very  few  dayes.The 
fonne  deferred  it  off  fo  long  as  well  hcc 
could  5  yet  to  declare  fome  obedience  to 
his  father,  hcc  craued  rclpite  to  confider 
thereof :  but  in  the  mean  whilc,it  was  ge¬ 
nerally  noifed  thorow  the  City  of  Rome^ 
that  Paulo  tm&hc  married  vnto  another. 
Thefe  newes  comming  vnto  the  cares  of 
Lucrecia^  fhc  diffemblcd  her  inward  con- 
ceyued  dilplcafure,  verily  imagining  the 
matter  to  Dcc  already  done.  Paulo  com¬ 
ming,  as  oftentimes  he  did  when  fit  time 
fauoured  him,  to  vifit  his  Lucrecia  in  the 
night  time,  fo  iocond  and  merry  as  at  no 
time  more  5  after  accuftomed  kindnefles 
pafled  betweene  them,  fell  into  a 
very  found  fleep.  Lucrecia  beholding  him 
in  that  fearlcfle  cftacc,  with  a  great  Knife 
(hegauchimfomanyftabbes  and  deepe 
wounds,  both  in  the  Drcft  and  belly,  that 
he  fell  downc  ftarkc  dead,  and  afterward 


committed  the  like  violence  on  her  felfe  • 
This  a61,fo  full  of  fbrrow  andfadde  mif- 
chancc,camcto  theeareofPopc  Paulm 
the  fourth,  who  would  not  allow  them  to 
haue  Chriftian  burial.  But  a  learned  di- 
uinc,  a  lacohine  by  Religion,  made  fo  ex¬ 
cellent  an  Oration  to  the  Pope,  agaynft 
the  vnkinde  parents  of  the  dcceafed  Lo¬ 
ners  j  that  Obfequies  were  granted,^  bu- 
riall  giuen  them.  And  an  aged  woman , 
a  feruant  to  Lucrecia^  who  had  bcenc  the 
meancs  of  their  priuate  marriage, was(by 
authority  of  luftice )  burned  aliiie,becaufc 
{he  had  not  aduertifed  the  parents  there¬ 
of. 

If  thefe  Emperors,  Kings,  Gentlemen 
and  thofeof  meaner  condition ,  had  ob- 
ferued  the  Law  of  the  Rhodians,  which  I 
haue  allcdgedin  the  beginning  of  this 
chapter ;  they  neuer  had  falne  into  thofe 
dreadfull  mifchccfcs,  which  theyr  ownc 
wilfull  folly  brought  vpon  them.  They 
may  alfo  ferue  as  a  good  warning  to  Fa¬ 
thers  at  this  infiant,  and  fiich  as  fhall  bee 
hccreafter,  howtoauoydefo  cnormc  an 
error.  I  will  giucaduicc  likewifeto  fuch 
Maidens,  as  bauing  paft  the  age  of  fiue 
and  twenty  yearcs,  ifeither  auaricc,  or  a- 
ny  other  bad  humor  in  their  parents  doe 
make  them  negligent  of  their  m  arriages, 
when  men  of  meet  match  and  quality  arc 
offered  to  them,  to  be  bold  of  their  ownc 
liking  and  choifo  in  marriage  ^  prouided, 
that  they  firft  make  it  knowne  vnto  theyr 
parents.  And  then  if  they  will  not  yeeld 
confentjthey  may  proceed  on  further:  al- 
wayes  prouided,  that  they  arc  equall  in 
quality,and  no  way  infamous.  And  leaft 
their  Fathers  fhould  difinherit  them,  the 
Emperor  ordained  thus  in  the  authenti- 
cal  r ul  c  5  SeA Ji foB .  C.  de  inofftciofa  telia , 
The  like  ordinance  is  to  bee  found  in  the 
French  Code^  in  the  chapter  of  cladeftine 
Marriages,  made  by  king  Henry  thefe- 
cond.  And  there  may  bee  noted  another 
inconuenicncc,  which  vnaddifed  fathers 
doincurrcthcmfelucs,  that  in  due  time, 
and  vppon  iuft  rcafon ,  will  not  y cclde  to 
theyr  daughters  marriages. 


How  all  thefe 
dangersmight 
haue  binpre* 
uenced  in  all 
the  alledged 
hiUories, 


Aduice  giuen 
to  maidens  of 
thefe  times. 
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That  tyrants  Hue  in  feare. 


CHAP.V. 


That  Tyrants  do  Hue  continually  in  fear  es 
and  that  their  ends  are  mojl  rniferabUm 


f 


HE  life  of  a  Tyrant  is  full 
hatred  5 eucry  man  dete- 

rimcTana^if  \  ^^ftcthhim5  all  are  offended 

all  places  are  j  T^T^^athim,  and  he  is  fubieft  to 
full  of  fearcs.  JlSif  perils.  W  hat  was 

thclifeof  to  whom  the  very 

walks  wcredreadfull  ?  What  that  of  A- 
lexander  Ph areas ^ho  liued  in  an  hourcly 
fufpition  ofhisownewife?  What  that 
ot  Dyomjius  the  Syracufane^  who  ncuer 
durft  iruft  his  Barber,  for  feare  Icaft  in 
trimming  his  beard,  hcc  fhoiild  cuttc  his 
throat  •  Hec  had  the  carnall  knowledge 
but  of  two  women  onz\y  ^AriPlomada  and 
JDorida^  and  yet  he  would  neuer  let  them 
come  neerc  him,vntill  they  had  put  off  all 
their  garments.  The  Chamber  wherein 
hevfedtoflccpc,  was  round  engirt  with 
a  wide  deepc  ditch^  and  there  was  no  en¬ 
trance  to  itjbut  oncly  by  a  draw-bridge. 

All  things  whaifoeucr,  arecontinu- 
ally  fufpedied  fo  much  by  Tyrants,  that  it 
Tyranny  is  was  not  fpokcn  without  good  aduice; 
thcNurfle  of  j'hat Tyranny is the Nurffeif feare.  Fork 

^cUm'mruf-  commonly  cometh  fo  to  pafle,  that  fuch 
mUib.u  *  as  line  till  men  feare  them,  doe  alfo  feare 
them  by  whom  they  are  feared  •  This 
kinde  of  life,fo  full  of  care  and  dread,  Dy- 
onifius  the  Tyrant  difcouered  to  his  Ora- 
tom  Damocles  y  of  whom  the  Hiftoryfol- 
loweth  in  this  manner. 

Damocles  defending  in  an  Oration, 
which  hee  deliuered  in  the  prcfencc  of 
Vm^T)yonifiu6-y  that  ncuer  was  any  man 
more  happy  then  he,  for  his  inumerablc 
wealth  &  treafures,  befide  the  abundance 
ThcHiftory  things  in  his  kingdome.  O  Damocles 

of  Dyonifius  '  (inftanily  faid  the  Tyrant)  fetingmy  life  is 

his  Stcrer^  theejdejire  that  thou  woldjl 

Daowcicr  I  frefently  hut  taUe  and  experiment  my  for^ 
tune.  Whereto  Damocles  cor\^cviX\Vi^yhz 
Syracufane  king  caufed  him  to  fitte  vpon  a 
ftately  &fumptuous  bed,  richly  embroy- 
dcred  with  gold :  and  before  him  flood 
Tables  and  Stooles  in  magnificent  man¬ 
ner,  all  coucred  with  vcffcl^of  Gold  and 
Silucr .  He  was  ferued  by  many  young 
children, endued  with  fingular  beauty,  &: 


the  feruice  was  extraordinarily  magnifi 
cient,  with  all  kindes  of  delicious  and  ex- 
quifitc  viands.  The  golden  Hall,  which 
gliftered  round  about  him, was  perfumed 
with  vnguents  of  excellent  odors,  befide 
Flowers,  Chaplets,  and  curious  Nole- 
gayes.  To  be  {hort,in  this  fo  triumphant 
and  royall  furnifhment,  Damocles  helde 
fuch  a  proud ,  enflated ,  and  fwolne  vp 
countenance,  euen  as  if  in  Maiefty  Roy- , 
all ;  King  Dyonijius  called  to  him,  and  bad  ^{'“rpompe 
him  lift  vp  his  head,  to  behold  what  was  and  pride  was 
inftantly  ouer  it.  There  he  fbewed  him  a  with 

fay  re  bright  Sword,  which  he  had  caufed '  ^ 
to  be  fattened  to  the  planchcr,  diredly  o- 
uer  the  head  of  Damocles.  He  feeing  the 
naked  Sword,  which  hung  but  by  one 
hairc  of  a  horlesmaine,  ready  to  fallen 
theleaft  occafion;  confidering  thereon 
with  deliberation ,  and  perceiuing  that 
death  was  his  prefent  companion^  he  be¬ 
gan  to  difpraife  the  royalty  and  riches  of 
the  King,  defiring  to  bee  deliuered  from 
that  kinde  of  felicity. 

HeereuponD^^/^^//^  faid  vnio  him, 

Doeli  thou  not  fee^O  Damocles. how  pr  eat- 
,/  ..  Wbrdsto  Da- 

ly  thou  art  decemed  tnmne  owne  opinion  ?  mocks. 
Such  is  our  life ^  which  (not  long  fince)  thou 
heldfi  to  be  fo  happy :  but  now  thou  plainly 
perceiucjly  that  eminent  death  is  alwayes  at¬ 
tending-  By  which  example  we  may  eaCly 
iudge,that  he  can  neuei  be  happy,  that  is 
daily  affli&cd  with  feare.  To  this  purpofe 
Horace  writ  thefe  verfes. 


Not  the  fine fare  of  Sicily , 

Will  fauour  fweet  and  daintily^ 

Nor  the  fare found  of  the  Lyre^ 

UTor  the  fweet  Birdes  in  their  quire : 
Allthefeaffcordnopleafurecan^ 

T 0  that  wofuU  wretched  man^ 

That  beholds  aboue  his  heady 
A  naked  Sword  to fir  ike  him  dead- , 

4  >- 

And  as  faith,  The  found  of  feare 
and  dreadful  affrights  is  alwaies  in  his  earesi 
and  although  peace  be  cert3ine,yct  is  hee 
daily  doubtfullof clofe  ambufties .  Ty¬ 
rants  louc  not  any  body,  and  therefore 
(vpon  iuft  occafion)  learned  men  tear- 
med  them  to  be  cruell  beafis,and  plagues 
to  mankindc.ln  the  human  figure  ofwho 
is  fomuch  fauage  cruelty,  that  Salomon 
faidc  direaly ;  A  wicked  Prince  is  a  roaring 
Lyony  and  an  hunger- flarucd  Beare  ouer 
poore  people. 

And 
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Malach.?,9. 
lob  11,8. 

Hofea^jTO. 
Efay  50,7. 
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mity,' and  be- 
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And  yet  God  hath  and  (brnctimes  doth 
permit  jthat  Tyrants  (hall  reigne,  for  the 
chaftifement  of  wicked  men,  faying ;  / 
tah  vengeance  on  mine  enemies  by  mine  ene¬ 
mies,  God  (faith  Iob)maketh  the  hipocriticall 
man  to  reignejn  regard  of the  peoples fnnes. 
And  in  Hofea  God  fpcaketh  thus ;  I  will 
gmetheea  king  in  my  fury.  And  in  £/^5 
jlfhur  is  the  rod  and  ft  a fe  of my  fury  ^  I  will 
fend  thee  to  a  deceitfull people,  NeuerthC'- 
leCTe^they  arc  not  acceptable  to  God,who 
throwes  them  at  length  into  the  fire,  as  a 
father  doth  the  rod  5  when  he  hath  there* 
with  beaten  his  childc .  '  And  ithath  al* 
waies  fo  falne  out^  that  all  thefe Tyrants, 
or  the  moft  part  of  the,  haue  ended  their 
lines  mifcrably,  &  oftentimes  by  violent 
dcathjcaufed  by  their  ownc  friends  5  and 
approoued  by  confentofall  the  people. 
But  bccaufc  the  examples  of  tragicall 
endcs  in  fuch  Tyrants,  are  handled  in  a 
number  of  other  Treatifesj^  experience 
hath  made  it  daily  manifeft  VDto  vs ;  I 
may  the  fooner  conclude  this  Chapter. 


CHAP.  VI. 


moft  horrible  cruelty  My  the  N iiman* 
tines  againft  the  Romanes  5  and  in  the 
end  ‘vponthemfelues. 


Ocipio  hauing  continued  fifdge  before 
^thc  Citty  of  2fumantia  in  Spasne^ the 
(pace  of  a  yearc  and  feuen  Moneths,  and 
ncucr  ceafling ;  munition  and  vidluals  be¬ 
gan  to  fayle  among  the  bcficdgcd,fo  that 
very  many  died  with  famine.  Wherupon 
they  made  a  vow  to  the  Gods,  that  the 
firftraorfell  they  would  eate  cucry  day, 
(hould  be  the  fle(h  of  fomc  Romane:  and 
that  they  would  drinke  ncythcr  wine  nor 
water,  till  they  had  fwallowcd  the  blood 
offuchasthey  flew. 

^IhcNumantines hauing  all fworne to 
this  vow,  they  iflued  foorth  of  the  Citty, 
andlikcmen,  more  then  defperate,  cha- 
fedilie  Romanes, tixcn  as  if  they  had  bccnc 
brute  bcafts :  and  fuch  as  they  flew  or  fur- 
prizcd,immediatcly  they  killed  and  broy- 
led  inhiimanely,or  being  fliced  in  peeces, 
they  folde  the  by  weight  in  the  Shambles 
or  Butchery .  So  that  a  Romane  taken  by 


them,or  flaine,  was  offarre  greater  price 
and  eftimation,  thentoliue  and  pay  his 
ranfomc.  Finally, the  N umantines 
uing,  that  they  had  no  more  mcanesof 
fupporcation,  bceingopprefled  with  fa¬ 
mine,  andcnclofcd  oncueryfidc:  thq^ 
conftilted  among  thcmfelucs  to  kill  all 
their  aged  people  5  yea3all  the  women  & 
children  in  the  Citty  5  which  (witfiout  a- 
ny  fcarc  or  refpeii:  at  all)  they  put  in  exe¬ 
cution. 

When  they  had  done  thu5,all  the  wealth 
and  mooucables  of  the  Citty,  the  Jewels 
&Trcafures  of  the  Temples, were  broght 
together  in  (pacious  places, &  there  con- 
fumed  with  fircjycajand  all  parts  6^  quar¬ 
ters  of  the  Citty, without  leaning  a  houlc 
(landing,  fuffered  the  very  famcconfum- 
mationj  and  ciicry  man  tookc  a  fudden  & 
fpeedy  dilpatching  poyfon, whereby  they 
might  the  fooneft  dye.  Thus  the  Tem¬ 
ples,  houfes,  goods,  and  perfons  of  the 
Numantines, had  continued  in  prot 
perity  fourc  hundred,  fixty  &  fixe  yearcs, 
had  finall  conclufion  all  in  one  day .  A 
fight  mod  horrible  it  was  to  behold,  that 
the  ll^mantines  AiA  thofe  things  lining, 
fo  full  of  gaftly  terror,and  not  be  remoo- 
ued  from  them  at  their  houreof  death. 
For  they  left  not  to  ScipioyZny  goods  as 
booty  or  pillage, nor  lb  much  as  a  man  li- 
uing,for  a  Trophec  or  Triumph. 

Scipio{^z\w^NumantiA  flaming,and  af¬ 
terward  entring  thereinto,  beheld  all  the 
buildings  demoli(hed,and  turned  one  vp- 
pon  another,  all  the  Inhabitants  burned; 
he  gricued  very  greatly, and  being  vnablc 
to  containc  himfclfcfrom  tearcs,cryed 
out  thus:  O  mojt  happy  Numantia,f^ 
the  Gods  appointed^  that  thou  fhouldjl  rather 
remaine  deHroyedjthen  conquered  !  Numa 
PompilUuspiiTxg  of  the  Romans  this 
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Citty  of  Numantia  to  be  builded,  &  Sci- 
pio  the  Romane y  being  aged  then  but  two 
and  twenty  ycares,faw  the  ruine  of  it. 


CHAP.  VII. 


That  a  valiant  Generali  or  Captame,  ought 
firft  to  embrace  mfedome  ^ prouidenccy 
bfore  he  do  make  experiment  of  his  for¬ 
tune  :  and  alfo  that  after  vilioryjbe  jhold 
be  milde  and pittifud. 


be  a  Captain  or  Gcncrall,is  an  Of- 
^  ficc  very  honorablc,but  yet  attended 

by 


MiMp 


_ 

i^hap.7.  Duties  of  a  Captaine  or  Generali. 

•he.  |||  ^  - — : - — — —  -“7  ^  ^  ^ 

j  by  many  dangers .  For  notwithffanding 


ijNTc^usoffic^cof  pcrformc  but  what  hee  may  and 


aCaptafiwor  ought,  yct  if  misfortune  be  prcfcnt  in  gi- 
Gcnerall.  thc  battaile,and  rcturne  him  off  with 


^outvi^foryj  heefhall  ncuerfatisfie  thc 
vulga;^,  but  the  people  will  hold  him  in 


of  the  illuftrious  &  mag¬ 

nanimous  Prince  Frances  of  Burhon^ 
Duke  of  Anguien^  Jyif^g  vpon  the 
ground  at  thc  taking  of  ^.^untinsx  All 
rficfe  great  perfons  could  not  rcfraine 
fromtcares,  although  the  other  were 


bad  icputation,  although  it  value  his  life  ( their  deadly  enemies.  For  albeit  dieirge- 


'S 

'**C 


-ViCJJ, 


in  thc  adiiencure .  Let  cuery  man  bee  of 
what  quality  and  wifedome  bee  may,  or 
would  wifh  to  be,  &  vfc  thc  beft  carriage 
he  can  pofSbly  deuife  5  yct  we  (hall  ncucr 
hcare  a  conquered  Captaine  called  wife , 
or  him  tcmcrarious,that  gets  thc  viftory . 
It  is  a  good  thing  that  Captaines  (hould 
be  wife,  but  yct  much  better  to  be  fortu¬ 
nate. 

Scipio  AffrkdnM  vfed  to  fay  5  That  all 
tobceeff'ajedinwrre,  before 
■fLi  Scipio  Affri-  they  lay  any  hand  to  weapons truth) 
UficJe  he  faidc  well,  bccaufc  there  is  no  greater 

vi(ftoryin  thc  world,  then  that  which  is 
wonne  without  effufion  of  blood.  Cicero 
cicmiiAttU.  1  writing  to  ^fwia/aith  j  rhat  the  Caftaine 
,  J  which  conepters  hU  enemies  by  counce drought 

to  be  no  leffe  elieemed^  then  hee  that  did  it  by 
I  thefwordMda.TiberiusjOaligula^znd  Ne- ' 
ro^  they  ncuer  knew  any  other  courfe,  but 
tiitwtioo.;;  1  to  command, and  kill :  whereas  contrari- 

:co[  iei  ,  vj\{c,AuguBftsJ^itmfit\d  T mane  knew  no 

AgreataiftV  wav,  thcnto  entreate  fairely  and 

ntturcs.  I  pardon,  fo  that  by  pardoning,  they  con¬ 

quered  more,  then  thc  other  could  do  by 
bloody  fighting. If  Captaines  would  but 
confider  thefc  things, perhaps  they  wold 
not  be  lb  ready, in  oppofing  their  Armies 
to  fuch  multiplicity  of  dangers :  whence 
oftentimes  cnfiicth,  that  in  thinking  to 
be  reuengedon  their  enemies,  they  (in 
thc  emde )  become .  vanquiihcd  them- 
felues. 

Theodojius  thc  Empcrour,when  hee 
befiedged  any  Citty,  he  would  not  fuffer 
his  Souldicrs  lostitEt  any  fcaling  En- 
gines,or  make  any  battery ,vntill  ten  daics 
were  fully  paft^^ring^^wbichtnnCj  hee 
offered  no  ofifence  to  thc  Cittizens,  but 
A  noble  mind  daily  admonifhcd  them, faying.  I  grant  ye 
the  tear  me  of ten  daies,  wherein yee  may  pre- 
uaile  with  mee  by  fauour  and  mildnejfe^  ra¬ 
ther  then  ha%,ard  the  trinU  of  my  power. 
When  great  Alexander  faw  the  dead  bo¬ 
dy  of  Darins:  lulm  Cafar  the  head  of  Fo- 
peyy  when  Marcellus  burned  Siracufa^^nd 
Scipio  beheld  flaming ;  and  in 

our  later  times  jwhen  that  hcroycall  Ema- 
nueilFhilebert^  Duke  of  SauoyefxVnac:^ 
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ncrousfoules  were  well  (acisfied  with  ob- 
tayning  victory,  yet  notwithftanding, 
fuch  great  and  weighty  Ioffes  did  much 
difcontent  them,  confidcring  their  cafes 
might  haucbccne  the  like.  ■ 

Piny  and  clemency  neucr  loft  thevi- 
dory  in  warre  ^  but  on  the  contrary ,  the 
Captaine  bloodily  minded ,crucll, and  re- 
uendgefull,  hath  cyther  becneflaine  by 
the  enemy, or  betrayed  by  his  owne  fol¬ 
lowers.  Therefore  it  was  not  without 
great  rea(bn,that  /uliits  Cafar  carried  im- 
mortall  renowne  among  all  Princes  and 
Captaines  of  the  world,  not  for  beeing 
more  faire,  more  ftrong,  rtiorccouragi- 
ous,and  fortunate  5  butonclybccaufbfar 
greater  was  the  number  of  enemics,i.tb 
whom  he  frankly  affootded  pardon,  then 
thofe  that  hec  had  vanquifhed  and  flew 
with  the  fword .  Thefamous  Captaine 
Narfes^  who  fubdued  thc  GotheSy  vanqai- 
fhed  the  BaBrianSy  and  domineered  oner 
the  AllemaigneSyUznci  vndertooke  a  daics 
fight  againft  an  enemy,-  but  thc  night  be¬ 
fore,  hee  kneeled  and  wept  to  himfclfe  in 
thc  Temple .  Tfogus  Pompeius  record-* 
cth,that  thc  moft  fignale  viftorics  of  thc 
Romanes,  were  not  wonne  in  regard  that 
their  Armies  were  mighty  and  ftrong  5 
but  bccaufc  their  Captaines  were  dcxic- 
rious,  a(ftiue,  and  gallant,  in  all  feruiccs 
they  vndertooke. 

It  is  expedient  alfo,that  thc  Generali 
or  Captaine  (abouc  all  other  things) 
fhould  be  vigilant,&  procure, that  among 
thc  Captaines  of  his  Army^affaircs  (con¬ 
cerning  warre)  fhould  be  kept  fccret ;  be-  , 
caufc  the  higheft  enterprizes  neuer  can 
hauc  good  fuccelfe,  when  they  are  difeo- 
uered  before  they  can  be  effefted.  Sueto- 
nm  declareth ,  that  it  was  ncuer  heard 
faid  to  Julius  Cafar  5  Muft  wee  do  this  to 
day, or  (hall  we  do  that  to  morrow  ?  On¬ 
ly  he  would  anfwcr  5  Doe  this  inHantlyy  ^ 
to  morrow  wee  fhallfee  what  is  then  to  bee 
done,  Plutarch  writeth  in  bis  Moralles, 
dcrox  Lucius  Mete  Hus  becingreqiiefted  by 
one  of  his  Captaines,  to  know  on  what 
day  he  would  giuc  the  bactailcj  made  him 

this 
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this  anfwcr.^  /  wi/l  that  my Jhirt  knew  the 
Iciijl  thought  of  the  things  my  hart  intendeth^ 
I  would  immediately  burne  it^  1 1  is  wel  done 
to  confult  on  matters  of  war  with  manyJ 
but  the  refolution  of  them  i$  not,neyther 
ought  to  bee  imparted  but  very  few^ 
othcrwifcjthey  may  bee  publifhed  beforfc 
they  are  fully  concluded*  .  And  cfpcciall 
care  is  to  bc'taken^  that  no  confuJtaiion 
be  had  with  fuch  men^as^arc  cy  thcr  obfe 
nate  in  their  counccls,  pr  rafh  andheM- 
ftrongin  their  adions/foriin  cafes  wWch 
happenLofnetime  in  war,it  is  kfle  haime 
torctire^then  nin  vvilfullv  on  Ioffe.’  loPj 
-..,Alcibiades,ZY2i\i2ini  Gaptainc  among 
the  Gtecians^kd  to  fay  ilMen  ofmagnani* 
mi^  and  courage\  jhould  fometimes  rather 
Jlye  then  tarry  ybecaufe  honour  commands 
attendance yindwifedome  wils flight, Vox  in 
greatcftpcrils.it  is  better  that  men  fhould 
ftibmit  themfclucs  to  rcafon  5  then  that 
they  fhould  be  commanded  by  fortune. 
AiCaptaineought  to  becoimcelled  in  all 
things,  except  when  he  meetes  with  a  d% 
gemot  forefecnc  •  For  many  Capcain’es 
at  diuers  times  in  warrc,*haue  loft  them- 
fellies  by  no  other  occafion :  but  bccaufe 
at  fuch  time  as  they  fhould  haiie  brought 
to  effect  fbmc  notable  dccd.whichadmit- 
ted  not  the  Icaft  minutes  trifling  5  they 
flood  then  mufing,^  idcly  called  a  coun¬ 
cell  to  no  purpofc .  It  is  nccclTary  alfb, 
that  a  wife  Captainc,  after  hehath  obtai¬ 
ned  a  viSo^y.^ifhould  viiderftand  how  to 
vfc  and  cnioyit.  For.if  Hanniball^oia  the 
day  at  C annas ^  haue  told  how  to 

hauc  vfed  his  forctinc,  Scifio  the  ^ffricane 
had  ncucr  conquered  him.  .  ^ 
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CHAP.  VIII. 


•> 

Of  the  Salique  Law  ^t  he  originall  thereof  and 
who  were  theflrjl  Authors  and  Inuenters 
ofit^  ,  .  t 


|N  the  time  of  Pope  Boniface^ 
thefirftof  that  name ,  and  of 
the  Emperor  Honorm^  in  An. 
*420.  the  Franconians  hailing 
forfaken  their  Cotintry,  came  to  inhabitc 
along  the  Riuef  of  Rheine^  which  hauing 
paffedi  they  remained  for  fomc  time  at 
7>e;^e/,Now  as  thefc  people  were  of  bar¬ 


barous  manners,  lining  vnciuilly  &  with¬ 
out  law  5  Pharamond  their  firft  kitigJ-Soh 
vnto  their  Y^wV^MarcomiPy  chofe-foure 
chccfc  and  principal  men  of  the  Skambri- 
ans^^kho  by  their  councel  anddetTOiriha * 
tion^might  giue  a  law  to  the  pdd][)Ie.  The 
nimd  of  thofc  foute^mcn, 
LoscocaftyS'aigafl^yZtti  Whb'by  au“ 

thority  of  the  king  and  peo^c^*  ftidowntf 
a;Lawin%nting.  ap- 

proouHdabdpubliflfBd^'^'dfi^gfj;  tobeC 
called  the?  %  thfc  nameofthe 

place‘  4iP;ifoi^4^/,wher  i^wis  made.-as^fe 
fay, or  clfeby  the  hamb  §f  tlie  faid  Sdfafty 
who  wais  ChauficeUdii<tO  Pharamondy^nd 
chcefc  of  the  fourc.  •-- - " 

This  Law  contained  the  f6rme;of  fuc- 
ceedingin  thekingdomeof  France the 
manner  of reigningjandirhath  ciicr  fincc 
bin  obferued  by  the  France^  and 

their  people  vntill  this  prefent.  ^  *  Among 
other  articles  therein  contained,  women 
are  declared  vnableto  rule  the  kingdomc, 
and  depriued  offucceffion  to  thccrowne, 
although  they  are  the  foie  &  only  daugh¬ 
ters  to  the  King;  nor  can  they  hauc  any 
portion  of  inheritance  in  the  Gallician 
Lands,  but  oncly  vfc  and  profites  by  the 
owners  confent,  implying  ncccffarily, 
that  after  their  deaths^  thofc  allowances 
returne  to  the  Crowne  againe.  And  this 
Law  is  conformable  to  the  Roman  Law, 
cald  which  was  made  at  the  time 

bccwcene  the  fccond  &  laft  war  of  the  Ro¬ 
manes  with  the  CarthagenianSy  and  which 
was  pronounced  by  Voconius^  Tribune  of 
the  people.  And  Aulm  Gellim  faith, that 
there  is  nothing  more  profitable  to  the 
common-wcalih,thcn  the  faid  law, which 
deboutcih  women  from  fiicceffionjwhich 
T/f.  Liuius  fiitb  yAParcusCato(2  graue  ma) 
perfwaded  in  an  Oration  made  by  him. 

And  althogh  it  may  be  faid  concerning 
this  Law,that  it  concainctb  no  equity ,be- 
caufe  it  coiicheth  thefiicccffion  of  priuatc 
perfons:  yet  on  the  bchalfeof  theking- 
domcjfor  which  it  waitordayned,  it  is  iufl 
and  rcafonablc^and  bydifpofition  of  wo¬ 
mens  right,  they  ought  not  there  to  iuc- 
cecd  in  the  kingdomc,  nor  rights  of  the 
crowne,  except  there  be  fomc  priuilcdgc 
or  cuftomc  to  the  contrary .  So  noteth 
John de Imola.ovithz  Chz^t(tx Grandiytis. 

deflmplicineglegen,prelaxo  the  Cm,  And 

for  this  was  made  the  tenth  chapter,  ^i 
feodapof  jf.hocautem.  C.dilecJi,  dearb. 

Baldus 
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Thenamre.- 
andconditi-' 
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lique  Law. 
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conia  among 
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containeeb 
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Chap.  5?.  Of  Letters  containing  Secrecy. 


Balcm  in  Leg. 
deScfia, 


The  fucccfli- 
on  in  the 
Ciewnc  of 
France,  after 
the  death  of 
Lewes  Hutin, 
in  a  continu¬ 
ed  defeent. 


r' 


Coucerning 
fuch  lands  as 
are  once  vni 
ted  and  in 


the  Crewne 
of  France. 


’th^crewnr  the  fame  Crowneisjas  well 

in  regard  of  fucceflions  and  acquifitions, 
as  other  caufes  •  For  at  all  times^and  as 
often  as  a  Land  is  vnited  to  the  Crownc, 
nature  of  the  kingdomc,  and 
muft  begoiierned  in  all  thingSjaccording 
to  the  conditions  thereof.  For  the  king- 
domcisan  vniucrfall  thing,  which  com- 
prehcndeth  many  other  in  particular :  as 
it  is  faid  in  the  Law  Peculiumff^dc  Lega  ij. 


Baldui  IS  o{  the  fame  opinion,  fpcaking 
expreffely  concerning  the  kingdomc  of 
Fr4;;re',  and  faying,  that  the  king  of  Eng- 
landy  Sonne  to  one  of  the  daughters  of 
in  regard  of  this  law,  might  not 
pretend  any  right  to  the  Crownc,  and 
faithjit  is  clearc  andeertaine,  as  hec  quo- 
tcih  on  the  firft  \2iW,ff^de  Sena,  And  as  I 
hauc  formerly  faidc,  it  hath  euermorc  bin 
fo  obferued  and  held  in  France, 

For  example,  when  Lewes  Hutin  dc- 
cca(cd,helefc  one  daughter,  wife  to  the 
Count  d'Eureuy: :  Philip  lelong^  his  Bro¬ 
ther,  fucccedcd  him,  (neuerrhcleffc)  as 
well  in  the  Grownc,  as  in  all  the  Landes 
thereto  belonging.  And  after  the  death 
of  Philip  lelongy  although  hec  leftfourc 
daughters  5  yet  C  harks  le  Bel  {hishioihQv) 
fucccedcd  him,  as  well  in  the  Crowne,as 
other  inheritances.  And  after  the  dcceafe 
of  Charles  le  F^/,notwithftanding  hee  left 
one  danghter,named  Blanche^  wife  to  phi- 
lip.,  Duke  of  Orleance,hls  coufin :  yet  Phi- 
Up  de  Valois  fucceeded  him.  In  like  maner, 
after  the  death  of  king  Charles  the  eight, 
Lewes  Duke  of  Orleance^  his  coufin  fuc¬ 
ceeded  him ,  before  Madame^  Anne  of 
France,  his  Sifter,  wife  vnto  the  Duke  of 
Bourbon,  and  this  was  king  Lewes  the  i  li 
who  althoiigh(by  his  deccafe)  he  left  two 
daughters,  Claude  2x\A  Renee  \  yetneuer- 
thcffc^FrancesDvkc  of  Valois  and  of  An^ 
^goukfme jtbc  very  neercftintheline  col- 
‘iaterall  and  mafeuline,  fucccedcd  him  as 
well  in  the  Crownc,  as  alfo  in  the  Duke- 
do  me  of  albeit  thefaideZw^’i' 

the  twelfth, his  Father,  and  Lewes 
Duke  of  his  Gr  andfather,  had 

held  the  Dukedomcof  Orleance^  by  the 
gift  and  inheritance  which  cW/ey  the  5. 
bad  made  to  the  faid  Lewes ^  Duke  of  Or- 
leancehis  Sonne. 

For  right  and  iufticc  requireih,  that 
all  Lands  which  are  once  vnited  and  in¬ 
corporated  to  the  Crownc  of  France^ 
lhall  be  of  the  proper  nature,  quality  and 
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putlic.Jf.cie 
ventre  infpic. 


Vmlde  Cap.  in 


And  not  onely  the  Salique  Law  is  kept 
in  France,  but  allb  it  is  found  in  many  fta- 
tutes  in  Italy,  and  elfewhcre,  prohibiting 
women  to  fucceed,  which  is  done,  faith 
the  Text  of  the  Law,”**  Fauore  agnationis 
conferuanda,  ‘vt  dignitas  familtarum  Jalua 
Jit  •  And  Baldus  faith,  that  a  woman  is 
not  the  head  or  Prince  of  the  Family, but 
the  endc  thereof. 

Paulus  deCafiro^  on  the  Law  Marittss, 
C,deprocur.tmbyhnt\\e,  linage  and  fami¬ 
ly  beginneth  in  the  males,  and  is  confer- 
ued  by  the  males.  And  fo  it  feemeth3that 
the  Etimologie  of  the  word  Sorbrdcch- 
reth,which  Labeo  Antiliius  giueth  in  Au- 
lus  Gellius,  Soror  appellata  e(i  quod  quajije- 
orfum  nafeitur feparaturque  ab  ea  domo  in 
qua  nata  eji^  ^  in  aliam  familidm  tranfgre- 
(S/r»r.Thatis  tofay.  Ajilferis  fota/led,as 
Jhe  that  is  borne  almoji  apart  by  her f elf e^  and 
u  feparated  from  the  houfe  wherein  [bee  was 
borne, and  changing  the  place,  goeth  to  dwell 
in  another  family , 


Aul  Gdlimm 
lib.i^.cap.jo. 


CHAP.IX, 


Examples  of  fome  Letters  contaynlngfecrc- 
cie,and  fent  in  fuch  manner ^as  they  might 
not  be  knowne^  but  onely  to  fuch  whom 
they  effecially  concerned. 


Arpagus  writing  to  Cyrus^ 
concerning  the  treafon  of 
King  hailing  cun-  a  Hare 

ningly  vnbowelled  a  Hare, 
put  his  Letter  therein,  and 
after  hee  had  ingenioufly  fowed  itvp  a- 
gaine,deliueredit  (with  the  Hayes  or 
Nets)  to  one  of  his  Huntfmen,  the  faith- 
fulleft  of  all  his  hou(hold,and  hec  carried 
it  to  king  Cyrus, 

Hyliyaus,  dc^firous  to  WTite  to  ArtHa- 
^<?r^,didfhauc  the  head  of  one  that  was 
his  truftieft  fenianr,  and  wrote  vponthe 
skull-skinne  what  hee  would,  containing 
three  or  foure  C  arraders,  and  afterward 
kept  him  in  his  houfe,vnti!l  the  bairc  was 
growne  quer  asihickc  as  before, and  then 
he  fent  him  to  AriFiagoras.,m\\ix\%  that  he 
fhould  caufe  him  to  be  fhauen  againe,  fo 
foone  as  he  wascome  vnto  him, and  fo  he 
vnderftood  the  others  minde. 

Aldus  GeUrn  reportetb,  that  lulius 

_ ^  Cafar 


Writing  on 
the  skull-skin 
of  the  head.  ■ 


Of  the  Normans. 


^  Booke. 


How  luliu? 
Cjefar  wrote 
hU  Letters  d! 
efpeciall  in- 
tdligcncc. 


Frontlnits^m 


Small  Tablets 
of  wood  CO' 
ueredwith 
Wax€. 


The  cunning 
•^of  Hircius  in 
conueighing 
his  Letters. 


A  Letter  fcnt 
into  the  ene* 
(Dies  Campe 
by  an  arrow* 


Froniinmin 


Cdfar  fonactimes  fcnt  him  Mi(fiucs,whcn 
he  had  any  vrgent  occafionj  and  to  fome 
peculiar  places :  and  in  them  were  letters 
formed  oncly)  without  any  fillables  an¬ 
nexed  to  them.  So  that  when  they  werd 
looktonandqueftionedj  no  word  could 
be  colle^cd  to  any  purpofc,  but  by  him- 
felfe,  and  him  to  whom  they  were  inten¬ 
ded,  being  a  mute  and  fecret  inuention, 
yet  familiar  to  fuch  as  vnderftood  them. 

(faith  Frontinui)  being  dejirou^ 
i  n  (uBiomofwiirrejto  fcndtheirlettersmif- 
Ji  ue  fecretly^ohaue  their  inuentions  known^ 
and  yet  to  amide  all  jneanes  of  difeomry^ 
haue  Tpritten  within  the  Scabbards  of  their 
Swords ^and  fent  them  as  acceptable prefents 
whereby  they  haue  cleanly  ef  :aped. 

Demaratus  defiring  to  make  knownc 
to  the  Lacedemonians ,  how  king  Xerxes 
was  armed  and  prepared  for  his  iourncy 
againftGwcr;  did  write  the  councell  of 
the  king  in  fmall  Tablets  of  wood,  which 
hccoueredouer  withwaxc,  and  in  that 
manner  fent  them  to  the  Lacedemonians^ 
who  taking  off  the  waxe,  read  all  the  con¬ 
tents  there  written. 

Hirtiiis  the  Confull  fcnt  letters  writ¬ 
ten  vpon  Lead  (but  notknownc  howto 
be  readjbeing  intercepted)  to  Ma  rke  An- 
thony^hcticd^td  at  Modena-^  they  were 
carried  by  an  honeft  Soldiour,  who  wore 
them  as  bracelets  about  his  wrifts,&  with 
them  fwom  oner  the  Riucr  Scultena,  The 
fame  Hirtius  likcwifc  tycd  letters  about 
die  necks  of  ccrtainc  Doucs,  which  hcc 
keptclofe  locktvpin  aconuenient  place, 
where  no  light  was  to  beefecnc,  neythcr 
did  he  giue  them  any  food  5  that  when  he 
fhould  let  them  loofc  neere  to  the  walks 
of the  Cicty  (as  eafily  he  could  doe)  they 
being  greedy  of  light  and  food ,  might 
mount  aloft  vpon  the houfes,  where  bcc- 
ing  taken  by  Brutm^  and  by  the  meanes  of 
food,  purpofely  appointed  there  for  the, 
he  vnderftood  what  he  dcfiredl 

Paradinejinhis  hiftory ofoiir  times^ 
writetb,  that  when  as  Rhodes  was  befiedg- 
edby  theTiirke,  atraytournamed  Friar 
Andrew  de  Meraill^  a  knight  of  Fortugall^ 
making  a  (he  w  of  carefiill  looking  to  the 
Watch;  (hot  a  letter  (bound  about  an 
Arrow)  into  the  enemies  Campe,  wher- 
by  he  gauc  them  aduertifement,  in  what 

eftate  the  Citty  ftood. 

Frontinus  hath  many  other  examples 
of  (ccrct  Letters,  in  matters  of  lone,  of 


which  I  will  relate  two  only,remcmbrcd 
by  Aeneas  Sylum  Picholiui  Pope  Pirn  the 
fccond  .  P4rW//^ayoungman  (faicth 
he)  fent  a  louc-letter  in  a  Nofegay  of  Vi¬ 
olets  to  LucretUy  whom  hce  dcarely  affc- 
(fted.And  finding  no  fiicccfTe,  wrapt  ano¬ 
ther  in  a  pellet  of  waxe,  which  he  couc- 
red  as  a  fnow-ball ,  and  fo  threw  it  in  at 
his  Miftrefles  Window. 


CHAP.  X. 


ADifeourfe  concerning  the  originallof  the 
NormanCs,  what  valiant  alles  haue  bin 
performed  by  them ;  and  of  Guif- 

cardo. 


HE  Normanesztc  ancient¬ 
ly  defeended  of  the  Gothes^ 
and  vfurped  that  great  half- 
Ifland,  fom times  called  Da- 
ma^2nd  fince  Dacia ;  where¬ 
by  thekingsof  thacProuincc,  were  na¬ 
med  kings  of  the  Danes, 2nd  of  the  Gothes. 
They  had  acuftomc,that  the  kingdomc 
came  to  the  eldeft  Sonne,  and  therefore 
fent  the  other  Sonnes  to  feckc  their  for- 
tune.It  came  fb  to  paffe ,  that  Lutroens 
their  king  (who  was  not  a  Chriftian)  ha 
uingtwo  Sonnes;  according  to  the  pre¬ 
cedent  cuftomcsfent  the  youngeft  named 
BtergoHuspvx  of  the  kingdomc,  albeit  he 
loued  him  very  dearely,and  therefore  op- 
mitted  the  care  of  him  to  a  Gentleman 
of  his  Coiirt,namcd  AHengus^  to  whom 
Jie  gauc  in  charge,  that  he  fliould  furnifb 
him  with  a  troopc  ofvaliant  men. 

An  indifferent  Army  bccing  giuen 
him,  they  came  vppon  the  confines  of 
France,2nd  entring  Picardy, '\poScffcd  the- 
feluesof  moftofthe  Townes  and  Bour- 
roughs, burnt  Saint  Suintins  and  Neyon, 
and  for  the  fpacc  of  forty  yearcsjdid  infi¬ 
nite  harmes  to  the  Rcalme  of  FranceXoi 
after  \\\2\BiergoHii5  was  dead,  they  elec¬ 
ted  (as  their  cheefe  Commander  &  Cap- 
taine)  a  very  valiant  and  gallant  Knight, 
called who  made  three  Campes^ 
which  entered  France  on  three  fcucrall 
fides:  the  one  mounted  vp  the  Riucrof 
Seyne-^i\it  other  along  the  Riucr  oiLoyre-^ 
and  the  third  by  the  Riucr  oiGerunda^ 
fometitne  called  Garona  at  Four deaux, 2nd 

fo 


Fide  Sahelli* 
cusEmsfid^, 


Biergoftus 
fern  tofcckc 
his  fortunes 
abroadi 


The  death  of 
Biergoftus,  & 
the  eledion 
of  Rollo. 
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Chap. 


lo. 


Of  the  Normans. 


A  peace 
niiidc  be* 
ttrcenc  Rol’o 
and  Charles 
the  Simple* 


fofeattred  thefcliics  throughout 
rauagingand  burning  whercfocucr  they 
camc.Which  being  perceiiicd  by  Charles 
the  third  of  that  namCjand  called  the  fim- 
plc  king  of  FrAnce^2x\^  knowing  alfo  jtbac 
he  had  no  mcancs  to  refift  them  ^  he  trea¬ 
ted  a  peace  betweene  A^/7<?and  him,  by 
the  Arch-Bi{hop  of  Roane ^  named  Fran- 
quoHy  which  was  concluded  ncere  to  the 
Riuer  of  Ef>ta^  the  King  being  on  the  one 
fide  of  the  Riuer,  and  RoUo  on  the  other. 
Therein  was  an  appointment  made,  that 
Charles  fhould  giue  his  Daughter,  na- 
mzAcUetta^m  mariage  to  Rollo^  to  whom 
he  afligned  as  her  Dowry,  and  an  inheri¬ 
tance  for  the  children  borne  in  this  mar- 
1  riage,and  not  otherwifc,the  Prouince  of 
f  That  which  •  Neusirla^  which  RoUo  caufed  afterward 

Nwmandic!^  to  be  called  Nortemania,  which  fignifieth 
I  a  Northernc  people. For  Nort{\n  the  Da¬ 
cian  tongue)  is  as  much  to  fay  as  Norths 
and  man  implicth  Homo^io  interpreted  of 
it  felfe,  from  whence,  by  a  corrupt  kinde 
of  fpeech  afterward,  it  was  called  2^rt- 
mandie» 

The  king  created  that  Country  to  be 
aDukedome,  and  gauehis  Daughter  in 
marriage  to  the  faid  Rollo^  as  formerly  it 
was  concluded,  yet  with  this  condition, 
that  Rollo  fiiould  become  a  Chriftian : 
whereto  he  condifeending,  he  was  bapti- 

zed  and^na  ycarc  500  and  12.  &  by  Fran- 

med  Robdert,  ’  Arch-Bifhop  of  Roanejbcclng  then 
marying  with  named  Robert ^by  Robert y  Count  of  Poi- 

who  was  Godfather  to  him  at  the 
Font.  And  by  the  example  of  RolIoy^Al  the 
Normans  that  were  Pagans y  caufed  them- 
fclucs  to  be  baptized^  which  caulcd  Duke 
Robert  tQ  do  homage  loVingC harks ^  for 
the  Country  of  NeuHriay^za  conuerted 
'to  be  Normandy, 

Hiftorians  doe  report  a  pleafant  and 
ridiculous  a£tc ,  which  R^/k  did  on  the 
day  when  hcc  came  to  performe  his  ho¬ 
mage  to  the  king,  forfbme  aduifedhim 
tokifie  thefeeteof  his  Maicfly,  accor¬ 
ding  to  acuftomciri  that  cafe  obferued, 
Biithee  difdayningto  fall  on  his  knees, 
.  j  tookc  the  kings  foot,  lifting  it  vp  to  reach 
h(wdiy  ma^n"  |  '^ouihjand  fo  ouer-high,that  the  king 

fell  backward  from  off  his  feate.  V  Vherat 
the  Normanes  fell  into  a  great  laughter; 
but  the  French  were  offended  and  vexed, 
taking  this  bchauiourinvcryill  manner. 
Nciicrthclcflc,  this  deed  was  imputed  to 
fimplicity,bccanfc  Rollo yn  making  his  cx- 


Charlcs. 


(5 


Duke  Robert 


Her. 


cufcjauouclicd,  that  filch  kinde  of  killing 
the  footc,  had  beene  an  ancient  cuftoine 
in  his  Country.  About, a  yearc  after,  RoUo 
feeing  himfclfe  peaceably  pofleffed  of  all 
Normandy y  repudiated  his  wife  Cilettay  &: 
put  her  to  a  pittifull  kinde  of  death,  not 
hailing  any  childe  by  herein  which  refpeii 
as  well  by  right  of  forfeiture,  as  by  other 
conditions  conrraded  in  the  marriage, 
without  allqueftion,  the  Country  and 
Dukedomc  fhould  hauc  returned  to  the 
Crowncof  F>'4weagain,asatthcfirft. 

Long  time  before  Rolla  became  a 
Chrifiian,  heehad  carnal!  knowledge  of 
the  Daughter  to  Berengatw  ^  Earle  of 
Reaumis^  ihcbccing  named  by 

whom  he  had  a  Sonne  called  William 
afterward  was  tearmed  Long-Sword,  Hec 
being  borne  in  vnlawfull  and  finfullcopu- 
lation,out  of  marriagCjand  the  ade  com¬ 
mitted  by  a  Chrifiian  with  a  Pagane,  was 
confcquently  difablcd  from  fucceeding 
in  the  Dukedomc.  But  howfoeiicr  it 
came  to  paffe,  the  Normanes  finding  the- 
feluesfo  ftrongand  dreadfull;  poffefled 
this  of  the  Dukedomc,  and  the 

kings  of  were  enforced  fby  reafon 
of  hauing  fo  {lender  meanes  in  tho(e 
times)  to  endure  and  fuffer  all .  So  that 
the  Succeffors  of  RoUo  or  Robert^  enioy- 
cd  ftill  that  Country,  though  by  corrup¬ 
tion  of  faith,  and  no  true  ty  tic  thereun¬ 
to. 

Of  this  William  came  Richard yCnmcnti 
Long-jhankes'y  and  oftbat  Richard  a  fecond 
Richard  of  this  fecond  Richard  a  third 

Richard  *yVjho  was  Father  lo  Robert  y  that 
was  Father  to  William  the  Baftard,  which 
conquered  England.  W  hereby  it  very 
plainly  appeareth ,  that  of  the  fore-named 
Rollo  or  Robert y  the  Dukes  of  Normandy ^ 
and  three  Kings  of  England  receiued  ori¬ 
ginal!. 

Now  concerning  the  Sonne 

to  William  y  Sonne  to  RoUo  or  Robert y  hce 
had  two  Sonnes,  the  one  Robert y 

and  the  other  Richard  alfo,  who  becing 
defiroiis  of  glory  and  fame,  went  into  Si¬ 
cily  with  great  troopes  of  men,  and  there 
they  made  war  fucceflefully  many  yeares 
together .  Thefc  two  brethren  beeing 
dead,  xhc  Normanes  beeing  then  in  pay 
to  the  Duke  of  Salernos  made  choifeof 
a  new  cheefe  Commaunder  or  Cap- 
tainc  named  Trilfam  Cifielloy  who  ha-* 
uine  flainc  a  Serpent,  and  beeing  in- 

K  k  fcacd 


The  Duke 

diuorced  his 
Wife,  and 
put  her  to 
death. 


William 
Loag-lword 
the  baftard 
fonne  ro  Rol¬ 
lo, became 
his  (ucceftbur 
in  his  Dukc- 
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Long-Iword. 
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fcdled  with  her  poyfon,dycd  thereof.  Af¬ 
ter  him  fuccecded  Raymond^md  fome  o- 
ther  (afterward)  elefted  for  their  Cap- 
taine,  Ferrabachy  Sonne  to  Tari- 

credjJonte  de  haute  ville^  who  had  tweliie 
Sonnes,  to  wit,  Sarno^  Godfrey^  Drogon^ 
Tancredj^ViUiam^czWzA.  Ferrabach^  that  is 
CO  {zy yArme Hr ong^Haujreyy  Robert^  firna- 
mcd  Gmjcar  do  ^  Roger  yPkcardyG0dj[rey  the 

fecondjOr  yom^ti^FrumentinOy  and  Ma- 
loger, 

TancredWvih  histwclue  Sonnes,con- 
tiniied  among  the  Normanes  in  the  exer- 
cife  of  Armes,  and  Michael  Catalaicus, 
Emperour  of  ConHantinofley  held  then 
by  vfurpation  Pouilla  and  Calabria 
the  gouernment  of  Malocco^  one  of  his 
CaptaineSj  and  Lieutenant  for  him  in 
thofe  Countries  .  Sonic  other  places 
alfo  were  inuaded  by  the  Sarr aunty  who 
poireifed  5/Vi^,continually  molefting  the 
faide  kingdome.  The  valiant  and  gene¬ 
rous  Williamy  being  created  Captaine  of 
the  ?iormanes^  niade  a  league  with  the 
Princes  of  Capua  and  SalernOy  and  alfo 
m\\\  Malocco^  Lieutenant  to  the  Empe¬ 
rour.  Ail  thefe  palled  together  (with 
their  Armies)  into  Sicily  againft  the  ^"4^- 
rauns ymi  hauing  vanquillied  and  expel¬ 
led  them  thence,  diuided  the  prize  equal¬ 
ly  among  them.  But  Malocco  furrendred 
the  lands  of  that  Ifle  to  thofe  Gouernors 
which  the  Emperour  had  lent  thither  be¬ 
fore  the  warre.  Whereat  WiliiamhCm^ 
offended,  yetdilTembiinghis  anger  and 
intentions,  marched  with  his  Army  to¬ 
wards  Fouilky  where  hee  poffefTcd  him- 
felfe  of  many  places, and  encring  Melphet^ 
there  flrongly  fortefied  himfelfc. 

VV'hen  Malocco\i^vcd  thefe  newes,  he 
departed  from  and  fuddenly  went 
with  his  Army  to  Melphes^  butlViHiam 
being  come  foorth  of  theTowne^  gaue 
fuch  a  valiant  affault  vpon  Maloccoy  that 
killing  the  better  part  of  his  followers,  & 
chafing  him  from  the  greateft  iqrifdidli- 
ons  of  Pouilla  •  hee  fully  cnioyed  ir,  and 
made  himlclfe  Earle  thereof .  After  the 
death  of  William^  T)rogonh\%  Brother  ob¬ 
tained  the  Seigneury  of  P4«/7/4,and  being 
a  man  of  great  valiancy,  as  alfo  very  well 
experienced  in  Arms, fought  three  times 
in  one  day  againft  the  Grecians y  and  oucr- 
camc  them, encrcafing  his  Countries  dai¬ 
ly  more  and  more. 

About  feuen  yearcs  zixtx^mogon  died. 
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znd  Haufrey  ovHunfroy  his  Brother  fuc- 
ceeded ;  and  after  him,  Godfrey^  who  left 
Balegardhis  Sonne  fuccelTor  in  the  Earlc- 
dome .  But  Robert  being  a  molt  valiant 
young  man,  difpleafcd  that  his  Brother 
Godfrey  had  not  left  the  place  to  him  after 
his  death  5  expulfed  his  Nephew  by  force 
of  Armes,  and  fohelde  the  Counties  of 
Pauilla  and  Calabria ;  annexing  alfo  T roy 
thereto,  which  (till  that  time)  had  conti¬ 
nued  fubiedf  to  the  Romanes,  This  is  that 
Robert for  his  excellent  Ipirit  &  wit¬ 
ty  prouidcnce,  waslirnamed  Guifeardo^ 
which  in  the  Language,fignifieth 
ingenious  and  cunning:  although  foinc 
others  fay,  that  fuch  afirn.'ime  fignificth 
errant  and  wandering,  becaufe  the  Nor* 
manes  went  wandering  thorough  many 
Countries.  Afterward  in  the  time  of 
Vo^zNicholitsfrtcond  of  that  name,  hec 
was  created  the  firft  Duke  of  Calabria^  & 
of  Pouilla^  in  the  ycare  one  thoufand  and 
fixty. 

In  the  zx^i^yRobert  hauing  by  his  prow- 
cire,and  with  his  Brethrens  helpe,  wonne 
(in  cighteenc  ycarcs)  the  whole  Illc  of i’/- 
cilyy  and  many  other  Regions  in  Italy  •y 
fought  morcouertomake  himfelfc  Em¬ 
perour  of  ConHantinopUyiot  which  he  le- 
uied  a  mighty  Army, and  fought  with  the 
Fenetian  and  Imperiall  Armies  twicc,and 
vanquifhed  them .  But  being  retirefd  to 
Cafsiopolisy  a  Promontory  in  the  Ifle  of 
Corfucy  and  there  fiirprizcd  witbamoft 
violent  Feauer,  hec  finilhed  his  dayes  in 
that  place,in  the  Moneth  of  luly ,  in  the 
yeareonc  thoufand,  eighty  two^  hauing 
liued  glorioufly  (and won  many  victo¬ 
ries)  for  the  fpacc  of threefcorc  ycarcs. 

Thismoft  noble  Family  of  tbe  J^<?r- 
mane  Guifeardoes ,  had  a  lamentable  en¬ 
ding, in  the  ycare  one  thoufandj^one  hun¬ 
dred,  ninety  fiuc,in  William ,  whom  the 
Emperour  Henry  thefixt  caufed  to  bee 
gucldcd,  to  the  ende  hee  flioiild  hauc  no 
ability  of  producing  any  more  ifluc  by 
him.  And  moreoucr,hc  made  him  to  lofe 
the  fight  of  his  eyes,  by  Bafons  extreme- 
ly  heated,  which  hee  conftrayned  him  to 
lookc  vpon  fo  long,  vntill  the  rciieibera- 
tion  of  the  heat,  had  vtcerly  depriued  him 
of  fight.  This  impiety,  and  more  then 
barbarous  cruelty,  did  the  Emperour  vfc 
vntohim;  becaufe  none  of  that  race  (af¬ 
terward)  fhould  hinder  his  enioyingthe 
kingdome  of  Sicily^ 
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)  Nthony  du  Ferdi- 
er^  Lord  of  Fau- 
pnuAZj ,  in  his 
Bookc  of  diuers 
Readings,  hath 
well  deferibed 
the  originall  of 
the  7S(eofolitane 
di(ea{c,otherwifc  called  the  great  pox,  & 
how  it  was  brought  from  the  Countries 
ofthe  new  found  world,  difcoucrcd  firft 
h^Columbtts^  in  thofelflands  which  the 
Indians  call  Haity^2.ciA  Smfqueia,  And  as 
From  whence  dilcafc  is  vcry  familiar  in  thofc  lands  5 
firft  came  the  fois  the  remedy  thcrof  al(b  found  there, 
by  the  meanes  of  a  wood ,  called  GuyaicUy 
whereof  there  are  diuers  Forefts,  and  by 
the  vfe  thereof  it  is  cafily  healed.  Many 
people  in  thefe  parts,  who  haiie  read  the 
fore-named  Chapter,  haue  highly  con- 
traried  it:  efpecially  fuch  as  haue  had, and 
yet  at  this  prefentjdo  findc  no  cafe  there¬ 
by,  albeit  they  haue  drunk  euery  morning 
and  euening  of  that  deco£i:ion,hauing  af¬ 
terward  foundly  fweated  twice  a  yearc,  in 
thofc  two  temperate  fcafons,  the  Spring 
time,  and  fall  of  the  leafe,  nay  moreoucr, 
haue  drunkeno  other  drinke  (with  their 
mcate,  and  without)  fora  whole  yeare 
together. 

For  mine  owne  part,!  dare  malntaine, 
that  the  faid  Lord  of  Vaufriuaz,y\^\ki  faid 
nothing  but  the  truth,  and  if  the  greater 
part  of  ficke  perfons,  infeded  with  that 
difeafe ,  haue  found  no  remedy  by  the 
woodj  the  fault  is  in  fuch  as  fell  haue 

not  wel  ordered  it,noc  hauing  knowledge 
what  kindeof  Guyaicum  jChouldbc  vfed, 
nor  the  place,  nor  the  climate,  nor  by 
whom  it  is  brought  thence,  being  igno¬ 
rantly  perfwaded,  that  there  is  but  one 
kinde  thereof oncly,  againUthe  opinion 
of  fomc  that  will  meddle  with  prefcripti- 
ons,not  hauing  bin  in  the  country  where 
this  wood  naturally  groweth^  W  hcrc- 
forc  I  purpofe  to  make  good  what  I 
write,by  a  hiftory  of  two  Parifian  youths^ 
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\  who  were  healed  by  the  vfe  of  Guyaicum^ 
not  fuch  as  is  brought  hither  to  vs,  and 
how  it  hapned,!  will  ftt  downe  the  whole 
difeourfe. 

I  being  at  Park^c\  the  yeare  15 53. 1  had 
great  familiarity  with  the  two  youths,  be¬ 
ing  both  borne  in  the  Citty ,  of  good  and 
worthy  houfesj  but  1  conccalc  their 
names,  by  reafon  of  their  infedion  with 
that  veneriall  contagion,  it  beeing  molt 
commonly  taken  by  diflioneft  dealing 
with  leud  women,  and  fo  by  confequcht, 
carricth  (hamc  with  it.  This  ficknesthey 
conccaledlb  long  as  they  could,  but  in 
the  end ^ir  made  it  fclfe  to  be  knowne,  by 
Ioffe  of  their  haire,  by  red  piifhes  appea¬ 
ring  in  the  fore-head,  by  aches  in  the 
bones, both  of their  armes,  legs,  thighes, 
and  fhoulders,  as  alfo  in  the  former  part 
of  their  heads,  from  the  beginning  of 
nigiit,  till  break  of  day  the  next  morning, 
with  other  fuch  like  fignes;  as  paine  in  the 
throate,  being -fcarfely  able  to  fwallow  a* 
ny  food.Now, albeit  that  all  thefe  euiden- 
ces  arc  not  feene  ,  in  all  fuch  perfons  as| 
are  touched  with  that  difeafe:  yet  it  plain¬ 
ly  appeared, that  in  both  thefe  young  bo¬ 
dies,  all  the  fore-named  ceftimonies,  and 
many  morcbefide  (which  I  let  fleepein 
filencc)  were  apparantly  noted. 

'  In  regard  of  thefe  rchcarfed  accidents, 
which  were  fo  manifeft,  the  Parents  to 
them  both  had  intelligence,  that  they 
were  touched  with  this  difeafe  5  and  yet 
for  more  certaineafTurance  therein,  they 
caufed  them  to  bee  vifited  by  very  skilfull 
Phyfitions  and  Chyrurgions,  who  per¬ 
formed  all  that  which  arte  could  permit, 
and  yet  they  were  not  able,  neither  could 
they  cure  them .  A  fccond  time,  other 
Phyfitions  were  called  to  this  bufineffc, 
who  applyed  likewife  the  vttermoft  of 
their  knowledge  5  but  all  in  vaine,  and  the 
difeafe  it  felfe  grew  worfe  and  worfe,  fi¬ 
fing  into  knots  and  tophiesin  the  fbre- 
moft  part  of  the  head, and  in  the  bones  of 
the  armes,  thighes,  and  legs,  they  procu¬ 
red  infuppoi  table  nightly  paines.  For 
when  night  drew  ncere,  and  all  the  time 
while  it  continued  5  they  cried  and  com¬ 
plained  inccflantly,  fo  that  the  neighbors 
(onallfides)  heard  their  pictifulllamcn- 
tations,by  meanes  whereof,  their  bodies 
became  wholly  dried  vp. 

The  Phyfitions  alleadgcd,that  there 
was  fomc  great  extraordinary  matter  in 
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the  difeafe.  Forthefetwo  young  men  j 
came  nothing  neerc  to  one  another  in 
coniangiiinity  jbut  were  of diaers  tempe¬ 
ratures  and  complexions .  For  the  one 
was  delicate, foft,  merry 5  whitiflij  and  of 
tender  difpofition ;  but  the  other  was  oi 
blackifh  coulor,  ftrong, hardy,  and  many 
times  addicted  to  pcnfiiicnclTc.  Neu.er^ 
theleffe,  contrary  to  the  common  order 
of  nature,  and  all  the  Apiomes  in  the  arte 
of  Phyficke;  their  difeafes  feemed  con¬ 
formable,  which  ncucr  hapneih  to  oth^r 
perfons,offcnded  with  the  fame  contagi¬ 
on, becaufe  fomc  haue  accidents  farre  dif¬ 
ferent  and  contrary  to  other.  Hccreupon 
the  Phyfitions  referred  thecaufeof  this 
difeafe  (fimpathizing  fodircdlly,  yet  in 
fuch  diifcrcnt  bodies)  to  the  venome  of 
fome  paillardizing  women, that  had  infe¬ 
cted  them. 

But  to  make  fliorc,  after  thefe  youthes 
had  endured  much  extremity  of  paincs& 
anguifh,as  well  by  Phyfitions  andChi- 
rurgions,as  Empericks  that  had  charge  of 
them :  the  harme  had  extended  fo  farre  in 
expences,  and  no  meanc  heart-greeuing 
ofthe  Parents  ,al  which  notwithftanding, 
they  were  giiien  ouer  as  incurable,  Sd  be¬ 
caufe  there  was  no  likely-hood  of  theyr 
healths  recouery,  they  daily  defiredthe 
feizure  of  death.  Matters  ftandingin  this 
lamentable  eftatc,  God  tooke  conipafS- 
on  on  them  and  their  Parents ,  becaufc 
they  were  deuout  perfbns,  &  gaue  almes 
very  liberally  to  the  poore  daily,  prefent- 
jng  them  remedy  in  this  manner .  The 
Lord  of chmtonmj^%  Gentleman  of  Bur^ 
gundy  yZnA  of  the  Franche  Comte^  was  fent 
(by  the  King  of  Spaine)  Ambafladour  to 
Charles  the  ninth, King  of  France or¬ 
dinarily  made  his  refiding  at  Paris.  This 
Ambaifadour  was  lodged  diredly  ouer 
again  ft  the  houfe,to  one  ofthe  Fathers  of 
the  ficke  yong  men, and  both  their  cham^ 
bers  being  outward, on  the  ftrectes  fidej  it 
ca^ifed  the  faid  Lord  Ambaffadour  (who 
was  none  of  thefleepieft  men)  to  hcare 
the  greeuous  iiioanings, which  the  poore 
fickly  Neapolitan  continually  madc,whcr- 
vpon  hce  entreated  his  Hoftc  to  informe 
him,  whence  proceeded  tbofe  wofull  la- 
m€ntations,thus  nightly  made  by  the  fick 
young  man.  His  Hofte  hauing  tolde  him 
nothing  but  the  truth,  the  Ambafladour 
wrought  fo  by  his  Hoftc,  that  hce  might 
come  to  fee  the  fickly  youth ;  which  ac- 
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cordiiigly  he  did,  in  the  company  of  his 
Mother. 

The  Lord  of  Chantonnay ,  well  vn- 
derftanding  whence  the  difeafe  procee¬ 
ded,  &  thofc  nodurnall  hcaiiy  greenings, 
faidythathehadfceiimany  in  diuers  Pro¬ 
vinces,  as  in  Bourgundy,  Germany^  plan- 
dersjtaljfySc  Spaine.^if&i&cd  with  the  fel^c- 
famc  fickneffc;  and  notwithftanding  kll 
.curious  and  carefull  attending,  yet 
could  not  any  way  be  cured,  but  oncly  by 
going  to  the  Indues.  For  inftance  here  j?f, 
he  called  for  his  Secretary,  who  prefei^ly 
came  thither,  and  had(as  wcl  as  his  Lord) 
paffed  the  voyage,  therefore  hec  was  the 
better  able  to  confirmc  his  fpceches,  and, 
related  at  large,  how  eucry  thing  happe¬ 
ned. 

The  Mother  to  the  ficke  youth,  after 
fhehadthanked'thc  Lord  Ambaffadour 
for  his  aduice,  withdrew  herfelfe,  and  ac¬ 
quainted  her  husband  (who  was  Matter 
ofthe  "^Chamber  of  Accounts)  with  all 
that  the  Lord  of  Chantonnay  had  (aid  vn- 
to  her.  He  being  a  very  learned  and  wifej^ 
Gentleman,  conferred  further  (concer¬ 
ning  this  matter)  with  the  Secretary  to 
the  faid  Lord  Ambafladour  5  whom  hee 
found  to  be  a  man  of  good  iudgement,  & 
one  that  had  paft  through  the  Pikcs,as  we 
vie  to  tearme  it. 

The  Sonne  to  the  Matter  ofthe  Ac¬ 
counts  ,  imparted  this  matter  vnto  his 
fickly  Companion ,  who  aduertifed  his 
Mother  alfo  therof^  and  (he  her  husband, 
who  was  a  Merchant  trading  in  filkcs,and 
furnifhed  the  houfeof  theQueene,C^- 
therinedeMedicis^datn  Regent  in  France^^ 
and  hccreupon  both  the  Fathers  confer¬ 
red  together.  In  brcefe,they  concluded 
to  hazard  their  Sons  in  the  performance 
of  this  voyage,  perfwading  thcmfelues, 
that  feeing  they  reputed  to  bee  inciira- 
blejit  might  fo  fall  our,  that  changing  the 
ayre  ofthe  climate,  and  by  their  paflage 
vnder  the  ^  EquatorjVndcr  which,  fuch  as 
fayle,  doc  oftentimes  become  ficke,  and 
dyeln  the  voyage,  making  the  Sea  their 
grauc,as  the  moft  part  doc,  of  them  that  j 
aduenture  to  the  Indiaesj  to  which  for¬ 
tune  they  freely  committed  their  Sons. 

But  if  it  came  to  pafle,  that  they  might 
there  be  cured,  as  diuers  others  formerly 
had  becncjthey  flood  bound  in  the  grea¬ 
ter  thankfulneffc  to  God .  For  they  be¬ 
ing  daily  in  their  fight  fo  difeafed,  to  their 


The  matrer 


fully  related 
and  acquain* 
ted  CO  both 
fidee. 


1 


^Orequinoe* 
tiall  Circle, 
equally  di* 
ftant  from 


no 


I't 


Chap.n.  Of  the  Neapolitane  difeafe. 


A  ftrangc  rc- 
(blution  in 
itfc  Fathers. 


No  pafTage  to 
the  Indiaes, 
wirhoac  the 
Kingof  Spaim 
jpcimiHion. 


The  arriuall 
of  the  young 
men  in  Spain 


All  the  Freeh 
in  Brefilc 
flaine  by  the 
Spaniards. 


Good  fortune 
in  fo  great 
I  ncccflity. 


The  arriuall 
of  the  two 
ficke  young 
India, 
and  iheir 
courteous  en¬ 
tertainment 

there. 


no  little  difeontentment  and  (hame,  bc- 
fidc  the  charges  attending  thereon  5  they 
could  not  determine  on  any  eftatc  tor 
tiiem  neyther  make  mention  for  their 
marriage  ,  the  reafon  of  their  fickneffc 
being  fo  noyfed  quite  through  the  Citcy 
of  P arts*  Thus  ihefc  two  Fathers  refol- 
ued  to  fend  their  Sonnes  to  the  Indtaes^ 
eytherfor  their  vtterlofiej  orhealthfull 
rccoucry. 

Now  becaufe  it  was  notlawfull  for 
any  to  paffe  thither,  without  permiffion 
from  the  King  of Qnecne  Mo¬ 
ther,  vnderftanding  by  her  Mercer  (Fa- 
ther  tooneofthcfickeyouthes^  the  pur- 
pofed  voyage  of  his  Sonne  5  wrote  vnto 
her  Daughter,  then  Queene  of  Sfaine^ 
for  her  aiiiitance  to  the  poorc  paffengers, 
to  fauoiir  them  with  PafTc- ports,  and  re- 
commendat’ons  vnto  the  Kings  Lieute¬ 
nants  in  the  Indian  Couv\x.v\cs^  to  fuch  as 
were  Captaines  of  the  Seas,  and  other. 
Being  aflifted  by  two  men,  who  had  for¬ 
merly  voyaged  both  by  Land  and  Sea, 
and  peace  being  accorded  with  the  Pro- 
reftants  and  Catholiques,  they  trauailcd 
to  Spatney2Ln6,  there  prefented  their  Let¬ 
ters  •  , 

The  Quccnc  immediately  follici. 
ted  their  licence  and  difpatch  Tbut  firft 
they  were  vifited,  to  know  whether  they 
were  Spyes  or  no  •  For  it  was  no  long 
time  before,  that  the  Spaniards  had  llaine 

Frtnchy  which  were  to  be  found  in 
that  part  of  Brefile^  called  by  the  TTcuouei* 
nambouts^J^yio^,  that  all  t\\z  Indiaes  ap¬ 
pertained  to  them,  by  due  right  granted 
to  them  by  the  Pope  .  W  hen  they  were 
found  to  bee  difeafed  perfons,  they  were 
difoharged,  and  goingon  tothe  Port  of 
S iuiil-^  fortune  was  fo  fatiourable  to  them, 
that  there  ttiey  found  a  Fleet  of  Shippes, 
ready  charged  with  men  ofwarre  &  Mer¬ 
chandizes, bound  alfo  for  that  part  of  the 
Indiaes.vih^xao  thefe  ficke  men  intended 
to  go  ^  which  was  the  IflandsofA/4/^7  and 
of  S^ifqueia.noawQd  by  Colmnhm^  HiJ}a- 
niolay  and  afterward  the  Me  of  Saint 
minico. 

They  went  aboord  a  Merchants  Ship, 

hauing  agreed  for  thrcefoorc  Ducates, 
bothfortheir  paflage  thither,  and  their 
rcturnc  backe  againc.  The  voyage  fuc- 
cceded  fo  well,  that  although  itcontay- 
ned  aboue  eiejhteenc  hundred  leagues  by 
land  jyei  wuhin  two  Moneihs,  they  arri- 


ued  there,  landing  in  the  Me  of  S.  Domi^ 

where  the  Vice-Roy  lay .  To  him 
they  prefented  their  Letters  of  fauoiir 
and  recommendations,  who  gaue  charge 
to  a  Gentleman  of  his  Court,  to  fee  that 
the  young  mcii  and  their  company  Mold 
be  kindely  entreated,  fending  them  Vnto 
PhyfifionSj  that  remained  there  in  the 
Country  at  the  Kings  pay  .  But  they 
thought  it  morcconuenient  for  them  to 
paffe  thence  to  another  Mand  ,  which 
was  called  Saint  Uhn  de  Porterico-^  where 
the  women  there  dwellings  were  verye 
skilfull  in  curing  that  malady,  and  when 
they  were  come  chither,thus  ir  fucceeded 
to  them, 

Firft,  the  Gouernour  of  the  Mand, 
by  commaundement  giuen  him  from 
the  Vice-Roy  of  the  Indiaes^  lodged  the 
young  menfo  wellashce  could  in  that 
fauage  Country  s  which  was  in  a  Lod¬ 
ging  made  with  palifadoes,  or  a  wall  of 
Pales,  which  b.ccing  but  badly  loyned 
together,  was  filled  vp  with  bundles  of 
leaues. 

The  Roofc  confifted  of  leaues  of 
Trees, fo  were  their  Beds  alfo,and  in  ftead 
of  Feathers,  they  were  filled  with  Cot- 
ten:  their  Sheetes  being  of  plaincFufti- 
an,  and  all  their  vtcnfilles  of  wood,  or  of 
earth.  ^  ' 

Their  ordinary  feeding  was  on  Cow- 
flefh  fomewhat  tender,  ofgrcat  Serpents 
roafted,  which  ferued  highly  to  their  hea¬ 
ling,  and  alfo  on  ftrong  Tortuifes,  as 
great  as  an  indifferent  Porket. 

Their  bread  was  Bifciiir,and  is  much 
better  in  that  Country,  thenelfewherc^ 
for  within  the  Ipaceof  fbure  and  twenty 
hourcs,  it  will  grow  mouldy,  and  if  it  be 
eaten  hot, it  is  indigeftiblc.  But  howfo- 
etier  it  were ,  the  Spaniards  gaue  them 
courage^  nortogreeuc  themfclucs,^and 
brought  a  Mufitian  vnto  them  to  delight 
themjwhofe  Inftrument  was  made  of  the 
bone  of  a  mans  thigh.  They  likewifo 
font  a  woman  to  attend  them,  that  made 
little  or  no  account  of  them  5  but  tolde 
themjfo  foone  as  they  were  cured, Me  did 
affiire  hcrfelfo,  that  they  would  very  well 
content  her.  /  ' 

This  Woman  fo  affrighted  our 
young  Parijians^  that  they  could  verye 
willingly  there  hauc  dyed,  as  nciier  ho¬ 
ping  of  any  helpcby  her  mcancs.  For 
Me  went  ftarke  naked^her  skin  being  of  ah 

 Oliuc 


TJieir  remop- 
uin^  CO  the  ' ; , 
Iflcot  .S.Iohh 
dc  Porter  iCQ.‘ 


The  manner 
cfiheirlod. 
ging  in  S.Iohn 
dc  Porccrico,  ■ 


Tbeir  ordina’ 
ry  viands  in' 
the  Iflcof  S', 
lohn.  '  ? 


ThekindnefT^ 
of  the  Spani-^ 
ards  to  them.' 


Of  the  Neapolitane  difeafe. 


4.  Bookel 


The  defcripti- 
on  of  the 


be.rmy  of  a 


fauage  woma 


Such  a  fight 
could  be  Icat* 
ly  pleafing  to 
ficknefle,  and 
in  a  place  To 
defert  and  vn- 
couth. 


A  drink  made 
ot  Guyaicurr, 
or  Pockwoodj 
by  the  fauage 
woman. 


^TheParifi. 
anhalfepinte 
alraoft  as  big 
as  our  whole 
pinte. 


Their  1 


manner 
of  giuing  Phi- 
ficke in  the 
Indiaes. 


Cuftomc 
brought  them 
to  the  Coun¬ 
tries  dyer. 


Oliue-coiilout;  flatnofed,  like  to  a  little 
dog:  her  breafts  hung  dangling  downe, 
like  to  the  dugs  of  an  oldc  Sow.Hcr  head 
was  (home  clofe  before  jbut  behinde^the 
hay  re  hanged  fo  low  as  her  hceles,  all  fri- 
fled,  and  like  to  the  tayleof  fome  ill-fa- 
uouredCow.  The  naylcs  of  her  hands 
and  fecte^cxcccded  halfe  a  fingers  length, 
and  were  bowing  crooked.  She  had  no 
hairc  where  nature  commonly  affoidetb, 
ney^hcr  in  her  arme-pits  5  and  her  teeth 
looked  ofahewbetweene  red&yelloWj 
long,  cleare,  and  wide  enough  afundcr. 
At  each  of  her  cares  bung  a  Stone  of  vi¬ 
olet  coulor,thc  Icaft  of  them  weighing  a- 
boue  two  ounces:  her  vpper  lip  was  flit  in 
themidftjinthc  top  whereof  flood  ano¬ 
ther  flonc  of  gray  ifli  coulor,  and  thence 
pafled  her  fpcttle  continually.  All  the  o- 
cher  parts  of  her  body^  were  round  &  fat, 
and  in  indifferent  fafhion,fwcete/aire3& 
affable  enough  for  a  fauage  creature. 

This  woman  prepared  a  drinke, which 
llie  made  ofthe  little  loppings  ofayong 
Guyaicum  trce3hauing.firft  bruifed  them 
betweene  her  goodly  tceth^thc  afterward 
(lie  boy  led  the  in  an  earthen  veflell, with¬ 
out  any  thing  to  coucr  it,  and  contrary  to 
all  courfes  obferued  in  our  Countries. 
Thisdrinke  fhe  caufed  them  cuery  mor¬ 
ning  to  take,cach  of  them  to  the  quantity 
of  a  Pam  Chopine^  at  two  or  three 
'draughts.  Then  they  muft  walkc  a  while, 
excrcife  Fencin g,  or  (bine  other  checre- 
full  flirting  of  their  bodies  j  or  clfe  traueH 
to  a  Mine  of  gold,  which  was  not  far  off 
fr5  the  Vjllage,fo  to  wearcout  thcfpace 
of  two  houres .  Then  returning  backc  a- 
gaine  to  the  houfejall  fwcaty  jthey  would 
change  oncly  their  (hirts  5  and  going  to 
dinner,  they  muft  drinkc  of  no  other  wa¬ 
ter,  but  of  a  much-troubled  ftanding 
Poole,  wherein  was  nothing  but  rainc- 
warcr.  'Yhc  Spaniards  wovXd  offer  them 
Gallypands  or  Cocks  of  India ^  which' they 
did  eatc  fodden  for  the  moft  part .  But 
after  they  had  bene  vfed  to  it  eight  or  ten 
day  es  5  they  could  eate  Toads,  Serpents, 
and  Lizards  cuenaswell  as  other,  and 
found  them  very  fatiory  meatc;  befide  di¬ 
ners  kindcsof  fruites,  the  like  whereof 
hath  neuer  bene  feene  in  thefe  parts.  A- 
bout  three  houres  in  the  euening,  they 
muft  drinkc  as  much  of  the  Guyaicura,as 
they  did  in  the  morning,and  vfe  the  fame 
cxercifes.  And  without  any  other  cere¬ 


mony^remedy,  or  deiiifes  vfed  to  thcm,i 
they  found  themfeluesto  bee  throughly 
healed  ,iuft  within  the  fpacc  of  fix  weeks : 
oncly  their  gums  excepted,  which  were 
become  fwolne  and  enflamed.  But  they 
were  made  found,  with  a  (harpe-pointed 
boncofaFifh,  by  pricking  andpiercing 
them  therewith  in  many  places,  and  they 
thu^  healed ,  were  perfcdly  rccouered. 
The  knots  and  bumps  bn  their  bones, 
vaniflicd  away,  all  their  nightly  afflidi- 
onsccalTed  wholly  within  fifcecne  daies; 
appetite  came  afrefli  to  them  both^  and 
their  hairc  being  loft.was  reftored  againe 
in  more  firmer  manner  then  before.  And 
now  there  remained,  not  fo  much  as  the 
print  of  any  pufh  or  blaine,cydier  in  their 
forc-hcads,or  on  their  breafts,  likewife  all 
vlcers  which  they  had  in  their  (ecrct  parts, 
dried  vp  and  were  gone. 

They  percciuing  themfelues  to  be  tho- 
rowly  cured,  were  willing  to  content  the 
woman  with  golden  coyne,  as  hoping 
they  did  vvell  therein :  and  this  they  did, 
by  the  aduiceofa  cunning  crafty  Spanu 
relegated  to  that  place,  and  to  workc 
in  the  Mines.He  very  well  knew,  that  the 
Indians^  making  no  account  of  Gold  or 
Monicj  purpofed  to  begge  it  of  her,  oot 
doubting  but  cafily  {he  wold  giuc  it  him. 
But  it  fell  out  faire  otherwife,for  fhec  rc- 
fufed  the  Gold,  and  would  by  no  meanes 
touch  it, but  ran  into  the  houfe,  and  took 
a  Bow  and  Arrowes ,  intending  to  kill 
them, but  that  they  fledde  away  from  her. 
Percciuing  this,  they  called  another  .5^4- 
W4r^,who  had  alwa}  cs  made  fignesofa- 
mity  towards  them,  and  caufed  him  to 
fpeakc  to  the  woman, bccaufe  they  vndcr- 
ffood  not  her  language .  Conference  by 
fignes  hauing  paft  betweene  them,  the 
Spaniard  learned  of  her,  that  (hcc  would 
be  payed  in  fome  Imall  wares  or  trifles. 
They  not  knowing  where  they  fhouldfo 
prouide  themfelues,  the  Spaniard  tolde 
them,  that  there  dwelt  a  man  inthe  Vil- 
lage,who  made  profeffionof  fellingfuch 
things  5  and  of  him,  for  the  value  of  two 
Ducates  ( which  amount  hccre  but  to 
twenty  Solz)they  bought  thefe  following 
trinkets.  Six  very  bigge  Combes  jfix  little 
kniiics,fold  for  a  Sol  a  pccce  in  Paris.m^h 
their  flieachcs,  fix  fmali  looking-glaffes,  a 
dozen  of  points,  fixe  needles,  a  glaffc 
fpoonc,&  a  dozen  of  Ballads.VVhcr  w  ith 
{lie  was  extraordinarily  pleafed,  &  tookc 
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herfclfc  highly  beholding  to  them.  She 
ptefently  fung  a  Song,after  her  coimtrcy 
manner,  made  them  a  Feaft,whcrin  were 
ferued  fourc  fmall  Guinny  hennesboyled, 
two  Toads  very  fat, vnbowelled  and  roa  - 
fled.  Theydrankea  Beucrage,madeof 
Turky  wheatc, paflable  enough.  And  af¬ 
terward,  (he  gaue  them  halfe  a  dozen  of 
Bowes,  ^d  feme  {lore  of  Arrowes,  to 
bearc  away  with  them  homeward^jbefide 
fhe  gaue  to  each  of  thcm,fiue  Hand-ker- 
chers  tsf  Cotton, properly  made. 

They  returned  thence  to  the  Iflandof 
Saint  Domimeo ,  where  they  prefented 
thcmfeliiesyntQ  the  Vice-roy,  who  was 
moft  ioyfulitofecthem  rcco veered  ^  and 
there  they  remained  one  moncthmore, 
not  feeling  any  ficknefle  by  the  change  of 
ayre,or  of  the  climate,  whereat  each  one 
greatly  meruailcd.  In  this  time,  the  Mer¬ 
chants  made  them  ready  for  their  return, 
and  forae  bands  of  foldiers,  who  went  to 
refrefh  themfelues  in  Sfdne  •  Being  en- 
tred  their  (hip,  within  two  other  months 
they  arriued  happily  in  the  Port  of  SiuilL 
Thence  they  went  to  Madrille^  humblie 
to  chankc  the  Queenc,  who  gaue  them 
Letters  and  Paffe-portes,  for  their  more 
fccurc  arriuing  in  France.  Being  come  to 
PariSy  they  were  moft  louingly  entertay- 
ned  by  their  parents  and  friends ,who  did 
conccale  their  voyage  and  fickneOe ,  fo 
much  as  in  them  lay. 

It  was  my  hap  to  findc  them  there, and 
to  methcyreuealfdthewhol  aduenture^ 
euen  in  fuch  maner  as  1  haue  (et  it  down ; 
to  the  end,  that  fuch  as  fall  into  the  like 
inconuemence,&  being  forfaken  of  Phy- 
fitians  hecrc,  may  trauaile  for  their  rcco- 
ucry  3  as  thefe  two  yong  men  did.  At  this 
day  they  are  prouided  of  great  and  hono- 
Jrable  Offices,  the  one  being  officer  for 
the  Finances,  and  the  other  a  worthic 
Commander  in  Armes,  hauing  perfor- 
med  many  fignal  fcriiiccs,  in  the  laft  wars 
of  the  vnion  to  his  Maicfty.  And  bccaufe 
this  Chapter  fhould  not  feeme  ouer- 
long:  I  will  hecreiinto  adde  another  Dit 
courfe,  concerning  the  Tree  of  Guyai- 

which  healed  thefe  two  young  Pari- 
Jians. 


CHAP.  XII. 


why  there  is  not  found  fo  much^ertuein 
the  Guyaicum  that  is  brought  hither^  a/ 
in  that  whereof  the  Indians  themfelues 
do  make  ^fe,  againjl  the  Neagolitane  dtf 
eafcy  and  the  defer iption  thereof. 


S  God  hath  bccne,  is, 
and  euei-more  decla- 
reth  himfelie  to  bee 
good  &  mcrcifulljkno- 
wing  the  inhabitantes 
pf  the  whole  Countrie 
of fore-named,  to  be  naturally  fub- 
ie£t  to  this  infedion  of  the  Pox  5  fo  hath 
hegiuenthem  the  Tree  of  Guyaicum^  by 
the  mcanes  whereof  they  can  cure  them- 
felucs,  which  they  atcayned  vnto,  onely 
by  experience  5  for  they  haue  not  anie 
knowledge  of  Letters.  The  Spaniardcs 
which  had  conquered  thofe  countreyes , 
hauing  co-habited  carnally  w'khthe  na- 
turall  W omen  there  abiding  j  reccyued 
from  them  this  difeafe .  For  at  certaine 
feafons,  this  malady  poffefleth  the  Indi- 
ansj  as  Fellons  or  VVhiclawes,  and  Fca- 
uers  do  feizc  on  vs.  And  hauing  pcrcey- 
ued  that  they  recouered  themfelues  by 
Guyaicum^  our  Merchants  brought  fume 
efithicherj  which  in  the  beginning,  rot¬ 
ted,  of  it  felfe,  byreafon  they  brought 
thence  the  very  youngeft:  which  to  pre- 
uenuthey  brought  then  of  the  oldeft  that 
in  regard  of  his  folidity  could  not  rotte  or 
peri(li.And  our  Pbyfmans(by  their  own 
report)  appointed  the  receipt  of  that,  to 
fuch  as  (in  thefe  parts)  were  fo  infeded  5 
but  to  little  elfed^for  befidethe  breuage 
ordrinkemade  thereof,  theyfayled  in 
annointing  ('oftentimes)  the  difeafed  bo¬ 
dy,  with  hotre  Oyncments,  compounded 
withQuick-filiier,wherby  fomeot  good 
habitude,perceiued  themfelues  to  be  «u- 
red,and  others  not. 

Now,  by  that  which  I  coulde  gather, 
from  the  difeourfe  of  thefe  two  young 
Parijians Guyaicum ^  which  is 
broght  hither  to  vs,  is  of  the  groffe  trunk 
and  ftrong  bodio  of  the  Tree,  that  hath 
no  vertue  againft  the  difeafe, neyther  doe 
the  Indians  any  way  vfe  it.  And  our  de- 
ceiued  Phyfitians,  appoint  the  receipt  of 
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thisblackc  Guyaiam^  which  is  of  ihofc 
great  tninkcs,  and  call  it,  the  heart  of 
Guydicum.  They  alP'i  pcrlwadc  thcfelucs 
that  there  arc  two  kindcs  of  Guyaicum^io 
wit,  one  that  is  wholly  blackc ,  and  the 
otlier  nothing  blackc  at  all.  Neuenhe- 
Icffe,  they  arc  both  of  one  trccjnfomuch 
as  that  which  fiath  no  blacknc(lc,is  of  the 
branches,  and  ciicrmorc  the  oldeft, albeit 
they  take  it  for  the  yongeft.  Thefc  young 
/^4r//ia«d,bccing  of  good  and  apprehen- 
fiucfpiricSjdid  well  pcrceyuc,  that  that 
which  men  brought  hither  to  vs,  had  ve¬ 
ry  little  power  or  efficacy  :  for  they  had 
made  many  diets,  without  rccey  uing  the 
lead  cafe  thereby. 

But  the  other  of  which  wai  yong, 
fomewhat  tender, hailing  hardly  attained 
to  two  ycares  growingjUnd  no  higher  the 
I  the  liaiurc  of  a  man,  did  healc  very  cafily. 
For  in  the  making  thereof,  there  would 
bee  feUe  and^  pa  cciued,  a  very  delicate 
and  Grape-like  gumme,plcafing  vnto  the 
heart,  which  is  not  to  bee  found  in  that 
made  heere  among  vs.  And  they  conclu¬ 
ded  ,thar  the  drineffe  and  coldncfle  of  the 
rninkts  of  the  trees,  then  which  there  is 
no  other  brought  to  vs,  is  the  only  caufc, 
w  hy  fuch  an  irkefome  difeafe  cannot  bee 
cured. 

Yet  do  I  not  inferre  hecreby,  but  that 
the  aged  Gtiyaicum  brought  hither  to  vs, 
hath  fome  power  and  vertue:  as  in  prepa¬ 
ring  the  bodie  (to  rcceiuc  thevnguents 
fie  for  the  difeafe^  that  is  of  a  cold  or  me- 
lancholly nature,  and  hauingmadc  vfe 
thereof  eight  or  ten  dayes,  then  to  take 
the  Vnguents.  Or  elfc,  when  one  is  fup- 
pofed  ro  haue  that  ficknc(rc,and  there  re- 
maincth  paincs  or  aches  in  fome  parts  of 
thcbody,orfome  Vlccris  feared:  fome 
haue  bccnc  obferued,  that  by  the  vfe  of 
I  this  old  Guyaicum ,  within  three  weekes 
:  they  haue  appeared  to  be  found.  Some 
alfo  haue  bccnc  fore  af  Aided,  yea,  diners 
times  left  in  dcplorcablc  condition ;  yet 
hailing  made  vfe  hereof  for  a  year  or  two, 
as  in  their  ordinary  drinkjand  their  bread 
commixed  with  a  decoction  ofGuyacum, 
and  their  mcarc  boylcd  in  like  manner, 
they  haue  bene  cured, and(among  other) 
an  Atturncy  of  the  Parliament  at  Rouen : 
but  this  is  very  rare  and  cxtrcamly  pain¬ 
full.  . 

The  voyage  to  the  iTtdiaes  fccnicth  not 
fo  dolorous,  nor  yet  fo  greatly  chargea¬ 


ble  :  forrhefetwo  young  Parijians^  of 
whomc  wee  made  mention  in  our  prece¬ 
dent  Chapter,  itcoft  but  three  hundred 
Crowncs  bctwccnc  them,  yet  cacli  had  a 
man  ofhonor  with  him,and  a  groomc  or 
fcriiantto  attend  them  both. 

T  he  dccodion  of  the  Guyaicum  wliich 
1$  heere  among  vs,  doth  not  fetue  oncly 
for  the  Pok,or  thofe  offended  therewith^ 
but  likewife  for  all  pcrfoiis  oucr-abound- 
ingin  moyftiirc,  or  that  haue  difeafes 
caufed  by  fome  cold  humors .  Alfo  for 
fuch  as  bane  epilations  in  the  Liner, 
Splccnc,arid  other  of  the  bowcls,cauling 
them  to  fwcate  after  the  rcccite.  Many 
haue  found  great  comfort  and  cafe  alfo 
thereby  5  as  fome  touched  with  palfiesj 
others  that  haue  had  fwolne  legs  5  others 
with  vlccrs  fubiedl  to  certaine  times  5  and 
defiuxions,dcaffercs,catarrhcs,rhcumcs, 
and  other  imbecillitics,  they  haue  found 
thcmfclues  thereby  to  be  releafed.  But 
people  offended  with  heftique  Fcauers, 
muftkeepc  themfclucs  from  any  way  v- 
fing  it.  I  will  now  deferibe  the  forme  of 
this  Tree. 

The  Tree  of  Guyaicum  is  great  and 
gro(re,as  arc  the  Oakes  in  thefc  our  coun¬ 
tries, hauing  the  Barke  or  Rindc  of  black- 
ifhcouIlor,tl)icke,giimrny,  and  fat.  The 
wood  thereof  is  much  harder  then  Ibo- 
ny,  and  the  rin-lcrcparatcth  itfclfe  very 
cafily  from  the  triinkc,whcn  it  is  dry.  The 
Leaucs  doc  appcarc  like  thofe  ofPlan- 
tainc,  but  they  arc  much  Icffc,  and  more 
hard.  Itbcareth  a  yellow  flower,  and 
the  fruite  is  as  big  as  a  N ut, hauing  with¬ 
in  it  (tones,  like  to  thofe  of  a  Medlar :  no 
vfe  hath  bccnc  made  of  the  fru!te,ro  farre 
as  I  can  Icarnc,  and  yet  there  mud  needs 
be  fome  vertue  in  them.  Thus  you  per- 
cciuc  what  I  know, and  haue  vndcrftood, 
concerning  the  W  ood  called  Guyaicum^ 
in  the  vertue  whereof, many  heere  among 
vs  haue  found  thcmfclues  to  be  dccciud  • 
by  thinking  that  it  had  the  fclfcTamc  fa^ 
cultics,as  that  which  is  young  and  tender, 
and  found  in  the  Indiacs. 
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C  H  AP.  XIII. 


from  whence  it  froceedeth^  that  Graine  or 
Come  is  not fo  long  time  preferred  in  our 
Countries^  as  it  hath  beene^  andfiill  is  dn 
Egypt.  Alfo  in  what  maner  our  Lands 
and  Paines  fhould  be  correBed  and  quali¬ 
fied  ^without  dunging.  With  many  reme¬ 
dies  fior  the preferuing  of  our  Corn  jrorn 
corruption^  and  being  eaten  'irvith  diuers 
kinds  of  Vermines. 


Ome  haiic  fuppofed,  that 
fuch  feuerall  kinds  of  corn 
I  as  were  kept  for  -the  (pace 
of  fifccenc  daies ,  or  there* 

_ _ _  about  (fafeandfoLindly) 

in  the  rovall  Granaries  of  Egypt,  by  the 
z,Amczoi!ofephy  to  prouide  agaynft  the 
dearth  of  Graine,  which  fhould  for  feuen 
ycares  after  follow,  according  as  he  Pro¬ 
phetically  foretold  5  cametopafle  as  by 
matter  of  miracle,  and  extraordinarily,! 
muft  needs  confeffe,  that  there  was  there 
both  great  abundance,  and  as  great  fler- 
rility  of  Come, in  the  feuen  confccutine 
yearcs,  and  all  thorow  the  extraordinary 
power  of  God.  But  for  the  conferuation 
ofthem,  it  is  a  matter  ordinary  to  Bgypt, 
that  Corne  fhould  be  kept  there  fine  and 
twenty  yeares  in  pure  goodncs,yea  much 
longer  time.  Alwayesprouided,  that  it 
bee  not  tranlportcd  from  place  to  place, 
and  be  notmade  fubieef  to  any  heating ; 
neither  that  it  fhould  bee  eaten  by  ante 
Vcrmincs^  as  many  times  our  Corne  is 
hcere  in  our  Countreyes,  and  the  caufe 
thereof  I  will  declare  vnto  ye. 

The  reafon  for  it,  is,  that  the  Egyp¬ 
tians  neucr  vfed  to  fatten  their  groundcs, 
but  contented  themfelucs  with  fuch  ma- 
nuragCjas  the  (byle  it  fcife  ‘  and  Nylus  o- 
uerflowing  them,  onely  affoorded:  iKuer 
vfing  any  dung,  as  heerc  we  do,  ncy  ther 
VrincSjLeyftalsjand  other  cxcremenrs 
of  bcafts,  which  is  the  onely  caufe,  why 
our  Graine  cannot  be  prcfeiucdj  but  is 
fubied  to  W ormes ,  V Veeuilles,  Mites, 
and  other  fm all  creatures,  that  doe  great 
harmc  thereto ,  whereby  it  yecldeth  no 
fauourytafte  ^  neither  can  bee  kepcein 


goodnelTe  for  any  long  time.  Hippocrates 
Icemcth  to  b^  of  the  fame  opinion^  affir- 
ming ,  that  fuch  as  vfe  breadc  made  of 
Come^  which  any  dunged  ground  hath 
ycclded,  they  cannot  Hue  fo  healthfully , 
neither  fo  |png  a  timc,as  9thers>  feeding 
on  the  contrary. 

Some  onie  may  fay  vnto  me,  the  what 
fhall  we  do  in  thefc  countreyes,  where  if 
our  fieldcsvbc  npjt  manured  and  dunged, 
the  Land  will  yceldc  nothing ,  or  (at  the 
beft)  very  little  ?  Is  it  not  apparant  eucry 
where  ampngft  vs  ?  That  there  are  veric 
good  mcanps  whereby  to  frapke  and  fat¬ 
ten  groundfjWith  other  things  then  dung 
and  filth,  Hefipd^  plainly  enftriKacth.ysj 
for  in  his'Bopk]£  pf  Husbandry,  he  fay  th 
There  is  nothmgbetter^  to  cherifi  fatten 
a  leane  and  meager  Land^  then  the  B rang 
Jlraw  of*  Lapincs,  the  chaffe  of  Chichesff 
Beanes^  of  Tares,  LentiUes,  and  other  fuch 
like,  utterly  reieBing  all  ^fe  of dung, which 
many  haue  charged  with  blamefull  imputa¬ 
tions,  - 

Of  this  opinion  Lkband  appea- 

reth  to  bee ,  in  his  Bookc  called  Mafon 
Ruiiique,  or  the  Countrey  Farme,  where 
he  faith  5  Jn fled  of  dung-,  phey  may  ^fe  the 
fir  aw  of  Lupines,  hackt  or  cut fmalb  Or  elfe 
to fowe  the groundypitih  Lupines,  and  other 
Pulfes,and  afterward  when  they  beginne  to 
grtrw'^po  labburthen  the  land  ouer  and  ouer, 
andthwwill  feme  for  dung,  muchhtter 
then  that  of  my  beaB. 

^Thcre  is  mention  alfo  made ,  of  ano¬ 
ther  kind  of  manuring  the  ground,which 
is  not  fo  good  as  the  precedent,  allcdged 
by  Hefiodus  ^but  approaching  lomcwhat 
nccre  it,  as  thus  •  To  cut  fomc  ftore  of 
Heath,  Broome,  Briars  5  and  Thorns,and 
all  other  kinds  of  (hrubbes  that  haue  bu- 
!hyftalkes,or  vndcr-woods,  and  then  to 
couer  all  thofe  Lands  therewith,  which 
are  intended  to  be  fowen  ;  there  let  thefc 
fcuerall  matters  ly  drying  about  the  fpacc 
of  tcnortweluedayes,  or  longer  time  if 
neede  require  it.  Then  in  the  night  time, 
let  them  bee  fee  on  fire,  and  fo  carefully 
tended,  that  they  may  bee  altogether  re¬ 
duced  into  a(hes,  by  kindling  the  fire  ftil 
where  it  would  not  fatten .  Afterward,  let 
thofe  grounds  be  Tilled  after  one  maner 
onely ,  and  then  fowed  and  couercd*This 
kinde  of  Husbandry  wil  caufe  great  quan¬ 
tity  ofCornc,  which  the  poorc  makcvfc 
of  in  many  places,  where  they  haue  no 

Cattle: 


Hip 


Lands  ihac  ' 
aredurigeJ, 
doe  not  yctld  j 
fuchjplcii'y  o^■ 
Co/nc,norlo 
fauoury,  aso*‘ 
thers.  : 


Hejudinlib  de 

ngrituli  cetjj.  5. 


5^cA\cindeof 
Pulfejfo  called 


Lkbandin  4. 
lib.daMaifbn 


Another  ma¬ 
ner  of  manu¬ 
ring  ground, 
by  Hf  aih, 
Broome,  Bry- 
ari,&c« 


mm 


I 


^Sz 


How  ilic  E- 
gyptiirks  doe 
manure  their 
grounds  that 
arendtrtecre 
to  Nylus. 


Dungs  doe 
engender 
many  wildc 
and  vnwhol- 
fome  hearbei 
by  froothcr- 
ing  the  earth, 
rather  then 
nonrifliing  it. 


Knowledge 
in  the  diuerfi' 
tic  of  dungs, 
for  their  Igood 
nefl'e  or  bad* 
nc/Tc. 


Concerning 
the  hulban- 
driefiefor 
Vines. 


Of  preferuing  Come. 


-f.Booke 


Cattle  t  and  it  caufeth  the  earth  to  yceld 
a  great  moyft  grainc, which  is  not  fubic£i: 
to  corruption. 

Here  it  is  to  be  remembred^that  Where 
I  fay  in  Egypt, the  grounds  are  not  manu¬ 
red  :  I  mcanc  none  but  thofc  that  lye  a- 
long  the  current  ofNylm^  on  eytherfide 
three  or  foure  Leagues  in  largcncflc,  or 
little  lelfe  on  either  fide  .  '  But-iii  other 
parts,  as  in  the  mountaine  countreyes, 
they  manure  their  Lands,  though  they  be 
greatly  fruitfull  ;  yet  not  with  dung,  but 
with  ftraw  of  diners  Pulfcs ,  according  as 
Ihaue  formerly  fayd.  Howbeit  they  haue 
great  Heards  of  Oxen,  ^  and  Flockesof 
s  Sfacepe,  alfo  their  fields  arc  almofl  couc- 
red  with  flights  of  Pigeons,  which  after 
their  ownc  manner)manurc  the  grounds, 
and  it  is  verie  excellent  good  in  that  Na¬ 


ture. 


As  for  the  dungs  heeirc  in  our  Coun¬ 
treyes,  they  are  very  laborious  to  bee 
made:  forfome  dung  muftlyc  rotting  a 
whole yeare together ,  beforeitcan  bee 
well  imploycd.  And  then  it  is  (often¬ 
times)  full  of  feedes  of  wildc  or  fauage 
Hcarbes,  which  fall  into  thcHay ,  that 
bcaftsoflabour  eate,  and  fo  paffe  iho- 
row  in  their  excrements  vndigefted,  or 
clfe  are  found  amdHg  the  ftrawc,  whereof 
they  make  their  litter.  Whereby  enfueth, 
that  the  earth  (oftentimVl  )  produceth 
mefre  ftoreofbad  Hearbes  andYVeeds, 
then  of  good  Cornc  ,  bccatife  they  take 
away  his  true  vertiic  of  noutiture,  and  do 
meerely  fmother  it. 

Befide  all  thefe  things  forc-Damed,c- 
fpeciallcarcistobchadde ,  in  knowing 
what  dungs  are  good  or  bad-  and  for  ccr- 
tainc  grouncies,  and  for  fome  peculiar 
feeds.  For  Horfle-dung  will  feme  well  in 
one  place  ^  that  of  Oxen  and  Kinc  in  ano¬ 
ther  ;  and  likewife  thofe  of  otherj  Cattle, 
Shcepe,  Goates,  Swine,  Pigeons,  and  o- 
thers  befide.  It  may  not  be  forgotten  alfo 
that  fome  grounds  arc  to  bee  fattened  in 
certaine  quarters  of  the  Moone ,  and  o- 
thers  in  other  fcafons  :  which  isnotany 
way  to  be  obferuedjin  thofe  other  kindcs 
of  manuring,  whereof  I  haue  formerly 
written. 

Hccrc  I  muft  not  ouer-paffe,  to  write 
fomewhat  concerning  the  husbanding  of 
Vines,  which  fome  vfe  to  dung,  albeit  to 
much  Icffe  purpo(c,thcn  grounds  bearing 
Come.  As  about  Paris^  in  the  lower  Ly- 


mojine  •  about  Lymoges^  and  elfe-whcrc , 
The  dooing  heereof  is  a  great  deale  Icffe 
tolIcrablc,bccaufc  it  is  a  matter  very  diffi¬ 
cult,  that  a  ground  nourifhed  and  made 
fat  with  dung  5  fhouldnotftill  rctaine  in 
itjthcfauourofthefaydc  Dung,  and  lb 
(in  the  end)  impart  it  ro  the  wine.  For, 
our  people  arc  vcric  ill  adui(cd,fo  chaf-gc 
their  Vines  cucry  yeare  :  byreafon  it  is 
the  caufc,  that  their  wines  (for  the  moft 
part)  haue  an  vnplcafing  raft, and  beebm- 
ming  fat  and  Oyly,  are  eafieto  ttirne  of 
thcmfelues.  Moreoiier,dung  maketh  our 
Vines  to  waxe  aged  immediately ,  and 
(bone  to  grow  barren  y  becaule  they  are 
too  libcrall  of  their  goodnelfe  in  the  firft 
yearcs. 

^^'m^hathlcfte  written  vnto  vs,  in 
thofe  Commentaries  which  he  made  on 
the  ninth  Booke  of  the  Mneides^  that  the 
man  was  named  who  inuented 

this  manner  of  manuring  groundes  by 
dung.  And  therefore  he  was  called  Ster- 
qmlinmmy  that  is  to  fay,a  dung-hill  carri¬ 
er.  It  is  to  be  prefumed,  that  he  was  bred 
in  the  Latincs  countrey,  in  fbme  place 
that  was  neuer  fertile  .  Thefe  few  notes  I 
haue  fclcdcd  out  of  vcric  good  Authors 
that  did  well  vndcrftand  themfclucs  in 
Husbandry,  concerning  the  manuring  of 
grounds  &  Vines,  but  they  neuer  appro- 
iicd  the  vfe  of  dung. 

Now,bccaufe  I  know  vcric  well,  that 
whatfbeuer  thofe  other  authors 

and  my  felfe  aifb  haue  written ,  that  our 
grounds  and  Vines  fhould  no  longer  bee 
manured  in  fuch  fiinking,foule,and  groffc 
manner,  but  to  follow  thofe  other  inftru- 
dions,  moftfweete  and  wholefbmcsin 


pong  is  vcric  I 

hurifujl  for 
Vides.3 


^  ~  m  4 1.4 

cxcufc  of  their  ncgle<^ing  fo  good  sduicc 
I  will  fay  with  them,  that  that  which  hath 


taken  roote  for  lb  many  thoufandes  of 
yearcs,  can  hardly  be  taken  away  vppon 
the  (bdaine. 

Therefore,  1  wfl  now  fet  downc  vnto 
you  fome  certaine  receipts  and  aduices, 
for  the  long  conferuation  of  oiir  Cornes 
fafe  and  foundly ,  and  that  they  may  not 
becanywayes  bitten  or  eaten  with  Ver- 
minc,  bccaufe  it  will  btieg  exceeding 
great  hcalthfulncfTe  vnto  the  people! 
For,  without  all  doubt,  when  Come  and* 
other  ncurifhments  of  life  haue  any  cor¬ 
ruption  whatfbeuer ,  they  docdailiccn- 
creafeand  augment  difcafcsaroongft  the 
people. 

Fitft 


Serum  hi  Cm. 
fup.Emid  caf.j 


The  Authors 
cxcufcon 
their  bebalfe, 
thaedefpite 
hi&Councdi. 


ii'J 


\ 


N 


'tl 


Chap.  15. 


Of  preferuing  Come. 


^8^ 


of  bringing 
Corne  in 
(lieaues  into 
theBarne. 


!  '“'ti 


fiH 


k 


fii^o 

^oinutiinj 


'5*4%. 
^S’iani 
'fcu'^sfel 
fome  pfccj 
ibwsi 
)5)4  Autkoii 


(manutinp 

'W3pp 


Cflf 

othiika 

n,  tkout 

}loo5«te: 

lyoAfiJ!' 

ote*! 
!of 
111 


Ml* 

JiAf" 


tsct 

0/ 

jt 


Of  placed 
where  no 
Barnes  are 
vfed. 


What  care  is 
to  be  vfed  lor 
■prouiding  a 
good  Garner, 
or  Coroe-loft* 


For  the  roofe. 


For  the  floore 
and  walles. 

Corne-heapes 


Scitiiation  of 
the  Garner. 


Howtoauoyd 
yerminc  that 
do  great  harm 
to  Corne. 


I  Fir  ft  of  all  then  ^men  o  ught  to  be  very 
circnmfpedjthat  before  they  bringtheir 
Corne  in  iTicaues  into  the  Barnc,  the  faid 
fheaucs  be  very  dryland  free  from  al  moi- 
fture.  Next,not  to  lay  them  on  the  car- 
then  floorCj  without  there  bee  fome  dry 
boords  betweene  the  Corne  and  it.  Then 
that  there  bee  nomuck-hilljoc  lakes,  ey- 
ther  in  the  Barne,or  neere  it :  for  ill  faiior 
will  foone  communicate  it  fclfe  to  the 
Corne ;  and  abotie  ail^  Iccthe  Barnebec 
very  well  ay  red.  If  it  be  in  fuch  a  place, 
where  they  haue  no  vfe  of  Barnes,  as  in 
the  moft  part  oi Languedffcke  5  then  order 
muft  be  taken,  that  the  Stacke  of  Corne 
be  (at  lead)  fo  wel  coucred  and  cncipfcd, 
that  no  raine  may  get  power  of  entrance^ 
forotherwife,  the  Corne  will  (prouie it 
felfe^and  afterward  rot^corrupCj  and  pu- 
trific. 

After  that  the  Corne  is  rhrefhcdjand 
mectc  to  bee  laidc  vp  in  the  Garner  or 
Cornc-lofte,  choife  muft  be  made  of  one 
that  rcceiucth  the  bright  fplcndour  of  the 
Eaft,  breathed  alfo  moderately  with  the 
North  and  Weft  windes :  but  the  South- 
erne  blafts,  andthofe  leaning  that  way, 
by  no  meanes  to  enter  it .  The  couer- 
turc  ouer  hcad^need  no  great  coftlineffe, 
becaufe  of  the  ayres  eafier  entrance  tho- 
row  the  Tylcs,or  other  fhcltringjthat  the 
Corne  may  not  be  heated  or  chafed.Thc 
flooie  may  bee  of  earth,  or  pauing  tylcs  5 
and  the  walles  ofwhited  mortcr .  You 
muft  bee  re(pe<ftiue,  that  your  Cornc- 
hcapes  bee  not  great  or  thicke^to  auoyde 
ouer-heating ;  remoouing  and  changing 
them  from  place  to  place, at  two  Months 
and  two  Moncths.  The  Gamer  muft  be . 
farre enough  from moift places;  efpeci- 
allyfrom  houfes  ofoffice,  whichyeelda 
noyfome  rauour,or  any  fuch  vnfit  being  5 
from  Stables  of  Oxen,Horfes,  Swine,  & 
fuch  like.  ^ 

The  planchcrs  and  walles  of  the  Gar¬ 
ner,  wherein  you  purpofe  to  houfe  your 
Corne,  muft  be  wafticd  with  vineger,  or 
fuch  water, wherein  hearbcs,or  fome  bit¬ 
ter  drugs  haue  bcenc  boiled :  as  Worme- 
wood, Southernwood, the  leaues  of  wilde 
Covvcumbcrs,thc  pithe  or  graine  of  Co- 
Ioquintida,or  of  Lupines^  or  Oxc  gaulcs; 
without  all  queftion  to  the  contrary ,thcfc 
haue  bene  trucly  tried,  that  no  Weeuils, 
Mites, or  W ormes  can  bite  or  touch  the 

Cornc,where  they  haue  bene  vfed.  And 


How 


to  pre- 


they  that  fcorne  to  take  this  paines,  may  [ 
lay  fome  wormwood  vnderncathc,  aloft,  |  wa 
and  about  their  Cornc-heapes,  or  Sou-  ' forfu(has^^^ 
chernewood,  or  dried  wilde  Marierome.  ' 

Or  elfe  annoint  the  walles  and  planchers 
of  the  Garner, with  Lye  made  ofthcoylc 
of  Oliues  5  or  if  it  may  not  be  had,  with 
Sheeps  vrine.To  falt-powder  the  ground 
vnderncathc  theCornc,wuh  afhes  made 
of  Oaken  wood,  it  is  the  prefent  killing 
of  all  Mites  and  VVccuils. 

Now  to  kcepc  the  Corne  fromhea-  ^ 
ting  or  warming,  ouer  and  bcfidc  our '  Je^ue  the 
torenamed  reraouing,let  there  bee  layde '  Corne  from 
vnder  cucry  ten  Bu&cls  of  Corne, one  of  i 
Millet;  or  if  it  be  tl^ingIed  therewith,  it  '  ^ 
is  eafily  feparated  afterward  with  a  raun- 
ging  Siuc.Salt-Niter  and  the  feum  there¬ 
of,  is  very  good  for  Cornc-heapes,  and 
preferueth  them  wonderfully,  as  alfo  fro 
fprouting:  many  Sea-Merchants  haue 
made  vfc  thereof,  to  their  no  meanc  pro- 
fite.  In  breefe,  a  good  and  charitable 
man  (hall  neuer  ftand  in  need  of  fo  many 
remedies,  it  he  kcepc  his  Corne  with  in¬ 
tention,  to  heipe  and  lend  to  the  poore, 
and  without  intcreft .  For  God  laith  by 
his  Prophet  Ez^echiell^  That  hec  will  pre- 
ferue  the  goods  of  them  that  keepe  them 
to  hclpc  the  poore .  And  contrari  wife; 

That  he  vvill  luffer  them  to  rot,  and  their 
Corne  (hall  bee  eaten  with  vermine,  that 
hoorde  them  vp ,  to  get  great  gainc  by 
them,  %  and  hurt  the  people  vexed  with  fa¬ 
mine. 


CHAP.XIIIL 


Ezck.g7,xo. 


of  the  great  difference^  nvhicb  both  Ancient 
and  Moderne  Writers  haue  obferued  to 
be  ^betweene  the  Roy  all  title  of « King^  and 
the  difgracefuUmme  of  a  Tyrant. 


Eforc  I  begin  to  deferibe  the 
difference,  that  is  betweene 
a  King  and  a  Tyrant;  I  bold  obferuacion 
it  to  bee  a  matter  moft  con-  Auihor. 
'  u cnicntjto  fet  downc  a  defi¬ 
nition  both  of  the  one  and  other,  to  the 
cndc,thac  the  deportments  of  them  both, 
may  the  better  be  knownc. 

AKingis  fuchaman,  thatyecldeth 
bimfelfc  as  obedient  to  the  lawes  of  Na- 

turc, 
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Koyall. 


The  note  or 
taarke  of  roy< 
alty. 
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Of  a  King  and  a  Tyrant. 


4  Booke. 


Wlio  were 
called  tyrants 
in  elder  timo^ 


tiire>as  he  defireth  his  Subieds  to  bcc  to¬ 
wards  him :  forfaking  natiirall  liberity ,  & 
a  propriety  in  the  goods  of  any  man  .  I 
obferue  in  this  definition,  thatSubici^s 
ought  to  bee  obedient  to  the  Royall  Mo- 
narch,to  declare  thcreby,that  in  him  con- 
fifteth  Soucraigne  Maiefty.  The  King 
alfo  ought  to  bcc  obedient  to  the  Lawes 
of  nature,  that  is  to  fay  5  togoiicrnc  his 
Subicdls,  and  to  guide  his  ownc  actions 
by  naturall  iufticcj  which  maketh  it  fclfe 
to  be  fecnc  as  clcare  and  brightly,  as  the 
(plcndour  oftheSunne.  It  is  likewilc  a 
Royall  markcornotc,  when  the  Prince 
flicweth  himfelfe  as  mildc  and  plyablc  to 
the  lawes  of  nature ,  as  hcc  wiflicth  his 
Subici^s  to  bc  obeyfant  to  him*  W  hich 
he  may  cafily  do,if  he  fearc  God  abouc  all 
chingSjbe  pittifull  to  the  afflided,  proui- 
dent  in  his  enterprizes,  hardy  in  exploits, 
modeft  inprofpcrity,conftant  in  aduerfi- 
ty,firmc  in  his  word,  wife  in  his  coiincell, 
carcfull  of  his  fubieds,  fuccou  table  to 
friends, terrible  to  enemies,  courteous  to 
goodmen,  drcadfullto  wicked  perfons, 
and  iufi  to  all.  ^ 

ATyrant  isfucha  man  ,  asdefilcch 
the  lawes  of  nature  with  his  fcctc,abufcth 
the  liberties  of  free-borne  Subic ds,cucn 
as  if  they  were  his  flaucs,  and  maketh  the 
goodsofothcrmcntobchisownc.  The 
name  or  word  Tyrant^is  Grcckc  in  his 
ownc  propriety,  and  was  honourable, 
fignifyihg  nothing  clfc  in  times  of  anti¬ 
quity,  but  a  Prince  that  had  pofleffed 
himfelfe  of  the  State, without  the  confent 
of  his  Cittizensand  Subieds,  andofa 
companion,  had  made  him  his  Matter . 
Such  a  man  was  called  a  Tyrant,althogh 
he  were  a  mott  wife  and  iutt  Prince  •  In 
like  manncr,P/4fi^  writing  to  Vionjjim  the 
Tyrant  j  gaue  him  this  quality  as  his  ho¬ 
nour:  PUto  to  JjjomfiHs  the  tyrantjhealth. 
The  retutne  and  anfwcr  was :  Pyonljim 
the  tyrant,to  Plato  greeting.  And  to  de¬ 
clare  that  the  word  tyrant,  was  as  well  at¬ 
tributed  to  iutt  &:  good  Princes,  as  them 
that  were  wicked,  itcuidcntly  appeareth 
hccrcin:  PittacHszvA  Periander^ 

two  of  the  feuen  Sages  of  Greece^  were 
called  tyrants,  for  hauing  feized  the  E- 
ftates  of  their  Countries. 

But  filch, as  cythcr  by  power,  or  clfc 
by  cunning  had  inuaded  and  obtained  the 
Soiicraignty,  pcrcciiiing  that  their  lines 
wereexpofed  toific  mercy  of  their  cne- 
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mics  \  were  conttrained  (for the  better 
fecutity  of  their  hues  and  goods)  to  hauc 
Guards  of  ftrangers  about  their  perfons, 
&ftrong  Garrifons  in  Cattles,  for  whofe 
paiment  of wages  and  maintenance, great 
rributes  &  impofitions  were  leuicd.  And 
when  thty  faw,that  thcirliues  could  not 
be  fccured,haiiing  butpoorc  friends,  and 
potent  enemies :  they  dideyther  put  to 
death jor  banilhed  foiTJC,to  pi cafe  and  en¬ 
rich  others:  and  they  that  flood  in  defpe- 
rate  condition,  they  made  rape  both  of 
their  goods  and  wiues.  And  this  was  the 
rcafon,  that  tyrants  were  extremely  ha¬ 
ted  and  mailiced  .  For  wee  rcadc,  that 
the  elder  tyrant,  ofonepart  of 
Sicily daily  ten  ihoufand  Soldiers  for 
bis  Guard,  and  ten  thoufand  horfernen, 
andfourc  hundred  Gallycs,  readily  hy- 
red  and  armed.  And  when  he  could  not 
make  vp  this  account  among  lb  few  Sub- 
k&s  as  were  vnder  his  fcniicc  5  he  wr  „ng 
5^  griped  his  people  in  fo  fmall  an  Ifland, 
whereof  heegouerned  biitinpartoncly, 
and  contained  no  more  then  fix  hundred 
and  fixtccnc  kalian  miles  in  all. 

Now  becaufccuery  one  hath  not  the 
iudgement  to  diftinguini  a  good 
from  a  Tyrant, calling  him  a  Tyrant,  that !  nients  be- 
(for  great  (lore  of  good  reafons)  maketh 
himfelfe  formidable, and  flood  in  awe  of, 
befide  that  which  I  hauc  already  fette 
downc,  I  will  make  him  fomc-what  mote 
eaflly  to  be  knownc. 

The  moft  notable  difference bctwecnc 
a  King  and  aTytant,is  5  that  the  King  co- 
formeth  himfelfe  to  the  lawes  of  nature, 
and  a  tyrant  tramplcth  on  them  w  ith  bis 
fcctc,that  one  maintaineth  piety, iuflicc, 
and  faith,  the  other  hathneyther  God, 

Law,nor  Faith.  The  one  maketh  what- 
focuer  he  doth,  fetueforthe  wcale  pub¬ 
like, &  tuition  of  his  Subic^is :  the  other 
doth  notany  thing,  bin  for  his  ownc  par¬ 
ticular  ptofitc,  reucngc.orplcafurc.  The 
one  cnforceth  himfelfe  to  enrich  his  Sub- 
ieds  by  all  the  befl  meancs  he  can  deuife: 
the  other  will  not  build  his  ownehoufe 
but  with  the  ruines  of  theirs.  The  one 
reuengeth  theiniuries  of  the  publike  E- 
flatc,and  pardoncth  his  owne;  but  the  '“"*** 
other  reuengeth  cruelly  his  ownc  iniii- 
rics.and  pardoncth  them  that  are  done  to 
others.  Thconcfparcththc  honour  of  of  womens 
modeft  women  :&theothertriumpbcth 
in  their  (hamc.  The  one  taketh  plcafore 

to 
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Of  affability. 


to  be  aduifcd  in  all  frccdomc  and  liberty, 
and  will  be  wifely  reprehended  when  hee 
failcth;  but  nothing  is  more  irkefome  to 
the  othcr,ihcn[thc  counfell  of  a  grauc  and 
vertuous  man. 

The  one  ftriueth  to  maintainc  his  Siib- 
ic(3e5  in  peace  and  vnitie;  but  the  other 
niooueih  dayly  diuifions,  to  make  the 
one  part  ruinate  the  other,  and  then  to  ^  . . . v  .x. 

fatten  himfclfc  with  their  Confifeations .  1  hath  bin  fpoi^cn  ofKines  and 
The  one.  delighteth  to  bee  fometimes '  ^  ^  • 


Hfc,and  tome  in  peeces  with  iihame  after 
death.  But  becauic  the  continuation  of 
this^haptcr  might  fccinc  oiier-tcdious to 
the  Readcr.if  I  ihould  verify  al  thefe  rela¬ 
tions  by  hiftoricall  examples,!  wil  referfc 

(uch  as  arc  willing  to  take  the  payncs,  to 

readc  thehiftorics  themfelucs,  both  in 
Grcckc,Latinc,&  other  lanPiuges,  whet 
tliey  fhal  find  that  to  be  moft  true,  which 
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feene,  and  heard  of  his  Subicdles  5  but  the 
other  cuer-morc  hydeth  himfclfe  from 
them,  as  from  his  enemies.  The  one, 
rnaketh  reckoning  of  his  Subiedes  Louc, 
but  the  other  of  their  tcarc .  The  one, 
ncucr  fearcth,  but  for  the  wcl-fare  of  his 
people:  but  the  other  dreadeth  nothing 
more  then  them. 

The  one,  will  nor  charge  his  fubieds 
more  then  necdcs  muft,  remembringal- 
wayesthepublique  ncccflityj  but  theo- 
thcr  drinketh  their  blood,  gnaweth  theyr 
,  bones,  and  fucketh  the  vcrie  Marrowe  of 
'  his  people,  oncly  to  weaken  them .  The 
onefearcheth  out  men  of  beft  condition, 
to  imploy  in  publike  Offices  ;  but  the  o- 
ther  imploycth  none  but  Thecues,  and 
moft  wicked  petfons  in  his  fcruice,li!<c  to 
Spundges.  The  one  rnaketh  freegiftcof 
eflates  and  offices,  to  auoidc  concuffions, 
and  crowdes  of  people  ;biu  the  other  fei- 
Icth  thcni  at  as  dearc  rates  as  hee  can,  for 
their  betrer  ineanes  of  enfeebling  the  peo¬ 
ple  by  Thefts  5  and  then  (aftcrward)cuttes 
thcTheeuestbroates  for  theyr" wealth  , 
becaufc  he  would  be  reputed  a  good  lu- 
fticer.’  ' ' 

•A  King  meafuredi  his  adions  and  ma* 
ners,  by  the  foote  of  the  Law :  but  the  ti- 
rantiiiakcth  the  Law  toferuchismaners. 
The  one  is  bcloucdand  rcucrenccd  of  his 
people ;  and  the  other  generally  hated  of 
them  all.  7  he  one  hath  no  other  rccourfc 
in  vvar,but  to  his  fubieds :  but  the  other, 
will  make  no  warre  but  with  them .  The 
one,hath‘no  Guards  or  Garrifbns  but  of 
his ownc  people:  but  the  others  defence 
is  oncly  in  ftrangers.  ^The  one  delighteth 
in  anaffiiredrcpofcand  tranquility;  but 
the  other  languifheth  in  perpctuall  fearc . 
The  hope  &  expedation  of  the  one,  is  c- 
ucrlafting  life  in  blcfledncs:  but  the  other 
cannot auoid  ctcrnall  punifhmcnt.  The 
one  is  honored  in  this  lifc,&dcfircd  again 
after  death  .'the  ocher  is  infamous  in  this 


CHAP,  XV. 


In  what  high  account  and elleeme,  Philofo^ 
phers^^  other  men  of  knowledge  (in  what 
Sciences  foeuer)  were  heldm  elder  times ^ 
by  Emperors  and  Kings. 


Thp  Conclu* 
fiocu 


L  need  not  now  complainc, 
tiiacin  thefe  dayes  of  ours  , 
^^thcreis  fuch  want  of  exccl- 
^Icntfpirits,  inallkindcsof 
Arts  and  Scicnccs:buc  if  we 
furuey  with  more  wary  iudgmcnr,wc  dial 
plainely  pcrcciuc,  that  there  arc  learned 
men  enow, who  may  iuftly  find  fault,  that 
neither  tlicy  arc  in  fuch  cftceme,  or  any 
wayfo  well  rccompenced  of  Princes  in 
thcic  times,  as  many  worthie  men  were 
heretofore, by  Empcrors,Kings,  Princes, 
and  great  Lords, in  thofc  famous  daics  of 
reucrend  antiquity.Inftcd  ofconcluding, 
and  acquainting  yee  with  the  iufticc  of 
their  rcafon,!  will  lightly  paflTe  ouer;  &  in 
fted  of  long  (peaking, oncly  remember  ye 
with  feme  hiftorics  and  examples  of  Fa¬ 
mous  Potentates  in  former  ages  who  wer 
Friends,  and  Nurfing  fathers  to^ Philofo- 
phers  and  Schollers;  to  the  end  that  their 
adions  bccing  compared  with  thofc  of 
thefe  dayes, it  may  bee  knowne,  whether 
they  haue  caufe  to  complainc,  orno,  in  a 

cafe  fo  highly  importing. 

And  firft  ofalb  1  will  beginne  with  the 
excellent  and  renowned  Captain 
who  (as  we  rcad)aftcr  he  had  vanquifticd 
the  puiflTant  king  Mithridatesy^  obtained 
manyi  other  vidories  and  adiicntures  in 
vvar,coming  to  Athens  with  al  his  warlike 
furnifhment,  fuch  as  the  Eoman  Confuls 
and  Captaincs  vfed  to  haue  borne  before 
thdhc  was  aduertifed  that  Popdomtts  the 
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Of  Learned  mens  Honor.  4.Book:e 


Dyonifim  the 
Tyrant, king 
oi  Syracufa. 


Alexander 
the  Great. 


1 A  famou? 

poctofThebs 


Ph\lofopher  lay  fickc  in  his  bed .  Being 
deffroiis  to  go  and  fee  hinij  he  would  not 
onely  honor  him  with  his  perfonall  Vifi- 
tadon  ^but  when  he  came  nccre  the  door 
of  the  houfe,  he  caiifed  his  Standards  and 
Imperial  Enfigns  to  march  in  before  him. 
For  it  was  cue r more  his  fayingj'T/^/i^  King- 
domes  und  Empires  ought  to  obey  vertue  and 
Learning*  Thus  hebehauedhimfelfeto 
this  poore  learned  man,  which  hee  would 
not  haac  done  to  the  greateft  Potentate 
then  lining. 

Diony/iiid  the  Tyrant,  king  oi  Syracufa^ 
hailing  obtained  ©f  rlato  the  excellent  di- 
uine  Philofopher,  that  he  would  come  & 
(ec  him  in  Sicily ;  when  hee  heard  of  his 
neerc  approchingjheXventto  meete  him 
on  die  way ,  caufing  him  to  fit  with  him 
in  his  owne  Chariot,  drawne  with  white 
Horffes.  Such  vvas  the  reputation  which 
wife  and  learned  men  had  in  thofe  times . 
Whm  Alexander  i\\Q  Great,  had  deter¬ 
mined  the  vttcr  mine  fubuerfioa  of  the 

gaue  cfpeciall  charge  fiift  of 
all,  that  no  man  fhould  touch  the  hoiile  of 
fhe  Poet^  Pindarm to  leauc  it  wholly 
ftanding.If  I  Qiould  tellyec,  how  highly 
rirgilivvzs  honored  and  efteemed  by  CT- 
tauiantisdt  is  a  matter  fo  perfectly  known, 
that  it  needeth  no  report  of  mine.  Accor¬ 
ding  to  Pliny  in  bis  (euenth  Booke,  when- 
fociier  he  entred  into  the  Theater,  there 
to  deliiier  fame  ofhis  Verfes,  all  the  peo¬ 
ple  would  ftand  vp  on  their  feetj  and  offer 
as  greatrcuercncetohim  ,  asifithadbin 
to  the  Emperor.  And  that  which  is  niuch 
Slims  Italians ^  a  SpanifliPoet,  did 
yearly  folemnizetheday  ofhis  Natiuity, 
and  with  farre  greater  detiotion, then  hee 
did  Lis  owne.  The  gifts  and  prefents  dai¬ 
ly  giiien  him  by  O^aman^  Meemas^  and 
many  more,  were  lb  great,  that  Seruim 
(who  writech  ofhimjraith,that  his  goods 
(in  very  fhort  time)  amounted  to  the  va¬ 
lue  of  fixe  thoufand  Seshertues ,  which  a- 
rife  vnto  two  hundred  and  fifrie  thoufand 
Crowncs.  He  bad  in  Rome  a  very  honora- 
luveminSat.  i  ble  Palace  ;  in  rc^,ard  vvhcr9of,  luvenallin 
his  7  Satyre  faith, Tto  he  was  one  of  the  ri¬ 
che  H  men  in  thofe  dayes. 

‘  Vpon  a  day,  in  the  prefence  of  OSiaui- 
nc  foe  and  his  wife,  the  mother  vnto  ® 
c\n,^^c^n{\x\AMarcellm^virg^^  certainc  Verfes 

Sliuf,  his  bookes  %midos ,  and  comming  to 
har  ftiouJd  the  cnd  of the  fixt  Bookc  5  vvhercheedif- 

courfeth  moft  elegantly  oiMarcellnsfiXt- 
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ly  dead  before  ^  the  hart  of  the  mother  be¬ 
came  fo  ftrangely  aRd  paflionatclymoucd 
thereat,  that  (he  fell  into  a  fwound,  not 
hailing  any  power  to  hearc  the  reft.  But 
being  reuiued  to  her  felfc  againc,  (he  c6- 
maunded,  that  for  each  of  thofe  whereof 
(hee  had  loft  the  hearing,  rirgill  flhoulde 
bane  ten  Seller tiaes  giuen  him .  The  re¬ 
mainder  (which  ftie  heard  not)bcing  one 
and  twenty  verfes  in  number^  the  valewa- 
tion  ofhis  reward,  contained  thefumme 
of  50oo.Ducates,ofourinftani  money. 

It  is  found  faithfully  recorded, that  the 

Syractifanes  had  fome  Athenian  prifoners, 

that  could  rehearfe  (by  heart)  certaync 

verfes  of"  Euripides  the  Grecke  Poet, and 

dayly  pronounced  them  t  by  which  occa- '  f ‘'^^alpoci 

iionoblyjand  inhonoror  the  Poet,  tneyj  Archeiaus.s, 

were  dcHucred,  &  permitted  freely  to  go  , 

home  to  their  owne  conn  trey.  Scipio  the 

African j  during  his  life  time, had  alwayes 

with  him  (in  his  wars)thc  Sratuc  of  Mn- 

nms-^  and  when  he  died,  he  tooke  cfpeciall  j 

order,  that  it  might  be  buried  in  his  owne  borne  atTa- 

Sepulcher  With  him.The  Emperor  Domt-  ^ 

•  ^  r  1  «  II  brougbcvmo 

tian,  cmicd  p  Sum  Jtaltcus[yxi  excellent  RomebyCa- 
Poet,  and  bor^e  in  to  bee  made  wtbeCeniw 

three  times  Confull  oiRome ,  as  Martially  p  a  woorthie 
witneffi  th  in  one  ofhis  Epigrams, begin-  poet,borncaj 
xwci^tAuguPio  Piathura, 

But  1  know  not  what  to  fay, of  our  mo- 
derne  and  later  times^  or  what  our  late  li- 
uihe;  Princes  haue  done,  either  to  Politi- 
an^Pontanuspv  Sannaz^ar  j and  to  fpeak  of 
our  Modern  Frenchmen,  as  Ronfard^  BeU  \  &  lawr 

and  other  excellent  Poets.  But  per-  *  tjro«%hcrof 
haps  you  will  anfwcr  me,their  hopes  may  are  yet 

bee  to  come  hcereafter,  bccaufe  fome  of  veJy  u°ciy  ‘ 
them  are  yet  lining,  young  in  ycarcs,  but 
old  in  wifedome  and  vndcrftanding ,  and 
worthy  to  bee  equalled  with  many  of  for¬ 
mer  times.  But  becaufe  I  fee  fo  little  re- 
fped,  let  vs  goe  backe  againc  to  thofe  re¬ 
nowned  Ancients.  King  Mithridates held 
Plato  and  nis  learning  in  lo  high  rcputati-  hu  learning, 
on,’^  being  defirous  to  haue  bis  ftatuc^fent  | 
to  find  out  ^  Syllanion  toperforme  it,  be-  ^  ^ 
caufe  he  was  a  moft, excellent  workeman. 

For  in  thofe  dayes,  the  greateft  honour 
that  coul^.bc,  was  (in  publike  places)  to 
ered  Figures  &  Statues :  yet  none  might  xhe  honour 
be  permitted ,except  it  were  of  fome  wor  done  to  leaf 
thy  man,  made  famous,  and  knownc  by 
fome  vertiious  decds^or  for  his  dignity  in 
learning.For  this  caufe  the  men  oi  Athens 
made  one  of  VemoBhenes,  with  a  title  of 
X  the 
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Rewards  gi- 
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men. 


the  very  greateft  honor  that  euer  had  bin 
giuen  vnto  any  other  5  and  thefe  were  the 
words  oftheinferipdon.  Jf the  power  and 
Jlrength  of DemoHhcncs  had  bin  equal  to  his 
(Jfirit^  wifedome,  and  learning  •*  the  King  of 
Macedon  could  ncuer  hauc  fur:nounted  the 
Greekes. 

lofephus  the  lew  jbeing  one  ianimibcr 
ampngft  the  captiiics  of Icrufalem ,  was 
brought  prifoner.to  B.07ne{^  yctnotwith- 
ftandingjin  regard  of  the  Bookes  hcchad 
made  ot  the  Icwes  Antiquities,  they  re¬ 
puted  him  worthy  to  haue  a  Statue.  The 
Athenians  confidering  the  wifedome  of 
Demetrius  P haler eus^dhoWciiWnio  Theo- 
phraBiisgz^caitiVxs  ftatiie  to  be  creded  in 
thirty  places  ofthis  City.  Now  if  men  of 
merit  were  fo  highly  honoured^  doiibtles 
they  were  as  well  rewarded.  For  Mheneus 
writeth  in  the  9,book  of  his  Gymnofophifls 
that  AriHoUeioi  his  Booke  deAnirnalium 
rcceiucd  oi  Alexander  800.  talents:  which 
of  the  currant  money  now  in  France^  va- 
lewetli  foiirc  hundred  &  fourcfcore  thou- 
fa nd  Crownes 5  which  is  verified  by 
cA.^  j  eight  book.Thcre  he  declarech,that 
Alex  aiders  defire  was  fo  great  to  haue  this 
book  performed  by  Arifiotleyhzt  he  lent 
many  thoufands  of  men  thoroughout  all 
Greece  znA  Ajia^  with  letters  and  exprefle 
commandement,  that  they  (hold  be  obe¬ 
dient  to  whatfoeucr  hee  required,  touch¬ 
ing  the  manner  of  hunting  and  flying  of 
Fowles,  Fifhes,  and  all  the  like  excrcifes  3 
becauiethey  fhouldknow&:  vnderftand, 
the  nature  and  properties  of  all  kinde  of 
Beafts^irdsjand  Fifhcs,&then  to  aducr- 
tife  AriHotleihcxcoL  Vndoiibtedly  ii Flo¬ 
wer^  the  very  beft  of  Greek  Poets,  had  li¬ 
ned  in  the  time  of  Alexander^  it  is  to  bee 
prefumed  that  he  wold^haiic  bin  as  boun- 
tifull  and  beneficial]  to  him,ashce  was  to 
Arisiotle,  Becaufc  v;hcn  a  cheft  or  Casket 
was  prefented  vnto  him,whercin  K.  Dari- 
us  kept  his  moft  precious  Vnguenrs ,  the 
Cheft  being  very  pleafing  to  him,he  faid ; 
/  will  make  this  CheB  the  keeper  of  far  richer 
treaf  ue :  and  prefcntly  hee  did  put  there¬ 
into  the  Workes  of  Horner^  which  he  C' 
uermorctooke  great  delight  to  reade  in 
continually. 

The  Emperor  Traiane^  in  regard  of  his 
A  famous  learning  oncly,  did  fo  cfpeciallv  honour 

Philofopher  Dyon,  that  when  he  rode 
jtowneofRy-  abroad  ill  tlic fields  to  take  thc  Ayrc  5  hee 
thinia  by  o-  yyQ^j^  him  CO  fit  nccrcft  vnto  him  in 

iympus. 


Alexanders 
carreft  defire 
of  A  riftotlcs 
book  of  crea* 
ttires. 


Homer  the 
beftoi  all  the 
Grecian  Po¬ 
ets. 


The  words  of 
Great  Alex¬ 
ander,  of  Ho¬ 
mers  Iliads. 


his  owne  Chariot ,  and  fo  ride  on  along 
with  him  thorough  Fome^  making  it  as  hi3 
triumphall  entrance. 

Inthewane  which  the  Emperor  Oc7a- 
uius  made  in  Egypt,  againft  Mark  Antho¬ 
ny^  hee  fay de  5  That  hee  did  forbeare  to  de^ 
froy  Alexandria^  for  the  rejpebi  hee  bare  to 
Alexander  Ahat  buildedit'^  but  much  more, 
for  hu loueto  the  Philofcpber  *  Arrius,  The 
fame  Emperor  al(b  ,made  Cornelius  Callus 
Tribune  of  the  people  5  onely  bccaufc  hee 
was  a  mofl:  degant’Poct. 

Suetonius  in  ^zXpLcoiTefpajun^  fhevv- 
eth,  whacrewardcs  were  anciently  giuen 
to  the  Learned.  For  he  favtb,  Although 
Teppafian  was  taxed  with  couetoufnefje :  jet 
notwithsi  an  dingy  he  greatly  fauoured  exer- 
cifes  and  ArteSy  andgaue  a-s penfons  to  each 
Masier  of themfuch  quantity  of  golden  pee- 
ces^  as  beeing  reduced  to  the  fum?nes  of  our. 
moneyes  f according  to  Beroaldus  and  Bu- 
daus)  their  Bipends^alewed  two  thoufancl 
and fiue  hundred DucateSy  but  as  fomefav 
Crownes. 

By  theTeftimony  of  Pliny  yXn  hisfe- 
iienth  Booke,  and  the  ninth  Chapter, 
writing  of  ^  the  Grccke  Orator, 

a  man  may  very  eafily  perceyue,  in  what 
account  and  eftimaiion  the  learned  were 
then.  For  hee  fayeth,  that  this  if 0  crates^ 
hailing  made  an  Oration  for  a  certayiie 
man  5  hee  rewarded  him  with  twclue  Ta¬ 
lents,  which  vale  w  (according  vnto  our 
prefenr  computation)  twcliic  thoufand 
Crownes. 

W  ee  findc  it  likewife  written,  in  the 
life  of  theEmperour  Antoninus  ^  Sonne 
vnto  SeueruSy  that  hee  gauc  to  Appiariy 
fo  many  Diicates  of  Gold,  as  there  were 
number  ofVerfes  in  a  great  worke  which 
hee  had  (at  that  time)  made,  concerning 
the  Nature  and  property  of  a!i  kindes  of 
Fillies. 

TheEmperourG’m/>^,  knov^ing  that 
Aufonitiscoxxx^Qitib  well  in  Verfe  :  gauc 
him  (onely  for  his  deferc  that  way)  the 
Coniulilu'ppe,  which  was  the  verie  grea* 
teft  dignity,  nay  ciicn  next  to  that  of  Em- 
perour. 

Domitiany  albeit  hcc  was  a  moft  wick¬ 
ed  man,  yet  he  gaue  great  honors  5c  gifts 

to  the  Poet  ^  EuBathius,  And  in  a  folemn 
,  Feaft,hec  caufed  him  to  fit  at  his  Table, 
Crowned  with  a  Garland  o(  Law'rcll  5 
where- with  all  ourgrauc  Elders  vfccho 
Crownc  theyr  Poets.  Seleius  Bafiusgx  Ly- 
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rick  Poet,  was  nuich  commended  by 
fl^dJian^Withno  leffc honourable  wordcs 
then  others  ,  and  alfo  had  in  giftes  great 
fummes  of  money.  ^  Arrknus  for  the  hi- 
ftorie  which  hee  wrote  in  Greeke^  of  the 
a£les  o^Alexandenhc,  Greats  but  more  c- 
fpccially,  bccaufe  he  was  a  very  Learned 
man  5  was  made  Confull  of  Rome  by  A- 
dritin  and  Antoninus,  Nor  were  thefe  lear¬ 
ned  men  thus  honoured  during  their  life 
time,  but  aifo  after  their  death  .  As  may 
bee  noted  by  Ptolomy^  who  was  King  of 
Egypt,  who  made 'a  Temple  and  Statue 
to  Horner^  as  he  did  to  his  other  Goddes. 
For like wife^  there  was  a  Statue  e- 
redfed  in  Mantua^  long  time  after  he  was 
dead*  The  excellent  Poet  //i^wif^althogh 
we  are  not  certaine  how  wealthy  he  was ; 
yet  notwithftandirg,  he  had  great  digni¬ 
ties  of  OBaums  in  Rome, 

I  coulTprodtice  many  examples  vnto 
this  piirpofe,  which  I  forbearc,one!y  to  a- 
uoide  prolixity.  But  heere,ifany man 
ihall  obieift  vneo  me,  that  wife  and  Lear¬ 
ned  dyed  by  the  command  of  2^e- 
ro'^l  anfwere,  it wasmoft  bloodye 
that  did  it,  not  any  defed  in  his  learning, 
and  before  his  death,  he  attained  to  great 
dignifies  and  honours  mRo?ne^  onelyby 
the  mcanes  of  his  Learning.  It  is  an  olde, 
but  a  true  Prouerb  5  That  'Honors  and  gifts  ^ 
are  both  the  makers  andmaintainers  of  Arts, 
Therefore  wee  finde,  that  in  thofe  times 
when  Emperors  and  Kings  fauoured  ftu- 
dics  and  learning;  there  wanted  then  no 
ftore  of  Learned  men.  As  in  the  daics  of 
0^ auius ,  Claudtm\  Adrian ^  Hejpajian^  and 
Antoninus,  For  our  modern  times, when 
the  Emperor  Sigfmimd  lined ;  Robert  kin^^ 
o{ Sicily,  NichoUs  the  fift,  King  aZ 

phonfusoi :^aples,  Matthias  King  of 
Hungariei:>Q(idx  thofe  of  the  houfe  of 
dicls  in  Florence ,  .  The  flower  of  which 
Stemme,  yet  liiieth  at  this  day  crowned  in 
France,  imitating  the  moft  graccfull  fteps 
of  his  euer-famous  foregoers ;  but  efpeci- 
ally  ofgood  King  Frances,  in  whofe  mofl 
happy  lime ,  France  reached  vnto  fuch  a 
height  for  Learning,  that  it  might  meri- 
corioiifly  haue  bene  ftyled, another  Greece 
or  Athens, 


CHAP.XVL 


That  Learning  is  not  onely  necefj'ary  m  Kings 
and  Princes :  but  alfo  for  Generallesfiap- 
taines, and  Commanders,  that  follow  the 
Exercife  and  Art  Military, 


Could  alledge  manifold 
Hiftories,  befides  true, 
good,  and  fufficient  Rea- 
lons,  that  Princes  (in  an¬ 
cient  rimes)  found  no 
better  forme,  or  diredle 


rule  for  their  orderly  gouernmenr,  then 
Learning,  and  Knowledge.  And  becaufe 
the  euidence  heereof remaineth  fo  plaine 
and  pregnant  vnto  vs,  I  will  obferuc  fome 
fewe  examples,  tending  to  this  purpofe. 
When  King  Pfey/^vnderftood  the  birth 
Alexander,  and  knowing  A^ 
riHotle  to  Hue  then  in  Athens,\\c  fent  a  ve¬ 
ry  notable  Letter  vnto  him  (recorded  by 
P lutar ke,znd  Auius  Gellius^  wherein  hec 
thanked  the  Goddes,  not  fo  much  for  the 
fafe  birth  of  his  fonne,  butibeccaufo  hec 
,  was  borne  in  the  life  time  of  Arilfotleildy 
which  few  words,  may  be  apparantly  dif- 
cerned,  how  much  the  King  thought  ler- 
ning  and  knowledge  fittc  for  his  fonne,  to 
the  end,  he  might  proue  to  be  fuch  a  King 
andCaptaine,  asheewas  indeedc  after-^ 
ward.  Whereupon,  when  hee  grew  vnto; 
yeares  meete  for  the  embracing  of  ftudie; 
he  mzdzAriHotle  his  Mayfter,  fcnihim 
great  gifts,  and  (in  meere  louc  to  his  fon) 
builded  a  Cittie,  which  he  had  formerly 
deftroyed  ,  and  ereded  ajfo  a  Schoole 
(admired  for  coft  and  curious  woikeman- 
fliip,fuch  as  no  time  before  had  afforded) 

wherein  his  fonne  might  rcceiue  inftru- 
dibn. 

Ant'tgonus,Y:m^o^Macedon^  knowing' 
howncedfullachingLearning  was  for 
his  owne  good  gouernment :  and  beeing 
mightily  prouoked  by  thccontinuall  re- 
nowneof  Zeno,  afingular  Philofophcr, 
and  Pnnee  of  the  Sroitkes ;  def.red  ear- 
neftly  to  enioy  his  company  ,  which  hec 
hirthcr  labored  by  Letters,  andmanie 
Embaflies.  Of  which  Letters,  Dmenes 

Uenm  rcciteth  one,  in  this  m  anner  fo!- 
lowing. 

 The 
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5The  Letter  of  Kinu  An- 

tigonus,  to  Zeno  the 

Philofophcr. 

Ntigonus  a  King  ,  fendeth 
greeting  to  Ztno  the  Philofo- 
pher.  /  know 'Very  we// y  that 
in  worldly  goodes  yfauours  of 
Fortune^  and  the  reputation  of 
fuch  thing s  ^  /  doe  farre  exceede  thee .  Ne- 
uerthelejfey  I  know  witha/Zy  that  in  true feli- 
citicy  knowledge^  difciplineyfludies  andltbe- 
ra/l  Arte s ,  thou  reaches/  a  higher  pitch  then 
I  can  doe.  In  regardwhereof i  defir e^  that 
thou  wouldejl  come  arid  Hue  with  me ,  which 
1  pray  thee  toy eelde  n^nto ;  that  I  may  enioy 
thy  c ompany  and  conuerfation .  In  the  doing 
whereof  /^e  we/laffuredy  that  thou  not  onely 
[halt  be  matl/er  of me:^  but  [halt  alfo  be  a  tea- 
cher  to  a//  my  Macedonians .  For  he  that  in- 
flruc/ eth  the  King ,  making  him  to  become 
^ertuons  and  good  :  teacheth  thofe  ^ertues 
likewife  to  a/l  his  Subief/s,  T^o  prooue  the 
truethheereofy  it  is  commonly feene  y  that 
fuch  as  the  King  is  ,  fuch  are  his  vafailes^ 
andfuch  as  the  Captaine  y  fuch  his  Souldi- 
ourst  Farewe//^ 

Thcfe  Letters  being  receiuedby  the 
venerable  Philofophcr  ;  in  regard  of  his 
deepe  fteppe  into  age,  it  was  not  poflible 
for  him  to  condifeend  thereto,  or  (in  per- 
fon)  to  fatisfic  the  Kings  earneft  requeft. 
But  he  fent  him  two  of  his  Schollcrs,  ex¬ 
celling  the  reft  in  knowledge  &  learning, 
by  whom  he  was  worthily  taught  and  in- 
ftriicted. 

The  learning  of  AriBotky  vnder  whom 

Alexander  was  tiitourd  fiuc  whole  yearcs 

together ,  tooke  fuch  roote  and  efficacie 

vrasSchoiier  in  (he  Schollcrr  that  he  became  fo  excel- 
to  ArjitotiC  1 1  T/**  *  t  II 

fiaeycareaio-  ^  King,  as  no  onc  in  the  world  was  a- 

gcther.and  blc  to  comparc  wich  him  .  Being  in  the 
midft  of  his  Armies ,  he  would  not  giuc 
oucrftudy,  buteuermorelayd  (withbis 
Sword)  on  the  pillow  of  his  bed,  the  Ili- 
ades  oi Homer y  and  other  bookes.  And  it 
appeared,  that  fuch  was  his  lone  to  Lear¬ 
ning  ,  that  he  could  as  eafily  apprehend 
it,  as  he  conquered  kingdoms  by  force  of 
Armes.  Plutarke^AulmGe/iiuSy  zn^The- 
mis/oclcs ioc  affieme,  that  Alexanderh'Sidi 


1  he  Letter  of  great  Alex¬ 
ander,  to  his  Maifter 

Aris/otlc. 


Ixuly  Ariflotlc,^/;^?//  haf  done , 
d/ynpublif/rngthofe  Bookes  of 
[peculatiue  P hiloj ophiefy  thee  I 
■cempofed.  For^mt/meoWne'^^^T^f^^^  , 

•  •  7  .  r  .  ^  prehenfion  of 

^^dgemem  ^wherein  can  Jpof  his  Mauser, 
Jibly  exce/i  other  men  ,  when  the  Science  <leclaring 

wherein  thou  haf  insJruHed  me  ^ 
to  be  common  to  a//  men  f  /  would  haue  thee 
to  know^  that  /  more  couet  to preceed  a// men 
in  Learning  and  Knowledge ,  then  in  riches , 
pornpepov'ver  and  dominion, 

Farevve/i. 


Wbat  the  pbi- 
lofophei  him- 
fclte  could  not 
do€jhe  did  by 
his  Schollcrs. 


Alexander 


loued  Learn¬ 
ing  carncftly. 


T'luiarc,  in  vita 
*alex. 


jpuplilhed  certayne  bookes  of  naturall 
- »  •  -  •  •• 


Philofbphy,  whcfcofhc  had  been  an  Au¬ 
ditor  vnder  Aris/otle ;  in  rega rd  whereof, 

he  wrote  a  Letter  vneo  him.  ^ 


When  this  was  vndcrftoodc  hy  Arf 
jlotle y  to  comfort  and  plcafe  (o  puilfanca 
Prince,  he  commanded  that  his  Bookes 
(formerly  common)  fhonidbefo  obfeu- 
red,  that  it  was  not  poUible  to  vnderftand 
them  ,  but  by  his  owne  interpretation. 
Pirrhm  that  excellent  Captaine,and  king 
of  the  Epirotes  y  who  maintained  great 
warres2gainftthe/?^,^/.Wf’j^  and  diuerfe 
times  oucrcarne  ihem ;  did  excrcifehim 
felfc,  not  onely  in  the  reading  of  the  Sci¬ 
ences  ;  but  alfo  compofed  fundry  books, 
among  which  was  his  precepts  of  warre. 
As  the  like  hath  beene  done  lately  in  our 
time,  by  that  famous  man  ,  Guillaume  du 
Be/lay ^hord  of  Langey. 

What  fhall  we  fay  of lulimC afar yhe: 
firft  Empcrour,and  (without  all  compari- 
fon)  the  very  beft  Captaine  of  all  them 
that  had  the  managing  of  war  ?  VVe  may 
^  truclyfay  of  him,  that  he  was  no  Iclfc  in¬ 
clined  to  Learning,  then  to  Armes.  For 
he  made  himfelfe  a  Scholler ,  before  hcc 
was  a  Souldier  i  and  afeerv/ard  as  often  as 
he  had  any  Icyfurc,  he  frequented  the  A- 
cadcmics  of the  Poets, and  in  walking,  he 
would  both  reade  and  write .  Vppon  a 
time,  being  at  Alexandria  in  Egypt ^  to  faue , 
himfeifefrom  an  imminent  peril),  head- 
uentured  fwim  ming,  bearing  the  bookes^ 
which  he  had  written  in  one  of  his  hands; 
declaring  thereby ,  that  he  affcc^ifed  them 
as  dearely ,  as  his  owne  life  :  hauing  as 
much  care  to  faue  the  one,  as  the  other; 
and  what  his  learning  was, his  Commen¬ 
taries  (yet  remaining  with  vs)  can  fuffici- 
cntly  witnefle. 

LI  3  Not 


Pinhm  kln^  of 
the  Epiiotes, 
an  excellent 
louer  of  lear. 
ning,  and  a 
pubJilLcrof 
iiookes. 


fuIiusCsefar 
the  lirft  Em- 
pel  our, as  fa¬ 
mous  for  lear¬ 
ning,  as  for 
armes, 

Tafn  Martiy 
qum  Macuth. 


Caefar  loued 
learning  as 
dearejy  ashls 
life. 


J 


Of  the  necefsity  ofLcarning  ^..Booke 


The  care  of 
the  Romanes 
for  their  chil¬ 
drens  leraing 


*  A  Philoro' 


/ 


Notonely  C^far^  hut  the  Rmanes 
alfo,  do  bearc  witneffe  of  that  which  wee 
ray3who(in  mypoore  opinion)  were  re¬ 
puted  and  knowne  to  be  good  Captaincs 
and  Goucrnors.For,  the  firrt  thing  which 
they  vndertook  for  their  children  in  their 
infancic,  wastohauc  them  wellcnftruc- 
ted,  and  therefore  prouided  good  fchol- 
mafters  for  them,  which  they  chargeably 
lint  for  out  of  Greece.  Both  the  Catoes 
were  knowne  to  be  excellent  fchollcrs,  6c 

C4tocenrorhm  I  •  The  g^at  Ce»fir  was  wonder- 

fully addifted to  learning,  asthcBookes 
written  by  him  do  plainelytcftifyc  :  hcc 
was  a  worthy  Orator,  Hiftorian,  and  en¬ 
dued  with  many  vertuesjand  cuen  toward 
the  ending  of  his  dayes,  hec  learned  the 
Greeke  tongue.  The  other  Cato^  ftyled  of 
Cato  rtkenfn.  |  iTtica^  though  hc  was  not  of  fuch  a  fharpe 
and  ingenious  fpiritc  in  apprehenfion  of 
Sciences  5  yet  notwithftanding,  hcc  kept 
company  with  moft  excellent  Schoolc- 
mafters  5  among  whom  was  the  Philofo- 
pher  ^  Antipater ^  And  hc  gaue  his  minde 
It  \  fo  much  to  ftudic,  that  Cicero  fay  th,in  bis 

CityofPhx- 1  Bookc  did  nothin gclfc  but 

rcadc ;  yea,  whenfocuer  he  late  in  the  Se¬ 
nate  hoiife,  hee  alwayes  had  fome  Bookc 
or  other  about  him ,  to  rcadc  at  all  times 
when  he  pleafed. 

Scipio  Affricanfts,  the  viftorious  trium¬ 
pher  oner  Hannibdlly  was  cxtreanicly  ad- 
difted  to  Learning,  and  ciicrmore  had 
the  Poet  Mnnm  with  him.  After  all  his 
V^idlorics,  hc  gaue  himfclfc  againc  afrefh 
io  Learning  and  reading.  Hanniball  his 
Competitor,  although  he  was  of  Affrkdy 
had  alwayes  bookes  with  him  in  his  Tents 
and  Pauillions :  in  the  time  of  warre,  hcc 
would  not  giueoucr  reading,  but  in  one 
place  or  othcr(  howfbeuer  it  were  )  hec 
would  haue  sfUnus  and  Safylas  (two  ler- 
ned  Lacedemonians)  with  hinij  by  whome 
hc  was  well  inftrui^ed  in  the  Glrcek  Lan¬ 
guage.  We  haue  formerly  read,  that  Dio- 
vyftus  the  T  yrant  of  Sicily  y  had  Plato  to  be 
his  Schoolcttiafter,and  kept  company  al¬ 
fo  with  many  other  learned  men.  After¬ 
ward,  when  hcc  was  expuKed  out  of  his 
kingdoroc,  one  (in  mocking  manner)  de¬ 
manded  of  him,  whereto  now  ferued  the 
Philofophy  which  hchad  learned'of  Fla- 
tOy  to  whom  hec  returned  this  anfwer,  it 
ferueth  mee  to  fupport  my  prefent  necefsttk 
with  patience.  ThemiBocleSy‘3^  moft  exccl- 
ient  Captainc,  declared  himftlfe  to  be  no 


nicia,by  the 
Tea  fide,noc 
farre  from 
Tyre. 

L  kero  in  Lib. 
deFinib. 


Examples  of 
foldicrs  affec 
unglcainin^. 
*^cipio  Apr  tea 
nxi. 


HamibalL 


Plato  fchoolc 
tnartef  to  Di 
onyficts  the 
TyranL 


A  notable  an 
fwer. 


leffc  diligent  in  learning,  then  hce  was  in 
Armes :  his  Maftcr  was  ^  AnaxagoraSy  the 
MiUJian.  Eparninemdasy  and  the  other 
Captaines  of  Greece ,  were  all  ftudious 
and  worthy  Orators.  Mithridates^  in  the 
warres  which  ht  had  againft  the  RomaneSy 
for  the  fpacc  of  forty  years  together^not- 
withftanding  all  the  furious  aliaults,  defi- 
fted  not  from  his  ftudy  ing ,  hauing  eucr- 
morc  diuers  fchoolcmaftcrs  and  Philofo- 
phers  with  him. 

OStamui  AuguHmy  limited  to  himfclfc 
ccrtainc  hourcs  in  theday,onely  for  ftu¬ 
dy  5  and  when  hc  was  in  warre^yet  hc  kept 
his  times  of ftudying  fiill :  bailing  there¬ 
fore  diuers  worthy  Mafters  with  him,  as 
Apollodorus  of  Pergamdy  the  Philofbphcr 
Ajperarli^y  Ajinius  PoUio^  yderius^Me/fa- 
la^  Virgily  Ouidy  and  many  other.  And  be¬ 
fore  this  Emperour,  there  was  a  famous 
Captainc,  named  ^  Lucius  LucuUuSy  who 
during  the  wars,gauc  himfclf to  ftudy 5  & 
when  the  wars  ceafed,  hecapplycd  all  his 
diligence,  in  chcrifhingand  maintaining 
Xe^xvLt^xotFi.Paulm Rmtliusy  victorious 
oucr  the  king  of  Perjia,  oner  &  befide  his 
bceing  a  very  learned  man,  endcauou^ 
red  alfo  that  his  children  might  bee  the 
likcjfothatathisinftant  requeft,  the  A- 
thenians  gaue  him  *  Metrodorus  to  bee 
their  Schoolc-maftcr .  But  wherefore 
do  I  take  fo  much  paincs,  in  naming  fo 
many  one  after  another  ?  Fompeyy  ^tu¬ 
tus  pabius  Maximus y  Marcus  Brutus ^r a- 
ianty  Adrian^  and  Marke  Anthonie  al 

learned  men,  and  compiled  Bookes, Ora¬ 
tions, and  Letters  of  great  learning,  and 
memorable  example. 

Inbricfc,  if  I  erre  not  greatly  in  my 
iudgement,  it  may  plainly  appeare,  that 
few  Captaines  are  found  of  ancient  times 
who  were  excellent  in  nothing  fo  much 
as  by  their  learning.  There  arc  two  only, 
ofwhom  wee  (inde  nothing  remayning 
writtenjexprefling  whether  they  were  Icr- 
ned,orno:  the  one  beingnamed  Caius 
Marius y  and  the  other  Marcus  Marcellus. 
And  yet  I  reade,  that  Marcellus  highlic 
loued  and  fauoured  men  of  knowledge ; 
whereby  it  is  to  bee]  credited,  that  furcly 
himfclfc  was  learned, though  iioihing(to 
that  cffc(ft)  bee  written  of  him.  Ana  it 
may  the  more  manifeftly  appeare,  by  the 
prohibition  hc  made  (as  we  haue  former¬ 
ly  ailed  ged)  at  the  furprizall  of  Syracufdy 
ihzt  Archimedes  (hould  not  bcc  flaync. 

And 
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Properties  of  the  Viper. 
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jrduertiremet 
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cams  ol  thefe 
irfd. 


And  althogh  he  mifcaricd ,  notwithftan- 
ding  his  ftrift  command  to  the  contrary: 
yet  it  was  not  without  great  greefe  of  the 
faid  MArcelltis. 

Let  then  theCaptaincs  of  thefeour 
dayesjfay  what  they  lift ,  that  learning  is 
notfo  expedient  for  them  (Imeanefuch 
asthruft  theftilcof  Captaincs  on  them- 
fclucs)  coucting  with  their  owncopini- 
on,or  rather  obftinacy,  to  cloud  andco- 
ucr  their  dulncffe  and  ignorance.  It  is  fuf- 
ficient  for  vs, that  wee  fee  how  highly  our 
grauc  Prcdcccflbrscftecmed  Bookes  and 
Learning,  equall  with  the  courage  and 
manhood  of  infinite  Captaincs,  worthi¬ 
ly  aifedcd  andaddi(fted  to  learnings  as 
wefinde  itvnpartiallyfet  downe,inthat 
iudicious  Booke  of  warre,  written  by  Ko- 
bertiu  Vdturinu^s. 


C  H  AP.  XVIL 


Goa  msdeal] 
things  for  - 
the  profitable 
Tfeofmao. 


Of  ihc  vertuc 
of  Tiriaclc  or 
Treacle, and 
howatfirft 
it  took  name. 


of  diuers fecret  ndturaUpropertmfemgin 
the  yiper :  and  how  he  may  be  fed  on^  and 
eaten^without  any  danger. 

H  E  Viper  is  akindc  of  Ser¬ 
pent,  (ufficicntly  knowne  to 
many:  and  although  it  bee 
little,  yet  notwiihftanding  it 
is  very  venomous,  for  with  a 
little  pricking, it  can  kill  a  mamBut  as  our 
Lord  God  made  nor  any  thing  but  to 
profitable  v(c :  euen  fo  this  creature,  with 
al  his  venomejfcrueth  man  for  diuers  me¬ 
dicines  and  maladies,  cfpccially  for  any 
paine  in  the  throate.  It  is  a  thing  very  ex¬ 
cellently  good(by  a  fecret  property  in  na¬ 
ture)  to  bcarc  the  head  of  a  Viper  about 
aman;forliuing,itkilleth,  anddead,  it  \  Viper  oncly  (among  all  other  Serpents)  deli- 
hcalcth.Tiriacle,or  Treacle,  aswcvfeto  \  uerethheryoungoneSy  becaufefhefirjlform- 


and  AeUanus.  They  report,that  when  this 
Serpent  concciucth,thc  Male  putteth  his 
head  in  at  the  mouth  of  the  Fcmale,wher- 
by  fhcc  receiueth  fuch  immeafurablc  de¬ 
legation  ^  that  with  her  oucr-fliarp  teeth, 
(hebytethoffthe  head  of  the  Male,  be- 
comming  thereby  widdowed,  yet  violent 
in  affaulting .  The  matter  concciued  by 
her,groweth  to  bee  Egges,  which  forme 
themfelues  within  her  body,  according 
as  the  fpavvnc  of  fifties  doth :  and  of  thofe 
Egges  do  Vipers  cnfuc,at  fuch  time  airfhc 
is  to  dcliucr  her  young  ones,  ycclding  c- 
ucry  day,  one, till  they  amount  to  twenty. 
Now  becaufc  they  arc  fomany  innimv 
bcr,thcy  which  remainc  bchindc,  hauing 
no  power  to  attend  their  fit  time, do  teare 
the  belly  of  their  Damme,  fo  that  by  her 
deathjthcy  enter  into  the  world,  and  Hue. 
Ifitbefoj  fiircly  it  is  a  matter  veiymar- 
uailous :  for  it  fliould  feemc  thereby  ,th  at 
(euen  naturally)  the  children  do  reuenge 
the  death  of  their  father.  * 

VVith  this  opinion  of  Pliny^Ao  many 
other  Authors  confent;  as  Plutarch  .in 
hisTreatife  againft  Scoffers.  Ncucrthc- 
leflc,  there  arc  a  great  many  other,  who 
do  contrary  it,  denying  that  the  Viper  dy- 
cth  in  her  teeming:  with  which  opinion, 
I  alfo  reft  refolued,  bccaufe  the  other  fee- 
methto  me  not  naturall;  neytherhauci 
fecncthc  experience  thereof,  or  know  a- 
ny  perfon  that  hath  (ecnc  it.  In  like  man¬ 
ner,  Philoftratf^  is  flatly  againft  it,  in  the 
life  of  ApoHo  Thyaneus,  introducing  Apol- 
/^7him|clfe,  who  reporteth,  that  hee  had 
fccnc  a  Vipcr,ihat  after  fhc  had  fully  yeel- 
ded  all  her  young  ones ;  licked  them  very 
louingly,and  liued  healthfully.  As  much 
maybe  gathered  from  the  words  of  Ari- 
Jlotle^  who fetteth  them  downc thus.  The 


Plin.:n 

Ifidorinlib.ii, 
de  Etimolog* 
Aeltanut  in  lib, 
de  Animalt 
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terme  it, is  properly  good  againft  venom: 
but  in  the  making  thereof,  and  in  the  con- 
feftion,  there  is  ncccffarily  required  fomc 
part  of  this  bcaft,  to  the  end  it  may  be  the 
more  perfedijand  of  the  greater  efficacy. 
And  it  was  named  Tiriacle,  bccaufe  that 
the  wordc  Thirionin  Grcekc,  fignificth 
a  Viper, or  venomous  Beaft.  Some  (and 
not  vnfittingly)  doe  giuc  another  etymo- 
logyCjand  reafon  for  this  name.  But  be¬ 
fore  we  report  the  benefits  enfuing  by  the 
Vipct,mc-thinkcs  it  vvcrc  not  amiffe,  to 
remember  what  is  faid  by  pliny^ljidortts^ 


eth  them  in  her  body  of  Egges y  as  the  fpawne 
of  pi^es  is.Afterward^whenthey  areform- 
ed^  th^remaine  three  daics  wrapped 'vp  in 
a  tender  thinne  skim  'vpf^ich  breaketh  at  the 
Umitted  time^  andfo  affoordeththe  young 
ones  liberty  {jin  regard  ^hcxtoi^Apuleiud 
his  ApologiCjCallcth  xh^mOuipereSy  and 
not  Vipers, as  much  to  fay, as  engendered 
of  Egges)  and  very  often  tt  happeneth^  that 

that  wrapper  breaking  (pf 
Dammes  belly,  they  iffue  foorth  euery  [day 
one, to  the  number  of  twenty  and  more,  thefe 
arc  the  very  words  of  Ariflotle.  I  n  anp- 

thcr 
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this  contro- 
ucrfcd  point. 


Diofcor.inlib. 

i.cap.t. 

How  the  flefh 
of  the  viper 
maybe  lafely 
eaten. 


jthcr  place,  I  meanc  in  his  third  Bookc  of 
Bcarts,  fpcakingof  the  teeming  of  Scr- 
...  \?^ni^^'^ztiKh.Btforetheriperyeelde^^^ 
dtAnimaU.ii  farmeth them  rvithinher bo- 

Ti,  >  1  And  I  am  perfwaded, that 

wnicaureTf  fpCCCllCS,  of  thc 

young  ones  tearing  the  belly  of  their 
Damme.  For  it  feemethto  them  that 
ftand  in  defence  thereof,  that  when 
Arijiotle  (peaketh  of  this  firft  fawning  or 
teeming :  hce  purpofed  to  fay ,  that  they 
did  ^en  breake  or  tcarc  thc  belly  of  their 
damme. 

But  leaning  ihefe  circiimftanccs ,  I 
fay  that  thc  viper,  how  dangerous  foeuer 
it  be,  yecldcth  great  hclpe  and  fuccoiir  to 
man.  Diofcoridcshhhy  thattheflefh  ofa 
viper, being  boyled  or fodden ,  may  fafe- 
ly  be  eaten  :  being  very  mcdicinable  for 
the  ncrucs,  and  for  the  fight .  But  in  pre¬ 
paration  to  thc  eating  thereof,  thc  head 
and  tailc  miift  be  taken  away ;  then  being 
fleaed  and  well  drefled ,  it  is  to  be  tempe¬ 
red  with  ftrong  Annife-fcedcs  .  He  faith 
alio,  that  there  is  made  of  this  flefh,  a  ccr- 
tainekinde  of  Sale,  or  (alt-powdcrjcxcel- 
Icntly  auailing  to  procure  a  good  appe¬ 
tite,  being  prepared  in  this  manner.  You 
muft  take  a  new  earthen  pot,  and  putthc 
viper  thereinto,  vied  a$  formerly  hath 
becnc  declared  i  then  put  Salt  andftam- 
ped  figges  to  it ,  with  a  corhpetent  quan¬ 
tity  of  hony,  and  the  pot  being  well  co- 
uered  ,  letitboylc  and  bake  a  long  while 
in  an  Ouen .  Which  being  done ,  bcatc 
and  reduce  it  into  a  powder:  and  whofoc- 
iier  afterward  will  make  vfc  thereof  with 
his  other  mcate ,  (hall  finde  it  very  plea- 
fant  and  profitable  for  thc  ftomackc. 

Paulfi^  Aeginetm  (zith  alfo,  that  thc 
flefhofa  viper  is  fingularly  good  againft 
leaprqufie  and  meazcldnelic  5  making 
therefore  great  efteeme  ofthc  Salt-pow- 
m--  iL ....  fore-mentioned ,  and  affirming  with 
I  Plimn^  that  accrtainc  nation  in  India, 
Diofcor,  in  lib, .  catctli  tbc  flcfh  bf  the  viper .  T>idj corides 
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Vaulus  Aeginct, 
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lauouchcth ,  thatwhofocucr  will  cate  thc 
fklli  of  thc  viper,  (hall  liuc  long  timCjand 
very  hcilthfully.  Againft  thebytingof 
this  Serpent,  there  are  ftorc  of  remedies, 
whereof  TljcophraJlus  maintaincth  one, 
faying,  Vi'iwjbeuer  is  Listen  thereby^  mello- 
diotss  founds  and  fangs  doe  greatly  benejite 
him,  bccaufc  Mufique  is  very  medicina- 
^  blc,  as  we  haiic  already,  and  fhall  proouc 
Galen tn ho.  dt  ficcrcafrcr.  faith,  that  this  bcaftca- 


TheophraJlJn 
UbA.  ribxa  9. 


teth  not  any  thing  all  thc  time  of  winter ; 
but  hideth  her  fclfc  (as  dead)  in  the  earth; 
and  whofocuer  then  findeth  ,  toucheth,' 
and  handlcth  her ,  flic  cannot  bite  him ; 
but  when  fummcrcomcth,  flic  rhenre- 
fiimcth  all  her  forces  •  Thc  like  affirmeth 
P//w>,ofLizards,  Snakes,  and  all  other 
kindc  of  creeping  creatures. 

Arifiotle^mhjihzi  they  containc  them- 
fclucs  three  orfourc  moneths,  without 
feeding  on  anything.  Aelianpss  giuouch- 
cth,  thatthofe  vipers  which  breed  in  the 
Prouinccs  of  Arabia ,  although  they  doc 
bitc,yet  their  biting  is  not  venimoiis;be- 
caufe  they  doc  feede  on  thc  Baulmc  tree, 

and  fleepe  vndcr  the  fhadow thereof. 

riHotle  further  faith, that  they  arc  very  de- 
firoLis  to  drinkc  wine ;  and  many  people 
doe  take  them;  by  fetting  velTclls  of  wine 
in  the  places  where  they  refort  ;  for  they 
will  become  drunk  by  drinking,  and  after 
they  take  them  fleeping .  There  are  ma¬ 
ny  things  more  to  be  fpoken,  concerning 
the  qualities  and  properties  of  the  viper, 

which  I  doepurpofely  omit  for  breuities 
fake. 


Animal 

Aeliamsinlilr. 

Animal^iQ, 


CHAP.  XVlII. 


I  i ) 


of  the  admirable  property  of  a  little  creature, 
the  bitingwhereof is  healed  by  the  found 

(f Mufque ;  likewife  of  many  other  infr- 
mities^  vehichare  enelj  holpenby  the  Tame 
.  Medicine.  ‘ 


Anfiot.mfib, 

^bifopTi, 


Hat  which  wchaiie  faydin 
our  precedent  chapter ,  vn- 

der  the  authority  of  Theo- 
phrafius  ,  concerning  thc 
biting  of  thc  viper,  and  that 
It  may  be  cured  by  Mufque  ^  will  make 
our  prefent  report  to  be  the  better  credi¬ 
ted  j  bccauic  it  tejideth^to  thc  fame  piir- 
poie.  Alexander  oi Alexandria  jin  his  book 
of  Vcniall  dayes^and  Petrus  Gellius,^  mo- 
derne  Authour,  docaffirmeandfay,  that 
in  Apulia,  A  Countrey  o{ltalie,  there  is  a 
kindc  of  Spider,  which  thc  Inhabitants 
doc  tcarmc  r arantula.  P.c.  Redianus  cal- 
Icth  It  Phalangtum ,  which  at  thc  begiii- 
ning  offummeris  fo  venimous,that  who- 
Ibcucr  is  bitten  or  flung  thereby ,  except 
he  be  very  fuddcnly  (uccouredjhc  looflth 
 all 


jtUxsnittA- 

lexanddnlib,!- 

de  yuGenx.ib 

Peinu  GelliMi 
wlibMKebns, 
9xap.$. 
PiCJHodumi 
inltbr.^,caf.7> 

*  A  kindc  of 
Spider  that 
hath  three 
ioynt*  or 
koocSjWhofc 
ftingii  perU- 
lous  &  deadly. 


Chap.  Ip. 


Of  Romane  Faiiffine. 


The  affirmari- 
on  of  gooti 
Anthours  as 
cye-witiiefics. 


Alexander 
lexandaalib.i, 
de  Die, 
Gen.capj/, 


A  ftrange  and 
wondeifnll 
working  in 
nature,  by  the 
power  of  Mu- 
ncjue. 


'An  excel- 
Jent  Phyfition 
of  Prufa  in 
Bicbynia. 

*  A  Mufitian 
c-f  Thebes, 


Theophradui  in 

hb  de  Reb.<^,c,j 
Aul.Gelim  in 


jail  fenfe  and  vndcrftanding  3  and  dyeth  in- 
ftantly.  But  if  any  one  (being  fo  bitten) 
chance  to  cfcape  death  :yct  he  remaineth 
infenfible^  and  wholy  voyd  of  any  capaci¬ 
ty  5  for  which  dangerous  inconiienience, 
experience  found  out  a  remedy,  and  that 
is  Mufique, 

The  iiidgement  of  Anthours  hereon^ 
(peaking  as  eyc-witneffes  ,  and  hauing 
feene  the  proofc  thereof, is  thus.  So  foone 
(fay  they)  as  any  one  is  bitien  or  enueno- 
mcdjthebeft  he]peis,to  bring  infiantly 
before  him ,  fuch  as  vfe  to  play  on  Vialles, 
Flutes, and  other  Inftruments,  to  play  di¬ 
ners  LeffonSjSi  fing  many  Songs ;  which 
Mufique  being  heard  by  the  party  wcun- 
ded,he  will  prefendy  begin  to  daynce^de- 
liuering  variety  of  geftures  and  motions 
with  his  body,eLien  as  if  all  his  life  time  he 
had  well  inured  himfelfe  to  dancing,  in 
which  fury  and  power  of  dancing, he  con- 
tinuethj  vntill  fuch  time  as  the  venome  be 
diflipated.  Alexander  Alexdndrinus^io- 
ceedeth  farther,affinr!ing,  that  he  beheld 
one  wounded  by  this  Spider,  to  dance  & 
leape  about  inccffantly,  and  the  Mufiti- 
ans  (finding  themfelucs  wearied)  gaue  o- 
iier  playing:  whereupon, the  poore  offen¬ 
ded  dancer,hauingvtterly  loft  all hisfor- 
ces,fell  downe  on  the  ground,as  if  he  had 
bene  dead .  The  Mufitians  no  fooner 
began  to  play  againc,  but  hec  returned  to 
himfelfe^and  mounting  vpvpon  his  feet, 
danced  againe  asluftily  as  formerly  hee 
had  done,  and  fo  continued  dancing  ftill, 
til  he  found  the  harme  afrwagcd,and  him- 
felf  e  entirely  rccouered .  Heercunto  he 
addeth,that  when  it  hath  happened, that  a 
man  bath  notbeenc  thorowly  cured  by 
Mufique  in  this  manner  5  within  fome 
fhort  while  after, Hearing  the  found  of  In- 
ftrumenrs, hee  hath  recouered  footing  a- 
gaine,  and  bene  enforced  to  hold  on  dan¬ 
cing, and  neucr  to  ceafre,till  his  perfed  & 
abfolute  healing,  which  (queffionlcffe)  is 
admirable  in  nature. 

A^clepiades  writeth,  that  the  found 
of  Inftruments,  and  voycesfweetly  fing- 
ing  to  them,  hath  wrought  extraordinary 
I  cures  on  Lunaticks  and  mad  men.  VVe 
rcade  alfo,that  ^  Efmenea^  the  Thehane^ 
healed  many  difeafes  and  infirmitics,only 
by  his  fweete  and  melodious  playing  on 
Flutes.  Theophrastus  2nd  A  ulus  Gellius 
fay \  that  Mtifique  appeafeth  the  paine  of 
the  Sciaticajand  ofthe  Gout.  We  like- 


I  wife  findeit  recorded  in  the  facred  Scrip¬ 
ture,  that  (by  Mufique)  c^kdSaul 
of  the  pa(Iio,which  the  euillfpiritv/roghr 
in  him :  fb  great  is  diis  property,  procee¬ 
ding  from  the  entire  amity,  which  the  na¬ 
ture  ofman  beareth  to  Mufique.  And  if 
good  confideration  be  made  heereof,wce 
lliall  not  account  it  ftrange,  that  infinite 
infirmities  haue  bene  cured  by  the  means 
of  Mufique.  For  it  bath  euidently  beene 
feene,  that  there  are  diners  bcafts  and  o- 
ther  creatures, that  kill  by  laughing, others 
by  weeping, and  others  in  flecping^accor- 
ding  as  writeth  of  Cleopatra.^nd 

as  diuers  ether  good  Hiftoiians  haue 
faithfully  affirmed. 


1  SaiE.itf,  zj. 


Many  infirnci- 
ties  cured  by 
the  meanciof 
Muficjue. 


CHAP.  XIX. 


Ofdjlrange  medicine^  whereby  V^uikin^  of 
Rome,  wife ‘vnto  the  Ernperour  Marcus 
Aurelius,  wu^  cured  oj  dn  infirmity  of 
difhonefi  loue :  andofmdny  other  reme^ 
dies  dgdinfi  that  powerfull fdfsion^ 


Oncerning  that  affc£iion,  or 
imprifonment  ofthe  will,  as 
wc  may  iuftly  terme  it, which 
ordinarily  is  ftiled  by  the 
name  ol  Loue  5  whether  it  b 


apowci;full  paffion,  working  wonderfuil 
effedfsfn  thelbuleor  no  :  there  need  no 
further  queftionto  bee  made, but  exami¬ 
nation  of  fuch  mens  iudgements,  as  (by 
good  experience)  haue  knowne  it,  and 
whofe  examples  remaine  notorious  to 
vs.  More  efpccially,of  very  w'ortby  and 
excellent  perfons,who  hauefuffered  their 
wiis  to  be  fo  ftrangcly  tranfported  there¬ 
by,  that  “extremity  of  death  hath  enfued 
thereon .  luUm  Capitolintts^  among  di¬ 
ners  other  examples, reporteth  what  hap¬ 
pened  to  Daughter  to  Antonius^ 

and  V Vife  to  the  Emperour  Mdreus 
r^/w,who  became  fo  exceffiuely  enamo¬ 
red  on  a  Fencer  or  Sword-player ;  that  by 
ouer-abounding  in  defirc  to  enioy  his 
company, fliee  fell  into  fuch  a  confumpti- 
on,as  very  greatly  endangered  her  life.- 
This  beeing  vnderftood  by  Mdrcm 
Aurelius^  immediately  hee  aflembled  a 
great  number  of  Aftrologers  andPhyfi- 
lions,  tofinde  fome  aduicc  and  remedy 

.  for 


Loue  is  the 
ihraldome  of 
die  will, 


hdim  Caplto* 
lmuEinUi>,qM 
Mem, cap. 


TheEmprefle 
extreme  in 
att'edion  to  a 
Fencer. 


OfRomane  Fauftine. 


4  Book 


e. 


Counccll  gi- 
ucn  by  Aflro- 
logers  and 
Phyfitiomfor 
a  ftrangc  re  • 
mcdy. 


The  concep¬ 
tion  of  the 
bloody  Em- 
perour  Anto¬ 
ninus  C6mo- 
dus. 


RHtroplm  in 
vit.Comnod. 


*  A  worthy 
Writer  of 
Milctum. 
Siiidas  in  lib. 
S.de  Celled. 
cap.S. 

Quid  in  %smed. 
Amor. 

Remedies  ad- 
wifed  againft 
fond  and  foo¬ 
lish  Louc. 


Vlin.inllb.iQ. 


CotdanUi  in  lib, 
l.deiiat.fnb. 


for  this  extraordinary  folly.  In  the  end^it 
was  concludcd,that  the  Fencer  flaould  be 
put  to  death,  and  fome  of  his  blood  bee 
fecrctlygiuento  Fanf^weio  dnvkc,  and 
after  fhc  had  thus  ignorantly  drunke  ther- 
of,  the  Emperour  her  husband  fhould 
company  with  her  in  bed.  This  remedy 
wrought  very  wonderfully,  for  it  quite 
tooke  from  her  that  fantafticke  affeftion, 
fo  that  (ncuer  after)  fhee  did  fo  much  as 
once  remember  him .  And  the  Hiftory 
faicth,  that  of  this  her  companyingwith 
the  Emperor,  Anteninm  Commodm  was 
begotten,  who  became  fo  crucll  &  bloo¬ 
dy,  that  herefcmblcd  ratherthe  Fencer, 
of  whofe  blood  his  Mother  had  drunke 
before  his  conception  5  then  any  iote  of 
Alar c Ids  Aurelim^  to  whom  he  was  Sonne 
indeed  5  in  regard  yNhQXoijOemmodti^syfzs 
a  daily  companion  with  the  Gladiator es  or 
Fencers,  as  Entropm  witneffeih,  in  the 
life  of  the  faid  Commodus.  ■ 

Phyhtions  among  the  Gw/ry  and^^- 
rabes^do  reckon  this  difeafe  of  Lone  with 
the  moftgrceuous  infirmities  ofthe  bo¬ 
dy,  and  thereupon  haiie  difputed  many 
remedies.  C damns  ihc Milejian  (ac¬ 
cording  as  Suidas  reportetb ,  in  his  Booke 
of  Colle(3:ions)  wrotea  Booke  difeour- 
fing  on  perticulaf  remedy, whereby  vtter- 
ly  to  cxpell  this  dangerous  ficknefle  of 
louc :  as  alfo  hath  faide  fufficiently, 

in  his  remedies  againfl:  louc.  Wherefore 
mriong  all  other  remedies, which  Phyfiti- 
ons  haue  aduiied  againft  this  infirmity, 
this  is  one  5  that  the  patient  endangered, 
flioold  vndertake  fome  great  affaires, im¬ 
porting  highly  his  owne  hon  our  and  pro- 
fitc,  onely  to  this  cndjthat  his  fpiritbeing 
bufie  about  diuerfity  ofthings^  heemay 
the  better  retire  his  imagination,  from 
the  party  by  whom  he  is  offended.  They 
do  morcoucr  wifh  him,  to  fliun  and  for- 
fake  all  embracings,  or  ouer-kinde  con- 
uerfation  with  other  women.  Fliny  fay- 
cth,thatagainft  this  enfiaming  heatc,itis 
very  good  to  obferue  where  a  Mule  hath 
tumbled  or  wallowed,  and  to  gather  the 
dull  of  that  ground,  which  muft  bee  call 
vpon  the  amorous  parry,  and  powder  his 
garments  therewith,  or  elfe  with  the 
fvveatc  of  a  well  heated  Mule,  as  Cardamis 
alfo  auouchcthjin  his  Booke  of  Subtil- 


ties. 


Phyfitions  likewife  hauc  taught  the 
meanes, whereby  may  be  obferued,  which 


perfon  isbelouedof  the  amorous  party. 
And  that  is  the  felfc-famerule,  w'hereby 
^  EraJi^lratl^s^V\\)^{^x\o\^  to  king  Seleuchns, 
vnderftoode  the  louethat  Antioch^ss  did 

Stratonica.,  his  Hep-mo¬ 
ther  .  For  heebeeing  ficke,euen  to  the 
vtmofl  extremitVi  and*  affeding  much  ra- 
ther  to  dye,  then  any  way  to  difcouer  thei 
caufc  of  this  difcafc,and  that  it  proceeded 
from  the  louche  bare  vnto  his  Fathers 
wife:  Vpon afudden fhee  entred  into 
the  Chamber,  eucn  as  the  Phyfition  was 
the  feeling  the  pulfe  of  his  patient,whicli 
mooued  fb  ftrongly  vppon  the  Qu^eencs 
entrance,  that Erajiflratns  enidenily  ga¬ 
thered  thereby,  that  not  onely  he  was  en- 
amoreciof  her,  but  alfo,  that  it  was  the 
maine  caufe  of  his  defperate  difeafe. 
Hecr€upon,he  pradifed  how  to  acquaint 
the  King  therewith :  which  at  length  fby 
good  and  acceptable  means)  he  did,  that 
would  require  too  long  dmehecre  to  re¬ 
late,  becaufe  the  Hiftory  is  fufficicntly 
knovvne. 

The  cafe  being  likewife  experimented 
by  the  Father  himfclfe,  and  he  perceiuing 
the  danger  wherein  his  Son  was^  thought 
good  (although  it  went  quite  againfthis 
Sonnes  intention,  who  defired  death,  ra¬ 
ther  then  to  bee  recouered  by  his  Fathers 
Ioffe)  to  depriue  himfelfe  of  his  Q^cne, 
and  giuc  her  vnto  his  fickly  Sonne.  And 
to  fpeake  vprightly,the  age,  beauty  of  the 
Lady,  and  equality  for  marriage,  agreed 
much  more  conformably  with  the  youth' 
full  Sonne,  then  the  ouer-aged  Father. 
And  this  was  the  caufe,  that  Antiochus  li- 
ued  healthfully  and  pleafantly  (for  many 
yeares  after)  with  his  beftbeloucd  Strato^ 
nica ;  as  the  Hiftory  more  at  large  decla- 
reth,  being  recorded  by  in  the 

life  of  Demetrius ,  And  this  is  the  rea- 
fon,  why  Phyfitions  do  aduife  to  rafte  the 
pulfe  of  any  amorous  perfon,  and  to  re¬ 
count  diuers  names  to  him  or  hcr,among 
which, may  be  the  name  ofthe  party  affc- 
(fted :  for  fo  foone  as  that  is  once  vndcr- 
ftood,thc  pulfe  wil  beate  apace  &  firong- 
ly , by  which  meanes,  the  party  beloued  is 
knowne.  By  diuers  other  figncs,it  may  be 
perceiued,  when  any  one  is  in  louc,and  to 
whom  tile  affciSlion  tendeth  r  which  figns 
I  ceaffe  to  fpeake  of,  becaufe  thev  are 
knowne  to  too  many, 

CHAP. 


*  An  excel¬ 
lent  Phyfition 

ofthe  ftock  of 
Ariftotle- 


Tlie  extr 
louc  of  Ai 
oebus  to [ 
tonica  his 
ftepmoih 


The  king  him 
fclfe  made 
triall  ofthe 
Phyfitions 
iudgement. 


plutJn  %'U. 
Dmctr* 

WhyPhyfiti 
onshaue 
thought  meet 
cofeele  the 
PuUe, 


> 


C  hap. 


zo. 


Of  fond  and  ridiculous  Loue 


CHAP.  .XX. 


Naiurall  louc 
ifeucr  allow¬ 
able. 


The  Hifliory 
of  the  young 
Athenian. 


'  ftrangc 
idnde  of  do* 
ring  loue,  yet 
agreeing  to 
fuch  in/oiece, 
that  it  came 
lo/he  Senate. 


Folly  excee¬ 
ding  all  com* 
pafl'c  of  b«* 

leefe. 


AJelperatc 
conclufion  of 
A  brain-fickc 
loue. 


the  Jirange  and  furious  loue  of  a  young 
and £f  the  ridiculous  loue  of 
King  Xerxes ;  and  how  Bealls  hauemany 
times  effected  both  men  and  womens 


OR  a  man  to  loue  a  woman, 
and  a  woman  a  man,  it  is  a 
matter  contormablc  to  na¬ 
ture  ,and  worthy  to  be  belee- 
ued  and  embraced :  but  whe 
blinde-fold folly  attaii  eth  to  fuch  a  head, 
asthofe  things  wherof  1  aminftantly  to 
fpeake  5  it  may  well  appeate  to  be  impol- 
fible,  and  no  way  dcferiiing  any  credite. 
Very  learned  and  good  Hiftoriographeis, 
haue  written  and  recorded  for  truth,  that 
in  tne  City  ot  Athens  theVe  lined  a  young 
man,  defeended  ofanhoneft  parditage, 
of  competent  wealth ,  and  fufficienriy 
knowncj  who  hauing  oftentimes  earneft- 
ly  obferued  a  Marble  StatiiC'  moft  curi^ 
ouflyand  ingenioufly  wrought,  and  ere- 
ded  in  a  publike  place  of  Athens*^  became 
fo  extremely  enamored  thereof,  as  he  had 
no  power  to  abfent  .himfelfe  fro  the  place 
where  it  was  fixed,  but  wouM  hugge  and 
embrace  it  very  affeclionately,  &  alwayes 
when  he  was  not  by  it, bee  fodnd  himfclfc 
very  ill  and  ficklydifpofed.  Atlength,this 
paflion  grew  to  fuch  extremity, as  nee  ran 
to  the  Senate  houfe,and  there  before  the 
reucrend  Senatours,hc  made  very  liberall 
offers  cf  money,  'humbly  entreating  the 
Co  much  to  fauourhim,  that  hee  might 
haue  the  Statue  in  hisowne  poffeflion, 
This  feemedno  way  pleafing  to  the  Se¬ 
nate, ncythcr  could  dicir  authority  ftrctch 
fo  farre,as  eyther  to  giueorfcll  apublike 
Statue.  When  he  perceiued  hisrequeft 
to  be  denied,  hec  became  much  afflided 
with  greefe  and  anguifh  of mindc,  &  re- 
payring  to  the  Statue,  enriched  the  head 
chereotwitha  Crowneofgold,  and  the 
body  with  garments  and  iewels  ofvnvalu- 
able  price.  This  being  done,  hee  would 
itan  3moroufly  beholding  it,  and  many 
times  fall  on  his  knees  before  it,  offerin  g 
all  Worfhip  and  adoration  thereto:  and  fo 
long  he  continued  in  this  vnreproueable 
folly,  till  (being  ftriftly  commanded  the 


contrary  by  the  Senate)  he  flew  himfelfc 
before  it  with  rage  and  anger. 

Doubtleflcjthis  was  a  cafe  very  admi- 
rablcjand  yet  I  muft  acquaint  yec  with  a- 
nother,  much  moieftrange&  ridiculcuis, 
yet  credibly  auouched  byfo  many  good 
Authors,  concerning  the  loue  ot  King 
Xerxes  3  as  it  may  well  be  faid,  that  hee  ex^ 
cceded  all  men  of  the  world  in  folly.  He 
grew  enamored  of  aplacane,or  Plane- 
tree  a  Tree  fufficicntly  knowne5exccpc  in 
fome  few  partsj  and  he  would  kiffe  &  cm . 
brace  it  with  like  affe<aion,  as  if  it  had  bin 
a  beautiful]  woman. 

Ifthefc  acciendents  haue  happened 
among  men  endued  with  rcafonj  what 
fliall  Vvcfay  then  ofbruteBeaftsjthathauc 
s  ffeded  both  men  and  women,  and  the 
fame  confirmed  by  great  and  famous  Hi- 
ftorians  ?  oCclauce  io  extremely  affe- 
ded  by  a  Ramme,that  it  would  neiier  bee 
from  her :  and  Dolpbines  alfb  haue  bene 
very  admirably  affedionaic  towards  me. 
A^hanus  recheth  in  his  Bookc  of  Beafts,  a 
matter  well  deflruing  to  be  related.  He 
faith, a  Dolphine  efpying  young  children 
playing  on  tlie  Sca-lBoiejone  among  all 
the  reft,  which  feemed  to  him  ihemofl: 
lonely  and  beautiful! .  hee  became  fo  ena¬ 
mored  of,  that  at  cilery  time  when  the 
Dolphine  faw  him, hec  would  di  aw  ncere 
to  the  Banck,  and  fhew  hiinfclfe  vnto  the 
cbiIcV,vvho(at  the  firft)was  much  affrigh¬ 
ted, and  fled  away  from  hinn .  But  after- 
ward,by  the  per feucrance  which  the  Dob 
phinc  vfed  from  day  to  day,  exprefling 
manifeftfignes  of  entire  loiieto  the  cbild> 
he  grew  the  Icffe  timorous,  and  by  the 
.  paftimes  which  the  Dolphine  continual¬ 
ly  made  before  him,  hee  waxed  bold  and 
hardy  ,and  would  venter  into  the  water  to 
himjnot  fearing  to  mount  vpon  his  back, 
making  a  figne,  and  commanding  (as  it 
were)  the  Dolphine,  to  fv\’im  a  great  way 
into  the  Sea  with  him,  and  then  (vppon  a 
contrary  figne  or  command, and  when  he 
was  weary)  to  returnebacke  againewith 
him  to  land.  In  this  pleafure  and  paftime, 
diners  dayes  were  fpent,  for  the  Dolphin 
euermore  would  be  ready  atthcBancke, 
when  as  the  childe  came  to  make  vfe  of 
this  delight. 

But  one  time, the  moft  vnhappy  of  all 
other,  the  childe  would  needs  put  off  his 
cloathes  (as  formerly  hee  had  not  done) 
bccaufe  he  purpofed  to  fwimme  farre  in- 


The  ridietJ* 
loLis  Joue  of 
Kina  Xerx 
to  a  Tree, 
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brute 
Beafts  ena¬ 
mored  of  raert 
and  women. 


Actl.inus  m  tib^ 
^.dcanimaL 
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childcd 


to 


The  ch.'Me 
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haue  power 
&  command 
ouerthc  Dol 

pillQv. 


There  is  iSl- 
domc  any  de 
!ight,bucic 
hath  lome  JS- 
gcr  attending 
on  it. 


Of  good  receiued  from  enemies.  4.  Booled 


The  childc 
flaine  moft 
Viihappily. 


to  the  Sea,  and  being  not  carefull  in  fca- 
ting  himlelfe  on  the  Dolphincs  backe,  or 
how  to  fit  for  his  fafeft  holding  0115  it  cha- 
cedjthat  one  of  the  fharp-pointed  finnes^ 
wliich  rifeth  out  of  Dolphines  wings  (for 
fo  are  they  tearmed  by  and  others) 


of  curing  fomc  difeafesj  and  no  way  to  be 
reputed  incredible :  confidering^that  wee 
findeby  other  ftrangcr  meanes^very  great 
infirmities  haue  likewife  beenc  holpen. 
Plutarch^  in  a  notable  Trcatifc  by  him 
compofed,  declaring  now  men  may  dc-'  cap.j^ 


j 


The  death  of 
ihe  Dolphine. 

Fl’mjn 


Another  Hi- 
flory  of  a 
Dolphine? 
loue  to  a 
childc. 


Fl'm  fecH^idjn 


ran  fo  far  into  the  childcs  belly,  &woun-  riue  proficc  or  benefice  from  their  enc 


ded  him  in  fuch  (brr,  that  iiiftantly  he  fell 
downc  dead  in  the  water.  Which  when 
the  Dolphine  pcrceiued,and  the  blood  of 
the  dead  childe  trickling  downc  his  fides^ 
hetookevp  his  deare  loll’d  childe  (b  well 
ashecoulcl,  and  returning  backe  to  land 
fuddenly,  eucn  as  if  hec  intended  tore- 
uenge  this  offence  vppon  himfelfe^hce 
fwamfurioufly  on  land  out  of  the  water, 
and  prefcntly  dyed  by  the  childe. 

This  Hiftorie  is  alfo  recorded  by  Pli-  > 
ny^  with  many  other  examples  of  Dol- 
phincs,that  haue  declared  great  loue  and 
kindnefTe  to  men.  Particularly  hee rc- 
porteth  onc^in  the  time  ofthc  Emperour 
0ciaum^^2X  a  Dolphine  (in  the  very  like 
manner)  tooke  delight  in  an  infant,  on 
the  Sea-coaftjnccrc  to  Puteoli^  and  when- 
foeuer  this  childe,  becing  named  Simon 
(for  it  is  laid,  that  Dolphincs  will  fudden- 
ly  riinne  to  the  very  found  of  that  name) 
came  to  the  fhoarc  5  the  childe  would 
mount  vpon  his  backCjand  be  carried  in¬ 
to  the  Sea,  pafling  and  returning  alwaics 
fa.fcly  to  land .  He  faith  moreouer,ihat 
the  childe  dying  by  fickneffc,  &  the  Dol- 
phinc  often  comming  to  the  vfuall  mee¬ 
ting  place,&:  not  finding  the  childe  there, 
dyed  with  greefc  andforrow.  Theyoung- 
.cr  P/zV^^jNcphcvv  to  great  Pfo/,declar€th 
many  meruailes  of  a  Dolphine,  in  the 
Booke  of  hisEpiftles:  efpecially  in  that 
Epiftle  which  beginneth,  indiciin  maten- 
am  vcrain. 


C  H  AP.  XXL 


Ofaman^that  by  recciuing  aground  at  his 
enemies  hand,was  deliuered from  a  dead¬ 
ly  danger  ^wherein  he  had  long  tme  lined: 
With  fmdry  other  exa?nples  to  the  fame 
purpofe* 


Ec  haue  formerly  related ,  that 
Mufique  hath  beenc  the  racancs 


roies,rcporteth;  that  a  man  had  a  certaine 
enemy,  named  Promothem^  who  hated 
him  extrcmely,and  fought  ail  the  mcanes 
he  could  deuife  to  kill  him.  It  fortuned, 
that  meeting  with  him  on  a  day,  hee  gaue 
him  diuershurcs,and  among  the  reft,  hee 
chanced  to  wound  an  olcle  vlccr,ihat  had 
long  ly cn  in  the  flefh,  coucred  oner  with 
skinne,  a  matter  of  great  danger  to  his 
life,  and  (for  which)  all  helpe  was  vtterly 
denyed  him.  Neuerthelefle, this  wound 
prooued  the  onely  mcanes  of  his  helpe, 
and  fafe  deliuerance  from  the  former  da- 
gcr :  for  in  thinking  to  kill  him,  and  fo  to 
quench  his  malice,  hee  gaue  him  life  and 
foundnefle  of  health.  Valerius  rcciteth 
the  very  fame  hiftory(among  other  note¬ 
worthy  matters)  in  his  Booke  of  miracles: 
but  he  aflirmeth  the  mans  name  that  was 
healed  by  this  wound,  to  bee  Jafonphe- 


reus. 


cap.  ih  ^ 


Where  helpe 
it  Icaft  expo¬ 
sed, there  it 
fooneft  hap. 
pencch. 


P//;^.writcth  of  another  man,  named 
Phalereus^  who  had  an  incurable  difeafe, 
in  regard  of  a  fluxe  of  blood,  continually 
flowing  out  at  his  mouth, caufed  by  brea¬ 
king  a  veinc  within  his  body.  And  finding 
himfelfe  in  defperate  condition  of  any  cu¬ 
ring  ^  he  entred  fuddenly  into  an  Army, 
without  any  Armes  for  his  defence,  that 
being  there  flainc  among  the  cnemies,his 
hope  and  helpe  might  both  finifh  toge¬ 
ther.  It  came  to  paffc,  that  recciuing  a 
dangerous  wound  vpon  the  breaft,  there 
ilTued  forth  (uch  an  abundance  of  blood 
from  that  hurtjthat  the  fluxe  (hauing  for¬ 
merly  his  vent  at  the  mouth  only)cea(rcd, 
and  Chyrurgions  afterward,  with  the  ad- 
uiccof  skilfull  Phyfitions,  confolidating 
the  broken  veinc,  hec  remained  (bundly 
healed  of  all  harmes. 

I  finde  it  alfo  recorded  of  SjfmtHS  Fa* 
that  he  hauing  had  a  Feauerquartanc 
for  many  ycarcs  together^  giuing  battailc 
one  day  to  the  ^  Allobroges ,  now  named 
Sauoyam^  the  extreme  hcate  in  dcfircl^^uoycani 
which  he  had  then  to  fight;  quite  expel- 
IcdtheFeaucr,  and  it  neuer  touche  him 
afterward. 

I  my  fclfc  can  tcftific,  that  I  both  faw, 

and 
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Of  the  Vine, and  of  Wine. 


Aifcatrcrtc- 
(tificd  on  the 
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A  king  of  My* 
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fon  by  Augc. 


} 
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Wine  thepro 
fitabka  of  all 
other  li<^uors 


and  well  knew  the  man,  who  had  rcceiued 

a  wound  in  his  thigh,  whereof  he  became 
ftarkclamc,  and  voydeofallhopcof  any 
remedy, happening  afeerward  into  an  vn- 
expeaed  quarrcll ,  he  rcceiued  an  other 
wound  vpon  the  fame  thigh,  and  iuftin 
the  place  where  the  former  chaiinced. 
The  Chirnrgtons  in  drefling  this  latter 
harn>c ,  did  very  well  pcrcciuc  that  the 
ncrucs  which  bad  bccne  cut  before,  bc- 
ganne  to  ftrccch  and  rcftorc  thcmfclucs. 
in  filch  fort,  that  being  cured  of  thisfe- 
cond  hurt ,  his  thigh  was  foiindly  recoue- 
red ,  and  hce  went  as  vprighc  as  cuer  hee 
did ,  and  without  the  leaft  limping  •  So 
did  it  happen  to  Telephtis  ^  one  of  the 
(bnnes  to  Hercules  ^  and  King  of  Mjfiay 
who  being  wounded  in  his  owne  Coun- 
txcyhy  Achilles  y  could  not  any  way  be 
cured,  till  eight  ycrcs  after, he  was  vvoun- 
dedagayneby  the  Achilles ^  and  in 
the  felfe  fame  part  of  his  body ,  before 
Tr^y ,  then  beiieged ,  and  the  ruft  of  the 
fame  Speare  that  formerly  had  hurt  him, 
prooiicd  to  be  his  oncly  help. 
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CHAP.  XXII. 


liHsa  was  the  firjl  that  planted  the  Vine : 
And  who  heganne  to  put  water  into 
*vvine,’  TowhonSy  an  din  what  maner 
the  Romaines  didprohibtteU'^ine  :  iVsth 
many  othernotable  things  tending  to  the 
famepurpofe. 


notable 
Philofophtr 
borfte  in  Scy- 
thia.who  feud 
the  fidtPot' 
ters  whccic. 


ftuites  which  the 
earth  yccldcth(I  mean  thofe 
wherofliquor  is  made)  there 
is  none  (in  my  iudgement) 
■^S^^riniorc  profitable  then  good 
wine  *y  prouided ,  that  it  be  temperately 
lakcn.For  this  caufe  was  it  that  "^Anachar- 
Jis  fayd ,  The  Vine  produceth  three  Grapes : 
Thejirfi  of  Pleafure  :  Thefccond  ofD  run- 
kennejje :  And  the  third  of  T cares  and  Sad- 
tseffe.  So  that  hcc  which  pafleth  the  firft 
Cuppe ,  that  is  to  fay ,  a  little ,  and  mo. 
dcratly  rcceiucd^proccedcth  on  to  fhamc 
and  danger. 

Prophane  Authours ,  that  neuer  had 
any  vnderftanding  of  the  facred  Scrip- 
tures ,  doe  name  v^s  diuerfe  inucnccrs  of 


wine.  Diodonss  Siculu^Syin  his  fourth  book 
actribuceth  the  inueritionof  wine ,  and 
firft  planting  of  the  Vine,  to  Dionyfus  the 
fonne  of lupiter  ,  named  Bacchus  y  and  Li¬ 
ber  pater  y{o  ftyleci,foi:  the  liberty  of  wine. 
For  this  inuention  a  Temple  was  etccied 
to  him,vndcrncarh  the  Capitoil  at  Rome: 
where  they  celebrated  his  Feaftes,  which 
were  called  Dionyfians ,  or  Bacchanalians y 
very  difhonelt ,  and  hill  of  great  lubrid- 
ty.  That  the  inuention  came  from  thefe 
Dionyfians y  Virgillgwxcth  a(furartce,at  the 
entrance  into  his  fecond  bookeof  Geor- 
gickes,  HowbciCy4/arcianus  Capelbis  faith, 
that  Didnyfius  inftruded  the  Greeks ^ 
in  the  manner  of  making  wine.  Others 
fay  3  that  Icariws  father  to  ErigonCy  firft 
tkight  rheinduftry  ofmaking  wine  to  the 
Athenians  :  and  bccomming  afterwards 
drunkc  thereby ,  the  people  flew  him.  In 
Italky  they  fay,  that  Saturne  did  firft  plant 
the  Vine  there,  and  brought  the  yoong 
fuckers  and  plants  from  the  Ifle  of  Candle 
thither,  hni  Plutarke  writeth,  that^r- 
rus  Hetrufeus  brought  Vines  fitft  in¬ 
to  France.  But  the  trueth  of  biftoric^  is, 
that  the  firft  inuenter  of  wine,  was  Noah^ 
and  the  firft  that  made  himfelfe  drurike 
therewith  :  whereof  arc  Authours  (bc- 
fides  that  which  is  recorded  in  the  ninth 
chapter  o(Genefis)  LaHantiuSyFirmianuSy 
and  lofephus.  Noah^zt  his  comming  forth 
of  the  Arke ,  planted  the  Vine  with  his 
owne  proper  hand^  and  drunke  the  iuyee 
of  the  raifin,  whereby  he  became  drunkc; 
and  difeouering  his  nakednefle  in  fleep- 
ing,  it  happened  to  him  by  his  fonnes,  ac: 
cording  aswc  rcadc  in  the  fame  chapter 
of  Genefis. 

Afterwards  ^  men  attayning  to  know 
the  fauoLir  of  wine  3  did  drinkc  it  3  at  the 
firft ,  wholly  pure  ofit  fcife ,  and  without 
the  commixtion  ofany  water :  for, as  Pli¬ 
ny  auouchcthjonc  named  Stajius  was  the 
firft  that  did  put  water  into  wine,  to  tem¬ 
perate  and  qualhfic  it.  By  the  meanesQf 
which  adiiice ,  great  good  and  healthfuh 
nefle  cnfiicd  to  the  world ;  becaufe,  wine 
being  fb  made  moderate,  procured  veric 
good  and  excellent  cffeifts.  In  like  man¬ 
ner  allcadged  by  MacrobiiUy  in  his 
fecond  bookc,  fay  th  :  Wine  moderately  ta- 
keny  firengtheneth  the  ‘vnderFlanding  of  a 
many  augmenteth  his  force  and  vigour  ynar 
keth  the  heart  chearefull and  deliberate y  and 
taketh  aye  ay  irkefome  thoughts  ^and  all  ojfen- 
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Of  the  Vine,  and  of  VV  ine. 


Boolci 


fine ferturbations .  Plime  f ay th ,  The  vfe  of 
Wine^  receitiingh  temperately  y  multiplieih 
our  forces ^encreafetb  bloud and  colour  in  the 
face :  The  nerues  are  fortified  by  wine^  fght 
flrengthened  ^  the  flomacke  made  vigorous y 
and  appetite  awaked :  It  prouoketh  vrine^ 
imp  cachet  h  uomitingy  espelleth  melancholiey 
maketh  the  heart  (prightly ,  and  ferueth  for 
many  other  good  things .  Afclepiades  the 
Phyfition,  wrote  a  booke  by  it  felfc^who- 
ly  concerning  the  vertues  of  wine .  And 
faint  writing  to  Timothy}  councclleth 
him  to  drinke  a  little  wine  tempered^  to 
ftrengthen  hisftomacke. 

Phyfitions  do  make  vfcof wine  in  ma¬ 
ny  medicines  j  becaufe  wine  reftoreth  all 
the  humours ,  re-cnforccth  blood  where 
it  fayleth ,  gladdeth  a  melancholy  difpo- 
fition,  diffipateth  and  dryethvp  flcgmCj 
humefteth  and  helpeth  to  purge  chollcr, 
Plato ^  introducing  Socrates ,  fay  th  thus  in 
commending  winc;  as  moderate  rains 

doe  encreafe  our  hear bs  ^  and  tempefls  and 
inundations  of  waters  doe  rent  them  vp  and 
deliroy  them :  Euen  foy  wine  temperately  ta^ 
ken  5  cheareth  the /pir it es ,  and  fortifieth  the 
vertues  of  the  body'^whereas  contrariwifcyO- 
ue/  much^  andintemperatelyreceiuedy  de- 
(iroyeth all.  Not  fo  much  as  the  very  o- 
dourandfmeil  of  wine ,  but  it  is  highly 
commended  (beyond  all  other  odours) 
by  our  naturall  Philofophers  ;  becaufc  it 
is  very  comfortatiiic,  giucth  great  vigour 
to  the  fpirites ,  and  li  exceeding  liucly 
and  piercing.  But  yet  wee  muft  confidcr 
withall  ,  that  the  chiefc  vertue  of  wine  is 
ciiermorcvnderftood ,  when  it  is  qualifi¬ 
ed  and  made  temperate.  „ 

The  ^ncltnt  Romanes  did  wholly  take 
away  the  vfe  of  wine  from  women  and 
children :  as  T'alerius  fayth^  fpeaking  of 
thecuftomes  and  lawes  of  the  Romanes. 
So  that ,  as  Plinie  affirmeth3  at  fuch  time 
as  Romulus  reigned  in  Rome  y  a  husband 
flew  his  wife ,  bccaufe  fhee  had  drunkc 
wine  5  and  in  regard  that  the  murder  fol¬ 
lowed  vpon  this  occafion  ,  Romulus  par¬ 
doned  it .  The  vice  of  drinking  wine, 
was  held  tobefo  odious  in  women,  that 
Fahius  P/V/i?rrcporteth,  becaufe  a  Romane 
woman  had  deceiued  the  Clarke  of  a  cel- 
Icr,  onely  to  drinke  wine  which  was  kept 
thcreinjhcr  parents  cauied  her  to  be  flar** 
uedto  death.  And  hccrcupon  grew  the 
cuftomc  of  fathers  and  mothers  kiffmg 
their  children  on  the  mouthes  5  onely  to 


Prou.jx4,, 


percciuctherby,  whether  they  had  drunk  / 
wine  or  no.  We  findc  it  in  good  record/ 
chat  Domitius  hein^  ludge  of  Romeyhc 
depriued  a  woman  of  her  Dowry  ,  be¬ 
caufe  fhcc  had  drunke  more  wine ,  then 
y/zs  allowed  her  for  her  health .  Salomon 
in  his  Proiierbs  fayth,  It  is  not  for  Kings  to 
drinke  wine^  or  Princes  firong  drinke y  lejl  he 
drinke  and  forget  the  Decreey  and  change  the 
iudgement  of  all  the  children  of  affiFlion* 

.And  yetwereade,  th  at  the  Kings  of 

were  permitted  to  drinke  v/ine ,  fo  it 
were  moderately,  and  in  a  cercayijic  mea- 
fure. 

Vpon  a  time ,  Rorhulus  beeing  then 
King  oiRomsy  and  iniiiced  to  a  bountiful! 
banquet  5  he  would  drinke  but  very  little 
wine,  fay  ingj  To  morrow  lam  to  determine 
a  matter  of  great  importance  /  Auiejen  faith  j 
In  gming^  children  wine  to  drinke  jt  is  an  ad^ 
dttionof  fire  to  fire .  Ariflotlc  exprefle  Jy 
forbad  the  giuingof wine  to  children,and 
likewife  to  the  Nurfles  that  gaue  them 
fticke.  Plato  by  the  laws  which  he  made  in 
his  Booke,  for  the  common-wealth ,  al¬ 
though  he  feemes  in  the  firft  book,  to  ad¬ 
mit  a  tolleration  of  wines ,  yet  in  the  fe- 
cond  he  faythj  A  man  ought  to  drink  a  litle^ 
and  well  qualified.  This  allowa  nee  lire  tch  t  *^‘"5 

cording  tothe 
yearciof  a 


The  words  of 
Komulus  king 
of  Roffle, 


MJiot.mlibf 

FlaUtKlib.i.il 

Legi^’ks. 


f 


not  to  any  one,  till  he  had  attained  to  18. 
ycarcs  of  age,  and  (eto  continue  till  hcc 
were  forty :  but  it  muft  be  alway  es  doonc 
in  the  prcfencc  of  olde  men ,  to  the  end 
that  he  might  be  reprooued,  when  in  the 
Icaft  manner  hcc  exceeded.  From  forty 
yearcs  vpward,  hee  permitted  that  a  little 
more  then  hcc  had  formerly  demaunded, 
flaould  be  giuenhim  5  to  make  the  coldc 
and  melancholy  difpofition  (of  that  age) 
the  more  temperate  5  and  yc^  it  muft  bcc 
doonc  in  a  certayne  mcafurc  too.  It  w^as 
his  charge  alio,  that  feruants  fhould  drink 
no  wine,ncythcr  Judges,  Magiftratcs,or 
any  that  held  anypublique  iurildi<ftion : 
and  as  for  yon  g  men  thatftudyed,  hcad- 
uifcd  them,  not  to  drinke  any  •  Autcen  al- 
lowcth  i’/4^^7^/law,inthispoynt,  as  a  rule 
for  Phffickc  :  And  thereto  likewife  Galen 
confenteth .  Alexander  Aphrodifeus^vyxh 
in  his  Probicmes  3  Hee  which  drinketh  no¬ 
thing  but  water  one^ ,  hath  his  fight  and  0- 
ther fences  more  Uuely^  then  he  that  drinketh 
wine. 

Now,  as  concerning  in  whatfaftiion 
and  maner,  wine  fhould  be  tempered  and 
qualificd5  there  arc  many  rules,  and  diucr- 
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fitics  of  opinions.  Ilefiodus  the  Greek  Po¬ 
et  fiith.  That  in  one  quarte  of  wine  there 
(hoiild  be  three  quartsrof Avatcr  mingled. 

fay  thj  that  the  aundent  Greekes 
vfed  toput  fine  partes  of  water  into  two 
partes  of  wiiiQjand  moft  times  three  parii^s 
of  water,  into  one  of  wine  ,  which  is  the 
rule  of  Hejiodus .  Hccre  alfo  is  to  be  ob-, 
ferued  ,  that  the  fj did  not  piitrw^^ 
ter  into  their  wine,  but  wine  into  vva/v 
ter  3 "and  Theophran^i^  alTureth.vs  ^  that 
by  this  way ,  both  the  one  and  thciother 
arc  much  the  better  mingled .  Morao- 
tier )  aundent vpaen  did  not  oncly  mode¬ 
rate  wine  in  this  manner  3 'but  albeit  it 
was 'thus  tempered,  they  would  drinkc 
very  little  thereof.  Eubdiis  the  Greeke  Po¬ 
et  doth  alfirme,  introducing54cc/?//^,  to 
fpeakcthus  vncol the  Sages  : ' irffillneuer 
make  more  then  three  giftes  of  wine  .•  The 
firsk^  for  health  :  The  feconi^  for  tafie : 
Anduhe  thirds  for  fleepe  ^  thereat famureth 
of  diforder  and  drmkennelfe  •  Jpuleim  Pa- 
niafis^  who  wrote  of  meates  3  deliuercch  , 
thc  iikeludgement  3  attributing  this  ma- 
ncr  to  three  feuerall  daughters .  The firff  ., 
to  the  Graces :  The  fecondy  tfoVenm :  And 
thethirdy  to  (hame  and  danger,  lulit^s  Cafar; 
was  very  temperate  in  drinking  wine  :  as 

Smoniti^  witaeffeth  bv  the  teftimonie  of 
Cato,^  who  was  vtter  enemie  to  C afar,  De- 
moIi‘heneslthc  c%cc\\mt  Oratour,  was  the 
like And  Apodmi^  Thyanem  of  whom 
Co  many  famous  things  are  written ,  did 
neiicrddnke  any'vVine,  or  feede  vpon 
flerh.  •  ' 

In  our  Chriftian  Rcligion3temperancc 
(in  drinking) is  much  commended.  Saint 
/^^w^Jthcleffcr,  did  ncuer  idrinkc  wine, 
orftrongdrinke,  nor  did  cuereatc  any 
fletTa  5  immitating  Laint  /ohn  the  Baptift. 
Wee  finde  the  like  affirmed  of  Saint  Ste- 
phen^  KingoC  Portugal/ .  Jofephua  in  his 
Antiquities  commending  the  holincffc 
of  the  Effeans  (who  heldc  one  of  the 
three  Scdls  amongft  thelcvves ,  whereof 
the  other  two  were  Pharifes  and  Sadu- 
ces)  fayth  :  That  the  E/feans  did  neuer 
drinkc  wine.  In  an  Ebiftl^  Saint  Hierome 
reproouedPrieftes  ,  that  addicted  them- 
felues  to  drinke  wine,  telling  them.  That 
Saint  Paul  the  Apoftle  did  forbid  it,  and 
that  in  the  ancient  Law,  flich  as  fcriicd  in 
the  Temple,  did  not  drinke  wine,  or  any 
other  drinke  that  mmht  frocute  drunken- 
ncffc., 


Such  as  are  rearmed  goo(^  dripkers, 
vfe  to  fay,  that  good  wine  Qught  to  haue 
foure  properties ,  to  anfwere  Tourc  fep- 
cesor  Ynde^ftandings^or^thc  bodyL2  Tp 
the  tafte ,  ;by:  fauour ;  To  ;|hc  (meJJ  j  by  a. 
perfeft  odoLih ;  To  thc.'f^bt,  by  a  pcate 
and  clears fcolour •:  And ilPiihe  cate*,  by 
a  good  report  of  the  G;OMU:trcy  where  it 
was  made.  .  Of  this  good  wine  mem  yfe 
tdmake’yineger,  which tiath  many. good 
propeniesahd  inconuemences  likcwife: 
wherein  L  will  befilerft  ,  ;becaufc  they  arc 
matters  too  vulgar  andtcommon. 


i  f 


,CHAP.  XXIII. 
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of  many  dammages  and  daungers ,  which 
enfue^:!:^  the  immoderate  drinking  of 
wine .  And  how  it  bath  beene  held, as  a 
healthful/ thing  ('by  feme  Pbifitions) 

' :  to  be  drunke  fornetirnesm  r 
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r;  • 


^gs^^^Lthougn  the  liquor  c.alfed 
„VV  ine,  boape  and  whole 
fomc  for  diuers  infirmities: 
yet  notwithftandingjfdma; 
ny  harmesand  annoyances 
do  arife,  from  the  exceffiue  immoderate 
taking  thereof,  that  the  euills  doe  fup'cra- 
bound  all  the  goods  enfuing  thereby.  So 
that  it  appeareth ,  that  it  were  better  not 
to  know  it,  but  rather  to  content  our 
fclues  with  water,  which  God  hath  giuen 
.vs  for  oui*  drinke  5  becaufe  hee  thought 
nothing  mceter  for  vs,  and  all  other  crea¬ 
tures  doe  well  contcntthemfelues  there¬ 
with.  Heereto  al(b may  be  added,  that 
wine  hath  beene  the  onely  occafion ,  by 
which  many  haue  become  diftraded  in 
their  fences  5  fomc  haue  loft  their  lines, 
and  others  not  mcanely  endaungered  the 
faluation  oftheicfoules. 

Now,  although  the  harmes  enfuing 
to  men  (by  Wine)  are  too  apparently 
knowne;  yet  notwithftanding,  they  are 
fo  far  from  iTiunning  Sraiioydingthem, 
that  they  daily  feeke  after  new  occafions, 
and  ftrange  dcuifed  appetites  for  drink¬ 
ing.  And  in  our  beft  language, 

thefc  new  appetites  are  titled  by  fome^ 
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Proa,ao,i,io 


A  fpur  or  prouocation  to  a  cup  of  wine  5 
by  others,  A  (booing  home,  to  draw  on  a- 
qiVartortwo  of  good  wine,  fo  that  a  (lice 
ofa  Gambone  of  Bacon,  is  held  (in  this 
cafe)  for  a  preciotife  rcliquc,andfew  hours 
in  the  day  or  night  doth  pafle  oucr  them, 
but  the  cup  is  kilt  with  found  dcuotion  in 
drinking  •  fomctiracs  taking  fiuc  or  iixe 
cups  more  then  arc  ncceflary.  -  Flmj/iii* 
cthjthere  arc  fomc  men,  who  will  drinkc 
before  they  be  thirfty,  and  wine  oncly  (a-* 
mdiig  all  other  drinkes)  hath  this  proper¬ 
ty , to  caufc  it  felfeto  be  drunkc,  before  a 
man  haue  any  need  of  it.  He  faith  more- 
oucr,  that  fomc  do  drinkc  in  (iich  fort  as 
they  luftly  deferue,  for  it  giucs  them  (infi- 
mediately)  the  due  punifhment  to  fuch 
finne:  for  the  vapour  mounting  vp  into 
thebraine,  bcrcaucth  them  ofallvndcr- 
ftandingjfo  that  they  remaine  as  me  ftnfe- 
leiTc,  And  hauing  plaid  it  off  luftily  (as 
they  vfc  to  tearmc  it)  for  fom^quaniity  of 
time;  it  plaieth  with  them  as  the  Cat  doth 
with  the  Moufc,eithcr  kils  them  outright, 
or  (at  leaft)  engendereth  (b  many  harmes 
and  infirmities ,  as  are  much  worlc  then 
death  it  felfe^as  Gouts,PaIfics  in  the  head, 
hands  andfeete,  imbrodering  the  eyes 
with  a  fcarlcc  coulor,  burning  vp  the  Li- 
ucr,and  fiering  the  face,  befide  diuers  o- 
therfuch  vndccent  and  (carfe-gracc-full 
qualiticsjno  way  fit  to  be  vied  among  me 
indeed. 

Cato  faid ,  Vrunkennejje  u  a  voluntary 
fofly.  And faith,  Itconfoundeththe 
menwry,,  and  frocureth  dreadfull  dreames, 
writing  to  faieth  :  Wine 

'maketb  the  leg^et  and  armes  impotent^  and 
cauf  eth  men  to  become  luxurious  .  Dyoni- 
[ius  Areofagita^  allcadging  Plato loh^wz 
fpoken  the  words,faith ;  Drunkenneffe  is  a 
liuely  and  merry  Min  flrill^  andyet  it  makes 
our  legges  to  faile^nder  •vs ^  giuing  (as  wee 
vfe  to  fayln  France')  a  trip  to  our  heeles^and 
laying  •vs  along  on  the  ground.  Saint  Paul 
writing  vnto  the  EphefianSy  aduifedthem 
to  (bunne  wine,becaufe  therein  is  luxury. 
And  Salomon  s  his  Prouerbs,  among  the 
imperfections  of  winc,faith  It  is  a  decei- 
uer ,  and  whofoeuer  drinketh  excefstuely 
thereof^  cannot  conceale  a fecret faithfully, 
Hecrcupon  then  arofc  the  ancient  Pro- 
uerbe  5  That  rpine  walketh  without  any 
5  that  is  to  fay,  Ittreadeth  fecretly, 
foftly jand  without  any  noyfc,  bccaufe  no 
onclbould  percciucthc  power  thereof, 


nor  how  it  difcoucrcthour  fecret  and  vi¬ 
cious  qualities.  To  this  purpofe  the  Poet 
Mfehylus  faide :  A  GlaJJe  or  Mtrreur  mu- 
keth  knowne  the  geliures  of  the  body  y  and 
wine  ferueth  as  a  Glaffe  to  the foule  ^  heart 
of <L  man.  Plato  likewife  laH :  Wine prin¬ 
cipally  laieth  open  the  manner  and  conditions 
ofeueryman*  We  haue  example  there¬ 
of  in  Noah  and  Lot yfot Noah  being  drunk 
with  wine,difcoucrcd  his  parts  of  tbamc, 
whereby  he  became  mocked  and  fcorned. 
And  again^t  z^?^,  Sodonse  coxAi  haue  no 
power  -y  but  wine  oucrcame  him,&  made 
him  to  lye  with  his  ownc  Daughters  : 
thefc  arc  the  benefits  enfuing  by  wine. 

Among  the  Lawes  which  Solon^ovic 
of  the  feuen  grauc  Sages  of  Greece)g2ue 
to  the  Athenians'y  it  was  c(pccially  orday- 
ned,  that  the  Prince,  when  hce  became 
drunkcjfhould  be  flaine  •  Pittacus^^no- 
thcrofthofe  wife  menjordayned,  that  a 
drunken  man  committing  any  deliCi:  or 
great  offence ,  (bouldbce  doublypuni- 
fhed  ronccforthe  TaCfc  itfelfc*  and  next 
for  drunkenneirc,which  caufed  him  to  do 
it  •  - 

Ariflotlein  his  Problems ,  yccldeth 
areafon,  vvhy  fuch  men  as  arc  oucr-much 
addided  towinc,arc  greatly  difabicdin 
the  begetting  of  children ;  and  likewife, 
why  fomc  drunkards  arc  vcryplcafant  in 
their  drinkc;  and  others  terrible,  fomc 
lad  and  weeping,  others  iocond  and  dan¬ 
cing  . 

Neucrtheleffc ,  fomc  Phyfitions 
(among  wh5  arc  Autcene  and  Rajis)  haue 
hcldc  opinion, that  it  is  a  wholfome  thing 
to  be  drunkc  fometimes :  but  the  reafons 
which  they  giuc  in  this  cafe,  doth  not  co¬ 
tent  me  any  way,  ncyther  doe  I  allow  of 
their  opinion .  And  yet  I  muft  nccdcs 
confclTe,  that  very  great  perfonages  haue 
becnc&biedcd  to  wine:  whereas  on  the 
contrary, ifthey  had  flood  clcarc  and  free 
from  it, their  glory  andrenownc  had  bin 
farre  greater. 

Alexander  the  Great,  was  as  greatly 
taxed  with  this  vice,  fo  that  (as  diuers 
good  Hiftorians  do  affirme)  being  ouei- 
come  with  this  fury ;  he  flew  one  of  his 
moft  intimate  friends;  and  comming  (af¬ 
terward)  to  acknowledgement  of  his 
fault,he  would  haue  flaine  himfelfc.  Be¬ 
fide, it  is  further  allcdged,thatthc  cbccfcft 
caufc  of  his  mufders  and  (laughters,  was 
onely  this  poyfon  to  all  goodnefle. 
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Marks  An¬ 
thony  one  of 
the  Romanc 
Triumuiri. 


Tiberius  tlie 
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King  Antio- 
chus  ibegreat 


i  drinker  and 
fleeper. 


M^rkc  was  one  of  the  three 

chccfc  Commanders  in  Rome,  and  mar¬ 
ried  with  the  Sifter  to  the  Em- 

pcroiir:  being  addifted  to  winc,and(con- 
fcqiiently)  to  lafciuiouliieffe,  with  Clofpa- 
cm  Quccnc  of  Egypt ;  loft  at  length  both 
his  ftatc  and  life,  and  was  vanquifhed  by 
bccaufc  hee  fuffered  himfclfc  to 
be  conquered  by  wine .  The  Emperonr 
Tiberhis  was  defetftiue  in  many  things  5 
but  in  regard  hcc  waisagrcat  drinker,  it 
wasthelole  caufcofallhis  other  imper- 
fedions:  and  whereas  his  name  was  Ti- 
berms.zs  a  nick-namc,  they  would  often 
call  him  Biberm  Mi  his  ende  was  mifera- 
blc. 

Vienyjim  the  younger,  a  Tyrant  of 
Sicily ^W3is  fo  extremely  affetSted  to  wine  5 
that  it  did  cate  his  eyes,  and  made  him  to 
become  ftarkc  blinde .  Clcomedes^  King 
of  the  SpArtme^^  would  needs  purfuc  and 
imitate  the  Scythians^  incxccfliiic  drink¬ 
ing  of  wine :  but  in  the  end,  he  became  a 
foolc,  quite  ihfcnfcd,and  without  iudge- 
ment.  itisfaidc,  that  the  Philofophcr 
ArchejiUHs  died  in  notorious  driinkcn- 
nefie . 

The  Poet  Amcreen  was  a  very  great 
drinkcr,and  as  he  was  drinking,  he  ftrang- 
Icd  or  choaked  himfclfc,with  the  ftonc  of 
a  Grape  or  Raifin ,  which  entred  into  his 
throatc  vnaduifcdly. 

Fkum  the  Bifhopj  an  Hiftorian  of 
worthy  creditc,writcrh,  that  the  Emperor 
Bonofus\H%%  fo  addiefted  to  winc^that  An- 
relimiis  (aid  of  him ;  Hce  not  borne  to 
Uue^but  to  drinke  •  And  hecr^in  hee  had 
an  admirable  quality,  for  notwithftan- 
ding  the  immcaforablc  quantity  of  wine, 
which  he  dranke  daily,  yet  bee  was  neiicr 
drunke.  1  giieffe  that  this  enfucdjby  his 
continuall  auoydance  ofvrinc,  which 
wentfrom  him  asfaft^  ashcc  tookein  his 
wine ,  NeucrthelclTe,  his  ende  was  an- 
fwerable  to  his  defcriiing,for  becing  van¬ 
quifhed  by  the  Emperour  Vrobus^  he  was 
hanged  or  ftranglcd.  It  is  recorded, that 
King  Antiochns^  who  was  conquered  by 
the  Romanes, vfe'd  to  drink  fo  much  wine, 
that  he  flept  the  moft  part  of  his  time.  In 
regard  whereof,  he  gaue  the  cheefeft  au¬ 
thority  of  his  kingdomes  gouernment, 
to  two  of  his  choy  feft  fauourites,  and  be- 
caufc  himfclfc  was  addidled  to  banquets, 
and  the  amorous  embracings  ofa  young 
Gentlewoman :  when  he  came  to  fight  a- 


gainft  the  Romanes,  his  Army  became 
broken,  and  vttcrly  vanquiflicd Athe- 
^mvvritcth,  that  Aefehylus  the  Grccke 
PoetjWould  diners  times  be  drunk,  wher- 
vpon  Sophocles  faid  vneo  him.  Aefchilmy  co  Ac'lchyJur 
thoje  things  which  thou  diuincjl  orwritejl^  Grcckc 
Are  done  ly  chance ^or  at  aduenture :  andnot  ^ 

by  any  knowledge  remmingin  thee,  or  that 

thou  doH  rightly  ^nderFl  and  them. 


CHAP.  XXIIII. 


Certaine  aduijes  and  enliruclions,  againjl 
fuch forward  'affeSfion  to  Wws .  And 
fome  reafons  deliuered,  why  two  things 
doe  appear  e  to  bee  three,  to  fuch  as  bee 
drunke.  :  v 


liiL  'iolinuA  In 
Ub.^.caF7, 


Ome  haiie  laid  (how 
certaincly  I  know 
hot)  that  there  are 
diuers  rcceitSjwhcr- 
by  Wine,  in  how 
great  a  quantity  fo- 
euer  it  be  taken  and 
drunke,  (Rail  not  procure  thofeyrkefome 
effeds,  which  arc  related  in  the  former 
Chapter. 

Fliny  and  Solinus  do  both  of  them  af-  m 

firme,that  there  is  a  blackc  Stone,  hauing  i 

Vermillion  coullored  vcyncs  in  it,  and 
named  Dionife,  which  hath  fuch  a  proper¬ 
ty  jas  if  it  bee  layde  in  water ,  it  yeeldeth 
theperfeftfauoiir  and  rellilli  ofwincjand 
whofoeuer  drinketh  of  that  water,  euen 
fo  much  as  himfclfc  pleafeth,  fliallneiicr 
be  drunke  therewith .  Phyfitions  fay, 
that  if  a  man  willpreuent  drunkennclfe^ 
hcmiiftfirft  eatcHonyc,  or  fome  other 
fvveetc  things :  And  hee  that  is  drunke, 
muft  be  vrged  to  vomitc,  and  then  giue 
him  a  morfell  of  bread  ftceped  in  Ho- 
nyc  3  which  will  immediately  rccoiier 
him,  becaufe  Honye  hindcreth  all  va¬ 
pours  from  afeending  vppe  into  the 
Head. 

Drufus^Sonne  to  the  Emperour  ribc'^ 
rmfx^i  a  Phyficion,  who  gauc  him  very 
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admirable  phyfick,  to  prelerue  him  from 
being  drunke^  albeit  he  daily  drank  more 
wine  then  any  other  one  man  ot  hi§  time : 
for  he  could  oiit-drinke  all  commers,  yet 
ncuer  bcjUrunkcj  or  bereft  of  his  iiidgc- 
ment.  But  intheendeit  wasknowne, 
that  (viiially)  before  hec  entred  drinking, 
he  would  eate  fine  or  fixe  bitter  almonds, 
whofc  power  and  naturall  property  was 
fuch,  as  it  impeached  the  wine  from  alie¬ 
nating  his  fpirits.  And  experience  thcre- 
ofwas  afterward  made,  for  when  they 
abridged  him  from  the  meanes  of  eating 
bitter  Almondsjand  he  vfing  to  drinkc  as 
formerly  he  did^he  became  as  foon  drunk 
as  anyocher  man.  That  thefe  Almonds 
haue  this  peculiar  property,  P&^affirm- 
eth  it,  adding  further  5  that  eating  a  Rad- 
difh  roote  before  hard  drinking,auoidcth 
drunkennefle*  He  faith  alfo,  that  Cole- 
wortes  eaten  before  hand,  keepeth  a  man 
from  being  diftempered  with  wine :  and 
being  eaten  after  drunkennefle,  they  re- 
mouc  inftantly  the  diftempcrature,as  Saf¬ 
fron  alfo  hath  the  felfe-famc  power.  Ther 
are  many  other  remedies  for  this  imper- 
fedion,  wherein  I  will  be  filenc  5  (peaking 
oncly  ofonejfecitedby  Plmy,  He  faith, 
that  taking  a  quantity  of  wine,  mingled 
with  the  egges  of  a  Chough,  and,  bceing 
drunketwo  or  three  mornings  together, 
bethatdrinketh  it,  will  hate  wine  infuch 
fort5ash£  will  neiicr  after  drinkc  thereof. 
Hcercto  he  addetb,  that  a  Swallow  being 
taken  and  burned  to  afhes ,  then  beaten 
into  powder  and  mingled  with  a  little 
Myrrhein  the  wine 5  whofocucr  recey- 
ucth  a  draught  of  this  potion,  (hall  ncuer 
be  drunkc,  (or  this  was  experimented  by 
Horus^  King  of  Affyrk, 

AriHotle,\r\  the  third  part  of  his  Pro¬ 
blems, and  Aidcemte^  in  his  (ixt  Bookeof 
Bca((s,do  yccld  a  rcafon,why  in  drunken- 
ncflTc,  when  a  man  looketh  vpon  any  one 
thing,it  appeares  to  him  as  if  it  were  two, 
and  albeit  they  doc  both  produce  diners 
rca(bns,  yet  will  I  alkdgc  but  one  from 
each  of  them .  The  firfl:  (hall  be  AriFio- 
tlesF^ho  faich,that  ihorow  cxcefiiuc  heat 
ofvapours  in  the  wine,  afeending  vp  into 
the  brainc ;  the  lirtlc  nerucs, called  "^Optici 
m'///, which  go  ondiredly  to  the  cycs,do 
workc  and  moouc  with  fiich  power,  that 
thevifiall  vertue,  and  the  fpirits  of  fight 
(altering  in  their  motion)  do  caufc  what- 
loeucr  drunken  men  gaze  on,  to  (tirre  ve¬ 


ry  ftrongly  and  quicker  becaufc  the  Or- 
ganeof  fight  moucth  it  fclfcinthacman- 
ner,and  maketh  the  common  fenfe  to  rc- 
ceiuc  the  Images  of  things,  in  a  multiply* 
cd  quality  to  the  eye .  For  fuch  kinde  of 
motion^  maketh  (ingle  things  to  feeme 
double, and  becaufe  this  motion  is  fo  fud- 
denand  infenfiblc,  itcaufeth  two  things 
to  feeme  as  one  to  the  fight.  As  any 
man  may  eafily  makerryall  of,  by  laying 
his  finger  vpon  his  eye-lid ,  and  then  rc- 
mouing  it  thence,  it  will  appeare  to  him, 
that  it  is  the  thingremoueth  it  (elfc, which 
he  beholdcth.  Auiceme  dclmercth  ano¬ 
ther  rcafon, faying ;  The^japours  of 
which  afcendnjpinto  the  head  of  him  thatic 
drunkcydre  moiji^and  becaufe  the  little  nerues 
and  wuf  :les  which  reach  to  the  eyes  ^  doe  en- , 
groffe  or  fweH  themfelues  by  this  humidity  ^ 
fomuch  more  the  one  (then  the  other)  doe 
thereby  mount  themfelues  phe  one  higher  ^and 
the  other  lower.  Vrom  hence  enfuethphat 
the^vifible  rayes  domtecntally  diuide  them* 
feluesfoorth^right fom  both  the  eyes  pieither 
by' a  dir eB  or  right  line:  which  isthecaufe^ 
that  the  Images  of  things 'vifble^  doe  extend 
to  eyther  eye  by  themfelues.  In  this  refpedt 
only^things  fimple  and  (ingle,  appeare  to 
be  double,  the  commo  fenfe  rcceyuing 
apprehendin  g  t  wo  ima ges  for  one :  and 
for  the  maintenance  of  this  opinion, ^//z- 
cenne yccldcth  the  felfcfame  example,  as 
AriBotle  did. 
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required  to  be  well  apprehended. Ncucr- 
thclcflcjl  am  the  more  willing  to  fpeake 
fomcvvbat  ofthe  argument,oncly  for  the 
delight  and  contentment  of  fuch  mindcs, 
as  are  cnclined  to  the  Science  whereof  it 
difeourfeth.  Wherefore  concerning  our 
prefentpurpofe^  itisnccdfull  toprefup- 
pofcjthefirft  and  cheefe  Elements  of  fuch 
a  Science :  which  becaufc  they  are  com* 
moHj  (hal  require  the  leffe  labor  to  proue 
them.  Thefirftis  that  whereofwee  are 
now  treatingj  the  greatnefle  of  the  earth, 
carrying  with  it  both  Land  and  Sea:  be¬ 
caufc  God  did  difpofe  them  in  fuch  man¬ 
ner,  when  he  faid  5  Let  the  dry  land appeare^ 
for  they  both  being  vnited  togithcr^made 
one  body  pcrfcdly  round.  So  likewife  is 
it  to  bee  vndcrftoode  in  all  thofe  actions 
which  arc  giuen  to  the  earth ,  the  Sea  is 
alfo  therein  comprized :  ForjWhen  a  man 
fayth,  the  earth  hath  fo  many  degrees  in 
roundncffcj  or  it  containeth  fo  many  de¬ 
grees  from  one  place  to  another  5  the  fea 
is  therein  as  well  vndcrftood  as  the  land . 
So  in  like  manner  are  confidered  the  Ec- 
clipfes,  heights  and  breadths, to  hold  one 
and  the  fame  certitude :  and  yet  notwith- 
ftanding,  Mountaincs,  andValleyes  are 
not  comprehended  in  this  roundurCjnor 
Woodes  or  Forrefts  likewife,  which  the 
earth  contayneth  in  it  felfe  ^  becaiife  fuch 
things  arc  not  woorthic  of  any  account, 
with  the  greatnefle  of  this  wonderful  bo- 
die. 

This  rotundity  of  Land  and  Water,is 
dure  ot  Land  j  featcd  in  thc  midft  of  the  circuitcofHca- 
\  andfcais  (ea-  ucn,  in  fuch  manner,  as  thc  point  &  cen¬ 
ter  of  that  round  body,  compofed  of  Sea 
and  Land,  is  likewife  thc  center  and  num¬ 
ber  of  the  whole  world, as  well  of  heauen, 
as  ofthe  Elements.  Ouer  and  befide  this 
definition,  there  is  another,  true  and  ab- 
folutc,  to  wit,  that  the  land  and  water  (in 
regard  of  thc  ftarry  heauen, which  we  call 
thc  Firmament)  arc  fo  little ;  that  all  thefe 
two  Elements  ferue  thereto  but  for  a  cen¬ 
ter,  and  is  euen  but  as  a  finall  point,  in  re- 
fpe6t  of  his  circumference  .  So  that  in 
whatfoeucr  part  thereof  a  man  beft  liketh 
tohelpchimfclfc,  by  meanesof  a  Qua¬ 
drant  or  an  Aftrolabe^  his  labour  forteth 
to  thc  like  effeft,  as  if  hcc  made  thc  fame 
for  the  center  ofthe  earth.  For  in  whatfo- 
euer  place  ofthe  earth  wc  are  (prouided 
that  it  be  not  in  any  deepe  or  hollow  bot- 
tomc)  wc  fhall  difeouer  thc  rnoity  of  hca- 
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ucn  5  which  proceedeth  by  rcafon  of  the 
incomprehcnfible  diftance,  that  is  from 
hence  beneath  vp  to  the  Firmament, with 
his  incomparcable  greatnefle .  That  this 
miift  needs  be  true,  it  is  mofl  cuidcnt,thai 
the  verie  Icaft  Starre  which  we  dilcernc  in 
heauen,  is  much  more  greater  then  the 
whole  earth  5  and  yct  neuerthclefle,  it  ap- 
pcareth  to  vs  but  as  a  fmall  point,  in  re. 
gard  of  the  heauens  largefpacioufneflej 
by  thc  leaft  of  which  things ,,  a  man  may 
make  proofc  in  fufficienc  demonflration, 
but  it  fuffifeth  that  experience  hath  appa- 
rantly  fhewne  the  fame. 

P^<?/^7;;y^approiiechir,  in  the  10.  chap¬ 
ter  ofbis  firft  booke  of  Geography  ^  Al- 
phraganHs^Wi  his  fourth  Difference,  Cleo- 
medeSy  in  his  firft  Booke ;  Gebery  irj  his  fe- 
cond  Book  5  and  lohn  dc  Sacrobofcoy  as  the 
like  do  all  other  that  baue  written  on  the 
Sphcarc. 

This  then  being  thus  preftippofed,  let 
vs  imagine  in  our  iTiindes,that  the  water 
and  Land  do  make  one  round  circkle,  and 
that  heauen  is  another ,  but  much  more 
great,  as  indeede  it  is  ^  and  that  thefe  two 
circles  haue  no  other,  but  one  common 
center  within  themA\  hich  being  fo  ima¬ 
gined,  let  vs  lay  two  lines  of  eqnall  great¬ 
nefle,  which  may  extend  themfelues  (in 
common)  to  thc  circumferences  of  al  thc 
two  circles,  according  Euclides 
£feth,  cutting  and  diuidingthe  two  Cir¬ 
cles  by  equal!  portions,  each  portion  be¬ 
ing  iuftly  equalled,  in  regard  of  each  one 
of  them  :  that  is  to  fay,  that  if  thofe  tvvo 
lines  pafie  on  right  in  fuch  manner,  they 
will  make  eight  parts  of  a  great  circle^and 
fb  fhall  make  as  much  of  the  lefler,  I  vn- 
derftand  and  mcanc  each  eight  part,in  re- 
(ped  of  each  ones  greatnefle. 

Our  elders  in  former  times,  in  theyr 
manner  of  meafuriiig  thc  world,  gaue  ad- 
iiicc  to  diiiide  the  heauen  into  three  hun¬ 
dred  and  threefcorc  equall  partes,  which 
we  do  now  cal  dcgrecs,&  by  confeqiient, 
the  roundnefle  of  the  earth  into  as  manie 
parts,  by  imaginations  of  lines,  parting 
from  the  center,  and  making  the  diuifion 
in  fuch  manner ,  that  the  like  quantitic 
which  each  one  of  thc  degrees  hath, in  re- 
fpeft  ofthe  whole  heauen;  the  verie  like 
fhal  be  that  of  each  one  ofthe  degrees  for 
the  earth, hailing  regard  to  the  roundure 
and  circuitc  thereof .  And  as  thefe  por¬ 
tions  or  degrees,  if  you  pleafe  fo  to  terme 

them, 


The  lead  Star 
is  greater  ihd 
all  the  earth, 
by  eiiideat 


proofc. 


?tblG?n  InliKi 
Ue  Gcogra^h, 
cap, 10. 

AlphraJOif.  4. 
Clemcd.inli,! 
Geber.'m  lib.  z . 
lQ.dsSiitr»lk.i 


How  ilm  mat¬ 
ter  may  bee 
eafily  iniagi- 
ned  jn  thc 
mindcofaun 


Ehjclldcs  tn  lib. 
Ekmsnt, 


The  aduicc 
of  our  Fore¬ 
fathers,  for 
mcafuring  of 
the  world;  by 
diuifion  of 
heauen. 


4-04-  Of  the  worlds  round  com  pallc*.  4..Booki 


Concerning 
the  nature  of 
a  degree,  and 
hov/  our  El¬ 
ders  obferued 
thcknowlcdg 
thereof,  acor- 
dingvnto  the 
height  of  the 
Pole. 


/ 


A  mcalare  of 
ground, con¬ 
taining  lav. 
paces,  al  after 
fiue  fecte  to 
the  pace. 


An  infallible: 
rule  for  mea- 
Turing  by  de¬ 
grees. 


The  greatnes 
of each  de¬ 
gree  within  it 
fcJfjhowmuch 
k  CDZitainecb 


them, are  equal  among  thcmfelues/o  that 
iomconc  may  appeareto  contaync  the 
fcopc  of  miles  5  the  like  maybe  eafily  ga¬ 
thered ,  '  by  multiplying  what  diftanceis 
contained  in  all  the  reft.  To  know  then 
the  nature  of  a  degrcc^they  made  this  ob- 
feruation  .  The  Pole  is  a  fixed  point  in 
hcauen,  whereon  the  whole  heauen  ma- 
keth  his  mouing^yct  itremaineth  firmc  &: 
ftablc.  Therefore  with  an  Aftrolabcjor  a- 
ny  other  inftriimcnt  proper  thertOj  being 
iafomc  apt  vneouered  place,  they  would 
cake  the  height  which  the  Pole  contained 
abouc  the  Horizon,  within  the  limite  of 
the  fclfefamc  fight,  and  noting  the  place 
which  appeared  conucnable  to  the  cleua- 
tion  or  height  of  the  forefaide  Pole ;  they 
went  dire(ftly  on  thcrcto^wirhout  wande¬ 
ring  to  the  Meridian,  vntill  fuch  time  (as 
with  the  felfcrame  inftrumcnrj  they  found 
it  in  one  degree  more  higher,  then  in  the 
firft  place, and  therby  they  knew, that  they 
had  gone  one  degree  of  the  earth  fro  that 
place  whence  they  firft  parted,  iuft  to  that 
ground  where  they  were  arriued,confidc- 
ring,  that  they  had  paced  by  the  rclped 
of  heauen,  in  regarde  of  the  fore-named 
rules  ofboth  the  circles.Then  they  wou}d 
meafurc  that  which  this  degree  contay- 
ned,  cither  by  Stadcs,or  thoufands  ofpa- 
CCS5  and  this  being  thus  knownc  by  them, 
they  would  make  their  account  after  this 
manner.  Ifone  degree  contained  fo  ma¬ 
ny  miles, the  whole  roundnes  of  the  earth 
didcontaine  as  many :  confidcring,  that 
therein  was  to  be  obferued  three  hundred 
and  thrcefcore  degrees,  fuch  and  as  great 
as  the  fame  were.  This  was  the  forme  and 
manner  by  them  obrcruGd,and  it'may  wel 
bee  continued  to  thefe  times,  for  meafu- 
ring  of  the  whole  earth, as  being  the  moft 
certaine  and  infallible. 

And  yet  neuerthcleffe  we  arc  to  know, 
what  grcatnelfc  each  degree  of  the  earth 
containcth  in  it  felfc, ,  and  fo  (by  confe- 
quent)  how  much  it  tcndcih  to  in  the  ro¬ 
tundity,  mcafuring  it  according  ynto  the 
whole  greatne{fe,anfwerable  to  the  expe¬ 
rience  ofboth  ancient  and  modern  men, 
skilfull,  and  well  ftudied  therein  •  The 
moft  common  opinion  of  all  other,  is  5 
that  each  degree  or  portion  of  three  hun¬ 
dred  and  ihtcefcorc,  containcth  fiue  hun¬ 
dred  Stades  of  ground, and  cucry  Stadc  is 
valcwed  to  fix  fcore  and  fine  paces  by  our 
Geometricians,  and  according  to  theyr 


Geometrical  paces,  each  pace  containing 


as  much  as  two  of  our  common  paces.  So 
that  the  degree  containcs  fixty  two  thou- 
fand  and  an  halfc,  which  amount  to  fixtic 
two  thoufand  Gcometricall  paces.  Ptole¬ 
my  auoucheth  the  fame ;  as  the  like  docth 
Mmunm  Capelias^  and  the  moft  part  of 
the  wifeft  ancient  Cofmographers :  bc- 
fidCjthis  is  the  opinion  in  common,of the 
greater  part  of  our  modernc  men. 

Orontim  Phinetts  holdcth  the  fame  iudg- 
ment,  and  fayeth,  that  this  may  eafily  bee 
experimented  by  trauailingfrom  Par  is  to 
Tholoufe,  Glarcantts^  &  Anthony  de  Lebrix^ 
being  both  of  them  learned  men,  and  di¬ 
ligent  fe  archers  into  ihcfe  matters  :  they 
do  both  affirme,  that  they  haue  made  the 
like  experience,  holding  the  fame  for 
moft  certaine .  Albeit  Erato jihenes  ,  and 
iomcQthztGrdcians  hold  opinion,  chat 
all  degrees  had  feauen  hundred  Stades: 
whecrin  (icmaylcemc)  they  were  abu- 
fed,  by  mcafuring  their  places  ouerfhoru 
I  fay  then,  that  each  of  their  degrees, coh- 
fifting  of  three  hundred  and  fixty ,  far  off 
from  fiue  hundred  Stades:, the  whol  three 
hundred  and  fixty,  wil  containe  togitber, 
twenty  two  thoufand,  and  fine  hundred 
thoufand  paces,  which  domakcanhun- 
dred  and  eighty  thoufand  Stades.  By  the 
which  account,  the  round  compas  of  the 
whole  earth, comprehending  therein  the 
whole  machine  of  water,  bccing,  reduced 
to  a  thoufand  paces,will  containe  twentic 
two  millions,  and  fiue  hundred  thoufand 
paces.  And  if  you  would  know  how  many 
French  leagues  or  miles  the  whole  Earth 
containcth,wc  muft  then  allow  vnto  each 
League,  the  length  of  two  Italian  miles . 
Then,  if  we  diuidc  twenty  two  thoufand, 
fiue  hundred  paces  in  twainc,  we  fhal  find 
that  the  circuitc  ofthc  earth,  concayneth 
cleucn  thoufand,  two  hundred  and  fiftic 
Leagues  of  France.  And  if  wc  diuidc  the 
by  fourc  5  all  the  enuironing  of  the  Earth, 
will  containe  fiue  thoufand, fixe  hundred 
and  twcntic  fiue  miles  of  Germanic  5  for 
four  Italian  miles,  do  make  but  one  Ger¬ 
maine  mile.  Thus  haue  wc  difeourfedon 
the  earths  dimenfion,  according  vnto  the 
moft  common  opinion  rccciiicd  among 
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Oj'ihe  r^afon^  now  ( being  couered  with 

firiiw)  doth f  refer ue  it f elf e  in  his  entire 
coldnejje^andwarme water inhis  heate: 
conf  dering  ^  that  two  contrary  ejfetts  are 
wrought  by  one  andthefelfefame  thing: 
with fome  other fecrets  bejide. 


1 


O  men  pffpirite,  fuch  'asaP- 
feft  the  contemplation  of 
.Natures  workes,  nothing 
can  fo  lightly  prcjfcnt  it  felf^ 
or  appcarc  to  bee  of  fo  flen- 
dcrcftccinejbutibmeonc  notable  mat¬ 
ter  or  other  may  be  found  therein,to  yeild 
contentment  to  their  mindcs,  after  they 
haue  attained  to  the  knowledge  thereof. 
No  doubt  but  there  are  many  men ,  of 
whom  ifit  were  demanded ,  vppon  vvhat 
Snow  couerd )  Pcc^iton^  Snow  (bceing  couered  with 
with Strawe,  |  firawj  confcructh  it  felfcr(for  long  time) 
keepcthhis  j in his  truc coldncffe and  without  mel- 

nefl'e.  I  ting,  they  hardly  knew  now  to  make  anie 
Janlwcr.  Whereunto  Jlexanderj^fhrodi- 
Aicx,Aphrod'f.  feus excellent  Peripatetian,  raaketh 
«  f  jj-j  jj.  reply.  Straw  hath  no  manifejl  or  known 
■  quality  at  all^,  for  it  is  neither  hot  nor  colde  5 
therefore  dwers  haue  refuted  and  termed  it^ 
Strawathit?^  ^  to  be  a  thing  without  my  qmlitj.  For  this 
any  j  caufcj  bccing  a  matter  fo  fingularly  tem- 

as  reaching  to 

deih  the  qua-  f^^fuch  a  degree,  that  it  may  well  be  (aide  to 

^Lg^th^rc  *  coldc;  it  cafily  cornier- 

with;cqnioy-  fcth  it  felfc' iiito  the  quality  of  anic  fuch 
ned.  thing,  a^  is  thereto  annexed.  So  that  co- 

uering  or  laying  Snow  therein,  which  is 
eoldcy  the  ftraw  apprehendeth  the  colde 
qualitythercof,  and  by  that  means  is  hol- 
pen  and  aflifted,  in  the  truecoldneffc  of 
Snow ;  euen  as  a  thing  of  one  qualitie  ay- 
deth  another^without  yeelding  any  heate 
thereto,  becaufeit  is  not  in  it  fclfc.There- 
forc,  fnow  being  accompanied  with  his 
owne  coldnefle,  &  defended  againft  heat, 
which  ftraw  preferueth  againft  the  left  en¬ 
trance -^it  is  thus  conferued  inhisentyre 
A  contrary  condition  for  long  timc^cuen  as  if  it  were 
bfttTImf'  couered  with  ftraw  at  all. 

»«eans  to  hot  feltcfame  rcafon,  a  contraric  cf- 

ingubhir  h^ppeneth  in  warme  or  hotte  water ; 
indrebw.  defending  the  ayre  that  it  cannot  code  it^ 


for  It  being  likcwile  couered  with  Scrawc, 
the  ftrawe  immediately  enterraineth  the 
quality  of  the  warme  water  5  and  being  fo 
fodainly  heated,  itheipcth  &  confcructh 
the  water  in  his  warmth,  and  keepeth  the 
ayre  off,  that  e!fc  would  code  it .  The 
fame  reafbn  guides  vs  to  vndcrftand  other 
doubts  and  difficulties,  which  (bme  curi¬ 
ous  queftionifts  may  impofe  vpon  vs,  like 
vnto  thofe  before  alledged.  I  am  fare  wee 
are  not  to  learn,  that  oner  and  befide  our 
inward  natiirall  heate,  that  which  occafi- 
oneth  our  warmneffe  in  Summer  time,is 
the  ayre  onely,  which  (inthatfeafon^  is 
much  more  hot  then  in  any  other  time  of 
the  ycarc  ^fo  that  the  warmer  the  ayre  is,  [ 
fo  much  the  more  arc  we  fenfible  of  hear. 
Ifit  be  fo  then,  how  commeth  it  to  paftc. 
that  we  feele  more  freflincffc  andcoolc- 
neffe,  and  Icffe  heate,  when  wee  take  the 
ayre  in  Sommer,  and  in  mouing  and  wal¬ 
king  to  rcceiue  it;  confidering,  that  (ac¬ 
cording  to  AriHotle)  Motion^  ormoouing-, 
caufeth  our  heate  to  be  the  greater  ?  For  the 
ayre,  by reafon ofthis  agitation,  muft 
needs  caufe  the  more  warmnefleboth  in 
it  fclfe  and  vs,  then  if  wee  refted  and  fate 
in  quiet. 

The  reafon  enfueth  thus:  Wee  haue 
then  mote  warmth  in  our  bodyes,  'then 
there  is  in  the  ayre:as  wel  in  regard  of  our 
owne  natiirall  heat, as  alfo  that  which  the 
ayre  workethin  vs.For  the  ayre  coming 
with  a  frefh  and  coole  gale  (I  fpeake  this 
bccaufe  it  is  more  temperate  then  we  are ) 
it  maketh  vs  fomc-w'hat  the  more  tempe¬ 
rate  :  but  being  Hill  and  necre  vsjit  warm- 
cth  it  felfe  in  our  heate.  Euen  in  the  like 
manner  as  wc  haue  fpoken  of  ftraw;  for  fo 
it  conferiieth  (yea  augmenteth)  our  heate 
in  vs  5  albeit,  when  it  is  ftirred,  and  frcfhly 
mooued,  in  comming  more  temperately 
vpon  vs,  then  we  our  fclucs  are;  that  tem¬ 
perature  and  difference  which  wee  then 
feele  of  leffer  heate,  doth  in  the  like  man¬ 
ner  qualifie  and  moderate  ours  in  vs.  This 
is  the  anftverc  of  the  fore-named  Ale^am 
der^\>utc{^^ciz\\'j oi Aristotle^  vnto  this 
qiieftion. 

Neuertheleffejit  is  to  bee  noted,  that  if 
wc  find  an  ayre  more  hot  then  that  wher- 
in  wc  dwell ;  agitation  or  ftirringin  fuch 
an  ayre  will  not  prooue  fo  good  as  our 
owne,  bccaufe  wee  fh all  there  fecic  farre 
greater  heate,  as  in  diners  places  often¬ 
times  wc  do .  An  argument  in  this  cafe, 

_  may 


Tke  Ayreis 
moi  e  hote  in 
Sommer,  the 
all  the  ycare 
elfe  befide. 


AriftUtJnliLi, 

de 


More  heat  in 
our  Bodyes  in 
Sommer  time 
then  is  in  the 
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How  the  qua¬ 
lity  in  ftraw  is 
alluded  to  our 
bodies. 


Difference  of 
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ing. 
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Of  fodaine  deathin  diuefe. 


Example  of  a 
mansUandin 
hoc  water, for 
hcate  or  tem¬ 
perature. 


Ofheace  in 
the  months  of 
lune  andluiy 


Ariflatjnlib,!. 
de  Meteor, C(t,^ 


may  bee  framed  by  hottc  water,  that 
if  a  man  put  his  hand  raflily  thereinto^  he 
can  hardly  fuffer  or  endure  it .  Noivvith- 
ftandingjlcthim  holditfirmely  therein, 
and  it  yecldcth  then  Icffe  caufe  of  paflion 
then  if  he  mooned  itvp  and  downc.In  re¬ 
gard,  that  the  lefler  part  of  the  water  cn- 
uironeth  the  coolc  hand,  whercb\rit  cau- 
feth  fomc  fmall  temperature  round  about 
it:  but  being  plunged  and  mooued  about 
the  water,  it  reneweth  frefhheate,  and  at 
each  time  appropriateth  new  power  to  it 
fclfe;  for  the  more  potent,  rr-uftneedcs 
workc  noucliy  vppon  that  which  is  nauch 
weaker. 

It  may  be  likewife  demanded, for  what 
caufe  it  is  more  hot  at  the  end  ofliine,  & 
all  along  the  moneth  of  luly,  the  Sun  be¬ 
ing  then  the  furiheft  off  from  vs,  then  it  is 
at  the  beginning  of  lune  ^  coniidering  we 
are  then  in  the  Solftice  of  the  Sunne^  and 
more  dircdly  fmirten  with  his  beames  ? 
Hccrcunto  anlwcreth  Arisiotle^  in  his  fe- 
condBookeof  Meteors,  and  the  ninth 
Chapter,  that  theheateof  the  Sunne  is 
not  the  caufe  thereof,  ncyther  is  there  a- 
ny  more  beatc  felt  by  the  Sunnes  beeing 
neereft  to  vs,  then  when  hce  hath  longcft 
time  to  abide  oucr  vs.  For  in  the  months 
of  lune  and  luly ,  hce  hath  a  great  length 
of  time  in  approaching  towards  vs  jas  al- 
fo  in  declining,  hee  caufeththe  greater 
heatCjbecaufe  (in  defeending^  hcrc-hca» 
teth  that  part  and  ttkOt  of  the  ayre,  which 
hce  formerly  had  well  warmed  in  moun¬ 
ting  aloft. 


God  neuer 
failed  in  ths 
i.jft  caule  of 
i^/rongedin. 
•ocenw,  to 
lend  his  help, 
when  al  pow¬ 
er  in  man 
hath  fay  led. 


CHAP.  XXVII. 


of  fodaine  dedthhdpnmg  •vnto  diuers  great 
Perfons^  that  haue  thereto  bene  wijhed  or 
threatned^hy  fuch  as  they  haue  ^niuBlie 
put  to  death  beforehand  their  deaths  haue 
enfued  to  them  in  fuch  manner^  ^  at  fuch 
times  h  as  haue  beene  afigned  njnto  them: 
With  the  notable  hiHory  of  an  Archbyjhop 
^Mentz  or  Magoncc. 


Hcnallhclpc  in  man  hath 
ceafed,  concerning  fuch  to 
whom  great  wrongs  undin- 
iuries  haue  bene  done;  yet 
the  powcrfull  armc  of  God 


hath  neuer  failed  than.  And  albeit  it  hath 
not  enfued  fo  fpccdily,  or  clfe  fo  vifibly  as 
they  could  haue  wifhed ;  yet  COD,  who 
knoweth  both  how  and  when  to  be  auen- 
ged  on  them  that  are  the  oppreflors  ofim 
nocents,hath  wrought  fo  graciouflie  for 
his'owh  glory  ;that  trcchcries  haue  come 
to  light  in  due  and  meete  times,  &  mens 
falfe judgements  h^ue  felt  hisfeuere  con¬ 
demnation,  and' publikely  enough  for  o- 
ther  mensTorewafhing.  In  this  cafe  wee 
could  allcadge  many  memorable  exam¬ 
ples  ;but  beeing  loth  to  troubleyou  with 
oucf  many,  th^fe  fe^  commendable  Col¬ 
lections  fhallTcfue  for  this  time. 

^i'r^'ad  of  a  Knight  amon'^efl  the  Tem¬ 
pter  s -(of  whohxcwte  haiieTfwkcn  in  our 
fbtber  Volu’nie^  who  beeing  (in  the  opi- 
nioh  of  many)  fentcnced  to  death  verie 
vniuftly ;  a^fhe  Officers  led  him  towardes 
the  place  ofexcewtibn,  hee  cfpyed  Pope 
Clement^  the  fife  of  that  name  (  by  vvhofe 
meanes  he  was  cbtidemtied  to  death)loo- 
kin  g  out  at  a  window;  and  by  him  ftoodc 
Phillip  le  Hel^  ihert  King  of  France.  The 
Knight  being  m  Italian]  borhb  at  Naples^ 
beholding  the  Pope  with  an  vndaunted 
countenance,  with  a  lowdeyoyce  fpake 
thusvntohimf  ^  '  ■ 

MoU  cruel!  CAtment^  feeing  that  there  is 
no  Pudge  in  this  worlds  before  whome  a  poor  e 
innocent  man  mafWiim  cpuelftcn  thc'^mufl 
fentence  which  thou  haH  glmn  againU  mee, 
lappealefrom  theCh  a  tnofl  njniu  Jf  ludgd^  h 
the  vprighteli  pudge  of all  other Jef us  Ctjrif 
himfelfeyhefore  whom  P glue  thee  war ning^ 
and  likewife  King  Phillip  there  by  thee  A  to 
■  make  your  appearance ,  to  anfwcre  the falfe 
Judgement  of  death  which  you  hauegiuen  a- 
gainPi  me.  This  appearance  of  yours  before 
the  Tribunal! feate  of  God^  /  do  ajiigne  to  bee 
?nade  within  lejfe  then  ay  ear e,  to  da  me  right 
there^where  P  may  fafely  haue  my  caufe  deter 
minedpwitbout  any  auance  or  pdf  ton  at  all^as 
here  you  both  haue  dealt  with  me.  The  poorc 
Kni^its  defire  forted  with  his  wordes,  for 
about  the  fame  limited  timejthe  Pope  be¬ 
ing  pained  with  a  great  greefe  in  his  fto- 
mack,  dicd;fo  did  K.P/7i/^y>:buthowfocuer 
it  hapnedjit  was  thought  to  proceed  from 
the  iuft  iudgement  ot  God. 

The  very  like  fortune  hapned  to  Ferdi- 
;;W  the  fourth 3  King  of  Of/*,  who  ha- 
uingcaufedtwo  worthy  Knightestobee 
executed ,  more  by  his  owne  wrathful!  & 
angry  fpleciijihcn  any  warrant  of  iufiice, 

being 
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Of  fodaine  death  in  diners. 


Sapil/f  Vulgof. 
in  lib. %. cap  9. 
The  hiftorie 
of  a  Captamc 
belonging  to 
the  Gcnc- 
wayes,  who 
cruelly  put  to 
death  ano¬ 
ther  innocent 
Captains* 


Tlie  wronged 
Captaines 
words  before 
hisdeatb. 


The  fodaine 
death  of  the 
Geneway 
Capiaine  the 
fame  day. 


Gontw/tu  in  lib 
de^it.Fred, 
Imperat. 
Comad.Efif,  in 
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uerf. 


The  hiHory 
of  Henry  arch 
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being  no  way  to  bee  dilfwaded  from  this 
I  violent  cruelty,  either  by  tcarcs,  intreats, 
or  carneft  folicitations ;  they  (in  very  like 
manner)citcd  the  King  before  the  Tribu¬ 
nal!  of  IcKisChriftj  and  to  make  his  ap¬ 
pearance  within  thirty  dayes .  And  it  is 
credibly  auouched,  that  on  the  laftof 
thole  thirty  dayes,  the  King  dyed. 

The  like  lot  alfo  befell  to  a  Captain  of 
the  Gallies,  which  belonged  to  theinha- 
bitants  of  Geneway  whereof  Bafufia  FhI- 
gofo  maketh  this  report .  This  Captainc 
making  a  fally  forth  vpon  the  Sea^tookc  a 
Foyfl:  or  fmal  Gaily  appertaining  to  them 
oicathelogna^^y^h(^x€\\\  there  was  another 
Captainc  that  neuer  had  done  any  iniuric 
to  the  6V/;^:5?^^j,IsJotvvithftanding,in  re¬ 
gard  of  the  malice  which  the  Genewayes 
Dare  to  the  CathelognianSy  hcc  gaue  com¬ 
mand,  that  this  Gaptaine  thus  taken  pri- 
foncr,  Oiould  forthwith  be  hanged .  The 
Captaine^fheddingmany  tcarcs,humbly 
requefled,  that  he  might  not  fo  ihameful- 
ly  be  put  to  death,  confideringthat  he  had 
ncuer  offended  him,  or  bis  N ation.  But 
in  the  end,  finding  no  fauour  or  mercy  in 
him,hemadehisrecourfe  to  the  Diuine 
ludge  of  al  men/peaking  thus  to  the  crii- 
cll  Captainc  5  Seeing  thou  wilt  needes  exe¬ 
cute  on  me  this  7mB  ^niulifentenccy  ihaue 
no  other friend  but  Godtoapfeale'vttto^who 
is  theiuli  auenger  of imuried  innocents.  And 
therefore  /  hu?nblyjejire^  that  (this  in  Bant 
day)  thyfoulemay  appeare  with  mine  before 
him,  to yeeld  an  account  for  the  •wrong  thou 
haB  done me^  Not  many  houres, after  the 
Geneway  Ciipisiineolfodycd^  and  doubt- 

lefTe  went  to  render  a  reafon  for  his  moft 
extreme  cruelty. 

I  could  alledge  many  examples  more, 
aptly  futed  to  this  purpofe  5  but  for  the 
ftrangeftofall,  I  will  relate  whathapned 
zt  Mago77ce or  Mentz>  in  Germany.  ^  which 
generally  coft  moft  dearc  vnto  the  whole 
Citty ,  according  as  it  is  briefely  reported 
by  Gontieryth^t  renowned  Poet, who  wrot 
the  life  and  adions  of  the  Empcroiir  Fre- 
dericke.^ firft  ofthat  name.  Conradus  alfo 
thcByfhop,  declareth  the  fame  in  his  hi- 
ftory,  among  many  things  hapning  in  the  - 
time  ofthat  Fredericke^  and  of  Henrie  the 

fixt  hisfonne  ^the  Hiftory  enfueth  in  this 
manner. 

In  the  Citty  of  Magonce  or  Ment%^  in 
in  they  care  one  thoufand,  fine 
hundred  and  fifty, little  more  or  lcire,thcr 
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liued  an  Arch  Byfliop,  named  Henrie^  a 
man  fingularinallvertiies.  Ibis  Arch- 
byftiop,  according  to  the  duty  and  office 
pf  a  faithfnll  Paftor,  as  indeed  hec  was, did 
ietierely  chaftife  publike  finncGi  and  offen.- 
cesjbecaufe  he  was  very  icaloiis  of  Gods 
honour,  and  joue  ofone  neighbour  vn'd 
another,  the  which  made  him  to  hauc  the 
greater  care  of  his  flocke.  Hecreuppon 
wicked  and  diftblute  perfons  grewe  hate- 
full  againftbiaivXleuifing  many  falfcand 
flanderous  accufations ,  wherc-with  the 
Pope  was  pl.^iKifully  informed,  impofmg 
fo  many  crime^^  and  dclids  vppn  faim,chat 
he  was  reputed  vnmcecc  for  fuch  a  dic^ni- 
ty. 

Thefc  matters  thus ynderftoode  by  the 
Pope,  who  aivyayes  thought  him  to  bee  a 
iuft  and  holy  man ;  being  no  way  able  to 
deny  audience  to  fuch  a  crowdeof  accu- 
fers  as  defired  iufiice^  at  laft  lie  aducrcifed 
the  Arch-byfliop.ot  theie  foulc  accufaci- 
ons.  The  good  reueiend  man,  to  make 
clcare  his  innocence,  eletfted  (among  all 
his  other  frici^ds)  a  man  whom  hee  moft 
affedled,  and^pn.yyhom  hec  had  befiewed 
more  eipecralf^auours,  then  on  any  man 
clfebcf^^^^Hce  was  aPrieft  by  profdfi- 
on,nanied  Arnoldey  a^iianced  vnto  many 

as  being  a  man  ofrich  fpi- 
rite,  eloquence  j  apjE^rabounding  in  the 
wealth  of  the  world  tefide. 

Arnolde epmmingto Rome ^  bceingen- 
ftrudted  and  prefled  on  by  the  diuclb  con¬ 
cluded  in  his  priuatc  thoughts,  todepriue 
his  Lord  offo  high  a  dignitie ,  and  make 
application  thereof  to  himfclfc .  Which 
that  he  might  the  better  compas ,  hauing 
brought  great  fiimmes  of  money  rhether 
with  him, he  fuborned  two  wicked  Cardi¬ 
nals,  who,  in  fted  of fpeaking  in  his  Lords 
fauour,  fhould  enforce  all  matters  more 
againft  him.  For  they  affirmcd,that  they 
ftoode  more  obligee  to  God  and  truejtb, 
then  to  worldly  refpeds  or  fauors  of  me  : 
and  therefore  maintained,  that  the  Arch- 

byfhop was  apparantly culpable ofall  the 

primes  inferred  againft  him,  and  thereby 
iuftly  dcfcrueddtpriuation.The  Pope  be¬ 
ing  thus  abufiuelypcrfwadcd  by  theyr  re¬ 
port,  thought  to  haue  fent  two  Prieftes 
thether,  to  acquaint  him  with  this  infor¬ 
mation  confiraicd  againft  him :  but  (in. 
dcedc)hefentthctwo  Cardinals  confe¬ 
derated  with  Arnolde^  to  perfed  the  Pro- 
cefle^by  them  concluded  for  prefent  exe¬ 
cution.  _ _  They 
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They  werenofoonerarriuedin  Ger- 
;^4;^5butthcy  fummoned  the  Arch-By- 
fhop  to  come  before  them,  wher  his  hea¬ 
ring  was  admitted  in  fnchfort,  that  fen- 
tcncc  was  giiich  againft  him  ,  whereby  he 
was  depriued  of  his  Sec  anddigniticj  and 
Ar?tolae  adiianccd  into  hisplacc,who  had 
fold  his  Mafter,ciicn  as  Judds  did  oiir  blcf- 
fed  Sauiour .  In  pronouncing  the  indge- 
mentj  the  Arch-ByfhQp//e’;f?r;^  then  pre- 
fentj  deliueted  theft  wordes .  God  know- 
eth^  that  lam  moH  d^niuUly  condemned:  ne- 
uertheleUd^I  care  not  for  making  any  affeale 
to  the  further  cenfure  of  men :  hecaufel dm 
ajfured^xthat lyes Jhall bee  better beleeued  a- 
mongyou^  then  trueth  can  be  in  mee.  There¬ 
fore  I  receiue  this  fentence^  as  feme  iu  ft  fu- 
nifhment  for  my  jinnes  3  and'yet  doe'  apfeale 
jromyour  indirect  doome^  to  the  eternall  iuft 
Judge  Jefus  Chrift :  before  whom  /  adiourne 
you  three  to  appear e, 

Ihefe  wordswereno  fooner  heard  by 
the  ludgcSjbut  they  fell  into  extremity  of 
laughcetj faying  5 That  ifhc  plcafcd  to  go 
on  thither  before^  they  would  follow  him 
at  their  leyfure.  This  fcntCjncc  was  giuen  i 
in  theyeare  one  thoufand,  fine  hundred, 
fifty  fixj  which  the'^depriued  Atiifibyfhop 
endured  with  admirabjic  patienccT&  be¬ 
ing  retired  into  his  Monaftcry^hc  ther  re¬ 
mained  the  reft  of  his  life,  yet  without  ac- 
ccpcion  ofthe  habite.  To  concludcj  God  . 
would  not  permit  this  wickednes  to  pafle 
vnpunifhcd^  to  the  end,  that  innocence 
might  the  better  bee  knowne :  but  about 
a  yearc  and  anhalfe  after  3  this  Henrieiy- 
cd  in  his  Monaftery  in  great  holincffc;and 
doubtleffc  attained  the  glorielong  time 
delifed.' 

Newes  of  his  death  bcingbrought  to 
Romeyi\ic  two  Cardinals  being  very  mer^ 
rily  met  together,  one  of thcmjfaid :  The 
Arch-Byflioppe  Henry  is  gonCjand  muft 
not  we  in  haft  follow  him  ?  Indeed  (quoth 
the  other)  fo  wee  made  him  promife  5  but 
let  him  tarry  (wherefoeuer  he  is)  till  wee 
come  to  him.  Not  many  dayes  aftcr3onc 
of  thciDj  being  (bd  ainly  fmitten  by  one  of 
his  feruanrs  vpon  the  flioiildcr3fcl  downc  . 
fo  greeuoufly  affli(ftcd  with  painc,that  his 
bowels  and  entrailes  iflued  out  at  hisfim- 
damcnt3and  inftantly  died.The  other  fal¬ 
ling  into  phrenfic  and  madnefle,  did  catc 
offhis  owne  hands,  and  dyed  very  ftrage- 
ly.  Now  as  concerning falfe  Arnolde^htz 
cxercifed  fiich  ciTicldes  and  feditions  a- 


mong  the  people,  that  hehecamefo  ha¬ 
ted  and  defpifed  of  them  all;  as  being  one 
daybcficdgedinaMonaftcry,  hce  was 
there  flayne3  and  afterward  left  lying  na¬ 
ked  in  the  common  ditch  of  the  Citdc; 
where  all  the  people,  both  men,  women, 
and  children ,  performed  all  cruelties  vp- 
pon  his  body, that  polfibly  could  be  deiii- 
fed  by  them. 


CHAP,  xxviir. 


^  of  the  cruelty  which  Albouinc,A'i;;^  oj 
Lombard i c,  ^fed  to  his  Slueene  ^  wife  f 
Rofamond  what  meanesjhe  re¬ 

uenged  her  f  elf  eon  him  at  length* 


Mongthofc  warlike  people, 
which  yffued  out  of  Germany^ 
land  the  Northerne  partcs,to 
defeend  into  7/4^  5  the  Lon- 
gobards  arc  named,  who  for 
the  fpacc  of  two  hundred  yeares  &  more, 
feized  all  thofc  Lands,  which  ( til  this  day ) 
is  called  JLombardky  and  vndll  fuch  time 
as  Charlemaignec^ipeWedi  them  chcnccjac- 
cording  as  in  the  Hiftory  is  amply  rcla- 
tcd3writtcn  by  Paulus  Diaconus the  par¬ 
ticular  Bookc  which  he  made  for  that  pur- 
pofe.  He  faith,  that  when  they  left  Hun¬ 
gary  (wh^te  they  had  for  fomtime  dwelt) 
to  pafle  into  Jtaly ,  they  had  one  named 
Albouine  their  King  :  a  man  of  great  fpi- 
rit,  andvcric  valiant  in  aftions  of  warre . 
For  he  conquered  in  bactaylc  Cunimond^ 
King  ofthe  Qirpides^  and afterwardes, 
caufing  his  head  to  bee  fmitten  off,  made 
a  drinking  Cuppe  thereof,  wherein  hce 
vfed  to  drinkc ,  and  in  triumph  of  his 
conqueft  and  vidoric.  At  which  time, 
he  detained  (as  his  prifoner)  a  veric  beau¬ 
tiful!  daughter  to  the  foremamed  King, 
called  RoftmondyVihom  he  made  his  wife, 
and  then  afterwards  hce  went  to  fubduc 
Jtalyf^  carrying  his  Quccnc  along  with 
bim,  intheyeare,  eight  hundred,  fixty 
two . 

When  he  had  conquered  many  towns 
and  Cities, he  camc(ai  Icngthjto  the  City 
of  Pauia :  where  (fince  that  time)  the  fuc- 
ccedingKinges  vfed  to  keepe  their  fcatc 
and  coniinuall  refiding,  asthevery  prin¬ 
cipal!  Citty  of  their  Kingd  omc.  Hauing 
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reigned  three  ycarcsandtlirccmoneths^ 
and  being  then  5  he  appoynted 

a folemnc  feaft  3  where  hce  drunkc  to  his 
Queenc  in  the  Cuppe  made  of  her  fa- 
thc  Qtfccnc  i  thers  head,  and  forced  her  to  pledge  him: 

,  vvhereat  fflicc  conceiued  fuch  griefe  and 
dilplcaliire  3  that  the  intirc  lone  which 
(hce  had  formerly  borne  him ,  wascon- 
uerted  into  deadly  jhatred ,  with  an  abfb- 
liuc  refoliic  and  concliifion  to  kill  hiiiijin 
iuft  rciicngc  of  her  fathers  death,  &  cruel¬ 
ty  extended  to  her  •  And  to  aflift  her  in 
this  determination,  fhc  conferred  with  a 
gentleman  whopre- 

(ently  toldc  her ,  that  to  the  execution  of  ( 
fuch  an  important  bufines,  fhc  fiiould  re¬ 
quire  the  aydeof  a  valiant  knight  in  the 
Court,  called  ParaMne .  Which  inftant- 
ly  (he  did,  but  he  would  not  yccld  there¬ 
to  ,  bccaulc  he  tookc  it  to  be  too  horridc 
atreafon.  Finding  her  hope  fruftrated, 
and  fearing  left  hit  intent  would  be  dilco- 
ucred',  yet  defiring  nothing  more  in  the 
world,  then  to  compalTc  the  height  and 
pitch  of  her  enterprift  :  fhefecafidc  all 
^  cate  of  honour  and  honefty ,  &  being  ad- 
ucrcifcd by  Hermigilde^  that  PArndine  car- 
ncftly  affeded  one  of  her  attending  La¬ 
dies,  (he  dcuifed  therby  to  cflfcd  her  pur- 
pofe .  Bsing  acquainted  with  the  fccrct 
refort  where  PAmdine  &  his  louer  alwaies 
met  together  5  (lie  found  fomc  other  cm- 
ploimcnt  for  the  Lady38c  made  vfc  of  her 
place  for  the  time ,  Faradme  keeping  her 
there  company  a  long  time ,  imagining 
no  other,  but  that  it  was  thcmiftrefTc  of 
his  affedions, 

TheQncenc,  who  had  (pent  all  this 
while  in  foft  whifpers  and  dalliance,  not 
vfing  any  one  word  whereby  (hec  might 
bcdifcoucrcdj  pcrceiuing  opportunity 
fo  aptly  CO  fit  her ,  fpakc  thus  vnto  him. 
Knoweft  thou  PAradine^  who  it  is  that  kcc- 
peth  thee  company  ?  Full  wcllfquoch  he) 
with  my  MiftrelTc ,  and  then  named  her. 
Thou  lyeft  (falfc  tray  tour,)  rcplycd  the 
Queenc,!  am  Rofamond  thy  Soucraignes 
wife,  whom  thou  haft  dared  toabufc  in 
this  manner ,  and  dye  thou  muft  by  the 
iuft  Alhomne  ,  except  thou  (auc 

thy  life  by  killing  him :  aduife  thcc  there¬ 
fore  ,  whether  his  life  or  thine  ownc  is* 
cleared  to  thee .  When  PAradine  confi- 
dered  his  dangerous  eftate ,  without  any 
meancs  of  helpe  or  cfcapc  5  hce  refolued 
CO  kill  the  King :  and  for  his  better  furthc- 
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ranee  therein ,  both  hce ,  the  Queenc , 
2x\di  Hermtgilde  Cooke  counfcll  together, 
plotting  the  proiect  in  this  manner. 

The  King  vfed  to  fleepe  in  the  heate 
ofihc  day, and  all  die  auoyded  the  cham¬ 
ber,  the  Quecneonely  excepted,  and  he 
being  a  king  of  courage  and  high  refolue, 
cucr  flept  like  a  Souldier,  with  his  Sword 
girded  about  him  ;  which  at  this  inteii  ■ 
ded  time  of treafon ,  the  Queene  had  ty- 
cd  fo  faft  in  the  fcabbard ,  as  hec  could  by 
no m’eanes  helpe  himfelfe therewith.  Pa- 
YAdim  and  Hermtgildc  waiting  the  hourc, 
which  was  vppon  the  Quecncs  ifluing 
foorth  :  they  encred,  and  for  all  their  foft 
treading,  the  King  beard  them  ,  andftar- 
ted  from  his  bed.  When  he  beheld  two 
men  armed  with  weapons,  and  at  fuch  a 
time  of  no  fafpition:  fury, not  fearc  made 
him  take  no  knowlege  of  them,  butfoghc 
to  defend  himfelfe  with  his  weapon. 
Which  failing  him ,  by  the  meancs  of  lb 
falfc  a  Queenc ,  and  they  with  their  wea¬ 
pons  cuery  where  woLindinghim  ;  hcc 
caught  vp  a  ftoolc  ,  and  therewith  made 
his  defence  fo  long  as  he  could,  till  in  the 
end  they  depriued  him  of  life,  yet  neither 
noifc  heard,  or  any  fufpirion  of  murther. 

The  king  being  thus  dead,  and  all  well 
carry ed  with  a  fmoothe  countenance: 
Hermgilde^o^z^zdi  himfelfe  of  the  Pal- 
lace,  intending  to  make  the  Queenc  his 
wife ,  as  immediately  he  did  •  But  noc- 
wichftanding  all  their  clofe  packing  5  the 
LomhArdes  (  not  long  after)  came  to  the 
knowledge  of  their  Kings  death,  and  in 
what  manner  hccwAsmurthcrcd,  which 
they  purpofed  to  rcuenge  with  all  pofliblc 
(peed .  Wherein  they  were  preuented, 
iotRofamond  and  her  complices  hauing 
packed  vpmoft  of  her  Icwells&  trcafiirc 
Roy  all,  fled  away  thence ,  carrying  with 
them  AlmfindA  Daughter  to  King  Albo- 
nine,  byhisfirftwife.  And  for  their  fafer 
fecurity ,  they  went  to  Rauema^  where 
then  gouerned  a  Lieutenant  of  the  Em¬ 
pire  3  named  Longium ,  who  kept  that 
place  {oiTibenns  ^  Sonne  to  thcEmpe- 
perour  ConUantlneoi  ConPiAntmoflc ^  by 
whom  they  were  curtcoufly  entertained. 

Not  long  after ,  Longit^t^  becomniing 
enamored  of  Rofamond^^  defirous  to  en- 
ioy  her  in  mariage,  whereto  he  found  her 
very  tradlablej  councelled  her  to  procure 
the  death  of  Hermigtldey  &  then  he  would 
marry  her  <  She  that  had  loft  all  loue  and 
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fearc  of  Godjrcfpe^t  of  womanhood,and 
dreadkffc  of  the  (hame  ofmctij  coiieting 
wichaljto  aduance  her  downefahie  cflate, 
by  marrying  with  the  Emperours  Lieute¬ 
nant  5  gaue  to  Hermigilde  an  impoyfoned 
potion  at  his  comming  forth  of  his  Bath , 
perfwading  him,  that  itwasmoft  fouc- 
raignefor  his  health  ^  by  which  pcrfwali- 
on  he  drankc  a  good  part  thereof.  But 
whenhee  found  it  afterward  to  afflid  his 
body^  fo  as  he  plainly  pcrceiucd  himfelfe 
to  bepoyfoned;  drawing  forth  his  fword 
in  extremity  ofrage, he  compelled  Rofa- 
mond  to  drinkc  vp  all  the  reft  that  remay- 
ned  in  the  Cup/o  that  at  one  inftant  time 
they  both  were  iuftly  requited  for  the 
death  oiAlbomne.  Tydings  hereof  be¬ 
ing  brought  to  the  Lieutenant  Longinui^ 
he  cauied  the  young  Lady  Aluifinda  to  be* 
feized  on,andfent  her  (with  allher  iewcls 
and  treafure)  to  the  EmperourT/^mV^j 
at  ConBantmople^  with  Paradine  alfo  as  a 
prifoncr:  where  hauing  his  eyes  pulled 
fbrth,he  liued  a  whilc,and  then  died  moft 
miferably. 


CHAP.  XXIX. 


of  ^fleafmtymtty^and  hd^ejl  deceit y  ri^hich 
afimoHs  and  ^ertuous  ^ueene^fed  to 
her  oivne  hmbdnd  5  vp  hereby  lames.  King 
of  Arragon  begotten ,  vpith  other 
remember ances  both  of  his  birth  and 
death. 


Well  remember,  that 
in  reading  the  Chroni¬ 
cle  of  the  Kings  of  Ar- 
ragon  5 1  findc,  that  Don 
Petery  Count  of  Barce- 
lonna^  who  was  thefea- 
uenth  King  of  Arragon^  had  Madam  Ma* 
ry  iiJ  marriage,  daughter  to  the  Earle  of 
Mount  pefu/in.N ephew  to  the  Emperor 
of  ConBantinoplcy  tTie  being  a  very  bcau- 
tifull  and  vertuous  Lady.  All  which 
notwithftanding,  the  King  was  much  ad- 
di6tedvnto  other  women,  andvfcdfuch 
flender  teftimony  of  louc  towards  his 
Quccne,  that  hce  refufed  to  kcepc  her 
company  3  as  (in  the  duty  of  an  husband) 
he  ftood  obliged  to  doc  •  This  ftrangc 


bchauiour  in  the  King,  did  much  afditi: 
and  greeuc  the  (^uecnc,  becaufc  they  had 
no  childc  ro  fuccccd  in  the  Kingdome, 
the  greateeftmifery(of  all  other)  that  can 
happen  to  a  well  fetled  Eftatc .  Hcerc- 
vpon,  by  aduiceof  one  of  the  Kings  Pa¬ 
ges  of  his  Chamber^who  (it  may  be)  had 
formerly  done  fcruice  in  the  like  affaires  5 
fhee  compafled  themcancs  (vnder title 
of  fomeone  of  the  Kings  chcefeft  fauou- 
rites)  to  bee  brought  that  night  to  lodge 
with  the  King.  Such  familiar  entercour- 
fes  hauing  paffed  betweenc  them,  as  in 
fuch  wanton  feafons  are  commonly  re¬ 
quired,  the  King  perceiuing  the  day*  light 
neere  approching,  j(n  regard  both  of  his 
owne  honours  lafety  and  hers,  made 
meanes'toher  for  herfpeedy  departure, 
but  flic  taking  hold  of  fogood  an  occafi- 
on^fpake  thus  vnto  him. 

My  gracious  Lord  and  husband,  I 
am  none  fuch  as  (perhaps)  you  take  mec 
tobc,butbc  wellaffured,  that  this  night 
you  hauc  flept  with  your  true  C^cene  and 
.VVife.Vfe  what  violence  you  ftiallpleafe 
tomce,  fori  purpofe  not  to  leaueyoiir 
bcdjvntill  fome  man, well  deferuing  faith 
andcredite,  may  be  witnefle  of  my  this 
nights  keeping  you  company .  To  the 
cnde,thai  if  the  fauour  of  heauen  hath  bin 
fo  gracious  to  me,  thatfruitc  (longdcfi- 
red)  may  enfiie  by  this  aduentiire;  the 
world  (hal  take  true  notice, that  it  is  your 
ownc.  The  King  pcrcciuingthis  honeft 
deceit  of  his  Queenc ,  appeared  to  bee 
well  plcafcd  therewith ,  and  called  two 
Gentlemen  of  his  Chamber,  to  tcftific 
the  truth,  according  to  her  defire,  and  as 
(indeed)  flood  beft  with  his  honour .  It 
fo  plcafcd  God,  that  atfitandconueni- 
enttime,  theQuccnc  hauing  at  that  in- 
ftanttime  conceiued  with  childc  5  at  fuch 
due  fcafbnas  thecuftomcof  women  al- 
loweththem  fortrauailc,  (hccwasdcli- 
ucred  of  a  goodly  Sonne,  cuen  on  the 
firft  day  of  February,  in  the  yeare  one 
thoufand ,  one  hundred ,  ninety  fixe. 
Soonc  after  it  was  bornc,the  Mother  cau- 
feditto  bee  carried  to  the  Church  ,  and 
(which  is  a  thing  deferuing  memory)  as 
they  which  carried  the  childc  entred  in¬ 
to  the  Church,  the  Priefts  began  to  fing, 
Te  Deum  laudamns  ^  ^^ee  praife  thee  O 
God.  Palfmg  from  thence  vnto  another 
Church  5  as  they  were  enrring  likewife 
thereinto,  the  Priefts  bceantofing  the 
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Pfalmcof  BenediSfus  VominusDeus  ifra- 
tl ;  Blejfed  be  the  Lord  Cod  of  lfraelr^\Nh\d\ 
gauca  grcatprognofticating  &vndoub- 
ted  hope,  offome  excellent  vcrtucs  to 
fuccccd  in  the  childc. 

The  Father  and  Mother^ '  not  know¬ 
ing  what  name  to  giuc  him,caufcd  iweluc  , 
Torches  ('of equall  length  and  makingjtb 
be  all  lighted  inoncinftant^  the  twclue 
Torches  bearing  the  (cucral  narncs  of  the 
twelue  Apoftlcs .  -  With  thisconclufi- 
on,  that  the  name  of  the  Torch  which 
firftfayled,  or  became  cxtinguifhedjthe 
felfc-fame  name  fhould  bee  giuen  to  the 
childc^which  happened  to  be  that  of  S. 
lames,  Hecreupon  he  was  named  lames ^ 
bccaiifc  it  was  thename^  which  the  men 
of  Arragon  gauc  to  that  Apoftlc  •  Hee 
proiied  to  be  an  excellent  Prince^  and  of 
admirable  goucrncmcnt,  both  in  peace 
and  vvarre,  for  hee  made  a  criicll  inuafion 
vpon  the  Moores cucrmorc  very  li- 
berall  to  his  Souldicrs,  Among  other 
moft  notable  matters,  hcc  Icuied  a  great 
Army,  which  he  conduced  into  the  Ifle 
of  Maiorica,  thatthen  wasin  the  Moores 
pofleffion,  where  hee  fought  many  flout 
battailes.  But  after  he  had  a  long  while 
bcficdged  the  City, he  won  it  in  the  ende, 
and  likewife  other  neighbouring  Iflands 
befidc.  Thcncomroing  intohisking- 
dome  of  the  Moores^  elpecially  to  the  Ci¬ 
ty  of  Carthage,  bee  proued  ftill  the  Con- 
qiicrorjand  neucr  faylcd  in  any  of  his  at¬ 
tempts. 

He  had  many  childrcn,as  well  fonnes 
asdaughtersj  on  whom  ('during  his  life 
time^  he  bcftdwed  great  gifts  and  goodly 
eftates.  Don  Peter,  that  afterwad  was 
King  oiArragon,  was  his  Sonne.  Like- 
wife lames, of  Maiorica  and  Mi- 
norica.  He  had  another  that  was  Arch- 
bifhop  of ToUedo.  Madame  Tollantyvho 
was  (^ccnc  of  Casiile*,  and  Madame  ifa- 
fc//, that  was  Quccneof  France*,  and  Ma¬ 
dame  who  was  married  to  Don 

Emanuell,  Prince  of  CaHiU  •,  and  Don  Ve¬ 
ter,  who  clpoufcd  the  daughter  vnto  the 
King  of  Nauarre.  He  liued  feuenty  and 
twoycarcs,and  dyed  religioufly,  taking 
on  him  (before  his  death)  the  habiteofa 
Monkc .  For  he  had  a  grecuous  difeafe, 
which  made  him  renounce  his  royall 
Scepter,  with  deliberate  ptirpofc,  that  if 
he  might  rccouer  his  health  againe,  hcc 
would imploy  the  reft  of  his  dayes  in  the 


feruicc  of  God .  But  weaknclfc  cnerca- 
fing  more  and  inorc  vpon  him,he  dyed  in 
the  Citty  oi,Falencia,hfiv\o  iz66>  and  at 
the  beginning  of  the  Moncth  of  Au- 
guft. 


■*'}  Of* 


r 

,  .. 


CHAP.  XXXII K 


Qjran  ancient  and  memorable  CuBome,  ob- 
feruedy^  the  Inhabitants  of  the  Fr&mnce 
'  of  Carinthid^  at  the  Coronation  of  their 
Prince :  and  how  cruell their  p^ni^ment 
is  toTheeucs,  . 


Ope  Pm  thcTe- 
c6d  of  that  name,, 
who  was  a  man  of 
great  leaning,  & 
a  diligent  inquifi-. 
tour  for  the  truth 
of  Hiftofies,  as. 
weehaucinmany 
'  ^  '  pl'aceS'^  formerly 
allcdged,  faicthinhis  dcfcfiptioiTof  the’ 
world  5  that  th^^tomnct6icdrimhk\i% 
cnclofed  within  the.tcrritory,  and  vndcr 
the  gouernment  Hee  like¬ 

wife  rclatcth  a  cuftomc,  which  the  Inha¬ 
bitants  of  that  Prouince  haue.  anciently, 
obferued^at  the  ele^ion  and  Coronation 
of  their  Princes;  appearing  fomc-what 
ftrangc,  yethoneft  and  very  commenda¬ 
ble.  V Vhich  cuftome  is  alfo  confirmed 
by  A^SabeUicus,  in  his  tenth  Decade ;  and, 
by  SebaBian  MunBer,  in  his  compofed 
Cofmography,  which  is  after  this  man¬ 
ner. 

In  this  Prouince  of  Carinthia,  there 
is  a  very  great  and  fpacious  plaine  of  oldc 
ruined  buildings;  which  feeme  to  bee  the 
foundation  of  fome  former  auncient  Cit¬ 
ty.  — 

In  which  place  alfo  there  is  a  great 
ftonc,  and  when  obcyfancc  is  to  be  giuen 
at  the  new  creation  of  a  Prince  5  there  is 
a  day  appointed,  and  a  country  labou¬ 
rer,  or  mcanc  husbandman  (allowed to 
this  prehcminence  in  regard  of  his  li¬ 
nage  )  hath  order  to  feaie  himfelfc  vp- 
pon  that  fame  ftonc.  On  his  right  hand 
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Xhe  Cuftomeof  C^rinthia. 


The  raanoer 
of  the  Princes 
commingto 
his  clc^ion. 


Tlic  Princes 
being  at  the 
Stone  before 
him  that  muft 
ele^  hioi. 


ftandetha  poorc  Cow,  that  hath  lately 
calucd,  which  hcc  boldcth  faftened  by  a 
cordc^and  on  his  left  hand  ftandeth  a  very 
leane  and  wretched  Marc^tyed  in  like  mi¬ 
ner,  and  round  about  him  is  no  mcanc 
crowd  of  labourers  and  country  Boorcs. 
In  this  place^and  at  this  Stone, the  Prince 
that  is  to  be  enftallcd,  muft  make  his  ap- 
paranccjattendcd  with  a  great  number  of 
menonhorfc-backc,  rydingin  veryfor- 
mall  order ,  with  twclue  Banners  borne 
before  him:  among  which  there  is  one 
more  large  and  fightly  then  all  the  reft, 
carried  by  an  Earle,  thereto  admitted  by 
efpeciall  priuiledge. 

The  Arch'Dukc,  Prince  or  great  Lord 
howlbcuer  yc  mcanc  to  tcarmc  him,  clo¬ 
thed  m  a  Shepheards  habitcjcommcth  to 
the  Stone  wheron  the  poorc  man  (itteth, 
&  as  he  pcrcciucth  him  to  approch  fomc- 
what  nccrc,  hcc  demandeth  with  a  loud 
voyce^whac  he  is,  thatcommeth  towards 
him  witb  fuch  glory  and  felicity  ?  Anfwer 
isinftantly  made  him,  that  it  is  the  man, 
who  commeth  to  bee  created  Prince  of 
the  Country,  Then  as  it  were  with  a 
ypycelikc  thiihdcr,  the  labourer  crycth 
put.Is  he  aiuft  ludge  ?  Will  he  wcl  main- 
tainc  iuftice  f  Will  hcc  preferue  the  de¬ 
fence  and  fafety  of  this  Country  ?  Ishcq  a 
man  frahkc,and  free-borne  ?Is  he  valiant, 
vercuous,-and  worthy  of  honour  and  rc- 
uercncc?  Is  he  a  Chriftian  ?  Is  hcc  a  De¬ 
fender  of  the  faith  of  IcltisChrift.^  And 
!  all  the  company  maketh  anfwer,  that  he  is 
.  fuch  a  man,  and  willfo  continue.  Then 
J  he  beginneth  againc,and  maketh  another 
demand.By  what  right  or  rcafon  cometh 
he  to  difpofrefle  me  of  this  place,  which 
belongcth  oncly  to  me  f  To  which  quefti- 
on,  the  Earle  that  bcarcth  the  cheefeft 
c  j  iL  I  Standard, rcplyeth  thus.  If  thou  wilt  quit 
anfwerto  thV,  f^rfakc  this  place, thrccfcorc  Ducates 

pcjorcman.  pfgold  fliall  be  frankly  giuen  thee,  &  this 
Cow  ,as  alfo  this  Marc  fhall  both  be  thine 
owne,  befidc  the  rich  Robe,  which  our 
King  didlaft  ofallputofF,  (hall  alfobcc 
thine;  moreoucr,ihou  and  thy  family  fhal 
bee  free,  from  paying  any  manner  of  tri¬ 
bute.  After  thefe  words, the  Prince  ap- 
prochcrh  nccrc  to  the  Scone,  &  the  poorc 
man  giucth  him  a  gentle  blow  on  the 
checkcjcommandinghim  (in  any  cafe)  to 
be  a  good  lufticer ;  &  (o  defeendingfrom 
the  Stone,  he  leadeth  along  with  him  the 
Cow  and  Mare, and  departeth. 


The  feucrall 
Queftion?  of 
the  poorc 
hutbaiidmati. . 


The  Earle 
that  carrieth 
the  cheefeft 


The  Prince 
created  with 
aboxcon  the 
earc. 


Then  the  Prince  difmounting  from  his 
horicj  afeendeth  vp,  and  fitteth  vpon  the 
ftonc,  where  drawing  foorth  bis  Sword, 
and  turning  to  each  fide  ofthc  Aone,  Aill 
floutifhiug  the  weapon  round  about  him; 
hee  maketh  a  folcmne  promife  before  all 
the  people,  vttering  the  words  as  loud  as 
he  can  I'pcakc,  that  he  will  be  a  iuA  ludge, 
and  a  good  Prince.  This  donc,onc  bring- 
cth  him  (in  a  Shepheards  bonnet)  afmall 
quantity  of  water  to  drinker  and  fo  defeen- 
dingfrom  the  Aone,hec  rc-mounteth  on 
horicbacke,  andrydeth  on  to  a  Ohurch 
withallhiscompany,thercto  hcarc  Mas. 
Which  being  finifhed.  hcc  changeth  his 
former  plaine  and  rurall  garment*,  to  ve¬ 
ry  Royall  and  Princely  habites :  and  after 
a  pompeous  Dinner  with  his  whole  train, 
hercturncth  againcinto  the  open  ficldc, 
where  hee  heareth  all  the  Officers  of  lu- 
Aiccfpcakc  vniohim,  tocnArudi  him  in 
the  lawes  of  the  Country  r  and  thefe  arc 
the  vfiiall  ceremonies ,  obferued  nt  the 
creation  of  cilery  Prince. 

There  is  another  cuAomcin  vie  among 
thefe  people, for  the  punifhment  of  thefts 
and  robberies ;  which  I  hold  to  be  vniuA, 
and  ouer-cruell,  cfpccially  to  bccvfeda- 
mongOhriAians.  I'orhauingbutfbmc 
note  or  apprehenAon  oncly,  that  fuch  a 
man  Aandeth  in  repute  to  be  a  thccfc;thcy 
forthwith  fend  him  to  execution, without 
any  other  proceeding  againA  him.  Then 
three  dayes  after  his  death,  they  examine 
the  witncfTcs  with  all  care  and  diligence  5 
when  if  it  Aiall  appcarc  by  fblernnc  inqui- 
ntion,  that  he  proucth  to  be  guilty  of  the 
crimes  alledgcd;  they  fuffer  him  to  hang 
vpon  the  Gibbet ,  vntill  his  limbe*  fall 
pccccmealc  from  him.  But  if  he  be  found 
to  be  innocent, they  take  him  thence,  and 
giuc  him  honourable  obfcquics  and  fune. 
ralljWith  many  prayers  and  almcs-deeds, 
for  the  faluation  of  his  foulc. 

With  this  feuerity  doc  theychaAife 
thceues  and  robbers  jneucrthclcffc, I  read 
of  fbmc  other  Nations,  th?t  greatly  hauc 
fupported  and  countenanced  thcm’therc- 
in.  As  the  Egiftu/>s,o( whom  Cel- 

liM  writeth  in  his  Attick  nights.  And 
the  Ucedemans  likcwifc.  who  permitted 
their  children  to  bee  thceues,  and  Icarne 
climbing  in  at  windowcs,and  wandring  a- 
broad  in  the  night  fcafon,  that  they  might 
be  the  morebolde  and  hardy  forwarre. 
NotwkhAanding,  Dr4w,  hee  that  gauc 
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Lavves  vntothc  Athenians^  made  one  a- 
mong  the  reft  ^  wherein  he  conitnandedj 
that  cuery  kinde  of  theft  l*hould  bee  puni- 
{hed  with  the  penalty  of  death .  In  re¬ 
gard  whereof^  Solon  faidcj  thathee  had 
written  that  Law  with  blood, which  made 
him  (afterward)  to  allay  and  mitigate  it. 
The  cuftomc  which  yet  to  this  day  isob- 
ferued  for  h  anging  of  thceues^  was  fii  ft  of 
all  appointed  by  the  Emperour  Frede- 
rickoytht  third  of  that  name ;  according 
as  Lodomm  V'iues^zt  learned  man  in  all 
Artes  and  Sciences,  writethin  the  third 
Booke  his  Difcipiines. 


CHAP.  XXXIIII. 


In  what pan  of  the  Zodiaque  the  Sunne  and 
Moone  ^  and  likewife  the  other  Planets 
were^  at  their  firfi  creating.  Alfo  of  the 
beginning  of  y cares ,  arid  the  courfe  of 
times. 


HE  learned  Phi- 
lofophcrs  fay , 
that  men  arc  na¬ 
turally  curious  & 
couctous  ofkno- 
ledgc.Moreouer, 
fuch  is  the  zeale 
of  their  affedion 


...  - 

thebent  of  humane  ynderftanding  fb  full 
of  ftrange  queftionings,  as  they  cannot 
content  themfclues  to  know  fuch  things 
as  they  may  with  feme  cafe  comprehend 
onely :  but  ouer  and  befidc^  they  arc  fcrii- 
tinous  and  fcarching  (through  bold  pre- 
fumption)  to  know  fuch  caiifes  as  are  ve¬ 
ry  hard^and  almoft  impofiible.  Nor  hath 
this  painefull  defire  becnc  altogether 
fruitleffc  and  vainc^though  many  times  it 
faylcd,  and  came  farre  ftiort  of  expeda- 
tion :  bccaufe  by  contemplation  and  con- 
tinuall ftudy,  they  hauc  found  out  fuch 
mattcrs,asfecmed  before  vtterly  ienpofli- 
bic  and  fupcrnaturall,  or  that  they  fhould 
any  way  be  atcayned  vnto  by  the  capacity 
of  men .  As  namely  ^thc  motions  of  the 
Hcauens^the  courfe  of  the  Planets  and  o- 
thcr  ScarrcSjWfth  their  feuefall  influences 
and  power,  and  the  like  things  befidc :  a- 
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mong  which  is  comprized  my  prefent  in¬ 
tended  argumentjand  what  in  this  Chap¬ 
ter  I  purpofed  to  difeourfe  on, to  witjhow 
to  know  the  beginniqg  of  times  6c  yearcsj 
and  on  what  day  the  world  began,  or  to 
fpeake  better  5  when,  or  in  what  fcafbn 
God  created  the  world  5  when  began  the 
yeare  and  times  5  and  where  was  the  Sun, 
or  where  God  placed  it  at  firft,  when  hce 
began  his  courfe  5  &  likewife  thte  Moonc, 
with  the  other  Scarres  and  Planets. 

Ariliotledid  little  care  for  thefeque- 
ftions,and  infinite  other  Philofophers  bc- 
fidc,  who  thorow  dcfe(ft  of  the  light  of 
faith,  did  verily  bekeue,  that  the  world 
was  cternall,  without  any  beginning  or 
ending.  But  fuch  as  hauc  dccLred  them- 
fclucs  not  to  be  ignorant  in  theie  things, 
but  verily  beleeucd  the 'Beginning  of 
times,  feeme  to  ftand  diuided  betweene 
two  opinions.  There  arc  fome  among 
them,  who  fay,  that  in  the  inftant  when 
the  world  was  created,  the  Sunne  was 
found  to  be  in  the  firft  point  of  or 
the  Ransme,  which  is  in  the  Equinobliall 
of  Summer,  the  timecomming  then  to 
the  eleuenth  day  of  March.  Others  fay, 
that  the  wotld  began,  the  Sunne  then  be¬ 
ing  in  the  firft  point  of  Libra^^  or  the  Bal- 
lances,  which  is  the  other  Equinocfiall  of 
Winter,  commonly  happening  iii  ihefc 
our  dayes ,  on  the  thirteenth  or  foure- 
t  centh  day  of  September .  Of  this  opi¬ 
nion  were  diuers  Egiptians^  ArabeSy  and 
Creekes  likewife  5  according  as  Ltncolnien- 
Jis  rcportcihjinaTreatifc  of  ^be  world 
which  he  wrote  to  Pope  Clement  5  Vin* ! 
centius in  his  hiftoricall  Mirrour. 

Such  as  haue  followed  this  opinion,’  ^ 
alledgc  a  reafon  for  ir,v\i-Hch  (in  my  iiidg-  lo  dged  for  the 
incnt)isvery  we<»ke,andofnoforce.  For  emhspcrfe 
theyfay,thatthentheprincipall  fruites of  bcgrnnmg^ 
the  earth  were  fully  npe,  and  in  the  very ; 
beft  of  their  fauour  5  becaufc  it  was  moft !  ' 

requifitCjthatfatthebc^nning/thc  earth  j 
fhould  .prefent  it  fcife  in  the-  height  of 
perfedion .  To  this  purpofe,  they  pro¬ 
duce  authority  out  of  Deuteronomy, 
where  it  is  faid  5  That  Cod  made  all  things  j 
perfeSt  and  compleate .  There  are  fome , 
others,  who  affirme,  that  the  entrance  of  The  entrance 

times,andofyearcsjwason  thevcrygrea-  ' 

teft  day  of  all  other  5  which  was  then, 
when  the  Sunne  entred  into  the  figne 
of  Cancer ,  as  now  it  is  the  eleuenth  or 
twelfth  day  of  lune.  Jtdius  Firmicm^  an 
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pneient  Aiithpr^and  of  great  authority  in 
■Aftrologycdn  the  beginning  of  his  third 
Ik)oke,which  he  wrote  of  the  worlds  cre- 
‘atLon,faith  I  T^hcitwhey}  thewoHd 
the  Sunns  vsaa  in  ths JiJt  degtee  oj^ thejigns 
which  isthefigne  wherein  hcc bath 
moft  dominion^  becaufc  ici*  called  the 
boiifc  of  the  Sunne :  the  like  he  faieth,  in 
difeouering  the  other  PlanetSjby  their  or- 
ider  and  degrees. 

But  that  which  rellifheth  of  moft  rea- 
fon  in  all  thefe  opinions^  and  appeareth 
moft  conformable  to  truth,  is  5  that  when 
both  time  and  the  heauens  began  to  bee 
mooued;  the  Sun  was  in  the  firftpoint  of 
Aries, which  is  (with  vs)  in  March^  and  at 
which  time  is  the  entrance  of  Summer. 
Thisisaffiemed  (befide  all  other  reafons 
that  we  can  alledge  )  by  the  greater  part 
of  Hiftorians^as  well  Chriftians  as  Hea¬ 
thens^,  among  whom  are  S.  HieromepS. 
Ambrofe^S,B^lile^2v\i  others,  who  doe  all 
maintaine-  j  that  the  beginning  of  the 
worlds  .and  likewifeof  theyeare,  was.in 
tlieiEquinofliall  ofour  Summer .  :-And 
although  there  may  appeare  fome  diffe- 
miCQ  among  them,  bccaufe  fome  will 
haue  the  worlds  begining  to  be  in  Mar^b, 
a'nd  others  in  Apnil :  it  may  well  bee  cn- 
dured/or  they,  all  agree  together^  ihatit 
was  in  the  Equinodiall,  which  now  is  in 
March .  Notwkhftandingjas  weehaue 
formerly  affirmed.thc  Equinodiall  is  not 
alwaies  fiimc  or  conftantifor  lefus  Chrift 
fuffered  his  paffion  on  the  fine  and  twen¬ 
tieth  day  of  March,  >  which  was  then  the 
Equinodiall,  and  now  it  is  the  elcuenth 
day  of  the  fame  Monetb,.  whereby  may 
well  be  prefurned^that  heeretofore  it  was 
in  Apriil.  .  - 

For  this  caufe, fome  would  haue  April 
I  to  be  the  firft  Moneth,and  others  Marchj 
yet  notvvithftanding ,  they  all  fay,  that 
whethe  Sun  enters  into  the  firft  point  or 
dlegree  of  ArieSjrhen  is  tbe,Equinodiall. 
This  opinion’ is  grounded  on  the  Scrip¬ 
ture,  efpecially  on  the  twelfth  Chapter  of 
I  ExoduSjWhcre  it  is  faid  :  Tbs  Monsth 
Nifm  (which  is  March  with  vs)  is  thsen- 
trance  to  your  years,  Vincentiuspvci  the  be¬ 
ginning  of  his  hiftoricall  Mirrour,  faith  ; 
The  Hebr sires  began  their  years  in  March  ^ 
becaufc  in  the  like  Monsth  Wiss  the  Equmoc- 
tiall^  rrhen  as  the  world  began .  This  opi¬ 
nion  was  likewife  heldeby  fome  of  the 
Gentiles 5 as  El^acusinlm  Aftrologicall 
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Trcatife,  where  he  faith:  Tbechaldeans 
being^jery great  Alirologers,  beleeuedlike- 
wife y hat  on  the  firf  day  when  the  world  was 
madephe  S  mine  entred  into  the firf  point  or 
degree  of  Aries :  and  this  is  alfo  confident¬ 
ly  maintained,by  the  mpft  part  of  Aftro- 
logcrs^both  ancient  and  modcrnc.  Ther- 
forewhen  the  Sunne  cameinhis  courfe 
thither, or  to  that  Signc5  then  was  the  be¬ 
ginning  of  the  yearc,  and  thence  cnfiicd 
theprincipall  or  beginning  day.  Forir 

is  a  matter  moft  manifeft,thar  the  firftday 

wherein  the  world  began  to  be  made, was 
alfo  made  the  firft  day  of  the  ycarcrconfi- 
dering,  that  till  then,  there  was  ncyther 
time  nor  yearc.  And  therefore  the  fienc 
of  Aries  is  reckoned  (aboueall  the  reft) 
to  be  the  firft  in  order  among  the  tweluc 
fignesv 

Now,  as  when  vve  come  to  iudge  of 
the  rcuolution  of  yeares,  and  things  to 
happe  thcrin,as  ofneceflSty  we  muft  equal 
the  figurcs,by  the  beginning  of the  worlds 
euen  fo  it  is  as  cafie  to  proouc,  that  God 
placed  the  Slmne  in  the  firft  degree  of  this 
figne,  at  the  beginning  and  creation  of 
the  world.  And  this  may  bee  coniedt  u- 
red  without  any  great  lab  or,  by  our  profe 
madein  thefixt  Chapter  of  the  feuenth 
Book, in  our  firft  Volume,whcre  difeour- 
fing  on  the  time  and  day ,  when  as  our 
blefled  Lord  and  Sauiour  fuffered;  it  is 
affirmed,  that  the  Sunne  was  in  the  fclfe- 
famc  at  the  creation,  as  it  was  when  the 
great  Sunne  of  rightcoufiieffc  made  the 
regeneration  ofthe  world,fuffering  death 
and  paflion  in  humane  flcfh,and  that  hap¬ 
pened  (as  is  formerly  faidc)  in  the  Equi- 
nodiial  of  Summcr^which  is  an  argument 
and  prefuppofuion,  that  cuenfo  hcc  pla¬ 
ced  ir,when  as  he  created  it. 

Morcoucr,it  appeareth  very  credi¬ 
ble,  that  it  was  fo  made,  becaufc  fuch  as 
know  any  thing  in  Aftrologye,  and  in  the 
Sphere,  do  well  pcrceiiie,  that  the  Sunne 
entring  into  the  degree  of  this  figne,  and 
making  his  rcuolution  by  the  fpaccof  a 
whole  day;  there  is  not  any  part  of  the 
world,  which  he  leaucth  vnlookt  on  with 
his  bright  fplcndour .  And  this  he  doth 
not  in  any  other  place  of  the  Zodiaque, 
bccaufe  in  what  place  elfefocucr  hecis; 
there  are  lome  parts  ofthe  earth  where  he 
is  not  feene  that  day  5  but  beeing  in  this 
firft  degree,  as  we  haue  faide,  there  is  no 
place  where  he  is  vnfeene,  as  hce  walketh 

 along 
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along  in  his  dinrnal  f:ourre3or  dayes  iour- 
ncy.  Audit  (landeth  with  good  reafbn 
and  conucnicncVj  chat  the  firi^  day  of  the 
Siinnes  fctiingfoorth  on  prograce,  hec 
inould,  begin  infuch  a  placCj  where  hec 
maybeft  vificcthe  whole  world  with  his 
beames  .  And  that  it  fhould  bee  in  the 
figne  Aries^rather  then  in  that  of  Libra, 
appeareth  plainly  by  our  former  relation, 
that  on  the  day  of  our  Lords  paffion,  the 
Sunne  was  in  the  felfc-fame  place,  there- 

fore  there  is  fomc  particular  power  in 
thisfigne. 

Holding  this  opinion  then  for  the 
moft  cercaine,  I  ray,that  the  reafbn  alled- 
ged,by  fuch  as  would  haue  the  beginning 
of  the  vvorId,co  bee  in  the  Equinodiall  of 
September, is  very  wcake .  For  it  is  not 

lufiicienc  to  fay,  chat  all  the  fruites  were 
ripe  and  mellow;  in  regard  it  is  novni- 
uerfall  rule ;  for  when  the  fruites  are  ripe¬ 
ned  cowaixls  the  Northerne  latitudc,thcy 
arc  not  foil!  the  Souths  but  wholly  cjiiite 
contrary.  And  therefore  I  craue  no  heipe 
ofthcirreafonjwhofay,  that  thcEquinL 
6liall  of  March  (already  prooiicd)  is  the 
beginning  of  the  Spring-time, &  of  flow¬ 
ers  oucr  all  phe  earth,all  things  bceing  the 
in  procreation;  for  if  with  vs  it  be  the  be¬ 
ginning  of  Spring-time,  it  is  then  winter 
in  the  Southerne  parts.  Let  our  rcafbns 
then  fuflice,  &  the  authority  of  fuch  wor¬ 
thy  men,  to  clcare  all  other  doubt  or  fcrti- 
:>Ic ;  although  the  Romanc  ycare,  now  in 
vfc,  feemeth  to  begin  the  firft  day  of  Ja¬ 
nuary :  for  this  matter  came  fo  to  pafle, 
onely  through  the  ruperftitioiis  deuotion, 
which  the  Gentiles  had  to  their  God 
coiicting  to  haue  their  ycare  beginne 
with  his  name,  as  the  Chriftians  began 
theirswitb  theNatiuity  oflefiis  Chrift, 
albeit  the  yearc  doth  not  then  begin. 

llieRoraanes  (in like  manner^  be¬ 
gan  their  yearc  in  March,  according  as 
Mmm  rarro  wriceth,  and  Murobm  in 
bis  firft  Booke,6?WJin  his  Fajls^  and  ma¬ 
ny  more  befide  •  Alfo  God  (hewed  his 
immenfe  goodnefie^  in  placing  our  firft 
Parents  Adam  and  Ene^m  the  Northerne 
parts  of  the  earth,whcnhe  banidied  them 
out  of  the  tei-rcftriall  Paradifc;  &  that  the 
nrit  calon  which  they  fawin  this  world, 
was  the  bpnng-timcjfinding  the  earth  to 
pc  grccne  &  flowry,  with  the  ayre  ii)ildc, 
fwcete  and  remperare ,  which  was  done 
for  the  confblation  of  their  milcry  and 
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nakednefle,  and  fo  th^y  could  not  haue  | 
found  it, if  it  had  not  bccnc  Spring-time,  i- 
Tnis  matter  being  fufficicntly  proo-j 


1  13 . 

iicu,  Wee  muft  know  that  there  arc  other  *  Moon 

.  laid  lobe  in 


cn. 


1  lancts,and  cfpecially  the  Moone,  as  be¬ 
ing  one  of  the  principal!,  whom  fomc  do 
maintaine,  to  befet  by  God  in  coniundfi- 
on  with  the  Sunne,  on  the  firft  day  of  her 
creation.  Others  fay, that  (lie  was  in  op- 
pofitioHjand  at  the  full .  Saint  Augus/ me 
reporteth  thefe  two  opinions, in  his  booke 

vpon  Generis,the  fife  Chapter, faying  fur- 

thcr,  that  fuch  as  maintaine  her  to  bee  in 
oppQficion,andatthefull;  d©  allcdgefor 
their  reafbn  ;  that  it  was  very  incontieni- 
cntjthat  at  her  beginning ,  God  fhould 
create  her  any  way  oefedtuous .  Others 
vrdge  the  contrary,  and  fay  it  is  more  cre¬ 
dible  •  that  die  began  her  firft  day  in  con- 
iundlion,  encreafing  in  her  age  anfwera- 
ble  to  our  account.  But  to  quiet  this 
controuerfie,!  fay  ("in  mine  opinion )  that 
God  ar  fuch  time  as  be  created  her, made 
her  at  full,  and  in  oppofition  of  the  Sun. 
Andie  fetmeth,  that  this  iiidgement  is 
the  moft  receiued,  as  of  S.AuguJIme^in 
the  place  before  allcdgcd,  and  Rabant^i 
on  the  twelfth  Chapter  of  Exodus,  faith 
the  very  fame.  This  appeareth  conforma¬ 
ble  to  holy  Scripture,  where  it  is  faide : 
Cod  made  two  gyeat  lights  i  the gyeatey  liaht 
togoueynctheday^andthelejfer  light  toUIu- 
rninate  the  night .  Now  in  the  very  fame 
inftant  as  the  Sunne  began  his  light,  hec 
gaiic  fplendour  to  the  moity  of  the  world, 
becaufe  in  that  moity  or  halfepart^  hce 
made  day .  But  the  other  moity  could 
haue  no  light  ofthe  Sunne,  by  reafonof 
the  earths  fhadow;  therefore  it  feemeth 
confonant  to  reafbn,  that  in  the  other 
moity  of  the  earth,  where  it  was  night, the 
Moone  fhould  extendher  .office  of  /Li¬ 
ning.  For  like  as  they  were  both  created 
at  one  inftant;  fo  fhould  they  bpth  fulfil] 
their  offices  in  one  and  the  fame  inftant, 
and  the  one  to  gouerne  the  day,  as  the  o- 
tber  the  night,  according  to  the  words  of 
the  Text,  verefied  apparantly,  that  the 
world  was  wholly  lightened  at  one  &  the 
famcvtime. 

Gontrariwifc,  ifthc  Moone  had  bene 
in  coniunftion,  the  light  common  and  v- 
niuerfall  could  not  haue  come  till  fifeeene 
dayes  after;  and  befide,  three  or  fourc 
dayes  muft  needs  haue  pafled,  before  fi-tc 
could  lend  any  light  to  the  earth, and  that 
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muft  be  but  very  little  too,  cuen  as  when 
we  fee  her  to  be  but  four  or  fine  daics  old. 
Therefore  itwas  vcryconucnablc,  that 
thefe  two  famous  lights  fhold  illuminate 
the  earth  at  one  inftant.  Ifay  morcoucr, 
that  the  Moonc  then  being  in  oppofition 
with  the  Sunne,  fhee  muft  needs  hauc  her 
being  on  the  other  fide  of  the  figne  Libra^ 
for  in  her  fo  being, (Tie  performd  the  fame 
day  the  ctFc£ts  as  the  Sunne  did, illumina¬ 
ting  all  the  world, by  her  mcafurablc  pace 
ot  that  dayes  iourny  5  which  clfe  (he  could 
not  hauc  done, if  (he  had  bin  in  any  other 
place  of  the  Zodiaqiic.Hccrcby  it  appea- 
reth,  that  this  opinion  isthemoft  likely  ^ 
although  Julius  Firmicus  will  needs  fay, 
that  the  Moone  (at  the  time  of  her  crea¬ 
tion)  had  herfirft  fearing  in  the  fifteenth 
degree  of  the  figne  where  fhee  af. 

fedeth  moft  to  bc*&  of  this  opinio  is  Aid¬ 
er  ohius^xx^  his  firft  Book  of  dream c. 

As  for  the  other  Planets, it  is  very  diffi¬ 
cult  to  ccrtific  them,  andlcffe  profitable 
to  know  them :  in  which  refped,!  am  wil¬ 
ling  to  beftow  the  Icflcpaincs  on  them. 
Neucrtheleffe,  JuUw  Firmicus.^  inhisfe- 
cond  Bookc  before  allcdged,  is  fo  bold  as 
to  name  the  places  where  each  of  them  is 
feared,  fay  mg:  Sa^ur/f^  (hould  bee  in  the 
figne  Caj>ricor/je  5  lufiter  in  Sdgittmus  5 
Mars  in  Scorpio  5  F'enus  in  Libra  5  &  Aiars 
in  Virgo  *,  which  arc  the  fignes  wherein 
they  hauc  in  oft  power,  and  being  fignes 
likcwife  appointed  to  thefe  Planets.  Elpa- 
wbimfclfc  maintayneth  as  much, accor¬ 
ding  as  loamcs  Agricanus  dcclarcth  in  his 
Summary, entitled  Agricano'^mih  Macro-, 
bius  in  his  fore-named  Bookc  of  Somno 
ScifionU^  and  thereunto  confenteth  Julius 
naming  exprefly  the  fame  figns, 
yee  there  are  others,  who  haiie  thought, 
that  in  the  recited  inftant,  all  the  Planets 
were  found  to  be  in  coniundion  with  the 
Sunne.  Gaultier  us  the  Monke,in  his  book 
of  the  Agesofthe  world,  faith,  that  the 
ancient  /Ww;//hcldfirmcly  this  opinion. 
Asformyfelfe,  I  am  of  the  mindc,  that 
God  did  then  fee  the  Planets  in  fuchdi- 
ftantplaccs,oncfrom  another,  cfpecially 
from  the  Sunne;  that  onfuch  achofen 
day,  eachoncof  them  might  illumfiiate 
the  earth  with  his  beames.  Which  could 
not  be,  thcybccingin  coniunftion  with 
the  Sunnc,bccaufc  his  prcfcncc, within  a^ 
ny  ccrtainc  fpacc  or  proportion, fo  hindc- 
rcih  the  grcatcftluftcr  ofthcir  light,  that 


they  cannot  bee  difeerned  on  the  earth. 
Notwithftanding,  bccing  created  accor¬ 
ding  to  the  will  of  God ;  it  f  ufjiceth  (faith 
AuguHsne)  that  they  weremaje^  inbeeing 
perfeffed  by  the  hand  of  God^  who/e  workes 
(in  what  kinde  foeuer  they  be)  are perfetf. 


CHAP.  XXXV. 


That  men  may  learne  examples  by  Birdes^ 
Flyes^Wormes.^and  other  Creatures ^  to 
leade  the  courf of  a  vert  uo  us  life. 


\  /\  rEchauc  already  declared  incur 
^  ^  firft  Volume, how  Beafts  &  Birds 
haiie  enftruded  men  in  a  great  pare  of  the 
properties  appertaining  toPhyfickc,  by| 
purging  and  preferuing  ihcmfclucsfrom 
harmes :  now  I  am  briefely  to  enrreate, 
how  their  example  may  bee  profitable  to 
vs, both  in  body  and  fbulc.  And  vndoub- 
redly ,whofocuer  wil  confider  &  contem¬ 
plate, on  the  nature  properties  abiding 
in  beafts;  fhallnot  onely  thence  dcriuc 
good  enftrudions  for  life  and  fafety  ofout 
humane  bodies  5  but  rules  and  examples 
befidc,ofgood3  commendable,  andver- 
tuous  manners.  Why  do  not  men  ftriuc 
to  purchafe  peace  with  their  neighbours ; 
feeing  what  concord  and  amity  is  among 
Beafts  of  allkindes,  and  how  ihcy  keepc 
company,  vnitc  thcmfclucs  together  in 
each  kindc,and  ftand  defenfiue  one  for  a- 
nothcr  ?  Why  fharac  they  not  to  bee 
flothfull  and  negligent,  pcrcciuing  &:  ob- 
(cruing  the  care  and  follicitudc  of  the 
Ant,  and  after  what  manner  (hcc  maketh 
her  prouifionin  Summer  for  Winter? 
VVhatvaflals  and  fubicdls  arethc^  that 
will  notferuc  and  honor  their  goocTPrin- 
ccs;noting  with  what  loue  and  obedience 
poorc  little  Bees  fcrucand  honour  their 
Kingjand  that  which  they  doc  for  him  bc- 
fidc?  In  which  refpciftTuch  Common- 
wcalcs  as  hauc  no  Prince,  but  cnioyall 
things  in  common;  may  not  they  learne 
an  example  of  lining  in  peace  and  con¬ 
cord, by  imitation  of  the  poorc  Ants,who 
arc  fo  great  in  multitude, and  yet  preferue 
an  order  ofpcacc  &  iufticc  among  them- 
fellies  ?  And  why  do  not  great  Lords  and 
Princes  cunfidcr,  whaimanfuctudc  and 
clemency  all  of  them  arc  obliged  ynto; 
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but  behold  the  King  of  Bc^ 
>vho  doth  no  offence,  neyther  worketh  a- 

very  meaneft  and  fil- 
licftofhisSubicdis/’  ■ 

Our  great  Seigniors  and  high-mind¬ 
ed  men,  may  learnc  humility  of the  Ca- 
melljwho  fallcth  on  his  knees,  to  accept  a 
heauy  and  ouer-chargeablc  burden.  1  rue 
and  loyall  married  couples,  may  take  ex¬ 
ample  by  the  good  cuftomc  among  fomc 
Birds :  efpccially  Pigeons  and . Turtle-  ' 
Doues,  noting  both  in  the  Male  and  Fe- 
male.that  nothingbut  death  can  impeach 
their  continuall  companying,  otiiinder 
eyther  from  their  firft  choyfc .  I  findc 

written  moreouer,  concerning  Turtlc- 
Doiies,  that  the  one  dying,  thcotherre- 
m  3  ineth  in  the  condition  of  a  \a  iddo  w,  & 
finiiheth  the  remainder  of  her  life  in  wid- 

dowhood.  Saint  .^/w^r^writeth,  that 

widdowed  women  may  learnc  chaftity  of 
the  Turtle-Doue.  As  touchingcontinen- 
cy.all  beads  (well  ncete)do  Iclfon  vs  ther- 
imfor  after  the  Female  hath  conceiued 
(he  ncucrlccketh,orhath  any  appetite  to 
the  MalCjtill  het  full  time  be  determined. 
They  are  likewife  examples  of  temprance 
in  all  vices  ;  bccaufe  they  catc  no  more 
then  (lifficcth  tomaintainclife,  neyther 
fleepe  they  any  more  then  ncccfsity  rc- 
quireth.  ■' 

T o  keepe  our  felucs  well  and  difcrcctly 
gouerned,  the  Pcacokc  may  be  our  dire- 
ulour.  _  I  (Sion,  For  defence  and  maintenance  of 
liLfTh*'  houfes,as  alfo  to  line  liberally  among 

hbcuihouic  ourpeople^.what  better  enftruaer  caf 

we  haue  then  the  Cock .?  For  he  will  part 
with  the  food  out  of  hisowncBeakc,  to 
giue  it  to  his  Hens,  and  when  need  reoui- 
reth,  he  will  cxpolchimlelfe  to  all  perils 
in  their  defence.  The  great  obligation, 
wherein  children  dandeth  bound  to  their 
Parents,  and  how  they  ought  to  feme  and 
afsid  them,  the  Storke  plainly  witncflcth^ 
bynourifliing  their  aged  Parents  in  their 
owne  ncds,as  they  fc^c  and  maintayned 
them  in  their  youth .  Why  fhould  not 
men  hlufhand  bealliamcd,  to  commit 
frailty  and  finnc  through  fcarc,  knowing 
the  mumcible  courage  of  the  Lyon  f 
Faithfulncffc  friendfliip,  and  acknow¬ 
ledgement  of receiu'cd  benefits,  wee  arc 
notably  taught  by  the  mecrc  behauiour 
(>f  Dogs;  that  neuer  forget  the  Maders 
they  haiic  femed ,  but  continually  louc 
tliem,ncuer  ccafsingtobec  thankfullfor 


Example*  of 
Temperance* 


For  goc4,or- 
der  in  beha¬ 
uiour 


keeping. 


Duty  in  chil¬ 
dren  towards 
their  patents. 


Sinne  com¬ 
mitted  tho> 
tow  fcarc  and 
frailty. 


Geometry, 

Afirologye. 

Ga/en 


*  A  Fi(h 
whole  eye 
is  alwayes 
dirciflcd  vp- 
Ward. 


Faithfulncfle, 
fncnd(liip,& 
good  tunics 
rcceiucd. 


Dwelling  vn 
dcr  ground. 


Making  of 
Siike. 


Making  of 
cloth. 

Catching  of 
Birds. 

Swimming  in 
die  water. 


( 

) 


tlie  poored  bread  they  cate .  .  Ifa  man , 

would  benefit  himfclfe  by  thevfeof  ano-  /  ^^oeh't  rccci- 

th(:r  mans  goods,  yet  without  any  harmc 

or  imupr  done  him ;  let  him  fo  carry  him- 

felt  jn  that  cafe,  as  doth  the  little  laboring 

Bec,wliodrawreth  bony  out  of  the  faired 

flowers,  and  yet  no  wrong  at  all  done  to 
tncm. 

VVhat  meanes  and  order  we  fhould  1 
daily  of*rue,forheaIthfiill  conlcruation  h«Wuil 

of  ourJiucsjVt  c  arc  not  to  Icarne  it  of  any 
oncbcaft  oncly,  but  ofmany,  that  know 
what  food  doth  fooneft  offend  them^  as 
alfo  ill  with-drawing  from  one  place  to  a- 
notber,  according  to  the  iniiration  of 
times,  Morcoticrj  they  will  liueinfuch 
foylcSj  as  arc  a:nfwcrablc  to  their  com- 
plexions  and  naturesrcxceliing  men  hcrc- 

\7wu  things  befide. 

V  Vhy  fhould  not  men  be  abfoki  tely  lear- 1 
ned,and  ignorance  in  anything  quite  reJ 
moued  from  them,  beeing  endued  with 
hearing  and  vnoerdanding :  confidcrine  * 
mat  an  Elephant  icarneih  whatfoeuer  is 
ihcwnc  and  taught  himj  a  Dog  attaincih 
to  many  familiar  qualities  5  and  Birds  can 
ipeakc, being  thereto  cnftrtiacd.^  He  thati 
heareth  the  Nightingales  fwcet  Soncs 
and  fome  other  mellodious  Birds  ^  how 
can  he  but  defirc  to  fing  muficallyi*  Why 
couctnot  men  to  bccxcelient  builders  Aftc  in  bull- 
beholding  theSwallowes  skilfullcndru-'*'"’®' 
ction;  what  arte  dice  declareth  for  her 
,ownc  dwelling,  and  with  what  diiictfity 
ofmattcrit  iscompofedi’  What  better 
Geometry, then  that  of the  Spider  ?  What 
better  Adrologye,thcn  that  of  the  Ante, 

&likewilc  of  a  Fifli  (according  to  Galen) 
yranof copes  ^  that  hailing  but  one 
^Cjyet  lookes  continually  vp  to  hcaiien  ? 

Hauc  men  rcafbn  and  iudgement^and  yet 
arc  mcercly  ignorant  in  thefe  Artes  ? 

How  many  other  induftriousand  ex¬ 
cellent  perfedions  arc  in  brute  Bcafts. 
which  men  cither  hauc, or  elfe  may  learnc 
of  them  ?  Paffages  vndcr  ground,  making 
of  Caucs  in  the  earth ,  and  knowledge 
how  to  dwell  in  them  •  came  they  not  fii  ft 
from  the  Mole  and  Fox  ?  There  arc  ccr- 
tainc  little  VVormes^in  Latine  called  Se- 
f'^x,thatenftru(9:ed  the  meanes  and  man¬ 
ner  tofpin  and  make  Silkc.Ncxc,thc  Spi 
der  taught  how  to  (pin  thred  for  cl(j th,  & 
lb  to  make  Nets,  whereby  to  catch  Birds. 

Men  learned  of  Beafts  tofwim  in  the  wa¬ 
ter,  for  there  is  no  one  of  them  but  can  do 

It 


Inducements  to 


4  Booke. 


if  vet  men  cannot  attainc  thereto, but  by 


1  Ruksfd^  {>Vi4  praftilc  Sind  learning.  What  Phyficall 

fick,  Seknov^- \  ^  i  .1 _ 1 _ _  ;L’a'iriu;- 


foode. 


Th 


_  ,  cheefeft 
Tupporiofour 
hues. 


1  ^  ^  1  nilcs  they  hauc  taught  men ,  and  know- 

«her!  ^ '  ledge  in  thc  changes  of  weather, hath  clfc 
I  where  bene  handled  j  and  yet  notwithfta- 
\  ding  we  maVc  fuch  prouifion  of  them,  (6t 
\  fupply  of  hunger  and  other  neccflitics,as 
1 1  know  not  how  wee  could  liuc  without 
theirhelpe.  Our 

theirs,  and  their  flefh  is  our  belt  Foodc . 
both  bccing  brought  home  to  vs  frmii  far 
remote  conn  trey  es,^nd  whatfocucr  is 
nccdfull  for  vs,  or  elfc  We  fend  abroad  -to 
feeke  after  them.  They  labour, and  make 
the  earth  plvable  for  our  vie ;  whence  we 
get  our  bread,  and  thc^beft  fruites  of  fu- 
ftentation,  fo  that  they  ate  thc'.principall 
maisuenance  ofour  lines.  ■  And  although 
they  arc  fore  laboured,  purfued,  and  cuill 
entreated  by  thcfplccnes  of  men  :  yet 
arc  they  ftiU  obedient, both  knowing,  fol¬ 
lowings  and  cuermore  dooing  them  fer- 

uice.  '  '  , 

;  Come  wee  now  to  examples  concer¬ 
ning  the  foule,  as  a  matter  of  higher  Ar¬ 
gument,  and  much  greater  importance . 
W  hence  can  a  man  dcriue  more  worthie 
examples,  both  for  vcrtucs  and  good 
manners  mcctc  to  bee  inmen,  then  from 
beads  ?  Allthofc  Vcrtucs  which  naturall 
All  mor»l  Pa-  philofophcts  hath  perfwaded  vnto  vs,are 
tables  groon.  |  qj,  jhc  fimilitudcs  and  parables 

dcdoDbta  .  Qfatours  ferued  their  turncs: 

with  them  ;  and  all  that  hatiefpokcn  or 
written  elegantly. 

God  and  his  Saints  haue  oftentimes 
in  facced  Scripture,  inftttiacd  and  per- 


Gregor Jn  hb. 
Moral, 


Examples 

concerning 

thc  loule., 


C'omcmpla- 
tiuc  kindc  of 
life. 


Besfts  com¬ 
mended  to  V3 


mcuacaiuY*  - - j  «  j*  • 

in  holy  Scrip-  {wadcd  VS, by  the  properties  &  conditions 


tare,iocour  I  ofbeaftsjforthe  pcrfcaion  ofour  lines: 


imitation. 


Rcafonabh 


And  thc  rules  of vcrtiic  and  ciuil  manners 
do  tell  vs,  that  we  (bould  be  wife  like  Ser¬ 
pents,  and  (imple  as  Doucs  5  mildc,  like 
Lambes,  and  ftrong  and  conftant  as  Ly¬ 
ons.  In  like  fore,  by  the  example  of  bruitc 
beafts,  and  voidc  of  rcafbn;  we  are  taught 
to  become  men  rcafonablc,  and  fpiritu- 
men  inftru<^l'  ^jly  affeded.  Wefinde  many  Offices  & 
|cftatesinthcChurch.,applyedand  figu- 
beafts.  !  jed  by  beaftes,  and  according  vnto  theyr 

!  properties.  By  Oxen  (according  to  S. 

writing  on  the  fecond  Chap. 
Au,uii  inr,!,  iter  ofS.  foh»)  fuch  men  arc  fignified,  as 
/ap  jLai,;..' doc  publift  and  preach  the  holyc  Senp- 

'turcs:  fortheytill  and  ploi'gbvppcthc 

knotted  furrowes  ofour  fbulcs,  lowing 
therein  thc  fecdcs  of  Gods  moft  glorious 


vford.  ‘  *  ‘  .  r. 

SMt  Patde^  2nd Salomo?^  inms  Pro- 

uerbes  doeth  (ay  5  'Thsu  ^jaU'j9ot  Tf^HpXjlc 
the  mouth  of  the  O^e  that  kbsHreth^  Rom. 
^.Vcrft'7.Prouerb.‘i2.chap^  14.  The  ho- 
ly-Dodlors  and  Pteachefs  of  thc  Church, 
that  with  DofcHnc  bd  good  Lawes  doc 
4t)iiernc  and  defend  it,  are  termed*  Dogs, 
Saint<irr^^mVfJ)t?^kes  ir  on  the  wordes  of 
lob  f  '  ^ Quorum  nori  digftabar  fatKesf  onere 
'cum  canibusgregts  mei The  fame  Saint 
Grtf^^n<f,inuitcth  nieri  viuo  a  contcmpla- 
tiuckitidc  of  life^  by  thc  immitation  of 
Goatesjthat  alwayeS  climbe-  vp  to  high 
places,  fpchdihg  there  their  time  in  con¬ 
templation  as  it  were:  the  wordes  in 
uithus  ftciTl  his  fdOtKic  thereto',  Leuitic. 
chapt Ji4»  ver-fe  1 2lW^  of  the  Her d  let  the 
’G o4te  be  offered.  ■  '  ''  | 

It  Morcouerheefayth,  that  Preachers 
fhould  immitatc  the  Cocke  5  as  ground¬ 
ing  on  the  words  of  who  fayde  5  who  p-^achers 
hath  nuen  'vnder Banding  to  the  Cockf  Ad-  compared  to 
ding withallj that  /like vnto th6  Cocke) 
they  prpclaimc  (in  the  dimme  darkenefle 
of  this  life)  the  glorious  light  that  is  to 
come,and  awake  vs  with  their  (brill  voy- 
'ces,outof  fleepy  flnncs,  faying  vvithS. 

PaulyThe  night  u  faB^and  day  ajfproacheth. 
Andagainc,  ItUumeforyvt  temfefrom 
JleepeJooke  abroad  yee  iuBy  and Jinne  not. 
Pbil.ijia.  - 

-  The  Church  her  felfc,  pure,  holy,  and 
immaculate,  iscompared  to  aDouc ,  as 
Salomon  declareth[in  his  Canticles,  (2^- 
in^rBeholde.  thou  art  faire  n^LouCy  thine 
eyes  Are  like  the  Doues.  And  againe  in  an¬ 
other  place  :  O  my  Loue^  O  my  Done.  W c 
fee  likewife,  that  of  the  foure  Euangelifts 
three  arc  figured  by  three’ beaftes .  If  I 
wold  continue  longer  on  this  argument, 

I  could  findc  matter  enough  to  difeourfe 
on.  But  abouc  all  other jthat  ofour  Sa- ;  . 
uiour  and  Redeemer  Icfus  Gbrift,  is  the  j 
moft  notable,  who  would  bee  figured  by 
a  Beaft,  as  Saint  John  (pcaketh  in  his  A- 
pocalypfc,  chapt.7--vcrfe  14.  The  Lyon 
of  the  Tribe  of  ludah  hath  beene  %nBorious, 

And  D4«//faycih  in  his  Pfalmes,  Rouu 


Caat.5,i>i. 


IdusChtift 


The  Chikeb 
rcfsoiblcd  w 
aDoue. 


i 


•  -  —  —  —  -  j  —  — -  - 

thee  like  a  Lyon:  and  fo  in  many  other  pla 
CCS,  which  were  too  long  to  rehearfe.  Bc- 
fidCyXnS.  Mathew j  hetearmeth  himfelfe 
a  Hen, faying  •,  0  Jerufalem,  Jerufalem^how 
often  would  I  haue  gathered  thee  ^  thy  chil- 
dren  together  yts  the  Hen  gather eth  hir  C hie- 

kens  'vnder  her  wings ^and ye  would  not,  \ 

Sceinp 


Pfaljncxao^S  <  I) 


mm  ■  1—^—^  _ _ _ _ _ _ 

Chap.3<^,  OfNeglcd:  in  Military  Difcipline. 

.*i».  ._  .  f  1  T~  — ■  -  -  _ 


Chrifts  works 
compared  to 
the  proper. 
tic»:n  beafts. 


Man  more  of* 
fcnfiue  vnto 
God  then  all 
hi  mother  cre¬ 
atures. 


Some  men  do 
giuc  wotfe 
exampl-Sto 
mtn,  then 
bruitc  bcaftes 
can  do. 


\ 


Seeing  then',  that  Chrift  comparcth 
his  vvorkes  to  the  properties  of  Beaftes ; 
men  may  doc  wcllto  receiiie  inftriiftion 
from  them ,  in  leading  a  good  and  holie 
life.  And  contrary wifcjwhat  fhame  and 
confiifion  is  it  to  vs,  to  fee  and  know,  that 
all  kinde  of  Beafts  do  follow  they  r  nature 
perfeftlyjandmcn  (onelymade  reafona- 
ble)  vfe  their  owne  fo  badly,  abufing  that 
fupei  -excellent  gift  very  vilely.  For,  he 
that  ought  moft  to  honor  God,dothmoft 
of  all  oSend  him^  and  farre  beyohde  all  o- 

ther  creatures,  daylyperuerting  and  adul¬ 
terating  his  works.  So  that  there  are  fomc 
beafts,  ofwhome  men  may  learne much 
better  examples,  then  from  ibme  kind  of 
men  among  whom  they  line .  For  they 
haue  more  apprehenfionof  iuflicc,  and 
oflFend farre  leffe,  then  men  that  knowe 
what  is  their  dutie,  and  yet  do  it  not.  And 
therefore jGoddeliuereth  it  by  the  mouth 
.of  the  Prophec*£/^  ;  The  Oxe knoweth  hk 
MaHer^an.ithe  A(Je  bisCribbe  y  but  Jfrae I 
knoweth  him  not^  neither  mllhis people 
dersiandhim. 


¥9 


CHAP.  XXXV 1. 


Ojne^eEi  in  JUdrtuitl DiJeipUne :  andoj^un 
Army  of  GhrisHms^  that  loB  ail  their 
Hues  thorow  drunkennejfe,  and  ‘vvant  of 
/  flowing fuchcourfes ^  O'S  areto  be  obfer^ 

^  uedin  Military  ajfayres. 


^  • 


In  the  eight 
chapt.  of  the 
i.Bookin  the 
firft  volume. 


Cinguinguy 
*hc  fecond 
Citric  in  the 
^jj'gdomc  of 
Mangy. 


E  E  haue  already  declared, 
BayanChinfan^  Licutc- 
nant  to  the  Tartarian  Em' 
perorC^^/zi/jand  dircderof 
his  Military  forces,  rooke  iz 
Cities  and  Townes  (by  afTaiik)  at  his'firft 
arriuall,  for  conquering  the  great  Pro- 
uince  of  Maugy^  before  all  the  reft  would 
yeeld  themfclues  tributary.  One  of  them 
was  vtterly  ruined  to  the  very  foundation 
and  worfe  vfed  then  any  other  known  to 
be,  during  the  Empire  of  thefaid  Cublay^ 
which  was  aboue  fixe  and  thirtie  ycarcs'. 
This  City  being  called  Cingumguy^  was 
the  fecond  in  wealth, greatnefte, and  mul¬ 
titude  of  inhabitants,  in  all  the  rich  King- 
dome  of. and  the  rcafon  why  it 
was  wholly  ruincdjfollovveth  thus.' 

X  •< 


Bay  an  Chmfan,ipwi([.\\v\^  his  Conqueft*^ 
was  much  widiftood  by  a  ftrong  Gallic , 
builded  vpon  a  fmall  mountainc,vcry  po- 
teutby  natural!  ficuation ,  and  artificial! 
conftriKfturc  .  For  therein, continued  a 
powerfull  Garrifon,  that  preuayled  with 
great  aduantages  on  his  Army,  palling  a- 
long  the  foote  of  that  Mountain.'and  this 
was  the  rcafon  that  he  would  proceed  on 
no  further,  till  hee  had  deriued  fomc  bet¬ 
ter  corrcfpondencic  from  the  people  of 
this  Garrifon.  And  yet  he  diirftpromife 
tohimfelfe,  that  (within  fomc  finall  di- 
ftance  of  time)  he  fhould  preuaile  againft 
thcm,a5aftcrwardesit  prooued  true  in¬ 
deed. 

In  the  mcane\vhilc,and  at  the  felffamc 
inftantj  thecxplorators  orlcoutes  were 
come  backc  againc,  which  he  had  fent  to 
uirucigh  the  eftate  of  Cinguinguy ^  who 
made  knowne  vnto  him,  that  the  people 
:.ofthc  Citty  appeared,  to  knowe  nothing 
ofhiscomming,neythcr  ftood  vpon  any 
guard,  or  preparation  to  exped  a  bcficd- 
ging.  This  was  the  caufe  (to  the  end  hee 

might  the  better  preuent  them^  that  hec 
forthwith  difpatched  a  fquadron  ofthirty 
thoufand  men,  armed  at  thelighteft,  arid 
very  good  Ibldiers,  all  of  them  being  chri- 
ftians  (which  came  among  the  Tartarian 
Idolaters  in  open  IibcrtVjas  the  lews  haue 
done  from  all  times  of  antiquity, and  day- 
ly  yet  doe)  topolfelTc  themfclues  of  the 
Citic,and  hinder  the  entrance  of  any  ftjc- 
cour,  either  by  way  ofpower  or  vicftuals, 
alTuring  them  likewife,  that  he  would  fol¬ 
low  them  with  all  conucnicnrlpcede  that 
might  be'. 

This  warlike  band  of Chriftians,  made 
fuch  fpcedy  diligence,  that  (within  three 
dayes)  they  arriued  before  the  Citty,and 
lodged  themfclues  on  the  Ditches  fide, 
before  any  in  the  Citty  took  notice  ther- 

They  made  the  fcalado  in  lb  many  Ic- 
ucrall  places  ,  and  dilpoled  their  Archers 
fo  conucniently,  as  no  one’durft  peep  out 
at  any  of  the  battlements,  or  elfebc  feenc 
vpon  the  wals.  At  length,  the  bcficdged 
(imagining  the  army  that  had  thus  engirt 
thc,was  of  far  greater  ftrcngch  then  it  was 
indeed)  being  ouercome  with  feare,  ren- 
dred  thcmlelues  to  the  dilcrction  &  mer¬ 
cy  of  the  alTaylantSjto  the  end, they  might 
finde  the  more  humanity  at  their  handcs. 
The  gates  being  fet  open,  the  Chriftians 
entrcd,takingvp  their  lodgings  in  feuc- 

ral 


A  {Irong  Ce¬ 
ltic  I  slifteth 
Bayanspaf- 
fage. 


/ 


Rcrurn  of  liis 
feoutes  from 
Csiiguincuy. 


The  cottiffili 
that  Bay  an 
gauc  to  his 
(quadronof 
Chriftians, 


The  Chrifti¬ 
ans  arriuall 
before  Cin- 
guinguy 


The  men  of 
Cinguinguy 
ycclde  to  th< 
Chriftians, 


ne 


in  Military  Difcipline 


Booke 


The  carclcflc 
ncgleft  of 
Chriftians  in 
ibeir  vidory, 
continuing 
i^ill  in  furfet 
and  drunken' 
nede* 


The  Army  of 
Chridians 
flainc  in  their 
dtunkenneffe 
and(bame< 
fully  vfed  by 
the  Inhabi' 
colics. 


rallhoufcs.  And  thefc  indifcrcctc  con¬ 
querors,  without  any  other  care  of  mili¬ 
tary  difciplinCj  finding  the  Citty  well  fur- 
nifhed  with  viduais  of  all  kindcs,&  what- 
foeucr  was  ncedfull  for  the  life  of  man, 
but(abouc  all)  plenty  ofrichwinesj  fell 
to  making  themfclucs  good  chcere,  and 
drinking  hard,  after  the  German  manner, 
till  they  fell  afleepe  with  the  pots  in  their 
hands. 

Hccreuppon  the  Inhabitants  find¬ 
ing  themfclucs  dcceiucdjinycclding  tofo 
final  a  number  of  people, that  had  no  bet¬ 
ter  vnderftanding  in  actions  of  warrc,nci- 
ther  knew  how  to  vfc  the  fortune  fo  faire- 
ly  befalne  them  5  began  to  confult  hccrc- 
onwith  themfclucs,  aftd  howtoworkc 
their  deliucrance  with  as  much  fpeed ,  as 
they  were  oucr-hafty  in  lofing  their  liber¬ 
ty .  The  Chriftians  continuing  in  this 
drunken  bchauiour,  without  any  fcare  at 
all  of  the  Inhabitants,  that  lodged  the 
Soldiors  in  their  houfes, though  not  halfc 
fo  many  as  they  were  able  to  rcceiuc :  in 
one  night  it  was  fully  concluded, that  cuc- 
ry  hoft  fhould  kill  his  gueft,  and  fo  it  was 
accordingly  performed.  Afterward, they 
threw  their  bodies  into  the  great  Riucr, 
which  runneth  through  the  midft  of  the 
Citty  .faying  :  Thefe  arc  the  rcncgadocs 
and  faith-breakers^  men  of  Chriftian  Re¬ 
ligion,  of  whom  thcEmpcrour  Cuhlay 
made  no  great  account, but  fuffered  them 
to  carry  croffes  in  their  Enfignsjtofhame 
them  the  more  in  their  leail  ill  demea¬ 


nour. 


The  ftrong 
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A  Parlcc  re¬ 
quired  before 
lurthcr  pro¬ 
ceeding, and 
anfwcr  jrctur- 
ned  by  them 


of  Cinguin- 


guy* 


Baym  Chlnftn  hauing  fiirprizcd  the 
forefaid  caftlc,commandcd  the  Captains 
to  be  hanged, and  the  caftlc  quite  ruined  5 
but  pardoned  all  the  Soldiours,  iourncy- 
ing  afterward  on  to  Cinguinguy :  but  vyith- 
in  ieffe  then  two  dayes  iourncy,hec  heard 
how  all  his  men  were  flainejthcrcfore  hce 
brought  a  ftrongfiedge  before  the  Citty. 
The  Inhabitants  were  not  a  little  ama¬ 
zed,  beholding  fopowcrfull  an  Army  to 
befetchem,  and  conducted  by  a  manfo 
highly  renowned :  and  therefore  dcfircd 
to  hauc  a  Parlcc  before  any  farther  pro¬ 
ceeding, which  accordingly  was  granted. 
Thefummeof  the  Oration  propounded 
by  the  Deputies,  was  thus.  That  they 
could  not  deny  amantfefttcuth,  but  that 
they  had  flainc  a  number  of  runnagates, 
maftcrlcffc  mcnjfeeming  to  hauc  no  faith 
or  honeftyjocithcr  flicwing  any  open  ap- 


parance  of  their  power  ;but  fiiddenly  fur- 
prized  their  Citty.  Morcoucr,that  they 
were  all  Chriftians,  more  addifted  vnto 
wine  and  gourmandizing,  then  any  re- 
fpcdl  of valour  or  manhood :  in  which  re- 
gard,his  lolTe  was  little  or  none  at  all,  by 
thedeferued  ouerthrow  offuehcarelcffe 
people,  and  they  humbly  defired  pardon, 
if  in  this  cafe  they  had  tranrgrefled. 

^^4/^  returned  his  anfwcr  brauely 
and  fuccin (Sly 5  faying .  His  men  were 
warriours,  that  had  no  other  direction  in 
this bufincfTc  3  butcomniaund  from  his 
mouth  oncly ,  and  he  had  bcenc  well  cn- 
formcd,that  they  tooke  the  Citty  by  fairc 
ordcrofwarrcj  without  offending  any 
one  in  their  goods,  or  violence  offered 
to  wiucsormayds,  or  difarming  any  In¬ 
habitant,  but  fuffering  them  to  continue 
in  their  wonted  liberty .  And  in  being 
Chriftians, they  did  not  therefore  deferue 
death,  bccaufc  he  could  as  well  tollerate 
them,  as  his  Mafter  the  Emperour,  who 
not  oncly  fuffered  them  to  Hue  in  all  his 
Countries,  without  theleaft  iniury  done 
vnto  them  5  but  hauing  conquered  king- 
domc5,wholly  Chriftian, he  ncucr  inno- 
uatedany  matter  touching  their  Religi¬ 
on.  Morcoucr,thc  greater  part  of  Offi¬ 
cers  in  his  Court,  and  the  very  worthieft 
of  his  warriours,  were  all  Chriftians,  be¬ 
ing  men  more  faithful,and  of  better  con- 
ucrfation,thcn  any  otherRcligion  what- 
focuer. 

As  for  their  ncglcft  in  martiall  difei- 
plinc,hc  did  not  allow  it  in  them, but  con- 
fefled,  that  they  deferued  death  therein, 
which  (doubtleCTc)  himfclfc  would  hauc 
inflifted  on  them;  condemning  them  for 
bccingfo  forward  in  executing  any  au¬ 
thority  belonging  oncly  to  him .  For 
which  boldncfle  (with  an  abfblutc  deny- 
all  of  pardon  orfauour)hc  vowed  to  bee 
reuenged  on  the  men  of  Cmgumguy ;  bc- 
caufc  ( againft  all  fidelity/ they  had  flainc 
his  men,  and  declared  monftrous  ingra¬ 
titude  for  their  extraordinary  manfuc- 
tude,  and  thence  bee  pretended  to  deriuc 
his  rcafon. 

Hauing  thusfpokcn,  hce  would  fee 
them  no  more,  but  in  this  rough  manner 
difmifFed  them .  About  an  hourc  after, 
he  caufed  his  Rammes  and  other  En¬ 
gines  of  battery,  to  bee  mounted,  for 
dcftriuftion  of  the  wallcs  and  houfes,  and 
within  few  dayes  after,  tooke  the  Citty, 
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The  deferip* 
tionof  the(i< 
tuation  of  the 
Cittyof  Cin 
guinguy>an(i 
the  commodi' 
ties  made 
therein. 


without  any  great  rcHAancc ,  putting  all 

the  men  to  the  fword  jthat  were  abouc  14 

ycares  of  age.  Women  and  thaides  Went 

whither  themfelues  pleafed^but  for  their 

children,  they  were  fold  at  the  Out-cric, 
at  c  jj^Qnyfor 

them :  for  there  were  certaine  merchants 
o(B€sfgaU^  which  followed  tHfc  army  that 
did  trafficke  onelyinfuchkitldeofmer- 
chandife  ,  and  fo  do  yet  to  this  day.  Af- 
terwardjVittailes  beginning  to  failc,&  the 
warlike  enemy,  hauing  emptied  the  cittie 
of  all  the  wealthy  he  commanded  it  to  be 
fet  on  fire,  and  that  the  Army  (hould  not 
boudge  thence,  vntil  it  Were  intirdy  con- 
fumed. 

This  Citty  was  feated  on  a  goodly  fi- 
uer,  large  and  nauigable ,  whereby ,  the 
comerce  which  it  made  with  other  coun¬ 
tries,  returned  infinite  profit  and  wealth. 
In  it  was  made  the  dcheft  6e  faireft  works 
wrought  with  the  needle, bothin  cloth  of 
goldcand  filucr,  as  no  other  Citty  in  the 
world  befide  had  the  like.  There  were  al- 
(b  madefiimptuous  vcflells  (for  all  vfes) 
both  of gold  and  filuer,  by  mod  admira¬ 
ble  cunning,  and  in  great  plenty :  bcfidcs 
coftly  clothes  of  fine  Cottcn,gold,filucr 
andfilke.  inbriefe,  itwasthcfccondor 
third  Citty  (as  then)  in  all  thofc  parts: 
which  was  thus  deftroyed ,  thorowthc 
drunkcnncsofi\r(f/?(?rw;sChriftians,  and 
by  the  perfidy  of  the  Inhabitants^  cuen  as 
lUmmby  IwTcmc  Sewhoredome, 
fince  when  it  was  neuer  rebuilded,  or  in¬ 
habited  •  The  ruines  thereof  may  bee 
fccnc  to  this  day,  whereat  full  many  hauc 
(loode  amazed,  it  being feituated info 
potent  a  territory :  but  it  was  thou  ght  to 
proceed  from  the  iuft  difolefurcofGod, 
and  for  the  bloudy  mafucreoffomany 
ChrifUans. 

We  may  now  come  homeward ,  and 
nearer  to  our  felucs ,  and  fpeake  of  the 
like  faults,  as  were  among  thcfeT5*r/j- 
rian  Chriftians ,  thorow  lackc  of  know¬ 
ledge  ,  how  to  make  vfc  of  viftoric : 
As  not  long  fince  was  fccnc  in  Fraunee^ 
in  the  firft  battailc  eiuen  nccrc  to 
betweenethefr^/^w  Proteftantsand  the 
Catholiques ,  in  the  ycarc  of  our  Lord 
God ,  1562,  vnder  Charles 
The  Prince  of  being  chief  of  thofc 

Proieftants ,  ouerthrew  with  his  horfc- 
men  (wherein  he  was  (Irongeft)  a  great 
part  of  the  royall  Catholique  Armie, 


Cinguinguy 
thefecond  or 
third  ciny  in 
al  choTcpatci. 


Ariew  offom 
fuch  diforders 
among  our 
felucs. 


whereof  jinne  de Mof^tmormey, Co 
blc,  was  commanded ,  putting  the 2 
x^rs  to  flight  ,  and  the  faydeConftablc 
taken  prifoncr .  Hccrcupon  the  Prote- 
ftantsbecomminginfolent ,  and  vttcrly 
vnmindfull  of  Militarie  Dilcipline :  left 
their  rankes ,  brake  their  order,  gauc  the 
chafc,purfuing  after  ccrtaync  runawayes, 
and,  before  they  bad  fully  conquered  all 
their  enemies  5  theybeganne  to  gape  af¬ 
ter  pillage  with  the  Sv^m-r utters  and 
Launce-knights .  During  this  diforder, 
Monjieurde  Guyfe^2  moft  wife  and  valiant 
Captainc,  hauing  yet  left  him  a  band 
ofbraue  men,  beganne  to  fee  vpon  thofc 
negligent  fellowes  with  his  troupes,  and 
running  oh  the Prdtcftancs  (who  ima¬ 
gined  they  had  the  whole  viftoricjwhich 
they  knew  not  how  to  hdldc  )  got  the 
better  of  them ,  and  tooke  their  Leader 
fhb  Prince  of  Co^tde ,  becomming  folc 
maiftcr  of  the  field.  Thus ,  not  knbwing 
how  to  vfc  Militaric  Difcipline ;  by  brea¬ 
king  their  rankes ,  following  the  chafe, 
and  ftfapine  for  pillage ,  when  they  had 
gotten  the  better  of  their  enemies  fafe 
and  foundly,  yet  not  hauing  wholly  o-^ 
uercomc  them  :  did  they  not  declare 
themfelues  very  vnaduifed ,  becomming 
guilty  and  well  worthie  of  death  ?  I  am 
perfwaded,  that  all  good  warriours  are 
of  that  opinion.  And  fo  it  happened,  for 
thus  the  Proteftant  Armie  was  vttcrly 
foyled,  which  was  (wellneare)  equallin 
great  Captaincs  and  good  men  to  the 
Royall  •  But  fuch  Ioffe  doth  almofl  daily 
happen ,  where  Military  difcipline  is  not 
obferued. 

They  that  (at  fo  cheape  a  rate)  tooke 
the  Citty  of  Cinguinguy ,  (hould  hauc 
difarmea  the  Cittizcns,(eazed  the  ffron- 
geft  places  into  their  ownc  power ,  plan¬ 
ted  Courts  of  guard  in  all  the  moB  fre¬ 
quented  parts  of  the  Citty ,  imprifotied 
the  chiefefi  perfbns,  expelled  out  of  the 
Citty,  a  greater  part  of the  youthfull  and 
mod  forward  men,  if  they  would  not 
kill  them ,  Without  vfing  fuch  courtefie 
after  conqueft .  In  fo  doing,  they  had 
kcptMartiall  difcipline  onfootc,  arid 
auoyded  the  Ioffe  of  their  ownc  liuei, 
befidesthe  reproach,  to  their  great  in- 
famie.  But  oucr  and  abouc  all  the  reft, 
they  (hould  ( as  much  as  in  them  lay ) 
hauc  abftayncd  from  wine  :  For  there  is 

not anic thing,*  that  fooncrbcrcaucth  a 
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and  makcth  him  merely  brutifb  in  beha- 
uioiir. 


CHAP.  XXXVIL 
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argument  af¬ 
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the  miferMe  ends^  and  other  ftrange' 
trauerfes ,  endured  by  \diuerfe  Kings ^ 
Emferdtirs ,  Dukes ,  and  other  great 
Princes^  mthin  an  hundred  and  jiftie 
yeares  of thefe  times. 


Aduice  toper- 
fbns  of  honor 
and  eminence 


George  King 
ofBohemia 
inAnng  246^. 


Ccording  to  the  imitation 
of  Petrarke ,  I  am  defirous 
to  deferibe  the  vnhappie 
ends,  and  other  aduerfities, 
happening  vnto  diuerfe  fa¬ 
mous  Chriftian  Princes  5  as  Kings  ^  Em-i 
perours,  Dukes,  Popes ,  and  other  Pre^ 
lates  j  lining  within  an  hundred  and  fiftie 
yeares  of  thefe  dayes  y  fome  of  them  be¬ 
ing  familiarly  knowne  to  vs  5  omitting 
fuch  as  the  Greekes  and  LatineshoiVic  fet 
downe  in  their  writings,  bccaufc  I  would 
notbe  troublefome  to  the  Readerjby  rc-^ 
pleating  Hiftories  elfe-where  to  be  rcadj 
(and  perhappes )  knowne  to  him  before. 

'  And  if  it  come  to  palTc,  that  any  worthic 
!  perfon,  conftituted  in  fome  eminent  dig- 
nitie  ,  chaunce  to  fceic  the  fickl^ncffe  of 
Fortune,  by  (iich  occafions  as  fhallejgjfiie 
in  this  Chapter;  let  him  take* comfort, 
and  forfake  all  fadneflc;for  it  is  no  mcane 
confolation  to  the  miferable ,  to  haue 
ftorc  of  companions  ranked  with  them  in 
their  difafters. 

We  will  begin  then  with  a  king  oi Bo¬ 
hemia  named  George yvAio  lined  in  the  y ere 
14^6,  who  was  reputed  to  be  a  man  of 
great  wifedome,  and  was  eleded  (in fede 
'vacante)  or  mter-regnum  after  the  death 
o(/adiJlaus,  who.died  on  the  very  day  of 
his  marriage ,  folcmniized  at  Prage ,  the 
capitall  cittieof  his  Kingdome  ,  hauing 
taken  in  marriage  Madarne  Magdaleny 
daughter  to  ChaHesihc  feauenth  King  of 
Fraunce.  This  George  hauiog  obcayned 
the  amitic  of  many  in  the  Kingdome^and 
making  himfelfe  much  feared  beyond 
many  other ;  was  inftallcd  King ,  and 
gaiic  his  daughter  in  marriage ,  to  Ma- 
thiasKm^oiNungarie.  In  his  elder  yercs 


King  George 
one  of  the 
P  flufsites  reli' 
gicn. 


Charles  duke 
of  Burgo^ne, 
Ion  ta  Phillip. 


Ferdinand  King  of  the  Romaines ,  bro 
thcr  to  Charles x\\c  fifth ,  Emperour,  pof- 
fefled  himfelfe  ofhis  Kingdomc,  he  hol¬ 
ding  then  but  a  fmall  portion  thereof, 
becaufe  hee  was  molcftcd  many  yeares 
before  5  by  the  Kings  of  Hun- 

and  fame  Emperours,  by  the  fo? 

lici cation  of  Pope  Paule  fecond; 

for  fauouring  of  the  Dodrine, 

in  which  caufe  he  was  fo  .vehemently  af- 
flided  5  that  it  fhortencdiiis  dayes  •  He 
dyed  much  bemoaned ;  fordn  his  youth 
and  while  his^^^body  held  tFie  ftrongefl:  vi¬ 
gour,  hcc  performed  many  notable  and 
worthic  exploits  in  warres.  again tlic 
T urkes, 

.  i  ’  i 

-  Another  Prince , ,  fome  fhort  while 
before,  Charles  Bourgony  vnto 

Fhillif  y  one  of  the  moft  potent  and  vn- 
doubted  Chriftian  Princes,  that  was  in 
thofe  times  j  bccingin  the.  yeare  of  our 
Lord  God  ,  one  thoufand  foure  hun¬ 
dred  and  two  and  twenty .  Hee  vnder- 
ftoodc  himfelfe  to  be  fo  rich  and  miglv 
tie ,  that  hee  .pretended  to  create  him- 
fclfe  a  King.  But  Frederick} yhe  third  of 
that  name  ,  ?,bccin2  then  Emperour  V 
vyquld  not  admit  fuch  an  aduancement  of 
his  Countrey.  His  father  left  him  great 
ftorc  of  coync  ,  and  many  large  reiic- 
newes  of  diuerle  Scigneuries  :  hauing 
lent  foure  hundred  thoufand  crowncsto 
Charles  the  feauenth  ,  holding  all  the 

Towpcsand-Countrics,  on,  and  about  chldcsthl 
the  riuet  oi  Somme -y  as  Amiens  y  Abe- 
uilljy  Saint  Syuntinesy  and  others  bcfidc. 

Hee  held  alfo  (  by  way  of  mortgage  )  of 
S igifmund ,  Archduke  of  Aujlria  in  Ger¬ 
many  y  the  lands  to  him  belonging,  both 
on  this  fide ,  and  beyond  the  'Riuer  of 
Rheine  y  TiVidi  the  Earledpmc  of  Ferrate 
for  three  fcore  and  tenne  thoufand  flo-  ( 
rins  :  whereby enfued,. the  Gouernour 
which  he  placed  ouer  thofe  Lands ,  was 
the  caufe  of  diuerfe  mif-happes  and  ig¬ 
nominies  5  that  followed  vpon  him  very 
fuddcnly. 

Moreouer,  hec  was  Lord  of  foure- 
tcene  goodly  Prouinces;  asthcDutchy 
qf  Bourgogne. y  the  French  Court  ,  of 

Flanders^BrabantyHoliandyZeUndy  Frix^- 

Undy  Henaulty  Artois  yNamureSy  Gueldres, 
Luxembourg  y  Ftrechty  and  Embourgy  dA 
which  Countries  valewed  well  a  large 
Kingdome. 

And  in  regarde  of  his  pompc  and 

wealth 
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wealth,  he  became  fo  prourfe ,  that  hec 
durft  vndertake  die  boldnc(re(vpon  fome 
fmall  fufpitioti  concciucd ,  that  Lewes 
the  eleuenth  King  of  Framce-i  had  intel¬ 
ligence  with  them  of  Liege ,  beeing  then 
his  enemies)  to  imprifon  the  fayd  King 
in  the  great  Tower  of  Feronne^  where 
they  met  both  together,  vnder  the  co¬ 
lour  of  friendly  conference .  And  there 
he  made  him  condifeend  to  follow  him 
(like  a  water  Spaniell )  in  the  warres, 
which  hee  had  againft  the  I nhabitants  ot 
Liege ^  cuen  vntill  hee  had  ruined  theyr 
Townes,  and  all  the  Countrey :  Hecrc 
feated  Edward  king  of  EngUndy  beeing 
expelled  from  his  Kingdome  5  giuing 
him  miony 3  and  an  armic  by  Scajto  bring 
it  topaffc. 

Afterward,  hee  would  necdcs  coape  in 
Amies  with  the  Emperour,  and  (almoft) 
all  the  Princes  of  Germanie  :  befieging 
the  Towne  of  (  which  is  not  farre 

Charics”d^kc '  CoUigne )  for  the  fpacc  of  a  yeare, 
jofTurgogneJbutallinvaine.  Eueryoiie  reputed  him 
to  be  great ,  happy ,  and  inuincible :  but 
we  fhal  foonc  pcrcciuc  the  contrary jand 
how  (by  little  and  little)  hee  erode  |hc 
path  to  his  ownc  mine  ^  as  briefly  Lpifr- 
pofc  to  relatc^It  fortunedjtbat  this  Charls 
had  inflitutedas  Gouernour  oM^r  th^fe 
Lands,  which  he  held  mortgaged  by.  the 
Arch-Dukeof  AuUria  :  athiefe  and  ty¬ 
rant,  named  Feter  de  fjagembach 
oiThierBeiny  who  (ffo  much  as  in. him 
lay )  tormented  both  them  of  Mulhufey 
putic  to  Duke  and  the  SwitZiCrs :  whereupon,  they  took 

AutoAgu  I  him  prifoncr ,  and  hauing  proceeded  a- 
ded  and  be-  !  gainft  him  by  ducrorme  ofLawc  :  they 
degraded  him  of  his  order  of  Knight- 
hoode,  and  afterwards  beheaded  him  in 
the  open  Market  place. 

Next,  the  feauenty  thoufand  florins 
were  configned  puer  to  a  Banquer  ofi?^- 
Ji/e  ,  and  to  the  Duke  it  was  Signified  by 
an  Herald ,  that  hee  held  no  more  right 
oner  the  Country ,  then  what  the  Arch- 
Dukchad  mortgaged  vnto  him .  Hercat 
hee  grew  verie  highly  offended  ,  and 
fought  allmeancs  how  to  bereuenged; 
efpecially  for  the  death  of  Feterde  Ha- 
gembach.  Then  hee  afiTemblcd  an  Ar¬ 
mic  ,  being  affiftcd  by  the  Duke  oi Mil- 
lame  ,  and  the  Dutchelfc  of  Sauoy  5 
L&ufanna  ^  which  was  confedered 
with  the  Switurs* 

Thence  hcc  went  and  befieged  the 
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Towne  and  Caftlc  of  Granfcny  ifollici- 
ting  them  to  yeeld  tliemfelues.  They  ha¬ 
iling  humbly  iiibmitccd  ihcmfelues,  the 
Duke  conimaimded  fourc  fcorc  of  them 
to  be  hanged  ,  and  an  hundred  more  to 
bee  drowned  ,  in  the  ncareft  Lake  ad- 
ioyning  to  the  Cittie .  This  inhumane 
aft  did  not  onely  moue  the  Switurs-^ 
but  likewife  them  of  high  Germanie^\Aio 
with  an  Army  belonging  to  the  Arch- 
Dukcof  AuBria  (whereof  Harman  d*  Ex  ^ 
tingenvf^s  thecondufter)  expelled  the 
Duke  from  Granfon.^nd  (lew  a  great  part 
of  his  Army;  taking  befidc,  his  Ariilie- 
rie  and  furniture  for  warre,  which  was, 
great  and  rich.  Afterward,  taking  dewne 
all  their  fricnds,whkh  the  Duke  had  can- 
fed  to  bee  hanged  j  in  their  places  they 
hung  vp  as  many  Bourgogmons, 

The  moLieables  of  his  houfe ,  which 
hee  would  alwayes  haue  carryed  along 
with  him  ,  wcre'ofcxtraordinary  valew : 
for  among  them  were  fo  niany  rich  tents , 
all  of  coftly  filkes  ,  and  vefTells  both  of 
golde  and  filuer ,  cmbcllifhed  with  florc; 
ofprecioiisftones,  that  it  would  require 
too  long  time  to  recount  them .  There 
were  fome  Switz^erSy  that  fold  great  ftore 
of  filiicr  plates  ,  for  two  great  blankesa 
pecccj,  not  knowing  their  valcw  and  efti-’ 
rnation .  A  Diapiond ,  thought  to  bee 
the  greateft  and  cleareftrthat  thofe  times 
afiborded  5  and ,  efteemed  more  worth 
ihcnfiftic  thoufand  crownes ,  wasfolde 
for  twelue  Sols  •  A  faire  bathing  tubbe 
offiluer,  richly  guilded,  wherein  he  vfed  ^leafure 
to  bathe  himfclfe,  was  fblde  for  fourc 
pounds.  I  cannot  heerc  fet  do wne,  the 
rich  clothes  of  Tapiftrie^  wrought  with 
vn-ualuable  workes  of filkc  and  goldcjfor 
him  totreade  onwherefoeuerbee  went. 
Tobebriefe,  the  Reader  would  be  wea- 
.  ried  in  rebearfall  of  the  incredible  wealth 
'  and  riches, which  this  vnfortiinatc  prince 
loft ,  and  whereof  his  greateft  enemies 
!  made  theirtriumph. 

Then  falling  into  a  long  and*  gree- 
uous  fickenefTe,  at  the  length  hee  rCf 
couered,  and  taking  courage  to  himfclfe 
againe ,  hee  returned  the  fecond  time 
againft  the  power  and  force  of  the  Swit- 
urs .  Hee  had  formerly  taken  Nancie 
frotn  Rent  y  Duke  of  Lorraine  \  where- 
jfbrc  the  fayde  Duke  of  Lorraine  forth¬ 
with  ioyned  bis  forces  with  the 
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Moraty  the  people  of  the  Towne  yfliicd 
forth,  and  fo  befet  the  army  of  the  Bour- 
guignonsy  that  twenty  thoufand  (accor¬ 
ding  to  Fafeiedus  Temforum)  or twentic 
two  thoufand,  and  feuen  hundred  (accor¬ 
ding  to  the  Mother  of  H'tHorks)  were  thcr 
flainc.  The  fpoyle  was  left  to  the  Duke 
oiLorrmCy  who  likewile  rccoucred  Nan^ 
cj  againe  afterward. 

*  A  third  time  likewifc,the  Duke  of  Four- 
gongne^em^  not  a  little  offendedjthat  he 
fholdbcvanquifhedbyfomeana  Prince 
as  the  Duke  of  Lorrdncy  and  hce  rccoiic- 
ring  the  Towne  of  Nancy  5  returned  with 
frerti  forces,  and  befiedged  it  againe  with 
fourteenc  thoufand  able  fighting  men, 
befide  fome  other  bandes  in  expedation. 
The  Duke  of  Bourgongne  was  difeomfi- 
ted,  and  all  his  army  5  but  by  no  meanes 
could  his  body  be  found .  The  Bottrgmg- 
nons  could  not  be  perfwaded  that  hee  was 
flainc:  but  hailing  cfcapcd  from  the  field, 
hee  Rad  retyred  himfelfe  into  Germanie, 
i  wherc  he  had  vowed  to  line  in  feuen  years 
penitence. 

’^hcte^etefovcieBoHrguigmns y  that 
made  falc  of  precious  Stones,  Horfes,and 
ftich  like  things,  to  be  paidc  againe  vpon 
his  returnc,  and  namely  to  BracheUesy  in 
the  Dioceffe  oi Spire.  ‘  T4iere  was  a  poore 
Begget,  immagincdtobcc  the  Duke  of 
Bourgongne^  hccaufc  he  liued  in  the  like 
ftate  of  penance;  which  made  veric  many 
trauaile  to  fee  him,  and  befto  w  very  libc- 
rall  almes  on  him.  Nauclerns  reporteth*, 
that  he  faw  the  poore  man  begging  in  the 
fame  place.  The  King  oiFrance^tmn^ 
the  Duke  was  dcad,reizcd  on  Montdidiery 
Roye^FeronneyAbbeuilley  MonBreul^x  Ar* 
raSy  Hefdiny  and  the  two  BourgongneSy  to 
witjtheDutchyandCountic.  The  men 
oi Gaunt  tooke  his  Daughter,  that  gouer- 
ned  his  eftates  very  poorely,  and  marryed 
her  as  themfelues  plcafed;  (he  bailing  put 
to  death  the  Chancellor,  and  other  of  his 
beft  officers.  Thus  you  fee  how  this  great 
Prince  ended  his  life,  accompanied  vvith 
many  misfortunes. 

1  p^ladijlanSy  King  of  FolandyZ  young  and 
If  PoiaXnd  gallant  Prince ,  was  called  by  the  Hunga- 
Hungaria,  &  rtansto  bc  thcK  King,  in  the  yearc  144a. 

wbTk  h«  cL  i  coticeiued  foch  glory  by  feeing  liim- 
ioyed  both  '  I  felfc  King  oftwo  fuch  mighty  Kingdoms, 
his  kingdomt,  jj, jjg  himfclfc  to  bc  inuincible. 

folly.  I  Whereuppon,  ocing  dciirous  to  imploy 
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his  valour  in  warre  againit  fome  enemie, 
that  might  take  notice  of  his  courage  and 
power  5  he  brake  faith  and  T nice,  which 
the  Hangar es  had  made  with  the  Turk  the 
yearc  before .  In  the  firft  baitaylc  hce 
gauCjhc  was  quickcly  flaync,and  hadde 
but  a  fhortenioying  of  his  two  King- 
domes;  for,  thorow  the  inconftancie  of 
Fortune,  his  pretended  felicity  was  foon 
cut  off,  and  all  his  fuppofed  power  vtterly 
quailed. 

The  Emperor  of  the  Eaft,  Consiantine 
F  deologus  ^ome  fifteen  yc:^cs  after,  went 
to  kcepc  company  with  this  young  King 
VUdiJlanSy  in  the  other  world.  For  Con- 
Bantinople ythe  Mctropolitane  Citticof 
his  Empire,  was  befiedged  and  taken  by 
Mahomet  fccond,fir-named  the  Greats 
thorow  the  negligence  and  treachcrie  of 
John  luBinian  oi  Geneway •y  Mahometh^- 
uing  300000.  able  fighting  men,  and 
foure  hundred  Cannons,  and  the  fiedge 
continued  threefcore  dayes.  The  Empe- 
roiir  (in  flight)  was  met  withalljaqd  mur- 
therid  necrc  vnto  the  Gate :  his  head  bC' 
ingcarrycdvppona  Launccs  point,  and 
fo  conucighed  quite  thorow  the  Cittic, 
while  his  bodyewas  trodden  vnto  dirtc 
with  their  fectc.  Mahomet  alfo  caufed  a 
Cf  udfixe  to  bee  ereded ,  and  wrote  vp- 
pon  it  (in  (cornefull  dcrifion)there  words: 
Thi&iisthe  GOD  of  the  C  hrisfians :  com- 
manding  likewife,  that  cucry  one  fliould 
caft  dung  and  fikhc  vppon  the  fayre  I- 
mage. 

ThcwifctothcEmperour,  with  her 
daughters,  and  the  very  Nobleft  Ladyes 
attending  on  them,  were  brought  before 
Mahomet ;  and  after  all  reproach  was  done 
vnto  them,  ciien  the  veric  greateft  Villa 
nics  in  the  world,  their  bodies  were  hac¬ 
ked  and  hewne  in  pecces* 

Some  few  dayes  after,  there  was  an¬ 
other  King  (but  of  three  dayes  ftanding) 
put  to  death  likewife.  VVhkhImayby 
no  meanes  omit^becaufe  it  was  the  fore- 
named  lohn  luliinian  the  Genouefcy  a  tray- 
tcroiis  Villainc.  For  hce  had  concluded 
with  Mahomety^^t  if  he  would  make  him 
King,  he  would  yeelde  vp  ConBantmople, 
or  be  the  meanes  whereby  hee  fhoulde 
furprizc  it.  Mahomt  kept  promife  with 
him ;  for  hce  conffitutedhim  a  King  for 
three  dayes  fpacc :  and  on  the  fourth  day, 
hce  commanded  his  head  to  bce'finitten 
off,  So  (ay erh  Fafckultis  Temporum-y  and 
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that  thefe  things  happened  in  the  ycare, 
one  thonfAndtoure  hundred  fifty  three, 
about  the  Moncth  of  May* 
j  I  am  fare  few  people  arc  ignorant^in 
i  what  Beds  of  ftace,  the  noble  Kings  of 
France  vfe  to  take  their  reft,  and  vnder 
what  rich  Pauillions ;  yet  the  inquiry  of 
our  times  hath  bccnefuch,  that  a  Kings 
lodging  hath  bene  more  vile  then  a  laxe* 
I  fpcake  of  King  Charles  the  eight  of  that 
iiame,  who  returning  home  to  his  king- 
dome,  hauing  beencin  Italy ^  where  hec 
conquered  the  kingdomc  of  Naples^  and 
the  great  Dukedomes  of  Calbria  and  A- 
pulky  and  wonne  two  famous  battailes  in 
thofe  countries’:  vponaPalmc  Sunday 
Ecuc,  being  the  feuenth  of  Aprill,  one 
thoufandfoure  hundred  ninety  eight, lea¬ 
ding  bis  Queene  by  the  hand,  Ame  of 
Bretaigne^  to  fee  ccrtainc  Gentlemen 
play  at  the  Tennis,  in  a  Ditch  belonging 
to  the  C^Q\co( Ambetfej  entredintoan 
oldejbrokcn,  vncoucrcd  Gallery,  where 
hegauchishead  a  great  blow  againftthc 
vpper  part  of  the  doorc,  albeit  himfclfc 
was  butoflowcflature*  Taking  hold  vp- 
pon  fome  fiayes  for  his  recouery,  ncerc 
vntoa  noyfome  place,  where  cucry  one 
that  would  (bycuftome)  vfedtoletpaffei 
their  vrinc, and  other  vneleannefle  of  the 
body  5  he  was  contented  to  endure  it,  and 
flood  there  merrily  difcourfing  with  the 
Queene,  and  other  noble  perfons  there 
prclcnt,  iudging  who  defcrued  beft  of 
them  that  played.  Suddenly  hec  was, 
oucrcomc  with  a  rheume  or  catarre, 
which  taking  from  him  all  his  ftrength 
and  motion  in  eucry  part  of  his  body,  he 
was  depriued  likewife  of  his  fpcech.  This 
was  pcrceiucd  by  all  therc-about  bim,and 
howhelay  vppon  the  ground,  infuch  a 
foulcjftinking,  and  vnfecmcly  place  5  yetj 
no  one  had  the  care,  orfiibic£t-likc  affe- 
dion,  to  bcare  him  thcncc  to  his  royalf 
bed,  which  was  not  aboue  twenty  paces! 
off*. 

Heclanguifhcd  in  this  manner ,  for 
thcfpacc  of  nineboures,  and  dyed  there 
in  that  noyfome  place .  Is  it  not  a  mat¬ 
ter  deferuing  admiration,  that  fo  vvorthy 
a  King  iliould  dye  in  fo  vile  a  placc,bcing 
in  his  owne  houfe,  among  his  Officers, 
and  many  of  the  Nobility  ^  Hec  that  was 
King  of  the  fwcctc  fmclling  Flourc-dc- 
Lucc,to  expire  and  ende  his  dayes,not  a- 
mong  hcarbs  or  flowers  of  pleafing  fa- 


uour;  but  in  a  place  full  of  filth,  then 
which,  the  whole  world  could  yeeldeno 
worfe.^ 

And  to  (liew  yce,  that  great  Princes 
areas  fubiedtodyc  in  battailes,  asihe 
fimpleft  Souldioiirs  :  lames ^  King  of 
Scottesy  may  ferue  as  an  example,  for 
hec  was  flayne  in  the  field  ,  Mch  twoo 
Bifhoppes  ,  a  great  part  of  his  Nobili¬ 
ty,  and  many  men  of  warre ,  thathap- 
ned  in  the  yeare  of our  Lord,  one  thoii- 
fand  fiue  hundred  and  thirteenc .  And 
the  yeare  following,  John  d'Albrot  king 
oiNamrrey  loft  his  Kingdomc,  which 
wasfeazed  by  FeydmandK^m^oispaine^ 
becaufc  hee  ftoode  accurfed  by  Pope 
Itditis ,  ^or  affifting  King  Lewes  the 
twelfth ,  in  warre  againft  him  5  and  a* 
boue  all ,  in  the  bactailc  of  Rauenna , 
which  vntill  this  prefent  his  Succcflbiiri 
neuer  cnioyed,  *  • 

And  Levies  sforz^a  ,  Duke  of  that 
rich  and  goodly  Countrey  of  Millaine^ 
was  led  prifoncr  into  Fraunce ,  flying 
before  the  French  to  Nauarra^  a  Citty 
of  his  Dukedome  ;  hee  was  confined 
to  imprifonment,  within  the  great  To¬ 
wer  of  Bourge ,  where  ( in  great  want 
and  pouertie)  hee  finifhed  his  dayes. 

What  fhall  wee  fay  of  King  Fran¬ 
ces  ^  firft  of  that  name,  the  Father  of 
Learning ,  whole  wifedome  and  mag- 
nanimitic ,  could  not  warrant  him  a- 
gainft  the  Ambufeadoes  of  Fortune,  no 
more  then  any  of  them  before  rcmcm- 
bred?  Hec  fell  into  the  hands  of  Charles 
the  fifth  ,  Emperour ,  enuious  of  his 
greatnefle,  and  had  beenc  his  compe- 
titOLir  in  the  Empire ,  oppofing  himfelfe 
againft  many  of  his  deffignes .  Hec  dc- 
taynedhimprifoner  abouea  ycarc;  du¬ 
ring  which,  time,  hec  had  a  moft  yrkc- 
fomc  difeafe,  which  compelled  him  (for 
cnioyingdf  hisliberty ^  toyeeldto ma¬ 
ny  hard  and  griciious  conditions .  As, 
to  renounce  and  difelayme  a  multitude 
of  rights ,  which  hee  pretended  to  many 
Dukedomes  ,  Earledomes  ,  and  King^ 
domcs.Bcfide5he  gauc  fo  great  a  quantity 
of  moncy,as  well  for  his  expcnccs,  as  dil- 
chargeof  martiall  affaires,  and  hisran- 
fome  withall,that  his  kingdome  (for  ciicr 
after)  felt  the  fmart  thereof. 

And  not  oncly  haue  tcmporall  Prin¬ 
ces  felt  the  rigour  of  inconftant  For¬ 
tune  ^  but  Ecclcfiafticall  perfons  .alfo, 
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hauc  carried  in  the  world.  For  in  the  year 
I410.P0PC  Iohn\N2iS  put  in  prifon,  flying 
from  the  Councell  of  Conliunce^  and  was 
giuen  in  guard  to  LeweSy  Count  Palatine  ^ 
depofedfrom  his  Office,  and  one  called 
Martine^  fifte  of  that  name,  fcated  in  his 
place,  being  likewife  very  inhumanly  en¬ 
treated,  for  the  fpace  of  three  yeares.  Af- 
terwardcs,  by  the  humanity  of  the  fayde 
MartinCy  he  was  fet  at  liberty jand  created 
Cardinall :  whereby  euery  man  may  per- 
cciuc,  how  farre  this  lohn  was  falnc  from 
his  former  degree. 

Intheyeare  14^^.  thebyfhopofZ/^^^ 
brother  to  the  fore-named  Duke  of Botir- 
gongney  by  his  wife,  who  was  of  the  houfe 
of  *  befide  his  Office,  hee  was  a 

Prince  ofthc  Empire  5  a  Lord  both  fpiri- 
tiiall  and  temporall,  and  holding (b  great 
and  rich  a  countrey,  as  that  of  Liege.  He 
was  taken  prifoner  by  his  fubic£f  cs,  and  a 
greatfortof  hisfriendes  and  officers  (a- 
mong  whome  were  ten  Abbots  and  Pro¬ 
tonotaries,  or  CanonSjal  of  worthy  hou- 
fts)  maflacred  in  his  prefcnccj^  himfclfe 
kept  prifoner  for  long  time,  and  in  great 
mifery.  At  length  hee  got  fafelyaway,  i 
hailing  (by  money)  won  his  Guards  con- 
fent thereto. 

At  Fhrence^m  the  yearc  i448.thc  arch- 
Byfhop  of  the  faide  pi  ace,  being  cloathcd 
in  hishabiliments  ofPrieft-hood,and  fay¬ 
ing  Mafle,  was  {bdainclyfiirprizcd,  and 
hanged  or  ftrangled  at  a  Window,by  the 
hands  ofthc  hangman  ^befidefoureCar- 
dinalles  maffacred  by  the  people, and  ma¬ 
ny  other  Ecclcfiafticall  perfons  behea¬ 
ded. 

And  although  Popes  (as  hath  becnc 
held)  by  their  great  and  fpirituall  authori¬ 
ty,  might  impofe  filenccvpon  Chriftian' 
Princes,  from  vndertaking  warres,  but  to 
keepe  thcmfelues  in  quiet, and  likewife  to 
take  armes  at  his  command,for  the  affairs 
of  the  Chriftian  world  5  yet  it  came  fo  to 
paffe,  that  Pope  Clement  taken  prifo¬ 
ner,  and  locked  vp  feuen  months  fpace  in 
hiscaftle  of  S..^^^^&,kcpt  by  a  guard  of 
Spaniards  and  Germaines^  and  all  of  them 
Hcretikes(wcl-neere)  about  him.The  Ci¬ 
ty  of  Pome  was'grccuoufly  pilled,thcTcm 
pies  ranlacked  and  prophaned ;  all  which 
happened  by  the  Souldicrs  o{ Charles  the 
fift,aCatholikeEnriperour,  in  the  yearc 
15^7. 


After  thefe  men  of  Ecclcfiafticall  pro- 
fcffion,itfhallnot  differ  much  from  our 
purpofe,  to  conclude  this  chapter  with 
the  death  of  three  potentKingSjthat  died 
all  three  in  oneday :  to  the  end,  wee  may 
obferuc  how  vnhapp y  it  is  for  Princes,  to 
thinkc  that  they  can  well  manage  their  af- 
fairesjin  medling  amongft' the  quarrels  of 
other  Princesjas  puifant  euery  way  as  the- 
felues. 

It  came  to  pafTe,  that  two  Princes  con¬ 
tended  for  the  kingdomc  of  Fez^  and  Ma- 
r^?rr^,{ituatcd  in  Barharieoi  Jffrica  :  the 
one  of  them  being  named  Muley  Mahu- 
Nephew  to  the  other  that  demaiin- 
ded  thefe  Realmes, called  Jhdelmelec.  This 
Mahnmet ^who  enioyed  thofe' Kingdomes 
ten  or  twelue  yeares, was  affayled  three  or 
fourc  times  hy  AbdelmeleCyh^uin^  gotten 
afliftancc  of  the  Tnrke,  and  wonne  ftil  the 
beft  in  foure  fought  battailcs  .  So  that  in 
the  end,  the  inhabitants  of  Fez,  and 
rocco  rcceyucd  Abdelmelec :  becaufe  Ma- 
humetwsLS  2ilLyx3Lni^  had  very  few  frends, 
contemning  euery  one ,  and  trufting  al¬ 
together  in  his  ftrength  and  Trcafiircs, 
after  all  his  Ioffes  in  thofe  former  Bat- 
taylcs. 

S  ebaHian^in^  of  Portugall^2ei(^  offer 
to  him  of  his  ayde  and  friendihip,  but  hee 
refiifcd  it^  vntill  fiich  time  as  hcc  had  ney- 
ther  place  or  perfon  to  retire  vnto,  nor  a- 
ny  to  follow  him.Moreoucr,he  had  fpent 
the  great  heapes  ofmoney  which  hcc  had 
gotten  together  during  his  rcignc5&  now 
withdrew  himfelfcinto  the  Mountaincs, 
which  arc  fixe  Leagues  off  from  the  Cit- 
ty  oi MaroccoJVntx^  hcc  lined  about  fca- 
uen  or  eight  months,  (ike  a  theefe  or  rob¬ 
ber,  with  lomc  few  companies  of  ncedic 
perfons,  which  yet  againe  were  cut  off  by 
the  troopcs  oi Abdelmelec  5  and  ALahumet 
conftrained  to  wander  in  the  moftvnac. 
ceffable  places  ofthc  Mountaincs,  where 
he  endured  a  million  of  miferies,  for  the 
fpace  of  a  whole  yeare,  lining  in  continu- 
all  fearc  and  diftruft,  onely  thorough  his 
conccyucd  opinion,  that  hcc  fhould  bee 
taken, or  betrayed  in  his  fccret  walkcs. 

In  breefe,  ncceflity  compelled  him  to 
repent  his  former  denials,  ^.dto  require 
the  friendly  fiiccour  offered  him ,  by  that 
braucKing  of  Portugall^SebaFiian:  vnto 
whom  he  Pent  an  expreffc  Mcffcnger,and 
(afterward)  two  ofhis  Captaines.  In  the 
meane  while,  he  found  the  means  to  def- 
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cend  from  the  Mountaines,  by  wayes  of  1  nance  for  the  field,  wcU  appointed  &  go- 
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.little  or  no  refort ,  and  fought  for  his  fafe.  I 
ty  in  *  T Anger T ownc  which  the  Tortu- 
galeshzMiinjiffrtcai  where  bee  was  well 
entertained  by  the  Goucrnour,who  knew 
feme  part  of  Sebafiuns  minde  towards 
him  ;  and  therefore  furnifhed  the  two 
Captaincs  with  well  armed  hftrfcmen, 
for  the  difpatch  of  their  Embaflfic  in  Per- 

tUgAlL 

King  SebAlitAn  was  very  ioyfull  to  fee 
thefc  Ambaffadors^becaufehe  was  natu¬ 
rally  addicted  to  Armes^  and  the  difpofi- 
tion  of  his  perfonifioy  ned  with  his  height 
^d^hifpr^^*  of  courage)  inceflantly  fpurred  him  on  to 
this  bufineffe  •  And  in  this  refped,  bee 
did  but  awaite  feme  apt  ouerture,for  ma¬ 
king  hk  paffage  into  JffricA^  forming  his 
pretext,  vppon  an  carneft  defire  (as  bee 
would  alwayesfay)  which  hcchad  to  ad- 
uance  Chnftian  Religion,  and  to  extir¬ 
pate  that  of the  Mahumetifts.  Whereup- 
pon  he  fuddcnly  promifed  (without  any 
better  confideration  ofthebufineiTc)  to 
{\xQCO\xt  Muley  ^MAhumet^  and  to  re-feate 
him  imhis  kingdomes  againc :  hee  made 
promife  (I  fay)  to  fuch  a  one,  as  himfelfe 
had  before  fought  vnto,for  this  effed,  by 
fo  large  a  paffage  oucr  the  Seas,  and  two 
feucrall  times  had  bcene  inifprized  by 
him.  The  Pope,the  King  of 
many  other  g' eat  petlbnages,  could  not 
diflWadehim  from  this  enterprize,  but 
(till  he  perfiilcu  v\  treading  the  path  vnto 
his  owne  death,  death  that  followed  him 
fo  hard  at  the  heelcs  -  So  did  hee  lee  on 

into  AffricAy^xh  thirtcenc  hundred  faylc, 
as  well  of  great  as  fmall  Vcffcilcs  in  that 
Flecte,the  very  fayreft  and  goodlicft  that 
had  benefecne  in  ihofe  times  .  His  Ar¬ 
my  was  compofed  of  Lance-knight,  Spa- 
niardSyltalianSyPortugAleSy  and  feme  (mall 
number  of  Ajfricam Moores y\Nh\ch  took 
part  with  the  Portuguiz^esy  and  thirty  fixe 
Pieces  of  Ordenance  forthefielde,  well 
fitted  and  furnifted.  In  all,  there  was  not 
aboue  fixteene  thoufand  menof  warre^ 
fening  afide  the  Soldiours  boyes,  Wag- 
goners,Strumpcts,Caftadours,and  other 
fuch  like  people  very  vnprofitablc  for  the 
field. 

Abdelmelec  (wcc  may  well  perfwade 
bur  felucs)  flept  not  all  this  while  carelcf- 
ly,  for  hee  brought  thrccfcorc  thoufand 
men  to  the  ficld,as  well  Pykes  as  Harque- 
buziers,and  twenty  fixe  Peeces  of  Ordc- 
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and  other 


uerned by  moft  expert  men.  Abdelrmlec 
was  very  forry,  that  h(2e;ilioii!d  haue  any 
conqueft  againfi  Chriftians,  in  regard  he 
bare  them  much  affeiSlidn  5  not  becaule 
he  feared  the  Portugmzesyhui  as  fore-lee- 
ingjthat  BarbaryvioM  prouethe  grauc 
to  the  King  of  PortugAll-^  who  (indeede) 
was  too  weake  to  encounter  with  him, 
that  went  fo  farre  beyond  him  in  power . 

And  in  due  confideration  of  the  cafe,  hee 
would  oftentimes  thus  fay  to  himfelfe. 

King  Sebaflian  Jhould  bee  more  rejpectiue, 
then  fo  ^nAduifedly  to  runne  <vpon  his  owne 
ruine.'for  he  would  take  two  kingdomes  from 
me^pwbich  in  right  md  iuHice  doe  appertame 
to  me^^andgiue  them  ^nto  a  Nogro^  wherein 
Chriliendome  can  no  way  be  eafed  or  accom- 
modated^neyther  is  it  a  thing  which  God  (be¬ 
ing  iufl)  will  permit » 

The  report  and  rumors  Ipread  abroad, 
of  Abdelmelec  s  valiant  carriage,  was  the 
caufethat  euery  one  came  to  oflFcr  him 
feruice  and  obeyfance^  and  from  euery 
Prouince  they  brought  him  goodly  pre- 
fents  and  gifts  of  inefiimable  value.  Ma¬ 
ny  Chriftian  Kings  tooke  pleafure  in  his  |  by  rkimans 
fricnd{liippe,and  embraced  him  as  their 
kinde  well* wilier  5  efteeming  themfciues 
happy  in  his  acquaintance.  So  that  from 
diuers  places,  great  ftore  of  Chriftians 
trauailcd  into  his  countries,  where  they 
rcceiucd  gracious  entertainment, and  hee 
(hewed  them  much  better  countenance, 
then  to  any  other  men  that  reforted  thi¬ 
ther,  helping  them  liberally  in  their  necef- 
fitics .  On  the  contrary  part,  Muley  Ma- 
humei  o^^XQ^^di  the  Chriftians  all  the 
time  of  hisrcigncjorelfc  permitted,  that 
all  greefes  and  moleftations  fhould  bee 
done  vnto  them ;  wherefore  King  SebaBi- 
an(iu  this  rcfpe£i:)did  greatly  forget  faim- 
fclfc. 

Nowtodctcinc  the  Reader  no  longer 
in  fiifpence,thc  two  Armies  difpofed  tbe- 
fclues  for  the  encounter,  and  metre  in  a 
field,  which  contained  abouc  two  miles 
in  fpacioufnelTejfo  cuen  and  plainc,  that 
there  was  not  any  tree,  graCTc,  brambles, 
orfloncs,  to  offer  the  leaft  hinderancc. 

The  Army  of  Sebaliiany  had  the  Riuer  of 
Arache  behindc  it,and  that  of  Abdelmelec , 
the  Riuer  of  AlcaJfAr,  Muley  Mahumet^ 
for  whom  this  T ragedy  was  to  bee  atled, 
contrary  to  his  oath  and  promife^  did  not 
bring  with  him  any  ayde  for  SebaHUn  ^ 
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I  hauing  formerly  made  him  bclecue,  that 
more  then  halfc  the  Army  of  Abdelmclec^ 
would  come  and  ioync  with  him :  which 
came  not  fo  to  pafle/or  both  the  Armies 
meeting  together,  each  fide  fought  vali¬ 
antly  for  it  felfcjand  the  Chriftians  fuftai- 
ned  the  svox^cMuley  Muhimet  wzs  one  of 
die  firft  that  fled,  fhaping  his  courfe  to¬ 
wards  the  riucr  of  Arache^  where  thinking 
to  paffe  the  foord3&  it  being  choked  with 
mudandllimCj  and  his  horfe  flicking  faft 
thercin^hc  gauc  him  thcfpur  fo  furioufly, 
that  lofinghis  ftirrops,  and  not  knowing 
how  to  helpc  himfelfe  by  fwimming,  hec 
fell  into  the  water,  and  fo  was  both  drow¬ 
ned  and  fuff  oca  ted  in  the  my  re.  As  for  K. 
Sebafiun^^iizt  that  all  his  men  were  flain, 
oT(atlcaft)  put  to  flight  5  hewasaflaylcd 
on  al  fidcs(hauing  but  7  or  8  knights  with 
him) amongwhom  alfohewas  flaine, & 
lay  on  the  ground  among  hisownc  peo¬ 
ple, that  fought  for  their  lines  as  much  as 
men  could  do.  ^ 

Now  concerning  AhdelmcUc^omt  8 
or  10  dayes  before  the  battailc,bc  fell  in¬ 
to  a  grccuous  fickncflcjby  eating  a  mefle 
of  milke  in  a  ncere  adioyning  Village, 
which  fo  curded  on  his  flomackc,  as  hec 
could  not  compaffc  any  auoydance  of  it. 
NcuertheleflcjOn  the  day  of  battaile,  hcc 
would  needs  mount  on  horfe-backc,  and 
preafe  into  the  tbickeft  of  the  f!ght,where 
finding  himfelfe  more  wcake  theneuerj 
he  was  conuayed  into  bis  Litter,  wherein 
he  died  immediately.  But  his  death  was 
very  clofcly  concealed,  vntill  the  battaile 
was  finifhed,and  won  on  his  fide.  Thus 
we  may  fee, that  (in  one  day)  three  Kings 
died  by  three  feuerallmcancs :  (oxMuley 
Mahumet  was  drowned  5  SebaBim  finiih- 
ed  his  life  in  figlit ;  &  Ahdelmckc  by 

fickncfTc.  Theirbodies  alfb  receiued  di- 
uerfity  of  handling  or  vfage :  for  the  body 
of  Mahumet  was  flayed, &  the  skinne  fluf¬ 
fed  with  haire,  was  carried  thorow  all  the 
Gitties  in  the  kingdomes  of  Fex>iLMa- 
recco^in  figne  ofopen  infamy.  The  body 
of  the  king  of  Portugall^SehalHanySNZs  bu¬ 
ried  in  the  Town  of  Alcaflarquikeryikh- 
out  any  Prieftforthefiinerall  obfcquics, 
or  any  flieete  to  coiier  hi*'  body  5  but  ftark 
naked,  according  as  it  was  found,  when 
acknowledgement  was  taken  of  it  among 
the  other  dead  bodies  :  yet  one  of  the 
groomes  ofhis  chamber, dcfpoylinghim- 
felfc  thereof,  gauc  him  a  poore  pairc  of 


linnen  breeches, &  a  moft  wretched  dou¬ 
blet,  which  was  noway  difliked  by  the 
Mabometanes,  The  fore-faid  groomc  fa- 
ued  himfelf  miraculoufly,  for  ofihe  wbol 
Chriflian  Army, cither  Soldiors  or  other, 
there  did  not  cfcape  200.  Abdelmelec\NdiS 
carried  away  dead  in  his  Litter,  royally 
apparelled,  and  more  then  twenty  miles 
off  from  that  place,  hec  was  buried  in  a 
coftly  Sepulcher,  among  his  Prcdccef- 
fors,and  there  was  granted  rents  andre- 
ucnnuesjto  diners  Priefts  of the  Mahotne- 

Religion,  to  pray  to  God  (after  their 
manner)  for  his  foule. 

Their  fiicccflbrs  alfowcrcas  ftrange 
and  diners  j  for  toMuley  Mahumet  Sue- 
cceded  his  mortall  enemy,  Hamed.  To 
Abdelmelec ytiot his ownc  children,  albeit 
hehaddiiicrsjbiit  his  baftard  Brother, the 
hidHamed^  for  the  father  would  haiieit 
fo.To  king  SebaBian^Philip  King  oiSfaWy 
who  was  (a  farre  off)  akinefman  to  him, 
yet  then  the  nccreft  that  could  bee  found^ 
becaiife  the  other  was  neucr  mar ied. Here 
we  may  apparantly  perceiuc,how  fortune 
playcth  with  miferablc  life,  or  vnfaccefTc- 
fiill  ending  in  the  very  grcatcft,or  of  high- 
eft  aduancement  in  this  world,  as  well  as 
thofeof  much  meaner  condition,  &thac 
thorow  forncfccrct  iudgcmcnc  of  God, 
who  can  &  will  difpofeof  all  things,  ac¬ 
cording  to  his  owne  good  will  and  plca- 
fure.  Thcfc  matters  happened  in 
in  the  kingdomes  of  Marocco  and  Fez»^  on 
Monday,  being  the  fourth  day  in  the  Mo- 
ncth  of  Augufi,and  in  the  ycarc  1578. 

I  could  hccrc  allcdgc  many  other  ex¬ 
amples  of  Chriflian  Kings  and  Princes, 
whofc  cndcs  hauc  bin  fearfely  honorable 
or  happy,  and  that  within  thirty  ycarc  of 
this  inftant:but  bccaufe  I  know,thac  thefe 
times  do  affoord  feme  palGonatcfpirits, 
who  take  no  delight  in  fuch  fed  relations^ 
and  others  are  ofa  freer  temper,  but  as 
void  of  pitty,  as  the  other  are  too  forward 
in  compaffion,  not  carrying  any  mcane 
betwcenc  fuch  two  extremities ;  1  will 
forbeare  toproceedc  any  further  in  this 
argumentjS:  enter  into  feme  other  more 
apt  difeourfe. 
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Falfclock*  & 
Pei  iwies  ,rc« 

fraiRcd! 


That  Princes  are  commonly  fuch  in  their  a- 
Bi^nSy  manners^  andpietie^  as  they  per- 
ceyue  their  Kings^  Princes^  and  Rulers 
to  bee. 


Here  ncedc  no  doubt  to  bee 
made,  butthatit  was  verie 
true  which  Theodorick^Kmg 
of  the  Gothes  ("writing  to 
the  Romainc  Senate  )  al- 
Icd^cd:  That  the  courfe  of  Nature  foulde 
foonerfaiky  thenpeopkbee  any  other  then 
their  Princes.  This  is  not  onely  to  bee  vn- 
derftoodot  their  vertues  and  vices  5  but 
likewife  of  the  gefture  of  their  bodies,  yea 
ciicn  fo  farre  as  to  their  wearing  garmets. 
This  may  cafily  be  prooued  5  for  Akxan- 
der  dtic  Great  but  bending  his  Neck  a  lit* 
tic  towards  his  right  (houldcrjal  his  yong 
Princes,^  and  other  cliccfc  followers  in 
his  Court,  did  bend  theirs  alfo  in  the  very 
[fame  manner. 

Alphonfus  King  of  Arragon  and  Sicilie^ 
hauingawiy  ncckc,  all  fuch  as  followed 
and  a&dcd  him,  inforced  to  wry  theyr 
ncckeslikchisjasbcing  perfwaded,  that 
it  was  moft  commendable  in  them,  be- 
caufc  their  King  and  Maifter  carryed  his 
ncckc  fo:  as  wee  findcit  recorded  in  the 
Bookc  of  the  Courtier,  and  in  the  life  of 
Pyrrhus. 

King  Prances^  the  firft  of  that  name,  v- 
(ed  continually  to  wcarc  his  hairc  vcric 
long,  and  ("as  it  was  faide)looking  out  at  a 
Window,  hcreceiucdawoundc  on  the 
head ;  by  mcanes  whereof  hec  was  enfor¬ 
ced  to  cut  his  lockes,  and  wearc  them  a 
great  dcalc  (hotter  then  formerly  hec  had 
done.  Many  ofhis  Courtiers,  cfpecially 
fuch  as  wore  their  haire  as  he  was  wont  to 
do,  caufed  their  long  locks  to  be  cut  like- 
wife,  and  ware  them  in  the  fame  manner 
as  he  did.  Hcercupon  aftcrwardcs,  diners 
Noble  and  high  defeended  Frcncb-men, 
left  off  from  longer  wearing  falfe  Lockes 
and  Periwigs,  or  which  they 

reputed  as  a  figne  of  Nobility  and  comc- 
lineffe,  for  holding  fomc  place  of  cmi- 
nencie  in  the  Commonwcaltb,&  thence¬ 


forward  cftccmed  it  as  a  ridiculous  fadii- 


on. 


Charles  the  fifte,  Emp:  rour,  wore  his 
beard  long, but  cut  round  below,in  fhape 
ofa  pouch  or  purfe.  In  imitation  ofhim, 
the  Noblemen  of  Italy  y  flanders, 

Germany^and  Bourgpngne y  with  fomc  o- 
thcr  that  were  his  fubieds ,  hadde  their 
beards  after  the  fclfcfamefafliion,which 
they  rearmed  to  bee  an  Imperiall  Beard. 
King the  ninth.  King  of  Fraunce, 
being  at  Af<f/x»,whcre  the  Count  of  Manf 
and  MarqucfTc  of  Baden  came  to  fee 
him,  bccaufe  he  (hould  fhew  them  a  gra¬ 
cious  countenance,  he  tookc  off  the  Mar- 
queffes  Bonnet  from  his  head,  and  put  on 
(infted  thereof^  his  owne,which  he  com¬ 
monly  vfed  to  weare,  that  was  a  German 
cap,  great, thicke,thrummy3  and  flat,  in 
forme  of  a  Chcefe.  In  regard  whereofjall 
the  attendants  in  his  Court  (which  was  a 
great  company  at  that  time)  would  needs 
weare  Bonnets  after  the  fame  faflimn . 
And  it  grew  to  fuch  an  eKtremity  in  affe- 
dion,  that  fuch  Cappes  and  Bonnets,  as 
were  vflially  fold  in  Metz^iot  ^thirty  Sols., 
within  three  dayes  after ,  could  not  be^ 
bought  vnder  three  French  Crowns^and 
yet  (at  fo  dearc  a  rate)  they  were  not  to 
be  had,  albeit  the  Bonnet-makers  labou¬ 
red  night  and  day  in  making  them  ,  the 
crowd  and  preffe  for  them  was  fo  great, 
without  any  other  profite  or  commoditie 
enfuingby  thcm,but  only  that  they  wold 
be  in  the  Kings  fafhion. 

KingH-^/^nVthe  third,  by  rcafonhee 
had  fomc  Vlccrsinthe  fore-part  ofhis 
head,  was  fubied  to  a  continuall  painc  & 
greefe :  therefore  heworc  thicke  gummy 
haire,  bound  vp  behinde  (like  womens)to 
couer  that  defed. /f  he  Noblemen  and 
Gentlemen  of  his  Court,  had  their  hayre 
gummed  and  bound  vp  in  like  maner,  al¬ 
though  no  painc  thereto^ roiioked  them; 
whereupon  (bmc  were  verily  perfwaded, 
that  men  would  fall  likewife  to  weare  wo¬ 
mens  garments, they  were  fo  forward  in 
the  fafhion  of  their  hairc.  If  I  would  infert 
all  the  courfes  and  bchauiour  of  the  peo¬ 
ple,  in  imitating  their  Princes  fond  fafhi- 
ons  and  habits,!  muft  needs  be  too  trou- 
blcfomcto  the  Reader  :  therefore  I  will 
now  dilcourle  on  their  vertues  and  vices, 

with  as  much  breuity  as  I  can. 

The  onely  caufc  why  men  trauailcd  in- 
to  EgyptfroIb  many  parts  ofthe  world, 

and 
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and  from  Greece  more  then  any  other 
country  (as  did  many  great  and  excellent 
Pbilorophers,amongft  whom  were  Pla¬ 
to,  DemocritHS^  and  others)  was  for  no  o- 
thcr  end  ^  but  in  regard  of  a  King  of  that 
Countrey,  named' PhiUdelphus^ 
thconely  loner  of  Learning,  and  feeker 
after  fiich  men  as  were  learned.  And  in  i- 
rnitationofhim,  the  Egyptians  his  fub- 
icds  addided  thcmfelues  fo  fludioufly^to 
ground  their  vndcrftanding  in  the  moft 
laudable  Sciences^  and  that  for  fiich  long 
continuance  of  time,  as  a  man  was  repu¬ 
ted  to  haucfecnc  nothing,  if  he  had  not 
trauaylcd  into  Egypt.  W  hcrcuppon ,it 
isfayde,  Plato  (admiring  their  won¬ 
der  {till  erudition  )  cryed  out  by  way  of 
exclamation  :  The  Greekes  are  no  better 
then  children  in  knowledge ^beeing  compa¬ 
red  with  the  Egyptians .  Hcerc  we  m  ay 
oblcrue,  what  honour  this  good  King 
Philadelph^t/mon  to  his  fubieftes,  becaufe 
by  his  immitation  they  made  thcmfelues 
vcrtiious,  and  giuen  to  all  commendable 
qualities. 

The  like  happened  vndcr  the  rcigne 
ofJli4;^r,Empcrourof  Affrka^  and  all 
the  Spaines,  who  gouerned  in  the  y care  of 
our  Lord,  oiie  thoufand,  one  hundred,  & 
fiuc.  This  King  was  fuch  a  loner  of  lear¬ 
ning,  that  he  caufed  all  Bookes  written  in 
Greekc,  eyther  concerning  Pbilofophic, 
Phyficke,  or  Hiftoric,  to  be  tranflated  in¬ 
to  the  Arabian  tongue  .  He  founded  ma¬ 
ny  Collcdgcs,  wherto  he  gaiie  very  great 
rents,  for  the  maintenance  of  poorc  Stu¬ 
dents,  and  profeffors  oflearning,whercof 
a  great  many  are  at  this  day  to  be  feen,  in 
the  Citties  of  Fez*  and  Marocco  in  Affri- 
ca^  xnTreuijJen^  Tunis ^  Argiere^  Hippona, 
and  clfe-where,  although  he  was  a  Maho- 
mecane  in  Religion,  yet  many  other  of 
his  fuccelfors,  that  afterwardes  followed 
him,  and  the  people  themfcliies  (to  this 
day)  in  thofe  Ajfricane  countries,  doc  rel- 
lifh  of  the  good  conditions,  maners,  and 
vcruics  abiding  in  that  King ,  addicting 
thcmfelues  to  Learning.  Nor  appeared 
this  in  men  onely ,  but  likcwife  in  Wo^ 
men, according  Leo  Ajfricanus  teftify- 
eth,  faying  5  The  Women  of  Lybiajn  thefe 
our  day es,  are  very  Learned  and  Tfudions^ 
and  aboue  all  things  elfe,  they  arefoonerbu- 
fled  in  good  Bookes  :  then  medling  with 
cloatheSy  Garments,  or  other  Ktenfels  belon¬ 
ging  to  houJJjold.  And  I  dare  boldly  main- 


taine  (with  many  other  Learned  men  ^ 
well  read  in  Hiftorics)  that  but  for  this 
King  Manfor^  and  his  Arabian  fucceflTors ; 
Phyficke  had  ncuer  bccne  halfefo  fertile 
in  remedies,  as  wc  finde  it  now  to  bee  in 
thcfcourdaycs. 

Garcias  dlHorta^  Phyfitian  to  tlie  Vice¬ 
roy  of  the  Indiaes,  who  liued  within  lefle 
then  thirty  yearcs,  fayetb,  thathce  had 
conferred  with  many  Kings  both  of  the 
Arabes  and  Affricanes  ;  and  found  them 
to  bee  learned,  as  alfo  notably  skilfiill  in 
theMathematikes.  The  like  is  affirmed 
by  him  that  hath  written  the  gencrallhi- 
ftorie  of  India ^  tlaat  Almanfor  ^  King  of 
Tidora,  one  ofthe  verie  greateft  Iflandes 
of  the  Moluccaes  5  was  one  of  the  grea- 
teft  Aftrologers  in  our  timeSjand  chat  the 
people  are  nor  fo  rude  and  barbarous,  as 
hcerc  among  vs  they  are  reputed  to  bee. 
Before  Manfor^  none  of  them  had  cuer 
feencthc  Bookes  oiAriliotle^  Plato ^  Hip¬ 
pocrates^  Galen j  andoiher  Greeke  Au- 
thours,  in  any  other  Language  then  the 
Grecian. 

In  the  time  of  this  King.  Manfor^  flou- 
rifhcdigreat  (lore  of  Learned  men  and 
Philofophers :  fuch  as  were  Auerroes^Me- 
futss^RaJis^Rabbie Mofesy  and  diners  o- 
thcrSjWhofc  workes  (at  this  very  day)  arc 
readc  in  our  Vniuerfitics3and  Commen¬ 
ted  vpooj  by  diuerfe  and  fundric  great 
SchooIemen,and  it  is  not  to  be  doubted, 
but  pofteritic  (for  cuer)  will  reft  behold¬ 
ing  to  them. 

The  manner  of  founding  Collcdgcs, 
wherein  to  infiruiSt  poore  youths  in  good 
Letters  j  Hofpitalles,  for  the  lodging  of 
maymed,  fickely,  and  ncedic  pcrlbns; 
Conuents  and  Abbeyes,  for  the  dwcl- 
ling  of  godly  and  religious  men ,  where¬ 
in  to  jpray  for  the  augmentation  of  the 
Church,and  profperityof  Chriftian  Prin¬ 
ces  5  beganne  firft  by  Kinges  and  Empe- 
rours,  andin  their  immitation,  Dukes, 
Earles,  Barons, Popes,  Cardinallcs,  and 
Byfhoppcs,  befides  other  rich  men  (a* 
mongthe  common  people  did  the  like . 
As  Chariemaigne^  Lewes  the  ninth,  Phil¬ 
lip  Duke  of  Rourgongne,  and  diners  other: 
which  is  a  moft  plaine  and  manifeft  Rea- 
{bn,that  all  Chnftendomc  rcinaineth  yet 
to  this  day ,  cmbellipned  with  fo  manic 
faire  and  rich  Arch-byfhopprickcs,  By- 
fhopprickes,  Abbeyes.  Priories,  Colled- 
gesjand  Hofpitals. 
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ofthatnamcjbccaufc  i 
himrclfe  was  learned^  and  cherifhed  men  ) 

ot  learning  and  knowledge 5  beheld  his 
rcignefurnifhed  widiagrcac  number  of 
learned  and  vertuous  SchoIIci^,  more 
thenany  other  that  went  before  him.  In 
th^amc  mindc  continued  his  Sonne, fiic- 
cenor  to  his  Crowne^and  all  the  children 
of  his  fucceflour*  nor  meanely  cherifhed 
and  enriched  by  king  Henry  the  fourth. 
MM^gret,  Grandmother  to  the  King  now 
reigning^  was  a  moft  learned  Lady^  of 
whofe  exccllehc  &:  moft  elegant  Poems, 
wc  haue  great  ftorc  remaining  among  vs. 
As  plfo  ot  Ime\\z\i  Mother, both  of  them 
cing  (^cencs  oiNauarre^  (and  in  their 
imitation j  many  other  great  Ladyes  of 
on6ur,gaiic  their  mindes  to  the  reading 
ofgrauc  Authors,  as  well  Greekc  as  La- 
tine.  Noris  it  any  matter  bfmeruayle, 
if  in  thefe  daycs,wec  behold  fb  many  La- 
dyes  well  feenc  in  good  Sciences,  and  a- 
mong  the  reft,  that  7/4^  affoordcthfuch 
plenty  of  ftudious  women';' the  cuftome 
^thc  coiintrcy  prohibiting,  that  women 
ft  ould  be  any  gre^  walkers,  or  fb  much 

^  «  g>  •»l^  J:  v-v  V  .  A*  »  _ 
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te^.was  very  skiirull  iii  m any  Languages, 
and  deeply  read  in  the  fayrefi  and  rooft 
comrherided  Sciences,  asinthc'Mathc- 
macicks,8c  diuers  others  i  it  was  alfo  ere* 
dibly  rcportcdjthat  herhoufe  and  Court, 
was  bountcoufly  ftored  with  learned  and 
moft  vertuous  Ladies .  Andthat  which 
filled  with  fuch  plenty  of  bold  and 
hardy  fpirits,  was  by  themeancs  of  king 
the  fourth,  then  reigiiing  ;  who  in 
2II  battsilcs, encounters,  and  charging  of 
.he  enemy,  wasalwaycsthcformoftnian 
limfelfcj  which  taught  his  Capcaincs  & 
Souldiors  to  do  the  like,oncly  by  imitati¬ 
on  of  his  vnparalcd  exploits. 

Now  on  the  contrary^ifthc  Prince  bee 

vicious, his  Subieds  wiJ  fauour  of  the  feJfc 
fame  tafte.  As  we  reade  of  one  named  Af/~ 
^^rtdates^kingoi  Atnajia^  whobccauiche 
was  a  notorious  drunkard, and  accounted 
It  as  a  vertue  to  drinkc  immeafurably :  his 
people  addided  thcmfclues  to  that  foule 

psrt  of  them  were 
tull  ot  di[cafcs,as  gouts, conuulfions,  pal- 
lies, &  alienation  ofvnderftanding.i^^ry^^ 
^^thonyM^o  tearmed  himfelfe  E  mperor 
of  the  Eaft,  fo  wallowed  with  his  bcloued 
Cleopatra^m  the  delights  of  Egift  (that  the 


degenerated  quite  from  the  verrucs  of 
their  former  King  Philadelph^  and  be- 
camc  foaffcdcd  to  drinking  &  drunken- 
neljc,inrermixing  rich  flowers  and  preci¬ 
ous  ftones  among  the  wine  thev  drinkc  ^ 
t  at  egaue  fcch  example  to  his  men  of 
waye,and  to  the  people  thorowthc  Eaft 
to  drinke  and  gourmandizc  after  the  fairi 
manner,  that  they  wouldLc  drunke  eue- 
ry  day,and  held  it  as  an  admirable  vertue; 
forgetting  the  honeft  policy  of  the  Ro- 
tpAnes^  who  would  drinke  no  wine  v/hile 
they  were  in  Amies.  And  fo  Marke^W^ 
thony  (albeit  hce  was  a  great  and  worthy 
Captaine^ana  all  his  followcrs.by  hauinp 
difcontinucd  the  vertuous  cxc^rcifc  J 
Armes ;  when  hce  fhould  come  to  cope 
with  OHaums  Jugu^hls^w:^s(pe<,'\l\^  fmall 
labour)  furmounted.  And  the  beft  gene¬ 
rous  ade,  that could  then  dciiife 
to  do,  and  for  his latcft piece  of  fcruicc 

was  to  kill  himlelfe,  like  another  brutilh 
SaraanapdliM, 

■  the  great  Monarch  and 

King  of  the  Eaft,  about  three  hundred 
y  cares  before  Marks  Anthony  ^  eiien  like 
to  him,  had  fbefide  his  married  wife)  a 
multitude  of  concubines,  bardaching 
fidlers,  vaulters,  dancers,  foolcs, 
players,  and  other  people  ofas  ac 
countin  his  Army,  eating  and  drinking, 
befo^  eyther  hunger  or  thirftviged  any 
ncccffity .  His  Captaincs  and  men  of 
command,  with  all  the  reft  of  his  Army, 
he  Jicenced  to  the  like  liberty :  for  each 
of  his  Soldiours  might  haue  his  two  con- 
cubineSjbefidc  as  many  Gantmedcs ^  and 
chcefer  men  tripled,  or  (at  leaft)  doubled 
them  .  In  the  endc,  his  Army,  thouoht 
to  confift  ofeight  hundred  thoufand  able 
fighting  men  5  there  could  not  bee  found 
twenty  thoufand  among  them  all.  Por 
according  to  the  example  of  their  kinc^ 
they  were  altogether  addidedto  luxury 
and  drunkennefle,  and  became  as  people 
vttcriy  vnracete  for  warre .  Therefore 
both  he  and  they  wcrcoiiercome  by^- 
lesanders  forces,  with  fmall  traiiaile,  or 
lolie  on  bis  fidejbecaufdiis  men  werefo- 
ber,  continent,  and  ftout  fighting  Soldi- 
orSjas  the  king  himfelfe  was.  So  the  Per- 
fian  Empire, and  the  Babylonian  alfb,was 
loft  and  diflipated  in  a  momenrjin  regard 
that  their  king  was  lafciuioiisand  of  fofc 
temper,  which  caufed  his  fubieCtsto  imi¬ 
tate  his  example. 

-  _ .  Princes 
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Princes  then /and  others,  that  are  ad- 
uanced  to  gouernc  oner  people ,  maybe 
aduifed  by  thefe  examples  and  teafons 
fotmcrly  allcdged ,  to  addid  their  mindes 
and  bodies  to  vertuous  exercifcs,to  fpcak 
dilcreetly^iobc  no  blafphemers,.toliue 
in  all  fobricty,  and  to  declare  modeftie  in 
their  aftions  and  apparrell :  but  aboue  all 
the  reft,  nottofweruc  from  vertue  and 


rfoorded  the  r^rt(morc  then  any  place 
befide)  of  no  mcanc  number  of  worthic 
men,  excelling  both  in  Armesand  Go* 
uernment,  that  by  them  fhec  attained  tor 
fway  the  Empire  of the  whole  world .  In 
regard  whereof,  for  example  and  inftrii- 
afon  to  thefe  inftant  times,  as  alfq  to  de¬ 
light  fuchaS  enquire  after  Antiquities:  I 
thought  it  very  coniienient,  to  fupplye 


people  will  follow  them, and  Liw/^i^yeclding  honour  and  renowne 

tofuchmelashJobuyncdany  vi^ory 

times)  the  foonet  enfueth.  |  jH  honors  what- 

foeuer.  Triumph  was  reputed  to  bee  the 
very  gr^ateft  t  we  will  diicourfe  thereon, 
according  as  we  finde  it  let  downe  for  our 


CHAP.  XXXIX. 
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I  entrance,  or  ('as  we  may  well  fay)  a  kinde 
OftheOfigmllrfTmtnfhs:whjtheyvert  ofWelcome,  which  they  vfed  in  Rom^ 
firllgrAntedMdvfedit>Ri>me;tJowmi-  to  their  Captaincs  and  Generallcs,  with 
m  they  were  th At  triiunfhed:WhMATri-  theveriegreatcApompc  and  folemnitie 

Mrnph  it  t  and  thet  there  are  two  fortes  ^  that  could  bee  cjtptcfled  vnto  men.  And 
TnKtnphes.  1  albeit  Ttmmphs  were  much  vfed  among 

the  Romaines,  yet  Were  they  not  the  firft 

^uenters  of  them  »  Pot  Diodorus  Sieu- 
Ofpeakc  morally,  &  as  men  /«r,  and  doth  both  fay,  thatCew^, 

Ihoulddoc,  there  ate  prfo-  called  Dwa#  in  Antiquitie,  and  named 
cipally  two  caufes, which  in-  a!fo  Pater  Liier,  was  thefirft  that  euet 
cite  men  to  vndertake  great  Triumphed  in  the  worldc.  It  appcaicth 
_  -  ‘matters,  as  well  in  peace  as  likcwilc,  that  the  CarthagemansyKaio 
warre.  The  firft  is  Honor  and  renowne  5  Triumph :  for  (among  the  other 

the  fecond  is  profite  and  commoditic,  honours  of  fauh,thathcTri- 

Maenanimous.Noblcand  Heroickcfpi-  umphed  fourciimes. 

rits  do  chiefly  couct  thefirft  5  &  bale  and  Moreouer,  wee  rwde  of  Triomphes 
vnworthvfoulcsfcckefot  falary  and  hire.  amongtheKingsofiEgypt,and  c(peci- 
faith  in  his  Oration  which  he  made  ally  of  King  Ncuerthcleuc,ro 

for  •  ArchiasiatVottx  W<^  all  are  dr awrte  fpeaketeuely,  Triumphes  weteneuer  fo 

to  delire  commendation,  aud  they  fgreattii}  folcmnized  in  any  other  Nation,  asthw 
place  and enPe^ation/aHewith/u/Igaleaf.  were  among  theRomaincs :  forvpon  the 

^  ^  t  r  . . .  I  day  that  any  Captainc  mumpned,  the 

people  of  Rome  ctTticdi  fromallkindc  of 
Workes  whaifocuer,  and  not  any  matter 
(concerning  profited  was  permitted  to  be 
done. 

And  to  make  this  folemnc  Triumph 
the  more  complcatc,the  people  of  al  pla¬ 
ces  nccrc  neighbouring  thereto ,  came 
thickc  and  threefold  thither  to  behold  it . 
And  all  the  Cittie,  Temples ,  Strccics , 
Gates,  and  Windowcs,wcrc  enriched;  & 
hung  with  clothes  made  of  Gold,  Silucr, 
Silke,  Lcafes  and  Flowers  of  fwcctc  fmcl- 
lingfauour,  befide  all  other  magnificcn- 

cics  &  cofts  that  might  expreffe  any  figne 

of 


Dioci.SicKl.i» 
Ifh.6.cap.  to. 


lufmnlibxtf 


ter  honour  and  fame :  coueting  no  other  re^ 
compence,  or  greater  guerdon  for  their  rer- 
tue.then glory  onely.  The  fame  C/w^,  in 
another  Oration  made  for  the  defence  of 
Milo,  faith ;  Wife  and  valiant  men  do  notfo 

much  labour  inexercife  of  their  vertue,  for 
thereceitofwages,nsfor  tbehonor  thaten- 
fueth  thereby. 

This  being  well  confidcred  by  the  Ro- 
Th.  car.full  (more  then  any  other  Nati¬ 

on)  fought  how  to  honour  and  illuftratc 
^Tidcduerccoropcncc)  fuchasfttouc 
todo anynotableotvcmtousaac.  So 
that  in  ftiort  time  after,  and  proceeding 
on  with  the  fame  dctcrmmationi  Rome 
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Chap.  43' 


The  Originall  of  Triumphs. 
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Priefts  and 
Romainc  no- 
biliiie* 


The  mancrof 
thcTriam- 
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into  Rome^ 
prifoners. 


Hisownc 

Souldiours. 
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armour. 
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Gifts  and  pre 
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Conquered 
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lafled  three 
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cimes. 
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allowed,  but 
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*  A  hill  wlicr* 
on  S. Peters 
church  now 
ftwideth. 


^uch  men  as 
might  lawful. 
7  fciumph. 


ot  ioy .  The  Senate  and  all  the  Priefls, 
with  the  whole  Nobilirie  of  Rome  ^  and 
generally  the  better  fort  of  people,  went 
forth  into  the  fields  very  honourably  ap¬ 
parelled,  to  entertayne  the  Triumpher: 
who  entred  Rome  ^  cloached  in  purple, 
crowned  with  Laurell,  and  mounted  on 
a  golden  charrior,drawnc  by  foure  milke 
white  horfes.  All  his  prifoners  went  be¬ 
fore  him ,  attired  like  flaues  or  feriiants, 
hailing  their  heads  clofc  fhornc  or  flia- 
uen  :  and  the  Captayneor  King  of  the 
prifoners  by  him  vanquifhed ,  went  nea- 
reft  to  the  Charriot  before  anie  other. 
The  Souldiours  of  his  owne  Annie  en¬ 
tred  in  due  order ,  bearing  branches  of 
Laurell  in  their  hands.  Then  followed 
before  him  ,  Charriots  and  Waggons 
filled  full  of  armour^  which  hee  had  ta¬ 
ken  from  the  enemy  :  befide  other  wag¬ 
gons  laden  in  like  manner,  with  piatcof 
golde  andfiluer^  money,  icwells  ando- 
therrich  (hapesor  trophees ,  withfuch 
gifts  andprefents,  as  hcehad  recciiied 
of  Kings,  or  any  other  friends  to  Rome, 
Great  Caftles,  Towers,  and  other  En¬ 
gines  of  wood,  made  artificially ,  repre- 
fenting  conquered  Citcies  and  Fortref- 
fes ,  were  likewifecarryed  before  him: 
making  liiiely  reprefentation  ,  as  they 
marched  along,  offuch  battailes  as  had 
happened  in  the  laft  warre,  and  fq  CRadi- 
ly  to  the  life ;  chat  they  were  very  dread- 
full  to  (he  beholders.  Thefc  things  were 
fo  many  in  number  5  fo  mighty,  and  of 
(uch  rare  diuerfitie ,  that  the  Triumph 
(fometimes)  required  the  vfe  of  three  fe- 
ueralldayes,  becauleall  the  reprelentati- 
ons  might  be  the  more  amply  noted  and 
conceiued.  The  Triumph  confifted  of 
various  inuentions,  with  many  rare  de- 
uices,  too  long  to  be  reported. 

Nor  was  this  honour  of  Triumph, 
allowed  and  granted  to  euerie  Captainc 
or  Vidor  ;  but  there  were  Lawes  fee 
downe,and  notable  occafions  to  be  con- 
fidercdj  before  fiich  fauour  could  be  ob¬ 
tained  .  The  Captainc  that  meant  to  de¬ 
mand  it,  came  not  at  all  into  Rome  :  but 
abode  at  the  ^y'aticane ,  and  thither  the 
Senate  returned  him  anfwerc ,  whether 
fuch  grace  might  bee  permitted  him,  or 
no.  Firft  ofall,no  chiefc,or  commander 
of  an  Army  might  triumph  *,  except  hee 
had  beenc  Confull ,  Proconfull,  or  Di- 
datorj  for  Triumph  was  ncuer  granted 
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to  any  ofmeaner  condition.  In  regardc 
whereofj  Marcits  triumph 

denyed  him ,  albeithehad  worthily  con* 
quered  Siracufd^^  and  Setpio  alfojalthough 
he  had  sp/zme ,  For,  it  was  nc- 

ceflarily  required, that  the  batccH  miifi:  be 
great  and  notable  agasnft  the  encmie, 
and  aboue  fine  thoufand  men  at  the  lead 
ilayne  therein.  Of  thefc  mattcrs,r^/frw 
MdxmHs\%  Author. VVcIikewife  readc, 
that  C dto ^  being  Tribunes, 
made  a  Law,  whereby  they  ordayned  fe- 
uere  punifhment  for  any  Captayne,  that 
deliuered  a  falfe  report  of  the  number 
flaync  in  fight .  Nor  was  it  enough  for  a 
man  to  win  the  bactell,  how  doubtfull  & 
bloudy  foeucr  it  were  5  biu  hee  muft  fub- 
due  the  whole  Prouince  or  Country,  & 
Icaue  it  peacefidly  to  his  fucceffor,  bring¬ 
ing  home  his  army  braue  6^  vidorioufly: 
which  was  the  caufe  (fayth 
that  Triumph  was  denyed  to  Titus  Man- 
notwithftanding  all  his  great  vido- 
ries  in  Spaine  :  for  hee  fhould  hauecom- 
paffed  the  acquifition  of  fom  new  coun- 
tryjOr  entred  into  a  new  warre,&:  not  de¬ 
fend  that  only  which  was  formerly  won. 
Vpon  the  fame  occari5  alfo, great  ^in- 
tus  F^foV^iriumphed  not,  though  he  had 
conquered  them  of  Campania. 

It  was  obferued  as  a  cuftome  alfd,thac 
oh  the  day  of  Triumph  ,  the  Triumpher 
(hould  invite,  the  Confulls  to  fuppe  with 
him;  which  they  would  refufe  to  doe,be- 
caufc  (at  this  feaft)  no  perfon  fFould  bee 
prefent ,  to  whom  greater  honour  might 
be  done,  then  to  the  Triumpher.  The 
Triumph  alwayes  ended  in  the  Temple 
of  Jupiter  in  the  Capicoll ,  where  the 
fpoiles  (wonne  from  the  enemy)  were  al¬ 
together  offred,  and  deliuered  vp  to  pub¬ 
like  vfe.  And  bccaufe  the  triumpher  fhold 
not  ouer-glory  himfelfe  in  thefc  high  ho¬ 
nors  and  fauors  done  him  :  (ome  fay, that 
aflauc  or  bond-man  was  feated  by  him 
with  pcrmiffionjto  ieaft  and  fcoffe  at  him 
all  the  day  long,  &  ro  reproach  him  with 
fuch  iniiiries  as  feemedbeft  tohimlclfej 
as  a  plaine  apparance,  that  fuch  dignities 
depended  but  on  tranfitory  graces. 

Now,  to  make  this  tiiumphallhonor 
the  more  intelligible;  we  will  make  rchei- 
fall  offbme  one  or  two,  Specially  that  of 
Paulus  Mmiliusy  that  worthy  and  famous 
Captayne  of  Rome,  who  obeayned  his 
triumph  iuftly;  for  vanquifiiing  &:  tak  iiig 
_ Pp _  Ferfen-s, 
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ilicpowcrfiill  don ^ 

c.jucjucring an  i  ruinating  his  kingdoinc, 
and  ihcrctorc  made  his  Triumph,  accor¬ 
ding  as  ic  is  remembred  by  Plutarch j  in 
this  manner.  Our  firif  rcmcmbrancc,con- 
Concoutfc  pcoplcofRomc  in  generally 

people  CO  be-  with  them  of  all  the  neighbouring  parts 
^"'roundabout,  attired  after  their  very  beft 
^  *  ability  of  performance,  and  contending 

tor  places  inhoufes  and  windowes, where 
belt  they  might  take  view  of  the  triumph. 
Temples  fee  I  All  thc  femplcs  and  Churches  in  Rome 
open  and  per  j  wcrc  fctwidc  open,deckt  and  richly  hung 
*  ^  with  Fapiftryjgreene  boughesof  Trees, 

bcfide  plenty  of  incenfe  andlweet  fmel- 
ling  perfumes,  and  fo  were  all  thc  Rrcetes 
in  like  manner.  Nowbccaufc  in  the  Citty 
tlie  concourfe  ofpcoplc  was  infinite,  re- 
fortingfromfomany  feucrall  places,  in 
carneft  defire  to  behold  fuch  a  folemne 
rpc6tacle,thcre  were  certain  men  appoin- 
for^airbgc  ftaucsin  their  hands,  who  had 

the  Triumph.  charge  to  make  way  for  the  Triumphs 
paflagCjand  looke  to  the  peoples  fafe  fca- 
ting,  becaufe  thc  matters  prepared  for 
this  triumph  grew  fo  great,  as  they  were 
enforced  to  diuide  them  into  three  fciic- 
ralldaycs. 

Thcfirftday  wasfcarfely  fufficientfor 
entrance  of  all  thc  Banners, Standards,  & 
vanquifhed  Enfignes ;  as  alfo  for  paffage 
of  the  Statues,Colo(res, Tables,  and  Ima- 
ges/orall  thtfcwcrc  conuayed  along 'in 
order,  in  rich  and  well  appointed  Chari- 
otS5VVaggons,and  Thrones.  On  thc  fc- 
cond  day,  the  Armour  and  munition  of 
the  conquered  king,  and  what  clfc  belon¬ 
ged  to  thc  Macedonians brought  into 
the  citty  :  which  Armours  being  rich  and 
glorioufly  glittering,  were  coniienienily 
placed  on  beft  fighted  carriages,  mecteft 
Tor  their  full  and  ample  beholding.  After 
thefe  chariots  and  waggons,  entred  three 
thoufand  mcnjcarryingfilucr  mony(opcn 
tobefecnc)  on  great  Plates  and  Vcuels 
offiIucr,cach  one  weighingthrcc  talents, 
of  which  Plates  and  Veftels  there  were 
3  50  in  numbcr,and  foure  men  allowed  to 
carry  each  piece  of  Plate.  Thc  reft  that 
ferued  to  make  vp  thc  fill  number  of  three 
tlioufand  men,  carried  Fountainc  Pots, 
Ewrcs,Bafons,  Lauours,  very  ciirioufly 
wrought  in  gold  andfilucr,  bcfide  other 
veftels  of  thc  fame  mcttals,  moftrich  and 

magnificent  to  behold;  and  thc  paflage  of 
tlicfc  companies  continued  fo  long,  that 
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it  required  the  fecond  dayes  wliole  em¬ 
ployment  ,  marching  along  in  due  and 
comely  order. 

Thc  third  day  bcingcomc,  thc  breake 
of  day  nofooncr  began,  but  in  tl)cfirlt!luu»ycspcr.! 
band,&  beginning  of  thc  Triumph,  went  1 
Drums,  Fifes,  Clarions,  and  Trumpets  dcrotthc 

founding, not  fwcet  add  delicately ,  but  in  Triumph. 

fuch  ftcarnc  and  vigorous  manner,  asifi 
they  were  inftantly  to  enter  battail.  After  ] 
them  were  led  fix  fcorc  kinc,all  white,  ha- ' 
uing  their  homes  richly  guildcd,and  their ;  white  kmc 
bodies  coucred  with  coftly  cloathcs  r  all  appointed  for 
thefe  were  hclde  asfacrcdto  the  Gods,j 
crowned  and  decked  with  garlands,  and  | 
chaplets  of  faire  flowers,  &  they  that  gui-  j 
ded  the,  were  brauc  giiHanr  youths, fump- 
tuoully  apparelled  for  this  feruicc,and  for  with  Piatci 
the  facrificing  of  them ;  and  by  thefe  kinc 
went  as  many  comely  children,  carrying 
Plates  of  gold  and  filucrfor  the  facrificc. 

Next  vnto  thc  kine,wcrc  rancked  fuch  as 
carried  gold  money  in  chargers  of  gold, 
being  feuenty  feuen  in  number.  And  be- ; 
hindethem,  followed  they  thathoipcto 
beare  thc  great  Bollc  or  Cuppe  of  golde,  ^  A  BolJ'’or 
weighing  ten  Talents,  which 
millm  had  caufed  to  bee  made,  enriched  Talent*, 
with  many  fumptiious  and  vnualuablc  | 
precious  ftoncs.  They  which  carried  the  ■ 
chargers  ofmoncy,wcre(uchas  had  bin  ' 

Tcerefl  in  fauour, about  the  YAngsAntigo- 
ntu^Seleuciis^nik  other  Kings  of  Mace  don  ^ 
cfpecially  thc  forenamed  Next 

followed  thc  chariot  of  thc  conquered  red  kings  cha- 
King,  with  the  Armes  and  Weapons  riotandhis 
which  he  vfed  to  wcarc,his  Crown, Seep- 
ter  royal  and  rich  Robe  laid  vpon  the  Ar¬ 
mour.  Bebinde  thc  chariot^wcrc  thc  chil- 
drento  the  poore  kingled  as  prifoners, 
with  a  great  number  ot  his  chccfcft  Offi-  cHMrenicd 
cers ;  as  thc  Matters  or  Gouernours  of  his 
houiliold,  his  Treafurers,  Chancellors, 
Secretaries,  and  others  of  high  employ¬ 
ment  in  his  affaires.  They  all  wept,  &  cx- 
prefled  extraordinary  fignes  ofgrccfc, be¬ 
holding  thcmfclucs  brought  into  fuch  a 
feruitude^  which  moued  all  thc  beholders 
to  much  companion. 

Of  thc  children  belonging  to  this  king,  children  — 
there  were  1  males  and  a  females,  but  lo  |wcakcYndcc- 
yong  in  ycarcs,  as  they  were  not  capable ; 
of  vndcrftanding  their  misfortuncs^wher- 
by  thc  people  were  fo  much  thc  more  in¬ 
cited  to  piety  their  condition,  S:  thought 
it  vnbefeeming,  ihat  affli<ftion  iTould  bee 
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The  golden 
Crowncs  of 
the  Citticsof 
Greece  borne 
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him, and  he 
following  in 
triumphall 
manner. 


feenc  in  fiich  tender  yearcs.  In  this  Tri- 
Thekings  j  the  Father  followed  Iiis  children, 

wofuli  going  I  aitircd  after  his  Countries  rhanner  ^  but 
inthcmumph  |  yet  in  blackc  habites,  pacing  on  troubled 
and  fearcfully^as  indeed  he  had  good  rea- 
foil,  confidcring  his  prefent  eftate,  and 
whence  he  was  falne. 

After  the  King^tollowed  his  friends  & 
fauourites,  with  a  great  number  bf  his  fa- 
miliarSj  who  all  looking  on  their  King  , 
confounded  themfelues  withforrow,  to 
feehis  reuerend  cheekes  furrowed  with 
tearesj  and  many  of  the  Romutis  bemoa¬ 
ned  his  mifery.  Then  after  were  brought 
the  crowncs  of  gold,  which  the  ancient 
Citties of  Greeceh^d  prefented  to  Paulpif 
Aemtllias^  who  followed  the  triumphant¬ 
ly,  mounted  vpon  a  goodly  Chariot,cloa- 
thed  in  purple  tifFue  of  golde,  bearing  a 
Lawrcii  branch  in  his  hand^and  a  crowne 
of  the  fame  vpon  his  head.  Behinde  him 
followed  the  people  both  on  footc  and 
horfeback,fome  hauing  branches  of  Law- 
relland  Palmein  theirhands>  andfome 
with  Banners  and  Pennonsfinging  in  ho¬ 
nour  of  their  Captaine,  triumphing  thus 
aftei:  his  vidorieSjWith  other  moft  delec¬ 
table  fights  to  behold ;  and  in  this  order 
Paulus  Aemilim  triumphed  thxo^  Rome. 
Others  alfo  did  the  like^with  fome  things 
added  or  diminifhcd,and  fo  they  went  to 
offer  their  fpoyies,  in  the  Temple  of  7^//- 
^erwithin  the  Capitol!  5  and  thcre^accor- 
ding  to  the  forme  and  manner,  as  their 
blinded  religion  then  required,  they  gauc 
chankes  to  their  Gods  for  the  vidfory  ob- 
tayned.  Andnotwithftandingthatin  this 
fafliion  they  obferued  ^  performed  their 

1C  order  of  ?  yct  they  had  a  Law 

iuniphmg,  ir^according  to  which  Law, they  gaue 

i<iby  merit.  [  triumph  by  defert,  maldng  a  diftindfion 
;  of  the  gates  &  ftreccs,vwhei'eat  they  were 
to  enter,  and  whereby  they  fhouIdpafTe 
along,  the  times  alfo  becing  ordered  and 
appointed.  But  concerning  other  things,’ 
as  fports,playes,&  Feafts  of  diuers  kinds, 
it  was  permitted,  that  eiiery  man  might 
augrnent  and  enrich  his  triumph,  and  his 
chariot  alfo ;  for  it  is  found  rccordcdjthat 
they  had  a  cuftome,to  be  drawnc  by  four 
white  horfes,  and  yet  notwitbftanding, 
tome  hauc  bin  drawne  by  as  many  Buis* 
Great  Pemj?ej,wben  hee  triumphed  for 
Affric^^e  entred  in  a  Chariot  drawne  by 
VXe^hawis^SuotomHs  faith,that  Juliu^c^jar 
when  hce  made  his  triumphall  entrance 


435 


No  great  dif¬ 
ference  in 
the  Romane 
Triumphs. 


A  Law  for 


Sports  and 
Feafts  were 
by  free  per- 
ffiiifion. 


I  jbe  manner 
bow  diucfs 
were  drawne 
in  their  tri¬ 
umph. 


u 


had  his  chariot  drawn  by  forty  clcphanis 
With  the  like  Beads  triumphed  the  Em- 
peroiir  Gordianm.  And  7’/^/////^  w.riteth, 
that  the  Emperour  AurelianpPs^\N\\oy^a% 
king  of  the  Gothes^  triumphed  in  a  chariot 
drawne  by  Harts  .  V  Vc  rcade  alfo,  that 
APark  Anthony  in  his  triumph, had  his  cha¬ 
riot  drawne  by  Lyons.  The  Roman  Cap¬ 
tains  had  a  cudome  bedde  when  they  tri¬ 
umphed, to  haue  a  young  childe,or  many 
in  their  chariots ;  whereof  Cicero  maketh 
mention  in  his  Oration  pro  Munera,  O- 
thers  caufed  to  be  led  in  their  triumphs, 
an  infinite  number  of  wilde  and  fauage 
Beadsjas  Lyons,Ounccs,Bcares,Tygers, 
Rliinocerots,Fanthers,  Dromi-daries,  6<: 
other  kindes  of  beafts,asdid  Titus  ^  Vef 
pdfian^accoxiim^  to  the  relation  of  Jofe- 
phus.  Some  other  alfo  would  hauc  their 
entrance  with  diuerfity  of  Miifique,  as 
well  by  indcumencs  as  voyccs,  with  infi¬ 
nite  other  the  like  deledations.  Among 
all  which  triumphs,  tome  were  more  fin- 
gular  then  the  reft  5  as  thofe  of  Pompg  & 
Cdfar  5  ofthe  two  Brethren  Scipioes  5  and 
likewife  ofthe  hdondus 

fpeakesin  his  Book  ofRome  triumphing, 
&  according  as  Patdus  Grojiusiaiethyhat 
there  were  320  Triumphers  in  Rome;  the 
laft  wherofwas  the  emperor  Probtis Srovn 
whofc  time  fince,Romc  ran  to  her  deca¬ 
dence. 

In  Rome  there  was^  yet  another 
kindc  offolemn  weIcom3which  was  fom- 
what  lefTcihcn  triumphing,  being  called 
Oudtio^  and  giuenfbr  vidlorics  when  as 
fomething  wanted  of  fuch  necelTary  con¬ 
ditions  as  required  triumph* As  for  exam¬ 
ple, if the  Captainebadnotbin  Confull 
or  Proconfull,  or  had  made  war  without 
great  refiflance,or  little  bloodflted  in  bat* 
taiIe,or  had  conquered  people  of  (lender 
eftceme  5  or  if  the  war  had  bin  done  with¬ 
out  expreflfe  authority  from  the  Senate, 
&  fuch  like  other  conditions;  then  in  fted 
of  triumphing, this  Omtio  was  granted  to 
him, &  it  was  performed  in  this  manner* 
The  Captaine  entred  Rome  on  horfe- 
backCjinftead  ofacharior,  andfome  of 
them  (in  elder  times)  entered  on  footc, 
crownd  with  the  leaucs  of  MyrrhCaWhich 
were  offerings  to  Venus ^  beeaiifc  fiich  tri^ 
umphing  was  not  reputed  Martiallj  but 
( as  it  were)  vcneriall,  according  as  Aulm 
Gellius  faith*  1  he  people  attending  oh 
this  Captaine,  were  not  armed,  neyrher 

P  P  2  founded 


Whence  the 
fprmcof  our 
Pageants  wer 
aefirUdeui- 
fed. 


Some  tri¬ 
umphs  more 
finguiarthen 
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^  A  fmall  tri- 
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o(it  flaughtcr 
of  mentor 
ve'fy  few,' 


AuLceHitu  in 
Attic » lib, 
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Xhe  Originall  of  Triumphs.  4.Booke 


ThcfirftO- 
vation  Tri¬ 
umphers,  and 
that  accepted 
thereof  very 
gladly. 


?rin.m  libs- 
cap,iz. 


How  this 
kinde  of  tri¬ 
umph  tooke 
name  at  the 
firftjby  vari- 
ety  ol  opinion 


Ibunded  Trumpets, Drums,  or  any  other 
inftruments  ofwarre  jbut  Flutes  &fwect 
muficall  inftruments,  foft  and  delicate* 
Ncucrthcleffc,thcy  entred  in  order,  and 
with  their  booty,  and  the  Senate  went 
foorth  of  the  Citty  to  mcctc  and  rcceiuc 
him,makinga  great  feaft  for  him,  asalfo 
highly  pray  fing  &  commending  him. 

I  finde  that  many  excellent  Captains 
hauc  requefted  &  accepted  of  this  honor, 
and  the  firftwas  P olihumm  Liherius ^  ha- 
uing  vanquiftied  the  Sabines*^  and  Marcus 
Marcella ^ox  his  viftory  at  sy^^cufa.  Sue- 
tonius  affirmeth,  that  O^taums  Cdfarcn- 
tred  thus,  after  the  Phillippick  battailes,  & 
the  warre  of  Sicily .  The  caufe  why  this 
fmall  triumph  was  fo  named,  is  deferibed 
by  Pliny  jiox  in  declaring  that  diuers  Cap- 
taincs  were  denyed  this  kinde  of  triumph, 
and  could  by  no  mcancs  obcayne  it :  hce 
proceedeth  to  yecldc  a  reafon,  why  this 
Oiiatio  was  lo  xczxxx\cA»The facrtfice  (^fay- 
cth  he )  which  the  Captaine  then  effered^W/u 
a  Sheepe,  which  in  the  Latine  tongue  is  culled 
Ouis  :  hut  the  other  Triumphers  offered  a 
BuU^and  therefore  ^pon  the  word  OuU^  the 
reception  and  entertainment  made  vnto  they 
wax  called  Ouatioyor  Oualis,  Some  other 
fay , that  it  took  name  by  a  certaine  found 
in  the  peoples  voyce,of  0<?,  or  elfc  Oue : 
but  bccauic  this  is  a  matter  of  fmall  im¬ 
portance, it  fuallfuffice  tofay,thatfucha 
thing  was  named  Ouatioy  cythcr  of  the 
word  0«^,orofthc^othcrYoyceof  Oe  or 
Oue, 

It  wasalfo  permitted  to  the  Trium¬ 
phers,  to  ere(ft  their  Statues  inTemples, 
&  common  places  of  refort :  alfo  to  build 
Arches  and  Collombs,  named  Trium- 
phalljframcd  of  Marblc,and  in  or  on  the, 
toinfculpt(mofl:  excellently)  their  battels 
and  vidones,  for  their  owne  pcrpetiiall 
memory.  Theveftiges  or  footings  of  the 
arc  (at  this  day)  to  be  fcenc  in  Rome;  and 
thefe  things  wer  thus  done,  in  imitatio  of 
Tropbees,anciently  vfed  among  the 

helping  themfclues  thereby  in  man- 

ncrfollowing.In  the  fame  placc,where  the 
in  what  man-^Captainc  had  obtayned  any  viditory,  a 
great  tree  was  prepared, the  greateft  thcr- 
about  to  be  found,  the  branches  whereof 
were  all  cut  off ;  and  then  vpon  the  trunkc 
was  faftenedall  the  coat-armours  of  the 


A  further  per- 
million  gran, 
ted  to  Trium¬ 
phers  of  cre- 
dling  Statues, 
Piliars,&c. 


which  ftgnifieth  a  fleeting  conuerfion,  or 
retreated, bccaufc  (in  that  place)  the  ene¬ 
my  was  put  to  flight,  or  dirgraccfull  re- 
trcatc,and  fo  the  Romanes  afterward  were 
glad  to  follow  their  fafhion. 

SaluH  writeth, that  Pompey\i^\m^  o- 
uercome  the  Spaniards,  planted  his  Tro- 
phecs  on  the  top  of  the  Pyrennean  Moun- 
taines ;  and  this  coiirfc  (by  trait  of  time) 
was  in  fuch  clftcemc,  that  they  grew  to  be 
made  of  ftone*  But  this  matter  canap- 
proiie  itfclfe  to  be  much  more  ancient, & 
that  other  Nations  hauc  made  vfe  therof : 
for  wc  readcjthat  Saulhm\x\^  vanquifhed 
Agagl^m^  of  the  Amalekites^  andbeeing 
come  to  Mount  Carmell,  he  ercited  there 
a  triumphall  Arch,  as  a  memory  of  his 
viitory.  In  brcefc,ihe  honour  of  triumph 
was  eftcemed  and  affc£ted,morc  then  any 
other  honour  in  Rome^  fo  that  for  obtay- 
ningitjthe  Captaincs  would  expofe  their 
Hues  to  all  trauailc  and  perill.  Bcfide,the 
Triumphers  grew  to  great  wealthy  both 
by  the  enemies  fpoyles,  and  the  gifts  of 
their  friends, and  fo  much  the  rather  hauc 
I  reported  thefe  things ,  becaufe  Princes 
may  thereby  receiuc  example, how  to  ho¬ 
nour  and  remunerate  their  Captains  and 
Soldiers  to  their  merits.  But  in  thefe  de¬ 
caying  dayes,  fluggards,  and  fuch  as  doe 
nothing  at  all,arc  as  well,  if  not  better  rc- 
fpefted,  then  they  that  aduenturc  their 
Hues  and  goods,  both  for  fcruicc  of  their 
Prince,  &  profitc  of their natiue  country 
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Triumph  was 
more  coueted 
then  any  0- 
thcr  honour 
inKome. 


of  fuch  names  of  mmonaU,  honour  and  re- 
nowne,  which  the  Romane  Captaines  had 
granted  andgiuen  them,according  to  their 
feuerall  pillories. 


A  further 
ditivin  of  ho¬ 
nour  to  the 


ner. 


Ver  and  befide  this  high  digni¬ 
ty  of  Triumphs,  the  Romane 
Captains  had  farre  greater  ho¬ 
nours  giuen  them,by  names  &  jR®®*"'  <5'' 
firnames,  which  were  impofcdon  them 
by  the  people  and  Prouinccs,that  had  bin 
_ _ _ conquered  and  ouercome  by  them.  And 

vanqui(hcd,asavii9:orious  andhonoura-  jasic  was  a  notable  forme  of  exaltation 
hie  memory,  and  it  was  called  Tropxum  to  honour ;  fo  did  they  immortalize  their 
or  Trci>hsum,Stet  the  greckc  word  Trepi-,  houfes  of  difccnt,  by  contrary  names  of 
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Of  Sirnames  of  Honour. 


Mecellut  and 
iwo  more  oF 
his  namC)  had 
their  (irnames 
according  to 
their  con¬ 
quers. 


Martius  Cori- 
olanus  and 
Sergiui  Fi- 
denaius. 


MecelliM  Ba- 
Jcsricur. 


Mummius 

Achaicui. 


jScipio  Affri- 
canus  aiid 
Numancinus. 


Scipio  Aflfri- 
canus. 

Scipio  A^ati 
cus. 


Emperours 
(iroamed  af^ 
ter  conquered 
countries. 


glory  and  fame,  oncly  through  their  me¬ 
morable  adions,  which  procured (b  ma¬ 
nyworthy  and  illuftrious  Families  in  the 
Gitty  of  Rome. 

For  our  firft  entrance  into  this  di(^ 
courfcj  wee  may  take  an  example  by  the 
three  whereof  one  ('according  as 

Salujl  and  fome  others  vvrite^  becaufe  he 
had  ouercome  King  //^^«rr^/f,conqucring 
alfo  his  lands  and  kingdbme  of  Numidia-^ 
was  firnamed  Numidicm.  Thcfccond 
being  Slmntus  Mete  Urn  Soi  the  vi^ory  he 
obtayned  againft  the  king  of Macedon^\N2% 
firnamed  Macedonktts .  And  the  third, 
C retiem^  becaufe  he  conquered  the  Ifle  of 
Creete .  But  much  more  ancient  then 
thefc^were  Ma,rtiu6CoriolanH^^^x\A  Sergi* 
m  FidenMus,  Thefirftwas  named  Cork 
olanns^  after  the  Towne  CorioU  in  Latium^ 
by  him  conquered.  And  the  other  by  the 
like  afte  on  Fidem^a  Towne  in  Italy. hno- 
cher  Mete  11m  alfo  was  firnamed  Balcaricud^ 
becaufe  he  had  conquered  to  the  Romane 
Empire,  thclflands  caWcdBaleares^novt 
tcarmed  Maiorque  and  Minor que. 

Lucm  Mummius  was  firnamed  Achak 
cus^  becaufe  hee  had  fubdued^r^4w  and 
Corinthe.  So  the  other  BratM^xn  regard 
he  brought  dtxeGaules  in  (ubiedion.  was 
firnamed  Gallm.  The  two 
brethren, were  honoured  by  the  names  of 
the  people  whom  they  had  vanquifiicd  j 
the  one  in  Affrica  and  Carthage^and  the  o- 
thcr  in  Ajia^  becaufe  he  conquered  alfo4n 
j  Antioche  and  in  Ajia :  for hcc  was  the  firft 
•  that  dirplayed'thc  RomaneCoullors  or 
Enfignesin^/?;f.  Another  after¬ 
ward  ,fonnc  to  PatdM  JEmf/Ifds(o[who(e 
triumph  wc  haiie  already  fp'oken)  6cNe^ 
phew  adoptiiie  to  great  Scipio^  waslikc- 
wife  firnamed  Africans  5  becaufe  hee  af- 
fayled  and  won  the  great  and  puiffant  cfi^ 
ty  of  Certhage.'He\xexthe\e{^e^e  rccciued 
a  greater  honor  and  guerdon, ^0  be  firna¬ 
med  ?{umancinM^  and  he  himfclfc  held  it 
infarre  higher  refpedi  5  becaufe  in  Sfaine 
he  deftroyed  ^umantia^and  vttcrly  oucr- 
threw  the  Numantines, 

1  findc  in  like  manner,  that  Emperours 
attributed  vnto  thcmfelues  the  firnames 
of  conquered  places,  (peaking  them  ex- 
prcflTely  in  their  Letters  mifliue  and  other 
inftruments  5 namely  SeuerM^  and  his  fuc- 
ceffors  after  him  •  as  iotArahia^  Parthia^ 
Armenia^  Germania^and other Prouinccs 
by  them  fubdued.So  one  named  himfclfc 


Marcus  Man- 
.*ius  CapiioJi. 
nus. 


Noucllui 
Torquatus  & 
Manlius  Tor 
quatus. 
Quintus  Fa* 
bius  Cunda- 
cor. 


Arabics  ^another  Parthicus^  another 
meniciesfo  GermanicM^and  Afiaucm:eac\\ 
man  according  to  fuch  vi<fiorics  as  he  had 
obtayned,  fo  did  hee  magnific  hiin- 
fclfc. 

Morcouctj  for  other  matters  and  rcafons, 
thcRomanc  Captaines  were  illuftratcd 
by  efpcciall  names^for  their  greater  mag¬ 
nificence  and  fplcndour.  Aswereadeof 
Marctl^  ManliM  ^  who  for  defending  the 
Capitoll  from  the  forces  dfthe  French ^ 
was  firnamed  Capitolmfts.  The  family  of 
the  T nqtiati  reccyiied  that  fimamc,for  ta¬ 
king  a  Chaineor  Collet  from  the  ncckc 
ot  an  enemy, for  a  Collet  of  Chainc  iii  la- 
tine  is  called  Torquis^  and  fo  were  diuers 
of  them  therefore  named.  Slwntm  Fahm 
Maxima ybecaixfc  by  long  delayes  Sc  diffi- 
mulations,  hee  had  held  out  Hannihallm 
warrc,only  for  the  defence  of  Rome^  they 
firnamed  him  CunFl^ator is  as  much 
tofay,asateinpori(cr  or  delayer.  And 
for  the  fame  rcafbn  allb,  they  termed  him 
(befide)  the  Shield  or  Buckler  of  Rome, 
which  redounded  to  his  greater  aduan- 
tage  and  honour. 

Marcus  Marcellus ^who  lined  alfo  in 
ihofc  times,  in  regard  of  his  great  power 
and  valiancy, the  continuall  battels  which 
(without  cealling)  he  gauc  to  the  enemy, 
^3iSta\kd^rheSTVordo/ Hanniha/I.  And 
that  excellent  Captain  Sy/ldy  though  fom- 
what  crucl  jwas  firnamed  Happy, in  regard 
of  his  prorperous  viftories.  Pompey  like- 
wife  was  fo  renowned  by  bis  fuccefie  in 
warre,  that  he  hadthefirnamcof  Great 
giuenhim,  then  which  title,  I  know  not 
what  could  more  haueraifed  and  exalted 
him.  So  farre  extended  the  dignity  of  fir^ 
names,  granted  to  Captaines  in  thofe 
daycs,efpecially  to  fuch  as  were  vertuous 
Commanders  and  Gcncrals,asthcy  were 
alfo  called  Emperors, which  in  thefc  more 
modernctimes^  is  the  title  of  fupremeft 
dignity, and  which  could  not  then  beegi- 
uen,biit  to  a  Captainc,  Prxtor,  Confull, 
or  Proconfull,  that  had  bin  vidorious  in 
fome  notable  battailc,  and  had  dcfolatcd 
the  enemies  country,  by  the  death  of  a 
great  number  of enemies:  As  if  two  thou- 
iand  of  his  men  were  flaine,  there  muft 
then  ten  thoufand  perifh  on  the  enemies 
fide, and  not  otherwifoit  was  granted. 

With  thisfo  gracious  and  happy  a 
firname,was  lulius  cqfaryhe  Father  of  la- 
Im  Cafar  honored,  for  the  vi£tory  which 
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^  Callcaalfo 
Sabdli,a  peo¬ 
ple  of  the 
Mouncaines 
betweencthe 
Sabines  and 
the  Marhia 
Italy. 


Mark  Antho¬ 
ny  was  offen 
ded  atCxfar. 


The  name  of 
King  hatefull 
in  Koae. 


Well  def’r- 
uing  Gran¬ 
ge  rs  as  much 
rcfpeAcd  and 
rewarded, as 
the  natiue 
finoes  of 
Kome. 


A  talus  King 
of  Alia. 


Eumenes  bro¬ 
ther  to  Aca- 

lut. 


Deiotarui 
king  of  Gala¬ 
tia. 


Maltinifla 
king  of  N«- 
midta. 


he  had  againft  the  *  SmnUes  &  LncmeSy  j 
in  the  time  of  Sj/Z/d.  Pomfey  alfo  was  cal¬ 
led  Emperour^for  the  memorable vidory 
he  wonne  in  Ajfria ,  againft  Domitm. 
MmtaTullm Cicero^  beeingProconfull 
in  the  wane  againft  the  Parthiam^  was  by 
them  of  the  Army  named  Emperour,  for 
the  viftory  there  obtained.  /»/w  C dfar, 
before  he  was  called  to  the  Empitc,  was 
ftylcd  Emperour,  by  rcafbnof  his  many 
viilories.  But  if  this  Captainc  had  not 
fuffered  great  rcfiftancesinhis  battailes, 
he  had  not  bccnc  worthy  of  that  name,  & 
yet  notwithftanding  he  was  reprehended, 
lb  that  Marke  Anthtmy  murmured  againft 
I  him,  and  yet  bccaufc  he  had  taken  a  great 
City, on  the  further  fide  of  the  Riucr  Eh- 
phratef^  he  was  content  that  they  (hould 
call  him  Emperour.  After  /hUm  Cafar 
and  hisfuccclTourSjinucfting  thcmfclucs 
with  the  full  Scigneury  of  RomeZU  know¬ 
ing  well,  that  the  name  of  King  was  in 
horror  and  deteftation  among  the  peo¬ 
ple,  they  would  bee  named  Emperours, 
which  title  hath  continued  cucr  fince,  & 
is  the  very  greateft  of  all. 

So  then  wc  fee,  that  for  fuch  honors, 
the  Romanes  faylcd  not  in  their  gratifica- 
tion,afwell  to  their  ftrangc  frends  abroad, 
being  vnder  their  rc wardjas  to  the  homc- 
bo  rnc  fonnes  of  Rome  •  Bccaufc  like  as 
they  were  powcrfull  and  rigorous,in  figh¬ 
ting  againft  enemies  5  fo  were  they  as  gra¬ 
cious  and  liberall  to  fuch  as  affiftcd  them. 
So  that  in  the  fame  kindc  of  bounty  ihcy 
gauc  to  king  Aulus  the  Prouince  ot  Afia^ 
with  the  title  of  king :  for  which  ('after¬ 
ward)  he  was  ingratcfull,  bccaufc  (by  his 
tefiament)  hcc  returned  all  his  profits  to 
Rome .  To  Eumenes  the  brother  of  this 
Atdt^^  bccaufe  he  had  well  ferued  and  af: 
lifted  the  Romanes the  againft -rif;;- 
tiochus :  the  Senate  gauc  him  all  the  Cit- 
tics  and  Townes,  which  hec  had  conque¬ 
red  from  Antioebus  in  Ajia,  T  o  king  Ve- 
iotarusoi  Galatia^  bccaufc  hcc  had  ayded 
Pompey,  in  the  warre  againft  Mithriaates^ 
the  Romans  gauc  him  the  Prouince  of  the 
IcfTcr  Armenia .  In  the  like  manner  was 
king  Mafsmffa  of  Numidia  guerdoned, 
hauing  bccnc  embraced  byi’f///^,as  his 
companion  and  friend  to  the  people  of , 
Rome:  to  him  was  giuen  all  whatlbcucr  he 
had  conquered  in  the  kingdomc  oi  Sy^ 
l^haSiVAxo  had  affiftcd  the  C arthagenians* 
Nor  wcrcthcfc  gifts  and  prcfenis  al- 


lowxd  to  Captaincs,and  men  ofapparan- 
ciconelyj  but  likcwifc  to  them  of  the 
meaneft  condition,  they  gauc  gifts,  pre- 
rogatiucs,  and  great  honours.  TheCon- 
fiili  Marius^  knowing  the  well  deferuing 
of  two  companies,  that  had  fought  vali¬ 
antly  againft  the  cimbrians^  a  people  a- 
mong  the  Allemaignes^zu^  were  come  in¬ 
to  Italy  with  him,hc  rccciucd  them  as  Ci¬ 
tizens  of  Rome.  When  being  reproued 
for  doing  fuch  a  thing  contrary  to  their 
Lawes,  he  made  anfwcr :  In  the  notfeand 
clattering  blowes  ofweaponsyhere  is  no  voice 
of  the  Law  heard. 


CHAP.  XLIf. 
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of  fuch  Crownes^  with  other  recompences 
and falaries^  which  the'^ovaznesgaueto 
Soldiers,  Alfo  ofpunijhing  offenders, com- 
prehendingQn  this  cffe)an  esccellent form 
for  warre,andgoodgoHernment  of  a  com- 
mon-wcalth. 


HE  Romans v^eievioiczie- 
full  oncly  for  honouring  & 
gratifying  their  Captaines, 
but  offered  them  (befide) 
infinite  other  graces  &  fa- 
uours, rewarding  them  honourably  in  di- 
uers  and  fundry  kindes,  with  Crowncs  & 
Icwcls^  as  holding  them  in  particular  c- 
fteeme  and  reputation,  and  according  to 
the  merit  of  their  adions  in  Armes,in  the 
fame  fort  were  they  refpc£ted  and  requi¬ 
ted. 

When  aCaptaine  had  obtained  avi- 
dory  in  fomc  notable  battailcjwcrc  it  vp- 
ponthcSca  or  Land,  and  had  therein  ta* 
ken  fomc  Townc  by  force,  or  done  any 
other  fingular  enterprize^  immediately 
after, they  had  a  cuftomc  to  make  diligent 
inquifition,  concerning  the  valour  of  the 
particular  bandcs  andfquadrons.  Then 
mounting  vp6  the  Theater, after  they  had 
giuen  thanks  to  the  Gods  for  the  vidory 
obtayned :  in  gcncrall  they  commended 
the  whole  Army,  and  cfpccially  extolled 
the  band  or  fquadron,  that  had  fought 
with  moft man-hood .  Afterward  they 
reucalcd  particular  men  in  the  compa¬ 
nies  by  their  names, publifhing  the  worth 
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of  their  vertue  and  courage,  in  nolcffc 
mcafure  then  they  had  dcfcnied :  terming 
them  friends  and  loners  of  their  country, 
faying  alfo,  that  the  Common-wealth 
flood  highly  obliged  to  them  •  And  this 
bceingdone,  they  gauc  then  prefents  of 
Gold  and  Siluer,  of  Crowncs,  Girdles, 
Bracelets,  le  wels,  as  alfo  very  excellent 
armour  for  horffes,  made  fo  curioufly,  & 
dcliucrcd  withfuch  defences  and  prohi¬ 
bitions,  as  no  man  was  fiiffcred  to  vveare 
or  hauc  the  like, without  he  had  deferued 
it  in  the  fame  manner  •  Hiftorics  arc  full 
of thefe  things,  and  particularly  TiM  Li- 
uifUy  fpcaking  of  the  Conful  Pafyrm  Cen- 
foTy  faith  5  that  he  gaue  Bracelets  of  Gold 
to  fourtcene  Centurions  and  afterward 
to  a  fquadron,  he  gauc  very  rich  &  coflly 
Ornaments.  As  much  hcc  faith  oiscifioy 
being  in  5/4//;<f,and  other  places. 

Now,  concerning  the  Crowns  which 
they  gauc,  they  had  diners  names^  and 
were  accordingto  the  degrees  of  mcritc  • 
They  had  the  Crowne  Objidiondis ,  the 
ctovf ncTriumphdts^  the  crowne  Oudis^ 
Corom  CiuicA^  Corom  MurdisfioronA  Na^ 
udiSy  and  CoronA  CABrenJis.  Pliny  fpea  • 
kcthofthcmall,  andfodocth  AultisGel- 
Imy 

But  that  Crowne  of  grcatcflcxccllcn- 
cic,  and  more  eftcemed  then  all  the  refl, 
w^sCoronaObfidianAlis^  which  extended 
tothccircklcdorficdgc  of  the  Campc, 
and  it  was  giuen  oncly,for  hauing  deliuc- 
red  an  army  enclofcd  and  befiedged  with¬ 
in  a  Townc  or  Citie,  or  when  a  camp  was 
flri<21y  enuironed.  So  that  by  fuch  a  wor¬ 
thy  clccde  of  armes ,  the  place  or  people 
accounted  thcmfclucs  to  bee  dcliucrcd 
from  death, or  mctcilclTc  imprifonment: 
for  no  other  aftion  whatfocucr ,  was  this 
honor  &  refpeft  to  be  giuen.  The  crown 
was  made  ot  grccnc  Icaucs,  for  they  eared 
not  to  hauc  it  madeofGoldc,  or  other 
mcttalljbutof  thegrafleand  hearbes  of 
the  fame  field,  where  the  cncmic  had  bin 
ouerthrowne  or  forced  to  fiighr.  W iih 
this  Crown  was  crowned  the  Great 
tns  faUus^  becaufe  when  HannibAll  was 
before  RomCy  hce  defended  and  dcliucrcd 
it  from  his  befiedging.  JEmillm  Scipioy 
was  alfo  crowned  therewith  in  Ajfricafax 
hauing  dcliucrcd  the  Confull  Manlif^ , 
with  ccrtainc  bands.  CAlphnrniusoht^y- 
ned  it  alfo  in  Sicily and  fo  did  the  valiant 
L.CincinAtHA  DentAtm^  and  feme  other. 


Lawmayfom 
limes  bee  dif- 
periled  widul 
on  needefuli 
occaiions. 


CoronACimcAy  or  the  Citizen  crowne, 
was  made  of  Oaken  Icaucs  and  branches,  the 
with  the  fruite  or  Acornes  hanging  on  ir.  Crown^giutn 
This  was  giuen  to  him  that  had  faued  a  |^®TCauinga 
^ittizcn,  when  his  litcwas  mextreame 
pcrill,  killing  his  enemy,  &  making  good 
the  place  where  the  danger  hapned.  This 
crown  was  fo  much  made  account  of, that 
fometimesir  fell  to  fuch  a  mans  Honour, 
who  for  iauing  one  Romanc  cittizen,at  his 
deliucrance  flew  two  ofhis  enemies.  But 
bccaufc  he  defended  not  and  made  good 
the  place  from  future  pcrill ,  doubt  was 
made,  whether  he  had  deferued  this  Citi¬ 
zen  Crowne,  or  no.  Neuerthekfle,  Law 
was  dilpcnfcd  witball,  and  it  was  conclu¬ 
ded  to  be  giuen  him,  feeing  hec  had  deli- 
uered  the  Cirizen,and  flaine  two  of  his  c- 
ncmies  in  a  place  (b  perillous,  which  was 
not  in  his  power  ftill  to  protc(S,althoiigh 
the  Law  imported  ib  much.  And  albeit  a 
man  had  dcliucrcd  a  King,  or  a  Captaine 
of  confederates  and  friends,  yet  could  he 
not  hauc  his  crowne  to  reward  him,  ex¬ 
cept  he  had  dcliucrcd  a  Roman:  I  find  that 
Pliny  rccordcth,that  this  very  fame  crown 
had  bccnc  giuen  to  one,  who  flewethe 
firft  cncmic  that  mounted  on  the  wals  of 
a  City  or  Fortrefle,  being  defended  by  or 
for  the  Romanes. 

Vi\\sCoronACimay  was  themoft  ex¬ 
cellent,  ncxtvnto  the  Obfidionall,  and 
might  dayly  be  worne ,  and  in  all  places . 

Likewife,  he  that  deferued  this  Crowne, 
was  of  filch  account  and  efteeme,  as  hcc 
might  fit  in  the  Theater,  or  at  Feaftes, 
where  hce  had  alwayes  his  place  necreft 
vnto  the  Senate.  And  when  hce  entered, 
the  Senate  would  rife  vpon  their  fccte,to 
do  him  honor. 

He  flood  alfo  free  and  exempt  from 
any  Office  or  charge  whatfocucr ,  except 
hisplcafure  wasto  accept  it;  and  moreo- 
ucr,for  his  fake,  and  in  regard  of  him, his 
Father  and  Grandfather  (if they  were  li- 
uing)  flood  exempted  alfo. M any 
obtained  to  wcarc  this  Crowne,  &  elpc- 
cially  the  mofl  valiant  Cmcinnatus  Venta- 

named  before, who  wonne  fourtcene 
of  them.  The  lecond  CapHolinus  had  fixe  5 
and  to  Ciceroy  by  particular  difpenfation, 
one  of  them  was  granted,  bccaufe  he  had 
defended  Rome  from  the  confpiraey  of 
Catiline.  Thefe  Growncs ,  whereof  wee 
hauc  made  relation,  although  they  were 
made  but  of  Hearbes  and  Leaues,  and 

 might 
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might  more  properly  be  calledGarlands, 
or  like  to  the  French  chaplets  of  flourcs : 
yet  were  they  (notwithftanding)  much 
more  eftcemed  and  renowned ,  then  if 
they  had  bcenc  of  the  fineft  gold. 

As  for  the  Murall  CroWne,  called  Ca- 
rom  Murdis ,  it  was  of  goldc,  and  giuen 
to  him  that  had  aflaulted  and  afcended 
the  walls  of  a  citty,  or  a  caftlc,  mounting 
firft  vp  the  fcaling  Ladder ,  and  both  free¬ 
ing  and  defending  the  wallcsj  which  caii- 
fedj  that  the  Crowne  was  made  in  forme 
of  an  imbattcllcd  wall .  The  firft  (accor¬ 
ding  to  Plmy)thzt  obtained  this  crownc, 
was  Manlm  CaptoUnn^.  Scipio  alfo  gauc 
it  to  Trebelliuiy  and  Sextus  Dtgl- 

tus^  becaufe  that  they  (  both  together) 
wonne  firft  the  enemies  vvall^  before  any 
other. 

Corona  CalfrenJis^JiHe  Vallaris ,  was 
giuen  to  him  that  (in  the  fight)  entred 
firft  into  the  Barriers  j  RailcSj  or  Liftes 
ofthc enemies  Campe  3  commingoff  a- 
gaine  withered! te and  reputation  :  this 
Crowne  alfb  was  made  of  gold,  and  fha- 
ped  according  to  Baftions  and  Rampircs 
ofa  field  for  warre. 

Of  the  like  rocttall  was  thcNauall 
Crowne,  Corona  Naualis  ^  which  was  bc- 
ftowed  on  the  man,  that  firft  (in  fight  at 
Sea)  boarded  and  entred  an  enemies 
fhippe  :  and  it  was  in  the  fhapeof  the 
prow  or  poyntof  a  fhip.  Marcus  Varro 
made  no  difdaine  of  this  Crowne^  when 
it  was  offered  vnto  him  h^  ^ziVFompey^ 
in  the  waragainft  the  Pirates,  OBaum 
prefented  it  alfo  to  Marcus  Agrippa^  and 
to  Syila :  many  other  likcwifc  had  the  ho¬ 
nor  thcreof^wherof now  I  omit  to  fpcak. 

When  any  Souldicr  of  Some  ^weve  he 
noble  or  ignoble,  hadmadcany  proofc 
of  bis  bodie ,  were  it  at  the  courfc  of 
Launce,  orinfinglc  combate  :  the  So- 
mame  Csiptaincs  or  Generals  were  wont 
to  giuc  him  or  them  collers  or  chaincs 
of  gold  and  fi!ucr,or  bracelets, or  girdles, 
accordingly  as  they  had  dcferued,with  o- 
thcr  priuileges  and  preheminenccs.  And 
fuch  prizes  they  might  giuc  to  his  frends^ 
that  had  affifted  them  in  the  war  :  but  as 
for  the  Crowncs,  they  were  referued  on¬ 
ly  for  Romaines.  Of  all  which  things  wee 
fiiide  many  notable  examples  in  the  Ro- 
mainchiftories, 

Suetonius  write th,  that  05t auius  per¬ 
mitted  to  Marcus  Agnppa :  that  he  might 
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bcarc  Banner  of  Azure  colour :  in  regard 
of  a  vidory  which  hec  had  obtayned  at 
Sea,againft*S'^x^^P^?;^/e//^.  He  further 
affirmeth,  that  it  was  he  who  deiiifed  firft 
the  gifts  of  Collers  and  Flagon  chaincs, 
with  other  particular  prefents  befide ,  al¬ 
lowed  only  in  fuch  affaires,  which  would 
require  too  long  a  fpace  becre  to  report. 

And  bcerc  it  is  well  worth  the  rcmcra- 
bring,  that  the  Romanes  were  fo  valiant, 
that  fome  one  man  hath  wonne  the  ho¬ 
nour  of  all  thefe  rewardes,  or  the  greater 
part  of  them.  Vox  Pliny  zviASolinusAoc 
name  fuch  men ,  amongft  other  Marcus 
Sergius ,  who  obtained  the  moft  part  of 
them.  And  in  the  warre  at  *  Thrajjmenus 
and  Trobia^  where  the  Romaines  were 
vanquifhed  by  Hanniball^  he  wonne  the 
crown  called  Corona  Ciuica^  as  alfb  in  the 
oucxthxow  2tCannas .  This  man  was  fb 
valiant,  that  hauing  loft  his  right  hand  in 
the  battcl,hc  fhewed  great  valor  with  the 
left, and  by  meanes  of  a  fteclc  hand  made 
him,  in  fteadofthe  other  loft ,  hcfoyled 
and  flew  4.  men  in  one  day  in  the  field  of 
Battell cch  after  other;  in  which  brauc  day 
offightjand  others  befide,he  receiued  23 
wounds, &  al  in  the  fore  part  of  his  body. 

Yet  notwithftandipgjncither  this  Mar- 
cuiSergius^  norany otherbcfidc,didc- 
ucr  deferue  and  attainc  to  fo  much  as  Lu¬ 
cius  Cincinnatus  Dentatus^  Tribune  ofthc 
people,  of  whom  we  fpakc  alittlc  before* 

Of  him  write  Plinie^Solinus  .ralerius  Ma¬ 
ximus,  txiA  Auius  Geliiifs^  affirming,  that 
in  iewels  and  prefents  of pricc,fomc  grea¬ 
ter  then  other, he  obtained  onely  by  a£f  i- 
odsofArmes,  320. and  more.  Befide, 
that  he  entred  Romemxh  p.feueral  Gene¬ 
rals,  when  they  performed  their  folcmnc 
mumphs,&  whom  he  had  affifted  in  their 
vidorics.  He  had  a  great  number  of  bro¬ 
ke  Spears  ,(hiuerd  Lances, (hafts  of  laiic- 
lins,  pikes  without  heads  of  ftcclc,giuef> 
to  him  as  fignalls  of  honour.  He  bad  1 8. 
collets  and  gold  chains  5  83  of  filuer :  Of 
armors  and  furnitures  for  horfes  fitting 
war  fcruice ,  and  thereunto  particularly 
appoynted,  hce  had  fiue  and  twenty  ;an 
hundred  and  fortic  bracelets  5  eight  Ca- 
ftrenfes ;  three  Murales.onc  Eliodionale,  „„ 
and  I  know  not  how  many  Naiiall .  In  but  one  oncly 
fcuerall  fought  baitailcs ,  hce  had  taken ' 
fiue  and  fouttic  wounds,  all  of  them  be¬ 
fore  vppon  his  bodic;  and  no  more  then 
one  only  behind,  and  thirty  foiirc  times 
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jhechad  difarmed  and  difpoylcd  the  ene¬ 
my,  hailing  perfonally  bin  prefent  in  fixe 
fcor^ encamped battells .  Nay^he  wasfo 
1  valiant  and  fortunate  in  Armes,  thathee 

The  Romanclwas  {inumcd  ihc  Romame  Achi/ks  :  and 
Achilles  Lu-  although  his  performances  niay  feeme  to 
the  world  incredible ;  yet  notwithftand- 
ing  the  multitude  and  conformitic  of  hi- 
ftorics  doc  auouch  them. 

The  RowaweSy  for  famous  actions  in 
Armes,  conceded  (befide)  other  ho¬ 
nours  and  prcheminenccs ,  as  power  of 
publique  iudgements,  and  fitting  in  the 
chaireof  ‘^CuruUs  ^  \yhich  wastheleate 
of  the  JEdi'es  and  Prdtor,  and  which  was 
permitted  lo  Seif  to,  Somtimes  alfo  there 
they  gaue  confent ,  for  the  greateft  au¬ 
thorities  of  Souldiers^  according  as  they* 
were  fuffered  by  the  people  to  doc :  con¬ 
cerning  a  degree  or  ftate,  fubmittedto 
the  libertie  of  the  Patriottes  and  people. 
Captaines  likewifewere  permitted  toe- 
reft  triamphall  Statues^and  to  dccke  and 
cloathc  thcmfelucs ,  euen  as  if  they  had 
beene  Confulls.  TIic  Senate  granted(by 
forme  of  falary  and  congratulation)  that 
they  might  place  in  Temples  ,  the  armes 
and  fpoilcs  of  enemies  conquered  by  the 
in  battels :  and  fuch  things  were  rearmed 
Manubuy  as  much  to  fay,  asfpoylcsand 
booties  taken  from  an  enemy. 

Furthcrmorcjthc  Romdns  had  a  com¬ 
mendable  cuftomc,  concerning  fuch  as 
had  beene  flaync  in  their  warresj  that 
their  children  fhoiild  hauc  and  enioy  the 
like  wages ^as  they  gaue  vnto  their  fathers 
liuing.  And  to  oldc  Souldiers  5  that  had 
longtime  followed  the  wars  ^  fuch  good 
allowance  of  land  ^as  they  might  well  and 
eafily  line  thereon.  Sufering  them  alfo 
todwellinCittics,  Townes*,  and  Pro- 
uinces  conquered  and  fuDiefted ,  where 
themfclues  pleafed  to  make  eleftion.  In 
this  manner  the  Cittie  oiSiuill  was  made 
a  Colony  for  Romch^  Cxfdr :  which  Co- 
lonies(accordingto  the  common  French 
faying)  may  be  rearmed  anew  dwelling, 
or  iranfmigration  of  people .  In  briefe, 
the  Rommes  ncuer  left  a  good  aftion  vn- 
requited,  nor  without  fomc  great  priui- 
ledge*  for  the  which  catife,  more  valiant 
men  were  found  among  themjthcn  in  all 
other  nations  befide, 

I  fparc  to  fpeake  of  many  other  requi- 
talls  3  which  the  Rommes  vfed  in  refpeft 
of  Armes,  thinking  already  I  hauefayde 
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enough .  Notwithftanding,ir  is  a  matter 
moft  certainc ,  that  as  they  excelled  all 
Nations,  in  both  acknowledging  and  re¬ 
warding' honcft.feruices  :  fo  they  came 
not  a  iotc  behindevs,  in  teaching  and 
correfting  where  occafion  required.  For 
when  men  were  not  to  bee  moued  by  re- 
gard  of  honour  and  vertue,  or  by  nccefli  - 
cy  and  gaine,  to  doc  what  was  good^  yet 
(hey  were  compelld  to  doc  no  vile  ning, 
both  in  refpeft  of (hamcjand  feare  of pu- 
nifhmcnt .  For  the  paines  were  great  and 
rigorous  againft  fuch  as  fhewed  them- 
fellies  to  be  flouthfull  and  negligent :  be- 
caufe  when  they  loft  honour ,  becing 
called  thereto ,  and  might  by  their  owne 
indeuour  haue  had  it;  they  were  well  and 
fbundly  whipt ,  till  the  blood  followed. 
Some.werc  manacled  with  yrons  like 
flaucs ;  and  if  they  fled  away ,  and  for- 
fookc  their  Captaines  inbattailc,  they 
were  impaled  orfpitted  on  ftakes,  or  elfc 
crucified  :.for,  anfwerable  to  the  delift, 
fo  was  their  punifhmcnt.  i 

7ttm  Lium  writeth ,  that  the  Soul- 
diours  of  a  Squadron  ,  belonging  to  Af-  ^ 
fim  cUudit^ ,  to  whom  the  keeping  of  a 
place  was  giujen  in  charge;  forfookeand 
loft  it.  He  being  defirousto  inflift  pu-' 
nifhment,  and  yettomixe  itwithmer-' 
cie  :  they  were  fekftcd  by  numbers  of 
icnnc,  and  then  to  caft  loctcs ,  and  they 
on  whom  the  lot  fell,  were  put  to  death 
for  all  the  reft .  Idm  Frontint^  faych, 
that  Marke  Anthony  did  the  very  like  to  a 
band ,  which  had  not  defended  the  ram-| 
pires,  but  fuffered  the  enemies  to  let  fire 
on  them.  Other  infliftions  alfoheeim- 
pofed  vppon  Souldiours ,  for  difobedi- 
ence  and  other  offences,  requiring  more 
time  then  I  am  permitted  .  Wherefore 
I  will  (hape  my  conclufion  thus  onelie, 
that  as  thofc  times  wanted  not  remune¬ 
rations  and  honours  for  well  doing ;  fo, 
they  were  as  forward  in  correfting  wic¬ 
ked  and  bad  aft  ions. 


No  want  of 
doftrinc  and 
dilcipline  r- 
mong  the  Ko*  I 
maines. 


Correftion 

and  I'linilh- 
ment  for  idle 
and  negligent 
perlbns. 
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jinft.in  Ani- 
wal.lib,^xa.^, 


What  flecpe 
h  faid  CO  be. 


■ 


■What  flecpc 
worketh  by 
his  courfc  in 
the  body  of 


man. 


Artftot.mlibJe 
S0m.&  Viph 
Vlutar^in  Mor, 


Too  much 
flecpc  is  very 
dangerous. 


All  things  arc 
tobevkd 
with  modera¬ 
tion  and  dif- 


CHAP.  XLIII. 


ere  lion- 


^  Oftheredfon  vp her e fore  Sleep  was grdn- 
teddnd  giuentomnn  :  Andlikewife^ 
that  too  much  Jleep  is  vicious  and  hurt- 
full. 


Leep  was  naturally  giuen 
to  man  for  his  conferuati- 
on;  bccaiilc  there  is  not  a- 
ny  naturall  worke ,  but  it 
_  _  hath  needc  of  reft  and  rc- 

pofe^  AriHotle  fay  th ,  Euery  creature  that 
hathbloudy Jleepeth :  and  there  he  proueth 
by  good  reafon ,  and  likewife  by  experi¬ 
ence,  that  fifhes  doe  fleepe .  Slcepe  is  a 
repofe  of  all  the  fences  3  and  proceedeth 
from  the  fumes  and  ciiaporations,  which 
(in  regarde  of  foode  receiued)  arife  from 
the  ftomackc  to  the  braine  3  by  the  cold- 
nefle  whereof  3  the  hot  vapours  arc  tem- 
perated ,  and  make  the  exteriour  moti¬ 
ons  and  fences  fleepy  :  then  retyringthe 
vitall  fpirits  to  the  heart,  all  the  members 
become  drowfic,  and  reft  from  their  cra- 
uailc  3  vntill  fuch  time  as  the  vitall  fpirit 
(  which  is  the  inftrument  whereby  the 
loulc  frameth  her  operations,  gouerning 
and  commanding  the  whole  body)  doth 
recouer  new  forces,  andeeaffingordi- 
minifning  thofe  vapours  ,  man  awaketh 
from  flecpe,  and  then  the  fences  and  po¬ 
wers  rcturnc  more  frcfhly ,  with  farre 
greater  power  to  thejr  operations. 

Concerning  the  occafions  of  fleepe, 
Ariftotle  difcouifeth  at  large  in  his  Book 
ofSlccpeand  Vigilancie  ;  and  Flutarke 
dcclareth  diners  opinions  of  the  Philofo- 
phers,  befidc  fundry  naturalifts .  But  al¬ 
though  it  is  for  the  reft  and  health  of  the 
body  3  yet  it  muft  be  taken  moderately  5 
Becaufelong  Jleepe  ({^ith  Arijlotle)  weaken 
neth  the  naturaU and  animallfirit^  euen  as 
the  moderation  thereof  doth  giue  them  vi¬ 
gour  :  for  many  things  arc  neceflarie , 
which  neucrtheleflcarehurtfull,  if  they 
be  receiued  exceffiuely  •  Foode  is  both 
needeful!  and  fauourie,  and  yet  notwith- 
ftanding,  ifit  exceede  meafiirc ,  it  harm- 
eth3and  hath  no  rellifh  at  all.  In  like  ma- 
ner,  moderate  trauaile  is  wholcfome^but 


vied  with  extremity  nothing  is  more  da¬ 
mageable,  Andfb  I  fay  of  fleepe,  that  it 
fliotildnot  betaken  butvpon  necellitie, 
for  recreation  and  repofe  of  the  fences, 
the  fpirits  and  members  of  the  body. 

Oucr-much  Sleepe  (as  it  oiicr-loadeth 
the  members  and  fences  3  making  them 
flouthfull  3  and  enfeebling  them  by  idfc- 
nefle)  fo  it  ingendreth  fb  many  humidi¬ 
ties  in  the  bodie,  that  they  make  it  fickc, 
and  killeth  it/becaufe  in  the  time  of  fleep, 
all  the  moiflures  of  the  bodic  (  with  the 
naturall  heate)  retire  themfclucs  tothe 
exteriour  partes ,  and  then  they  make  no 
euacuation  of  the  rupcrfiuitics  and  hu¬ 
midities  thereof.  Alfo,  fleepe immcafii- 
rably  vfed ,  not  onely  is  prohibited  by 
naturall  Philofophers  and  Phifltions^  but 
likewife  it  is  reprooued  by  all  wife  men  of 
vnderftanding.  Aril^otle  ^  During 
the  time  of  feepe  y  there  is  no  dijferencebe- 
meene  the  wtfe  man  and  thejoole.  And 
queftionlefle,  although  a  wife  man  had 
not  any  other  occafion  to  make  litle  vfc 

offlcepcjbut  for  equalling  himfelfc  with 

a  fbttifh  Ideot;  yet  hee  fhould  auoyd  and 
fhunne  the  excefle  (though  fleepe  main- 
taineth  life ,  and  is  very  wholefome  )  in 
confidering  with  his  beft  cogitations, 
that  he  which  fleepeth,!^.  not  lining.  And 
as  P  lutarkehy  th.  in  bis  Booke  of  the  con¬ 
tention  betweene  fire  &  water:  The  man 
that  jleepeth  hath  no  more  (Irength  or  know¬ 
ledge  in  his  Jleeping^  then  if  hee  were  dead. 
Pliny  is  of  the  fame  opinion  sfaying^  Sleep 
takethfrom  vs  the  halfe  part  of  our  life^ 
confidering^whilewe are  injleepe^  w e nei¬ 
ther  know  nor  feeky  whether  wee  areliuing 
or  no.  Ouidy  and  other  Poets  befidcjwith 
men  of  no  mc:^n  learning,  do  call  fleepe. 
The fimilitudc  of  death,  ,  ^ 

Saint  pauf  in  the  fourth  chapter  of 
his  firft  Epiftle  to  the  Thefalonians  fayth^ 
Brethren  y  I  would  not  haue  you  ignorant^ 
concerning  them  that  are ajleepe  :  in  fpea- 
king  thefe  words ,  hee  plaincly  meaneth 
death .  Then  it  followcth  thus :  Such  as 
Jleepein  lefua  Chrisi ,  will  God  hrin^  with 
him.  Sleepe  likewife  is  the  refembhnee 
ofnegligcnce  andflouthfulncfle,  accor- 
10  Saint  Gregorie,\sho  faith  5  For  a  man  to 
feepe,  is  to  keep  himfefe  andperfenerein  his 
ftnnes.  Ifflecpingtbushadnotbccnevn- 
derftoodto  finne.  Saint  would  ne- 

uerhauefayd  fo  many  times :  Aroakeyee 
iiiU y  and  Jinne  no  more.  A  m an  then  m  ay 


Exccfiiueyfe 
of  fleepe  both 
flekeneth  and 
blleth  the 
body. 


Ar'ifialvbifiip. 


Sleeps  equal* 
Ictha  wife 
naan  with  a 
ioolc. 
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Sleepe  to  be 
vfcd  for  fuftc- 
nance,  and 
not  for  volap- 
tuoLilncfle. 


In  what  m^- 
ner  a  man 
(hould  lie  in 
his  bed. 


How  the  (lo- 
macke  is  pla- 
i-cd  in  the  bo- 
die. 


Two  benefits 
by  lying  down 
and  reftingon 
the  righc  fide. 


The  benefit 
by  turning  v 
p  jn  the  left 
fide. 


The  reafbn 
for  turning  a- 
gaine  on  the 
tight  fide  to 
finilh  flcepe. 


very  well  fliame,  to  fpend  the  moft  part 
of  his  life  fleeping  in  his  bed ;  for  therein 
he  (inneth  no  leflTe  then  he  that  fitteth  all 
day  at  a  Table  feeding  :  in  regarde,  that 
thele  things  ought  not  to  be  taken  ,  but 
for  the  fu dentation  of  life  j  and  not  the 
hurtthercofjand  ofchefoiilc  alfa^  where¬ 
fore  fleepe  is  allowed  for  fuftenanccj  and 
hot  for  volupciioiifncfle* 

Seeing  then  it  fhould  bee  employed 
onely  for  the  health  of  thebodicj  let  vs 
now  vndcrftandj after  what  mancr  a  man 
(Tiould  lie  in  his  bed  for  Sleep^  to  the  end 
it  may  be  profitable  to  him.  I  rcadcj 
that  the  moft  profitable  kinde  of  fleeping 
for  any  well  difpofed  pcrfon,is  firft  to  be- 
ginne  fleepe  vpon  his  right  fide ;  and  af¬ 
terward  (for  the  moft  part  of  the  night) 
to  tiirne  and  reft  vpon  his  left  fide;  and 
in  the  ending  of  his  fleepe  3  to  turnc  a 
while  on  the  right  fideagaine.  The  rea¬ 
fbn  is ,  becaufe  the  ftomacke  of  a  man  is 
feated  in  fuch  (ort^  that  the  mouth  there¬ 
of  leaneth  fomewhat  more  to  the  right 
fide  then  to  the  left^ but  the  hollow  heart 
orbottomethcreof,  dcclineth  a  little  to¬ 
ward  the  left  fide.  So  that  by  lying  down 
to  fleepe  (for  an  houreor  two)  on  the 
right  fide, the  ftomacke  extendeth  it  fclfe 
and  refteth  vpon  the  liuer  ^  And  hence 
enfucth  two  cfpeciall  commodities ;  the 
firft  3  that  the  ftomacke  ordereth  it  felfe, 
and  in  that  preparation ,  the  foodedef- 
cendeth  dovvne  the  more  eafily  :  thefc- 
cond,  that  the  humidity  of  the  meate  re- 
ceiued  3  refreflieth  the  liucrj  and  by  that 
refrerhing,  natiirall  heate  taketh  ftrength 
in  the  ftomacke^tobeginne  and  caufe  di- 
geftion. 

After  that  thefc  two  good  effeds 
haue  followed  one  anothetj  then  it  (ball 
be  fitting  to  turne  vpon  the  other  fide, 
becaufe  bv  being  fo  turned ,  the  liuer  co- 
meth  and  coucreththc  ftomacke,  and 
cmbraceth  it  eiien  with  wings ,  (  as  it 
were)  fp  that  his  foodc  retaineth  more 
to  the  liuer ,  and  thereby  perfedeth  di- 
geftion .  Neuertheleflc,  it  is  good  in  the 
morning ,  for  a  finall  confummationof 
thatiimes'flecpe  ,  to  turnc  againevpon 
the  right  fide,  to  the  end  that  the  ftomack 
may  beginne  to  eafe  and  difeharge  the  li¬ 
ner,  and  likewifctocxpeUthcayrcorfu- 
pertiuirie  of  thepaflfed  digeftion  .  This 
rule  iS  good  ,  and  will  bee  well  acknow¬ 
ledged  by  him  that  hath  a  qualified  liuer, 


and  his  ftomacke  not  cold,  but  t!i  acthefe  | 
two  members  arc  found  and  tcmpcrarc 
in  him  .  But  he  tliathadi  an  ouer-hot  li¬ 
ner,  and  a  cold  ftomacke  ,  as  many  times 
it  commeth  fo  copafie  :  it  is  nojtgood 
for  him  to  fleepe  vpon  the  right  fide,  be¬ 
caufe  the  ftomacke  falling  vpon  the  liner, ! 
ftraincth  and  prefleth  it  in  e  .:ery  part,* 
heating  andenflamingic  exccffuiely ,  fo^ 
that  the  vpper  part  of  the  ftomacke  con- 
tinuech  vneouered  by  the  fuperiour  part, 
cooling  and  weakning  it  more  and  more* 
whereby  the  very  greateft  heate  of  the  li-) 
tier  carrieth  and  beareth  vpon  it ,  all  the  * 
little  left  in  the  ftomacke  before,  whence 
enfucth  bad  digeftion,  and  confequently 
a  fickly  difpofition.  Wherefore  the  man 
that  hath  a  cold  ftomacke ,  and  a  hote  li¬ 
uer,  itis  not  wholefome  forhimtofleep 
on  his  left  fide;  becaufe  the  ftomacke  be¬ 
ing  wholly  couered  with  the  liner,  it  ma- 
keth  digeftion ;  and  as  for  the  liuer,  lying 
fo  aloft  vpon  the  fuperior  part,  it  is  bo  i  h 
difoouered  and  difeharged  ,  and  by  that 
meanes  refrefheth  it  felfe ,  and  is  nor  en- 
fiamed  at  all. 

There  arefome  a!fo,that  make  a  cu- 
ftome  of  fleeping  on  their  b.elly ,  which 
hclpeth  and  comforteth  digeftion ,  be¬ 
caufe  it  aflcmblcth  and  retayneth  natii- 
rall  heate  in  the  ftomacallpart,  which  is 
in  the  better  difpofition  foreuacuating 
fuperfluitics.  The  contrary  commeth  to 
fuch  as  fleepe  onthcirbackc  ,  with  the 
face  openly  difeouered  ;  inregardethat 
naturall  heate  extendeth  it  fclfe  abroad, 
by  which  meanes  digeftion  is  weakened, 
and  the  fuperfluitics  can  not  be  purged 
by  the  mouth,  norby  theordinariecon* 
duites  and  paffages :  but  remaine  in  the 
breaft  and  in  the  throat ,  which  often¬ 
times  caufcch  ftuffings  andfuffocations, 
with  Epilepfies  and  other  infirmities. 

The  wife  therefore  doe  alfo  councell 
and  aduife,  that  a  man  fhould  not  fleepe 
too  much  ftretchc  out  in  his  bed, becaufe 
thereby  digeftion  is  greatly  weakned  and 
impaired  :  for  according  to  the  Philofb- 
phers  rule ;  when  the  vertues  and  forces 
arc  vnited  together ,  the  operation  is  fo 
much  the  better .  But  being  moderately 
and  indifferently  heaped  or  doiibledjthe 
carnofitie  which  coiicreth  the  ftomacke, 
ioyneth  the  more  clofclytoic,  heating 
and  ftrengtbening  it  better  then  before. 
Thefc  rules  whereof  I  haue  fpoken,  arc 

ncccfla- 


or  an  ouer- 
heated  liner, 
and  a  colde  ' 
(lomacke,  aod 
what  infirmi¬ 
ties  do  attend 
thereon. 


Of  a  coldflo. 
macke  and  in¬ 
flamed  liiieri 


of  fuch  as  do 
fleepe  vpon 
their  face  and 
belly. 


Of  fuch  as 
fleepe  vpon 
rheir  backe, 
and  what  cn 
fucth  thereon. 


O  f  fleeping 
too  much 
flretcbtoac 
in  bed. 


The  firft 
rcafon  con^ 
^er  ningthc 
word  Here. 


Here  dc  Cx- 
faroblerucd 
a^wedo  the 
yeare  of  our 
Lord  God, 


neceflaiy  forfuch  as  bee  dainty  and  deli¬ 
cate, and  thofc  of  weaker  difpofition,  but 
that  be  healthfullj  lufty  jand  able,  the  beft 
rule  that  they  can  obferue,  is  to  kcepc  the 
cuftomc  which  they  haue  bene  moft  vfed 


to. 


CHAP.  XLIIIf. 


of m  ancient  •vfe  and  cuBome  in  Spainc,  in 
making  their  account  of  tmes^  hy  thefe 
words  i  Here  de  Cafar:  whatthat  Here 
island  wherefore ^and  when  the'vfe  t here¬ 
of  was  left  ^ 


Hercde  Cx* 
far, the  Mo* 
mrchy  of 
Cxliar. 


Antm^ehfl- 
cenfM  Vocahti- 
l<xr. 


The  account 
of  Aftrolo- 
gers. 


N  auncient  times  they 
had  a  cuftome  in  Calfile^ 
when-foeuer  they  dated 
writings  &  inftruments 
of  reckoning  or  worth  ^ 

_  they  wrote  downe  the 

words  of  Here  de  cfar^  in  fuch  (ort  as  we 
fee  downe  the  yeare  of  Grace,  or  of  our 
Lord  God,  and  the  fame  ftile  was  obler- 
ued  in  Chronicles  and  Hiftories,  as  hath 
bene  obferued  by  many  diligent  Readers. 
And  although  this  matter  hath  bin  fecne 
and  difeourfed  by  many:  yet  few  people 
hauevndcrftood  theoccafion  and  origi¬ 
nal!  of  this  vfe,  neythcr  wherefore  the 
word  is  tearmed  Here. 

In  mine  opinion,  there  may  bee  two 
good  rcafons  rendrel  The  firft>that  this 
word  Here  was  written  with  an  afpirati- 
on,  and  fo  haue  I  found  it  in  fomc  places 
of  the  Spanilli  Hiftory  *,  although  jn  fome 
other  it  is  not  fo.  But  being  fo,  we  fay, 
that  it  commeth  of  the  Latine  word  He- 
r/^,which  is  as  much  to  fay,as  Lord :  and 
thereby  it  follawcth,that  bevn- 

i  derftood  for  Lordihip,  Soueraignty, Mo¬ 
narchy,  orRcigne  and  Dominion:  and 
that  Here  de  Cafar^  imply  eth  the  Monar¬ 
chy  of  Cafarja^i  is  to  fay,  the  beginning 
of  Monarchy,  which  is  vnderftood  of 
oBaum.Ohhk  opinion  is  Antonins  Ne- 
hricenfisM  in  his  vacabulary  for  the  Spa- 
nifh  Language,he  faith  5  Here  de  C afar, is 
namely  the  Monarchy  of  Cafar. 

Aftrologers  in  their  accounts,  and 
cfpecially  king  Alfhonfns  in  his  Tablets, 
nameth  the  beginning  ofreignes  by  the 


word  Here :  as  that  of  Philip, th  at  of  Alex- 
anderyh^i  of  Nabuchodonoforyhu  of  Ca- 
yir,and  many  other .  And  yet  notwith- 
ftanding,  although  this  may  feeme  to  bee 
a  cafe  cleare  and  euident,  yet  there  is  a 
kindc  of  difficulty , wherein  it  is  expedient 
to  yeeld  fatisfadlion.  To  wit,that  as  Eufe- 
hins^Paulns  Orofius,^nA  diuers  other  writ, 
Chrift  was  borne  in  the  42  yeare  of  the 
Empire  of  OBauins ;  if  it  be  fo,  it  appea- 
reththat  //erefliould  anticipate  the  42 
ycares  of  Chrifts  Natiuity,in  regard  that 
it  hath  refpedt  to  the  beginning  of  Cafars 
Empire,  according  to  due  confideration. 
Neuerthclcffedt  anticipateth  but  of  thirty 
eight  ycares, according  to  king  Alphonfns 
his  fetting  downe;  wherefore  the  Text 
hath  not  fayled,  for  euermore  Here  de  C a* 
far,  precedeth  the  birth  of  Chrift  thirty 
eight  yeares. 

Ivnderftand  this  to  enfuc  from  Efife-  \^ 
bins, Orojins, and  all  the  reft,  who  naming  i 
the  birth  of  Chrift,to  bee  in  the  two  and  ^ 
fortieth  yeare  of  the  Empire  of  oHauius-, 
begin  their  account  of  his  Empire, at  the 
firftday  of  his  ^ntringRome/oone  after 
the  death  of  his  vnkle  /ulius  Cafar,  where 
he  arriuing,  was  made  Captaine  with  the 
Confuls  Hirtins  &  Penfacfss,2^^\wi!(  Mark 
Anthony .  In  fetting  downe  the  account 
of  lime  fo,  and  not  otherwife,  the  birth  of 
Chrift  commeth  iuftly  lobcc  in  the  two 
and  fortieth  yeare  of  his  Empire:  not- 
withftading,thcy  that  make  their  account 
by  Here,  Icaue  out  fourc  ycares  at  the  be¬ 
ginning.  And  it  feemeth  they  had  good 
rcafon  fo  todoe,bccaufein  thofc4firft 
yeares,  OBauins  held  no  commaund  in 
Rome,  neythcr  had  the  gouernement 
without  rcfiftancc:  for  at  the  entring  of 
thofc  fourc  yeares,  he  had  warre  againft 
Marke  Anthony.  Then  going  afterward  to 
Rome  with  his  troopcs,  he  had  the  Con- 
fulftiip  perforce, in  the  place  oi Hirtins 
being  dead  at  his  comming. 

When  thefe  things  were  done,  hec 
made  an  accord  &  conuention  with  Mark 
Anthony  and  Leptdus,  where  they  became 
all  three  (one  after  another)  to  gouernc 
for  a  ccrtainc  time,  and  made  the  crucll 
profeription  ,  whereby  they  did  put  to 
death  diuers  of  the  principall  me  in  Pome. 
Morcouerjhc  and  Marke  Anthony  pafted  | 
into  Greece,  in  perfccution  of  the  murde-j 
rers  of  C^r, where  they  fought  a  battaile 
againft  Brutm  ^ndcafms :  after  whole 

death 
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When  the  ac¬ 
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proofe  of 
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Aceottnt' 
made  accor¬ 
ding  to  the 
Ojympiades. 


I'f^e'ms  Vkrm 
ifi  EpiUib. 11^ 


death  and  difeomfiture,  he  bft  Mark  An¬ 
thony  in  thofe  Eaftcarnc  parts,  and  retur¬ 
ned  into  /f^^jwhere  he  oppofed  himfelfe 
againft  Luai^  Antonim^  the  brother  vnto 
Marke  Anthony^  and  befiedged  him  in* 
Pm/Tz^^conftraining  him  to  yecldc  to  his 
mercy.  Thus  hauing  vanquilhcd  and  ex¬ 
pelled  all  bis  cnem'ieSjhee  came  (without 
any  contradi£i:iori)  to  togouerne 

Italy yFrance,  Spame^^nd  Germany ;  for  Le- 
pidm  was  in  Afjrica^  and  Marke  Anthony 
in  Ajia-^  therefore  his  entrance  and  Scig- 
ncury,  was  foure  years  after  bis  comming 
from  Greece* 

In  regard  whereof^  the  account  of  He¬ 
re  zv\A  Monarchy,  beginnetb  (by  good 
reafon)  there, which  is  thirty  eight  yearcs 
before  the  birth  of  Chrift :  fo  that  Eufebi- 
u^,Orofiu^,md  ail  the  reft,  who  let  downe 
the  birth  to  bee  in- the  two  and  fortieth 
yeareof  his  Empire,  doe  begin  ^ 

their  reckoning,. from  the  day  that  ////w/ 
Cafar  was  llaine,he  being  his  Vnkle.  And 
.this  is  prooned  apparantly,  becaufe  it  ap- 
pcareth  by  allhiftories,  that  InlmCdfar 
was  flainc  in  tbeyeare  feuen  hundred  and 
tcnjfrom  the  foundation  of  Rome :  &  our ' 
.Lor_d  was  borne  iatheycare  feuen,  hun¬ 
dred  jfifey  twOjWbereby  there  is  a  diftance 
of  :twio  and.  forty;  ycares,  all  which  arc; 
granted  to  thefe^pire  of  like 

manner, accorthag  lb  ^ 

was. flainc.  iatbe y care tif  the  worlds* 
crcationjfiiic.tbpufaridjonehundredjfifty ; 
feuen  :arid  our  Lord  (afier  the  fame^Ex^-  * 
was  borne  in  the  yeare  fiucthou- 
.fand,otic  hundred,  ninety  nine,  wherein : 
there  is  a  difference  each  fromotherj  of 
the  fame  two  and  forty  ye'ares- ..  . . 

-  f  lfwce.eon^e  to  account  By  0lympi>  ‘ 
ades,/W//^  flaihein  the  fecond 

yeaTe<3^f|h'e  i^40lympiade5  and  Chrift 
was  bornejn  the,  third  ycairc  ofthe  194^ 
inclufiuclyj  whichis  alfb  the  fame  differ 
.rcn^c  of  two  and  forty  yearcs :  in  which  i 
refped^  they  fet  the  empire  of  OFtamus^ 
two  and  forty  ycares  before  the  Natiuity. 
Albeit  his  true  empire  began  four  ycares 
afteriheiime  when  his  Here  had  original, 
and  thirty  eight ycares  before  the  Natiuif 
ty  ;  for  during  thofe  foiirc  ycares',hecwas 
naLord  nor  C ommander;  as' all  the  Ro- 
maneHiftorics  do  approue .  Plutarch^ 
Appun^Vion^S uetontm^^x\d  more  then  all 
the  reft,  Tttm  Liums^  or  to  fpeakc  better, 
Lucm  Floru^ faith,  That  OUau'm  corn- 


mlng  to  Rome,  when  his  JTnkle  was  f.aine, 
was  but  eight  eene  ycares  of  age,  and  was 
C onfu  ll  at  ninetcene^  T hen  the  wa  vres  be- 
sngpaji  yind  all  his  enemies  njan(jUij()edand 
gone ;  he  returned  ^uiclorioufy  to 
Monarchifed  in  the  three  and  twenty  of  his 
age .  So  that  by  this  account,  and  iike- 

wife  that  of  T/////  Liuitis,  the  empire  of 
OHauim  began  foure  ycares  after  the 
death  of  his  Vnkle  Julius  Caftr^  which  a- 
greetb  with  the  account  of  Herf  thirty 
eight  yeares  before  the  Natiuity. 

Some  others  doe  allow  of  another 
reafon  or  opinion,  cbnceining  this  Here^ 
,by  writing  it  with  a  dipthong  without 
arpiration,and  they  fay  itis  dcriued  of  the 
Latinc  word  Aeraf 01  coine  or  money, 
Aera  cenflata ,  and  that  it  had  original!, 
•from  the  beginning  of  taxes  or  tribute 
money,\vhieii  was  payed  to  oHadius ^’SLVid 
called  or  the  tribute  of  and 
not  the  empire  of  Cafar^  and  that  it  Vv^as 
tcarmed  Aera  Aero. .  .  It  is  further  affir¬ 
med,  that  it  was  .the  name  of  a  coyne  or 
•money jwhich  was  reckoned  at  a  certaine 
value,  and  .that  from  the  time  thar  was 
ordered  and  impofed,.  fo  they  numbred 
and  counted  thc  lEre.  Saint  /fidore  is  of 
this  opinion, fpeaking  thus.  Aera  fingu- 
lor  am  annomm  coniiituta  ejl  a  C  of  are  Au- 
guPio^  quanda.prmo  cenfu  escogitabo  Ro- 
mmorum  orherd  def crip  fit .  'Dicla  autem 
Aera,quod  omnis  orbis  aszreddere profejfus 
eft  retpublica  * .  •  Thejefore  it  appeareth 
plainly ,thac  this  manner  of  accounr,camc 
arid  rcceiucd  name  of  his  money  and  tri¬ 
bute  then  payed .  So  hce  auoutheth  in 
the  chapter  "following,' in  fpeaking  of  the 
Qmnqucnnal!  .ycares,. where  hce  faietli : 
Ad  hue  enim*  Gionfules^^  lad  'hue  Aera  *non 

^r4;?^.Inlikemanneritfeemeth,that:/^k- 
irofeCalepinefthhiiI)iOiomvy  gauc  this 
di£f  ion  fuch  original^  faying ,  AHrdo- 
gi  quoquednitmml  a  qm  fupputdtionesdn- 
ciptant,  Aeram  •vocant:  dika  Aera  exeo^ 
quod  omnU  or  bis  as  reddere profeffm  eft  ret* 
publi. 

Fryer  Alphonfus^oi  the  Order  of  S. 
.Dominick^  in  his  Euchiridion  of  times, 
Jhath  tfiefe  v^ry.words.  Another  beginning 
canieof  accoMiihgfiy  the  ^reoftbe  fame 
OUauius,  who  hauing  the  whole  world  in  Bis 
handpwould  know  what people  he  had  <vnder 
his  Empire :  and  therefore  commanded  by  E- 
did , that  euery  oneftsould  be  regi fire  din  the 
towne  of  his  birth yo  the  endyhey  might giue 

QLq  him 
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The  name  of 
Aera  deriued 
from  the  tri¬ 
bute  payed 
by  them. 


A  queftion 
concerning 
the  beginning 
of  Caefars  E- 
of  iflxati 
on. 


Ananfwcr  to 
the  foiniet 
queiiion. 


TbcEdia 

could  not  fb 
foone  be 
knownc  in 
remote  parts 
as  neercr 
home* 


him  (in  Jigne  of  Soigneury  or  dominion)  a 
kindeofihoney  y  and  becaufe  this  money  wa^s 
ofmettdl^the  defeription  thereof  was  named 
Aera,  So  chat  (according  to  theic  Au- 
thors)this  manner  ofnumbrlng  the  years 
hyHeres^  came  from  the  tribute  which 
they  payed,  and  ic  was  fo  written  in  La- 
ixnCyAerd, 

Notvvithftanding, there  remaineth  yee 
another  difficulty,  of  no  meane  impor¬ 
tance, to  wit,  it  feemeth  that  the  Edid  of 
began  not  fo  long  time  before  the 
Natiiiity,as  the  thirty  eight  yearcs  which 
they  count  of  the  Here.  Aifo  it  appearcth 
by  theftcond  chapter  of  S.Luke^  that  it 
began  in  the  yeare  when  our  Lord  was 
borne,  becaufc  he  faicth  Ex^t  EdiBum  a 
C  afire:  There  came  out  a  decree  from  Au-^ 
guHiis  Cafar^  and  therfore  the  beginning 
accordeth  not  with  that  of  Here.  W  hcre- 
vnto  (in  mine  opinion)  anfwcrmaybcc 
made,  that  on  the  hither  fide  of  the  Eaft 
parts, to  wit,  thofe  of  Italy ^  France^  and 
Spaine^  this  Edid  might  be  begun  by  the 
conjmandcmentof  oBauius,  when  hec 
hadbccnc  cnftalled  Lord  and  Emperor 
peaceably  in  Rome^  which  was  thirty  eight 
yearcs  before  Icfus  Chrift  was  borne:  but 
in  Ajfyria  and  ludeA  it  was  not  then  made . 
knownc,  becaufe  thcProuinccs  remained 
vndcr  the  gouernment  of  Mark  Anthony^ 
vntill  they  came  vndcr  the  Monarchy  of 
Cafar^  nd  there  is  no  contradidion  to 
be  found, but  that  eight  and  thirty  yearcs 
(before)  he  gouerned  France  onA  Spaine^ 
and  meafurably  impatronizing  himfelfc 
of  the  Prouinces,  bee  caufed  the  Edid  to 
be  accordingly  publifhed .  VVhcrforc  it 
might  fo  come  to  palTc ,  that  the  firft 
which  was  made  knowiie  in  thofe  Coun¬ 
tries,  was  that  whereof  S;  X^folpcakcth, 
and  yet  ncucrthclcffe,  there  were  other 
Countries  and  Prouinces ,  where  that 
H^r^had  rectiued  beginning  before. 


capXLkc, 


tucim  Flffrut 
in  ^bre,Tit. 


A  finall  coft- 
clufionof  the 
two  r^afons. 


IfihrjMlib. 

vbifuprg,. 


Venerable  Beda  fbeweth  this  cleare- 
ly,  writing  vpon  the  fame  chapter  of  S.UedafJip,i  cap^ 
/./^^^’,expoimding  the  words,  jrtdefcribe-r’^* 
retur^niuerfus  orbhfxz  fa’th  thus.  Sig^\ 
nant  hanc  defcriptionemgvelprimam  ejfe  ha- 
rum  ^qua  totum  orbem  concluferint^quiaple- 
raque  iam parte  terrarum  legunturjuijje  de- 
feripta .  It  feemeth  this  df  :ription^  to  bee 
the  firf  that  was  'vniuerjall  to  the  whole 
world  becaufe  before  it ^  many  Citties  and.. 

T ownes  in  particular^  had  bene  deferibed  or 
fet  downe.  S.Ambrofe  affirmeth  as  much 
vpon  the  faide  chapter  of  Luke^  faying: 

There  were  found  many  other  Lands  and  || 

Prouinces  ywhich  had  beene  regiftred  downe. 

Lucius Florus^  in  his  abrciiiation  of  133. 

Bookes  of  Titus  £//^i/^,wiiteth:  That  Cx- 
(zrfoone  after  ,hee  had<vanqmjhed  Markc 
hnthociyjmpofed a  tribute  upon  al France^ 
which  was  little  lejjethen  thirty y cares  before 
Chrifi  was  borne. 

But  whether  the  caufe  arofc  by  the  firft 
reafon,  of  tearming  i  t  by  the  name  of  He- 
r(f,orby  thelaftj  itisfuflficient  that  it  be¬ 
gan  eight  and  thirty  Jycars  before  the  Na- 
tiuity.  Thiscuftomc  of  accounting  by 
Heres  is  very  ancicnt,efpccially  in  Spaine^ 
as  alfo  among  the  Arabes  and  Sarra&ines^ 
and  I  think  that  the  Cothes  afterward  vftd 
it,  and  it  was  not  Icftfo  long  asthc  Ro- 
mancs  rcigne  endured.  Ijidore^  in  writing 
of  the  ^^wf'Xjandof  this  Here^  approucth 
it  to  be  ancient.  And  although  I  cannot 
diredlyfay,  when  it  began,  yet  I  know 
well  enough,  that  it  hath  bene  long  time 
vfed  in  as  appearcth  bytheSpa- 

ni(h  Chronicles, cuen  vntil  John  the  firft. 

King  of  Spaine  (  who  loft  the  battailc  of 
Aliubarata jin  the hkyezicoi  hisreigne)  „ 
commanded,  that  from  thence  forward,  rJ 
the  Here  de  Gafar  fhould  no  more  be  vfed 
in  writings  and  hiftoricSjbutthc  birth  of 
Chrift  5  which  was  in  they  care  1 383.  and 
in  the  Here  deC afar 
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C  aekftlal 
Pbilcfo- 
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This  Treatife 
concerncth 
oneiy  Politi¬ 
cal!  Nobility. 


The  Temple 
of  Honour  a- 
niong  the 
Romanes. 


Obility,  which  many  of 
the  greater  forts  of  wits, 
with  great  proofc  of  vn- 
corriiptcd  verity,^  much 
flowing  Eloquence^haue 
gone  about  to  deriue  out 
of  diners  foundations,  is  pf  three  forts : 
and  is  diuided  into  Nobility  CaUUuxU^ 
which  confifts  in  Nobility 

fofhiCAll^\<\(^\  is  got  by  Morall  vertues: 
and  Nobility  Volitiull^  whereof  this  ptt;-i 
'  fent  Treatife  is.  Out  ofthe  two  firft  forts | 
ofNobility,nomancan  co me  Noble ^es- 
cept  that  he  the  fame, be  a  good  man  aifo. 
But  out  of  this  third  fortja  man,  although 
he  beeneuer  fo  wicked  and  vngradous, 
may  yet  exccll  the  reft  of mcn,euen  in  the 
higheft  degree  of  Nobility:  fo  as  did  C^- 
ligula^Nero,?x\-\di  fuch  others  hke,  ' 
The  mactcrofNcbility^  was  in  anci¬ 
ent  time  accounted  of  two  forts, viz.rt^*^- 
/^^/r^//and  Morall:  For  why^Nobility  is  a 
thing  honourable, and  ofit  fclfe  laudable: 
But  without  vertiie,  nothing  (according 
to  the  opinion  of  Cicero)  can  be  comme- 
dablcjOr  praife-worthy.  Of  which  thing, 
the  feateand  feituation  of  the  Temple  of 
'Honour  among  the  Romanes'^  was  a  nota¬ 
ble  example :  vvhereunto  there  was  no 
entrance  or  wayjbut  by  the  Temple  of  ver^ 

tUCt 

But  by  the  prepofterous  innouation 
and  change  of  things, that  Nobility  which 
was  proper  onely  to  the  good,gauc  place, 
and  in  ftcad  thereof,  that  Nobility  which 
is  alike  common  vnto  the  bad  and  to  the 


goodjftept'  to  the  hclme :  yea,  cuen  the 
word  Nobilis  (or  Noble)  it  felfe,  which 
fomc  will  hauc  to  hauc  bccne  fo  called,  as 
who  fhould  fay,  Nofcihilis^  or remarkakle^ 
or  for  fome  uertue  Not  able  to  be  in¬ 

differently  taken  into  both  pai  ts,good 
bad  as  nobileScortum^  a  noble  harlot,;?^- 
*  bileScelm^  a  noble  villainc.  Ncyther  in 
queftion  of  Political!  NobiIity,are  wee  'a- 
ny  more  to  hauc  recourfe  vntotlic  Di- 
iiines  or  Philofophefs^  and  much  leffc  to 
the  ancient  Romane  Conftitiitions  (for 
the  moft  part)  dilcerning  all  thingesby 
-  MagiftracieSjCharges,  and  Offices,  but 
onely  vnto  ihcdifpofitions  ofthe  Princes 
-and  Monarchs  of  the  world :  who  hauing 
the  power  of  the  gouernement  of  the 
world  (as  it  were  in  a  fort  common  toge¬ 
ther  vvith  God)aftcr  thcirmaner,goucrne 
Nobility  according  to  their  ownc  plca- 
furcand  good  liking,  andfo  hauemadc 
the  fame  hereditary.  And  heereof  is  it, 
that  a  ftrangcr,  made  a  Nobleman  at 
Rome,  or  clfe-whcrc,  is  not  at  home  ac¬ 
counted  in  the  number  ofthe  Nobility, 
his  Prince,  being  thereto  vnwilling,  and 
fo  contrariwife  alfo.  Wherefore,  they 
which  examine  PoliticalL  Nobility,  ac¬ 
cording  to  any  other  rule,  .then  the  cu- 
ftomeof  ciiery  Nation,  are.vtterlyoiitof 
the  way.  Yet  in  this  fo  great  diucrfity  of 
manners  and  cuftomes  of  Nations  in 


PoIiticallNo* 
bility  comnio 
afwell  cb  the 
bad  as  to  the 
good. 


In  queftion  of 
Politicall  . 
Nobility, wc 
are  not  to 
haue  recourfe 
vnto  Diuincs, 
orPhilofo- 
phers. 


BafthoL  Confih 
(UidojnvncC' 
qucif^Kegione  ^ 
efl  omnium 
Dignitatum 
origOy  forma  & 
Principium.  , 
Pc  liticall  No¬ 
bility  refteth 
vponthc  cu* 
ftomcof  Na¬ 
tions. 


all  places, the  fame  Definition  ofCiuill 
Nobility  agreeth  vnto  them  all^  viz. 
fltwd ft  c^ualitas,  ff^e  Dignttas  cjua  quis 
legitime  a  Plebeia  conditione  eximitur  ^ 

2.  V  per 


I 


The  dehniti- 
o  »olr  nobility 
Twokindes 
of  Nobility, 
vii.Datiuc 
andNatiuc. 


[pergradf^serigitur.  That  it  is  a  quality  or 
dignity jwhcrby  a  man  is  lawfully  exempt 
and  by  degrees  promoted  out  of,  and  a- 
bouethceftate  of  the  vulgar  &  common 
fort  of  people.  Ofthis  Nobility  jthere  be 
two  kindeSjViZ.  N obility  2^atiue  5  that  is 
to  fay,by  birth;  and  Datiue, vfhich  is  by  the 
Princes  guift.For  as  for  violent  Nobility, 
fuch  as  was  that  of  2{emrodsy  I  vtterly  re- 
ieci:  it. 

"  But  that  thefe  things  may  bee  made 
more  manifeft,  we  will  by  ccrtainc  of  the 
better  Common-weales^euen  vnto  thefe 
our  times  5  dcriuethe^  beginning  of  this 
dignity,  and  the  manner  of  obtaining  the 
fame, as  it  were  euen  from  the  firft  infancy 
thereof,  taking  both  the  matter  &  the  ex¬ 
amples  we  therein  vfc,oiit  of  moft  authe- 
ticalland  spproued  Authors,  thefenten- 
ces  almoft  nothing,  and  much  lefTc  the 
words, much  changed,  fo  that  the  well  af- 
feded  Reader,  cannot  of  right,  lay  any 
thing  thereof  to  our  charge. 


Nobility 
which  in  Ada 
wa^  firft  Da* 
tiue  in  him 
began  to  be 
Natiue. 


CHAP.  II. 


0/ the  Nobility  of  the firB  Age. 


Dare  contrary  vnto  the  com¬ 
mon  rcceiucd  opinion  affirme, 
nobility  to  haue  bin  be¬ 
fore,^  more  excellent  then  Nobility  Na- 


^//^(f,exaple  being  taken  fro  A^d4m  hmfclfc, 
whom  all  men  know  to  haue  bene  made, 
and  not  borne :  and  verily  to  haue  bene  a 
Noble-man  (if  any  other)  as  formed  by 
God  to  the  Image  of  himfelfc,  endowed 
with  all  good  gifts,  and  made  Lord  and 
Soucraigne  Ruler  of  all  creatures  5  yea,e- 
uen  of  the  whole  world.But  that  coelefti- 
all  Nobility  he  foonc(alas,too  too foone) 
loftjby  hearkning  vnto  his  wife :  and  that 
worldly  Nobility  which  he  yet  retained, 
being  vnto  his  children  deriued,  began 
firft  in  them  to  be  Nmue^  or  Nobility  by 
birth.  If  any  man  therfore  confider  Adam 
his  owne  race  and  Progeny, he  muft  needs 
confefle  all  the  men  ofthatagc,tohaue 
bene  together  Noble.  But  as  in  mans  bo¬ 
dy  tor  the  preferiiation  of  the  whole,  di¬ 
ners  fiinftions,  and  offices  of  members, 
are  required  5  euen  fo,  in  that  firft  fociciy 


of  men  (as  in  all  others)  a  diftindion  of 
perfons  was  ncceflary :  wherefore  the  firft 
Common-wealcjwhich  was  of  the  family 
Adam^znAoihis  children,  confifted 
wholly  of  Noblemen  (to  wit)  of  the  chil¬ 
dren  ofone  Father,  and  he  the  fame,  be¬ 
ing  a  King, a  Prophet,  and  a  Prieft;  but 
yet  not  all  of  them  to  be  with  like  honour 
reuercnced.  For  he, that  firft  Houfholder 
as  it  were  by  the  decree  of  Nature,  gaue 
the  prehcminence  and  chcefe  place  vnto 
his  firft  begotten  Sonne,  fo  long  as  hec 
kept  the  right  of  hisBirth-righr,  which 
order  other  families.  Afterward  follow¬ 
ing, conftantly  obferued;  fo  that  he  which 
was  firft  by  Nature,  ihould  be  accounted 
alfo  firft  in  honour.  Y et  neucrthelefle, 

was  it  altogether  lawfull  for  the  Father  of 
the  family ^10  make  choife  of  his  own  chil¬ 
dren,  thatfo  according  to  eucryone  of 
their  defartSjhe  might  beftow  vpon  them 
honours,or  take  them  from  them. 

Of  the  great  number  of  Adams  Proge¬ 
ny,  &  thedifeord  of  the  Brethren  among 
themfelues,at  length  arofe  the  diuifion  of 
Families,and  fo  confequentlyjthe  vnccr- 
tainty  and  forge tfulnelfe  of  kindreds, and 
deadly  hatreds  and  fallings  out  withall. 
-By  warre,  the  change  of  mens  eftates  and 
conditions,and  feruitudes  are  brought  in. 
The  vatiquiflacd,  of  Noble  become  bale 
and  vnnoblc :  &  contrariwife,the  vigors, 
qf  bafe  perfons, became  Noble.  Men  for 
the  preferuationof  themfclucs,  haue  out 
of  families  affcmbled  together  into  Vil¬ 
lages  ^out  of  Villages,  into  Cittics  5  and 


A  diftindion 
ot  perfons  C' 
uen  in  the 
fifftfocieiy  of 
men. 


The  preroga 
tiue  of  birth¬ 
right  obfer- 
ued. 


The  diuifion 
of  Families. 


Villages  into 
Cittics. 
Cittics  into 
ProuinccsjSc 
Prouinccs  in*- 
to  Kingdoms. 


Families  to 

out  of  Cities  haue  growne  together  into  j 
Prouinces,  and  fo  into  moft  great  king-' 
domes.  In  dangers  and  diftreffes, accor¬ 
ding  to  the  rule  of  rcafon,  wife  men  are 
called  vpon  for  their  counfel,  valiant  men 
for  their  aide  and  defence,  vnto  whom,as 
vnto  men  moft  worthy,  the  gouernment 
is  committed ;  whereas  the  reft  are  enfor¬ 
ced  without  difference,  to  obey  without 
any  refpeeft  of  their  ftocke  or  kindred. 

Thefe  things  to  haue  thus  beene  in  the 
lewes  State  andCommon^weale^  is  vnto  all 
men  knowne,which  arc  but  eafily  read  in 
the  old  TeHament.  Firft,that  Principality 
and  prerogatiuc,  was  giuen  vnto  the  firft 
begotten, you  (hall  eafily  vnderftand,  if 
you  fhall  diligently  confider,  that  when 
Adam  by  reafbn  of  his  great  y  cares,  was 
not  able  longer  to  attend  to  the  gouern¬ 
ment  of  the  church,and  ofthe  common- 

wcalc. 
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Of  the  Nobility  of  the  firft  Age. 


was  made  Goucrnor,who  the 
held  the  place  of  the  firft  begotten.  Vnto 
S eth  cuen  for  the  fame  caufc  fiicceeded  £•• 
nach :  vnto  Enoch ^Comn :  vnto  Conm^Ma- 
haleel:  vnto  Mabaleel,  lered :  vht'o^  lered^ 
Canoe :  vnto  Canoe ^  Methufehel^  vnto  Me- 
thufchd^Lamechx  vnto  Lamechyf^oah:  who, 
ruled  oucr  his  Progeny  an  hundred  &  ten 
ycares  after  the  Deluge  5  at  which  limey 
the  difperfing  ofhispofterity  happened. 
Which  difperfion  being  made  jCucry  one 
of  them  bare  himfclfe  as  Prince  of  his 
owne  faraily;vvhich  prehemincnce  pafled 
ftill  vnto  the  firft  borne  of  that  ftocke  and 
family:  fothat  the  firft  begotten  of  thc^ 
principall  family^  ftill  held  the  fame.  Nei¬ 
ther  ought  any  man  to  doubt  cuery  otic, 
of  the  Patriarkes  tohaue  ruled  as  cheefe' 
men  ouer  their  owne  Tribes  and  Families 
vntill  that  the  gouernment  of  the  whole 
people  was  deliuered  ouer  to  Mofes.  But 
concerning  Mofes  himfclfe,  wc  reade  in 
ihefourth  of  Exodusjhim  and  Aaron  to 
hauc  gathered  together  ah  the  Elders  of 
the  children  of  Jfrael^  which  was  the  firft 
AfTcmbly.In  the  24.of  Exodas,the  Lord 
commandeth  feuenty  ofthe  Elders  of the 
children  of  Jfrael^  to  come  vnto  him,  to¬ 
gether  with  Mo^es :  which  feueiity  (in  the 
fame  chapter)  are  as  it  were  by  a  krtt^whe 
name  called  Nobles  or  cheefe  Pe^fdn^  of 
the  children  of  ifrael.  befide,op- 

preffed  with  the  multitude  of  fiitds^  follo¬ 
wing  the  counfel,  of  lethro^  chofe  out  of 
the  people  certain  Captains  of  thoufands 
which  fnould  beare  rule  oucr  a  thoufand 
families :  others  of  hundreds,  who  com¬ 
manded  ouer  an  hundred.-others  of  fifties 
who  had  the  command  oucr  fifty :  ando- 
thers.9f  ten,who  bare  rule  oucr  ten,&  de¬ 
termined  of  their  Icffer  futes  and  contro- 
iierfics.  Now  that  there  were  many  Cap¬ 
taines  of  thoufands,  euen  in  one  and  the 
fclfe-fame  Tribe, it  is  out  of  holy  Scrip¬ 
ture  manifeft  5  and  thefe  men,  Mojes  here 
&  there  calletb.  The  Heads  of  the  Fathers^ 
the  Beads  of  the  Tribes ^  Princes^  and  Heads 
of  the  Soldier s-^zn^  amongft  them  were  1 2 
chiefe  PrinceSjCfpccially  chofen  of  the  1 2  • 
T ribes,who  fomtimes  were  alone  by  the- 
fckicschofcn  outfor  fbme  efpeciall  com- 
million.  But  what  manner  of  men  Mofes 
made  Rulers  oucr  the  Jfraelites^  and  what 
manner  of  companions  he  chofe  forth  as 
affiftantsvnto  himfclfe  in  the  gouernment 
ofthe  common-weale,  he  himfclfe  in  the 


firft  chapter  of  Deiiteranomjj  thus  plain¬ 
ly  witneffeth!  And  I  (pake  vnto  you  the fame 
J eaf on  faying'^  Jam  not  able  to  beare  the  bur¬ 
den  of  you  my  Jdf  alone,  For  the  Lord  your 
God  hath  multiplied  you :  and  behold  ^you  are 
this  day  a^s  the fiarres  of  heanen  in  number^ 

.  Bring  (pfrom  among'you')  men  ofwife^ 
doineand  of vndor  Handings  ffmen  knowne 
in  your  Tribes  fmt  I  may  make  them  Rulers 
ouer youMndyou  anfwered'me  and fatdithat 

which  thou  fafl faide,  it  is  good for  vs  to  do} 
And fo  out  of  the  Tribe  siTivoke  the  Captains 
(menofmjedome  and  experience)  fr  made 
them  Rulers  oue  'ryou^ '  Captdines  ouer  thou- 
finds  ^and  ouer  hundreds  ^ouer  fifty  ^  tpy  ouer' 
tenfyy  Officers  among  your  Tribes  ^^^c.  But 
wee  enduced*  both  by  the  weight  -of  the 
words,an(]  by  rcalbn,  arc  enforced  to  c5- 
itdiwvc^^^ofes  being  a  vvifc  man, in  this  c- 
Icdion  and  choifcjto  hauepreierred  men 
for  their  vvifedome  &  experience  famous 
and  well  knowne, both  for  the  gaining  of 
the  fauourand  obedience  ofthe  people, 
and  alfo  for  the  better  gouernment  of  the 
common- wxale  :  neyther  to  haue'any 
thing  regarded  fucbjas.boaftcd  onely  of 
theprefogatiueof  their  birth  5  forothcr- 
wifc,infte'ad  of  helpers,  he  ftiould  rather 
hauc  affociated  vnto  himfelfc,  the  pertur- 
berS  ofthe  publikc  peace.  Wherefore  wc 
j  fet'downe  thofc  feauenty  Judges  by  the 
'  commandement  of  God,  appointed  by 
Mofes  to  hauc  bin  of  the  dignity  of  Sena- 
torsjvnto who  fome  men  adde  two  moe, 

viz.il/^ihimfelfe,and  the  HighvPrieft,as 

if  that  fix  had  bin  appointed  out  of  cuery 
one  of  the  twelue  Tribes. 

Whcrefore,by  thofe  things  which  wc 
haue  now  already  fpokendt  is  euident,  as 
well  Datiue  as  Nobility,  to  haue 
bin  in  vfe  amongft  the  ifraelites^  &  fome- 
time  euen  in  one  and  the  fame  family^  to 
haue  paffed  vnto  the  firft  begotten  alone, 
or  to  fome  other  graced  with  fome  pub¬ 
like  Office  in  fome  family,  whilft  the  reft 
borne  ofthe  fame  ftock,  in  the  mean  time 
ftuckc  fall  within  the  bounds  of  them  of 
the  vulgar  ftate  and  condition.  And  con¬ 
cerning  the  kings  of  ihclfraelitesj  iris  to 
be  thought  alfo,  as  it  is  of  the  kings  of  o- 
ther  nations, that  they  according  to  their 
pleafure,  ennobled  many,  cytherby  rea- 
fon,  orby  affeftionmoued  and  induced 
fo  to  do.  But  let  vs  now  from  the  lewes^ 
paffc  ouer  vnto  the  Gentiles • 

Q.5  chap. 
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Of  the  firft  Greeke  Nobility.  5  BookeJ 


CHAP.  III. 


Othing  was  cucr  more 
vnconftant  the  the  grcck 
Commonweal^,  with 
perpetual!  changes  ftill 
floating  vp  &  down.Thc 
beginning  ,  of  their  Mo- 


Thc  firft  diui- 
’fion  of  the 
Grecian  com- 
raon-wcalc 
by  Cecrops. 


Wh')  were 
PrinceSj^ena- 
lois,  and  No- 
blerre,among 
the  Grcckes. 


A  new  diuifi 
on  of  the  A- 
thenian  peo¬ 
ple  by  Thejem, 


narchyj  I  (as  moft  are  wont)  will  no  fur-, 
thcr  fetch,  then  from  Cecrofs^^e.  firlf  cal¬ 
led  the  xwdiC  Jiheniam  out  of  the  fields, 
into  a  ciiiill  focicty,  built  twcluc  Townes, 
and  diuided  the  Cittizens  of  them  into 
Souldiers,  Artificers,  Husbandmen,  and 
Shcphcards.Euery  Citty  had  Magiftrates 
of  it  owne,  neyther  did  they  but  in  times 
of  great  danger  refort  vnto  the  King:  yea 
many  of  them  at  times  tookevp  Armes 
againft  their  Kings.  They  which  inhabite 
ihcChampdneCoimixy^  were  comman¬ 
ded  by  fomc  few.  The  Mountiniers  were 
gouerned  by  a  popular  eftate ,  and  they 
which  dwelt  by  the  Sca-coaft,  had  a  mixt 
gouernement,  in  a  mcanc  betwixt  both. 
And  they  which  out  of  the  whole  body 
of  the  people,  were  called  vnto  the  go- 
uerncment  of  the  Common-weal^, >vcrc 
honored  for  Princes,  Senators  ,  and  No^. 
blemen.  Plutarch  writeth,  fuch  men  as 
were  of  greateft  power  in  the  Citties,  to 
haue  bene  thruft  out  by  Thefeu^^  that  hcc 
himfelfe  might  fo  alone  raigne,  yetdiui- 
ided  he  the  people  into  Senatours,  Huf- 
bandinen,  and  Artificers :  of  whom  hee 
would  haue  them  of  the  firft  ranke,  to  ex- 
ccll  the  reft  in  dignity: them  ofche  fecond 
fort, to  exccll  the  reft  for  ncccflary  vfe  5  & 
them  of  the  third,  to  cxccede  the  reft  in 
multitude  and  number.  But  in  the  choife 
of  the  Senators,  he  had  refpe(ft  vnto  their 
wealth, their  learning,and  cfpecially  their 
vertue,  which  things  were  required  alfo 
in  the  perfon  of  the  King.  For  DmoHhe- 
nes  in  his  Oration  againft  Ncizra  fheweth , 
after  the  Common- weak  fet  in  order  by 
Thefem^  neuerthclefle  by  his  hands  ftret- 
ched  out,  to  haue  appointed  a  King  out 
of  the  number  of  the  which  were  thought 
to  exccll  in  vertue.  Vpon  the  Senators  he 
impofed  the  charge  of  bearing  of  Office, 
toconfider  and  determine  of-matters  of 
Religion,  to  interpret  and  expound  the 


Law  and  facred  rights :  and  when  he  was 
defirous  more  to  encrcafc  the  Citty,  hee 
called  all  men  indifferently  vnto  an  eqiiall 
part  of  the  Common-weale.VVhercfore, 
in  Thefeu^his  Goucrnmenr,NobiIity.was 
gotten  by  riches, knowledge,  and  vertue. 
After  the  Kings,  there  was  in  the  Citty  a 
double  Vemocratie^  one  which  confifted 
in  the  power  and  gouernment  of  the  ri- 
cherfortof  the  Cittizens 5  and  another, 
which  refted  in  them  all  in  gencrall  which 
were  free-men.i’^^to  (the  difcord  betwixt 
the  common  fort,  and  them  of  the  richer 
fort  of  the  people  being  appeafed)  after 
the  {laughter  of  the  Q'/m4w,reftorcd  vh- 
to  his  country,.thc  Democradcall  or  Po¬ 
pular  gouernment,  the  Oligarchy  or  go¬ 
uernment  of  fomc  few, being  quite  taken 
away. He  deuifed  foure  orders  or  decrees 
of  Cittizens:  Them, which  could  oftheir 
dry  &  wee  commodities,  fill  fiuc  hundred 
of  their  meafures  (called  Modij)  hee  pla¬ 
ced  in  the  firft  order  or  degree .  Them 
which  could  fill  foure  hundred  of  chofc 
meafures,  hee  placed  in  the  fecond  ranke. 
Them  which  could  fill  three  hundred,  in 
the  third, and  al  the  reft  in  the  fourth.  And 
called  the  firft  of  thefc  Modiales^  the  fe¬ 
cond  Equites^thcihixA  Zeugit^t^  and  the 
All  publike  Offices,  be  ap¬ 
pointed  to  be  committed  to  them,  which 
were  placcdin  the  three  firft  degrees,  and 
they  fo  hailing  borne  Office,  were  accou- 
ted  in  the  number  of  the  Nobility, but  vn¬ 
to  the  fourth  ranke  was  no  p  ublikc  Office 
or  Magiftracy  communicated;  &:  therfore 
that  ranke  was  altogether  bafe  and  vnnor 
ble.Buc  after  Solon^ArisHdes^^xiA  Pericles 
participated  the  Magiftracies,  cuen  vnto 
the  bafeft  and  loweft  fort  of  the  people 
alfo,as  Xenophon  \x\  hisBooke  concerning 
the  Athenian  CommonwealSciteth  it  down 
for  right  and  rcafon,thatthey3Cucn  ofthe 
meaner  and  poorer  fort,  fhould  indiffe¬ 
rently  be  called  &  acknitted  vnto  all  pre¬ 
ferments  in  euery  part  ofthe  Common- 
weak,  for  that  they  more  profited  for  the 
enriching  ofthe  Citty,  then  did  they  of 
the  Nobility.  Euen  plainc  Cittizens, ha- 
uing  well  deferued  ofthe  Commonweal, 
were  therefore  among  the  Athenians  cx\.~ 
nobkd.  So  Z^^^for  that  he  for  the  welfare 
ofthe  commonweal,hadfokmnly  vowed 
his  daughters  to  death,  was  accounted  & 
regiftred  amongft  the  ten  W  orthies.  And 
Nobility  once  by  the  Father  obtayned, 
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a  double  De¬ 
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Chap.4*  Of  the  firft  Roman  Nobilitie. 


Pathm, 

Stnatom, 

PatrkiK 


ennobled  his  Children  alfo. 

But  the  Athenian  commonweal  was  not 
fo  lauifla  &  prodigall  in  the  communica¬ 
ting  of  Nobility,  as  was  in  auncient  time 
the  Romainc  Common-wcale  fparing 
and  curious  in  the  beftowing  thereof. 
Wherefore  this  the  Romaine  State  and 
Gommon-vveale  ftiall  affoord  vnto  vs 
greater  flore  and  plenty  of  matter  of  this 
kindc  and  nature. 


CHAP.  nil. 


^  of  the JirB  Romaine  Nobilitie, 


Omulus  to  draw  ftrength  vnto 
the  city  oi Rome ^  but  lately  be- 
tbre  by  him  builtjordayned  an 
^^fylumoi  San^uary  ^ 
vnto  the  poore  and  bale  people  out  of 
Countries  and  places  thereby  by  flockes 
nreforting ,  gaue  the  firft  encrcafe  vnto  fo 
great  a  citty.  And  out  of  this  rabblement 
of  people  ^^7;;//^tochofc  an  hundred 
natours^  which  by  luuenall  the  Satyricall 
Poet  is  in  thefe  verfes  noted. 

Pt  tamen  vt  longe  repetas^  loJigeg^  reudluas 
^  H men^ab  inf  am  gentemdeducis  hXyloi 

Mahrtm  primus  quifqmsfuit  tile  tHorumt 
Aut  Paflorfttit,  aut  illud  quod  dime  nolo, 

(name, 

And  tliough  from  far  thou  doftrepeatthy  pcdcgrcc  & 
Yet  fr6  the  bafe  Afylum  thou  canft  but  dcriuc  the  fame.* 
For  he  that  was  fird  Author  of  thy  flockc  andpedegre, 
A  Shepheard  was,  or  clfc  fuch  one,  1  lift  nor  name  to 

(thee. 

Then  Romulus  for  their  honor,  would 
hauc  to  be  cxc2Licd^Fathers:  and  for  their 
age.  Senators ,  and  both  them  and  their 
progeny  he  appoynted  to  be  oftheranke 
of  them  that  were  of  the  Senatours  dif- 
cended .  But  afterward ,  the  Common- 
wealc  being  communicated  alfo  with  the 
Sabines^  he  chofeout  another  hundred. 
Tarquinim  Prifeus  (  or  as  fome  other  ra¬ 
ther  would  haueit)  BrutmzMcd  vnto 
them  another  C.  called  the  Senatours  oi 
the  meaner  fort  of  the  People.  Valerius 
Publicola^  after  the  Kings  were  driuen 
out ,  chofc  thrcefcorc  and  fourc  more 
then  an  hundred,  of  the  order  of  Gentle-, 
men  (in  ftcadoffo  many  flaine 

by  Tarquinius  Super  bus)  which  were  cal¬ 
led  AdleSti^  or  men  chofen  .*  for  after  the 
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kings  driuc  out^fuch  as  he  faw  to  be  wife,' 
ancient,  and  of approued  honefty,  he  ai- 
cribed  into  i\\z Senate^  as  into  the  moft 
graue  & reucrend  Counfcll .After thofc 
firft  foundations  of  the  Romaine  Com- 
mon-weale  thus  layed  .  Citcizens  of 
Rome  difeended  of  the  ftocke  of  Senators 
(  who  before  had  borne  the  chiefc  and 
greateft  Honors  )  were  by  the  Diffators^ 
Cenforsy  or  Trmmuirs,  created  Senators, 
and  afterward  a.lfo  of  the  Order  of  Gen¬ 
tlemen  were  called  into  the  Senate. 

V 

W  hcreforc,  the  Order  of Patricq,^x\& 
of  the  Senatours  y  to  haue  ennobled  fuch 
as  were  thereof,  there  was  ncucr  anic 
doubtj  but  concerning  the  order  of  Gen¬ 
tlemen,  fome  there  be,  which  makeque- 
ftion .  Tiraquellus  thinketh  the  Romaine 
Gentlemen  to  hauc  holden  the  middle 
place  betwixt  the  Patricij  (or  them  which 
were difeended  from  Senatours)  and  the 
Plebeij  or  Common  People  :  for  that 
Tacitus  cz\\zibi\\zxn  lHuHres,  or  men  of 
marke.  -^/4^4/ZaIfo  calleth  the  Order 
of  Gentlemen,  the  Lefler  Order  and  the 
Order  of  Senators,  and  of  them  that  were 
difeended  of  Senatours,  the  Greateft  Or 
der. 

Many  are  alfo  of  opinion,  Nobilitie 
to  haue  bcene  giuen  amongeft  tbeRo- 
maincs,  by  the  beftowing  vpon  them 
Rings  of  Golde :  and  moft  certayne  it  is, 
fuch  gift  of  Rings  to  transferretheftate 
and  condition  of  a  Frcc-bornc  man  vnto 
them  to  whom  they  were  fo  giuen,  with- 
put  which  free  eftate  no  Romaine  was 
deemed  capable  of  Nobility.  But  when 
the  vfe  of  rings  of  Golde  began  in  Rome,> 
it  is  not  manifeft.  pliny  wiiteth  it  of  long 
to  haue  bcene  the  Badge  or  Gognifance 
of  them  which  were  about  to  goe  Am- 
baffadours  vnto  forraigne  Nations ,  and 
the  reft  of  the  Senators  y  to  haue  becnc 
without  them  :  neytherwas  it  the  man¬ 
ner  and  fafhion  for  anie  other  to  vfe.. 
them ,  then  fuch  as  had  for  that  caufc 
publiquely  rcceyued  them .  And  fuch 
Golde  rings  they  vfed  onely  abroad,  and 
iron  rings  at  home  in  their  houfes. 

But  afterward ,  thecuftomeof  wea¬ 
ring  of  Gold  rings  beganne  to  be  vfed  of 
all  the  Nobility,  as  it  is  written  in 
Liuim  in  his  ninth  booke,in  thefe  words* 
The  Senate  to  haue  burnt  with  fuch  rage, 
and  difdayne ,  becaufc  Cneim  Flauius  a 
late  freed  man  was  made  Mdilis ma- 
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ny  of  the  Nobility  thereupon ,  laid  afide 
their  gold  Rings,  and  Trappings  of  their 
Horfes ;  wherein  witnefleth  many 
to  haue  becnedcceiued,  which  thinke 
them  of  the  order  of  Gentlemen  to  haue 
then  done  the  fame.  For  that  (fayth  hec) 
is  alfo  added :  but  the  Trappings  were  al- 
fo  layde afide,  for  which  the  name  of 
Gentlemen  is  put  too.  It  is  alfo  recorded 
in  the  Anmles^  Rings  to  hauebeenc  then 
layde  afide  by  the  Nobilicic,  but  not  by 
the  whole  in  generall  •  Whereby 

it  is  manifcft,that  the  Gentlemen  as  then 
had  no  right  to  wearc  a  Ring,  and  that  it 
belonged  but  vnto  the  Nobilitie  onelic  • 
that  is  to  fay ,  vnto  the  Patmy ,  and  the 
Senators ,  although  they  were  not  them- 
fekies  Patrteij-^  that  is  to  fay,  difeended  of 
Senators  y  for  that  thedignicy 
tor^m^  beginning  to  Nobilitk. 

But  after  that  ludiciall  caufes  were 
tranflated  from  the  vnto  thet?^;;- 

tUmen,  thevfc  of  Rings  together  with- 
all ,  pafled  vnto  them  alfo  ^  which  was 
not  then  fo  much  the  cognifance  of  Gen- 
tlemeny  as  it  was  of  Judges^  and  yet  not  of 
all  them,but  of  them  which  were  of  grea- 
teft  dignitie  and  honour .  Rings  (  fayth 
Pliny)  diuide  J  the  other  Order  from  the 
vulgar  People,  as  foone  as  they  once  be- 
ganne  to  be  men  of  marke  and  fame,  and 
afterward.  Buc,Rings  verily  put  a  middle 
and  a  third  Order  or  Degree  ofmen,  be¬ 
twixt  the  Common-people,  and  the  Se¬ 
nators  ox  Fathers  ;  and  that  name  which 
horfes  of  feruicc  before  gauc  vnto  men, 
this  name  (I  fay)  the  fudges  now  giuc 
vnto  money ;  neyther  was  that  long  agoe 
done  :  for  AuguFfus  the  Emferour^  dif 
pofingoftheC^?«m,  the  greater  part  of 
the  Judges  wore  Iron  Rings ,  and  they 
were  not  called  Equites  (or  Gentle?nen) 
but  tudices  (or  Judges,)  The  name  of  £- 
quites  (or  Gentlemen)  relied  in  the  troops 
of  publique  horffes .  But  afterward ,  in 
the  ninth  ycare  of  the  reigne  of Tiherius^ 
when  the  Order  of  Gentlemen  was  come 
intoanvnion  (  for  fo  he  termeth  it )  or¬ 
der  was  taken  for  the  creditc  of  the  wea¬ 
ring  of  Rings ,  as  that  they  fhould  be  vn¬ 
to  all  Gentlemen  common.  And  at  length 
( faith  hce )  when  as  caitts  Sulpitim  GaWa 
going  about  to  gaine  the  credite  of  a 
youthful]  good  name  with  his  Prince, by 
the  fines  of  Tauernes  and  Victualling 
houfes)  had  complained  in  the  Senate^ 


eucn  Chapmen  and  Pedlers  to  be  defen¬ 
ded  from  the  penalty  offuch  their  mifdc- 
mcanor,  by  the  wearing  of  Ririgsj  ft  was 
for  this  caufc  by  the  Senate  that 

it  (hould  not  bee  lawfull  for  any  manta 
wear  a  Ring, but  vnto  him  who  being  fiee 
born,  both  by  his  father  and  grand-father 
by  the  Fathers  fide, was  valued  at  ^o  vSe^ 
flertkes.  And  by  the  Law  concer¬ 

ning  the  Theater fuch  as  had  place  and 
did  fit  in  one  of  thefoureteene  orders  or 
degrees.  Heereby  it  came  to  pafTc ,  that 
they  feemed  to  be  of  the  Order  of  Gentle- 
men^  which  did  wearc  golde  Rings  ,  tor 
that  it  was  not  lawfull  for  any  fq  to  doe, 
but  fuch  as  had  a  Gentlemans  fubftancc. 
And  therefore  S uetonm  Julius 

Csfar  when  as  in  exhorting  of  his  Soul- 
diers,  he  oftentimes  fliewed  the  finger  of 
his  left  hand,  and  faid,  that  he  coijd  wil- 
lingly,  for  their  fakes,  be  cant|ht  to  pluck 
off  his  owneRing  5  to  haue  been  thought 
in  fo  doing,  coucrtly  tohauepromifed 
vnto  cueric  one  of  them,  the  right  to 
wearc  a  Golde  Ring and  the  fubRance 
pfa  Gentleman.  But  after  that  it  was  per¬ 
mitted  to  all  Gentlemen  indifferently  to 
wearethemj  that  marke  (  fayth  PtoV/ 
beganne  to  bee  indifferently  of  all  men 
defired;  For  beforCjGentlcmcn  and  Jud¬ 
ges  were  knownc  by  their  Iron  Ringsj  but 
at  length,  whileft  the  Order  of  Gentle¬ 
men  is  feperated  from  the  Free-borne- 
men,  the  wearing  of  Rings  was  commu¬ 
nicated  with  them  that  were  bond-men, 
andofferuile  condition  :  that  is  to  fay, 
with  fuch  as  were  ofbondmen  and  flaucs, 
become  free.  Howbeit  this  right  of  wea¬ 
ring  of  gold  Rings  ,was  not  wont  in  anci¬ 
ent  time  to  be^iuen  to  any  other,  but  to 
fuch  as  had  right  manfully  and  valiantly 
bchauedthemfeluesin  thcwars5  neither 
was  the  right  of  wearing  of  a  gold  Ring, 
euer  giuen  to  fuch,  as  were  of  bond- men 
made  free,  except  they  were  alfo  made 
frec-men  borne,  (which  was  in  aiincient 
time  a  Priuilcdge  not  to  be  granted  but 
by  the  Prince.)  And  it  was  alwaics  in  an¬ 
cient  timcjaccoiintcd  a  greater  matter  to 
be  a  freeman  borne, then  to  be  rewarded 
with  the  right  to  wearc  a  gold  Ring:  For 
that  (heweth  vs  eucn  from  our  birth  to  be 
freemen  born^whercas  this  right  of  wea¬ 
ring  of  a  gold  Ring, indeed  jcithcr  blottcs 
out,  or  as  much  as  it  can ,  wailieth  away 
the  ftaines  offeruitudqyct  fo,as  that  the 
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fignc  thereof  for  euer  rcmaineth.  But  the 
creating  or  reftoring  of  a  man  vnto  Gen- 
try^commeth  nearer  vnto  Nature, which 
bringeth  with  it  all  the  commodities  of 
naturall  Gentry  ^  and  that  belonged  one- 
ly  vnto  the  Prince ,  to  reftore  agayne  a 
man  banifhed  or  caft  into  exile,  vnto  his 
former  eftate  and  place  :  whobeeing  fo 
reftored  vneo  their  bloud  or  birth-right, 
were  not  onely  ingrafted  into  the  num¬ 
ber  ot  the  cittizens  of  Rome^  but  alfo  in- 
rolled  among  the  Slmrites  5  that  fo ,  they 
might  be  partakers  of  all  the  honours  and 
offices  of  the  Common-weale.  Therfore 
it  is  of  Vliny  called 3//^  Quint is  to 
fay  3  The  right  and  Primlege  of  the  flmrites. 
There  was  alfo  among  the  Ancients, a 
certaine  right  of  hauing  of  /mages  or  Sta¬ 
tues^  which  was  by  the  Senate  ^{uen  vnto 
ftich  3  as  had  notably  borne  lo'me  great 
Office  5  or  worthily  deferued  fome  great 
honours,  which  was  notlb  much  for  the 
markc'and  figne  o(?>(ohilkie  ,  as  of  the 
ftockeand  Family  whereunto  they  were 
giuen.  For,  they  which  obtayned  Sta¬ 
tues  for  their  ftockc  and  family ,  there 
was  no  doubt,  but  that  they  thereunto 
brought  Nobilitie  alfo .  And  I  know  not 
I  what  greater  or  more  excellent  thing 
there  was,  then  to  haue  the  right  and  po¬ 
wer  to  vfe  Statues  2x\i/mages. 

Plinie  in  his  nine  and  thirtie  Booke 
thus  writeth ;  Apud  Maiores^  Imagines  tn 
atrijs  eranty  qua  Jpe/farentur\  exprefis 
^ultffs fnguhs  dtjponebantur  armarij s  ^  <vt 
ejjent  Imagines  qua  comitarentur  gentilia 
funera^  femper^  defunifo  aliquo^  tol>us  a'd- 
erat  Familia  eim  qui  <vnquamfuerat popu- 
lus,  S  lemmata  •vero  line  is  difeurrebant  ad 
Imagines  piefas .  Tablina  •vero  codicibus 
implebantur^  ^  monument  is  rerum  ^  ma- 
giHratuumgeliorum  •  In  the  time  of  our 
Aunceftours,  Images  and  Statues  were  in 
their  Courts  to  be  fecne,  liuely  countcr- 
faits  and  portraidurcs  were  in  all  their 
Studies  and  Clofcts  placed,  to  the  end 
that  there  might  bee  ftill  Images ,  to  at¬ 
tend  and  fet  forth  the  Funerals  offuch  as 
were  to  be  buried  of  that  ftocke.and  Fa¬ 
mily.  And  alwayes,  when  any  Gentle¬ 
man  of  note  and  marke  dyed,  all  the 
whole  race  of  them  that  were  then  lining 
of  that  houfe  and  Stockc ,  accompanied 
the  dead  corpes  5  and  from  their  Armes, 
lines  were  drawne  along  vnto  the  pain¬ 
ted  Images  of  them  whofe  Armes  they 


were.  As  for  their  Studies  and  Cloffets, 
they  were  full  of  Bookes  and  Records, te- 
ftifying  the  Noble  ads  by  them  worthily 
performed,  and  the  honourable  Offices 
by  them  in  the  State  Common-weale 
borne  and  difeharged,  whileft  they  yet  li¬ 
ned  .  Whereby  it  is  declared ,  Statues 
and  Images  to  haue  bin  rather  the  fignes 
of  fome  great  Office  well  difeharged , 
then  of  any  Nobilitie.  Neyther ,  that  all 
the  Images ,  of  all  that  were  of  the  ftocke 
and  race  of  them  ,  to  whom  the  right  of 
Images  belonged,  were  wont  to  be  carri¬ 
ed  at  the  Funerall  folcmnities  of  their 
kinfmen,  but  onely  the  Images  of  them, 
who  with  great  prayfe  andglorie,  had 
borne  and  dHchargcd  fome  honourable 
Office,  and  who  had  of  the  Senate  oblTiy- 
ned  that  right  and  priuiledge. 

Wherefore  Cicero  reckoneth  vp  this 
right  of  hauing  Images,  amongft  the  or¬ 
naments  of  Magiftrates.  Such  as  are, the 
Gowne^  the  Senators  Rohe^  the  Chaire  of  E- 
fiate^  and ,  to  haue  the preheminence  to  deli- 
uer  his  minde  and  opinion  firli  ;  Ail  which 
things  paffed  not  vnto  their  poftcritie,  fo 
that  they  might  vfe  the  fame  in  fuchfort 
as  did  the  Nobility,  of  fuch  as  had  beene 
Confulsy  Prators,  and  fuch  like :  which  the 
Remain  LavpesyjvouM  haue  to  difeend  vn¬ 
to  their Nephewes  in  thefedegreesj  that 
as  well  the  women,  as  the  men,  vnto  the 
Nephewes  fonne ,  fhould  be  accounted 
of  the  fame  dignitie  that  their  Anceftors 
were  of.  Inbriefe,  he  that  had  brought 
the  right  ofhauing  ofimages  into  his  Fa¬ 
mily  ,  is  to  be  thought  to  haue  done  no 
more, but  that  his  owne  Image  might  be 
carried  foorth  at  his  owne  Funerall ,  and 
the  Funeralls  of  them  of  his  owne  ftocke 
and  Kindred ;  and  not,  that  the  Images 
of  his  pofterity  3  fhould  alfo  in  fuch  Fu¬ 
nerall  folemnity  be  carried  5  but  onelie 
the  Images  of  them  who  had  gotten  the; 
like  right.  And  thefe  Images  were  kept  at 
home  in  their  houfes ,  and  were  carried 
foorth  at  the  Funeralls  of  them  of  theyr 
houfe  and  ftocke,  for  an  example  of  their 
Noble  adls  by  them  done.  But  concern¬ 
ing  Images  and  Statues,  many  thus  doe 
thinke ,  That  they  which  had  the  Images 
of  their  Aunceftors,  were  accounted  and 
called  Ancient  N oblemen^^nd  thofe  A^hich 
had  but  onely  their  owne  Images ,  were 
reputed  and  called  New  Noblemen:  but 
fuch,  as  had  neither  Image  of  their  owne, 
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nor  of  their  Aunceftours ,  they  were  re¬ 
puted  as  bafe  and  vnnoble.  And  yet  they 
of  the  common  fort  of  the  peopile ,  ha¬ 
iling  obtained  the  Offices  fcalled  Curu^ 
lesy  or  of  the  imry  Chyre  of EBate  )  had 
alfb  their  Imaoes,  And  thus  much  con- 

»  o 

cerning  the  right  of  Inlages  and  Statues: 
Now  wil  I  againe  returne  vnto  Romulus, 
As  Romdm  had  diuided  the  people  in¬ 
to  two  degrees  or  orders(t;/z..^thc  order 
of  the  Semtors ,  and  of  the  Common  per- 
fonsy  calling  their  Progeny  Patricias 
Optimates(pv  the  Progeny  of  the  FatherSy 
and  of  the  ]>^obility  )  and  the  Progeny  of 
the  other  Plebeios  (ora  Progeny  difccn- 
ded  from  the  vulgar  and  common  fort  of 
people)  fo  dcuided  he  their  Offices  and 
vocations  alfo  •  Vnto  the  PatriciiQi{\a&i 
as  difeended  of  ^tSenaterSy  hee  left  the 
libcrallprofeflions  {^iz,,)  the  bearing  of 
Armes  and  Offices^  the  making  of  Sacri¬ 
fices  3  the  deciding  of  controuerfies  in 
Lavve,  and  theadminiftrationofallbufi- 
nciresbelonging  in  publique  vnto  the  cit- 
tie  and  Commonweale:  But  to  the  Com- 
monpeople  he  left  the  bearing  of  Armes  3 
alfo  the  tilling  of  the  ground  &  the  feed¬ 
ing  ofcattlc ;  other  bafe  trades  and  occu¬ 
pations  (not  befeeming  free- men  borne) 
he  affigned  vnto  ftrangcrSjMarchandizej 
and  fcruile  minifteries  3  he  wholly  com¬ 
mitted  vnto  them. 

The  Romaines  thcmfcluesjhe  would 
nothaue  to  excrcife  any  bafe  tradc3or  la¬ 
borious  and  painefull  bufinefle;  vnto 
whom  hee  forbad  all  ‘vnhoneft  mancr  of 
gaine,  for  all  fuch  manner  of  gaining  was 
thought  vnfeemely  vnto  fuch  as  were  Fa¬ 
thers  in  the  Common-wealc :  ncyther  in 
ancient  time  could  one  be  chofen 
tor ,  or  one  ofthe  Patricii ,  but  by  an  ex- 
preffe  Law ,10  that  end  and  purpofe  pro¬ 
pounded  to  the  people  3  which  was  the 
greateft  office  belonging  vnio  zKing^  a 
Confull^  or  a  ViBator.  But  in  what  things 
the  wcrcdifcerncd  from  them  of 
the  common  (brt  of  the  PeopUy  is  by  ma¬ 
ny  examples  tried :  for  the  Patricii  which 
excelled  in  Nobility^and  which  were  ho- 
neftly  begotten  and  well  brought  vp3  had 
a  Tablet  or  lewe/l on  their  breafts,  and  lit¬ 
tle  Moones  on  their  fectj  for  they  vfed  L 
uory  Bucklcsj  crooking  horned  wife^  like 
the  Moonc  y  which  they  fay  was  or¬ 
dained  by  Numa ,  that  Senators  and  their 
pofterity,  rtiould  vnto  their  black  fhoocs 


tie  MooneSj  as  if  by  the  Charafter  of  the 
Mooney  the  number  of  an  hundred  had 
becnc  defigned  and  figured ,  in  which 
number  the  Senators  were  then  contay- 
ned.  But  the  Tablet  they  wore  was  of 
Goldj  made  in  forme  of  an  heart3  where¬ 
with  they  of  auncient  time,  are  reported 
to  haue  allb  fcaled  their  Letters :  which 
Tablet  free-borne  boyes,  and  thefonnes 
of  fuch  as  had  ferued  on  horfe-backe ,  v- 
fed  to  wcare  3  together  with  the  imbroi- 
dered  Gowne  called  Pratextdy  vntill  they 
were  feuenteene  yearcs  olde  3  which  time 
expired3  they  then  in  a  folemnc  fcaft  han¬ 
ged  it  vp  vnto  their  ho u (hold ,  orharth- 
gods  3  whom  they  called  Lares.  Eueric 
honourable  and  noble  youth  wore  this 
Prdtexta  or  imbrodered  Gowne  about 
his  coat3  blit  after  child-hoode  part,  this 
Prdtextahem^hii  offin  thefeuenteenih 
yearCj  and  fometime  in  the  fixteenthjand 
fifteenth  alfbjthey  put  on  the  gowne(cal- 
led  Toga  'virilis  )  or  Mans  Gowne  :  that 
which  was  imbroidered  with  PurplCjVvas 
wont  to  be  giiicn  only  to  them  whofe  fa¬ 
thers  had  borne  the  great  Offices  (called 
Curules) 01  tome  other  great  honors. The 
order  of  Gentlemeny  and  the  Common  fort 
of  People  y  in  auncient  time  did  wcare  no 
Purple .  The  garment  of  the  Tribune  oi 
the  People^  and  of  them  of  the  Comninal- 
tie^  was  a  cloakcj  fuch  as  they  called  Sagiy 
EndromideSyZnd  CucuUifiajfockSyMantleSy 
and  C loakes  with  hoodes.  But  in  fucceed- 
ing  times ,  the  Commoners  indeede  did 
wcare  Purple,  but  yet  different  from  that 
whicR  the  Senators  yNOxe(^z.)oi a  darke 
coloutjand  died  with  the  iuyee  of  hearbs, 
and  not  with  the  right  Tyrian  purple  die. 
Befidethatj  thePatriciiy  bytheinftitiiti- 
on  ofP<?;»«tohad  the  AujpicU  or  offices 
of  belonging  vnto  them ,  and 

the  Senate  the  offices  of  Priefthood.  But 
this  ordinance  (faith  Diony/ius )  continu¬ 
ed  not  longjfot  that  al  things  were  made 
common  with  them  of theComminalty. 
And  left  any  man  fhould  thinke  the  dig- 
niticof  the  Patricii  y  and  of  the  Senates 
to  be  the  fame ;  Facitm  reporteth  the 
Emperour  Claudius  to  haue  felcifted  out 
ofthe  SenatCy  cucry  one  ofthe  moft  aun-' 
cient  fort  of  the  Senators  into  the  num¬ 
ber  ofthe  Patricii ,  there  being  now  but  a 
few  left  of  thofc  families  which  Romulus 
called  Maiorumy  and  Lucius  Brutus,  Ma- 
iorum  Gentium^wt  there  is  another  thing 
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whereat  thou  wilt  happily  more  mariicllj 
which  is  3  that  the  Coinmindt'te  growing 
ftrong  ( as  there  was  a  palling  ouer  from 
the  (late  of  a  Commoner \\\x.o  the  degree 
of  one  of  the  Patricii)  (b  diuerfe  ot  the 
patricii  alfo  went  ouer  vnto  the  Commi- 
ndticy  and  fo  became  of  their  numbers. 
The  elcdfion  of  the  Senators  ^  according 
to  the  alterations  and  changes  of  times, 
belonged  fometimes  vnto  the  Kings ,  af¬ 
terward  to  the  ConJ* 4s ,  and  to  the  Di6^a- 
tors.  After  the  kings  driuen  out, we  reade, 
tht  Confuls  to  haue  chofen  fuch  of  the 
Patricii  as  were  deereft  vnto  them ,  and 
afterward  (bme  of  the  Commoners  alfo  to 
bee  Tribunes  of  the  Souldicrs  with  Con- 
fulary  power,  vntill  that  it  was  by  the 
Law  prouided ,  that  the  Cenfors  fhould 
W  arde  by  W  ardc  make  choice  of  them 
in  the  Senate .  By  and  by  after  a  fub- 
ftance  was  required  for  the  creating  of  a 
S  enator^  and  if  he  that  was  fo  chofen,  did 
afterward  wafte  and  weaken  his  faid  fub- 
ftance  ,  he  loft  alfo  his  order  and  degree. 

Wherefore  it  is  m^mit&^xhc  Romaine 
Nobilitie  to  haue  bccnccftabiiibed  in  the 
dignitie  of  the  Patricii^  and  of  the  Sena¬ 
tors^  which  not  to  haue  beenc  denied  vn¬ 
to  the  Order  of  Gentlemen ,  we  gather'of 
that  which  followctb ,  although  feme  p- 
thersbc  of  other  opinion .  \ 

firmcth^threc  hundred  Gentlemen  tp  hau_e  I 
bcene  chofen  by  Romulus  y  opt  of  the  * 
moft  honourable  Families  ^  tenne  out  of ! 
cucry  Wardc.  Some  Gentlemen . 
were  fuch  as  ferued  vpon  a  publike  hprfe, 
altogether  in  the  Cifties  oiherfomeof 
them  were  fuch  as  feruedypon  a  priuate 
horfe  in  the  Armie  abroad.  The  publike 
horfe  the  Cenfor  appoynted ,  and  pub- 
lique  Horfe-men,  or  Gentlemen,  he  ere* 
ated,  aswcllout  of  them  thatweredif- 
cendei  (torn  the  Senators  y  as  out  of  the 
Comminaltky  who  at  length  were  for  their  < 
fubftance  created  alfo,  as  were  the  Sena^ . 
tors.  But  a  Gentlemans  fiibftancc  was 
fourc  hundred  thoufand  Sefierticesy 
which  being  confumed  and  fpent ,  the 
reputation  and  dignitie  of  a  Gentleman^ 
therewith  took  end  alfo.  Ijidore  writeth , 
That  although  a  man  were  by  birth  a  i’e- 
///j^wfonne, yet  vntill  he  came  roiawfull 
ycres,  he  was  but  a  Roman  Gentlemany  & 
fo  afterward  came  into  the  order  of  the 
Senators.Liuyhm^eth  in  perfeus  King  of 
Mace  deny  thus  (peaking.  Ec^uites  Romani 
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frincip is  i uuent utis ,  E  cjuites  S  eminarium 
Senatus ,  inde  leBos  in  patrum  numerum 
Confules ,  inde  Jmperatores  creant .  7  lie 
Romaine  Gentlemeni  focith  he)  arc  the  Prin¬ 
ces  of  the  youth ,  the  Gentlemen  arc  the 
Seminarie  of  the  Senate ,  out  of  them  be¬ 
ing  chofen  into  the  number  of  the  Fa¬ 
thers  y  they  create  then  C onfulls  y  out  of 
them  they  create  their  Generals.  The  Ro¬ 
maine  Gentlemen  did  wearc  the  Robe  of  E- 
ftatOy  neither  could  any  man  be  of  the  or¬ 
der  of  the  Gentlemen  oiRomCy  but  that  hec 
muft  be  free-borne.  Wherefore,  to  be  a 
Romain  Gentleman,  was  fom^what  a  grea¬ 
ter  matter  ,  then  (imply  to  be  a  free  man 
borne.  Yet  P//;;^haih  written,  the  wear¬ 
ing  of  Rings ,  to  haue  inlerted  and  pUt  a 
middle  and  third  Order  into  the  People^ 
and  them  to  haue  begunne  cobeeiicrie 
where  renowned,  and  to  hauediuided 
the  other  Order  from  the  vulgar  fort  of 
People,  or  the  Comminaltie;  as  if  hec 
fhould  haue  (aide  ,  The  Gentlemen  at  the 
firft  to  haue  becnc  Commoners ,  but  af¬ 
terward  to  haue  been  men  of  better  note 
&  marke  ;  which  according  to  the  words 
of before  recitcdjmay  feeme  to  be 
compared  vnto  the  Senators  children, 
who  were  accounted  among  the  Equites 
otGentfemeny  vntill  they  came  vnto  the 
Senators  giQc, 

■  '  TnthequeftionofiVl5|^/fo/>,  notone- 
Jy  the  ignorant ,  but  cuen  the  learned  al- 
fo,much  erre,\vhileft  that  they  agree  not 
vpon  the  proper  fignification  of  thefe 
words,  Eugenia^  Nobtlitas^  GenerofuSyNo- 
bilis^  Ingenu  us  y  Gentilis  •  that  \%yHonour  of 
birthy  nobility  ya  Gentleman,  a  Noblemaan,a 
man  free  bom,a  Gentleman^ox.  while  they 
interpret  Eugenia  the  Grccke  word ,  No- 
bilitas  in  Latme,{gind  with  vs  Nobility) the 
more  gcncrall  word  is  brought  in  place 
andftced  of  the  more  particular :  or  as 
^eljfgicians  vfetofay ,  Genus  pro  Specie. 
For  why,  Eugenia  or  honour  of  Birth ,  is 
but  the  one  kind  e  of  Nobilitie  y  called  Na- 
tiuCy  (  and  not  all  kind  e  of  Nobilitie  )  re¬ 
quiring  a  certaine  antiquitie  of ftockc,  of 
riches,  andofvertucs  as  Ariliotleyfould 
haue  it)  whole  words  are  thefe  ;  Non  di- 

uiteSy  neque  boni  yfed qui  avirtutibus ^  di- 
uttijSy  velantiquis  bonis  defeenderunt  Eu¬ 
genes funt  habendi:  Not  the  ricli  men  on¬ 
ly,  neycher  thc^ood  men  alone,  but 
they  which  haue  defeended  from  Ver- 
tucs ,  Riches,  and  good  Aunccftors,arc 
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tobc  accounted  Noblemen  borne. 

Nobility  of  birth ,  which  is  called  Etige- 
of  Oforuu  Splendor  <vel dig- 

nit  ae  generis  in  quo  maxima  •virtutes  exti¬ 
ter  unt  ^it^  Communi  falutarcs  ^  commo^ 
da*  The  lufter  or  dignity  of  ftockc^wher- 
in  rnoft  great  vertues  haue  flouriiLed^ 
wholefomc  and  commodious  for  the 
common  v-fc  of  mans  life .  W  hich  Ofo- 
affirmeth ,  to  be  as  it  were  fiibieft  to 
rotcennefle,  and  with  oldc  age  to  be  able 
to  be  confumed  and  ended.  But  this  rule 
is  not  in  onr  Court  rcceiucd .  S ymon  Sy- 
monaiu  in  chefe  words  reprooueth  Ofori- 
us^  his  name  becing  concealed  3  or  elfe 
feme  other  man  of  the  (ame  opinion 
with  him.  Supine  loquntur  qui  aiunt  quem- 
admodum  [ummaSeneSim  mentis  'vini^ 
confilium  debditat  ^  Jic  ettam  Nobilimu 
(plendorem  mediocri  vetuHate  mgeri ,  ex¬ 
trema  <vero  SeneSia  confici.  They  fpeake 
ydly  (faith  he)which  fay  ,  that  as  great  old 
age  doth  weaken  the  force  Si  iudgcmcnt 
oTdic  mindc^  fo  alfo,  the  glory  and  luftef 
of  A"i?^i//^/>tobewith  moderate  antiqui- 
tie  encicafedjbut  yet  to  be  with  extreme 
olde  age  extinguifhed  For  as  the  firai- 
litude  (faith  he)  agreeth  not ,  fo  ncyther 
doth  it  well  conclude  ;  For  the  more 
auficient  that  a  Stockc  or  Fanvily  is^^-  by 
fo  much  the  credit  and  reputation  thwe- 
of  ts  greater.  And  yethec  the  fayde  Si¬ 
mon  forgetting  himfelfe  in  another  place 
ftomblcthat  the  fameftone,  by  fetting 
bounds  andlimices  vnto  the  fame 
genUy  or  Natiue  Nohilittey  and  by  decree¬ 
ing  that  a  longhand  continuate  race  of 
Noble  Progenicours  3  in  whom  great 
vertucs  haue  oftentimes  fhined  vnto  the 
number  of  three  dilcems ,  doth  make  a 
true  Noble  or  Eugenia .  And  that 
the  beginning  of  a  Stocks  or  Familie ,  is 
no  further  to  be  deriued,  then  from  the 
fourth  PrcdccelTor ,  left  in  fcarching  fur¬ 
ther,  cuenX^/jgr  themfelues  (asfayth 
Tlato )  fliould  be  deriued  from  Slaues,  or 
SlaHeskoxn  Kings. 

.  V  Of  this  Eugenia  or  NiptiueNobilitie, 
allageshauebeft  thought,  but  yet  fo,  as 
that  all  the  right  of  Nobditic  fhould  vpon 

itbe  groundT  for  a  man  may  be  Noble, 

although  he  be  no  Eugenes-^  or  from  iVb- 

^/fcdifcendedj  yea,  he  may  be  more  ho¬ 
nourable  then  he  which  is  fo  difeended, 
although  not  (b  ancient  a  Gentleman .  As 
anew  made  Earle compared  with  an 


Of  Free  men  > 

fomc  were 
freemenmade 
foaic  were 
Free  men 


Efquire  of  a  moft  auncient  Family .  As 
AgathocleSy  of  a  Potter  made  a  King. 

Ys/ \\2iX.ws  Romulus  i  What  was 
Hosiilm?  And  what  was  Tarquinius  Prif 
cusi 

'  But  let  vs  now  come  to  fearchout  the 
fignification  of  the  aforefaid  words :  The 
Romames  diuided  their  People  into  Free¬ 
men  and  Slaues*^  oiFree'men ,  fome  were 
ofBond-flaucs  madeFree-mcn  (whom 
they  called  Libertini)  othcr-fomc,  were 
Eree-men  borne, (whom  they  called  Inge^ 
nuL)  The  Libertini  wers^  Cittizens  of' 

Rome,  who  were  three  wayes  manumifed 
or  madcTre^^^  that  is toTay  'j  or 

rest  ament,  or  in  the  o^^^Congregation 
or  affembly  ofthe  peoplc.or  before  fome 
publique  Magisirate  whkh  had  power  fo> 
to  doc.  And  hereupon  happily  in  aunci¬ 
ent  time,  when  as  this  our  Kingdomc 
was  much  oppreffed  With  feruile  ftate 
and  condition ,  the  word  francklin  ^  for  a  Franklin, 
a  man  made  free ,  or  enfr^nchifed ,  was 
in  vfc ,  except  you  had  rather  it  to  haue' 
bccnc  vfed ,  for  a  Free-borne-man.  - 
^  But  they  wdre  called  ,  or  Eree- 

horne-rnem,  who  ncyther  chcmfclues,  nei¬ 
ther  their  Aunceftors  had  ciier  ferued  as 
Slaucs ;  And  their  Anceftors  they  recko. 
ned  vp,  cuen  from  thek  Grand-father, 
which  i^euident  by  thefe  words  of  Lmie. 

An  'vncpUdmfando  mdiU'is  Patricios  pri- 
mos  eJJhfdBos  non  e  Oslo  dimilfos ,  fed  qui 
patrem  Cicere  Auumquepdfint  i  Did  you 
euer^hearc  it  fpoken,  the  Fathers  to  haue 
bccne  firft  miade ,  and  not  fent  downe 
froru  Heauen  ,  butfuch  as  could  reckon 
vp their  Father  and  Grand-father :  that  is 
to  fay ,  nothing  but  Free-borne-meni- 
d  Freedome  of  birth ,  opened  a  way  vn¬ 
to  all  degrees  of  Honours ,  which  (eiien 
^s  PoUticallNobilitie)  was  cytheriV4r/«e, 
or  Datiue  5  that  is  to  fay ,  by  birth,  or  by 
gift.  Datiue  Freedome  yjsjzs  Miy  ccrtaync 
MagiHrates  giuen ,  andatiength  onelie' 
by  Princes  thcrnfelucs  ,  ' and  that  twoTBa- 
ner  of  wayes,  the  one  fecretly  and  not  fo 
plainely,  by  the  gift  of  a  Ring  ,  the  btheri 
more  expreflely  byname  and perfeftly, 
by  reftoring  of  men  to  their  birth  or 
blood.  And  whereas  men  of  feruile  con¬ 
dition  were  but  by  one  name  called  and 
known  c  3  Free-borne-men,  and  Men  of  free 
eliate  and  condition ,  had  two  or  moe 
names.  And  the  name  which  they  tooke 
from  their  Stockc  or  Familie ,  is  called 
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pAC  n.  .r.r 
'•entile I'i  te- 
ken  the 
1}  ickc  rr U- 
nti  ly  a  man 
CO  n.cili  of. 


Who  arc  to 
be  arcouritcd 
Gcntilci,  or 
ofltocke  and 
taoiily. 


Centiic,  or  proper  to  ib.cm  of  that  race  or 
kindrcci  And  vet  it  is  tobenotedanames 
i  giV.enby  chance. Ibmtimc  to  bccom  pro- 
'  per  to  a  ftockc  or  familv.As  T r/ZZ/wwas  a 
name  proper  S:  peculiar  to  a  Family ^but 
Cicero  was  a  name  gotten  by  chance,  and 
tai^ned  of  the  Pullc  called  C/Ver,  (or  the 
Ci^jpeafe)  the  forme  whereof  one  of  that 
family  had  vpon  the  end  of  his  nofc,  who 
thereof  was  firft  fo  firnamed  :  but  that 
fame  name  of  Cicero  began  to  be  Gentile 
or  proper  to  that  Family,  2sio  Cicero  the  j 
OrJtor ,  to  his  Brother ,  and  to  their  po- 
ftcrity.  Tu//j/ inhis  Tropicks dcdncihfien- 
tiles  ejje  qui  eodem  inter fe  funt  nomine^  qut 
aI?  IngenuU  ori»ndi/unt,  quorum  Maiorum 
netnoferuitutemferuierit :  qui  Capitenon 
funt  diminuti y  them  to  he  Gentiles  (or  of 
the  fame  ftocke  and  family)  which  arc  a- 
mong  themfcluesof  tlic  fame  name  dif- 
cended  of  Frcc-bornc-men  ,  none  of 
whofe  Anceftors  had  ferued  as  flaues,  or 
had  beetle  condemned  to  loofe  their  li¬ 
berty,  ftatc,  or  Country. 

They  which  were  called  Gentiles  (  or 
ofthe  fame  ftockc  or  family)  were  of  ne- 
ccfTity  tobce  difeended  from  Ingenuiox 
Free^borne-mcn ;  for  that  of  Slaues,and 
of  them  whom  they  called  ubertsni  or 
meft  of  flaucs  made  free3thcrc  is  no  ftock 
or  family .  Wherefore,  the  right  of  Gen- 
tilsty^  or  of  hailing  of  a  Stockc  and  Fami¬ 
ly,  although  it  wds  dilfercnt  from  "labili¬ 
ty  ^  yet  is  it  not  to  be  doubted  ,  but  that  it 
was  in  great  efteeme  Sc  rcucrencc  among 
the  Romaines.,  >  and  to  them,  to  hauc  a- 
boue  all  things  defired  to  bee  called  Gen¬ 
tiles^  as  men  that  had  beene  difeended 
from  fomc  good  ftockc  or  kindred.  And 
that  defire  hath  cuen  yet  vnto  this  day 
poflefled  all  Italy. 

For  among  the  P^enetUns  they  arc  cal¬ 
led  Gentilhuomini,  who  dcriiic  their  ftock 
from  thefirftJnhabitants  of  thatlftand  p 
and  which  arc.themfelties  Patricq ,  or  dil- 
cendedfrom  the  Senators.  And  that  word 
Centilhuomoy  as  it  were  by  hand  dcliucrcd 
from  the  Italians  to  the  Frenchmen ;  from 
the  Frenchmen  remoued  to  vs ;  and  at  the 
length,  together  with  the  new  place  of 
dwelling, hath  begiinnc  to  put  a  new  fig- 
nification, differing  from  that  which  Gen- 
ttlis  oxGentilitas  was  of,  amongft  the  aun- 
cient  Romaincs. 

For  it  is  falfc  which  fomc,  &  they  lear¬ 
ned  al(b,haiic  dcliucrcd, to  hauc 


beene  proper  oncly  vnto  the  Patricii:  for 
why,  ii  was  common  vnto  the  vulgar  fort 
of  the  people  ( as  was itfclfc) 
which  appearcth  by  this  one  place  of  Sn- 
,  etonius.  Patricia  gens  Claudia  ( fuit  ctiam 
^  alia  plebeianec  potentia  minor  nee  di^ni- 
I  tate )  orta  cH  in  Regi/lU.  I  he  Claucltan 
I  ftockc  and  family,  of  the  order  of  the  Pa- 
^rief  (for  there  was  another hoiife  of 
them  alfoofihc  ComminalryjHcithcrin 
power  nor  in  dignity  inferiourto  riic  o- 
thcr)  rife  vp  at  Regilli.  But  they  feeme  to 
hauc  beene  decciued,by  that  which  Liuy 
writeth,  Romulus  to  hauc  created  an  hun¬ 
dred  Senators ,  which  he  called  Maiorum 
gentium  (  or  of  the  greater  families)  and 
Brutus  another  hundred  alfo, called  Mino- 
rum  getium(px  of  the  lefler  families.)  But 
this  proucth  not,  that  we  muft  therefore 
grant ,  only  them  of  the  order  of  the  Pa- 
trieij ^  to  h^nc  had  a  ftockc  andfamilyj 
neither  did  this  fo  calling  of  them,  Maio- 
rumxLud  Minor um  gentium diuidethem 
from  the  common  people,  but  thcfclties 
among  themfclues  only;  for  thar,w  here- 
as  they  were  all  chofsn  of  Free-borne-Cit- 
tiz^ens  (and  which  had  their  ftockc  and  fa¬ 
mily)  yctfuch  of  the  as  Romulush^d  crea¬ 
ted  ,  brought  the  honour  of  the  order  of 
the  Patricii  fooner.  into  their  ftockc  and 
family,  then  did  they  whom  Brutsuhdid 
freed  vnto  them  .  They  are  alfo  called 
Gentiles^  who  in  likcncs  of  name  agree  a- 
mong  thenafelues  (  although  there  be  no 
kindred  amongft  them  at  all.) 

Among  the  Athenians  they  vj ext  c:k\- 
led  G enit A^thai  is  to  (ly ^Gentiles,  not  they 
which  were  ioyned  among  themfclucs  in 
ftocke  or  blood,  but  were  of  thole  fort  of 
people, who,diuidcd  into  Wardcs,grcw 
intoaccrtainc  fociety  and  fcllowlliip  a- 
mongthemfelucs.  For  among  the 
nians  there  were  foure  Tribes,  and  ciicrie 
Tribe  was  diuided  into  three  Wardes, 
which  made  twcluc  Wardes.  And  cile¬ 
ry  Wardc  was  diuided  into  thirty  parts, 
which  they  called  6’^;?/^<f.for  Kinreds.  But 
againc  to  the  purpofe. 

Why  a  ftock  or  family  among  the 
maines  is  to  be  deriued  from  the  Grandfa¬ 
ther  ,  ncythcr  could  confift  but  in  two  at 
the  lcaft(i;/;r»  )\\\e grandfather  "and  dne  fa¬ 
ther :  Somctliinke  the  rcaion  thereof  to 
be,  for  that  the  Latine^oxd  Gens  fignifi- 
cth  a  multitiidcjwhich  rcquircih  mo  then 
one:  and  yet  Gens  feemeth  to  be  called, as 
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Ingenuiiy^^iiia 
the  grace 
thereof  from 
Nature. 


it  were  Genu^  (that  is  to  fay  a  ftock  or  kin¬ 
dred)  the  Letter  V.  beeing  taken  away. 
Howbeit  thefc  two  words  differ,  the  one 
of  them  from  the  other, for  that 
nificth  aftock<2  and  beginning  5  but  Gens 
importethas  it  were  a  certain  multitude 
of  Stocks,  and  of  beginnings  of  Families 
and  Houfes. 

Ingenuity^  or  freedom  of  birth,  had  the 
Ornaments  thereof  from  nature,  and  had 
refpeft  vnto  liberty,  which  it  ftill  dcriued 
from  the  Grand-fathcrs.But  Gentility  was 
a  matter  ofthc  ciuill  Law ,  and  was  refer¬ 
red  vnto  the  ancientneffc  of  Agnation  (or 
kindred  by  the  fathers  fide) differing  from 
the  other  oncly  in  antiquity  offtocke;  for 
it  is  not  necdfull  to  deriue  or  take  AgnA- 
tion  farther  then  from  the  Father. 

VV  hich  if  it  bee  fo,  then  Gentility  and 
Nobility  are  all  one  and  the  fame  thing. 
And  they  confound  Gentility  (wherof  the 
common  people  no  leflTevant  and  boaft, 

then  doe  the  Noblemen')  w\xh Nobility: 
which  deny  him  CO  bee  a  Noble -man  by 
birth,  but  he  whofc  Grandfather  was  No- 
5  neither  agree  th^  with  themfclues, 
when  they  dare  to  affirme(but  by  what 
authority  I  knowe  not)  Nobility  together 
with  the  feed  ofthc  Parents  to  bee  paffed 
ouer  vnto  their  pofterity,  according  vnto 
that  faying  of  Mantuan: 

Sjti  virit  in  foltjs  ruenit  a  radicibua  humor : 
Et patrum  in  natos  abeunt  cU  femine  mores* 

The  beauty  ofthe  faireft  branch, 
doth  trom  the  roote  proceede: 

And  fo  the  Fathers  manners  do 
in  their  o{f-(pring  abide. 

And  otherwife  out  of  Horace: 

EH  in  Inuencis^eH  in  equis^patrum 
Virtm :  ney^  imbellem  feroces  ^  - 

P  r  ogenerant  Aquila  Columbam* 

In  Bullockes,and  in  Horfes  eke, 
the  Syres  worth  we  proLie :  ■ 

Nor  doth  the  hardy  Eagle  hatch, 
the  wcakc  and  fcarfull  Doue.  / 

By  which  Analogies,  the  learned  Po¬ 
ets  verily  went  about  to  ftirre  vp  Noble 
and  couragious  youths,  to  the  imitating 
of  their  Fathers  vertues,  being  otherwife 
not  ignorant  2^bility  whereof  we  intreat 
to  be  a  thing  ciuill  or  Foliticall^  &  not  na^ 
rurall.  And  indeed  of  vnreafonable  crea¬ 
tures,  there  be  diners  kindes,  but  of  men 
there  is  but  one  fort.  Wherefore,  as  an 


I  Eagle  bringeth  not  forth  aDouCjfo  ncy- 
ther  doth  a  man  beget  a  Hare.  But  admit 
that  good  men  are  begotten  of  good  Pa. 
rents,  and  valiant  men, of  valiant  fathers. 
But  if  this  be  vnto  mankindc  proper, why 
arc  not  good  and  valiant  children  begot¬ 
ten  by  good  and  valiant  common  per- 
fons  alfo  1  f  or  why ,  they  are  men  afwcli 
as  the  other,  but  nothing  is  then  this  rule 
more  dcccitfull.  For  through  the  corrup¬ 
tion  of  mans  nature,  we  fee  it  oftentimes . 
to  happen,  an  vnthrifey  fonne  to  be  born 
of  a  thrifty  Father :  a  foole,  to  be  begot¬ 
ten  of  a  wife  man  5  a  Coward,  of  a  valiant 
man.  Neither  is  this  now  any  noucitic 
or  new  matter,  but  fuch  as  cooke  roote  c- 
uen  in  the  firft  corruption  of  our  Nature. 
For  accurfed  Caine  wsis  the  firft  begotten 
fonne  ofv^^4«?,  a  moft  good  father,  and 
ofhim  the  fame  was  good  Abel  begotte. 
Jacob  alfo  and  Efau  3 were  the  twinnes  of 
a  moftblcffcd  father:  of  which  cwo,God 
loued  the  one,  and  bated  the  other.  And 
if  there  be  any  thing  of  great  operation , 
which  is  pafled  oner  together  with  mans 
feede,  it  is  altogether  vice  5  fo  farre  off  is 
it  fro  m  being  of  any  vertuc, which  is  euer 
with  labour  and  ftudy  begotten, but  born 
neucr.  An  Emperour  (as  Ferretus  wri- 
teth)  for  his  bodily  fubftance  is  no  better 
then  other  mco  5  and  yet  for  the  highnes 
of  his  dignity,  is  moft  like  vnto  Goef.  De- 
moHhenes faith  alfo,  wicked  Sonnes  ^as  it 
werebyaccrtaincfatall  deftinie)  to  bee 
borne  of  good  Parents .  It  is  alfo  com¬ 
monly  faidc  in  the  Greckc  Vtowh^^The 
misfortunes  of  the  Worthies fonnes.  VVhat 
fhould  I  produce  the  Mathematicians  and. 
AHrohgers,  which  affirme  Nobilitie  and 
Ignobility  much  more  certainly  to  depend 
ofthc  force  and  influence  of  the  ftarres, 
then  of  the  conftitution  ofparcnts. 

And  yet  the  vulgar  fort,  and  not  with¬ 
out  caufe,  vfeth  to  cxpc(ft  fome  greater 
thing  in  Princes  children,  then  in  poorc 
mens  5  ofwhich  their  hope  and  expefta- 

tion,  there  arc  many  caufcsalledged ,  as 

the  great  means  Noblemen  hauc,fqr  the 
beft  bringing  vp  and  inftruifting  of  their 
children  (for  it  is  a  fhame  vnto  the  fonne 

if  he  fhou’d  degenerate  from  his  Father 

being  a  Nobleman.)  In  briefc,  the  plenty 
of  Kinfraen  and  Friends, giuing  the  good 
Counfell.  Neither  was  the  Poets  mindc 
any  other, if  you  markc  his  conclufion. 
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Addequodm- 
genm  didkijje 
fidditer  arta : 
EmoUit  mom 
nec  pnit  ejje 
feroi» 


VoSlmn  fed  vim pmouct  inptam\ 
KeWqm  (  uUhs  pciiora  robot  mU 

Inftrudion,hcJpcs  Dame  Nature*  powres, 
And  t'caching,  ftrength*  thole  mindes  of  ours. 


By  Natures  ingrafted  or  htdden  ferwer^ 
hee  vndcrftandcth  ccrtaync  feedes  of  ver- 
tuesj  which  by  the  goodncflTc  of  God  a- 
loncjarcyctin  mans  Nature,  which  be¬ 
come  not  otherwife  fruitfull  then  do  the 
feeds  of  Hearbs,  according  vnio  the  ma- 
ner  and  fafhion  that  they  arc  manured  & 
ordered  with;  fo  that  a  man  well  brought 
vp^maymuch  more  cafily  obtaync  Phi- 
lofophicall  NpbilitiCj  then  can  a  man 
that  hath  bcene  well  borne. 

Wherefore  poorc  Countrey-mens 
Children,  who  know  nothing  more  then 
their  beaftsand  cattcll,  feeme  rather  to 
be mdeSfluans  then  men.  Whereas  o- 
tlicrs,  borne  in  better  place,  eueninthe 
fame  Schooles,  and  in  the  fame  Studies^ 
ftriucwith  Noblc-mcns  Children,  and 
would  to  God  they  did  not  fo  do ,  both 
with  greater  profit  and  praife. 

Other  reafbns  yet  rcmainc ,  which 
prooue  PdUticall  Nobilitie  not  to  bee  a 
thing  fubftantiall  ,biit  niecrc  accidental! : 
for  why ,  it  may  be  both  prefent  and  ab- 
fent  3  without  the  corruption  of  the  fub- 
ied  whereof  it  dependeth ;  (b  that  the 
paffage  thereof  may  be  letted  by  fome 
heynous  offence  committed .  It  is  alfo 
loft  by  voluntary  departing  or  relinqui- 
fbing  of  the  fame  (when  as  Nauirc  in  the 
mcanc  while  cannot  be  thruft  away  with 
a  forckc)  which  wee  readc  to  haue  bcene 
done,  ofmanyoftheRomainc  Patrief 
who  refufing  their  Patriciat  dignity,  took 
on  them  the  ftate  and  condition  of  the 
vulgar  (brt, or  Commoners.  Now  many, 
through  the  Lawyers  termes ,  arc  in  this 
matter  dcceiiicd,  who  call  the  extingui- 
ftiing  ofNobility  for  fome  offence  com¬ 
mitted  ^The  corruption  of  blood :  which 
manner  ofphrafc  and  fpecch  ,  theyvfc 
not,  ioxibzt  Natiue Nobility  is  naturally 
and  cfTcntially  in  the  humour  of  blood, 
more  than  other  hcrcditariefacultie,  but 
becaufethe  right  of  inheritance,  which  is 
by  the  degrees  of  the  communication  of 
blood  direded ,  is  by  that  mcancs  deter¬ 
mined  or  ended,&;  in  hatred  of  the  crime, 
it  is  called  Corruption ,  with  the  infedion 
whereof,  all  their  children  arc  polluted 
and  defiled. 

Neither  can  a  ftronger  argument  be 


dcuifed,  to  prone  not  CO  be  min¬ 

gled  with  the  blood, then  that  thcNobility 
of  the  Grandfather  ennoblcth  not  his  ne- 
phiic  by  his  fon,condemncd  to  lole  his  li¬ 
berty, ftate, or  country  •  Of  which  this  ci- 
uillinftitution,  a  naturall  rcafonisgiiicn ; 
to  wit,  forthatan  vnabic  meanletccth 
hindcreth  the  extreams  to  be  ioyned  to¬ 
gether.  But  yet  it  was  wont  to  be  deman¬ 
ded  with  vs,  no  otherwife  the  it  was  long 
agoc  with  the  ancient  Remains,  whether 
the  nobility  of  the  father  being  a  Senator  ^ 
do  profit  his  fon,  being  borne  before  his 
father  had  obtained  that  dignity  ?  And 
whether  fuch  Nobility  in  the  fon,  be  Na- 
tiue  01  Datiuef  -SMbexeumo  I  anfwer,The 
child  by  our  cufjomjto  be  immcdiatly  by 
his  fathers  nobility  ennobled36<:  their  chil 
drcn,Iikc  the  boughes  of  a  tree,  rcmoiied 
into  a  richer  ground,  arc  green  &:  florifti 
with  the  lame  new  moyfturc  that  the  bo- 
dic  of  the  tree  doth .  And  fijch  Nobility 
hath  deferued  to  be  callediV4^/W,for  that 
it  excendeth  not  but  to  them ,  which  are 
borne  of  fuch  a  father.  As  for  example : 
A  Baron, being  honored  with  the  title  of 
an  Earle,  his  firft  begotten  fon  forthwith 
taketh  vnto  him  the  title  of  fome  Barony^ 
and  all  his  daughters  arc  falutcd 
and:^al)ameiSf 

Wherfore  we  conclude  Natiue  nobility 
to  be  drawne  from  the  father,5t:  not  to  be 
nccdfull  for  vs  to  feck  for  it  further:  for  it 
may  be, that  fomtime  it  canot  be  dcriued 
from  the  grandfather ,as  in  cafe  that  fome 
great  oflfcncc  of  the  father  come  betwixt : 
for  a  man  bora  of  a  noble  father,  is  with¬ 
out  all  doabt  by  dilcent  noble.  But  if  anie 
man  wil  contend  him3not  properly  to  be 
Eugenes  or  nobly  defeended ;  I  anfwerc, 
the  common  fort  of  people  moft  of  al,do 
refpeiS  the  fame, but  the  ludiciallCourt  to 
haue  thereof  no  care  at  all.  For  otherwife 
fome  new  Princes  (hould  bcof  leffe 
bility,  then  fome  mcanc  Noblemen, if  the 
priuileges  of  Nobility  ftiould  be  beftow- 
ed ,  after  the  ballance  of  proper  and  true 
Eugenia^kdde  moreouer,that  if  true  Eu¬ 
genia  fhould  be  vrged  ,  it  requircth  not 
only  our  great  grandfathers  gradfathers, 
but  eucn  all  the  reft  of  our  aunceftours  in 
continuall  order,  after  them  to  be  Noble^ 
Richy  profitable  for  the  Common- wealc, 
good  mej^  without  fpoc  or  imputation. 
An  hard  fpcech  indeed ,  but  an  har¬ 
der  rule ,  and  a  confcqucncc,  of  all  moft 

Rr  2  hardefti 


Natiue  No- 
bilicie  is  not 
neceflatily  toi 
bederiuedfar 
ther  then  tr6 
the  father. 
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lhardeft:  Such  a  noble  difeended  perfon,  1 
is  a  rare  Bird,  and  yet  lome  fuch  there  be:  I 
but  concerning  that  matter,  heare^r/- 
^a/es  opinion.  Eugenm^vcxi\y  (faith  he) 

I  haue  found  but  in  few,  and  no  where  an 
hundred  good  Eugenes.  Wherefore  the 
Athenians  called  their  Noblemen  by 
more  vfuall  words ,  Eupaterios  and  Eupa- 
trideSy  as  who  fhouldfay.  Men  borne  of 
*2S(oble  fathers :  although  I  do  know  thefe 
words  to  be  oftentimes  confounded  with 
the  word  Eugenes. 

I  haue  frankly  affirmed  Nobilitic  to 
difeend  from  the  father  to  the  children; 
and  what  if  I  (hould  fay  the  fame  force 
to  be  in  the  Mothers  nobilitic  alfo?  Sure¬ 
ly  ,  both  reafon  and  the  opinions  of  Do¬ 
lours  ,  and  ancient  cuftomes  alfo,  will 
be  prefent  for  the  defence  of  thiscaufe. 
If  Nobility  draw  any  thing  naturall  at  all 
from  the  Parents  ,  almoft  the  whole 
conftitution  of  the  Childe ,  is  to  be  gi- 
iienvntothe  Mother.  It  hath  alio  fuch 
Ihapc  ( if  we  may  bcleeue  Philofophers) 
as  the  Mother  conceiucth^  together  with 
the  feede .  For  firft, it  taketh  life  from  the 
Mother,  it  taketh  likewife nouriftiment 
of  and  from  the  Mother, cncrcafing  from 
the  Mother ;  and  in  briefc  ,  by  the  con- 
fent  of  all  men ,  it ,  together  with  fpirit 
and  vitall  humour  draweth  from  the  mo¬ 
ther,  affections, Vcrtucs  and  vices.  And 
that  fuch  power  is  in  the  Mother ,  it  is 
manifeft  by  the  precepts  of  Phifitians, 
who  command  Parents  to  be  moft  care- 
full  to  what  Nurfes  they  put  their  chil¬ 
dren  to  be  niirfed.  In bricfe,if the  vertue 
of  the  Father  be  in  the  children  to  be  re- 
ucrcnced  ,  why  fhould  not  the  Mothers 
be  fo  alfo?  The  manner  ofthc  Sex,  doth 
neither  diminifh  nor  cncrcafc  Nobilitic, 
which  is  for  it  felfe  to  be  defired .  N ay  ,in 
tender  women  it  feemeth  to  haue  both 
more  admiration  and  grace. 

It  is  of  a  cercaync  Lawyer  well  writ¬ 
ten;  Tharamongft  the  caufes  for  which 
the  honour  and  dignitic  ofperfons,  is  cn- 
creafed  or  dimimlhed ,  that  is  of  others 
the  lighteft ,  which  is  drawnc  from  the 
ditfcrcnceof  the  Sexe  :  S  Iptanus  repor- 
teth,  the  fonnes  of  the  women  of  the  lit- 
enfeSyOfDelphoSy  and  of  Pont  us,  to  haue 
becnc  affigned  vnto  the  houfes  of  their 
Mothers,  and  not  oftheir  Fathers .  plu- 
wrircth,  that  amongeft  theXi;?r/?^, 
the  Sons  were  ingrafted  into  thcftocke 


and  family  of  their  Mothers  ,  and  from 
them  the  name  of  the  ftockc  and  kinred 
to  be  deriued ,  and  nor  from  their  Fa¬ 
thers.  The  fame  thing  Herodotu^sicpoi- 
teth  of  them  of  Licia :  as  that  they  fhould 
take  the  name  and  credite  of  their  ftocke 
and  kindred  from  their  Mothers ,  and 
that  he  was  with  them  a  frcc-borne-man, 
and  Nobky  that  was  borne  of  a  free-born- 
woman, and  Nobic;  although  his  Father 
were  a  Slaue  or  bafe  common  perfbn ; 
yea  ,  and  by  the  Lawes  of  the  Romaines^ 
the  Sonnes  in  fome  cafes  follow  the  be¬ 
ginning  of  their  Mothers .  Ncy  ther  is  it 
a  thing  vnheard  of  with  vs,  nor  witho- 
ther  Nations,  Sonnes  to  haue  taken  vn^ 
to  thcmfelucsjnamcs  from  their  Mother, 
which  were  of  greater  nobility  then  their 
Fathers;  zs  Rainat us de  Clara.  Spartianus 
and  r rebellius  Pollio ,  haue  written ,  Ma- 
crianus  or  MacrinuSy  to  haue  bccne  by  his 
Mother  noble,  his  Father  being  but  onc- 
ly  a  valiant  and  martiall  man.  You  may 
alfo  with  Cornelius  Tacitus  reade  this  fen- 
tcncc :  lam  depulfo  Neroney  quifnam  eli- 
geretur  inquirebant ,  ^  omnium  ore  RubeU 
lius  Plancus ,  cui  T^bilitas  per  matrem  es 
luliafamilia.  Nero  being  now  depofed, 
great  inquiry  was  made,  who  fhould  bee 
chofen ,  and  RubeUius  Plancus  was  in  e*» 
uery  mans  mouth,  who  was  nobly  borne 
by  the  mothers  fide  of  the  lulianYzvnxXy. 
And  from  thcfe,rirr^/7,  Ouidy  and  Statius 
Papinius  difagrcc  not,  whole  verfes  1  haue 
thought  good  hccrc  to  fet  downe.  . 


VIRG. 

Genm  huk  materna  fkperbum 
N»bUitas  dab  at :  incertHtn  de  Patre  ferebat. 

His  Mothers  noble  birth,  to  him  did  giue  a  noble  race , 
Fot  by  his  fathers Cde  he  was, born  but  obfwure  Sc  bafe. 


OVID. 

Efi  quoqne  pel  mtrem  Cylcnonea  addita  nobk 


./tlkra  NobHitas, 


And  by  my  Mother  Cylenenie, 
Is  doubled  my  Nobilitic. 


IDEM. 

ylnc  fml  Etiandefy  qui  quanquam  clarui  viroque, 
Nobilior fanCy  fungHine  matrU  erat.  (were 

From  hence  did  old  Euander  come, who  thogh  he  noble 
By  both  fidcs  ,  yet  by  Mothers  blood,  more  noble  did 

(appeare 


papinivs. 


Sed  qmcquidpatrio  cefatum  eftfangumeymaier 
Kedaidity  obfcurumque  LtHsclatcfcere  vidU 
conub'iogamfadomuf. 


Stmmate  materno  f^eliXyVirtute  patent  9l 


1 


VVhat 


^  i 


Chap.5. 


of  Nobility  Datiue. 
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What  wanted  in  the  Fathers  blood, 
the  Mothers  did  requite  the  famcj 
And  the  bafe  houfe  reioyced  much, 
by  fiich  a  match  to  grow  to  fame. 

By  Mothers  Stockc  accounted  bleft. 

And  Fathers  vcrtucs  with  the  beft. 

Now  the  Rcafon  which  manyDoftors 
bring,  to  prooue  the  Sonne  to  be  parta¬ 
ker  of  his  Fathers  Nobilitie,  is  this;  Euc- 
rte  thing  comfound^  partaketh  of  the  forme 
and  matter  which  agreeth  to  both  the  pa¬ 
rents.  Whercfore,whcre  the  Lawrepug- 
ncthnot  with  rcafon,  this  rule  is  to  bee 
holden  for  true. 

And  now  concerning  Nobilitie  Natiue 
(or  by  birth  )  I  haiie  thus  much  fpoken : 
and  from  hence  I  will  diredly  proceede 
vnto.  Nobility  Dame^oi  to  Nubility  which 
commeth  by  gift.  .  /  . 


CHAP.  V. 


The  dmirs  beginnings  of  ^bilitie  . 
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the  other  kindp  q£  FoUticAlb 
otCimU^kili^kXs\%*),Np'\ 
btlitie ;»and«hatreuen. 


..from  ^  the  beginning 
thereof,  ccrtaync/ things  jbefbre  fayde, 
feeme  heerc  -neceffarily  to^ bee;;  againe  j 
called  vnto  rcmernbrauncci. -Their  ar-i 
gument  is  firft  robe  refuted;,  which  fayj , 
That  feeing.  was.  a  common  Fa-  ; 
thenvnto  allmen ,  whereofeommeth  ic,i 
that  one  man  fhould  be  better;  then  ano-  i 
ther  ?' It  is  therennto  anfwcrcd  out  of  the  j 
feme  plde  T0menty.o\i%oi  which  the; 
(j^^ftiori  is  rifen ,  beeing  of  the  like  Au- , 
thoritie  and  credite  both  with  the  Chri- ' 
ftians  .and  the-Iewes.  Nodh  whenke  hid'^ 
planted  a  Tinejard^  and  had^taBedof  his 
]fl^ttungf  hauing.  drunk e  of  th^yvinc^  lay'^ 
drunken  and  h^r  edn  hU  Tent,\  And 
feeing  the  priuities  of  his  father  tolde  it  to] 
bis  brethren  who  vpon  o.nMurall  boner 
fie  and  <vertue\  -  with  a  ,ckakejaH.rupQn\ 
their fijoulders  couered  their  jleeping  father , 
with  their  eyes  turned  from  him  ^  and  not\ 


J eeing  their  Fathers  nakedneffe  ^  But  Noah 
awaked ,  and  knowing  what  his  younger 
fonne  had  done  •vnto  him^  he  cur  fed  cham^  < 
commaundwg  him  to  be  a  fraue  of  a/lflaucs. 
By  this  fhamefull  and  vnworthic  fad, 
Cham  with  all  his  generation ,  carryed  a- 
way  his  Fathers  curfe, feriiitudc,  and  the 
Title  of  obfeure  and  bafe  pciTons^  where¬ 
as  contrary-wife ,  and  found 

all  the  Names  and  Titles  ot  Honeftie, 
.Nobilitie,  and  Vertuc,  and  their  Fathers 
bleflingwithall. 

The  Datiue  Nobilitie  ^  whereof  our 
prefent  fpeechis,  was  for  manycaufes 
rayfed  and  iauenred.  And  firfl  of aii, vp- 
pon  vrgent  neccffitic .  For  when  as  e- 
uill  and  wicked  men  preuayled  ,  and 
good  and  honeft  men  were  oppreffed : 
it  was  ncceflaricthc  good  to  be  diftio- 
guifhed  from  the  baddc ,  and  for  the 
preferuation  of  tire  pubiiqiic  tranquility, 
to  be  feperated  and  diuided  from  them  : 
wherefore,  wile,  iufl:,and  vertuous  mcn^* 
’and  the  lights ,  as  it  were,,'  of  the  world, 
fhining before  others,  werefet  ouer  the 
' reft, 'that  they  might  bee  vnto  all  men  an 
example  of  godlie  and  honeft  life that 
they,  might  decide  and*  determine  ;all 
things .  And  at  that  time  fuch  wife  men 
and  prouiders  for  the  Gommon-weale 
hfeemed  by  vertuc  to  procure  vnto  them- 
k\uQ.s.N obilitie':'  For  the  bide  Proiicrbe 
'^fcuailed  with  them  :  Vertuc,  and  not 
blood  to  ennoble  men.  Such  men  were 
by  thePeople  called,  chofen,  &  appoin-r 
/ted  Coiinfcllers  and  Judges, who  by  their 
Tiibiedls  were- cicded  and  created  Kings 
.and  Princes  i'And  they,V  which  for  their 
^worthy  deeds  had  obtained  fuch  hbnoiH 
rabic  Titles  and  Offices  ,':ennobkd  both 
.themfclues  and  their  pofterity*  ^ 
r’”  Another  caufe^-alfo  why  Nobility  he- 
gan  to  be  hbnouredjWas  the  Ignorance  & 
wnskilfulncfle  of bk^e^nofilgurm^  Common 
fort  af  people  fMvhci  haue  their  fence,! ca^ 
Ton  and  vndcrftandingTo'difpcrfed  and 
Tcattcrcd,^as  that  they  cannot  gather^dif, 
-ccrne',or  iudge  any  thing  ccrtaine,firme,^ 
or  (bund .  ’  V  Vhereforc‘j  for'  the  maintc- 
‘  nance  of  the  ptublike  peace  and  tranqiii- 
liricj'it  was'  heecffaric  to  make cbpicG  of 
P rimes to  fay  v  of  Gohernours ) 
men  ;,  for  their  vertuc*  and  wifedorhe, 
famouiand Noble, who  might  compbfe 
and  fee*  in  -order  the  troubled  ettafes  , 
Tot  lackc-of  knowledge  difbrdercd  V^ancl 
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with  fingular  wifcdomcj  and  adion,  as  it 
were  by  a  ccrtainc  cunning,  drawc  the 
rude  people  vnto  a  more  ciuill  kinde  of 
life,  andcourtefieofbehauiour:  fuchas 
^txzlupiter^  Pallas^  Ceres y  Bacchus^  A- 
polio y  and  many  others .  And  thefe  men, 
by  their  wifedomc,vcrtuCj  and  skill,  ob- 
tay  ned  not  onely  the  Titles  of  Nobilitie 
and  Dignity ,  but  were  of  the  vnskilfull 
multitude,  accounted  for  gods  alfo,  and 
receiued  from  them  euen  diuine  honors. 

We  fee  Nobilitie  X.O  hauc  rifenalfo, 
of  the  aboundance  of  wealth  and  riches : 
for  many  pinched  with  extreamepouer- 
tie ,  enforced  to  hang  vpon  the  richer 
(brt ,  and  giuing  themfclucs  altogether 
ouer  into  their  power ,  reputed  them  for 
Noblemen^  and  for  fuch,  both  efteemed  of 
them, and  honoured  them. 

Nobilitie  alfo  beganneof  Noble  and 
worthy  aftsdoncj  for  in  auncienttime, 
when  as  Nations  were  by  their  enemies 
opprefled ,  ifany  valiant  and  couragious 
man  had  from  fuch  oppreffion  dcliueredi 
his  Country ,  he  therefore  was  abouc  o-' 
ther  men  worthily  honoured  •  Many  alfo 
in  ancient  ti me  by  Martiall  proweffe  ob^ 
tained  Nobility  ^  and  therefore  of  the  peo¬ 
ple  accounted  Noble  .*  as  was  Dauid  for 
the  death  oiColiah  the  Philifiine,  Some^ 
immediatly  from  God  were  elected  and 
called  vnto  Nobilitie,  zsJofua\  Gedeon^ 
leptha^  and  the  reft  of  the  ludges  of  jfrady 
who  were  Gcncralls  ouer  great  Armies;; 
otherfome,  were  againe  by  God  chofen 
euen  from  the  Plough,  to  be  rulers  ouer 
the  people ,  as  the  Princes  of  the  twcluc 
Tribes  of King^W  called  out  of 
the  field  from  feeding  of  his  flock, 

who  thought  themfelues  vttcfly  vnwor- 
thy  of  fuch  a  princely  calling.  But  fuch  as 
God  hath  ennobled  ,  are  of  vs  abouc  all 
others  to  be  accounted  moft  noble. 

Y ea,  no  finall  part,  but  euen  the  grea- 
teft  part  of  DMiue  Nobilitie ,  gained  vnto 
themfelues  honor  and  glory  by  their  skil 
in  martiall  affaires ,  carrying  home  with 
them  vi(ftory  and  triumph  ouer  their  c-' 
nemies  5  fo  as  did  Horatim  Codes ^  7uhs 
Manlitts^Scipio  Aff^ricanus^ixni  his  brother 

Scipio  Afiaticus  :  1  fpeake  not  of  great 
Emperours,  fuch  as  were  Fejpathn^  Domi- 
tian,  Nerudy  T^mn ,  Antonius ,  Seuerus^ 
Theodojitts  ^  and  many  others,  who  were 
part  of  them  accounted  Fathers  of  their 
Comtrey  •  part  of  them  BenefaFtors ,  but 


allof  thembeft  Princes^  whofc  Images 
arc  vpon  their  Coincs,  euen  yet  carried 
aboiit^  and  publique  Statues  were  in  the 
honour  of  them ,  with  certainefolemne 
Ceremonies  creded ,  to  the  intent  that 
all  others  with  their  valour  and  vertue, 
fhould  with  their  deedes  ,  as  it  were ,  in 
ftriuing-wifc ,  afpire  and  grow  vnto  the 
likcglory. 

Others  alfo ,  borne  of  moft  bafo  and 
low  condition,  who  by  Armes  in  time  of 
warres ,  for  their  wifedome  and  courage, 
hauc  bcene  promoted  to  be  great 
rottrs^  Cdfars^  Dukes ^  Princes  and  Earles : 
as  were  Tullius  Hoslilm ,  Numa  Pompi- 
lius^ '  Tarquinius  PrifasSy  Julius  Cafar^  O-* 
auianus  AuguHus ,  and  fuch  other  like, 
from  hence ,  tookc  the  beginning  of  the 
Titles  of  their  vcrtucs  .  For  ccrtairsc  it  is, 
at  the  firft  vnder  the  Roman  Empire  yVfhcn 
as  they  had  fobdued  the  Germaines^  Itali¬ 
ans  yhc  Spaniards^  the  Brittansyhc  Gauls  ^ 
and  other  moft  mighty  kingdoms, 

Earles^  and  Barons y  not  then  to  hauc  bin 
in  fuch  fort,  as  now  they  be,  butfrom 
thence  to  hauc  afterward  fprung  vp  and 
rifen  •  All  their  Offices  were  executed 
by  Tribunes  and  Lieutenants  .  There  was 
a  greater  Tribune ,  who  was  next  vnto 
the  Emperour  and  his  fucceffour  •  There 
was  alfo  a  great  Officer  called  Tribunus 

Celerum^  Ueutenant  ohhtAxmZy  of  the 

light  imicd  and  moft  rcadic  Souldiers. 
Thofc  which  with  a  Cohort^  or  band  of 
men,  were  the  Keepers,  and  had  the 
guarding  of  the  Emperours  perfon,  and 
they  among  the  Romanes ,  which  were  of 
the  firft  Order ,  next  after  the  Emperor, 
were  called  Tribuni  Celerum^  as  they  were 
long  agoc  in  the  time  o( Romulus^  and  of 
the  other  fixe  kings  fuccccding  him. 

The  great  Officers ,  called  MagiHri 
Equitumy  or  MaiSiersof  the  HerJJemen , 
had  like  power  with  the  DiitaterS  y  and 
with  the  En^erorsy  is.  Lticm  FeheBelU 
Pomponm  Uttm  de  AfagiBratihfn  Reml. 
norum  :  and  alio  rlmm  Vegetim  and 
Jdmui  Cicero  doc,  intreating  of  Mar¬ 
tial!  affairc5,dcfcrihc«  fiut  Eotnpemfte 
m  writeth  Romulue  to  hauc  called  the 
Generali  of  an  army,  whom  the  Germans 
call  i^ettJOgm  TribunSCelerum,  sdufi 
in  hii  T reatifc  concerning  the  Conjiiracie 
of  Cateline yhzth  called  them  DiBateres,Si 
Imperatores-yih^t  iSyDiffators  &  Emperors. 

Bcfidcthat,  Great  Magiftrates  called 
_ _  Prafedi 


Magnanimity 
and  wifedom 


f. 


Chap.5. 


Prafe^i  Pr ittoriff^wcvc  offo  great  credit 
and  authority,  as  if  appealc  had  bin  made 
from  their  (cntenccj  they  might  againe 
appcalc  from  the  Emperor, viuo  the  Pr£ 
fecit  PrAtorio.  For  moft  wife^goodjand 
iuft  meOj  by  the  Emperours  chofen  out, 
were  created  PvdfelPi  Pretoria ^  vnto  wh5 
they  were  wont  to  commit  almoft  the 
whole  eftate  of  the  Common  weale.  The 
Empcroiir  granted  many  things 
vnto  the  Great  Officers  called  Pr^fecH 


rf  Nobility  Datiue. 


.r„uSXT„rrB““; 

bccretofpeakc,wcrebLitneedlpflrp.  Po.  _  ^  Dcarcrs. 


bccre  to  (peakc,wcre  but  needicffe.  For 
heere  we  fpeake  onely  of  the  authority  of 
the  Prdfe^Hs  Pr  atorio  (or  Captain  oft  he 
Guard)  which  the  Emperour  onely  gaue 
vnto  him, who  is  the  chicfc,Iiucly,and  ve¬ 
ry  eficntiall  Law  it  felfc;  who  were  of  po¬ 
wer  to  thriift  Cittizens  into  exile,  and  to 
refiore  them  vnto  their  eftate  againe. 
Whereby  it  is  moft  cuident.  Princes  and 
Gouernours  of  People  to  baue  had  the 
power  and  authority  of  the  fword,to  pu- 
nifh  the  offenders,  and  to  adminifter  lu- 
ftice ;  wherby  they  were  afterward  thoght 
to  procure  and  get  a  great  name  of  No¬ 
bility,  both  vnto  themfelucs,and  to  their 
poftcriry :  and  right  probable  it  is,the  au¬ 
thority  of  Princes  and  Dukes  to  haue  firft 
rifenofthe  TrihuttizviA  Pr£fe6iii  which 
Princes,  at  fiich  time  as  the  Romane  Em¬ 
perours  remoued  out  of  Germany  &  Jtaly 
\v\to  Greece y  are  read  to  haue  taken  vnto 
themfcliiesthe  Impcriall  power:  which 
authority  and  regall  priuiledges  wee  fee 
(cuen  at  this  day)by  Kings  and  Emperors 
to  bee  granted  vnto  Dukes  and  Princes  : 
fo  that  the  elcdion  of  Princes  &  Dukes 
dependeth  not'of their  Subie^s  (as  doth 
the  elecftion  of  Kings)  but  is  Datiucly,  as 
of  gift,  to  be  referred  vnto  the  faiiour  and 
county  ofthe  Emperours  and  Kings,  to 
whom  they  haue  bcene  fubied.  And  in 
the  former  times,  the  names  of  Duke  and 
?rincc  were  names  of  Officcs,and  not  of 
Honours  and  Dignities  •  And  fo  in  the 
times  of  the  Romans,  the  Roman  Kings, 
their  Diftacors  and  Confuls,  &  alfo  their  i 
Emperors,  were  in  the  adminiftration  of 
/  theft  ciuill  affaires,  all  martiall  men,  both 
horlcmen  and  footmen* 

~  bcftde  thefe  great  Offices  of  the 
Trtbmt  there  were  other 

pubhke  offices  and  charges  5  fome  called 
Ordtnar^ ,  for  that  they  kept  orders  in  the 
army,  andftood  in  the  front  ofthe  bat- 


taile.  Thofe  in  the  time  of  AuguJittsS 
were  wont  to  be  called  August alesx  and  of 
PLvefj)atUmis^  Flauiales  :  fome  called  A  A 
qulliferi^  carrying  an  Eagle  in  their  En- 
hgncs,and  otherfome  called  imaginaruA 
bearing  the  enfigne  of  the  common  or  I 
gcnerall  Army  of  the  people  of  Rome 
notable  with  the  Letters,  S.P.Q^R.thac  is 
to  fay ,  Senatus  Pofulu^s  Romanus :  or 

mu  Senate  and feofle  of  Rome,  whom  wee 
can  more  fitly  compare  vnto  none,  then 


But  ifwccvvowld  heere  profecutcall 
things  in  ordcr,ihis  Trcatife  fhould  with¬ 
out  meafure  encrcafe .  But  now  in  this 
place  wee  onely  goc  about,  flightlyas  it 
were  to  (hew  the  beginnings  of  Noble 
Dignities  &:Offices,leaft  any  man  fhould 
fujped  them  to  be  but  altogether  rhinos 
uigned,  and  vpon  no  rcafon  grounded, 
Rchearfing  thefe  things  in  the  mean  time 
by  the  way ,that  when  vve  fhall  come  vnto 
our  ovvnc  age, it  may  appeare,hovv  much 
Powers,  Dominions,  and  Nations  differ 
among  thcmfelues.  For  they  who  in  an¬ 
cient  times  w'erevndcr  kings  and  empe¬ 
rours  appointed  Gouernours  oner  Regi¬ 
ons  and  Countries,  arc  now  become  hse- 
reditary  poffeffors  thereof:  &  they  which 
before  were  but  Noble  Minifters  or  Ser- 
iiants,  arc  now  become  abfolute  Nobles. 
Befide  that,  in  the  raeane  time  it  moft 

plainly  appearcth  of  that  which  is  afore- 
faid,  that  the  kindred,  ftockc,  and  difeent 
ofthe  Nobility  in  former  ages  flouriflicd 
and  became  famous  onely  for  vertue  no- 

bleaaft,indv.lo,.tofmU.  Zd’Z 

VcFtuc  being  fet  apart,  wecareallforaf- 
much  as  concerneth  mans  nature,  the 
(bnnes  oiAdam,  Wherefore, according 
to  the  rule  of  Thcologicall  or  Philofo- 
phicail  Nobility  (whereiinto  our  Ance- 
-ftors  efpcciaily  addided  thcmfelues)  to 
boaft  of  Nobility  by  birth,withoutver- 
•  tuc,w^s  but  a  vainc  thing. 

■  t 

»  #  .1  .  : 

T^mgentss  ^  Proanos  ^  qua  mnfech 
Fixeanolira  duco, — - - - - 

For  our  proud  Stocke  and  Pedigree, 
and  things  we  did  not  make,  ^ 

VVe  fcarfe  reckon  them  for  our  ownc, 
or  for  our  ownc  them  take* 

Wherefore  wee  pray  and  exhort  all 


men, 


1 


Of  diuers  kindes 


fBo 


men,  thatforafmuch  asvemiecommcih 
not  by  mheritance^cucry  man  would  en- 
deuourhimfclfcj  of  himfelfcto  become 
Sfoble.  For  they  which  otherwife  vaunt 
andboart  of  Nobility,  feeme  onelyho- 
nourers  of  verciic,  vpon  another  mans 
creditCjandliue  not  by  their  owncjfccing 
that  they  be  rather  bafe  pciTons,  bearing 
themfelucs  brag,  vpon  another  mans  ver- 
tuc.Biit  for  the  nioft  part  quite  out  of  or¬ 
der ,  fothc  fafhion  and  manner  of  the 
world  now  is.  For  what  cannot  flattery, 
the  fauour  of  Princes,  andtoo  muchin- 
dulgency  dojand  bring  to  pafle. 


peculiar  forme  of  cnoblingofmen,  vfed 
incuery  kingdome  apart,  andefpccially 
in  this  Empire  and  Ifland,  as  the  very  me¬ 
thod  and  order  of  the  worke  feemedto 
me  to  make  fticw  of.  But  forafmuch,as  he 
in  his  life  time  perfected  not  thefe  things  ; 
For, 


•Jbjiulk  clarnm  ciu  mors  A  chi  Hem. ) 


T  is  fufficicntly  manifeft, 
by  that  which  is  aforc- 
faidj  what  the  iudgment 
ofmy  Friend  and  V nclc 
Rehen  Cleuerwzs,  con¬ 
cerning  Politieall  No- 1 
bilityin  ancient  time,  ainongft  the  Gen- ’ 
-tiles:  which Philofophers  hcer?tofore,! 
hauefetforthtovs,asa  wauering  thing,, 
(and  Diiiines  as.a  thing  vnccrtarnc)whilft' 
they  in  fpeakingthereof  oinittedthcCi- 
uill Rights  of perfons.  r  rfr  b'  * 

It  were  verily  to  be  wifhed  ,thac  the  or-  - 
nainents  of  vertuejhould  cue, ty  where  be 
conterre.d  and-beIh5W.cd  vpbOinpncj'Bt^t 
-ypon  fiicb,  as  id -whom  vcrttific-felferc- 
fkth;:  for  that  as  the  encrcafing  ofhoimr, 
fo  th'ecredite  and  reputation  ihaeofalfp, 
is  propounded  to  .be-gotten,  not  by  .am- , 
bitionjbtitby  indilftlFyfRu^t^^higthatPQ- 
liticsU  Nobility  is  aitpi.hcr  thid^vhetcof 
there  be  diuers.b.egiiipjngSjr.aod.thofc  of 
fuch  fort  and  conditiOPjas  tnakth  in  puq-  j 
ty  man  that,  hath  thciP,  .a  bqgiphing  iand , 
excellency  propet.  and  peculiar  to  them- 1 
fclucsjitisfromthc  reft  of  the  kindes  ofj 
Nobility  (viz.Theologicail  -and'l^ilofo-  j 
phicall)  by' this  only  diffcreiice.diftingui- ; 
(bed,  that  whilft  they  reft  pndy  vpon  Re- ! 
ligion  and  Vertuc,  thisCiuill  Nobility  i 
refteth  vpon  the  <{tili.Pine,of  Nawonsi  ; 

In  the  profedirting  whereof,  for  that  j 
hefinifhed  notttefanie,!  verily  to<^e  it ; 
moll  greeuoufly:fot  litany  thingsXcemcd 
to  me  to  be  thcrin  wanting.which 
much  bane  conccxncd  the  matter;,  Asihe  ■ 


Vntimcly  deathfoonc  tooke  away ' 

Achilles clos’d  hirp  in  clay. 

^  * 


beingonelyby^- 
/tfifer  perfeded,  the  body'  becing  not  yet 
drawnCj  the  whole  worke  in  the  meane 
time  altogether  impcrfciS or  deformed, 
fhould  lyc  negledcd  and  vnregarded, .  I 
thought  ita  thing  worth  the  labour,  td 
fupply  thatdcfci^,  with  fuch  > thin ges  as' 
hereafter  follow:  to  the  intent,  that  at 
length  amongft  others,  I  might  infewc 
words,  and  as  it  were  at  a  glimpfc,  fhew. 
what  orders  of  Nobility  are  with  vs  alfo : 
what  Rites  and  Ceremonies  arc  vfed  in; 
promoting  of  men  vnto  the  degrees  of 
Nobility,  ;that from  hence  the  forme  of 
creating  of  the  being  before  vndcr  flood, 

I  mighrafterward  with  greater  friiitc,and 
fullicr  plcafurc,  comevhto  the  perfons 
themfelucs, with  their  familics,marriagcs, 
changes, and %6ble  ades  5"  and  at  length 
dn  a  iuft  volume- fif  God  {hall  fee  it  good) 
in'o'rc  at  large,  andfullyldclightthc  Rca- 

diers .  ^ . '^1.^  •tf- .i  >•••  * .-  *  « k- .V  • 

•:  :a:But:  if wefhall  compare  tHefe  old  and 
moft  ancient  times  of  the  Romanc  Em-^ 
pirc  with  ours,'^  wec-fhall  findc  no  figne  or 
.token  of  that  auncient  Nobility  in  the 
Cpiirts  oEPrinefcs.  If  you  (hall  feckc 
for  fuch  as- they  called  or  Sena¬ 

tors  ('whom  the  Romanes  reiiercnced  as 
men  fent downefrom  hcaiieh)  you  fhallj 
flnde  them  no  where  but  in  Citties,  cxer-| 
jci{ing  Vfury  and  Merchandize  ('trades  vt-‘ 
tcrlyforbiddcn  the  Romanes)  at  whorh 
(although  within  their  owhe  walks  dicy 
bemuch  regarded  andefteemed)  our  no- 
ble  Courtiers  were  Wont  to  feorfe  &  ieft; 
.Or  elfe  if  it  pleafe  you,  goe  vnto  the  time 
of  Pope  Vrhan^A  who  (forfooth)  made 
Charles  the  Sonne  of  King^.Xd-ij^ifj  the  8., 
in  Frmce^  a  Senatour  o{\Rdme^  when  as 
he  (hould  rather  of  his  owne  Hght,  hane 
graced  him  with  the  Cardinals  hat.  In- 
deedcjit  was  a  very  ridiculous  compari-, 

fon 


\ 


Dcfpotcs. 


Sebadcs. 


Scbaftocrator 

Cariar. 


I 

I 

; 


Ton  ot  the  French  King  his  Sonne  with 
a  Senator  of  Romc^zs  the  matter  now  fta- 
deth. 

Wherefore  let  vs  fee,  and  as  breefely 
as  we  can  touchjhoWj  &  by  what  degree 
after  the  empire  of  that  Citty  (which  firft 
built  by  Shepheards,  at  length  became 
Miftris  of  the  whole  world)  began  to  de¬ 
cline  from  lb  great  an  Eftate,  together 
with  the  change  thereof,  by  little  and  lit¬ 
tle, drew  with  it  the  change  of  Noble  dig¬ 
nities  and  titles  alfo. 

After  the  tranflating  of  the  Romanc 
empire  by  ConFi amine  t\\c  Great,  all  that 
excellency  ot  publike  dignities,  whereof 
it  is  cxprclly  and  futficicntly  enough  be¬ 
fore  fpokenjfccraeth  to  hauc  bin  changed 
into  a  certainc  other  forme  ,  and  a  new 
manner  of  ennobling  of  men  to  hauc  bin 
deuifed.  And  verily,  the  names  of  Ho¬ 
nours  and  Dignities  in  the  caft-empirc^ 
feeme  to  haue  bene  diuers  from  the  weft- 
empire  :  and  the  LatineSy  after  the  empire 
rent  in  funder,  andfeated  ziConHantino^ 

feeme  tohaue  beenelubiedt  vneothe 
Greekes.  For  he  that  was  there  next  vnto 
the  Emperour,  cyther  by  rcafon  ofthc 
neereneffe  of  blood  jor  by  inftitution,and 
was  of  the  Lattnes  called  (^Prmof)  wa$  6f 
the  Greekes.^  by  a  generall  name  falutcd 
Dejpotes:^  thatistofay^^LojO  J  as  he  is  at 
this  day  cald  Monjieur  among  the  French 
men.  The  later  V  V riters,  were  wont  al¬ 
fo  to  call  him,thc  fame  vc\mSebaHon^  ac¬ 
cording  as  the  emperors  had  deuifed  ho¬ 
nourable  titles,  where-with  they  might 
grace  their  friends,  and  binde  them  vnto 
them.Thc  third  in  dignity  from  the  em¬ 
peror,  was  the  SehasiocratoYs  whom  hec 
whom  they  called  Cafar  ^  followed  as 
fourth. 

But  whilftthc  emperour  was 

wont  to  be  called  Sebalios^  &  allb  Cxfar^ 
he  the  fame  man,  at  one  &  the  fame  time 
cnioying  all  thefe  titles ,  thefe dignities 
were  then  as  offices,  and  not  as  titles  of 
honour.But  afterward,  they  as  honoura¬ 
ble  names  of  dignities,  eucn  without  any 
cfficcs  at  all  belongii>g  vnto  them,  began 
to  bee  according  to  the  eirperours  plca- 
fi;re, bellowed  and  difpofcci  of  And  for  a 
time,  the  next  in  honour  vntotheempe- 
roiir,  was  called  :  ^sThe  ktngofthe 
Romanes  at  this  day, is  in  the  Weft.  But 
Sebasiocrator  was  thefecond 
in  honour,  6^  Cafar  the  third,at  Inch  time 


as  Alexiiis  Comneniis  appoifitcd  his  Bro 
tber  ifaaciiis  to  be  SebaHocrator :  ol*  whom 
Zw^^r^fpeaketh  more  at  large.  Andlaft 
of  all  Alexius  Paleologm  bccing  Delj^otes^ 
was  made  next  in  honour  vnto  the  Em- 
perour,vnco  whom  he  the  fame  Emperor 
Comnenus  hauing  no  Sonnes,  betrothed 
his  eldeft  daughter  Irene,  and  graced  him 
with  the  Title  of  the  Dejfotes,^^  hee  which 
lEould  hauc  bcene  heirc  of  the  empire,  ii 
he  had  not  before  dyed. 

ProtofebaPius  had  the  firft  place  tsi  de¬ 
gree  of  honoiu  from  the  emperour.  And 
at  length  PanbyperJebaHus-  bega  to  be  the 
moft' (lately  and  maicfticall  name  of  all 
others, being  a  new  title, of  a  new  dignity, 
iuuetitcd  by  Alexius  Comnenus,  to  graeific 
Michael  Taronitus  vvithall.  *  Eparchus  was 
alfo  a  name  of  great  honor, as  who  Ihould 
fay,chechecfe  of  all  the  Proiiincial!  Prefi- j 
dents.  ContoPiaulus  was  Generali  of  the 
Auxiliary  forces, which  out  of  France ^Si- 
<r/^,and  Italy  femed  in  the  E  aft.  W  hereof 
he  was  called  The  Great  ContoPiauUis :  and 
o^VimitComePiabilU,  which  ofthc  Itali-l 
ans  is  interpreted  Contosiabile .  L  runga- 
rius  was  he,  which  had  the  command  of  a 
Fleet  at  Sea.  But  him  which  commanded 
the  Army  at  Sea,  they  called,  The  great 
Duke,^x\d  in  Greek,#  #«>aic  lordilfrencc 
fakc,imitating.therein  the  Latincs.  For  he 
whichledthe  Army  at  Land,  was  called 
but  hec  which  ruled  at  Sea,  was 
called  Dux.  And  oucr  the  Army  at  land, 
commanded  alwayes,  eyther  the  emperor 
himfclfe,  or  the  Dejpotes,  oxth^SelaFIo- 
orator^  or  the  C^r,  or  the  Panhyperfeba- 
ftus.  And  vnto  this  Great  Duke  wnom 
they  had  as  chcefe  Admirall,  they  made 
fubied  all  the  Drungars  of  their  Fleete, 
xhQix  Admirals,  xhtxx  Proto-Comites,  and 
him  the  Great  Drungarius  himlelfe,  be¬ 
fore  whom  they  alfo  appointed  the  em¬ 
perors  Statue  on  horfe-backe  (which  they 
called  ContHs)  to  bee  carried  before  him 
in  their  forces  at  Sea.  They  had  alio  their 
Great  Logotheta^kxom  we  at  this  day  call 
the  Chancellor.  Their  LogarUHes,  whom 
the  Frenchmen  call  Controlleur.  And  their 
Proto  Hat  or,  or  Mar  (hall  of  their  Army. 
Their  Primicerios  alfo  and  PrimauguHof^ 
and  many  others  of  that  fort,  I  willingly 
paffeouer,  lead  in  profecuting  of/ffery 
one,  my  difcourfc  fhould  grow  coo  long 
and  tedious .  Thefe  were  all  honorable 
dignities,  and  that  for  the  moft  part  not 
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fomiichforthc  ncccflityof  their  Offices 
or  order,  as  fo  made  by  the  faiioiir  and 
good  liking  of  the  Emperor. 

Butwhilftitfeemed  fo  good  vnto  the 
Emperors,  fo  to  appoint  the  fcatcofthc 
Empire  at  C onBantinople  ('where  al  things 
now  lye  (wallowed  vp  of  the  Turkes)  they 
left  the  weft  bared  of  their  Legions,  and 
ftrengthned  oncly  with  Fortes,  vndefen- 
ded  and  (libieiS:  vnto  the  inuafions&:  fu¬ 
ry  of  the  barbarous  Nations:  vppon  the 
fall  and  decay  whereof,  the  ruinc  of  the 
Eaft  Empire  (at  length^  enfued  alfo,  Udy 
and  Ajfricke  was  at  that  time  gouerned 
by  their  Exarchi^  Tof  archly  Comarchlfiar- 
Spatharif\ GuBaldi^  and  Capatam, 
But  at  length,  when  Narfes  the  Eunuch , 
and  one  of  the  Ramane  Patricy^yN^s  by  In- 
//>?//^/theEmperour,  appointed  Gouer- 
nour,he  brought  in  them  whom  they  cal¬ 
led  C  onfuUres^  Prajidcs^  and  Cerre^ores* 
But  after,  that  hcc  that  Narfes^  prouoked 
with  the  iniiirics  and  defpightes  of SophU 
the  Empreffe  (and  with  anger  enraged  ) 
had  called  in  thither  ihc  Longobardes  out 
of  Pannomdy  they  became  by  little  &  little 
to  vary,  concerning  the  titles  ofHonour, 
and  names  of  Dignity.  ^ 

For  Narfes  beeing  dead,  Longif9f4s(ont 
otAiC  Romaine  Patricy^\(o)  by  the  fame 
Empcroiir  chofen  Goucxnoi  ox Exarcha 
inhisftcadin  Italy ,  for  the  rcprcflingof 
the  Longobards^  but  a  little  before  called 
forth  by  and  cuennow  about  to 

come,  ordained  Dukes  thoroughout  the 
Prouinccs(haply  to  the  imitation  of Con- 
Pi  antine  the  Emperor,  who  is  reported  to 
bauc  prouided  by  Law,  that  Countreyes 
and  Townes  fhould  be  affigned  to  VukeSy 
EarhsyZii^  olde  Captainesy  which  hailing 
log  ferued ,  were  to  be  rewarded  for  their 
good  fcruicc  done  and  part. )  And  vnto 
this  purpofe  tend  the  words  of  Gukchiar- 
dine  bimlelfe,  which  I  hauc  thoght  good 
hereunto  alfo  to  adioyne.  ^ 

By  the  tranflation  of  the  Empire  vnto 
ConHantinople  (faith  hec)  a  way  was  ope¬ 
ned  vnto  the  power  of  the  Roman  Byjhops  3 
for  the  authority  of  the  Empcrours,day  ly 
more  and  more  weakned  and  dccrcafing 
in  Italy  (both  by  their  continual  abfence, 
as  alfo  for  that  they  were  ftill  bufied  with 
warres  in  the  caft^  the  people  alfo  by  litlc 
and  licle  reuolting  from  thcm,&  the  City 
oi Rome  it  (clfe,  being  at  length  oftc times 
by  the  Goths  and  Vandals  taken  &  facked: 


I  the  authority  of  the  Emperors  began  to 
detay  and  vanifli  away  in  Italy.  But  the 
barbarous  people,  at  length  again  driuen 
oiitoUtaly  by  the  power  of  the  Empe¬ 
rors,  the  gouernment  began  againe  to  be 
managed  by  Grcckc  Magiftrats(ofwhom 
he  which  commanded  ouer  the  reft,  was 
called  HexarchuSy  and  had  his  feate  at  Ra- 
uenna)  who  appointed  Goiiernours  oucr 
the  reft  of  the  Cittics  of Italy^  which  Go- 
uernors  they  called  Dukes.  From  hence, 
came  the  name  of  the  Hexarchatjhtp  of 
Rauenna^vih^xcxxx  al  places  were  compre¬ 
hended  ^  which  had  not  Dukes  of  theyr 
ownc, but  were  vndcr  the  commaund  of 
one  Hexarchfts .  Not  long  after,  a  nota¬ 
ble  change  and  alteration  of  matters  cn- 
fiicd  from  the  Longobardes :  For  they,  a 
moft  fierce  and  crucll  people  entering  in¬ 
to  Italy,  polTcired  the  country  called  6’^/- 
luCifalpinayofvtbomc  it  hath  alfo  taken 
the  name  oi Lombardie .  They  added  aWb 
vnto  their  Gouernment  Rauenna,  with  all 
the  Hexarchatjhtp  thereof,  bcfidcs  many 
.other  parts  of /r//^,cxtcndipg  their  armes 
as  farre  as  PicenttWy  Spoletumy  and  Bene^ 
uentumyoxxzx  which  jihty  appointed  Go- 
uernors  to  rule  and  commaund,  whomc 
they  Called  Dukes, &c.  So  the  Longobards 
raging  and  roaming  farre  abroad  in  Italy  y 
at  IcngihjWith  thirty  of  their  Dukes,  in 
vainc  attempted  to  hauc  taken  the  Cittic 
of  Romen  And  Co  it  came  to  pafle, accor¬ 
ding  to  the  manner  of  warrcs,that  the  Ti¬ 
tles  of  the  dignities  of the  former  empire 
being  ncglcdcd,  all  things  began  to  bee 
gouerned  by  the  Generals  and  Comman¬ 
ders  of  the  armics,viz.by  fuch  as  they  cal- 
led  Dukes  ^Earles  yZnd  Princes, 

Thefc  people,  Charles  the  Great  foxi  to 
Pipin  King  oC France y  by  the  Romanes  cA- 
led  into  Italy,  hauing  taken  Ticinumy  the 
Mctropoliticall  Cittic  of  the & 
thzxcMxiDeJidcrius  (oCiConPiable^xo^ 
moted  to  be  King  of yr4^^oucrcame  and 
fiibdued,  and  was  foorthwith  by  the  gc- 
ncrallconfcnt  of  all  men  chofen  emperor 
of  the  Weft  Empire;  who  as  hcc  would 
hauc  the  Empire  it  feife  to  be  called.  The ' 
French  Remane  Empire  fo  eucn  in  the  be- 
ginning  thcrof  he  had  a  purpo(e  to  make 
itha2rcditary,and  made  the  Great men^  & 
fuch  as  were  with  Honourable  Titles ^X3i- 
ccd,to  be  altogether  free  :  and  bound 
them  by  oath, as  men  in  Fee,holding  on¬ 
ly  of  the  King,  and  of  ihcEmperour  :  Co 
 that 
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that  if  by  chance  they  iTiould  fall  from 
their  faith  and  allegiancc^or  dye  without 
iffuc^hcc  then  ordained  thofe  their  digni¬ 
ties  to  be  transferred  vnto  others :  &  that 
his  ordinancewas  called  InuefHtura^ox 
an  Imesiure ,  The  bounds  and  towncs 
of  hiskingdomCjhe  committed  to  be  go- 
uerned  by  Counties  or  Earls.The  bounds 
&  borders  they  called  ot  Mar¬ 

ches  :  whereiipon^thc  Goiiernours  of  the 
Marches^  began  to  be  called  Marchiarum 
C omites,  (or  Counties  ot  the  Marches)  and 
at  length  Marchiones^oxMarqueJfes,  And 
them  whom  he  fet  and  placed  in  the  Pro- 
uinccsjforthe  adminiftration  of  lufticc, 
and  the  keeping  of  the  people  in  their  air 
lcgiance,were  then  called  Mifsi  (or  Men 
fent)  or  otherwife  ; -that  is  to  fay. 
The  Emperours  Legats  or  Lieutenants. 
But  fuch  as  the  people  afterward  of  them 
fellies  created,  for  the  adminiftration  of 
luftice,  and  the  gouernment  of  Citties, 
being  two  or  moe  in  numbcr,becing  cho- 
fen  after  the  manner  of  the  ancient  Konsan 
Common-weale,wcrc  called  Con/uls.JhQ 
French  Romane  Empire,  with  this  fuccefle 
made  by  Charles  the  Great,  was  left  vnto 
his  pofterity  almoft  h.'ereditary :  which  in 
j  fhort  time  after  alfb,vnder  the  Emperour  ■ 
[^Charles  the  Gro0c(Ncphcw  in  the  fourth 
degree  vnto  Charles  the  Great,  &  before, 
King  of  Germany)  deuolued  from  the 
French-men  vnto  the  Germanes^  Vnto 
whom  alfo(within  a  fcwycares  2Xi^r)Otto 
the  Great,king  of  Germany y  and  he  Em- 
'  perOLir,  alfo  fucceeded  5  who  following 
,  the  ftepsof  Charles  tho.  Great,  gauefuch 
•pcrfedllonsvnto  his  beginnings,  inbe- 
I  ftowing  and  difpoftng  of  honours  ^  dig- 
I  nities,as  that  he  is  not  fo  much  for  his  fir- 
|nan>eand  noble  aftes,  to  bee  compared 
Iwiththcmoft  mighty  emperours,  as  for 
his  wholcfomeLawes,and  heroicall  Or¬ 
dinances,  of  all  pofterity  of  right  for  euer 
to  be  commended .  For  this  man, after 
the  ancient  manner  of  the  Longobards  and 
Frenchy  entertaining  eucrymoft  valiant 
man  intohis  wars,  graced  with  Royalties 
fuch  ofthem,  as  had  done  him  worthy  & 
faithfull  fcruice(and  thefe  Royalties  were 
all  manner  of  dignities, lands,  &  gouern- 
ments  of  Prouinces)  which  he  according 
as  he  thought  good,  beftowed  vpon  fuch 
as  had  of  hiii?  well  deferued .  And  now 
men  began  more  plainly  to  make  a  diffe¬ 
rence  of  titles  and  dignitics.For  the  titles 
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of  Dukes  and  Counties  (being  wiih  the 
ancient  Romanes  but  the  bare  names  of  Dukes, 
pcrfonall  offices  and  charges  J  now  rccci- 
tied  other  cuftomes ;  and  a  Duke  (at  firft  i 
chofen  for  his  vertucs  &  noble  a6ts  j  they 
now  began  fo  to  call  him  of  his  Duke- 
dome  i  as  they  did  alfo  a  Marquejjcy  c»f  his 
Marqui/at  y^nd  an  Earle  of  his  EatJdome. 

And  he  which  had  the  command  of  peo- j 

ple,fromfomc  King, MarquefTcjor  Earle,!  .. 

was  called  Cafitaneus  (or  a  Caphawe.)  |  ^ 

But  they  which  had  fuch  command  from  I 
CapitameSy\Ntrt  called  Valuafores  (or  Fal- 
uafours,)  And  they  which  had  it  from 
rht[z  Valuafors y  were  called  Valuafini  (or 
Valuajines. )  Whereupon  this  new  be¬ 
ginning  of  Politicall  Nobility  jbeeing  far 
Se  wide  difperfed  through  the  kingdomes 
of  the  Empire,  they  at  length  were  dee¬ 
med  rightly  Noble,  atcording  to  thema* 
ner  and  ciiftomeofeuery  place  &  Coun- 
try,who  cythcr  themfeIiits,or  their  ance- 
ftours  liiicd,fo  graced  with  thefe,  or  fuch 
like  priuilcdgcs. 

And  thefe  be  the  things,  which  accor¬ 
ding  vnto  the  variety  and  alteration  of 
timcs,wchauc  read  in  the  moft  approued 
Authors, concerning  the  titles  of  honors 
and  dignities. In  recounting  of  which, we 
hauc  thought  this  moftcfpccially  w'orth 
the  noting,  that  all  the  ftreames  of  No¬ 
bility  (but  efpccially the  greateft  chee- 
feft  of  them)  came  and  ifflied  all  out  of 
the  Campe.  VV hich  degrees  of  honou r 
and  Nobility,  before  that  wee  compare 
them  with  ours ,  it  ftiall  not  repent  vs  in 
diftintft  rankes,  orderly  to  runne  through 
the  beginning  of  eiiery  one  of  them. 

And  firft  to  begin  withall,  They  in 
Campes  were  called  Principes ^or  Princes^ 
(ofwhom  acihisday,  wee eucry  where 
make  (b  great  account)  which  ferued  in 
the  firft  rankes,  excelling  others  in  ftregth 
and  age^and  which  followed  the  Speare- 
men,diLiided  into  fifteen  bands  or  troops,* 
fb  placed,  as  it  were  for  a  refuge  &  relecfe 
for  them;  to  the  end, that  if  in  battadc  the 
Speare-mcn  fhould  be  enforced  to  retire^ 
they  might  in  fatety  flye  vnto  thofe  Prw- 
cipesy  as  vnto  principall  men  of  more  ap¬ 
proued  and  afliircd  feruice .  Whereof 
CaTlra  Principaliayhc  PrincipallT fA?^/,and 
Porta  Principalis yth^  Principall P or tyWih^rc. 
thofe  Principes  or  Principall  inen  were 
wont  to  !yc  with  their  bands ;  arc  fo  often 
read  of  in  Liuie^ 
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theEmperonr, 
hey  which  in  the  emperors  name  goucr- 
ned  the  Romme  affaires,  were  called  Frin^ 
apes  Semit^y  or  Princes  of  the  Senate. 
But  afterward,  the  emperour  would  haue 
the  place  or  title  of  a  PrincCjto  bee  a  dig¬ 
nity  next  vnto  a  Kings, who  amongft  the 
ancient  Saxons  called  Ethelings^  and 
with  vs  Clytones*  But  now  it  is  as  it  were 
a  generall  name,  diiierfly  giuen  and  attri¬ 
buted  vnto  many  at  once,  and  orderly 
comprehending  in  it  all  the  greater  forts 
of  dignities:  yea  in  fomcplaces,  accor¬ 
ding  to  the  manner  and  cuftomeof  the 
places^the  title  and  dignity  of  a  Prince,  is 
inferiour  vnto  the  title  and  dignity  of  a 
Duke^or  an  Earle. 

Duces  or  Dukes  tookc  their  names 
from  the  Latin e  word  Ducendq^  as  who 
fhould  fay  ^Duoiores  or  Leaders  5  for  that 
they  marching  before,  led  their  follow¬ 
ers.  Whereof  we  readc  the  Latine  phrafe, 
Ducere  bellum^^TX  is  to  fay  yo  leade  Warra^ 
for  Gerere bellumyo  make  warre  j  And  fo' 
Hij  helium  afsidue  ducunt  cum  Genie  Lati- 
Thefc  men  make  continuall  war  with 
the  Latine  Nation.  And  they  which  as 
Dukes  or  Generals  were  leaders  of  Ar¬ 
mies,  were  wont  tovfefuch  Enlignesas 
the  Confuls  did  :  whereupon,  the  word 
Ducatpis^  fometime  lignined  the  Region 
or  C  ountry,  ouer  which  the  Duke  co'm- 
inanded:  and  other  while,  the  Military 
goiicniment  and  commanding  authority 
it  fclfe.  VncQ  which  manner  of  men,  for 
things  by  them  honourably  and  valiantly 
in  the  wars  ,atehieucd  and  performed,  iri- 
umphall  Ornaments  were  fometiines  a- 
warded.  Amongft  the  ancient  Germanes^ 
vnto  a  Generall  or  Leader  of  an  army, 
were  affigned  twelue  Counties  or  Earles 
to  attend  vpon  him. 

Marqueffes  were  fo  called  of  a  certainc 
iurifdidion  bound  vnto  fome  certaine 
place  .  Sohe  which  had  the  command 
and  gouernment  of  any  frontier  T  errito- 
ry  or  Sea-coaft,  was  called  Marchio^  or  a 
Marques :  and  {hey  which  receiued  of  the 
JeeSjWere  properly  accoiinred  the  Falua-  • 
yiri*  ofthe  king,  or  ofthe  kingdome,  as 
menftanding  with  the  Generals  Ad^al- 
ua.s  Regni,  at  the  gates  and  entrances  of, 
the  kirrgdome.  Other-fomc  there  bee, . 
which  goe  about  ro'dcriiie  the  word  Mar- 
chioitovci  M area  ^  ( a  word  ofthe  Celtes) 
from  whence  they  dcriuc  the  word  Mar- 


ckare  in  French^  to  ride  t  and  the  Marco  > 
manni  as  a  people  fo  called ,  for  that  they 
excelled  in  good  horfe-manfliip. 

Now  of  Counties  or  Earles,  as  there 
were  diuers  kindes,  fo  ofthem  arrtongft 
the  ancient  Writers,  are  read  diuers  and 
fundry  forts  and  orders ;  fuchas  among 
the  reft  vver  Comites  Sacri  Palitlj.ox:  coun¬ 
ties  ofthe  Sacred  Pa/lace:  Archiatri 
Prtncipoll  Courtiers)  and  Comites-flabuli^ 
or  ConHablesSoiDefiderim  from  a  Con- 
ftable^  by  the  Longobards  chofeti  and  ap¬ 
pointed  to  be  king  of  Italy ^  wasflaineby 
Charles  the  Gsezt,  And  it  is  elfewhere 
read,  heckniBurchardus  xhc Constable^ 
with  his  Flcete  to  Corjica. 

There  were  alfo  Comites  Militum^  or 
Counties oi  theSouldiers^  ofvvhomthe 
Romanes  would  haue  always  two  refiding 
in  the  Eaft,  and  were  thereof  fometimes 
called  Comites  Orient  is  ^ox.  Counties  ofthe 
eaft.  And  in  breefe, there  were  Counties 
of  Prpuinces :  fuch  as  were  the  Counties 
of  Spame.oi  Brittainey  and  of  the  Saxon 
Coafts  in  Brittame, 

The  GuBaldim  in  Italy ^  and  a  Coun 
ty,fccme  in  ancient  time  to  haue  bene  all 
one :  There  be  fome  alfo,  which  beleeue 
a  County  in  olde  time  tohauebcene  cal 
led  Comar chus^  ■.  ^  ^  i 
V  The  name  of^Vicouni  (heweth  a  be¬ 
ginning  not  to, be  doubted  of:  For  he  to 
whom  the  County  in  the  Camp  commit, 
ted  the  authority  of  his  iiirifdidtion,  was 
called  Fice-Comes  oxVicount'^  as  were  in 
the  ancient  time  the  Proconful^  the 
his  Lieutenant  or  Deputy. 

But  whereof  the  Barones  or  Barons 
were  fo  callcdds  not  yet  wel  knowne^For 
vnto  the  Romans  as  concerning  their  dig¬ 
nity,  they  wxre  vtterly  vnknowne :  how- 
bcit,  that  they  affirmc  it  to  bee  a  Latine 
word, by  that  laying  of  Cicero  to  bis  friend 
Atticus^  ’  Apud  Pair onem  reliquofque  Ba¬ 
rones  te  in  maxima  gratia  poffuit  :■  Hce 
brought  you  into  great  fauour  with  your 
Patron  jand  the  reft  ofthe  Barons# 

Other  fome  obtrude  vnto  vs  the  grcck 
word  cr«tpt/r,which  fignifieth  Craue.  But 
howfocuer  it  commeth  tppaffe^if  credite 
be  to  be  giuen  to  our  moft  learned  Law¬ 
yer  BraLPonyhe  Barons  were  ftill  accoun¬ 
ted  for  moft  valiant  men,  for  hec  would 
haue  them  to  be  called  ^Robora  belli ^  or  the 
ftrength  of  warre .  And  by  the  Lawyer 
Baldm^  Baron  is  defined  to  be  a  man  ha- 
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uing  from  his  Prince  the  power  and  au¬ 
thority  of  the  greateftj  middle,  and  low- 
eft  correcting  of  offendors.  But  fufficeth 
it  now  concerning  thefematters^to  hauc 
fayde  thus  much  ,  as  purpofing  of  the 
fame,  tofpeake  more  at  large  hecreaft'er. 

And  let  vs  now  come  nearer  vnto  the 
matter,  by  comparing  of  ancient  things, 
with  others  of  latter  time ;  to  the  intent, 
that  by  applying  of  thofe  ancient  things 
vnto  this  our  Age  and  Time ,  the  reafon 
as  well  of  the  Names  as  of  theDignities 
themfelucs^may  the  better  and  more  ma- 
nifeftiyappeare. 

Like  as  the  Empire  of  the  Greekes, 
was  by  the  Turkes  ouerthrowne  and 
brought  to  nought  ^  eucn  fo  alfo  was 
the  empire  of  the  WeB  ,  by  the  cunning 
and  ambition  of  the  Bifhops  of 
rent  in  funder  and  weakened .  W  hich, 
how  great  it  was,  the  verv  ruines  thereof 
doe  now  fcarcely  declare  •  Themaieftic 
whereof,  is  yet  by  the  Seaiicn  Princes  £- 
IcBors  (ofthe  Germains  called  iC0?'U0J=: 
ftClH)  vnto  the  Ornament  of  theChri- 
itian  world  vpholdcn  and  maintayned. 
The  Septeinuirat  of  Germany  ^  the  Empe- 
rour  Gtho  the  third ,  and  Pope  Gregorie 
the  fiftjordainedin  the  yeare  ^eTo.  Vntp 
whom  afterwards  the  Emperour  Charles 
the  fourth  engaged  the  reucnucs  of  the 
Empire  ( hauing  promiled  vnto  .eueric 
one  of  the  hleCtorSy  an  hundred  thoiiland 
crownes  )  that  he  would  appoint 
Jlapis  his  fonne,  heire  of  the  Empire.  B  ut 
the  Money  beeing  not  payed,  it  came  to 
I  paffe,  that  the  Patrimony  of  the  Romaine 
Commomweale^  which  was  appointed  to 
the  vfes  and  maintenance  of  the  warres 
(  and  for  that  onely  caufc  wasfubiedt  to 
alienation)  was  priuately  difeibuted  and 
diuided  amongftthem,  vnto  eucry  one 
of  them  a'partj  whereby  the  power  of  the 
Empire  was  afterward  almoft  brought  to 
nothing,  the  Scauen  Princes  Electors  of 
Germanie ,  keeping  all  vnto  themfelucs, 
and  compelling  the  Emperors  by  oath, 
that  they  foouid  notreuokethe  Lands 
and  Pawnes  before  ingaged. 

And  Kings,  to  whom  it  was  a  plcafant 
thing  to  be  deliuered  from  another  mans 
power  and  command ,  created  to  them- 
feiucs  Monarchies. 

But  they  which  in  moft  great  King¬ 
doms  hold  the  fecond  place ,  next  to  the 
Kings  and  the  Kings  ions ,  are  according 


to  ihc  forme  of  the  Emperors  army, called 
Dukes  Eihc  title  of  an  Archduke  is  but  one 
alone, belonging  to  the  hbufe  of  Ausirin] 
by  the  emperor  Frederick grace 
his  nephew  Phillip  withal! ,  at  fuch  time  as 
he  was  to  marry  loane  the  heire  of  Spaine.  i 

The  name  oiv’ayuode^  is  a  title  ofdig^ 
nity  oncly  in  T ranjiluania ,  and  p^alachia. 
And  fo  alfo  is  the  Doge  of  the  Venetians, 
who  is  alfo  called  a  Duke. 

And  as  in  warres  Counties  or  Earles 
wereailigned  vnto  Diikes,  fo  our  Coun¬ 
ties  now  at  this  day ,  arc  thought  next  in 
dignity  to  follow  the  Dukes. 

For  a  MarqueffezK  this  dayjis  nothing 
elfc  in  his  ownc  proper  fignificatiun,then 
-slC  0  untie  the  Frontiers  6c  Borders; 

which  in  the  Germaine  tongue  is  more 
fignificantly  called  a  t  with 

whome  a  Countie  is  called  ♦  And 
whereof  come  thofe  honourable  names 
of  the  i^falt^graue ,  ?Lant(!paue, 
3lpattgcaue,l'i|cmgraue,  &  ll6urgi^= 

\  that  is  to  fay,  The  Countie  P ala- 
tine  y  the  Countie  of  the  Prouince,  The  Coun¬ 
tie  of  the  Borders,  The  County  of  Rhene  pThe 
County  of  the  CaHle  or  Garrifon .  And  yet 
according  to  thediuers  cuftome  of  pla¬ 
ces  3  Marci  uejfes  in  fome  places  are  pre¬ 
ferred,  and  goe  before  Counties  or  Earles. 

The  beginning  of  a  Vicount, ihc  very  e- 
tymology  of  the  name  it  felf  hath  taught  vs. 

Bdrons^xQ  alfo  eucry  where  according 
to  the  dignity  of  their  degree,  power,  & 
grauity  accounted  honourable .  France 
hath  alfo  oncly  foure  peculiar  Great  and 
principall  zW^,whom  they  call  Vidames 
{^iz>.)  Chartres^  Chalons y  Amiens^  and 
Gerbery. So  hath  it  pleafed  men  according 
to  the  cuftomc  of  placcs,vnto  new  forms 
of  Honours  and  Dignities  ^  to  giuc  olde 
names.  But  nothing  is  euery  where^and 
in  all  places  fo  fincerely  obferued  and 
kept,  as  is  that  olde  and  generall  diuifion 
of  People ,  into  Noble  and  Vnnoble, 
with  a  certain  difference  of  the  Vnnoble 
fort  among  thcmfclues,  as  of  the  Nobler 
fort  among  themfclucs  alfo. 

For  fuch  with  eafie  exercifes  get  their 
linings,  fuch  as  excell  in  wit  in  the  know¬ 
ledge  ofMartiall  affaires,  in  learning,  in 
wealth,  or  in  vertue ;  ihefc  men,  in  thefe 
times,  arc  as  it  were  the  Seminaries  of 
Nobility  (as  were  in  ancient  time  the  Gen- 
tlerrien  whom  they  called  Equites,  among 
the  Romans,  the  nurfery  of  the  Senators.) 
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Many  noble  &:  famous  Gentlemen,  hauc 
alfo  liom  Lawyers  andMerchantsdifccn- 
ded.  And  although  feme  of  the  vulgar 
&  common  fore  of  the  people,  be  among 
them  of  better  account  and  reputation, 
then  fomcothers  ofthem,  yet  in  refpeft 
ofthc  Nobility,  they  are  altogether  bale 
and  vnnobic;  like  as  all  free-borne  men, 
which  arc  not  of  the  vulgar  and  common 
fortofpcoplc,  arc  indifferently  and  alike 
noble, according  to  the  French  Frouerb: 
le  fuU  Gcntill)omme  comm^U  Roy^  I  am  a 
Gentleman  as  well  as  the  King,  llfrfde 
Gentilhamme  :  'The  faith  of  a  Gentle¬ 
man, 

y  et  it  is  to  be  knownc, antiquity  and 
!  high  fund^ ions,  to  haue  their  eftimation 
in  Politicall  Nobility,  as  they  haue  in  o- 
!  thcr  things.  And  hcercofas  feemeth  vn- 
I  to  me,  are  thofe  diftindfions  ofNobility, 
named,  and  vnnamed;  or  of  the  greater 
and  Icflcr  Nobility, as  feme  others  would 
haue  it.  And  2(an^d  Nobility  I  call  that 
which  is  by  hereditary  fuccclfion  graced 
I  with  Titles  and  Fees.  As  a  king  taketh  that 
'  his  denomination  of  his  kingdomc  :  a 
IDukcyOi  his  Dukedomf  lai'i  EdrUy  of  his 
;  EdrUdome*y  and  a  Bdronyo[\\\^  Bdronrtyi 
who  may  alfo  be  called  Maiorcs  NobiUs^oi 
The  greater  A^i?W/V;,al  though  not  altoge¬ 
ther  fo  properly,  for  that  that  diftindiion 
of  Nobility, indiffrcntly  comprehendeth 
all  forts  of  Noblemen,  &  the  higher  M a- 
giftracics(bcftowcd  vpon  men  for  tcarmc 
of  life  oncly,  or  during  the  Princes  plca- 
;  furc.)  The  reft  of  the  Nobility  vndcr  the 
degree  of  Barons,  may  bee  called  Nobiles 
Innominati  for  vnnamed  Noblemen)  or 
^  Miner es  Nobiles^  that  is  to  fayj  the  Icflcr 
I  Nobility, 

I  And  yet  there  arc  fomc  ofthem  which 
fccmctohauc  A^amed Nobility ^  although 
they  bee  not  in  the  fame  rankc  and  order 
to  be  placed:  fuch  as  arc  Knights  and  Hf- 
quircs.  But  forafmuch  as  the  Titles  of 
Knighthood  and  of  Efquircs,  arc  not  he¬ 
reditary, they  arc  accounted  amorgft  the 
1  Icflcr  Nobility. 

1  he  Frenchmen  in  the  mcanc  iimc,and 
we  Ingliftsmcn  alfo,  doc  by  more  knowmc 
words,  better  difeerne  the  greater  Nobi¬ 
lity  from  the  Icflcr, but  not  without  a  ccr- 
f ainc  iniury  and  wrong  done  vnto  the  la- 
tinc  tongue,  from  which  wee  dcriucour 
Nobility.  For  who  is  he  which  know- 
jcthnotihc  Latineword  {Nebtlcs)  indif- 
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fcrcntly  toct  mpichcnd  all  fuch  as  arc  a- 
bouc  the  common  and  vulgar  fort  of  me  ? 
Which  word  is  in  /  renchoi  Fnglsfhtx- 
pounded  {Noble.)  By  whicli  word,  the 
common  fort  of  Englijhmen  callcth  or  no- 
tethno  man,  vndcr  the  degree  of  a  Ba¬ 
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The  reft  vndcr  the  degree  of  Barons, 
arc  in  French ciWcA  GentilzhommcfyinA  in 
cnglilh.Gcnilcmcn .  Of which,ruch  as 
arc  ncychcr  Knights  nor  Efquircs,  we  call 
them  but  oncly  Gentlemen,  without  any 
addition  ;  and  in  French,  Gentildjommef 
ftmpUc,ox  plainc Gentlemen.  Although 
it  may  be  that  fomc  of  ihcfc  me  can  ilicw 
moc  Arnicsof  their  ftocke,  and  denue 
their  Pedigree  furtlicr,  then  can  feme  o- 
thers  of  greater  dignity,  or  cuen  the  cm- 
pcrourhimfclfc. 

Wherefore, in  Political!  Nobilir)%bc- 
ing  (imply  vndcrftood,  thefe  plainc  rear¬ 
med  Gentlemen  arc  not  iiifcriour  vnto 
the  Princes  ihcmfclucs,  but  yet  in  honor 
and  dignity  much.  For  the  tides  of  JCings, 
o(  Dukes, of  Mart] ncffcf, of  EarUs,  ^Ba- 
rons,^xe,  as  it  were  the  names  of  moft  ho¬ 
nourable  Offices,  and  by  rcalonof  fuch  ^luLcd, 
additions, one  bccommcth  mote  famous 
and  nobler  thcn’anothcr. 

Thefe  things  bccingthus  fomewhat 
more  at  large  and  in  general  fpoken, con¬ 
cerning  Nobility,  feeme  asit  w'crcto  o- 
penthe  way  vnto  the  particular  degrees 
thereof  with  vs.  But  the  diuifion  of  the 
orders  &  degrees  of  men,  wh»ch  our  enc- 
li(h  Common-wealc  and  Empire  well 
bcarcthjat  other  rimes,  by  others  fette 
forth, is  exceedingly  well  fci  downer  who 
hauediuided  the  fame  intoaKinc,  inro 
NobiHty  ofthc  greater  and  ot  the  Icflcr 
fort, Cittizens, Men  liberally  brought  vp, 
and  Labourers.  But  forfomuch  as  1  haue 
purpofed  to  (pcake  oncly  of  the  degrees 
ofNobility,  and  that  the  intention  iud 
(cope  of  this  workc  tcndcihno  faiilicr,! 
hauc  determined  to  entreat  onc’y  of  the 
KingSjflndofthcchccfc  named  Nobility,  > 
whom  it  olcafcth  vs  to  call.  The  Pecresojfi 
tl>e  Kingdome,  The  Common  Fathers  of  the) 
Common -vreale,^  inhricfc,by  one  name  ' 

Great  E Hates ^r  Noblemen. 

Yet  in  fo  grrsr  conucTfions  rf  things 
and  inundations  of  fotutnr.c  Nanors, 
whctc-withihis  our  IflaudVrom  die  hrft 
inhabiting  ihcrcotj  hath  Ixnc  oltei'tmcs ' 
troden  vndcr  footc,  and  tor  a  long  time  i 

n  oft  ’ 


of  Nobility  Datiue.  471 


ap.5. 

I  moft  grceuoufly  afflided :  to  write  fiich  a 
■fcrious  difcourie,  astofet  downe,what 
I  were  ihc  beginning  Titles  of  our  Noble- 
jmenjWiththe  orders  and  degrees  of  ho- 
j  nours^  feemeth  a  thing  moft  difficult  and 
jhard. 

Concerning  which  things  ( freely  to 
confefle  the  truth)  feeing  that  I  haue  not 
well  fatisfied  myfelfe,  I  dare  not  with 
too  much  hafty  confidence  to  affirmc 
muchjcfpecially  feeing  that  hcere^as  well 
aselfewhere,  the  Vi<ftors  haue  ftillefpe- 
cially  endeuoured  them-fclucs,  not  fo 
much  to  oppreffe  the  people  by  them 
fubdued,  as  they  haue  donctoinnouatc 
their  cuftoraes,and  to  change  their  lawes. 
Seeing  that  it  is  fo  by  Nature  ordered, 
that  with  the  fame  fatewhere-wiih  Mo¬ 
narchies  and  Kingdomes  arc  ouer-whel- 
med^cuenthc  Nations  themfelucs,  and 
Noble  Families  fall;,  and  come  to  vttcr 
mine  alfo. 

For  firft,  the  Romaneshy  fubduing  the 
Brituines^  the  naturall  Inhabitants  of  this 
Iflandj  went  about  with  their  Legiorfs  to 
ouerthrow  all  things. 

But  the  Rommes  about  fiue  hundred 
yeares  more  or  lefle  after,  bccing  againe 
tranfported  into  Fruncey  the  S axons ^  or 
rather  EngUJh-Saxons ,  called  in  by  the 
Britt  alms  vnto  their  aide,  raifed  warre  a- 
gainft  their  Hoafts,  and  thruft  them  quite 
out  of  their  aiincicnt  Seates,  and  firft  of 
all  others,  gauc  vnto  the  kingdomc  the 
name  of  England*  And  thefe  people  the 
Dams  alfo  fora  fpace  thruft  out  of  the 
kingdomc. 

But  at  length ,whcn  as  this  kingdomc 
began  (as  it  were)  againe  to  breathe  vn- 
dcr  Edward  the  Confejfour^  a  moft  holy 
King, and  laft  of  the  Engli/h-Saxons  race, 
he  being  forth-with  dead  without  iftlie, 
gaueoccafion  to  the  Normanes  to  paffc 
ouer.  Who  at  length  preuailing,  (Ha¬ 
rold  who  with-ftood  them  beeingoucr- 
come)  and  the  Engli/h-menbccin^  thruft 
out  of  their  ancient  inheritance,  beg^n 
foonh-with  to  afligne  the  Landes  and^ 
groundcs  in  cuery  place  vnto  their  com¬ 
panions  and  fcllowTouldiors,  and  alfo 
to  bring  in  the  Normane  cuftomes  and 
fafhions. 

Many  things  for  all  that,  arc  yet  ex¬ 
tant  in  the  moft  auncient  Records,  euen 
in  the  Heptarchj  of  the  Englifh-Saxon 
\  Kings ,  concerning  thofe  Noblc-Mcn 


which  were  Rulers  oner  the  Countries  of 
CheHer .^LeicefieryVOiA.  LincolnOy  whom  we 
rcadc  to  haue  beenc  indifferently  alfo 
called  Dukes ^  and  Counties  of  the  Aierci^  . 
ans^  The/)/zmhad  z\foiht\xHeretoches^ 
and  the  Princes  of  ihoaxiHeretoches .  And 
Edward y  the  King  and  Confejfour  yet 
reigning,  euen  in  thc.time  next  vnto  the 
comming  in  of  the  Normans^  in  the  char¬ 
ters  and  monuments  of  Churches,  arc 
found  there  to  be  EthelingSyClytonS)  Pa- 
tric^\  Confalsy  EarleSy  Palatine Sy  Dukes ^ 
Senators  y  Stalkers,  Thayni^  Theotthani,  Mi¬ 
ni  ft  erSy^A  Princes  .  fBut  yet  with  great 
inconftancy,  of  fuch  their  names  and  cal¬ 
lings.  For, whom  thouvfbalrreade  to  be 
called  Counties,  thoih'fhalt  clfe-whcre 
finde  euen  at  one  and  the,  felfe-fame  time 
to  be  called  Dukes.  But  the  ftil c  o  f  Clyto, 
at  firft  fignifiedthe  Kings  eldcft  Sfonne, 
butafcerwardsj  it  was  a  title  common  to 
all  them  that  were  defeended  of  the  kings 
bloud.  . 

The  Titles  of  Countie  and  ConfuU fig- 
nified  the  fame  thing, differing, but  in  that 
Comes  (01  z  County)  wasfo  called  zCo- 
mitatu  (ox  of  a  Shire  or  County : )  and  a 
ConfuU  of  Confulendo  ^  or  of  giuing  of 
Coiincell;  h  Stalker  ^^XidThe  Go  uernor 
of  the  Kings  houfe^  to  haue  bccne  all  onc,it 
is  out  of  diuers  writings  manifeft.  The 
Partricif  mA  Thaini  were  Noblemen  of  ‘ 
the  better  fort;  and  I  cbiild  alinoft  affirme 
them  to  haue  bccne  cqiiall  vnto  our  Ba¬ 
rons  at  this  day.  Minifters  and  Princes, 
who  in  old  Chatters  arc  fet  as  loweftwit- 
nefTes^feeme  to  haue  bccne  names  of  oric 
and  the  fame  fignificatiGn,and  alike  figni- 
ficNoble-men:  but  what  degree  of  ho¬ 
nour  or  Nobility  they  were  of,  is  altoge¬ 
ther  vnknownc.  Neither  feemc  thefe 
honourable  Titles  to  haue  beenc  foorth- 
with  together  with  the  vi(ftory,by  WtUiam 
the  Normane  changed .  For  thefe  men 
whom  King  Edward  the  Confefforxo  his 
Charter,  concerning  thePriuiledges  by 
him  granted  to  the  Abbey  of  Waltham^in 
the  yeare  10^2 :  taketh  towitnefle  by  the 
name  of  Counties  Palatine  (whom  he  but 
euen  a  little  before  had  called  Dukes^ 
and  by  the  names  of  Procurators,Cham 
bcrlaincs,  and  Princes  of  hisf Court ;  the 
Normane  himfelfCj  inthsfccond  ycare 
after  his  viftory  ^  in  his  confiruiatory 
Charter  granted  vnto  the  fame  Abbey, 
doth  by  the  fame  Stiles  and  Titles  take  to 
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B11C5  after  that  he  had  now  confirmed 
the  kingdomc  vnto  himfelfc  in  fafetyjthe 
Counties^\\om  he  by  his  Royall  Charter 
had  rewarded  with  Counties  and  Lands, 
began  to  be  one  from  anotherjdiftingui- 
fhcd5by  the  addition  of  the  Title, of  fuch 
and  Inch  a  Countie.  As  witncfle  Jlanm 
Countie  of  Richmond*^  witnefle 
Countie  of  CheHer :  witnes  Ro^^er  Coun¬ 
tie  of  Shrewsbury  and  ArundelL 

Wherefore  the  EngUjh  Saxons  by  lit¬ 
tle  and  liftle ,  eythcr  dead  without  ifluc, 
or  opprefled ,  ofihruft  foortH  into  cxile^ 
and  Co  lining  in  ocher  places ,  all  things 
were  fo  framed  vnto  the  Norman  mancr, 
as  that  of  our  Nobilitie  at  this  day,  there 
is  not  any  which  can  fo  much  as  any  little 
breathe  of  the  Stock  and  Race  of  thofe 
tnofk^vicitnz  Saxons.  *  ^ 

Thefe  foundations  of  the  auncient 
Worthies  and  ^fo/r^bccinglaydeby 
william  the  Conquerour :  and  oftentimes 
afterwards  by  Siicceflburs ,  according  to 
the^diuerfe  occafions  and  occurrentsof 
times,  by  little  and  little  continued  and 
’augmented,  beganne  at  length  in  the 
‘ reign c  of  King  Henry  the  third ,  and  Ed- 
wardihcfixOL ,  to  fhine  foorth  ^  who  ha- 
uing  now  vanquifted  the  VVelch-men 
their  Neighbours ,  and  contending  with 
'the  Scottes  bordering  vpon  them ,  for 
Principalidc  and  Soucraignetie^  entrea¬ 
ting  of  all  things  concerning^the  Com- 
mon-weale  5  with  the  three  States  of  the 
Kmgdome  (which  confifted  of  the  Nobi¬ 
litie  y  ihc  Clergie^  and  the  Comminaltie ) 
they  thcmfelues  in  their  Royall  Maicftie 
fitting  in  Parliaments ,  appoynted  vnto 
eucry  man  a  prehcminence ,  according 
to  the  place  of  his  dignitie :  frorri  whom, 
cfpccially  all  the  Nobilitie  of  our  age,may 
feeme  to  deriue  the  diuerfe  and  appoyn¬ 
ted  degrees  of  Dignities  and  Ho¬ 
nours. 

VVherefore  a  King,  who  may  with 
vsbsc  alfo  called  a  Monarchy  hauing  in 
himfelfc  the  fupreamc  power,  is  of  fuch 
great  Maieftic ,  as  that  befides  G  O  D 
alone ,  hee  hath  none  his  Superiour, 
Who  from  Equitic  and  Inftice  feeking 
his  chiefeft  praife  and  commendation 
(when  as  any  matter  ofgreater  weight  or 
importance  is  to  bee  decreed  and  fet 
downe,  concerning  the  welfare  and  ho¬ 
nour  of  the  Common-weale)  dothey- 


her  make  new  Lawes ,  before  concei- 
ued  by  the  three  eftates  of  the  Kingdom, 
or  elfc  abrogateth  the  old;  and  free  from 
all  homage  for  his  Empire, is  with  the  fa- 
credfblemnities  of  his  Countrey,  with  a 
royall  Crowne,  by  his  fubiefts  crowned, 
whom  afterwards  we  with  fo  great  rcue- 
rence  obferiie  and  honour ,  both  in  the 
time  of  peace,  as  alfo  in  the  time  of  war, 
as  that  ( forfomuch  as  hee  himfelfc  is  the 
fountaine  of  all  Nobilitie)  he  may  for  his 
onely  plcafure  and  good  liking ,  blcfle 
and  grace  whom  bee  will ,  with  Offices, 
Dignities,  Honour,  Nobilitie,  and  Ri¬ 
ches. 

Amongft  the  Nobilitie  or  Pceres  of 
the  Kingdome,  the  Prince  is  the  chiefe, 
who  is  alwayes  but  one  and  himfelfc  a- 
lonc  ,  for  hee  is  to  be  deemed  the  Kings 
eldeft  fonne,  or  heire  apparant  of  the 
Kingdomc,  and  hath  oflongbecne  gra¬ 
ced  with  the  Title  of  the  Prince  of  Wales. 
The  Kings  fonnes  in  auncient  times,  be¬ 
fore  the  comming  in  of  the  Normans, 
were  wont  to  be  cdXltd  EthilingSy  that  is 
to  fay,  Clytonsy  (as  mere  Noble  than 
the  reft,  whom  they  in  Latine  called  In- 
clytiy  or  Noble)  as  Edgar  ClytOyAlured  Cly- 
tOy  and  others.  Our  Princes  of  Wales  arc 
now  with  VS  ',  the  fame  that  the  defigned 
Cafarswctc  among  the  ancient  RomanSy 
as  who  fhould  fay,  heircs  of  the  Imferiall 
Maiesiie\  and  whereupon  at  this  day,  the 
Germans  appoint  him  which  fliall  be  cm- 
peror,King  ofthe  Romans.^ind  the  French 
ftile  him  that  is  to  fuccced  in  the  King- 
dome,the  Dolphin :  but  the  Spaniardsyto- 
gether  with  vs ,  call  him  which  is  to  hauc 
the  kingdome  after  the  death  of  the  king 
his  father.  The  PrincCyOv  Infant. 

The  firft  that  was  by  this  name  called 
after  the  coming  in  of  the  2>(ormanSy  was 
Edwardy  the  eldeft  (bn  of  King  Henry  the 
third,  who  (his  Father  being  dead) 
and  hauing  there  vanquifhed  Leoliny  was 
the  firft  that  vnited  the  Principalitic  of 
Wales  vnto  the  kfngdomc  of  England:  vn¬ 
to  whom  alfo,  John  the  Scot  carle  of  che- 
fter  y  being  dead  without  heyres  male  (o- 
thcr  lands  and  rcucnucs  being  alTigned 
vnto  the  fifters  ofthe  atorefaid  Earle)  the 
king  his  Father  had  giuen  the  fame  coun¬ 
tie. 

At  length  King  Edward  the  third 
gauc  vnto  Edward  his  eldeft  (bnne  (a 
moft  famous  and  renowned  warriour ) 
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then  Prince  oUVitks  and  Earle  of  che^ 
Jlcr  y  the  Countie  of  Cornewall  alfoj 
I  which  hec  then  had  made  a  Dukedome : 
land  by  this  mcancs  it  is  cometopafle, 
that  afccwrardcs  our  Kings  elded  fonnes 
or  heyres  3  were  by  the  Kings  royall 
charter great  folemnitie  in  full  Par¬ 
liament,  created  Princes  of and 
Earles  of  chelier ,  (  with  the  Countie  of 
Tlint  ^  which  belongeth  vnto  the  Dig- 
nitie  of  the  Sword  of  the  Countie  of 
cheHer)  but  are  called  Dukes  of  Come- 
wall ,  CLicn  from  the  firft  houre  of  their 
Natiuitie. 

They  which  are  accounted  of  the  No¬ 
bility  after  the  Princes  of  Wales,  wccall 
Dukes,  MarquefTcs,  Eades,  Vicounts, 
and  Barons,  Aboue  which,  if  I  (hall  alfo 
place  the  mod  famous  Fellowfhippc  of 
Knights,ofour(by  farre)  the  mod  hono¬ 
rable  order ,  taking  name  of  the  Garter, 
I  not  fhal haply  feern  to  haue  done  amis ; 
forafmuch  as  it  maketh  Knights, and  fbm- 
time  them  of  the  Lcdcr  Nobility,  (excel¬ 
ling  others  in  vcrtue  and  valour  )  almod 
'cqiiall ,  not  onely  vnto  Noblc-mcn  at 
home  with  vs ,  but  cuen  with  Kings  and 
Emperours  abroad  .  But  of  thpm  we  arc 
elfe- where  to  fpeakc. 

All  thefe  Noblemen  (I  fay)  in  th^  be¬ 
ginning  to  haue  bccnc  Gcncralles  and 
Leaders  of  Armies ,  or  GoUernouft  of 
Countries,  it  is  before  declared,  But'af- 
terv^'ard,  as  pleafed  the  Emperours,  to 
haue  bcenc  giuen  them  for  termc  of  life ; 
and  at  length  drengthened  with  lands 
'  and  fees,  we  fee  them  to  haue  obtained  a 
certayne  hereditary  perpetuity  :  where¬ 
fore,  a  Duke,  who  in  ancient  time  was,  as 
it  were,  the  Condablc  of  the  Kingdome, 
and  whofc  chiefc  fcruicc  was ,  to  leade 
and  condu6l  the  Kings  Annie  in  time  of 
warre,  now  graced  with  Fees,  and  once 
authorired  by  the  King,  is  become  an  hc- 
reditarie  Title  .  Our  Kings  difeendedof 
the  Igorman  blood ,ro  long  as  they  them- 
felues  were  Dukes  oi Normandie,  graced 
no  man  with  this  Title  of  Duke,  till  Ed- 
Teard  the  Third  5  who  fird  of  all  (as  is  be¬ 
fore  fayd)  exalted  the  County  of  Come- 
Tvall'ycwo  a  Dukedome  :  vnto  the  exam¬ 
ple  whereof,  many  hcrcditaric  Dukes 
were  in  like  manner  by  our  Kings  cre¬ 
ated,  howbeit  that  at  this  day  we  haue 
none. 

Next  vnto  Dukes  in  order  follow 


Afarcjaeffes  ,  who  in  ancient  time  were 
called  Gouernours  or  Wardens  the  bor¬ 
ders  or  Marches :  a  Title  vnto  vs ,  before 
the  time  of  King  A/V/;/ir^thc  Second,  vt- 
tcrly  vnknownc ,  whoin  thctcntli  ycarc 
ofhisrcignc  ,  by  his  Roya!I  C/Air/^’;'fiid 
created  Robert  Ferec^rk  oi Oxford  ( his 
Minion)  Marques  of  Dublinrhc  Metro,- 
politicall  Cittic  oi Ireland,  Bv  which 
example,  many  others  afteWardspb- 
tayned  the  like  Creadons  by  Inheri¬ 
tance,  .  ‘  :  . 

Concerning  either  the  etymologic  or  An  Earle. 

the  office  of  an  Earle  ampngd  the  Ann- 
cients,  I  haue  clfc-where  briefly  touched 
fornc'  things  ,•  and  leaucthc  fame  10  bcc^ 
more  at  large  by  others  entreated^  of. 

Earless  with  vs,  haue  alw.ayes  bccne  botlit 
ofgrcatcd  authority  and  dignity  ,  aiidof 
much  greater  antiquiue  then  either 
queffes or  Dukes.] 

Neythcr.isicany  Ictarall,  but  that  aii 

Earle  may  be.  called  Earle  of  any  Coiincy 
or  place, -from  whence  he  rcceiucthno 
profit,  neythcr  therein  holdcth  any  iurif- 
didion.  Indeed  it  is  in  antient  Charters, 
declared  them  in  old  time  to  haue  bccnc 
Feed-men,  and  to  haue  beene  rewarded 
'With  the  third  penny  of  the  profit  of  that 
Prouince  wherofthey  were  called  Earles-^ 
but  now  the  mancr  is  with  vs, that  the  Ti¬ 
tles  oi  Earle  dome  s,2xz  accordin  g  vnto  the 
Kings  pleafure  conferred  and  beftowed, 
without  any  pofleffion  of  the  places  at  al: 
vnto  whom,  the  King,  in  ftcad  of  the 
third  Penny  ,  is  wont  to  appoynt  a  cer- 
tainc  fumme  of  money,  to  be  yea  rely  re- 
cciuedoutof  the  Exchequer  ^  orhisCu- 
ftomcK :  as  vVee  will  hccreaftcr  more  at 
large  declare. 

Concerning  the  beginning  of  a  Vicount  a  Vicount, 
with  vs,  there  is  no  caufe  why  I-ftould 
from  farre  dcriuc  it^  forafinuch  as  we  had 
none  of  them  before  the  time  of  King 
Henryihzfixt.  For  he  in  the  eighceerth 
yeare  ofhis  rcigne ,  created  John  de  neilo- 
monte ,  or  Beaumont ^  a  Ficount :  W  here¬ 
upon  that  which  in  ancient  time  was  the 
name  pfan  office,  we  now  at  this  ^lay  do 
acknowledge  it  bee  a  certayne  name  and 
Title  of  Dignitie ,  asir  were  in  the  mid- 
deft,  between  c  an  Earle  and  a  Bar  on  \  as 
wee  ^otQ^  Mar queffe^y  betweene  a  Duke 
and  an  Earle,  This  Degree  of  Nobili- 
tie  hath  inueftiture  from  the  Kings  them- 
felucs,  with  certain  folcmuc  ceremonies, 
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as  the  other  degrees  ofNobility  hauc. 

Now  the  laftofall,  afwcll  in  order  as 
(peciallyin  dignity,  come  foorth  the  Ba- 
ronsjwhofc  conioyned  power, compared 
with  the  reft,  hath  in  the  great  affaires  of 
the  Common-wcale  alwayes  bcenc  the 
greateft.  Ofwhofc  beginning, yet  truth  it 
(clfc  doubtfully  waucreth.  Luc  of  de  Penm 
in  L.ji,Cjemancipijs^  in  his  i(> .  bookfay- 
cth.  ^od  Leges  cum plures  haberent filios 
ncc  omnes  Reges poj^e fieri  ( quod  regnum  di- 
uidi  nequeat)  profiteer ent :  ampU  cuique  do- 
mbant  CaBra  cum  iurifdiBione  ^  Imperio, 
•vnde  Barones  dicer entury  id  t%filij  alijs 
epccelfiores,Voi  that  Kings  when  they  had 
many  fonnes,  which  they  well  faw  could 
not  all  be  made  Kings(for  that  a  kingdom 
cannot  be  diiiided)  ^  they  gauc  vnto  eiicry 
one  of  them  great  Caftles,with  iiirifdidi- 
onand  command,  whereof they  fhould 
be  called  Barons  ( that  is  to  fay  )  Their 
fonnes,  higher  in  degree  then  others.  O- 
therfome  will  hauc  the  word  Baroyto  hauc 
bcenc  deriued  from  the  Grcekc  word 
A«pvf,  fignifying  grauity.  But  if  it  may 
be  lawfullfor  vs  wirfi  coniefturcs  to  con¬ 
tend,  I  deeme  it  not  amifle,  hccrcunto  to 
ioync  the  curious  conccitc  and  iudgment 
ofacertaine  moft  learned  man,  and  of 
great  reading,  who  marking  the  great  po¬ 
wer  and  authority  of  Barons,  fuppofeth 
them  in  the  beginning  to  haue  bcenc  the 
Generals  or  Leaders  of  Nations  &:  peo¬ 
ple,  difpcrfcdly  roaming  andftragling  vp 
and  downc  without  any  ccrtainc  refting 
places,  after  the  empire  wasrentin  fun¬ 
der,  who  equally  diuiding  the  lands  by 
force  or  Icaueby  them  gotten,  as  it  were 
by  tutelary  law  gouerned  the  pcoplc,hol- 
ding  of  themin  fealty, and  fubieft  to  cue- 
ry  one  of  their  iurifdi(9:ions,  eytherwith 
a  meere  (bucraignty  apart,  as  Monarchs, 
or  vnder  fome  other  common  Prince. 

W  h^tzoiyBaldus  happily  hath  called  a 
man  of  greateft, middle,  and  mcaneft  au¬ 
thority  and  command,  Baronem^  or  a  Ba- 
mi.But  they  which  were  fo  in  power  and 
authority  in  a  manner  like  and  equal, were 
before  in  Latinc  called  Pares  homines  (or 
like  men)  but  of  the  Frenchmen  and  Itali¬ 
ans,  (fpeaking  more  contraftly)  parhom- 
mes,  parhuomini  y  and  thereof  they 
might, faith  he,  bee  called  Barom  and  ^4- 
Tons :  for  with  a  more  cafic  pronounciati- 
on, they  in  their  words  eafily  admit/’  for 
/.  And  to  giuc  more  credite  to  this  mat. 
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ter,  he  ioyncth  thereunto  the  force  of  di¬ 
ners  Languages .  For  they  whom  the 
Frenchmen  from  the  beginning, called  Ba^ 
ronSyVfC  in  the  fame  fence  in  ancient  time, 
called  and  at  this  day  inenglifh, 

iLojnej?,  whorn  the  Germanes^  as  it  were 
by  a  circumlocution,  doc  more  fitly  call 
which  withvstrucly  figni- 
fieth  IfmJlOjDeiS;  that  is  to  fayjLojDj! 
hailing  free  iurifdiiftions  and  territories. 

But  from  whence  this  very  word 
is  fprung  (which  is  not  fb  much  peculiar 
vnto  Barons  as  to  all  Noblemen  in  genc- 
rall)  rcmaincthyet  doubtfull. 

Fotafmuch  as  we  alter  our  manner  and 
falTiion,arc  wont  to  call  all  Dukes,  Mar- 
quc{fcs,Earles,and  Vicounts,  (and  fome 
of the  greateft  Officers  and  Magiftrates 
ofthekingdome  alfo,  although  they  bee 
not  Barons)  after  the  manner  of  Barons, 
t  fome  fay  it  to  be  a  primitiuc  & 
originall  word  of  it  fclfe,  fprUng  out  of 
the  Saxon  word  which  is  inter¬ 

preted  iLojD :  Otherfomc  alfo,  fufpeft  it  I  tongue, in 
to  hauc  bene  a  deriuatiue  word,  and  toi 
hauc  bene  firft  brought  out  of  Burgundy: 
for  it  is  manifeft,  the  emperour  Probus  to 
hauc  fent  hither  into  Briname  the  Bur¬ 
gundians  y  whom  he  had  ouercomc  in  the 
ycarc  aSa.VVho  hauinghccrc  feated  and 
fetlcd  thcmfclucs,  did  vnto  the  Romanes 
right  good  ftruicc,if  at  any  time  rcbellio 
did  arifeor  was  flirred  vpagainft  them. 

And  in  that  place  they  commonly  call  i^ 
Allodiumy  which  fignificth,  Fwand  dif. 
charged  from  all  homage  and  feruicc  • 
which  manner  ofpoflcflbur  or  owner,  is 
cuenat  this  day  called  whom 

wc,reftingalmoftvpon  the  fame  reafon, 
do  in  englifh  call  ,31  Contrary  vn¬ 
to  thofc  Allodq  or  Lords,  arc  the  Leudes 
or  Leudiy^s  fubicdl  vnto  the  Allody,yfihtx 
of perhaps  the  word  IL  is  vfed  a- 

mongft  the  whom  they  with  vs 

call  alfo 

But  as  concerning  words  and  etymo¬ 
logies, let  cucry  ma  ghefleas  he  lift:  how- 
focucr  the  names  be  deemed  of,  it  is  for 
the  moft  part  of  all  men  granted ,  that 
orlOJ^lllS  (call  them  whe¬ 
ther  you  lift)  to  hauc  in  all  places  liued  as 
Free-borne  menjand  of  great  cftccmc,  &: 

I  verily  think  them  to  hauc  bene  the  fame, 
whom  Cafiar  callcth  Regulosva  France: 
where  cuen  yet  vnto  this  day,  ccrtainc  of 
the  moft  olde  and  ancient  Barons,  arc  re- 
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ported  and  reputed  by  a  certamc  right  of 
their  Baroniesjto  contend  for  precedence 
with  the  new  Earles.  But  how  full  ot  au¬ 
thority  and  dignity  the  name  of  a  Baron 
and  of  a  Baronage  is, (hall  very  plainly  & 
cafily  appeare,  if  wee  lhail  cyther  refpeit 
the  antiquity  thereof,as  they  which  of  an¬ 
cient  time  had  hereditary  lurifdidion  an¬ 
nexed  vnto  their  honour  and  dignity, and 
whereof  wee  at  this  day  retainc  a  fhew  in 
our  ILojt-tlS*  courts^,  commonly  called  a 

or  looke  into  themofl 
honourable  and  rcuerend  prerogatiuc  of 
the  in  the  cheefeft  aflemblies  of  theking- 
dome.  Vox  z\\  Dukes y  A^IarqueJJeSy  Earles ^ 
and  Vicounts^  hauc  their  feates  with  the 


ofNobilicy  Datiue. 


Barony,  or  ifhcBcethe  Tonne  ofa  Mar- 
qiieffc,  or  of  an  Earle,  by  the  name  wher- 
of  he  was  before  called ,  and  whereoThec 
was  heire  apparant ,  and  into  the  inuelH- 
turc  whereof  his  father  alfo  before  came. 

ThisI  fay,fomctime  is  done,  :*nd  may 
be  donc,by  thefauourofthe  Prince  onc- 
ly,  whofe  prcrog'atiue  is  To  indeterminate 
as  that  he  may  promote  vnto  honors,  and 
admit  into  Parliaments  whom  hceplca- 
feth.  As  for  example;  it  pleafed  ourde* 
ccafcd  Queen  Eli&abeth^in  the  year  1575. 
by  her  Writ  of  Summons  fo  to  call  William 
Poulet^  Baron  S  John  of  this  day 

Marquclfc  oiwinchesier  ^  (viz:)  the  eldeft 


^  .11.  n  fonne  of ,  Marquefleof 

Barons  ,  in  the  higheft  aflembly  ofthc  cheHer^2LV\A  to  alTigne  vnto  him  a  place  a- 
kingdomc,  in  Parliament,  onely  by  the  j  mongeft  thc^Noblcincn  of  the  Vpper- 


nameof  their  Baronies  j  Inromuch,that 
the  greateft  Duke  fitting  in  Parliament 
(although  he  be  placed  according  to  the 
prcheminencc  of  his  degree)  yet  holdeth 
he  his  place  only  by  reafon  of  his  Barony: 
neythcr  is  it  for  any  other  rcafon  granted 
vnto  our  ArchbilTioppcsand  Bilhoppes 
(  as  it  was  in  auncient  time  vnto  fomc 
Abbots  and  other  of  like  fort)  to  fittc 
there,  but  that  they  hauc  the  pofleffion 
and  dignity  of  fomc  Baronage  or  Ba¬ 
rony  annexed  and  ioyacd  vnto  theyr 
bifliopprickcs  jyea ,  the  eldeft  Sonne  of 
a  Duke  whofoeuer,  although  he  be  com¬ 
monly  called  an  Earle ^  as  alfo  the  eldeft 
Tonne  of  an  carle,  although  by  the  flatte- 
rie  ofeuftome^and  in  rcTped  of  his  blood 
he  be  called  in  Latine  Dinaflaoi  Dominus 
in  trench  Signeur^  and  after  our  man¬ 
ner,  a  Lord^  yet  if  wee  fhall  confidcr  the 
force  of  the  Law,  they  arc  not  to  be  num 
bred  cither  amongft  the  carles  or  the  Ba¬ 
rons,  but  only  to  be  accounted  Ef quires  5 
neythcr  can  they  challenge  any  voyce  or 
fuffragein  the  Parliaments  of  the  King- 
dome,To  long  as  their  Fathers  liuc.How- 
bcit,  wee  hauc  it  often  inexperience  (I 
confe{rc)that  as  often  as  the  King  fhal  fee 
the  eldeft  fonne  or  heyre  of  a  Duke^  Mar- 
q^^ffe.ot  of  an  Earle ^  as  well  in  wifedome 
and  councell,  as  of  yecrcs  ripe  and  flay¬ 
ed,  and  whom  he  fliall  deeme  worthic  to 
bccprcfcntat  the  greateft  aflemblies  of 
Parliament,  him  he  promotcih  vnto  the 
height  of  that  honour  :  and  by  a  VVtitte 
ofSummons  (^s  thcytcrmcit)  his  Father 
yet  being  aliuc, according  to  the  name  & 
ftilc  ('if he  be  the  fonne  ofa  Duke)  of  his 


honfe  j  due  vnto  the  ancient  Barons  of  S. 
Iohny\x\x.\\\  that  their  hcires%nale  fayling, 
the  heire  gcnerall  of  the  fame  family,  had 
married  with  the  ftocke  of  the  Poulets, 
This  I  fay,  the  Qneene  might  doc  by  her 
royall  prerogatiue  onely,  the  age  and  to- 
wardlincflc  ofthc  young  Baron  being  re- 
fpeded  and  looked  into,  which  he  could 
no  way  by  right  hauc  challenged*  his  Fa¬ 
ther  yet  lining. 

Henrie Stanley y  Earleof  was  by 

Writ  ofSummonsc^klkd  vnto  Parliament^ 
his  father  yet  lining ,  bythename  of  Ba^ 
von  Strange  oTKnokin,  and  placed  in  the 
fame  feate  wherein  the  Barons  Strange  of 
KnokinvitiQ  wont  of  ancient  time  to  fit. 
The  like  wc  now  of  late  hauc  alfo  feenc  to 
hauc  bene  done  to  Gilbert  Lord  Talbot{gLt 
this  day  Earle  oi Shrew sburie)  (onne  and 
heire  to  George  carle  of  Shrewsburie ,  but 
of  late  dcccafedrwhich  places  they  could 
not  by  prefeript  forme  of  law  as  yet  chal¬ 
lenge  vnto  them,  for  that  theyr  Fathers 
then  aiiue^poffcflcd  both  the  dignities  & 
rciicnnewcs  ofthc  aforefaid  Baronies. So 
that  I  fay,  they  were  onely  by  the  fauor  of 
the  Prince  promoted  vnto  fiich  honour 
and  degree,  whilcft  that  their  fathers  ye? 
liucd. 

For  wee  rightly  acknowledge  no  Ba¬ 
rons,  butthem  whom  the  Kings  Royall 
Maicftic  hath  firft  by  his  Charter  created^ 
or  clfc  the  Parliaments  prcheminencc  & 
dignity  defigncd5  who  fo  called  and  once 
admitted,  and  in  Parliament  placed,  arc 
alwaics  after  to  bee  held  and  accounted 
Barons,  and  to  be  reckoned  amongft  the 
Nobility  of  the  Baronage  of  Englpndyxci- 


nci- 


Letters  Patents- 


5  Bool 


^  or  tlsat  vnto 
me  infamous 
the  g Ate  of 
honoijareno 
v\hei‘open>fo 
things  which 
are  once  gran 
ted  vnto  any 
man  by  the 
Prince,  arc 
not  to  bee  a- 
gain  returned 
vneohis  loiFc 
or  4irg*ace, 


K  '  .  / 


therdoeth  it  any  where  appeare,  anic  of 
thetp  to  haue  bene  afterwards  rcicdlcd  or 
degraded,  except  by  chance  their  pofTef*^ 
fions  were  fo  far  diminifhed,  as  that  they 
were  by  no  mcancs  able  to  mainiaync  fo 
great  an  honour.  Forjas  in  ancient  time 
the  Homme  Sen atours,  which  had  wafted 
or  decayed  their  Senators  fubftaftcc  were 
out  of  Senate  remooued  cuen  fo  (I  fay) 
filch  arc  either  of  their  own  accord  to  ab- 
fta’n  from  comming  into  the  vpper  houfc 
of  our  Parliament,  or  elfe  (I  may  fay  per- 
hap5)are  not  thereinto  admittcd,althogh 
that  they  for  euer  ftill  retainc  the  ftilc  and 
name  of  their  Barony. 

And  thefe  be  they  whom  wc  acknow¬ 
ledge  to  be  Numei  Noblemen  :  But  how 
diey  bee  now  amongft  thcmfelues  toge¬ 
ther,  and  fcucrally  apart,  both  in  dignitie 
and  prchemincncc  diftinguiihcd,  is  out 
of  the  forme  of  ihdtCremonsox  admif- 
(ions  to  be  better  dircerncd:which  things 
wc  will  declare  by  the  Letters  Patents,  or 
of  Summons,  giuenvnto  eucry  one  of 
them  at  the  time  of  their  Cr  cation 
Letters,  wc  by  two  names  call,  \VLxRoyall 
charters^  and  Parliament  Writs)  and  by 
the  ceremonies  after  our  manncr,ioyncd 
into  their  Inueftiture,and  the  cuftome  of 
their  precedency, beginning  firft  with  the 
Baron  himfelfe. 

For  why,thc  name  of  the  Baronage  of 
England  is  right  famous, and  more  hono¬ 
rable  then  the  reft  :  rcfcmblingthc  anci¬ 
ent  Ihew  of  a  Reuerend  Romane  Father^  re- 
giftred  to  be  one  ofy  counfelfof  eftate,& 
ot  the  Senator)  Vignity^zn^  with  vs  giuing 
an  entrance  vnto  all  the  higher  degrees 
ofhonor,  as  did  that  among  the  ancient 
Romanes. 

In  elder  time,  it  was  for  a  certain  fpacc 
giticn  vnto  none,  but  vnto  men  for  their 
martial  prowefte  'renowned,  vnto  whom 
the  enligne  of  a  Barony  was  alfo  giuen  5 
as  was  the  right  to  vvcarc  aRingof  Gold 
granted  vnto  Romane  Gentlemen.  But 
afterward,  not  oncly  they  whom  martiall 
proweffe  had  commended, but  cuen  they 
alfo  whom  their  Nobility  of  birth,  theyr 
manncrs,fortune,  or  wifedome  haddc  at 
home  ennobled,  were  wont  by  the  Kings 
Writ  of  Summons^  to  be  called  forth  vn¬ 
to  the  high  affembly  of  Parliament.  And 
at  length  alfo,  King  Henrie  the  ^.brought 
in  the  faftiion  to  create  fomc  by  this  ve¬ 
ry  name, by  vertue  of  his  Royall  charter: 


which  manner  of  forme  and  taiinon,  to¬ 
gether  with  that  other  of  calling  by  Writ 
ofStmmonsvwto  the  Parliament, wc  one 
ly  at  this  day  haue  in  vfe^  in  forme  follow 
ing.^ 


Letters  of  Summons y  or  Tar- 

liament  Writs  (as  ihiy  call  them)  for 
thepromoting  ofanj  one^  or  of  whomfoo' 
vnto  the  Dignity  of  a  Baron ‘\nk\\ 
Affembly  of  Parliament ^are  in  apref  :ript 
appointed  forme  in  this  fort  made  : 
Changing  oncly  fuch  things  as  are  of 
order  to  be  changed. 


LIZ  ABETH,  bv  the 

Grace  of  GodyS^ieene 
land, France,  and  Ireland, 
Defendreffeofthe  Faiths  fpr. 
Vnto  her  fatthfull and  wel-be- 
lottedHcnvy  Norris  ^^Ricot  Kmght,Gree- 
ting-  Forafmuch,  ^  by  the aduice 
and  confent  of onr  Comceiljor  certaine  high 
and 'urgent  caufes,  concerning  thceliatefy 
defence  of  our  kingdome  of  England^  and  of 
the  EngUjh  Churchy  haue  appointed  a  certain 
Parliament  of  ours^  to  be  kolden  at  our  Citie 
of  VVcftmonaftcry,  the  eight  day  of  May , 
nest  comming  y  and  there  to  haue  ffeech  and 
conference  with  you  ^  and  with  the  Prelates^ 
the  States^  and  N  obility  of  our  fay  de  King- 
dome:  Wee firmely  enioyne  ^  command you^ 
'Upon  the  Faith  and  Allegeance  wherein  you 
arc'vnto  Vs  bounds  that  the  waight  of  the 
foref aide  bufineffesyand  the  imminent  dan¬ 
gers  confideredy  all  excufe  whatfoeuer fet  a- 
part^you  be  there  perfonally  prtfent  the  day 
and place  aforefaidCy  to  confer  re  with  Vs,  fy 
with  our  Prelates  and  7^{obility  aforefaide  y 
concerning  the  a  for ef aid  bufineffeSy  fy  there 
to Jhew your  aduice .  And  of  thisy  as  you 

hue  F' f,  and  honour  the  fafegard  fy  defence 
of Our  Kingdomc,and  theCnurch  aforejaid, 
and  the  good  diffatch  of the  affatrs  aforefaidy 
in  no  wifefaileyou. 

WitneflTcOurfcIfe,  the  day 

of  inthcycarcofOutreigne 
the  fourteenth. 


Chap*  The  form  of  creating  Barons  by  charter. 


The  Letters 
patents  wher- 
by  Sir  Willi¬ 
am  Cicill 
Knight, was 
by  Queene 
Elizabeth 
made  Baron 
of  Burghicy. 


Another  manner  there  is  of 

creating  of  Barons  by  Char¬ 
ter  :  whereof  this  is  the  forme. 


LIZABETH  Ij  the 
Grace  of  God  ^  ^/England, 
France,  and 

Vefendrejfe  of  the  Faith  ^  ^c. 
Vnto  all  ArchbifhofSy  Mar- 
quejfes^  Earles^  Vicounts^  Bijhofs,  BaronSy 
KnightSy  Gouernoursy  Free-borne  men  ^and 
all  our  officers  y  MinisierSy  and  Subietls^ 
Tvhomfoeuer^  wnto  whom  thefe prefent  Let¬ 
ters  pall  come  ^greeting .  Wee  wellperceiue^ 
and fee  the  bight  and  tipe  of our  Roy  all  Dig¬ 
nity  ^not  onely  to  be  beautffiedy  but  encreafed 
alfoywhilfi  the  titles  of  honors  y  are  by  con- 

I  f erred  ^nto  men  for  their  'vertues  renov^- 
j  nedyand  in  our  mofl  weighty  affaires  well  ex¬ 
perienced,'.  For  We  thinke  our  RoyallCrowne 
to  be  fo  much  the  more  adorned  and  enrichedy 
when  as  We  call andpromotegraue  and  wife 
Men^efiechUy  fuch  as  are  for  the  Nobility  of 
tkeiryiocke  famous  ^  and  for  their  wife  dome 
renowned  and  mighty^  irito  part  of  our  Roy- 
allcarefulneficy  ^ntp  the  degrees  of  Honour 
and  Dignity  yand  the  gouernment  of  the  Com^ 
mon-weale  •  Wherefore^  Wee  confidering 
the  long  feruicCy  which  our  welbbelouedmd 
faithfullCouncellor  yvilliam  CiciUyOur prin- 
cipall  Secretary  yhath  many  waies  done^as  wel 
in  the  time  of  our  Progenitors^  Kings  of  this 
kingdomCyOS  alfo  his  faithfully  and  mojl plea- 
fing  loyalty  towards  Vs  at  all  times  yeuen from 
the firji  beginning  of  our  ReignOy  not  onely  in 
the  notable  andgraue  affaires  of  Councellybut 
befide  alfo  yhath  not  ceaffed  daily  to  doey  in  all 
other  expeditions  for  our  Kingdome  in  gene* 
radi  and  alfo  the  circumipeclion  ^  courage y 
wifefiomey  dexterity y  integrityy  prouidencCy 
care^and  fidelity  of  him  thefaide  William  Ct- 
ciUyiowards  FSyOur  Crowne  and  Dignity. 

Know  you  thereforoythat  We  of  our ffeci- 
nil  GracOy  certaine  knowledgOyand  meere  mo¬ 
tion  yhaue  fety  giueny  and  in  our  Countie  of 
Northampton  promoted^  made^and  created^ 

and  by  the  tenor  of  thefe prefentSy  do  fety  or- 
daine^  and  cr eate  him  the  aforefayde  Wilham 
Cicill y  'vnto  thejlate^  degree  fiignity  yind  ho  - 
nor  y  of  Baron  of  Burghley :  and  vnto  the faid 
Williamy  haue  impofedy  giueny  and  granted^ 
andby  theje prefentSy  d'oeimpofey  giucy  and 


grant y  the  N amcy  S tiloy  and  T  itle  of  the  Ba¬ 
ron  of Burghley,  To  haue^  and  to  holdy  the 

famestatey  Degree,,  Dignity y  Stiky  Titled 
TSpamOy  and  Honour y  vnto  hbn  the  aforefaid 
W  ilhamyand  the  heyres  male  ijjutng  of  his 
body  for  euer.  Willing,  and  by  thefe  prefent  s 
forFSy  Our  hey  res  and  fucceffors  grantingy 
that  the  aforefaid  W vlliamy  and  his  Heyres 
male  aforefaide  y  may  fucce finely  beare  and 
hauey  and  euery  one  of  them  may  haue  and 
beare  the  faid  Name  yStatCy  Degree  y  Stile, 
Dignity y  Title,  and  Honour :  and  may  be  cal¬ 
led  and  ftiledy  and  euery  one  of  them  may  bee 
called  and Jlded  by  the  name  of  the  Baron  of 
Burghley.  And  that  he  the  fayde  William 
and  his  heires  male  aforefaidfhallfuccejSiue- 
ly  in  all  things  ybe  holde for  Barons  of Burgh¬ 
ley  :  and  fhallfo  be  vfed  and  reputed,  that 

euery  one  of  t hem  f sal  be  vfedyholden  .and  re¬ 
puted,  as  Barons.  And  that  the  faide  WiL 
liamyandhls  heires  male  aforefaidymay  haue^ 
hold,  and poffejjey  and  their  heires  male  alfo 
aforefaid^  and  euery  one  of  them  may  as  Ba- 
r ons  joauefioldyand pofejjea  feate place,  and 
voice  m  our  Parliaments  and  Councels,  a- 
mongfl  other  BaronSyWithm  our  kmgdome  of 
E ngiand.  And  alfo  the  faide  William ^and 
his  hares  male  aforefaidymay  baueyemoy,  and 
vfe^  andeueryoneofthemyfhallby  the  name 
of  the  Baron  of^wi^Xtyfaueyemoy,^  %fe^ 
all  the  Rights^  PriuUedges,  Preheminences^ 
and  ImmunitieSyofrightyand lawfully  belong¬ 
ing  vnto  theftate  of  a  Baron  mall  things-^ 
which  other  the  Barons  of  mr  faid  Kingdome 
of  England^  in  former  times  yin  better  fort, 
more  honourably  and  more  quietly,  vfed  and 
enioyedpr  at  this prefent  doe  enioy  and'  vfe : 
and  this  without  any  fine  or  fee,,  great  or 
jmally  to  bee  therefore  to  our  vfe  in  any  wife 
giuenpaide^  or  made  into  our  Hampery  of 
our  C  hanceryyor  elfewhereffor  that  exprefie 
mention  of  the  certainty  of  thepremiffesorof 
any  of  them,  fyc.  Thefe  being  witneffes*  The 
moji  reuerend  father  in  Chrifi,  Matthew 
Archbifhopof  Canterbury^PrimateandMe- 
tropolitane  of  all  England  ^our  welbeloued  fy 
faithfulCouncelloryNfihoUs  Bacon  knight, 
Keeper  of  our  great  Seale  of  England,  and 
alfo  our  welbeloued  Coofins  and  Councellors, 
william  Mar queffe of  Northampton,  Henry 
Earle  of  Ar unde  11,  Thomas  Earle  of  S uffex, 
Prefident  of our  Co  uncell  in  the  North  parts 
of  our  kingdome  y  Henry  Earle  of  Hunting¬ 
don,  Ambrofe  Earle  of  WarwickeyMalier  of 
the  Ordenance,  Francis  Earle  of  Bedford, 
Robert  Earle  of  Leycelter  ^  Master  of  our 
_ _ ^orfe. 


orfcjWdter Vicomt Hereford^  Anthome 
I  Vicomt  Mounugue :  And  dfo  the  renerend 
Fdthers  in  Chrik^Edwin  byfhof  of  London^ 

I  Nicholas  byjhop  of  Worce Fiery  Edmund  by- 
V(hop  of RocheFieryWillim  by(hof  ofcheHeri 
I  And  dfo  ourroel-belouedandfdthfullWil- 
fsAtn  Lord  Lumley^  lames  Lord  Mountioyy 
Henrie  LordCromwelyThomas  Lord  P^gct^ 
Roger  Lord  North .  And  our  welbeloued  ^ 
^dthfull  Counceilors  ^Francis  Knolsyknight^ 
T reafurer  of our  houjhold^^c,  lames  C  rofts 
j  Knight^  Mafer  Controller  of  our  houfhddy 
^c.  Giuen  vndcr  our hand,at  IVefimona- 
j  Fiery 2  5.of  February, in  the  23.  ycare 
ofourreigne.  By  theQyeenc  her  fclfc, 
according  to  the  aforefaiddatCi  by  the 
authority  of  the  Parliament* 


The  Rites  and  Ceremonies  vfed  in  Creating 
Farms  by  charter. 


was  againc  dcliucrcd  vnto  the  Quecnc , 
who  forthwith  gauc  it  to  the  Baron  to  be 
kcpicj  who  at  lengthy  after  moft  great 
thankes  giuen  her/or  the  honour  by  him 
receiiied,  in  his  honourable  attire,  with  a 
greatnoife  and  found  of  Trumpets,  de¬ 
parted  to  dinner,  cuep  in  the  fame  maner 
thathecaerfein. 

After  mid  dinncr,(74r^^r  with  the  reft 
of  the  Quccncs  Heralds,  comming  ncere 
vnto  the  Table ,  and  hauing  firft  altoge¬ 
ther  cryed  alowd,X4A'^e’^5  forthwith  pro¬ 
claimed  the  Queens  (file- in  Lat  'me ^French 
mdiEngliflj^v\A{o  with-drawing  them- 
felues  a  little  farther  off,  and  againe  r  e- 
pcating  Largejfe^ltifi  repeated  the  ftyle  of 
the  new  Baron  in  thefc  ^'otisiDutrefm^ 
ble  Seigneur  GuiiaulmeCicil  Cheualier^  Ba- 
ron  de  Burghley :  and  fo  hauing  done  their 
obcyfance,  and  altogether  crying  twice 
they  departed.  -  ^ 


llliam  cicill  Knight,  attired 
in  a  robe  and  Mantlejand  in 
this  forme  brought  foorth , 
the  xv.day  of  Fcbruaric,the 
xiii.  yeare  of  the  rcigne  of 
"'Qi^tntElix^abethy  was  in  the  royall  Pa¬ 
lace  at  Wejlmonafiery^m  a  great  affcmbly 
pf Courtiers,  made  Baron  oi Burghley . 
Firft,  the  Heralds  go  before,  by  two  and 
two  together,  whom  Garter  alone  follo- 
weth,  carrying  in  bis  handcsthc  Royall 
Charter  5  Henry  Cary^  B^ron  of  Hunfdon^ 
carried  the  Barons  Cloakc :  after  whome 
followd  William  cm^Knight,mthejnid- 
deft,  betwixt  Baron  Clintony  on 

the  right  hand, and  William  BrookeB^von 
Cobham  on  the  leftc :  who  entering  into 
the  Chamber  of  Salutation  (  which  wee 
commonly  call  \\\c  Prefence  chamber)  & 
making  there  obeyfance  thrice,  approa^ 
ched  vnto  her  royall  Maiefty,  where  Car-- 
ter  firft  dcliucrcd  the  Charter  to  the  Barle 
of  SuffeXyihtn  being  Chamberlain  of  the 
Quecnes  houfc,  who  gaue  the  fame  vnto 
the  Queene,and  fhc  againc  dcliucrcd  the 
fame  vnto  John  WoUey  Efquire,to  be  read: 
VVhcrc,  at  the  viox6{lnueJlimmus^oi  we 
haucinuefted^  thcC^ccnputvponhim 
the  Barons  cloake^^  and  the  Chatter  being 
read,  pronounced  him  thefayde  William 
Cicilf  baron  of  Burghley^  and  his  heyres 
male  after  him,  as  is  before  declared. 
Which  thing  being  done,  the  charter 


The  manner  and  forme  of  admitting  ^Ba- 
rons  by  Ref  mgt  or  Writ* 

His  (I  fay)  is  the  manner  of 
creating  of  the  Named  No- 
bilityF  by  royall  Charters  : 
now  a  fewe  things  rcmainc, 
to  (hew  how  the  newe  Ba¬ 
rons  are  by  Writs  of  Summons  chofen 
into  the  Parliaments :  aiadinwhat  fort 
they  being ihcthcr  called,  arc  there  pla¬ 
ced.  The  forme  of  the  writ  wee  hauc  be¬ 
fore  (hewed,  and  the  forme  of  theyr  Ad- 
miflion,is  this. 

Henry  Comf  tony  Henry  Chaney Hen¬ 
ry  NorreisKm^ts  ^  were  by  writs,  called 
to  be  prefent  at  the  Parlcmcnt  at  Wejlmo- 
;^^cr>'5vpon  Thurfday  the  S.day  of  May, 
in  the  i4.ycarcofthc  reigneof  Q^d&a- 
beth^^ox\  which  day,  after  that  the  No¬ 
bles  were  fet  on  their  (cats,  thefe  three  at¬ 
tending  without,  were  by  turncs  in  this 
maner  brought  in,  and  admitted  into  the 
vpper  houfc.  Carter  K.  at  Armes,  came 
before  bare-bcadcd,hauing  on  his  royall 
coat, whom  two  o'f  the  laft  made  Barons, 
attyred  in  their  Cloaksy  robeSy  and  Mantles 
followed,  bringing  in  the  knight  that  was 
to  be  in  his  new  honour  inuefted,  in  the 
middle  betwixt  thcm.H  im  at  length  they 
bring  vnto  the  Chancellor,  vnto  whome 
the  Knight  hauing  made  once  or  twice 
Obcyfance,  dcliucreth  \F\%Writ  of  Sum¬ 
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Thehabite  of  a  Baron. 
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mens  to  be  read,  wherein  he  dcclarcth  by 
what  power  &  authority  he  is  come  the- 
iher :  the  Chancellor  after  the  writ  read 
with  great  courtefie  welcomming  him, 
difm  ifleth  the  new  Baron  (in  his  Barons 
attire)  to  take  his  place^which  placc(G4r- 
going  before  them^  they  fhewe  vnto 
him:  but  the  writ  is  by  the  Chancellour 
deliuercd  vnto  the  Clcarke  of  the  Parlia¬ 


ment  to  be  laid  vp. 

In  the  like  manner  were  the  other  two 
Knights  afterward  brought  in  and  admit- 
ted^and  in  their  due  order  in  their  feates 
placed  •  So  they  which  entred  into  the 
Parliament  but  Knights  oncly ,  goe  out 
thence  and  are  fo  accounted  Barons,  and 
cnioy  the  like  honor  with  the  reft  of  the 
Barons  of  the  kingdomc. 


The  habit  wherein  a  Baron  of  England, 

isinuefted. 
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CHAP.  VII. 


The  Kings  Charter for  the  Creating  of  a  yi- 
count. 


Enry ^hy  the  grace  of 
God,  King  of  Eng¬ 
land^  and  of  France^ 
Lord  of  Ireland^  See. 
To  all  Arch-By- 
fhopSjByfhopSjAb- 

_ _  _  hots,  PryorSjDukes, 

Earles, Baronsj  luftices,  Sheriffes,  Go- 
ucrnorSjBayliffes,  Minifters,  and  other 
his  faithfull  Subieds,  vnto  whoinc,  &c. 
Greeting.  Know  you,  that  we,  when  as 
wee  fee  it  to  befeeme  ourMaieftie,  with 
principall  honors  to  promote  them,  who 
with  diitifull  feruicc  dayly  attend  vs,cfpc- 
cially  in  fuch  things  which  proceed  from . 
our  meerePrerogatiue  &  gracious  boun- 
ty^and  them  chiefely,whom  the  remem¬ 
brance  of  their  fathers  and  former  Ancc- 
ftors  hath  ennobled ,  and  themerites  of 
their  owne  vertues  haue  with  manifeft  o- 
bedience  and  loyalty  graced :  that  vertue 
fo  rewarded,  may  in  it  fcifebe  flrengthe- 
ned,  and  withall  allure  many  vnto  vertu- 
ous  adlions. 

Heercof  it  is,  that  wee  confidering  the 
Noble  difeent  of  our  moft  dcarelybclo*- 
ued  cofine  John  Lord  oi Beaumont^  &  the 
good  feruices  which  his  Anceftors  faith¬ 
fully  pcrfol-med  vnto  our  Progcnitoiirs, 
togcthcrwith  the  moft  acceptable  Offi¬ 
ces  which  he  enen  from  his  infancy,  hath 
hitherto  commendably  done  vnto  vs,and 
yet  dayly  pcrformeth;as  he defireth  here¬ 
after  to  continue  the  fame,  and  to  doe  vs 
fo  much  the  more  better  honour :  VVee 
of  our  efpcciall  Grace,in  this  our  prefent 
Parliament,  giuc  vnto  the  aforefaid 
Lord  of  Beaumont  our  cofine,  and  the 
heires  male  of  his  bodie,  the  name  of  the 
yicount  of  Beaumont  5  and  do  really  inueft 


him  thefaide  lohny  with  the  Armes  of  the 
Vicoimt  of  Beaumont^  and  affigne  vnto  him 
in  our  Parliaments,  Counccls,  and  other 
affemblics,  a  place  aboue  all  the  other 
Barons  in  our  Kingdomc.  Vnto  whom 
as  it  fhall  be  more  fit,  and  as  it  is  iBewed 
in  the  very  State  of  a  Vicount  aforefayde, 
wee  of  our  meere  motion  and  bountie, 
hauegiuen  andgraunted  for  vs  and  our 
heyres,as  much  as  in  vs  is,vnto  the  afore- 
faide  John  and  his  heyres,  together  with 
the  Name,  Armes,  and  place  aforefaide, 
twentie  Markes  to  be  yearly  receiued  vn¬ 
to  him,  and'to  his  heires  male  yffuing  our 
ofhis  owne  body,  out  ofthc  former  ift’ues 
and  profits,  of  our  countic  of  Lmcolneyio 
bee  paid  by  the  hands  of the  Sheriffeof 
thefayde  county  for  the  rime  bceing,  at 
theTearmesof  Eafter  and  S.  Michaelh 
by  equall  portions.  To  haue  5^  to  hold  to 
him  and-his  heires  aforefaid,  the  Name, 
armes,  place,and  twenty  Marks  as  afore¬ 
faide  for  cuer;  for  that  CKprefie  mention, 
&c.  '  V VitnelTe  our  felfe  at KeJdmg,  the 
twelfth  of  February,  in  the  eighteenth 
yeare  of  our  rcigne. 

I 

By  the  tVrit  of  our  Priuatc  Seale, 


^  Here  is  fo  greatalimilitude 
and  likeneffe  in  the  Rites 
and  ceremonies  in  creating 
of  a  Vicount ,  with  thole 
which  are  vfed  in  the  crea¬ 
ting  of  a  Baron,  as  that  but  chaunniog 
fuch  things  as  arc  of  neceffity  to  be  cbaii- 
ged,a  man  would  ihinke  them  ahnoft  the 
very  fame.  But  this  diiferencc  there  one- 
lyisj  that  a  Baron  is  conducted  betwixt 
two  Barons, 'whereas  a  Vicount  hath  an 
Earle  on  his  right  hand ,  and  a  Baron  on 
his  left  (in  cafe  there  want  Vicounts)  to 
condua  him,  and  is  by  halfe  a  gard  vp- 
ponhis  fiioulder  aboue  a  Baron,  as  by 
thePiaure  following  in  the  next  Pa^ 
appeareth.  '  ® 
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CHAP.  XlII. 


^  The  Roy  all  charter  for  the  creating 
of  an  Earle » 


W 

m 

I 
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"^^^iMabeth ,  by  the  grace  of 
God,  Qneenc  of  England^ 
France.'^nd  Ireland^  Defen- 
d  reffe  of  the  faith,&c.  V  nto 
all  and  Angular  Archbijhofs^ 
Etikes^  Marqueffes,  Earles  ^  Vicounts^  hi- 
P)ops^  Barons^  and  all  others,  ynto  whom" 
&c.  Greeting.,  Seeing  that  they  whom 
the  Diuine  prouidence  hath  put  and  pla¬ 
ced  in  a  Monarchy  and  Royall  Scatejthat 
they  being  as  it  were  the  Lifeiuenants  ol 
him  that  heaueniy  MonarchjVpon  earth, 
may  well ,  vpiighttv^rdigioufly^deccntly, 
and  wholefo{f>ly  nil.c,gouerne  and  main-, 
taine,  whatfoeueT is  to  their  cuftody  and 
gouernment  by  God  himfclfe  giuen  and 
committed  ‘  an4th^.t  the  Monarchs  in 
their  Monarchies  G'rcprefent  the  fame 
thing  that  the  eyes  do  in  the  body  5whore 
office  it  is  to  diredt  all  the  members  of 

►  -  i’  "  . 

the  body  ;  Monarch^  and  Princes  there¬ 
fore  as  eics  of  the  Commonweale,ougbt 
diligently  to  intend,  to  look'c  about,  and 
to  fcarch  into  alf  States  and  degrees  of 
their  Empire,  without  which  wee  mull: 
needes  confeiTejiio  ciuilt  adminiftration, 
or  political!  gouernement,  to  be  poffibly 
hnade  or  framed,  i.  And  fo  necefiary  is  the 
.preferiiation  of  |fders;  and  degrees  of 
•men in  great  Empires ,  ats  that  after  they 
jonce  fee  the  Nobility  pfThe  States  and 
iDegrees,  broken,  rent,  impaired,  or  fha- 
ken,  or  (as  i;^uy  things  happed  after  the 
mancr  of m^hjby  dcatlrafflided  or  weak 
ned,  they  ought  vyith  ail  fpecd  to  amend, 
repaire,increafe,and  augment  the  fame  ; 
fo  chat  others ,  whom  both  their  ownc 
vertucs,and  the  glory  of  their  Stocke  and 
Anceftois  hath  ennobled  ,  beine  called 
vntoNcbilitic  and  honour,  the  glorie  of 
Degrees  and  States  may  foreuerin  the 
glorie  and  brighrnefic  thereof  bee  pre- 
lerued  and  kept.  Wherefore  wee  now 
feeing  one  honourable  and  glorious  or¬ 
der  of  Nobilitie  amongeft  the  reft  to 
growc  few  ;  and  knowing  right  well  our 
rneft  famous  and  renowned  Coftn  Wal¬ 


ter  ri count  Hereford ,  Knight  of  our  most 
Noble  order  of  the  Gar  ter ,  Lord  Ferrers  of 
C hartley^  worthily  and  valiantly  to  haue 
for  vs  bchaued  himfclfc  in  tharfeditious 
tumult  of  wicked  Tray  tors  and  Rebells, 
raifed  of  moft  wicked  and  vn£>racious 
men  in  the  North  parrs  of  our  kingdom: 
In  which  tumult  and  power  of  armed. 
Traytofs^  a  moft  great  and  horrible  dan¬ 
ger  was,  not  vnto  our  Kingdotne  oncly, 
but  eucn  vnto  our  perfbn  alfo  intended : 
fo  that  partly  by  liis  condudl,  not  onelie 
the  cruel!  fiirie  and  rage  of  the  Traytours 
and  Rebells,  was  there  in  that  place  re- 
prcfTcd,  but  many  of  the  Rebels  alfo  were 
vnto  our  obedience  reduced  ,  and  lo  the 
ft  arc  of  our  Kine^domc  before  fore  rrou- 
bled,  became  againcco  be  well  quieted 
and  pacified. 

"  W'ce  therefore,  for  thefe  caufes  .^nd 
things  by  him  fo  worthily  perfourmed, 
wiliinj^  to  promote  him  the  i ayde  Walter 
vnto  the  State,  Honour  and  Dignitie,  of 
the  Earlc'ofEjJex  *  and  for  that  the  aforc- 
faide  Walter  is  defeended  of  the  Noble 
Stocke  and  Family  of  the  Eourchiers^  late 
Earles  of  Hffex^  &  is  by  the  common  Law 
of  our  Kingdotne,  next  heirc  vnto  Henry 
.Bourchierldic  Earle  of  Ejfex .  Know  you , 
that  wecofourcfpcciall  grace,  certaine 
knowledge,  &  mcere  morion,  bane  erec¬ 
ted, created  &  promoted  iht  {aid  Walter 
to  be  Earle  of  Eflfex-^  and  alfo  to  the  ftaic, 
degree,  dignity  and  honour  of  the  Earle 
o^E[fex:  and  by  the  Tenourof  thefe  pre- 
fents,  do  cre6t,  create,  and  promote  hina 
to  be  Earle  of  And  vnto  the  fame 
Walter  haiic  impoEdjgiucn,  and  beftow- 
ed  the  name,fti!e,and  title  of  the  Earle  of 
Effex-^  and  by  thefe  prefents,  doimpofc, 
giue,and  beftow  the  fame.  And  him  the 
fiid  Walter  an  fuch  the  ftate,citIe,honour, 
and  dignity  of  the  Earle  oiEffex ,  By  the 
girting  asnto  him  of  a  Sword  and  the  put¬ 
ting  on  of  a  Cap  of  Honour ,  mda  Coronet 
of  Goldy  do  gracc,inueft,and  reallv  enno. 
b!e  by  thefe  prefents .  To  haue  and  to 

hold  the  ftate, degree, dignitic, ft ilc,tu!e^ 

name,  and  honour  of  the  Earle  of  Ejfex 

aforefaid,  with  all  and  finguler  the  pnre- 

minences,honours,and  other  fuch  things 
whatfociicr  vnto  the  ftate  of  an  Earle  ap- 
pertaynieg  or  bclonging.vnro  the  r/orc- 
iayd  Walter ,  andthchcires  tr  ale  ifluing 
from  his  bodic  foi  eucr .  Vv  ilijng ,  ar.d 
by  thefe  prefents,  grauntingfor v530ur 

heires, 


Chap. 
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hcircs  &  fiicceffors ,  that  the  faid  Walter y 

1  hands  of  our  Cuftomers  and  Colkdois, 

1 

1 

i  and  his  heircs  male  aforefaid ,  (hall  the 

lor  the  Cuftomcrand  jColledtorsof  our 

namCjftatc,  degree, dignity^  ftilCjand  ho- 

'  Heyres  and  Succeffors  there, for  die  time 

nor  aforefaid ifticceffiiicly  haiie  &bcarc : 

being,  at  the  Tearmesof  S,MtoJMel^2n6 

and  fhallby  the  name  of  the  Earle  oiEf- 

EaEhrjy^  cuen  portions, to  be  eucry  year 

fex  aforefayd,  be  called,  and  ftiled^and  e- 

payed.By  reafonthat  expreffe  mention  of 

uery  one  of  them  ihall  be  called  &  ftiled. 

the  true  yearely  valour,  or  of  any  other 

I 

And  that  the  faid  Walter  and  his  heircs  a- 

valour  or  certainty  of  the  premifes,  or  of 

forefaydjfhal!  in  all  things  fucccfliucly  be 

any  of  the,  or  of  any  other  gifts  or  grants 

holden,  vfed,and  reputed,  and  eucry  one 

byvs,oranyof  our  Progenitors,  before 

1 

of  them  fhall  be  holden,  vfed,  and  repu- 

thefe  times  made  vnto  the  aforclaid  Wal- 

t 

( 

1 

ted, as  Earles  of  Effex.  And  the  faid  Wal- 

ter  carle  of  ejjex y  in  thefe  prefents  appea- 

1 

( 

ter  and  his  heircs  male,  fliall  haue,  hold. 

rcch  not;  or  any  Statute, Ordinance, Ad, 

and  poffeffe,  and  eucry  one  of  them  fhall 

Prouifion,  Proclamation,  orreftridion 

•i 

i 

haue,  holde,  and  polTeffe  a  place  in  our 

to  the  contrary  therof, before  had, made. 

1 

Parliaments ,  and  in  the  Parliaments  of 

fet  forth.or  prouidcd:or  anv  other 

!  •  I 

our  Heircs  and  Succeffours  within  our 

caufe,  or  matter  whatfociierjin  any  thing 

1 

Kingdomc  oi  Englandy  among  the  other 

notwith  (landing. 

'  i’ 

1 

carles ,  as  carle  of  Ejjex ;  and  in  fuch 

Thefe  being  VVicnefTes,  Our  faithful] 

■ 

(brt,  as  theaforefayde  Henrie  Bourchiery 

C,oimce\\otyNicholits  Bdcon\iv.\2\My  Kcc- 

late  carle  of  ejjex  had,  held,  and  polfef- 

n  ^  ^  w 

,  per  or  our  great  Seale  of  cngland :  and 

fcd'thc  fame- 

our  mofl:  wcfbcloued  Cofins,  Edvpard 

And  the  faid  Walter  a!fo,and  his  heircs 

earlcof  Lord  Chamberlaineof 

aforcfaydjfhall  enioy  and  vfc,  and  c  jerie 

cngland,  Reimld  carle  of  Kenty  WillUm 

one  of  them  by  the  name  of  the  carle  of 

carle  olWorcelier^m^i  of  the  mo  ft  No- 

ejjex t  fliall  enioy  and  vfe  all  &  eucry  the 

ble  order  of  the  Garter,  Henry  carle  of 

rights, priuilegcsjpr^emincnceSjand  im- 

Rutland  yThomas  tSitlQ  of  SuffeXy  of  our  a- 

munities  in  all  things  orderly  and  of  right 

forefaid  order  of  the  Garter  knight,  and 

vnto  the  ftatc  of  an  Earle  belonging:  and 

Prefident  of  our  Counceliin  the  North 

which  other  carles  in  al  things, orderly  & 

parts  of  our  kingdome  of  cngland :  Henry 

of  right,  haue  before  thefe  times,  in  bec- 

carle  of  Huntingdony  of  the  aforefaid  Or- 

ter  wife  more  honourably  and  quietly  v- 

dcVy^c.Ambroje  carle  of  Warwickcyoi the 

f:d  and  cnioyed,  or  do  at  this  prefent  cn  * 

aforefaide  Order,  &c.  Edward  carle  ol 

ioy  and  vfc. 

Hertford y  Robert  carle  of  LekeFleryoi  the 

And  for  bccaufe,  that  as  the  height  of 

Order  aforefaid, Vicount  Bm- 

State  and  Honour  cncreafeth,  fo  greater 

don .  And  alfo  the  reuerend  Fathers  in 

charges  and  burdens  neceffarily  encreafe 

C\\nQ.yEdmund  Bifhop  of  Sammy  &  Ed- 

alfo :  and  that  hee  the  fayd  Walter  and  his 

mund  Billiop  of  RocheHery  ourAlmncr, 

heircs  aforefayd ,  and  eucry  one  of  them 

And  alfo  our  wcl-bcloucd  and  faithful], 

may  the  betccr,more  feemely,and  hono- 

William  Lord  Howard  of  EffinghamjLord 

1 

rably  mainraine  &  fupport  the  aforefaide 

Chamberlaine  of our  Houfe,  of  the  Or- 

ftate  of  the  c.arle  of  £^x,and  the  burdens 

der  ofthe Garter  arorefaidcj&c.  William 

I 

I 

- 

lying  yppon him  the  faid  Walter ^ndhis 

Lord  of  BurghleyyOm^imci^zW  Sccreta- 

heircs;  We  therfore  of  our  more  aboun- 

ry  of  the  Order  aforefaid,6:c.H<f;/.7  Lord 

dant  graccjhaue  giuen  and  granted,  and 

StrangCy  Arthur  Lord  Grayoi  Wiltony  of 

by  thefe  prefents  doe  giue  and  graunr,for 

the  order  aforefaid :  WilliamV.oxd  SandeSy 

vs, our  heires  and  fucceffors ,  vnto  the  a- 

Edward  Lord  Windfor  ^  T'homat  Lord 

forefaid  Waltery  and  bis  heires  aforefaid. 

Whartony  Robert  Lord  Rich^  Thomdts  Lord 

for  euer,  twenty  pound  of  Fee,  or  yearc- 

Paget yjobnhoid  Darceyof  Chiche yRobert 

ly  rent, to  be  yearely  receiued ,  of  the  it 

hoxd?dorthy  Edmund  hoxdchandosy  of 

fues,  profits,  and  reuenues,  of  our  great 

the  aforefaide  Order  of  the  Garter,  5^c. 

and  litlc  Cuftomc  and  Subfidie  eraunred 

Thoma^s  Lord  of  Buckhurjly  William  Lord 

vnto  vs,  or  hecreaftcr  to  be  granted  vnto 

Deleware yh^YonSy  Francis KnollesVxn^iy 

vs ,  our  heircs  and  fucceffours ,  arifing. 

Treafurer  of  our  Houfe,  James  CrofteSy 

growing,  orcomming,  within  the  Port 

Knight,  Comroullor  of  our  Houfe. 

of our  honorable  Citic  of  London,  by  the 

And  our  wcll-bccloucd  and  faith-full 

• 

-- -  ,  .  . -  ' 

T  t  2  Kenry 

_ _ _  .-a"'  ^ 

Ceremonies  in  creating  of  an  Earle .  5  Boob 


Henry  Sidney  Knight  of  the  aforefayd  Or- 
der^Sic.  and  Lord  Prejident  of  our  Coun- 
ccll  in  the  March*es  of  Wales  :  William 
Knight ,  Maifter  of  the  Rolles  of 
our  Chancericj  and  others.  Giuen  vn- 
dcr  our  hand ,  atourMannour  ofGw;?- 
wV^>the  fourth  day  of  May  3  in  the  foure- 
teenthyearcofourreigne.  1572. 


CHAP.  IX- 


^  The  Rites  and  Ceremonies  of  crea- 
ting  of  an  Earle* 


He  fame  Walter  Veuereux-, 
Baron  E errors  of  Cbartlej,  & 

;  Vicount  Hereford^oaxits^  on 
an  inner  Gowne  of  purple 
filkcj  and  couered  with  a 
Roab  of  Eftatc^Si  a  veluet  Mantcll  of  the 
fame  coloiitjand  going  in  the  middle  be¬ 
twixt  the  erle  of  Sujfex  on  his  right  hand , 
and  the  earlc  of  Huntingdon  onhisleft^ 
both  of  them  in  their  Roabs  was  condii- 
dfed  from  the  Queens  Chappell  vnto  the 
Queens  prefence.  Next  before  him  went 
the  earlc  of  LeiceUer^  carrying  a  Cap  of  E- 
\jfate,and  a  Coronet  of  Gold :  the  earlc  of 
Bedford  on  the  left  hand,  bearing  before 
him  a  Sword,  with  the  Hilts  vpward.  Be¬ 
fore  thefc  alfo  went  Gurtery  the  chiefe  K, 
ofArmes)N\t\\  the  Charter  alone,  and  be¬ 
fore  him  al  the  reft  of  the  Heralds,hy  two 
&  two  together .  When  they  were  now 
come  vnto  the  chamber  of  Prefence^diiict 
they  had  thrice  made  their  moft  lowc  o- 
beifance,  with  fome  little  fpace  betwixt, 
they  drew  neare  vnto  the  Queenethen 
fitting  in  her  Chaire  of  Eftatc,  where  the 
aforefaid  Walter  kneeled  downe,  the  reft 
ftandingby.  There  the  charter 
deliueredvnto  thcQueene  ,who  gaueit 
to  William  Cicill^  Baron  of  Burgbley^  who 
deliuered  the  fame  vnto  William  Cordell 
Knight  jMaiftcr  of  the  Rolles,  to  readc  it 
aloudc .  W  here  at  thefe  words  (in  the 
charter )  Gladio  cinBuriauimus;i\\t  Queen 
put  about  his  necke  a  Sword,  hanging  0- 
uerthwart  towards  his  left  hand  :  and  at 
the  words  Cappa^fCirculi  4//m,fhealfo 
put  vpon  his  head  a  Capy  with  a  little  Co¬ 
ronet.  And  afterward  reading  that  which 
wa^  left, pronounced  him  thefaid  Walter 
i  before  vicount  HerefordyViO^  created  erle 
of  Bjfexyiot  him  and  hisheires  male,  as  in 


the  Charter  it  felfe  before  fet  down  more 
at  large  appeareth.  Thefe  things  being 
done,  the  fame  M after  of  the  Rolles  (in 
ftead  of  the  Secretary,  for\the  helping  of 
whom  he  had  read  the  charter)  deliuered 
it  to  the  Earle  of  Great  Cham- 

berlaine  of  England  :  but  he  deliuered  it 
vnto  the  Queene,wbo  aKb  gaue  the  fame 
vnto  the  Earle  of  Ejfex  to  be  kept.  But  he 
after  great  thanks,  with  greateft  humility 
giuen,  withdrew  himfelfe  afideamongft 
the  other  Noblemen  ftanding  thereby, 
expeding  another,comming  to  be  crea¬ 
ted  carle.In  like  mancr,6c  at  the  fae  lime 
^Itb ^Edward  Baron  of  Clynton  and  Say^znd 
Admirallof  England for  himfelfe  and 
hisheyres  ma!e,crcatcdearle  of  Lincolne, 

Thefc  things  altogether  finirhed,thcy 
departed  in  the  fame  order  that  they 
came  in,with  the  Trumpets  aloud  found¬ 
ing,  whom  the  Heralds  receiued.  Garter 
went  before,  whom  the  new  EarlesTol- 
lowedin  the  middle,  betwixt  the  Earles 
of  Sujfex  and  Huntingdon,  And  being  (b 
attired  in  the  Ornaments  of  their  creati- 
ons,were  condudedto  dinner  into  a  di¬ 
ning  Chamber  prepared  for  the  fame 
purpofe.  Where,  after  they  had  fit  a 
fpace,  atthecomming  inofthe  fecond 
conxk  JSarter  with  the  reft  of  the  Heralds 
entring  into  the  dyning  Chamber,crying 
^oni^Largeffe he  alone  proclaimed  the 
Qu^eens  ftiie,firft  in  Latinc, after  in  Frech^ 
and  thirdly  in  englifh ;  and  hauing  twice 
repeated  the  word  Large fe^  &  withdraw^- 
ing  rhemfelues  a  little  farther  from  the 
Table,  proclaimed  theftilcof  thefe  laft 
created  Earles,  in  french  and  englifhin 
thefe  words. 

Du  trefhault  et  Fuifant  Seigneur  Gautier 
dlEuernxCounte  deEffeXy  Vicouut  Here- 
fordyBaron  Ferrers  ic  hartley  yOt  Cheualieur 
du  tref noble  ordre  de  la  larretiere, 

Ofthe  moft  high  and  mighty  Lord, 
IValter  of  Euerux^czx\c  oi  Ejfex ^  Vicount 
Hereford^  Baron  Ferrers  of  chartleyy  and 
Knight  of  the  moft  honourable  order  of 
the  Garter. 

Du  trefhault  et  puifant  Sir  Edouarde 
Conte  delincolny  Baron  de  Clynton  etSajy 
grand  Admirall  dl AngleterrOy  et  Cheualieur 
de  trefnoble  ordre  de  la  larretiere. 

Ofthe  moft  high&puifiW,Sir’£^- 
ward^c^vlc  of  Lincoln ^Bar on  of  Clynton  Sc 
Say, great  Admirall  of  England, &  knight 
ofthe  moft  noble  order  of  the  Garter. 

The 
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CHAP.  X. 


The  Kings  charter  concepnng  the 
creating  of  a  Mar  c^tiejje,  * 


Dwardhy  the  grace  of  God^ 
King  of  England  of  France^ 
Lord  of Irelandy^c.  Vnto  all 
ArchhJhopSi  Btfhofs,  Abbots, 
Priors,  Dukes  ^  Earley,  Barons, 
Justices,  Sheriffesy  Gouernours,  MiniFiers, 
Baliuesy  and  all  his  faithfull  fubictSs^gree- 
ting .  Know  youj  that  forafmuch  as  our 
Royall  Maiefty  5  after  moft  great  vido- 
rics  obtaioed  oucr  our  enemies,  is  by  the 
power  of  Almightte  God  promoted  vnto 
theRcgallDignitic,  and  our  Hereditary 
Roy  all  featc :  and  left  that  lb  great  glorie 
of  our  Name  3  fliouldcucn  inthevcric 
rifing  thereof,  for  want  of  Children , 
fade ,  it  came  moft  happily  to  palTe^that 
we  were  in  lawfull  marriage  ioyned  vnto 
our  beft  beloued  '^{ftyElwabeth,  Qi^eenc 
of  England,  of  whom  we  hauc  raifed  ccr- 
jtaine  more  ftrong  ftayes  of  our  future 
Royall  Poftcrity ,  that  is  to  fay ,  Edward 
our  eldcft  Sonne,  Prince  of  Wales ,  Duke 
'ofCernewall,  and  Earle  of  dhelier-^  Richard 
puke  of  Shrewsbury  and  of Torke  5  with  a 
;notablc  cncrcafeof  other  our  Children 
;aifo  :  which  thing  greatly  both  perftva- 
(deth  and  cnforccth  vs,  cuen  from  our 
jhcart ,  to  giue  the  greateft  thankes  wee 
tooflibly  can,  vnto  the  moft  glorious  and 
fiigh  GOD,  Defender  of  our  Royall 
iright,  and  Reuenger  of  our  wrongs  5 
^nd  with  gracious  fauours  toprofccutc, 
^nd  with  greater  honour  and  fauourto 
grace  and  bcautific  licr  the  fame  our 
|vife ,  hauing  of  vs  beft  deferued,  and  all 
her  Progeny .  But  to  the  intent  that  our 
firft  begotten  Sonne  aforefayd  ,  and  the 
reft  ofour  beft  beloued  Children ,  com- 
pafled  about  with  the  faithfull ,trufty,and 
fure  ftrength  of  their  ncarc  and  dcarc 
Ificnds ,  as  it  were  with  certainc  walks, 
may  the  more  ftrongly  be  defended  5  we 
ivillnotpaflcouer  vnrewarded,  Thomas 
Grey  their  Brother  by  the  Mothers  fide* 
ivhofc  noble  Stocke ,  exceeding  toward- 
iinelTc ,  worthy  valour ,  but  moft  of  all, 
whofc honourable  vcrtucs  5  wewith  the 
finccre  affeftion  of  louc  embrace  :  for 


why  it  feemes  a  thing  moft  ccrbj'n,  them 
being  brought  vp  in  nattirall  fociety,  aud 
hound  together  with  that  fwcetc  remem¬ 
brance  3  them  to  hauc  dwelt  in  the  fame 
dwelling  place  before  they  were  borne, 
to  bcare  a  certainc  common, and  efpccia! 
loueamongft  thcmrclucs  foreuer  :  and 
that  they  who  in  fo  ftrait  a  degree  of  con- 
fanguinity  &  loue  areioyned  together,  if 
any  one  of  them  fhould  bee  of  fo  fmall 
dignity  and  reputation,  as  that  for  poucr^ 
tyhec  (liouldnotbcablc  honourably  to 
ferue  his  greater  kinfman  when  he  ought 
fo  to  do  :  wethinkeitnoe  vnbefeeming 
vs  to  prouide  therefore ,  fo  as  fnall  beft 
kerne  vs.  And  therefore  wc  willing  that 
the  fayde  Th onm faowXdi.  bee  promoted 
with  a  greater  patrimony,  and  more  no¬ 
table  Titles  of  honour  and  dignity ,  that 
fo  he  may  ftand  in  better  ftcad ,  and  be¬ 
come  a  greater  Ornament  vnto  vs ,  our 
Children ,  and  the  Common-wcale :  ol 
our  (pcciall  grace,  certainc  knowledge, & 
racer  motion,  do  ordainc, make, and  cre¬ 
ate  him  the  faid  Thomas ,10  be  Marquejfe 
Dorfet:zt\d  alfb  by  thek  preknts  vnto  the 
faid  Thomas,  giue  and  grant,  the  ftile, ho¬ 
nor,  ftatc,  title  and  dignity  of  Marquefe 
Dorfet :  and  by  the  Girding’vntohmof a 
S  word,  and  by  the  putting  on  of  a  Cap  of Ho¬ 
nour  ,do  inueft  him  of  the  ftile, titlc,namc 
and  honour  of  Marqueffe  of  the  place  a- 
forefaide  5  together  with  all  the  pra^emi- 
nences  vnto  the  fame  honour  and  digni¬ 
ty  appertaining  and  belonging.  To  hauc 
and  to  hold  the  faid  hame,  ftile,  honour, 
ftatc, title,  and  dignity  of  Marquejfe  Dor- 
fef  together  with  all  the  apptirtcnanccs, 
dignities ,  and  other  things  whatibeucr, 
vnto  the  ftatc  of  a  Marqueffe  of  our  king- 
dome  of  England^  as  well  in  our  Scllions, 
Parliaments  and  Councclls,  and  of  our 
hcircs  5  or  otherwife  howkeuer  it  be  vn¬ 
to  the  fame  honour  and  dignity  apper¬ 
taining  and  belonging,  vnto  the  aforc- 
fayde  Thomas  and  his  heyres  male  iffuing 
out  of  his  body  for  cucr.  And  alfo  ofour 
more plcntifull  grace  wc  hauegiuen  and 
graunted,  and  by  thek  preknts  do  giue 
and  graunt  vnto  the  aforefaid  Marqucflc 
towardes  the  fupporcation  of  the  fayde 
name,  ftile, honour,  ftatc, title  and  digni- 
tic,  3  5*  oflawfull  money  of  Eng' 

land*  To  be  hadjieuied  Sc  recciued  yerc- 
ly  vnto  the  fayd  Marqiieflc,and  the  fame 
his  hcircs  aforefaid, (viz.)  twenty  pounds 

there- 


r 
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I  thereof  to  bee  had  and  receiued  vnto  the 
faid  MarquclTc  and  the  fame  his  heyres, 
of  the  Fee-farme  of  the  Torone  of  Dorfety  by 
the  hands  of  the  Boiirgcflcs  of  thefaidc 
Towne  for  the  time  being, at  the  tearmes 
of  S.  Michael!^  and  of  EaFier^  by  cquall 
portions.  And  the  other  fiftecnc  pounds 
the  remainder  thereof, to  bee  had  and  re¬ 
ceiued  ycarely  vnto  the  faide  Marquefle, 
and  his  heyres  aforelaidCj  of  all  the  Cu- 
ftomes  and  Subfidies,  to  vs  already  granr- 
tedjor  to  be  granted^and  of ey  ther  of  thcj 
and  of  eucry  part,  or  of  cuery  parcel!  of 
the  fame,  comming  and  growing  in  that 
Port  of  our  Towne  of  Southampton^  by 
the  hands  of  our  Cuftomers  or  Collec¬ 
tors,  or  of  our  heyres  in  the  Port  for  the 
time  being,  at  the  aforefaidc  Tearmes  by 
equal  portions.  For  bccaufe  that  expreffe 
mention  of  the  true  ycarely  valour  of  the 
premiffes^or  any  of  ihcm,or  of  any  other 
gifts  or  grants  vnto  the  faide  Thomas ^  be¬ 
fore  thefe  times  by  vs  made, is  not  in  thefe 
prefents  made :  or  any  ftatute^adte,  or  or- 
dinace  to  the  contrary ,madc/€t  fortb^or 
ordayned  .*  or  any  other  thing,  caufc,  or 
matter  whatfocucr  notwithftanding:  and 
thefe  things  without  any  fee  thcrcuppon, 
to  our  vfe  in  any  wife  to  be  payed*;  Thefe 
being  Witneffes :  Our  n:i9ft  famous  firft 
begotten  Sonne  ^Edward  prince  of iv4es^ 
Duke  of  CarnwaIlyQ^n^^E^\e  o^  cheBery 
and  of  Flint .  The  moft  rcucrcnd  Fa¬ 
thers,  Thomas  yCardinall  and  Archhijhop  of 
Canterbury  y  Sc  George  ^Archhijhop  oiTorke* 
Our  moft  renowned  Brethren,  George 
p  uke  of  Clarence  yZnA  Richard  Duke  of Glo- 
cefier:  and  the  right  reuerend  Fathers, 
Thomas  Bijhopof  LincolneyOni  Chancel¬ 
lor  of  England :  and  Thomas  Bijhoppe  of 
Hereford*  Our  wel-beloucd  Coqfins, 
William  Arundelf  Henry  EffeXy  Treafurers^ 
of  England ,  and  Anthony  Riuers  Earles. 
And  the  welbcloiied  and  faithfull  Clarke, 
our  Efquirc  John  RuJfeljDoHor  of  Law^Sc 
keeper  of  our  priuatc  Seale :  And  al(b  our 
wclbcloucd  and  faithfull  Thomas  Stanley^ 
&  William  HaFHngsJ^n\^t%\  wich  others. 
Giuen  vnder  our  hand  at  WeHmonaBeryy 
theXVIlLdfly  oiAprillJin  the  XV.  ycare 
ofourRcigne. 


By  Letters  of  our  priuate  Seale  ^  and  of  the 
Date  of  thefe pr  efent  s  ^  before  the  Par^ 
liaments* 


CHAP.  XL 


^  The  Kings  charter  for  the  creatingof  a 
MdrchioneJJe* 


iENR  Y  by  the  grace  of 
God,Kingof  England^dinA 
of  F ranee ^DtknAet  of  the 
Faith :  &  Lord  of  Ireland  : 
to  all  and  fingtilar  Arch- 


BiftiopSjBifhopSjAbbotSjPriors, Dukes, 
Earles,  Barons, lufticcs, ShcriffeSjGouer- 
norSjMinifters,  and  all  Baliiics,  tc  others 
his  faithfull  Subieds:  Greeting.  Know 
you,that  fprafmuch  as  a  Royall  Scare,  Si 
the  height  of  regal  dignity,  with  the  grea¬ 
ter  State  and  Maicfiy,  confiftcih  in  the 
multitude  of  perfons  of  both  Sexes,  as 
vvcllofmcn  as  women:  and  that  the  go- 
uernment  of  our  kingdome  is  fo  much  the 
more,  with  the  more  excellent  honour 
ftrengthcnedjby  how  much  the  mPe  no¬ 
ble  States,  and  higher  Dignity  of  both 
Sexes  are  vnder  it,  or  fupport  it .  Wee 
therefore  vnto  the  prcmifTcs  directing 
our  fight,  and  willing,  to  cftablifti  our 
Royall  Scepter  with  the  cncrcafc  of  No¬ 
bles,  and  efpccially  fuch  as  arc  from  Roy¬ 
all  race  defeended .  For  a  Royall  Seatc 
once  placed,  is  with  the  prcfcncc  of  many 
Princes  to  be  attended.  Wherefore  vp- 
pon  this  confideration,  as  well  for  the 
Nobilityof  her  Stbeke,  as  for  the  excel¬ 
lency  of  her  vertues  and  conditions  5  and 
other  the  fhewes  of  her  honefty  Sc  good- 
neficjWorthily  to  be  commended.  Wee 
by  the  coofent  of  the  Nobility  of  our 
kingdome  then  prefent,  makcjcrcatcjanc 
ennoble  5  and  by  thefe  prefents  make, 
create ,  and  ennoble  our  Coofin  Anne 
Rochford^  one  of  the  Daughters  of  our 
wcl-beloued  Coofin  Thom^as^  Earle  o ' 
Wiltfhir  e^2.nAo{  Ormond  \  Keeper  of  our 
priuatc  Scalc,to  be  Marchioneffe  of  Pern 
broke :  and  alfo  hjThe putting  on  of  a  Man 
tlOy  and  the fetting  of  a  Coronet  of  gold  vpon 
her  head the  manner  is,  do  really  inuefl 
vnto  her  the  Name,  Title,  State,  Stilc^ 
Honour,  Authority,  and  Dignity,  and  o- 
thcr  the  reft  of  the  Honour,vnto  the  fame 
belonging  and  annexed. 

To  hauc  and  to  hold  the  Name,  Stile, 
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TitlCjStatCjHonofj  Authority, and  Dig¬ 
nity  of  the  Marchioncffe  of  p^nbrohvvL- 
to  the  aforefaide  Jme ,  and  the  H eyres 
male  yfTuing  of  her  body  for  cucr.  And 
to  the  intcntjihat  the  fayd  Ame  as  befec^ 
meth  the  name  of  the  Marchioneffc  of 
Penbrokey  &  the  ?^bility  of  her  ftatc  may 
the  more  decently  and  honorably,  maiiv 
raine  and  fupport  the  burthens  to  be  laid 
vpon  her, we  haiie  giuen  and  granted,  & 
by  this  prefent  Charter  doc  giuc ,  grant, 
and  confirmevnto  the  faid  v^;7;;^,andhcr 
hcircs  aforefaid,  thirty  and  fine  poundcs 
ycarcly  5  to  be  recciued  to  her  5^  her  heirs 
aforefaid,  of  the  firmc  rcnts,iirucs,rciien- 
tions,obucntions,profitcs ,  and  emolu¬ 
ments, of  our  County  of  Penbroke  afore¬ 
faid,  arifing  and  growing,  as  well  by  the 
hands  of  the  Shcriffc  of  that  Countie  for 
the  time  being,  as  by  the  hands  of  the  Ba- 
lyffcs, Farmers, or  other  occupiers  of  our 
Countic  aforefaide  whofocucr,  at  the 
Termes  ofSaint  Michael  the  Archangcll, 
andofEaftcr,by  equall  portions  to  bee 
payed.  For  that  exprefle  mention  of  the 
true  ycarely  valcw,  or  of  other  giftes  or 
grants  by  vs,  vnto  the  aforefaide  Anne  in 
former  times  made,  in  thefe  prefents  ap- 
pearcth  not,  or  any  ftatute,a(a, ordinance 
orprouifion  to  the  contrary  therofmadc, 
fet  forth,  or  prouidcd,or  any  other  thing 
or  matter  whatfocucr,  in  any  thing  not- 
withftanding.  Thcfc  being  Witneffes . 
The  moftrcucrcnd  Father  in  Chrift,£^, 
Archbiihopofr^rir^,  and  thcReucrend 
Father  in  Chrift,  Step.  Bifhop  diWinche- 
Pier  our  Secretary,  and  John  Bifhoppe  of 
London-y  And  alfo  our  wcl-beloued  cofins 
Thomas  Duke  oiNorfolke^  our  Treafurer 
oiEnglandyZnii  Charles  Duke  of  Suffolkey 
Earle  Mar  [hall:  Thomas  Earle  oiwHflnre^ 
Keeper  of  our  priuatc  Seale;  Earle 

olOicfordyQMxChamberlaine  England ; 
and  Gedrge"E2i\c  of  Shrewsbury^  fteward 
of  our  houfc:  Thomas  Audley  Knight>kcc- 
per  of  our  great  Scale ;  William  Sandes  of 
finCy  Knightj  ChamberlaineoP  our  Houfe; 
and  Walter  Deuereux  of  Ferrers  Knight, 
Barons:  Wilham  Fit x, Williams ^  Treafurer 
of  our  houfc;  and  William  PauletyComoV 
Ierofoui  houfe,Knights:  and  others.  Gr  , 
uen  vnder  our  hand,at  our  Cafllc  of iFind  > 
f^ryXic  firft  day  of  September^  and  in  the 
24.ycare  of  our  reigne. 

The  Rites  and  Ceremonies  vfedin  Creating 
of  A  MarchioneJJe. 

'  ^  ^  1—- —  If— ^Wpi.—  I  MW  ■  ^  .  .  p,  ^ 


His  Anne  the  daughter  of Tho:  Earle 
olWtlJhire^  2nd  of  Ormundy  vppona 
Sunday’jViz.thc  firfl  day  of  Sepccni.  1532 
in  the  24.  ycarc  of  King  Henry  the  eight, 
was  atWindfore  in  this  manner  inuefted . 

The  King  himfelfc  attended  vpon  with 
the  Dukes  of N or folke  and  Suffolke ,  '  the 
Marquefles,  Earles,  Barons,  and  other 
the  Great  eiiatesofthe  Kingdome,  together 
with  the  French  Ambafrador,and  manic 
of  the  Priuy  Counfcll  ^  went  into  the 
Chamber  of  Salutation,  which  they  com¬ 
monly  call  and  there  fate 

him  downc  in  his  chairc  of EPiate.  Vnto 
the  which  place  the  aforefaide  Anne  W2s 
conduced  with  a  great  traine  of  Noble 
Courtiers yboih  men  and  women  The 
raids  went  formoft,  GarterYi,  of 
firft  carrying  the  Kings  Charter .  After 
whom, the  Noble Lzdy  Mary ^  daughter 
to  Thomas  Duke  of  Norfolke,\y>on  hir  left 
arme, carried  a  robe  of  eftate  of  Crifnfon 
Vcluctjfurrcd  with  Ermines,  and  in  her 
right  hand  a  Coronet  of  Gold.  Her,  the  a- 
forcfaidcv^/;/?e  followed ,  with  her  hayre 
loofc,  and  hanging  down  vpon  hir  fhoul- 
ders,  attired  in  her  inner  garment  (which 
they  call  zSurcot)  of  Crimfon  Vcluct, li¬ 
ned  with  ermins  alfo,with  ftraitc  flccucs, 
going  in  the  middeft  betwixt  Eli&abeth^ 
Counteffe  of  Rutland  on  her  right  hand  - 
zndDorothyy  Connteffe  of Sujfex  on  her 
Icft^whooi  many  Noble  Ladies  &  Gen¬ 
tlewomen  folio wd.  But  file  being  broght 
towards  the  Kinges  Royall  Seate,  thrice 
made  her  obcyfancc,  and  comming  vnto 
the  King  fell  downc  vp  on  her  knees.  The 
King  gaiic  the  Charter  before  dcliucred 
vnto  him,  vnto  the  Bifliop  of  WinchePier 
bis  Secretary  to  be  read,  which  as  he  was 
reading  aloud  at  thcfc  words  Mantell&in- 
duPHonern  fyndnt  Charter)  the  King  put 
vpon  Annedne  M.irchioncffc  the  Robe  of 
eflatc,  dcliucred  him  by  the  Lady  Marie  •  | 
and  at  the  wordcs  Circuliassrei^  put  alfo  I 
vppon  her  head  a  Coronet  of  Gold.  At 
length,  the  Charter  being  read,  the  King 
gauc  vnto  her  two  C  hatters, viz;  the  one, 
ofthc  creating  ofher  to  bee  a  Marchio- 
nefle,and  to  the  heyres  male  yfTuing  out 
ofher  body  for  cucr.  And  another, for 
the  recciuing  of  a  thoufand  poundcs  rc- 
uenew  yearly, for  the  maintaining  of  that 
her  dignity.  All  which  thrnge^  at  length 
performed, fne  gauc  the  King  moft  hum¬ 
ble  thankcs,and  fb  hauing  on  her  Robe  of 
.  lE^PiAte^ 


\ 


Chap. 


12. 


The  Rites  of  a  Marqucfle. 


1  Esiate^diW^i  a  Coronet  vpon  her  head,with 
the  Trumpets  aloud  foundii  gj  departeds 


H  E  Rites  and  Ceremonies  for  cre¬ 
ating  of  a  Marqueffe^  altogether  a- 


grec  with  thofevfed  in  creating  of  a  j  ret,asfollowcth. 


changing  onely  inch  things  as  are  of  nc- 
ceffity  to  be  changed,but  that  MarquejJes 
haue  a  Marqueffe  and  an  Edrle  to  condu£t: 
them  at  their  creating :  the  reft  of  the  dif¬ 
ference  is  out  of  the  portraiture  bencathc 


The  Rites  and  Ceremonies  in  crea¬ 
ting  of  a  M  a  r  oj/ e  s. 
Marchio 


450  The  Charter  for  creating  of  a  Duke .  5Booke 


Thccoppy 
of  the  letters 
patents  of  K. 
Edward  the  6. 
creating  Ed* 
waidSeymor, 
to  be  Duke  of 
SoQicrrct. 


f 


CHAP-  XIII. 


The  Kings  charter  for  the  creating  of  a 

Duke. 


D  VV  A  R  D  by  the  grace 
of  G  o  d  ,of  England y  France 
and  Irelandjiing :  Defen¬ 
der  of  the  FaithjS^c.  to  all 
ArchbifhopSj  Bifliops, 


Dukes,  MarquefleSj  Earles, BaronSj  lufti- 
cesjSheriffcs^Gouernors^  Minifters,  and 
to  all  Baliffesjand  other  his  faithfull  Sub- 
iefts^&c.Grecting,  Seeing  that  there  is 
nothing  which  more  bccometh  a  Prince, 
then  to  fhcwhimfclfcbountifull  and  libe- 
rall,  cfpccially  vnto  fuch  as  hauc  of  him 
well  deferued,  &  good  fcruices  vnto  him 
performed ;  wee  therefore  reuoluing  in 
our  mindcjwithhow  many, how  great  & 
worthy  fcruiccs  our  moft  dearc  and  wcll- 
bcloued  Vnkle  Edward^  carle  of  Hertford 
hath  honoured  vs :  wee  haue  therefore 
thought  him  worthy,  whom  wee  fhould 
promote  vnto  an  higher  degree  of  ho¬ 
nour  and  dignity :  ncy  thcr  can  we  but  for 
fuch  his  great  deferts  towards  vs,  but  in 
fomc  part  with  due  deferts  againc  requite 
him.  Know  you  therefore,  that  wee  of 
our  fpcciall  grace, certainc  knowledge,  & 
mcere  motion,  and  by  the  aduicc  of  our 
Councell, do  create,  ennoble,  make  and 
ordainc,himthc  aforefaid  carle,  to  bee 
Duke  of  Somerfet.hxA  by  thefe  prefents, 
giuc  and  grant  vnto  him  the  faide  earic, 
the  namejtitlcjftatc,  ftiIe,honour,  autho¬ 
rity, &  dignity,  of  the  D.oiSomerfet :  and 
him  of  that  name, with  the  title, ftate,  ho- 
nor,authority,  &  dignity other  honors 
to  the  fame  belonging  &  annexed^by  The 
girtmg  'vntohim  of a  Sveord^  and  by  the  put¬ 
ting  on  of  a  Capyand  a  Coronet  of Gold  upon 
his  head:  and  4he  deliuering  unto  him  of  a 
golden  Ferge^  do  really  inueft.  To  haue 
and  CO  hold  the  name,  ftilc, ftate,  honour, 
authority  jand  dignity,of  the  Duke  of  So- 
merfet  to  our  aforefaid  Vnkle,  and  to  the 
heyres  male  of  his  ownc  body,  and  of  the 
hoAyoiJnne^  now  his  wife,  already  be¬ 
gotten, and  of  the  body  of  the  fame  Anne 
hecreaftcr  to  be  begotten,  And  if  itfhall 
happen  the  faide  Duke  to  dye  without 
hey  re  male  begottenjor  hecreaftcr  to  bee 


begotten  of  his  body, and  the  body  of  the 

faide  Anne  now  his  wife :  Wee  will  and 
grant,  that  if  by  the  death  of  him  the  faid 
Dukc,thc  heyres  male  of  his  body , and  of 
Anne  now  his  wife  fhalldeceafc  or  dye, 
then  Edward  Seymour  Efquire,  the  faide 
Dukes  Sonne  of  the  body  of  Katharine 
the  firft  wife,of  him  the  faid  Duke  decca- 
fcd,{hall  be  Duke  of  Somerfet^  and  (hall 
bearc,hauc,  bold,and  cnioy  vnto  him  the 
aforefaid  Edward  Seymour the  h  circs 
male  from  the  body  of  him,  the  fame 
Tj?4r(j/lawfully  defeended,  the  name,  ftate, 
title, honour,authority, and  dignity  of  the 
Duke  of  Somerfet^  with  all  the  honours 
vnto  the  faid  Dukedome  appertaining  & 
annexed .  And  alfo  by  the  Girting  unto 
him  of t fwordy  and  tbe  putting  on  of  a  Cap  ^ 
and  a  Coronet  of  geld  upon  hts  head^  and  by 
the  deliuering  unto  him  of  a  golden  uerge^ 
(hall  be  thereof  really  inuefted .  A  nd  if  it 
fhall  happen  the  aforefaid  Edward  to  dye 
without  heyre  male  of  his  body  lawfully 
begottcn,thcn  we  will,and  grant,that  the 
heyreofthenow  Dukcof  his  body  law* 
fully  begotten ,  by  any  other  his  wife 
which  he  {ball  hecreaftcr  marry  ,fhall  bee 
"Duke  oiSomerfety  and  fhall  beare,  haue, 
and  cnioy  the  ramc,vnto  him  &his  heircs 
male,  lawfully  begotten .  And  alfo  the 
ftatc,titlc,honour,dignity,  and  authority 
of  the  t)\xVco{  SomerfetyWiih  all  the  ho¬ 
nours  vnto  the  faid  Duke  appertaining  & 
annexed.  Andallbby  ihc  Girting  unto 
hhnofa  S  wordy  and  by  the  putting  of  a  Cap 
and  Coronet  upon  his  head^  and  the  deliue¬ 
ring  of  a  golden  uerge  unto  him  there¬ 

in  be  royally  inuefted.  And  that  the  fame 
Duke  and  his  heyres  aforefaide,may  ac¬ 
cording  to  the  decency  of  the  faid  name 
of  the  Duke  oi  Somerfet^zwA  the  Nobility 
of  his  and  their  eftate,  more  honourably 
beare  themfelues.  And  that  the  fame  Ed¬ 
ward  and  his  heyres  aforefaid,if  they  fhal 
chance  to  be  Dukes  of  Somerfet^  may  the 
more  honourably  maintaine,  and  beare 
the  ftate  and  honour  of  the  aforefaidc 
name  of  the  Duke  of  Somerfet:  and  for 
want  of  fuch  ilTuc ,  tharihen  the  hcircs 
male  of  the  body  of  the  faide  Duke  here¬ 
after  to  bee  begotten  of  the  bodyofany 
wifc,which  he  (bal  hereafter  marry,  may 
in  like  maner  more  honorably  beare  the 
ftate  and  honour  of  the  aforefayd  name 
ofihc  Duke  of  Somerfet  :  we  hauegiuen 
and  graunted  j  and  by  this  our  prefent 

Charter, 


,ap. 
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The  Dukes  Charter. 
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Chartcr^giuCg  graunt^ancl  confirme/or 
vs  oiirhcircs  and  fucceffourSjVnto  the  a- 
forcfaid  duke  of  Somerfet^  a  certaine  an¬ 
nul  all  rent  of  forty  pounds  3  of  good  and 
^  lavvfull  money  o^EngUnd^  ifliiingoiit  of 
our  Mannor  of Crikerum ,  otherwife  cal¬ 
led  Crokhorney  Siokegirfej/ ,  IVikefit^pd^^^ 
■orofanyofthem  ,  in  our  County  of 
I  merfctjocingl^tc  parcel  of  the  pofleflions 
;  of  Henrie  late  M^rqHefJ’e  of  Excetery  which 
I  came  vntothc  bands  ofthe  late  moft  no- 
I  hie  and  inuinciblc  PrincCjKing  Henry  the 
I  cightjOiir  moft  renowned  father,  by  rea- 
j  Ton  ofthe  attaindorof  the  faid  Marques, 
j  of  high  trealbn  attainted, and  which  now 
I  arc  in.our  hands.  To  bane,  hold,  and  re- 
J  cciue  the  aforefayd  yearcly  rent  of  fortie 
I  pound,  vnto  the  aforefaid  duke  of Somer- 
\jCet,  and  his  heires  aforefaid,  at  the  Feafts' 
j  of  die  bleflcd  virgin  A'latjy  and  Saint  vl/;- 
[oW//thc  Archangeljby  equall  portions^ 
[to  bee  yearcly  payed  by  the  hands  ofthe 
jRcceiuers, Farmers,  Tenants,  and  other 
[  whomfoeucr.  Occupiers  ofour  Manors, 

!  Lands,  and  Tenements  aforefayd,  or  of 
I  any  of  them,  being  parcell  of  them.  And 
I  after  that,  for  want  of  fuch  iffue,  vnee  the 
laforefaide  Edward,  and  the  heires  male 
'of  his  body  lawfully  begotten.  And  for 
defed  of  i'uch.  iffue  ,  to  remaine  from 
thenceforth,  vnto  the  heires  male  of  the 
fakl  Duke  of  his  owne  body  begoncn,by 
any  other  his  wife,  which  he  flaall  heerc- 
after  marry.  And  thk  thefe  our  Letters 
I  Patents,  ortheinrolemcntofchem,  vp- 
j  on  the  onely  lliewing  of  the  fame ,  or  of 
the  snroiement  of  them,  (hall  be  vearely, 

I  and  from  time  to  time ,  as  well  vnto  our 
I  Cbancclloiir ,  and  our  Councell  of  our 
j  Court  Augmentation  and  Reuencton  of 
( our  Crowne,  for  the  time  being,  as  vnto 


i  all  others  our  Minifters,  Rccciuers,  and 
I  other  our  Officers ,  their  heires  and  fuc- 
iceffours  whatfoeuer  for  the  time  being, 
!  a  fufficicnr  warrant  and  difeharge  in  this 
!  part,  for  the  dcliuery  and  payment  of  the 
I  laid  yerdy  rentofforty  pounds,  vnto  the 
I  aforefaid  Duke  and  his  heires  aforefaid. 
And  for  defed  of  fuch  iffue,vnto  the  faid 
Edward  Seymour ,  and  the  heires  male  of 
j  his  body  lawfully  begotten.  And  for  want 
j  oi  fuch  iffue,  vnto  the  heires  of  the  fayde 
Duke,  ofhis  body  lawfully  begotten,  by 
any  other  his  wife,  which  he  fhall  hereaf¬ 
ter  marry.  And  ifit  fhall  happen  the  faid 
yerely  rent  offorty  pound, or  any  part  or 


parcel!  thcrcoi  to  be  behind  &  vnpaid  at 
any  oi  the  aforefiidc  Fcafts ,  in  which  it 
ought  to  be  paied  as  is  aforefaid :  then  we 
grant  for  vs ,  our  heires  and  fucceffours, 
vnto  the  fayde  Duke  ,  and  his  heires  a- 
forefaid ,  and  eiiery  one  of  them:  and  for 
lacke  of  fuch  iffue  ,  vn  t  o  the  faide  Ed- 
ward  Seymour ,  and  his  heires  aforefaid ; 
and  for  want  oi  fuch  iftiie,  vnto  the  a- 
forefaid  heires  of  the  (aid  Duke  ,  wTom 
he  jflaall  lawfully  beget  oi  the  body  ofa- 
nv  other  his  wife  whom  hcc  (Fall  hccre- 
after  marry  ,  and  to  cnery  one  of  them, 
into  the  aforcfaide  Manr.ors ,  and  euery 
one  of  them,  and  into  all  and  eyerie  the 
aforefaide  Lands  and  Tenements ,  ora- 
ny  parcell  of  the  faide  Manners^  Lands, 
or  Tenements,  to  enter,  and  tf^ere  to  di- 
ftraine,  &  the  dlftreffes  there  fo  by  them, 
or  any  of  them  taken,  to  driuejleade.car- 
ry  away,  impound,  and  with  them,  and 
euery  ojie  of  them  codetaine,  vntillche 
'aforefaid  ycarely  rentofforty  pound,  to¬ 
gether  with  the  arrerages  (if  any  there 
(hall  be  thereof)  (Fall vnto  the  aforefaid 
duke  and  his  heires  aforefaidjorvnto  the 
Edward othis  heires  aforefaide  :  or 
the  heires  of  the  faide  Dukejorfome  one 
of them ,  be  fully  and  wholly  contented 
and  payed,  by  vs,  our  heires  and  ficcef- 
fours,  or  the  affignes  of  vs,  our  heires,  or 
fucceiiburs .  And  for  that  exprefle  men¬ 
tion,  8cc.  Thefe  being  VVitneflcs.  1  he 
moft  reuerend  Fathcrin  Chrift,  Ehomas 
Archbifhopof  Canterbury^  Primate  and 
Metropolitane  of  all  England^  and  our 
welFbcloued  and  faithful!  Councsllour, 
William  Poulet  Knight,  Lord  Saint- John, 
Great  Maifterof  out  how^c  H ohn  Ruf- 

ye// Knight,  Lord  i?/^// Keeper  ofour 
priuie  Scale  :  and  alfo  our  moft  weii-be- 
loiicd  Cozins  carle  of  Arundelf 

and  Francis  earle  of  Shrewsburie,  &c. 
Giucnvnder  our  hand  at  the  Tower  of 
Londony  the  fixteenth  day  of  February. 


The  jlrsl  of  Edward  the Jtxt  by 
the  King  himfelfe. 


^rhe 


Th  c  manner  of  Creating  a  Duke. 


CHAP.  XIIII. 


Tlyt  manner  of  CrcMhgofx  Duke. 


Ntbcycarc  one 
thoufandfiiichu- 
dred  forty  feuen, 
the  xvii ,  of  the 
Moncch  of  Pc- 
briiary,andinthc 
firft  ycarc  of  the 
Reign  of  Edward 
the  fixt  ofthat  namejThc  Nobility  being 
called  together  and  alTcmblcd  into  the 
Tower  of  London ,  Edward  Seymour^ 
the  aforefaid  Earle  of  Hertford  the  kings 
ViiklCjS:  Procedor  ofthekingdom^with 
others  promoted  vnto  the  diners  degrees 
of  Nobility,  was  in  this  wife  created  D. 
oiSomerfetMt  himfclfc  beinp  apparelled 
j  in  an  inner  Robe  of  honour,  the  Heralds 
1  went  before  him  in  their  Heralds  co'ates, 
ithcchitfc  otwhom,  Garter  following  a- 
|lone,carriedthe  Chatter.  The  Earles  of 
fbrewsbury  and  of  Oxford,  going  toge- 
I  thcr,the  Earle  of  Shrewsbury  on  the  right 
j  hand, carried  a  Verge  of  gold,  &  the  earlc 
I  of  Oxford  on  the  left,  carried  the  Dukes 
Cap, with  a  Coronet  of  gold.  Next  vhto 
whom  followed  the  Earle  of  Ar undell, 
carrying  a  Sword  with  the  hilts  vpward. 
i  At  length  the  eatleof  Hertford  himfelfe 
’  was  conducted  in  the  midft,  betwixt  the 


Duke  of  Sujfolke^  and  the  Marqucflcofi 
Dorcl?ef/er:  When  tlicy  in  this  manner,! 
attired  inihcir  Robes  of  honour,  wero 
come  into  tlic  chumber  of  Salutation  ^ 
(which  they  commonly  call  The  Prefence 
chamber)  they  after  thrice  obcyfancc 
made,  went  vnto  the  king,  fictinginhis 
chayre  of  Eftate :  where  Foorth-with  the 
carle  kneeled  downc,  all  the  reft  ftanding 
about  him, king  of  Heralds,  dcli- 
ucred  the  Charter  vnto  Baron  Paget,  the 
Kings  Secretary,  who  gauc  the  fame  vnto 
the  King, and  he  dcliucrcd  it  vnto  him  a- 
gainctobe  read  aloud.  And  vvhcnhec 
came  vnto  the  words  lnueiiiuimt{s^{pt  we 
wehauc  inuefted)  the  king  put  a  Dukes 
Mantle  vpon  the  Earlc ;  and  at  the  words 
[Ciladio  etnei urauim'ti)  girt  him  with  a 
Sword  :  at  the  words  (capp,t  circuit  au- 

reiimpoftionem)  the  King  himfelfe  in  like 
manner  with  his  ovvne  hand  put  vppon 
his  head  a  Cap  with  a  Coronet  of  gold 
vpon  it:  and  at  length,  atthofe  wordes 
(njirgaanrea  traditionem)  the  King  him- 
fclfc  gaue  into  his  hand ,  A ^terge, ofgoldi 
which  done,  the  Secretary  read  the  reft, 
euen  vnto  the  end  of  the  Charter :  wher- 
inhe  pronounced  him  the  faide  carle  of 
Hertfordsto  bee  Duke  of  Somerfet:  at 
which  time, the  King  forthwith  gaue  the 
Charter  vnto  the  Duke  to  bee  kept :  who 
after  thanks  giuen  vnto  the  Kings  Maic- 
ftie  for  fo  great  an  honour  and  dignity  re- 
ceiucd,in  this  fort  attired,  ftoodby  the 
Chaireof  Eftate,  whilflthc  Noble-men 
returned  to  bring  in  others,  who  were  al- 
foto  be  created. 


The 


The  Inuefture  of  a  Duke 


C^haip*  1 4'* 


The  habite  and  attire  of  a  Duke^ 


CHAP. 
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The  manner  of  Creatinga  Prince.  f.Booke 


The  Copy  of 
the  letters  pa¬ 
tents  of  king 
Henry  the  6. 
crcaimg  Ed¬ 
ward  his  firft 
begotten  Son 
Prince  ot 
Wales, and 
Earle  of  Che 
fter. 


CHAP.  XV. 


The  Kings  charter  for  the  creating  of  the 
Prince  of  Wales. 


LJENRY  by  the  grace  of  God^King 
England,  and  of  Francc^Lord  of 
Ireland, &c.To  all  ArchbifhopSjBifhops, 
Abbots  y  Priors,  Dukes,  Earles,  Barons, 
Iu(lices^Vicounts,Goucrnors,Minifters, 
and  to  ail  oiir  Baliues,  and  fairhfull  Sub- 
iedlSjCreeting.  Out  of  the  excellency  of 
Royall  prcheminence,like  as  beams  from 
the  Sun, fo  do  inferior  honours  proceed  : 
neyther  doth  the  integrity  of  the  royall 
iuder  aixl  brightneflcjby  the  naturalldif- 
pofition  of  the  light,  afifoording  light  fro 
ight/celcany  Ioffe  or  detriment  byfiich 
borrowed  light  .-yea,  the  Royall  Scepter 
isalfomuch  the  more  extolled,  and  the 
Regal!  Throne  exaked,by  how  much  the 
more  Nobles,  Prcheminences,  and  Ho¬ 
nours  are  vnder  the  power  and  command 
thereof 

And  this  worthy  confideration  allu- 
reth  and  induceth  vs,which  defire  the  en- 
creafe  of the  Name  and  Honour  of  our 
firB:  begotten  and  beft  bcloucd  Sonne, 
Edward^  in  whom  we  behold  and  fee  out 
fellies  to  bee  honoured  ,  and  our  royall 
houfe  alfo,  and  our  people  fubiedi:  vnto 
vs ;  hoping  by  the  grace  of  God  (by  con- 
iedure  taken  of  his  gratious  future  pro¬ 
ceeding  to  be  the  more  honorably  ftreng- 
thened,  that  wee  may  with  honour  pre- 
iicnr,  and  with  abundant  grace  profecute 
him,  who  in  reputation  ofvs,  is  deemed 
the  fame  perfon  with  vs.  V  VhcreforCjby 
the  Councell  and  confent  of  the  Prelats, 
Dukes,  Earles,  Vicounts,  and  Barons  of 
our kingdome,  beingin  our  prefent Par- 
liament,we  haue  made  and  created,  and 
iby  thefe  prefents  make  and  create  him  the 
faid  Edward^  Prince  of  Wales,  and  Earle  of 
ChePier.  And  vnto  the  fame  Edward  we 
giue  and  grant,  and  by  this  Charter  haue 
confirmed, the  N  ame,  Stile,Titlc,  State, 
Dignity, and  the  honour  of  the  faid  Prin¬ 
cipality  and  County.  And  him  of  the  faid 
Principality  and  County,  that  hce may 
therein  in  goiicrningrule,andin  ruling, 
direa  and  defend,  v^chy^  Garland  ^fon 


his  head  ^y  vpon  his  finger, 

and  a  verge  of  gold, haue  according  vnto 
the  manner  inuefted  him  .  To  haue  and 
to  hold  the  fame  vnto  him  and  his  heircs, 
the  Kings  of  England  for  cucr.  W'hcrc- 
forc,we  willjand  ttraightly  command,  ff-r 
vs  and  our  Edward oni  Sonne 

aforefaid,  fhall  haue  iheName,  Stile, Ti¬ 
tle,  State,  Dignity,  and  Honour  of  the 
Principalitie  of  Wales, md  of  the  County 
of  Chesler  aforefaide,  vnto  him  and  his 
heyresthe  Kings  of  England  aforefaide, 
for  cucr.Thefe  being  wicocffcs.  TKe  re- 
ucrend  Fathers,/^?/?;^,  Cardinallzwd  Arch^ 
Bifhop  of  Canterbury,  Primate  of  all  Eng- 
landjOur  Chancellor, 2x\d  Wilham  Arlh-bi- 
fhop  otor/^^^,Prirnat  of  England  ^  Thorns 
BilEop  of  London,  and  William  Biiliup  of 
Norwich :  our  moft  wei-beloued  Colins, 
RichardDuVo.  oiTorke,znd  Humfey  Duke 
of  Buckingham,  our  wcl-beloucd  Cofins, 
Richard  Earle  ofWarwicke,Richardh^x\c 
of  Sarisbury,  JohnE^vlcoi  Wil/hire,  and 
our  beloued  and  faithfull  Rajfe  Cromwell, 
Chamberlain  of  our  houfe,  William  Paul- 
conhridge,  and  John  Stourton  Knighfs.Da- 
tedat  our  Pallaceof  VVcftminfIcr,  the 
XV.day  of  March , and  in  the  y  care  of  our 
Rcignc,XXXlI. 


By  the  King  himf  dfe,  and  his  C ouncelL 


\  i 


CHAP.  XVI. 


T hing  s  required  'vnto  the  Creation  of  the 
I  Prince  of  Wales. 


'CIrft,an  honorable  habite  (viz.)  a  Robe 
^  of  Purple  Veluec  hauing  in  it,  about 
XVIII.eIncs,  more  or  lefife,  garnifhed  a. 
bout  with  a  fringe  of  gold,and  lined  with 
Ermins. 

A  Surcoat  or  inner  Gowne,  hauing  in 
it  about  XII II.  clncs  of  Vcluct,  of  like 
Coulor,Fringc,and  Furre. 

Laces, Buttons, and  TalTcls  (as  they  cal 
them)  ornaments  m  ade  of  purple  filke  & 
gold. 

A  girdle  of  filke  alfo,  to  gird  his  inner 
Gowne. 

A  (word  with  a  Icabbcrd  made  of  pur¬ 
ple  filke  and  gold,  garnifhed  with  the  like 
girdle  he  is  girt  vvithall,  thereby  fiicvving  ^ 

himfc!fc‘ 


(Ti 


I 


Chap.  I  The  habice  of  a  Prince  of  Walts. 


himfclfc  to  be  Duke  of  Cornwallh^  birth, 
and  not  hy  Creation, 

A  cap  of  the  fame  veluet  that  his  Robe 
is  of3furrcd  with  Ermines Laces  and 
a  Button, and  T aflcls  on  the  crowne  thcr- 
of  made  of  Venice  gold. 

A  garland  or  a  little  Coronet  of gold, 
to  be  put  on  his  head,  together  with  his 
Cap. 

A  long  golden  Verge  or  Rod,  betoke¬ 
ning  his  gouernmcnc. 

A  Ring  of  goldalfo  to  bee  put  on  the 
third  finger  of  his  left  hand ,  whereby  he 


declareth  his  mariage  made  with  Eqmty 
and  lufiice. 

All  theft  things  were  almoft  with 
Royal!  fumptuoufncfTc  prepared  for  Ed- 
v?ard^  Sonne  to  King  Henry  the  eight,  to 
hauc  beenc  created  Prince  of  Wales, 
butpreuented  by  his  Fathers  death,  hee 
was  crowned  King,  fixtofibat  Name: 
yet  the  forme,  with  the  Rites  and  Cere¬ 
monies  belonging  to  th^  inueffiyg  of  the 
Prince  into  the  Principality  of  Wales, 
you  may  pcrcciuc.by  that  whichis  before 
declared. 


Prince  PS  AValliae 


Vv* 


Ofthe  Crowning  of  the  King.  5  Booke 


CHAP.  XVII. 


Ofthe  Qromiingofthe  Kfpg. 


Concerning  charters  ^  Writs  of  Smnmons 
^nto  Parliament i  whereby  the  Kinges  of 
England^  onely  'vpon  their  good  liking 
metre  motion  ( as  they  ^fe  to  fay)are  wont 
to  conferre  Nobility,  weehaue 

already  jpoken :  and  now  at  length  we  are 
come  ^unto  the  rites  and  Ceremonies  of  the 
Coronation  of  the  Kinges  themfeluesy  as 
they  are  after  our  manner  with  'Vs  C  row^ 
ned*  Concerning  whichy  a  few  things  are 
now  to  be  faide. 


Othing  affurcdly 
is  more  excellent 
then  the  Royall 
dignity  ,it  we  di  all 
rc(pc6t  the  Maic- 
fty  ofthe  name  of 
a  King,  either  a- 
mong  the  nations 
or  in  holic  Scrip¬ 
tures.  The  Romanes  in  ancient  time,  ap¬ 
pointed  three  Degrees  of  their  greateft 
Dignities  .of  all  whichjthe  Regall  power 
was  the  cheefeft  and  higheft.  Next  after 
the  dignity  of  a  King  was  the  Dictator 
in  the  third  place,  followed- the  power 
which  the  Generali  of  their  Armies  had, 
whom  they  called Hee  that 
great  lulius  Cafar*^\}vhcn  after  the  vidory 
of  Ar/4/w,hadbeenc  oftentimes  by  his 
army  fainted  Imperator,  yet  for  all  that,  v- 
fed  he  not  the  name  of  Imperator^  but  Di¬ 
ctator.  For  why,  the  name  of  a  King,  af¬ 
ter  the  time  oiTarquinius^yt^^s  for  a  great 
while  growne  into  hatred,  and  become 
odious  in  the  Citie.  Howbeit,  at  fuch 
time  as  he  was  about  to  make  an  expedi¬ 
tion  againft  the  Parthiansy  hee  affeded  to 
bee  called  a  King :  affirming  it  to  be  con¬ 
tained  in  the  Books  of  the  Sybils  y  the  Par- 
thians  not  poffibleto  bee  conquered  and 

fubdued  but  by  a  King. 

The  Dictators  moft  high  power, was  in 
all  things  like  vnto  the  power  of  a  King: 
and  fuch  as  a  man  may  fay  to  hauc  bin  c- 


quail  vnto  the  power  of  a  King.  This  was 
{zsy'arro  witneffeth)  chaunged  into  a 
great  Magiflratc,  whom  they  called  Ma^ 
giCtrum  Ciuitm  (or  Mafter  of the  Citix^ens) 
which  manner  of  Goiicrnour  of  a  Citie, 
the  Germaines  vfed  to  call , 

The  name  of Imperator  or  Emperors, 
was  at  firft  but  an  Office  in  an  Army,  and 
a  bare  Title  5  which  yet  at  length  bccarne 
a  dignity  of  greater  State  andMaieftic* 
then  any  of  the  reft  5  and  yet  at  length  fo 
fell,  as  thatthe  Maiefty  and  magnificence 
ofthe  Chriflian  world,  is  maintained  on¬ 
ly  by  the  power  of  Kings .  Vnto  foure  of  | 
whom  onely,  it  is  written  to  haue  becne 
proper  in  ancient  time  to  bee  annointed  5 
viz.  vnto  the  Kings  of of  Eng- 
landy  of  France yZni  of  Stcily. 

The  French  writers  report,  the  French 
Kings  within  the  bounds  of  theyr  owne 
kingdom,  to  be  ftylcd  Imperatores  or  Em¬ 
peror  s.chajfanem  alfo  affirmeth,  the  king 
of  England,  to  bee  in  England,^  Monarke  • 
And  if  the  name  of  Christianifimiy  or  the 
moft  Chriftian  king,  bee  glorious  vnto 
the  French  kings,  and  the  name  oicatha- 
lici  or  Catholique  mto  the  kings  of  Spaine, 
the  kinges  of  England  haue  alfo  a  ftyle 
whereof  to  rcioyce,  as  (viz:)  not  in  Title, 
onely  to  be  ftyled  Fidei  Chnliiana  ^  Ca¬ 
tholics  D efenf or es yOx  Defenders  of  the  Chri- 
Ftian  and  Catholique  Faith y  but  euen  with 
vndaunted  Maiefty,  to  be  of  both  ackno- 
ledgedthe  great  champions  and  Protec¬ 
tors  .  But  concerning  attri¬ 

butes  or  additions  of  Stiles  and  Titles,  I 
liftnotforto  ftriue.  But,  feeing  that  the 
kings  of  England  for  their  royall  dignity, 
giuc  God  the  thankes  onely  j  and  that  it 
is  onely  by  the  grace  of  God  (as  they  vfe 
to  fay)  by  hereditary  fucceffion,  by  them 
obtained  :  they  hold  it  vnto  them  confir¬ 
med  by  the  funrages  ofthe  people,  with 
the  requifite  forme  and  ceremonies  of 
CoronationyConfecrationy  and  Inunction. 
W  hich  being  of  ancient  time  (the  king- 
dome  fore  (haken  with  wars)  ofte 

kept  at  Kingston  vppon  Thame Sy  is  now  v- 
fually  holdcn  and  made  at  Wejlmonajleryy 
a  city  ioyning  vnto  the  city  of  London,  in 
forme  following. 


The 


G hap.i7»Thc  ancient  form  of  Coronation,  &c.  45?7 


T he  ancient  forme  of  the  Cp' 

ronation  of  the  Kings  and 

^eenes  of  England* 


INprimis.  The  King  to  be  ticWly  crow¬ 
ned, r  the  day  before  his  Coronation, 
fhall  be  brought  forth  in  royall  Robes, 
and  fl^all  ride  from  the  Tower  of  Lon¬ 
don, to  his  Pallacc  of  W  eftminfter  with 
his  head  vneouered,  being  accompanied 
on  horfebackc  with  his  tcmporall  Lords, 
his  Nobles,  the  Commons  of  London^ 
and  ocher  his  feruants. 

'  rhefeateofEHatt  - 

itemi  Let  there  be  prouided  againftthc 
day  of  Coronation,  in  the  Kings  great 
Hall  at  Weftminftcr,  a  Chaire  of  Efface, 
fittingly  prouided  with  hangings  of  filke 
and  embroderyjWith  Cufhions  and  Car¬ 
pets  of  Arras  accordingly* 

The  Scaffold* 

Item.  Let  it  be  prouided,  that  a  Stage  or 
Scaffold  bee  eredled  in  the  Church  at 
Weftminfter,  with  fteps  oh  cyther  fide  ; 
let  it  be  orderly  futed  with  Gloathes  and 
Carpets  on  all  parts,  andlikewifeon  the 
floore. 


of the  Kir  tie  and  S  nr  coate* 

Item.  Vpon  the  day  of  the  Corohati- 
on,theKing  that  is  to  be  crowned,  fhall 
be  placed  in  the  forefaid  Chaire  of  eftatc; 
in  the  forefaid  Hall  (  bucbecing  firfl  ba¬ 
thed : )  and  after  his  bathing,  a  Kirtlc  and 
Surcoat  of  Veliictfhallbc  preparedfor 
him,  open  onthebreaft,  betweenc  the 
fhouldcrs  and  blades  of  his  armes ;  Let 
his  open  Kirtle  and  Surcoat  bee  faftened 
together  with  loops  of  filucr:  and  vpon 
the  Kirtlc  let  himbecloaihcd  with  other 
royall  Robes,  and  let  him  bee  fhod  with 
Sandals. 

Erocefsion. 

Item.Let  a  folcmne  Proceflion  be  proui¬ 
ded  by  the  Abbot  and  Couenc  pf  Weft  ; 
from  the  fore-faidc  Church  to  the  Kings 
featCjin  the  forc-faid  Hall.  In  which  pro¬ 
ceflion,  there  fhall  be  arch-billiops,  Bf- 
fhops,and  other  Prelates.  Then  the  King 
fhall  defeend,  and  follow  the  Proceflion 
into  the  Church  at  Weftminfter,  and 
he  fhall  goe  vpon  blew  cloth  fpread  vp- 
oh  the  groiuidjfrom  the  forefaid  Chaire 
to  the  Stagc(or  fecge)crc(ftcd  in  the  fore-  j 
fiide  ChurcL  And  in  the  faid  proceflion 
fhall  be  (ung  fuch  like  Hymnesjas  arc  ac- 
cuftomed  to  bee  fung  in  the  reception  of 
Kings  and  Q^cnes.  ' 


The  Royall  Throne* 

Item,  Let  it  bee  prouided,  that  vpon  the 
faid  Scaffold,  there  bee  crefted  a  Throne 
or  Chaire,whercin  the  King  is  to  fit ;  Let 
it  bee  accordingly  futed  with  rich  furni- 
turc,and  Cufhions  of  cloth  of  gold. 

The  Jlbhot  of  WeliminHer* 
Itcm.Itistobe  obferued,thatthc  Abbot 
of  Weftminfter  for  the  time  becing,  by 
the  fpace  of two  or  three  dayes  before  the 
Coronation  of  the  King  or  Queenc,fhall 
inftruft  them  what  duties  they  arc  to  per- 
forme  in  the  celebration  of  their  Coro¬ 
nation  5  as  alfo  to  prepare  their  confeien- 
ccs,before  the  rcceiuing  of  the  Sacred'vn-^ 
Siion*  Andifthc  Abbot  be  dead,fickc,or 
abfent  in  fbmc  remote  Country,  or  law¬ 
fully  hindred ;  the  fhall  one  of the  Monks 
of  the  faide  Monaftcry  (nominated  by  the 
Couentof  the  fame  Church)  fupply  the 
office  of  the  faid  Abbot  in  this  cafe. 


•  TheCroffe^^c* 

Item.  T he  Crofle,  Sword,  Scepter jand 
Royall  Mace  (enfignes  of  honour)  fhall 
be  borne  in  the  proceflion, by  the  Abbot, 
Prior,and  Senior  Monks  of  Weftmin¬ 
fter  into  the  Pallacc,  and  there  fhall  they 
be  furrendred  to  diuers  of  the  Lords,  to 
be  borne  before  the  King  to  the  Church. 

1 

The  Barons  of the flue  forts 4  v  - 

Item.  The  Barons  of  the  fine  Ports  fhall 
carry  a  rich  Canopy  vpon  filucred  ftaues 
oner  the  King  orQuccncs  head,  in  the 
forc-faide  procefliori  vnto  the  faide 
Church. 

The  Abbot  of  IVeBminHer* 
Itcm.Thc  Abbot  (ortheMonkc  fiipply- 
ing  his  place)  ought  alwayes  to  be  ncerc 
about  the  King  audQuccncco  giuecn- 
ftruSions. 

/ 

Vvj  The 
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458 ,  The  ancient  forme  of  the  Coronation 


The  Areh-hijhdf  ought  to  demand  the  good 

•  hktng  of the  people^ 

After  the  King  hath  a  little  rcpofed 
himfclfcin  theChairc  or  Throne  crec- 
j  ted  vpon  the  Scaffold,  then  the  arch-bi- 
iflioppc  of  Canterbury,  (hall  goc  vnto 
j  the  fourefquarcs  of  the  Scaffold,  &  with 
aloudvoyce,  askc  the  good  liking  of  the 
people,  concerning  the  Coronation  of 
the  king;  Meane  while  the  king  fhal  ftand 
vp  in  his  Throne, and  tiirne  hirnfeitc  v  to 
the  foure  fquarcs,  in  like  manner,  as  the 
Archbifhoppe  fpcaketh  vnto  the  people. 
And  after  the  (aid  demand,  the  Anthem 
Firmetur  manm  tua^^c,  ihall  be  fung. 

The  Orjfertory  of  the  King, 

The  anthem  being  cndedjthcking  (lul 
defeendfrom  the  Scaffold,  vp  to  the  high 
Altar, the  Bifhops  leading  him  :  whcrt?p- 
pon  he  is  bound  to  offer  a  Mantle,  &  one 
pound  of  gold:  therein  fulfilling  his  com- 
mandcmentjwho  laid ;  Non  apparebis  va¬ 
cuus  in  conjpeciu  Dei  tut. 

The  King prclirateth  himfelfe, 
j  The  Offering  being  finifhcd,  the  king 
boweth  himfcjfe  vpon  the  Pauementjbe- 
’  fore  the  Akar,  being  before  prepared  by 
?!  the  Kings  Officers,  with  cloaihs  andfuta- 
Ibiecufliions  of  veluct,  vniillthe  Arch- 
Bifliop  hath  (aide  oner  him  the  Prayer, 
Deusjidehumy^c,  And  then  ought  a  Ser¬ 
mon  to  be  preached  vnto  the  people. 

T he  King  taketb  his  Oath, 

The  Sermon  being  ended, the  king  ap- 
procheth  vnto  the  Altar  to  take  his  oath, 
which  he  ought  to  per  forme  vpon  the  fa- 
cramcnr'of  our  Lords  body.  Then  let  the 
Hymnc,  F’eni creator (piritm^  be  folemnly 
fung.  Which  bcingbGgun,the  King  fhal 
'  proftrate  himfelfe  before  the  high  Altar, 
I  vntill  the  Lctany  and  Preface  bee  wholly 
fung  ouer  him.  Which  being  finiflricd,lcc 
the  king  arife  and  (it  in  his  chairc,  therein 
lepofing  himfelfe  a  while. 

The  annointing  of  the  King, 

After  this,  let  the  King  arife  from  his 
chairc,  and  goc  vnto  the  Altar, and  there 
fhall  he  put  off  his  Robes  (except  his  Kir- 
tle  and  Surcoat)  and  there  let  him  rcceiuc 
Vnaion,the  Q^ict  meane  while  finging-, 
fnxeruntSalomonem\  with  the  prayer  fol- 
lowing.Thcn  let  hitn  be  annointed  in  fine 


places,  (viz.)  in  the  palmes  of  his  hands, 
on  his  brcaft,bctwccnchis  lToiiIdcrs,on 
the  blades  of  his  armes,  and  on  his  head, 
with  holy  oyle,  in  forme  of  a  crofTe  ^  an*d 
afterwards  making  the  figne  of  the  crofle 
vpon  his  head  with  the  ChriHiiCj  the  fa- 
ftenings  and  Mantle  beeingfirft  opened. 
Itcm,afcer  the  forefaid  Vndion,  and  wi¬ 
ping  with  linnen  deaths  (  which  ought 
afterwards  to  bee  burnt)  let  the  opened 
places  for  the  annoinring^bc  doled  a^ain 
by  the  Abbot  of  Wcftminfter,or  his  Dc. 
puiy. 

The  Abbot  of  V/esiminHer  JhdUtake 

After  the  annointing  ofthe  kings  head, 
Ictitbcc  coucred  with  a  linnen  C  ap,bc- 
caufe  of  holy  vn<5iion,and  fo  Jet  it  remain 
vntill  the  eight  day  after  the  vndion  :  vp¬ 
on  ihc  which  day,  the  Abbot  of  VVeft- 
minfter  or  his  Deputy,  fiiallcomc  vnto 
the  king, and  take  off  the  aforefaid  linnen 
_Cap,and  fhall  wafli  &:  mundific  the  kings 
head.  After  the  faid  wafhing,  the  Abbot 
of  Weftminfter,  or  his  alfignes,  (Tiall  put 
vpon  the  King, royall  habiliments,  viz.  a 
Stndon  fafkioned  after  the  fa- 

(hionjwith  hofe  and  fandals :  and  then  let 
thde  royall  Robes  bee  facred  by  the  arch- 
Bifhop :  as  Fatet  in  Idbro, 

The  King  fhall  be  cloathed  with  a  Man¬ 
tle  by  the  Abbot, 

Thcfc  Offices  being  finifbed,  the  afore- 
faide  king  (hall  be  arrayed  by  the  Abbot 
of  VVfcliminfter,or  his  affigncs,  with  a 
long  Cloakc  or  Mantle, wouen  with  faire 
Imagery  of  gold, before  and  behind,  with 
his  Buskins, Pancofics,  and  Spurs  fitted  to 
his  leggc. 

The  fetting  of  the  Crowne  vpon  the 
Kings  head,^ 

After  the  King  is  thus  arrayed,  then 
let  the  Crowne  be  placed  vpon  the  kings 
head  by  the  arch-biftiop,  and  afterward 
lei  a  Ring  be  put  on  the  Kings  hand  by  a 
Bifhiop. 

Of  the  Sword, 

After  this, let  the  Royall  Sword  bee  blc(^ 
fed, and  the  faid  King  (Tiall  rcceiuc  it  from 
theBifhop,  and  (hall  gird  himfeifewith 
the  faid  (word, and  rccciuc  the  Bracelets : 
afterward,  let  him  bee  cloathed  with  a 


t 
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Royall  cloakc. 


of  Kings  and  Qiieencs. 


The  offering^of the  Sword,  I 

After  this  5  let  the  King  offer  th^  faidc 
Sword  vpon  che  Altar  to  God  :  which 
the  worthieft  earlcthen  prefentis  torc- 
deeme  for  one  hundred  Shillings  5  and 
to  carry  it  naked  before  the  King.  The 
price  whereof  pertayncth  vntothc  fayde 
Altar. 


fiiops^andNobility  go  before  h:m  to  the 
Shrine  of  Saint  Edward^  where  the  King 
fhall  be  arrayed  with otl\erRoibe^ 5  all 
which  fljall  beoffered  vpoiuhe  Altar  of, 
Saint  Edward.  ,  / 


Thereceiuingof  the  Scepter. 

After  thisjlet  the  King  recciue  a  pairc 
oflinnen  Gloues,  ^  after  that  the  Scep¬ 
ter,  with  the  Cro(n=;  in  his  right  hand, 
and  the  Mace  in  his  left.Thcn  being  blef- 
fed,  he  fhall  kifle  the  oifhops  ,  by  whom 
(as  alfo  by  the  refidue  of  the  NobiIity)hc 
fhall  bee  honourably  condudea  to  his 
Royall  fcatc,  the  Quicr  finging,r^  Deum 
laudamtts. 

The  Prelates, and  therejtdue [hall make 

their  homage. 

After  this,  let  the  Prelates  and  Lords 
inakc  their  fealty  and  liege  homage  to 
'the  Lord  KirgtaiKl  then  let  Mafic  begin. 

I  Item,  whileii  Glorlaw  cxccljisii  finging^ 
the  King  fhall  be  cenfed  by  a  Ocacon  t 
and  at  credo,  he  fhall  kiffe  the  Booke.. 

The  efferirtgef Bread  andlVine.  ’ 

W  hilcftthe  Olfertoric  isfinging,  let 
the  King  approach  to  the  Altar,  &  make 
his  offering  of  Bread  and  yViiie :  and  af¬ 
ter  that  let  him  alfo  offer  a  Mark  of  gold  ; 
which  being  done  j  the  King  fhall  a  little 
bow  downe  his  head ,  whileftthc  Arch- 
Wfhoppe  doth  bleffc  him  with  two  Ori- 
fons,  which  being  finifheid ,  let  the  King 
be  brought  back  to  his  Throne  or  cftatc. 

The  kifing  ef  the  Pax  after  the 
Agnue  Dei. 

The  kilTc  of  the  Pax  after  ihcAgntts  Dei 
Being  rccciiieddet  the  Kingdifccnd  from 
his  Eftatc,and  humbly  approach  the  Al¬ 
tar,  and  there  rcceiuc  the  body  &  blood 
of  our  Lord :  which  being  rccciued ,  the 
Abbot  oiWefiminfier  fliall  minifter  vnto 
him  wine  outofaftone  ChallicCjpertay- 

>  ^nd  then  immediately 
i^^"8^^all  returne  to  his  cftatc. 

Mafic  being  finiflied ,  let  the  King dif 
cend  trom  his  Throne,  and  goc  vnto  the 
high  Altar,  and  let  the  ArchWlhops,  Bi- 


The  taking  off  the  Roabes. 

The  great  Chamberlaine  (viz.)  the 
earlc  oiOxenford,  Hiall  vnclothe  the  king 
of  the  forefaid  Roabes  in  a  wMch-drawing 
place  nearc  to  the  Shrine :  which  Roabs 
as  they  are  particularly  taken  from  rhe 
King ,  fo  ftiall  they  be  laid  vpon  the  faid 
Altar  by  the  Abbot. 

# 

Another  Crowne. 

The  King  attired  in  other  honourable 
apparrell ,  fliall  approach  vnto  the  Altar 
of  Saint  Edward^  where  che  Archbiiliop 
fiaall  put  another  Crowne  vpon  his  head. 

The  King  returneth  to  the  P allace. 

The  faid  King  being  thus  crowned,  & 
carrying  in  his  hand  theKegall  Scepryr, 
from  the  Shrine  to  the  high  Altar  >  and 
from  thence  to  the  fcaffold",  then  fhall  he 
difcend  thorow  the  midftof  the  Quicr, 
by  the  fame  way  as  hce  came  into  the 
Church,  the  forefayd  carles carryirsg  the 
Swords  before  him, returning  with  great 
glory  vnto  the  Kings  Pallace  to  dinner. 

_  The  deliuery  of  the  Scepter* 

Dinner  bccing  ended,  and  the  King 
withdrawnc  into  his  chamber,  the  Scep¬ 
ter  fhall  bee  deliuered  to  the  Abbot  of  * 
IVerimin fiery  or  his  deputy,  by  the  Kings 
ownc  hands,  to  be  kept  in  the  faid  church 
of  Wefiminfier. 

'  ^  The  Coronation  ef  the  ^eene. 

And  note,  that  in  the  Coronation  of 
the  Quecnc,  Proceflion  lliall  be  celebra¬ 
ted;  and  if  (he  be  crowned  with  the  king, 
then  ought  flic  to  be  annoynted  vpon  the 
Crowne  ofher  head,  and  on  her  breafi: ; 
and  iffhc  be  crowned  alone,  then  ought 
fhec  to  be  annoynted  vpon  the  Crowne 
oncly  crofle-wayes  with  the  Chrifme. 

The  Kings  Oath  vpon  the  day  of 
his  Coronation* 


\ 

The  Archbifiiop  of  Canterhuric 
demaund  the  King, faying :  Pleafethityou 

to 
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to  confirinc  obfernc  the  Lowes  and  Cu- 
flomes  ofmcknt  titnes,  granted  from  God  by 
iufl  and  deuout  Kings  ^nto  the  Engli(h  N a- 
tion,  byOath'vntothefaidpeople,  ejfecially 
the  Lawes,  Cusiomes  and  Libert  ies^ granted 
<vnto  the  Cleargy  and  Laity ,  by  the  fuTnons 
King  Edward?  The  King  aniweringthat 
he  will  pcrfcrmic  andobfcrucalltheprc- 
niifes .  Then  (Tail  the  Archbifhop  rcadc 
vnto  him  the  Articles  vyhereunto  he  dial 
fw  c  a  r  e ,  th  u  s  I  ay  i  n  g;  Thou  [halt  fr  ocure 
to  the  church  of  God^  'vnto  the  Cleargie,and 
peoplefrnfe  peace,  and  *vnitie  in  God,  accor^ 
ding  to  thy  power :  He  iliall  anfvvcr,  I  will 
perfcrmc  it. 

.  Jrt  thou  plea  fed  toCaufotobeeadmini- 
fired  in  all  thyiudgements  indifferent  and 
<vpright  lUliiCe,  and  tovfe  diferetionwith 
meycie  and ^jeritie.  He  ihall  anfwer^  I  will 
doe  it. 

A  rt  thou  pleafed,  that  our  'vpright  lawes 
andcuHomes  be  obferued:  and  doefl  thou 
promife,  that  thofe  fhallbee  protected  and 
maintained  by  thee,  to  the  honour  of  God,  ac¬ 
cording  to  thy Jlrength .  He  fhall  anfwerc^ 

I  grant  andprornife. 

The  petition  of  the  Bifhops. 

'  The  Admonition  of  the  Bifhops  vnto 
the  King  follovvcth ;  and  miift  be  read  by 
onCj  (viz.)  by  the  Bifhop  of  Lincolne: 
Lord  King,  wee  de fire  your  pardon ,  that 
you  would  <vouchfafe  to  defend  to  euery  one, 
ofnas ,  and  to  the  Churches  committed  %)nto 
<vs^  our  Canonicall  Priuiledges,  with  equi- 
tie  and  iuHice,  as  a  King  in  his  Kingdome 
ought  to  doe  vnto  euerie  Bi/hop,  Abbot,  and 
churches  committed  vnto  him.  Hec  fhall 

anfwcrthus 

The  Kings  anfwcr. 

Withawilling  and  deuout  heart ,  Ipro- 
mife  vntdyou ,  and  /  pardon  euerie  one  of 
you ,  and  the  Churches  committed  vnto you. 
I  will  corrfirme  the^  Canonicall priuiledges , 
miniBer  equitie  and  iuflice^  and  will  defend 
them  by  Gods  fauour,  as  farreaSlamable-^ 
euen  as  a  King  ought  with  vprightnes  to  do, 
vnto  euery  Bifhop  ,  Abbot,  and  the  Chur¬ 
ches  committed  vnto  him. 

The  Oath  of  homage  made  vnto 
the  King. 

I  become  your  man  lieg^  f  life  and  limMe^ 
and  troth ,  and  yearcly  honour  to  you  fhall 
beare  anenU  all  men  that  now  Hue.  So  helpe 
me  God  and  Holy  doomc. 


Item, that  the  Arch-bifliop  of  C anter- 
bury,  fhall  firft  make  his  fealtic,  then  the 
Bifhops,  and  afterwards  all  the  Nobles 
of  the  Kingdome* 


CHAP.  XVIlh 


€T  A  brief:  Defeription  of  the pompe  and  Ce¬ 
remonies  at  the  Coronation  of  Edward 
the  fist ,  png  of  England :  accor ding  to 
the  auncient  manner,  vfed  in  the  Confi- 
oration  of the  Kings  of  England. 


Enrie  the  eight ,  the 
moft  inuinciblc  K. 
oi England,  bccing 
dead,  who  departed 
out  of  this  life  at 
WeEiminEter,  the  2  8. 
_^ii^yoElanuary,i%af6 
and  38.of  histeigne .  Edward  Seymour, 
eric  of  HertfordfKvci^  Edwar dhis  Vnclc^ 
accompanyed  with  moftofthcNobilitic 
of  the  whole  Kingdome,  forthwith  went 
to  Enfield  (in  the  Countie  of  JMtddlefex^ 
vnto  now  at  length  (by  right  of 

fuccelTion  vnto  his  Father  Henry)  King  of 
EnglandjF ranee  and  Ireland.  W horn  the 
Munday  following(viz.)  the  laft  Janua¬ 
ry,  he  with  the  great  applaufc  of  the  Cit- 
tic ,  and  of  the  people  by  the  way  as  hec 
went,  was  brought  from  thence  Vnto  the 
Tower  of  London. 

The  fame  day  the  Heralds  from  an 

high  Stagefctvpmthemiddcftoff^<f/?- 
minEier  hall(with  a  greatfound  of  Trum- 
pets)  out  of  a  Roy  all  Charter ,  fealed  with 
the  great  Seale  of  the  kingdomc,proclai- 
med  the  death  of  the  aforefaid  king  Hen¬ 
ry  the  eight,  and  the  Inauguration  of  K. 
Edward  the  fixt  to  come .  Which  Char¬ 
ter  was  dated  the  3 1  day  of  Januarie ,  and 
the  firft  ycarc  of  King  Edward. 

Vpon  Friday  following(viz.)  the  4.of 
February,  ic  was  through  the  moft  fa¬ 
mous  places  of  the  Citiy  of  London^  by 
the  Heralds  proclamcd  and  notified, that 
whofocucr  they  were  which  by  right  of 
Fee,  were  bound  at  the  Coronations  of 
Kings,  to  performe  their  Offices  or 
uiccsjfhould  vnto  ihc  Kings  Commiffio- 

ners  therefore  appovnted ,  in  the  llfhite 
...  ball, 
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hol\^  the  vij.  of  February  exhibite  their 
petitions :  who  according  to  the  ancient 
cuftome  of  the  kingdomcjfhould  deter¬ 
mine  vnto  ciierie  man  their  rights  and 
fcruiccSjagainfl:  chc  twentithof  the  fame 
moneth  ,  the  day  appointed  for  the  Co¬ 
ronation  of  the  King. 

Vpon  Thurfeday  ( which  was  the  firft 
day  of  February)thc  Nobility  and  States 
of  the  Kingdome  affembled  into  the 
Chamber  of  Prefence  (as  they  call  it)  c- 
uery  one  of  them  in  order  one  by  one, 
did  their  reuercnce  and  ducty  vnto  the 
Kingj fitting  in  hisRoyall  Seatc  ^  kifling 
his  hand,  and  faying  5  Longliue  the  Kings 
MAtefly, 

After  that  the  Chancelloiir  declared 
vnto  him  the  Will  of  his  dead  Father, 
and  the  Names  of  his  Executors  :  and 
that  forlackcof  yeares,  he  was  not  yet 
himfclfe  able  to  gouernc  his  Kingdome 
(for  now  hce  was  but  going  vppon  the 
tenth  yeare  of  his  age)  he  told  them^  that 
the  Earle  of  //^r^rihis  Vnclc3  was  by 
common  fuffrages  chofen  Tutor  of  his 
perfon,and^Proted:or  of  his  Kingdome, 
Which  when  the  King  had  approoued, 
and  that  the  erle  refufed  not  that  charge, 
they  altogether,  and  oftentimes  doubled 
and  redoubled  5  Long  Hue  our  King  Ed’ 
ward:  TinAjGod  faue  our  King, 

The  next  day  (viz.)  vpon  Friday ,, the 
Noble-men  meeting  together  in  the 
Starre-chamberjthcrc  bound  themfelues 
by  Oath  vnto  the  King  :  at  which  time 
and  place  alfo  the  Maifter  of  the  Rolks , 
and  thechiefc  Officers  of «thc  C^wme’, 
were  fworne  trucly  and  fincerely  to  en- 
role  the  Will  and  Teftament  of  thea- 
forefaid  King  Henrie  the  eight ,  being 
dead. 

The  Sunday  following,  the  King  by 
his  Vncle  the  Proteftor ,  was  afterthe 
accLifiomcd  mancr  made  a  knight ,  who 
by  and  by  after  with  the  fame  Ceremo¬ 
nies  created  the  Maior  of  London  ^  and 
certaync  others^  knights. 

But  vpon  the  Monday,  the  Commif- 
fioners  haning  well  confidcred  of  the 
matter, and  hauing  read  the  Suters  Peti¬ 
tions  on  both  fides ,  gauc  fentence  con¬ 
cerning  Seruices,  after  the  manner  to  be 
performed  at  the  time  of  the  Coronati¬ 
on  5  of  which  in  their  place  and  order 
more  is  to  be  hereafter  faid. 

The  Wednefday  following ,  was 


wholly  beftowed  in  the  magnificentper-  f 
forming  of  the  rites  and  ceremonies  of 
the  Funerall  of  King  Henrie  tiic  eight. 
Which-donc ,  they  entred  into  conful- 
tation  concerning  the  Coronation  of 
the  new  King .  And  firfi  of  all ,  for  the 
greater  folemnitie  of  the  pompe,  the 
Earle  of  Hertford  was  graced  with  the 
Title  of  the  Duke  of  Somerfet.  At  wliich 
time  others  alfo,  with  other  honourable 
Titles ,  were  with  great  folemnity  hono¬ 
red  alfo. 

After  dinner,  the  Knights  of  the  Gar¬ 
ter  affembled  ^together  into  the  Kings 
Chamber,  where  the  King  attired  in  the 
ornaments  of  that  Order  fate  (as  of  right 
he  fhoLiIdjhighcft)  and  with  ioyned  voi- 
cesjchofe  the  Marquelfe  Dorfet.ihe  carle 
of  DarhiOj  and  others,  into  the  fcllow- 
fhip  of  that  Order. 

Atlengchjvpon  Saturday(viz)the  19 
day  of  February ,  the  king  with  a  mofi 
magnificent  pompe,  went  through  the 
middeftof  the  Citcy ,  from  the  Tower 
of  London ,  vnto  the  Pallace  at  Wesimin- 
fter^  the  great  Ordinance  both  out  of  the 
Tower,  and  the  Shippes,  oneueriefide 
thundering. 


And  in  this  order  they  went. 


pirftjall  the  Kings  Meffengers  by  two 

^  and  two  together. 

After  them  the  noblemen  of  leffer  note, 
-or  Gentlemen  by  two  arid  two  toge¬ 
ther  alfo.  * 

The  Sergeants  of  the  forraine  embaffa- 
dors,  by  couples. 

The  Trumpettors  with  great noyfe  foun¬ 
ding  on  both  fides. 

The  Gentlemen ,  keepers  of  the  Kings 
-perfon  (whom  we  call  Efquiersfoi  the 
Body.) 

Knights  ( which  arc  called  knights ,  Bat- 
chellours.) 

The  greater  Chaplaines. 

The  yonger  fonnes  ofNoblemen  moun¬ 
ted  vpon  great  Horfes. 

The  Senators  or  Aldermen  of  London, 

The  Clearks  of  the  Counccll. 

The  Kings  Secretaries. 

The  keeper  of  the  facred  Records ,  com¬ 
monly  called,  the  Mafier  of  the  Rolls. 

The  Knights  of  the  Bath. 

The 
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[The  kings  Counccllours. 

'Knights  Bannerets. 

Knights  ofthe  order  of  the  G4rr<?r,which 
were  not  by  dignitic  Barons. 

1  he  fonnes  of  vicounts. 

The  yongcr.  Sonnes  of  carles  and  Mar* 
quefles. 

Barons. 

Earles  cldcft  Sonnes. 

Vicounts. 

Bifhops. 

Marqucfleseldcfl  (bnnes. 

Dukes  yongcr  fonnes. 

Earles. 

Dukes  cldeft  fonnes. 

Marqueffes. 

Dukes. 

The  Controller  or  Cenfor  ofthe  Kiftgs 
houfe^and  the  Venetian  Ambaffador. 

The  Treafurerof  the  Kings  houfe*  and 
one  ofthe  Ambaffadors  ofthe  Protc- 
ftant  Princes. 

The  kings  Almnerj  and  another  of  the 
Ambaffadors  of  the  Proteflant  Prin¬ 
ces^ 

The  lord  William  Paget  Secretary jWith 
the  duke  Phillip. 

The  Admiral  o{ England one  ofthe 
Ambaffadors  of  Scotland^ 

The  keeper  of  the  priuatc  Scalc^with  an- 
other  Ambaffador  of 

The  gouernour  of  the  Pallace ,  or  great 
Maiftcr  oi  the  Hall,  with  the  Bar^n  de 
laGarde,  aFrcnchmain. 

The  ChancellouFof  England^  with  the 
French  Ambaffador. 

The  Archbifhop  oicdntcrburjy  with  the 
Emperors  Ambaffador. 

Two- noble  Courtiers  reprefenting  the 
dukedoms  of  Normandy  ^  Aquitme^ 
attired  in  Purple  roabes ,  with  caps  of 
honour,  with  their  Cloaks  caft  crofTe 
of  purple  veluet,  furred  with  Mineucr. 

Garter  king  of  Armes,  in  his  Heralds 
coatc,  and  the  Maior  ofthe  Citticof 
London ,  icarrying  the  Mace  of  his 
Mairalty. 

The  Sergeants  at  Armcs,&  the  Heralds 
on  both  fidcs. 

The  Conftablc  oi  England^  who  for  that 
time  w;as  the  Marqueffe  Dorfet^  carri¬ 
ed  the  Sword  :  on  whofc  right  hand 
went  the  carle  of  Warwicke  as  Cham- 
berlaine  oi  England*^  and  on  his  left 
band  the  earlc  of  Armdell^  fupplying 
the  place  of  earlc  Marfliall. 


The  Duke  of  Somerfet  Protcftoiir  of  the 
kingdomCjWent  a  litlc  before  the  king 
toward  the  left  hand. 

The  King  himfelfewent  vnderaCarx)- 
py  or  Thole ,  borne  by  fixe  Knights, 
(the  footmen  going  about  him)  be¬ 
fore  which,  two  Gentlemen  Vfhers 
went  with  white  Staues. 

Next  after  came  the  maftcr  of  the  Horfe, 
with  a  royall  Palfrey  richly  furnifhed. 

Aftercame  nine  Pages  of  honor  (whom 
we  call  Hench-mcn)  bare  headed^and 
mounted  vppon  great  Horfes,  whom 
Sir  Francis  Brian  their  Captaync  fol¬ 
lowed. 

Then  followed  the  gentlemen  ofthe  pri- 
iiy  Chamber. 

The  gentlemen  Pentioners ,  with  their 
Polonian  Partifans,  guarded  on  both 
lidesfrom  thofc  Courtiers  which  re- 
prefented  Normandy  zwi  Aquitaine^  c- 
uc«  to  the  Guard. 

Then  came  the  Captainc  of  the  Guard, 
with  his  band  of  the  Yeomen  of  the 
Guard. 

The  Scruants  of  the  Nobic-nacn  and 
Gentlemen  (hut  vp  thciroope,  go¬ 
ing  in  order  according  to  the  honour 
and  dignitic  of  their  Lords  and  Mai- 
fters. 

In  this  order  they  came  thorough  the 
middeft  ofthe  Citty  vnto  the  Pallace 
at  Weiiminlier :  The  Pageants  in  the 
mcanc  time  ,  with  diuerfe  fhewes  c- 
ucry  where  fet  foorth,  and  the  Orati¬ 
ons  itiadcj&c.’  I  for  breuitie  fake  pur- 
pofcly  omit. 

V pon  Sunday,  the  twentieth  day  of  Fe-^ 
bruary,at  nine  of  the  clockc,  the  King 
was  carried  downciheRiucr,  from 
the  Pallace  vnto  the  Hall  at  WeBmin^ 
fter ,  where  firftinthe  Chamber  ofthe 
Court  of  Augmentation  (which  now 
is  called  the  Court  of  Wardcs)  he  at¬ 
tired  himfclfc  in  a  Roabc  of  Purple 
veluet,  with  a  long  traync,  furred 
withErmins.  His  inner  Gownewas 
ofthe  fame  kind  of  veluet,  furred  with 
Mineucr ,  and  fringed  round  about 
with  Gold.  Thcfc  were  called  Parlia¬ 
ment  Roabes  ,  but  vpon  his  head  hcc 
did  wcarc  a  Cappe  ot  blacke  Veluet. 
The  Noblc-mcn  in  like  manner  alfo 
bciiig  attired  in  their  Roabs  of  honor, 
attended  vppon  the  Kings' Maicflic, 
from  thence  to  the  Marble  Chaire  fet 
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/in  Wcftminfter Hall,  and  ftom  ihcncc 
I  vnto  a  Royall  Throne  fet  vp  for  hin^  in  S. 

Pi'rw  Church  at  Wcftminftcr.  But  the 

way  whereby  he  went,  was  by  the  Kings 

Almner  all  coucred  with  blew  Cloth. 

I 

And  in  this  order  they fet forward. 

All  the  Gentlemen  went  by  two  & 

two  together. 

All  the  Efquires  by  two  and  two  alfb. 

The  Secretaries  oftheLatine&;  French 
tongues. 

The  Senators  or  Aldermen  of  London. 

The  chiefe  Porter  or  VlEer  alone. 

Three  Croffes.  ' 

They  ofthe  Q^er  of  the  Church  of  Wejl- 
in  their  Coapes. 

The  Subdeacon  ofthe  Kings  Chappell^ 
with  the  hinging  men  of  the  fame. 

The  BiiBops  in  their  Pontijicdibfes, 

The  Chancellor  ofthe  Augmentation, 
and  the  Venetian  Secretary. 

ThcGouernour  ofthe  Wardropc,  with 
the  Duke  Philip. 

The  Controllor  of  the  Kings  houfe,  with 
an  Arnbaffador  of  Scotland. 

TheTreafurer  ofthe  Kings  houfe,  with 
another  Arnbaffador  of  Scotland. 

The  Almner,  with  the  Ambaffadoiir  of 
France. 

Secretary  3  with  another  Ambaffa- 
dour  of  France. 

Secretary  P^^^^^wiih  the  Emperors  Am¬ 
baffadoiir. 

Garter  King  of  Armes,andthe  Maiorof 
the  Citty  of  London. 

The  Earle  of  Rutland  carrying  Saint; 
wards  Spurres,and  with  him  the  Earle 
of  Huntingdon^  carrying  S.  Edwards 
Staffe. 

After  thatjthrccdrawne  fwords'^the  firft 
whereof  was  borne  by  the  Baron  of  S. 
Johny^^QdX  Mafter  ofthe  Kings  houfe  : 
the  fecondjby Baron  Rufell^  keeper  of 
the  Priuke  Seale :  the  third,  which  is 
called  Cortayna  was  carried  in  the  rnid- 
deft  betwixt  the  other  two,  by  the  earl 
of  Darby. 

A  Sword  was  alfo  carried  before  in  the 
Scabberd  vndrawne,vnto  which  vpon 
the  left  hand  wasioyned  the  Earle  of 
Arundell^^s  Earle  Marfhall  in  ftead  of 
the  Protedor. 

The  Duke  of  Somerfet  Protedtor  of  the 
Kingdomc, carried  the  Crowne,whore 
right  fide  the  Duke  of  Suffolkemth  a 


Globe  and  Croffe  of  gold  cnclofcdj&i 
his  left  fide  the  Marquefle  DorJet^vjiih 
the  Royall  Scepter. 

At  length  the  Kings  Maicfty  went  vnder  a 
Thole  or  Canopy,  which  the  Barons 
ofthe  fine  Ports  (by  an  ancient  right) 
did  beare^rupported  on  the  right  hand 
by  the  Biffop  of  Durham ^  and  on  the 
left  by  the  Earle  of  Shrewsbury. 

The  Earle  of  Warwicke^  as  great  Cham- 
'  berlaine  of  England,held  vp  the  Kings 
traine:  whom  the  Marques  of 
ampton  affifted  on  the  one  fide, and  Ba¬ 
ron  Seymour  of  Sudley^  Admirall  of  ) 
England,  both  of  them  of  the  Kings! 
priuy  Chamber. 

The  Gentlemen  ofthe  priuy  Chamber.  ! 
The  Noblemen  ofthe  kingdomCjattyred  I 
in  the  Robes  of  honour,  edery  one  of  | 
them  according  to  his  place  and  and- 1 
eneneffe ;  whom  the  Gentlemen  Pen- 
tioners,the  Caprainc  of  the  Guard ,  &:  i 
the  Yeomen  ofthe  Guard  diemfelues 
did  follow. 

The  King  in  this  order  becing  brought 
to  Saint  Church, was  placed  in  die 

Chaire  of  Saint  Edward  the  King,  in  the ; 
middeft ofa Throne,  feuen  fteppes  high. ! 
This  Throne  was  ereded  neere  vnto  the 
Altar  vpon  a  Stage,  arifing  withfteppes 
on  both  fides,couered  with  Carpets  and 
hangings  of  Arras .  Where,  after  the  j 
King  had  refted  a  litde,  being  by  certaine 
Noble  Courtiers  carryed  in  another  ! 
Chaire  vnto  the  foure  fidcs  of  the  Stage  :  j 
he  was  by  the  ArchbifEop  of  Canterbury 
declared  vnto  the  peoplefftanding  round  j 
aboLitjboth  by  Gods  and  Mans  Lawes  to 
be  the  right  and  lawfull  King  of  England, 
FrancCjand  Ireland  5  and  proclaimed  that 
day  to  bee  crowncd,confecrated,  and  an- 
nointcd.Vnto  whom  he  demanded, whe¬ 
ther  they  would  obey  and  feme ,  or  not  ? 
By  whom  it  was  againe  with  aloud  cry 
anfwered;  God  fane  the  King:  And  euer 
Hue  his  MakHy. 

This  being  dqne,he  was  againe  placed 
in  the  Chaire  of  the  Throne,  the  Quiet 
finging  of  an  Anthem :  The  King  from 
thence  defeending  vnto  the  AJtar,  there 
offered  his  Cloake,and  cerraine  Money, 
(viz.)  XX.  Shillings,  and  afterward  lay  ! 
clowne  flat  before  the  Altar,  the  Arch- j 
Bifhop  faying  certaine  Prayers  ^ 
fidelium^  dyyc.  '  And  afterward  in  formall 
words,  fworean  oath  vnto  the  Kingbe- 
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tore  the  people. 

There  the  king  being  againc  proftrate, 
the  Archbifhop  againe  kneeling  dovvne, 
beganne  the  Hymnc  Vent  Creator JfiritU'S 
(^c.and  faid  other  Praiers  ouer  the  King: 
two  other  BiOiops  beginning  thcLeta- 
ny  5  which  at  length  ended ,  the  King  a- 
rofe  and  came  againe  vntohis  throane: 
and  from  thence  was  brought  to  a  retyr- 
ing  place  (commonly  called  a  Trauerfe) 

I  where  hailing  put  off  alibis  former  gar¬ 
ments^  hee  was  by  the  Chamberiaine  of 
E)2gland  apparrelled  agayne  withother^ 
(viz.)  a  Crimfon  Coate,  open  vppon  the 
backe  and  the  bread  ,  the  fhoulders  and 
theelbowes,  with  a  linnenCappe  vpon 
his  headjwrought  with  gold.  The  Chan¬ 
ce  Hour  m  the  meane time, from  the  Stage 
proclaimed  vnto  the  people  the  Kings 
generall  pardon. 

The  King  brought  back  againe  out  of 
the  7’rauerf evnio  the  throane,  and  from 
thence  vnto  the  Altar,  vnder  a  cloath  of 
golde  (the  ftrings  ofhis  Coate  and  Shirt 
being  opened  )  was  by  the  Arch-bifhop 
with  formall  praiers  vnto  God,  vpon  the 
Palmes  ofhis  hands,  vpon  his  breaft,be- 
twixt  his  (houldcrs ,  in  the  ioynts  of  his 
Armesjand  Crowne,with  hallowed  oile 
and  chrifme  annoynted^  the  Quire  in  the 
meane  time  finging  the  Antheme  iV'nxe- 
runt  Sdomonem^^c, 

After  this  annoynting(che  oyle  being 
lightly  wiped  off)  the  openings  ofhis 
coate  and  (hm  were  agayne  by  the  arch- 
bidiopcloafed  ,  who  put  vpon  his  hands 
a  payre  of  Linnen  Gloiics,  and  a  Linnen 
Cappe,  (brought  thither  by  the  great 
Chamberlayne,)  and  fo  brought  backe 
vnto  the  Trauerfe^  was  with  a  Roy  all 
Roabe  againe  reuefted'. 

Ac  length  returning  againe  vnto  the 
Altar ,  hee  there  offered  vp  the  Sword 
wherewith  hee  was  girt,  to  be  afterwards 
with  fine  pound  in  rnony  redeemed. The 
royall  Ornaments. were  after  that  confe- 
crated  .  The  King  fitting  before  the  Al¬ 
tar,  the  Archbifliop  and  the  Protedtour 
brought  vnto  him  three  Crownes. 

The  firft  was  the  Crowne  of  Saint  Hi- 
the  King. 

The  fccond  was  the  ancient  Crowne 
of  the  Kings  of  England, 

The  third  was  of  all  the  richefl:,made 
for  that  day  5  and  for  thatpiirpofc  (and 
fit  for  the  Kings  head)  w^hich  being  all 


by  tiirnes ,  with  the  great  founding  of 
Trumpets ,  and  the  applaufeof  ibe  Peo¬ 
ple,  piitvppon  his  head  :  thcQuieralfo 
finging  Te  Deum  laudamus^  The 
Archbifhopputa  Ringvppon  the  third 
finger  of  the  Kings  right  hand ,  at  which 
time  hee  was  likewife  by  the  Maifterof 
thelewells  bedecked  with  Bracclets,and 
other  mofl:  rich  and  moft  precious  le- 
wells. 

The  Earle  of  Shrewsbury  deliiiercd  the 
Scepter  into  the  Kings  hand. 

The  Archbidiop  dcliiicrcd  vnto  him 
Saint  Edward  the  Kings  little  Staffe. 

The  Earle  oi Rutland vnto  him 
apaireofgolden  Spurres. 

The  Duke  of  Suffolke^mt  vnto  him 
the  golden  Globe. 

The  Earle  of  Oxford  deliiiered  him 
the  other  Royalties. 

Hee  in  this  manner  attired  with  all 
Royall  Ornaments  (viz.)  apparrelled, 
with  a  royall  Roabe ,  and  crowned  with ' 
a  Crowne  vpon  his  head,  carrying  in  his 
right  hand  a  Scepter,  and  a  golden 
Globe  in  his  left,  beeing  brought  vnto 
the  Throane ,  hee  fate  downc  in  the 
Chzivc  of  S>  Edward  the  Kir)g,  Where 
firft  the  Duke  of  Sommer fet  Protedlor  of 
England;^^ovi  his  knees  in  formall  words 
did  his  due  homage  and  fealty  vnto  the 
King  and  his  heircs,the  kings  of  England: 
v;hom  the  Archbifhoppe  of  Canterburie 
followed  and  kiffed  the  Kings  knee.  The 
fame  againe  did  all  the  reft  of  the  Nobi¬ 
lity  ,  which  could  fo  doe .  But  fuch  as 
ftoode  about  (  and  with  the  fhortneffe 
of  the  time  excluded ,  could  not  come 
nie)  the  Protedour  vpon  his  knees  pro¬ 
nouncing  their  homage5holdiiag  vp  their 
hands ,  cryed  out  with  loude  voyces  to- 
getherj  Long  liue  E  D IV  A  R  D  the  fixe 
our  King. 

Diuinc  feruicc  at  length  being  done 
by  the  Archbilliop  and  two  Biriiops,thc 
King  at  the  offering  time  came  downc 
vnto  the  Altar, where  in  the  patten  of  S. 
Edwards  Chalice,  he  offered  an  hallow¬ 
ed  little  Cruft  or  Cruet  of  Wine ,  and  a 
pound  of  gold :  and  then  hauing  bowed 
downc  his  head  ,  the  Archbifhop  fayde 
certaine Prayers,  and blcfled the  King, 
and  fo  returning  vnto  his  Throane,  there 
kiffeci  die  Paxe  being  offered  him. 

Laftof  all ,  heebcin^  brouj’htvnto 
the  Altar  ,  the  Archbifhop  taking  the 
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Crowne  from  off  his  head,  bydc  it  vpon 
the  Altar.  From  thence  the  King  going 
into  the  Trailers,  deliucred  his  royall  Or¬ 
naments  vnto  the  Deane  of  Weftmin- 
fter  to  be  layde  vpon  the  Altar:  and  in  his 
inner  purple  Gowne  ('commonly  called 
a  Surcoat)  furred  with  Ermins,  with  a 
Crowne  vpon  his  head,  returning  vnto 
VVeftminfter  Hall  in  the  fame  order  wee 
before  faidc  5  ftaved  a  while  in  that  cham- 
ber(which  we  call'the  Court  of  Wardes) 
vntill  the  Tables  were  royally  furnifhed. 
Ihc  (lately  furniture  of  the  Hall  at  that 
time, the  multitude  of  Tables,  thcvaii- 
ctic  of  diflics  and  fauccs,and  the  delicate 
magnificence  of  the  feaft,I  willingly  paffe 


oucr. 


Yet  this  it  is  worthy  to  remember, that 
the  Earles  of  Oxford  ^  Humngdofi  held 
water  vriro  the  King,  which  the  Earle  of 
Huntingdon  before  tailed . 

The  Earle  of  RutUndhdi  the  Towell. 
The  Marqueffe  of  T^rthdmpton  was 
the  Carucr,&:  before  tafted  the  Difhes, 
The  Earle  of  Sufixvjz^  Sewer  of  the 
firft  CQurfe^and  placed  it  vpon  the  Table. 
Before  the  coming  in  of  the  firft  courfe, 
theMarqueffc  Ddrfetzt  that  time  Cojn- 
ftable  of  England, with  a  little  filuerfiaffe 
(the  figne  ot  his  office)  "and  the  Earle  of 
u4rundelmt\\  the  rod  of  the  Maffhalfhip, 
mounted  vpon  trapped  horfes,  a!  in  cloth 
cffgold  came  riding  into  the  Hall, 

Fourc  (words  were  all  the  dinner  time 
carried  before  the  King.  '  j 
The  Ambafliadors  of  forraine  Princes, 
thcBifhops  and  Noble-men,  the  Maior 
of  the  Citty  of  London^the  Barons  of  the 
fine  Pores,  &c.'  were  in  their  order  fet  at 
Tables  in  the  fame  Hall. 

Vftef  the  fccond  cdurfe,the  kings  cham¬ 
pion  ((Iirnamed  Dimock)  a  knight  in  com- 
plcatc  Armour,  mounted  vpponagreat 
Horfe,coucred  with  a  Caparifon  of  cloth 
orgoId,and  attended  vpon  with  an  He¬ 
rald  in  his  Coat  of  Armes,  came  into  the 
Hall ;  who  euen  at  the  firft,  with  a  proud 
gate  went  vnto  the  King,  and  with  great 
reucrcnce  made  to  him  his  lowe  obey- 
la  nee.  Afterward  prauncinghis  carricring 
Horfe^y  a  trumpet  founding  fourc  times 
in  the  Hall,  challenged  to  combatehim 
whofoeucr  he  were, that  (hould  deny  Ed- 
\ward  the  (ixt  of  that  name,  to  be  the  irue, 
vndoubted,  and  lawfull King  oi England, 
France,  and  It eland%  And  (o  often  he  call 


downc  his- Gantlet  viKo  the  ground^  as  a 
pledge  of  bis  challenge  fo  made  :  which 
when  no  man  would  take  vp,  the  Herald 
dcliuered  it  vnto  him  againciwhich  done, 
the  King  did  dnnkc  vnto  him  in  a  Cup  of 
gold,  which  he^thankfully  accepted,  and 
challenging  the  Cup  due  vnto  him  as  his 
Fee, (b  departed.  ' 

Laft  of  2iVifiarter  king  of  Armes,  with 
the  reft  of  the  heralds, hauing  made  thrice 
obeyfance  before  the  King,  all  (aloud,  in 
formal!  words  proclaimed  the  kings  ftile' 
in  Latme,French,2ir\d  Englifl^  in  this  fort  • 
LargeJJe^of the  mefi  Souefaignejnd  mofi  in- 
Htncible  Prince  and  King,  Edward  the  fixt, 
by  the gj ace  of  God, of  England,  France,  and  | 
Ireland  King,Defender  of  the  Faith:  and  of 
the  church  of  England  and  Ireland,  next 
^ndcrChrifl  Jn  Barth fupreame  head:  chief e 
ofthemof  Noble  order  and Kmght^hood  of 
the  Garter (amcftilc,when  he  had 
in  Latine  and  ]^rench,tin(^  fo  in  three  other 
places  of  the  Hall  befide  repeated,  th.ey 
ofeendmes  altogether  crying  otic  aloud 
departed.  -  r.  ■  -  do 
A  little  before  cheendeofthe  Feaft, 
the  Maior  of  London  (as  the  manner-is) 
in  a^Gi?pofgold,gauea  Clippeof  (piced 
Wine  (which  we  commonly  cAlYpocrat) 
vnto  the  King  to  drinkc  ;  which  after  hec 
bad  rafted  of,  h'ee  gaiie  the  Cup  vnto  the 
IVTaiorjas  due  vnto  him  for  his  fee. 

'  the  time  w' as  (pent  in  crea¬ 

ting  of  Knights  of  the  Barb,  and  of  other 
Knights,  and  in  appointing  of  luftingsSd 
Tiltings :  All  which,  as  not  appertaining 
to  my  piirpofeylomit  3  as  alfo  rhe  variety 
ofmufique,  the  diuers  kindes  of  fhewes, 

&  other  things  in  number  infinite,  which 
wonderfully  graced  &  fee  foorib  rhe  mag- 
nificence  of  this  coronation ;  of  all  which 
things,  let  them  (ay  more  at  large,  whxh 
ft  w  ey  ther  the  fame,  or  the  pompe  of  the 
Coronation  of  the  moft  Soueraigne 
Queenc  Bliz^abeth,  with  the  wonderful) 
happinefle  of  her  Rrigne,  and  the  ap- 

plaufc  and  ioyfulneiTc  of  the  people  on  e- 
ucry  fide.  ^ 


CHAP. 
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CHAP.  XIX. 


The  memorahle  a/id fsmou*  Ceromtlon  ef 
pur  mojl  gracious  Lord  King  lames ,  and 
our  Soueraigne  Lady  ,^Annc  his  Wife^  the 
luly^  idoj. 


may  (by  the  vndoing  of  certain  loops) 
be  made  open. 

The  Archbifhop  annointeth  his  Maicfty. 


51  The  Coppy  hcereofwas  deliucredto 
his  Maicfty,  by  the  Lord  Archbifhop 
of  Canterbury  5  who  faithfully  obfer- 
uedthe  forme,  fctdowncin  the  anci¬ 
ent  Bookc  kept  among  the  Regalia  at 
Wcftminftcr. 


HE  King  and  Qijccn  came 
from  VVtflminftcr  bridge, 
to  the  Weft  dooreof  the 
Minftcr  Church. 

They  rcceiucd  into  the 


Church  with  an  Hymne  or  Ai ’theme. 

They  pafle  along  thorow  the  body  of  the 
Church,and  fo  vp  to  the  Stage,  and  do 
there  take  their  places  in  their  fcuerall 
Serges  Royall. 

The  King  (hewed  to  the  pcoplc,and  they 
are  required  to  make  acknowledgment 
of  their  allegiance  to  his  Vlaicfty,  by 
the  Archbifl:iop :  which  they  do  by  ac¬ 
clamations. 

The fecond  Antheme  is  fung^ 

The  King  and  Queene  dtfeend  from  their 
Throncs,and  going  to  the  Altar,  there 
offer:  the  King  a  Pull,  and  a  pound  of 
gold :  the  Queene  likewife  olfereth. 

A  Prayer  is  faide  by  the  Archbijhof. 

A  Sermon  by  the  Bifhop  of  WinchePier. 

After  the  Sermon,  the  King  is  moued  by 
the  Archbifhop  to  take  his  Oath. 

The  Oath  miniftred  by  the  Archbifhop, 
and  taken  by  the  King,  there  is  fung. 
Come  Holy  Ghofi^^c* 

A  prayer  by  the  Archbifhop :  when  that 
is  done,  Letany  is  (aide  or  fung  by  two 
Bifhops. 

The  Archbifhop  beginneth  the  Ceremo¬ 
ny  of  the  annointing,with  the  thankfgi- 
mng^Lift'vpyour  hearts, ^c. 

After  which,  the  King  commingto  the 
Altar ,putteth  off  his  vpper  garments. 

The  Kings  vnder  Garments  are  fo  to  bee 
made, as  the  places  to  bee  annoynted. 


(Palmes. 

I  Breafl. 

Vpon  theJ  Betwcenc  the  Shoulders. 

Bending  of  both  Armes. 
Crowneofthchcad. 

T  hen  a  Linnen  Coife  is  put  on  his  head, 
the  Qujer  mcanc  while  finging  the 
Anthem. 

Prayer  made  by  the  Archbifljop* 


The  Inuesiiture, 

Then  is  the  King  inuc  fted  with  the  Robes 
‘  of  King  Edward  the  Confejjor^  by  the 
Abbot  of  VV’tftminfter. 

With  the  Tunickc. 

Clofe  Pall. 

Tuifni  Hofen. 

Sandals.  > 


Spurs  put  on  by  a  Pcerc. 

Then  is  the  Sword  deliuered  his  Ma'icfty 

« 

by  the  Archbifhop  and  Bifhops,  anc 
after  girt  about  him  by  a  Pccre. 

After,  the  Armill  or  Collar  is  put  on  by 
the  Abbot  of  VVeftminfter. 

Then  the  vpper  Pail  or  Mantle  Royall. 

His  Maicfty  to  bee  crowned  with  the 

CrowncofKin^  Edward  theConkffor. 

The  fourth  Antheme, 

A  Ring  to  be  put  on  the  fourth  finger,  on 
the  left  hand ;  after  which  done,  the  K. 
puticth  on  the  Linnen  Clones,  &  go- 
eth  to  the  Altar,&:  taking  off  his  fword, 
there  offereth  it.  . 

Which  (word  fo  offrcd,thc  cheefe  Pccre 
is  to  redeemer  and  hauing  redeemed 
it,to  draw  it, and  Icauc  it  fb  drawnc  by 
his  Maiefty  allthcfolcmniry. 

ARod  with  the  Done  to  bee  borne  in  his 
left  hand. 

A  Prayer  or  blefsing  is  pronounced  by  the 
Archbiffsop. 

Then  the  King  gracioully  vouchfafcih  to 
rccciuc  to  his  kiffc  the  Arch-bifhop  or 
Bifhops  that  were  affifting  to  his  Co¬ 
ronation. 

The  Inthronizing, 

After  this,  the  King  islcddc  backc  tohis 
1  hronc,wiih  all  folcmnity ,  the Quicr 
finpex^^WeprAfethee  O  Godfyc, 

The  King  IS  inihronizcdby  the  Arch  bi- 
fhop,in  the  Throne  Royall. 


1 


C  hap. 1 9.  and  Queene  Anne  his  Wife. 
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ThcPecrcs  do  their  homage  to  the 
King/o  fitting  in  his  Chairc  RoyalL 
And  after  the  homage  done,  they  all 
put  their  hands  vp  and  touch  the  Crowne 
on  the  Kings  head^  as  promifing  for  eucr 
tofupporiit. 

The  ^tieenes  amointing* 

^  The  folcmniiy  of  the  Kings  Coronati¬ 
on  jand  inthronizingbeeing  performed, 
the  Arch-bifhop  Icaueth  the  King  in  his 
Throne, and  gocth  to  the  Altar. 

The  Queene,  who  hath  all  this  while 
repofedher  fcUcinhcr  Chairc  beneathe, 
ariftth  and  commethto  theftepsof  the 
Altar, and  there  kneeleth  downc* 

A  Prayer  faide  hy  the  Archb  'tfhof* 

The  queene  arifeth  from  her  prayer, 
the  cheefeft  Lady  taketh  off  the  Coronet 
firft,and  after  openeth  her  breaft. 

Then  tlic  queene  kneeleth  downc  a- 
gainc. 

The  Archbidiop  firft  powred  the  an- 
nointing  Oyle  on  the  crown  of  her  head. 
Then  he  annointed  her  on  the  breafi. 

A  Prayer  by  the  Archbijhop. 

Then  tbecheefe  Lady  attendant,  clo- 
feth  the  queenes  Robe  at  her  breaft,  ,  and 
after  puttcih  on  her  head  alinnencoyfe. 
The  Slueenes  Crowning. 

That  done,ihc  Archbifhop  puts  on  the 
fourth  finger  of  the  queenes  left  hand  a 
Ring. 

A  Prayer  by  the  Archbijhof. 

The  Archbifhop  taking  the  Corwne  in 
bis  hands, and  layingit  before  him  on,  the 
Altar, faith  a  prayer. 

The  prayer  done,  he  fees  the  Crowne 
on  the  queenes  head,  aftet  that  hee  faith  a 
prayer. 

The  deliuery  of the  Slueenes  Scepter  ^  Rod, 
After  the  prayer,  the  Archbifhop  deli- 
ucred  firft  the  Scepter  into  her  right  hand 
the  Rod  of  luory  with  the  Done  into  her 
left  hand,both  which  being  done, he  faith 
a  prayer. 

Which  prayer  being  ended,  the  queene 
arifeth  and  goeth  from  the  Altar,  and  is 
led  by  two  Bifhops  vp  to  the  Stages,  and 
paflingby  the  King  in  his  Throne,  fhec 
doth  ^Inclinare  Regi  em  MaieBatem  de* 
cet  adorandoi) 

Which  hailing  done,  (he  is  Icddc  t  o  her 
Throne, on  the  left  hand,  and  fome-what 
lower  then  the  Kings,  and  is  placed  or  in- 
thronized  in  it. 

After  this,  the  Archbifliop  beginneth 


the  Communion. 

CCollcifts, 

W^hercas  after  ihe<  Epililc.  ^read  by  the  Archbi. 

^Gofpcll, 

ThcNyccnCrecde. 

Offertory  is  fung  by  the  Snter. 

VV  hilft  the  Offertory  is  finging,  the  king 
and  queene  defeend  from  their  Throne, 
and  come  downc  to  the  Altar.  The  King 
maketh  his  Oblation  5  firft  of  Bread  and 
Wine :  fccondly  ,of  a  markc  of  gold.  The 
queene  after  him  offercth  likcwifc. 

After  which,  the  Archbifhop  pronoun- 
ceth  the  blcffing  oner  them:  that  ended, 
the  king  and  queene  are  brought  back  to 
their  chaires  hard  by  the  Altar.Thc  Arch. 
Bifhop  proceedeth  with  the  Commiini- 
on.  After  the  Archbifhop  hath  commu.. 
nicated  himfclfc,  and  thoft  which  aflifted 
him,  the  king  and  queene  come  vnto  the 
fteps  of  the  Altar, there  to  rccciue  the  ho¬ 
ly  Sacrament. 

The  Archbifhop  miniftreth  the  body, 
the  Abbot  the  C  u  p.  That  done, the  king 
and  queene  arc  brought  baeke  to  their 
Throne  abouc  the  Stages. 

There  they  flay  till  the  Communion  bee 
ended.  After  which,  they  both  goc  into 
the  Chappell  of  King  Edward  the  Con- 
feflbr ,  there  they  put  off  the  Crowncs 
wherewith  they  were  crowned. 

They  withdraw  ihemfclucs  into  their 
Trailers.  The  King  putteth  off  King  Ed- 
dwards  Robes  wherewith  hee  was  inuc- 
fted. 

Hee  is  arraied  with  bisownc  Robes 
royall ,  by  the  great  Chambcrlainc  of 
Engiand.Thcn  comming  forth, the  Arch- 
Bifbop  puts  on  the  king  &  queenes  heads 
the  Impcriall  Crowns,  which  they  arc  to 
wcarc.Thc  King  taketh  S.Edwards  feep- 
tcr  in  his  hand, and  the  queene  hers.'  The 
trainc  is  fet  in  order, and  they  rcturne  the 
fame  way  they  came. 

After  the  king  and  queene  rcturne  to 
the  Pallace. 

The  Scepters  arc  dcliucrcd  vnto  the 
Abbot  of  Weftminfter,  to  be  kept  there 
among  the  rcfiduc  of  the  JRegalia. 
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Hitherto  I  haue  dcfcribed  rphat  manner  of  men  the  named 

^oblc-men  hane  beenemth  ^;s.  The  fermeof  their  charters  and  Referipts  fhauefet 
downe ,  with  what  Rites  and  Ceremonies  they  are  after  our  manner  and  faflnon  created: 
and  the  Maieliie  of the  Coronation  of  the  Kings  themfelue  sfwe  haue  declared.  Here  now 
■  a  great field  is  opened  •vnto  me  to  fpeake  of the  right  (f the  precedence  oftheNobilitie^and 

of  their  Priuiledges'^  but forafmuch  a-s  they  resi  rather  'Vpon  CuUomey>hen  •vponpofitiue 
Lawes,  ihatte  of  a  fetpurpofe  omitted  many  things  ^proceeding  but fo far  re  as  the  Stat  utes 
of  the  Kmgdome  may  be  my  warrarit  and  j  fety* 


CHAP.  XX. 


A  Statute  and  Aci  of  Parliament  r^ttade  in 
the  one  and  thirty y ere  of  Henry  the  eight,, 
coticerning  placing  of  the  Lords  in  the 
Parliament  cha?7jberA^d  other  af'emblies 
and  conferences  of  Counfell, 


ptf' 

A  A 

Orfomuch ,  as  in 
all  great  Coun- 
fcls  and  Congre¬ 
gations  of  men, 
hailing  Degrees 
and  Offices  in  the 
commonwealth  ^ 

_  itisvery  requifite  ^ 

and  conuenient,  that  an  order  fhould  be 
had  and  taken  for  the  placing  and  fitting 
of  fiich  perfons  as  are  bound  to  refort  to 
the  fame, to  the  intent  that  they  knowing 
their  places,  mayvfethe  fame  without 
difplcafure  or  let  of  the  Counfell:  thcrc- 
forcthcKings  inoftroyall  Maieftic,  al- 
thoiigli  it  appertaineth  vnto  his  preroga- 
tiuc  Royal!,  to  giue  fuch  honour,reputa- 
tion,  and  placing  to  his  CounfetlerSjand 
other  his  Subieci:s,as  (hall  be  Teeming  to 
his  moll:  excellent  wifedomc ,  is  naicr- 
thekffe  pleafed  and  contented  for  an  or¬ 
der  to  be  had  and  taken  in  this  his  moft 
high  Court  of  Parliament ,  that  it  fhall 
be  enaded  by  the  authoritie  of  the  fame 
in  manner  and  forme  as  hecreaftcr  fol¬ 
io  wetb.  , 

Firftj  it  is  enaded  by  the  authoritie  a- 
forefaidc,  that  no  perfon  or  perfons  of 
what  eftatc,  degree,  or  condition  foeucr 
he  or  they  be  of  (except  oncly  the  Kings 
children  )  fhall  at  any  time  heereaftcr  at¬ 
tempt  or  prefume,  to  fit  or  haue  place  at 
any  fide  of  the  cloth  of  Eftatc  in  the  Par. 
liament  Chamber ,  neither  on  the  one 
hand  of  the  Kings  highncs,nor  on  the  o¬ 


ther,  whether  the  Kings  Maiefty  be  there 
perfon  ally  prefent,  or  abfent .  And  for- 
afmiich  as  the  Kings  Maiefty  is  iuftly  and 
lawfully  Suprearr>c  Head  in  earth  vnder 
God,  of  the  Church  of  England,  and  for 
the  good  cxcrcife  of  the  faid  inoft  royall 
dignitie  and  office ,  hath  made  Thomas 
Lord  Cromwell,  and  Lord  Priuic  Scale 
his  Vicegerent ,  for  good  and  due  admi- 
adminiftration  of  luftice ,  to  be  had  in  all 
caufes  and  cafes ,  touching  the  Ecclefia- 
fticall  lurifdidion,  and  for  the  godly  in¬ 
formation  and  redrefle  of  all  Errours, 
Herefies,  and  abufes  in  the  faid  Church. 
It  is  therefore  aHb  enadfed  by  authoritie 
aforefaidjthat  he  the  faid  Lord  Cromwell, 
hauingthe  faid  Office  of  Vicegerent, and 
all  other  perfons  which  heercafter  fhall 
haue  the  faide  Office  of  the  graunt  of  the 
Kings  highnes,  his  heires  or  fuccefTours^ 
fhall  fit  and  be  placed,  afwell  in  this  pre¬ 
fent  Parliament ,  as  in  all  Parliaments  to 
be  holden  flcereaftcr,  on  the  right  fide  of 
ahe  Parliament  Chamber ,  and  vpon  the 
fame  forme  that  the  ArchbifhopofC^;?- 
terbury  fitteth  on  ,  and  aboue  the  fame 
Archbiftiop  andhisfucceffors,  and  fhall 
haue  voice  in  ciicry  Parliament  to  affent 
or  diflent,  as  other  the  Lords  of  the  Par- 
liament  haue. 

And  it  is  alfo  cna6lcd,that  next  vnto 
the  fayd  Vicegerent ,  fliall  fitthcArch- 
bifhoppe  oi  Canterbury ,  and  then  next 
vnto  him  on  the  fame  Fojme  and  fide, 
fhall  fit  the  Archbifhoppe  of  Torke:  and 
next  vnto  him  on  the  fame  fide ,  thcBi- 
fhop  of  London  5  and  next  to  him  on  the 
fame  fide  and  Forme,  the  bifhop  oCDu- 
refme^^  and  next  vnto  him  on  the  fame 
fide  and  Forme  the  Eifiiop  oiWinchefieri 
and  then  all  the  other  Bifl'iops  of  both 
Prouinccs  ofCanterburie  and  Torke,  fhall 
fit  and  bee  placed  on  the  fame  fide  after 
their  ancicncics,  as  ithachbecncaccu- 
ftomed. 

And 


Ckap 


.20, 
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Andforafmuch  asfiich  other  Perfo- 
nageSj  which  now  hanc,  and  heereaftcr 
(hall  happen  to  hane  other  great  Offices 
ofthcRealmc;  that  is  to  fay,  the  Offices 
ofthcLord  Chancellor,  the  Lord  Ttea- 
furcr,  the  Lord  Prefident  of  the  Kings 
moft  honourable  Councell ,  the  Lord 
priuy  Seale,  the  great  Chamberlaine  of 
England^thc  Maifliallof  England,  the 
Lord  Admirall,  the  Grand^Mafter  or 
Lord  Steward  of  the  Kings  moft  honou¬ 
rable  houlKold,  the  Kings  Chamberlaine 
and  the  Kings  Secretary, hauc  not  heere- 
toforc  beene  appointed  and  ordered  for 
the  placing  and  fitting  in  the  Kings  moft 
high  Court  of  Parliament,  byreafon  of 
their  Offices.  It  is  therefore  now  orday- 
ned  andenaded  by  the  Authority  afore- 
faide,that  the  Lord  Ghancclior,  the  Lord 
Trcafiirer,  the  Lord  Prefident  of  the 
Kings  Councell ,  and  the  Lord  Priuy 
Seale,  being  ofthe  degree  of  Barons  of 
the  Parliament, or  aboue,fhall  fit  and  bee 
placed  afwell  inthisprefemt  Parliament, 
as  in  all  other  Parliaments  hereafter  to  be 
holdcn,  on  the  left  fide  of  the  Parliament 
Chambetjon  the  hither  part  of  the  forme 
ofthefamcfide,aboue  all  Dukes,  except 
onely  fuch  as  fhal  happen  to  be  the  Kings 
Sonne, the  Kings  Brotber,thc  Kings  Vn- 
klc,  the  Kings  NepheWjOr  the  Kings  Bro¬ 
thers  or  Sifters  fonnes. 

And  it  is  alfo  ordained  and  enaded  by 
authority  aforefaid,that  the  great  Cham- 
bcrlaine,thc  Conftabie,the  Marfhall,  the 
Lord  Admirall, tlie  great  MafterjOr  Lord 
Steward,  and  the  Kings  Chamberlaine, 
fhallfit  and’be  placed  after  the  Lord  pri- 
uie  Scale, in  manner  following :  that  is  to 
fay^eucry  one  of  them  fhall  fit  and  be  pla¬ 
ced  aboue  all  other  Perfonages  beeingof 
the  fame  eftates  or  degrecsjthat  they  fhall 
happen  to  be  of;  that  is  to  fay,  the  great 
Chamberlaine  firft ;  the  Conftable  next ; 
theMarfliall  third;  the  Lord  Admirall 
the  fourth;  the  Grand-Maftcr  or  Lord 
Steward  the  fift ;  and  the  Kings  Cham- 
bcrlainethefixt. 

And  it  is  alfo  enadedby  authority  a- 
forefaid,that  the  Kings  chcefe  Secretary 
being  of  the  degree  of  a  Baron  of  the  Par¬ 
liament,  ftiall  fit  and  be  placed  afore  and 
al^iie  all  Barons,  not  hairing  any  of  the 
Offices  before  mentioned.  And  if  he  be  a 
Bifhop,  that  then  he  fhall  fit  and  bee  pla¬ 
ced  abouc  all  other  Bifliops,  not  hailing 


any  of  the  Offices  aboue  remembred. 

And  it  is  alfo  ordayned  and  enaded  by 
Authoriry  aforefaid,  that  all  Dukes  not 
afore  nicntioncd,Marqiiefrcs,  Earles,  Vi- 
coiints,and  Barons,not  hacring  any  of  the 
Offices  aforefaid,  fliall  fit  and  bee  placed 
after  their  Ancicncy,as  it  hath  bene  accii- 
ftomed. 

And  it  is  further  enaded,  that  ifany 
perfon  or  perfons,wbich  at  any  time  here 
after  fhall  happen  to  haiie  any  of  thefaid 
Offices  of  Lord  Cliariccllor,  Lord  Xrea- 
furcr3Lord  Prefident  ofthe  Kings  Coun¬ 
cell, Lord  Priuy  Seale, or  cheefe  Secreta¬ 
ry, fhall  be  vndcr  the  degree  of  a  Baron  of 
cheParliamentjbyrcafon  whereof,  they 
can  haue  no  intereft  to  giuc  any  aflent  or 
diflentin  the  (aide  hoiifc,that  then  in  eue- 
ry  filch  cafe,  fiich  ofthem  as  fhall  happen 
tobevnderthc  degree  of  a  Baton,  Oiall 
fit  and  be  placed  at  the  vppermoft  part  of 
the  fackes,  in  the  midft  of  the  faid  Parlia- 
mcntjcither  there  to  fit  vpon  one  Forme, 
orvponthc  vppermoft  facke,  the  one  of 
them  abouc  the  other, in  order  as  is  aboue 
rebcarfed. 

Be  it  al(b  enaded  by  Authority  aforc- 
faidcjthat  in  all  trials  of  treafiyns  by  Peers 
of  this  Realme,  if  any  ofthe  Pecres  that 
fhall  he  called  heereaftcr  to  bee  tryersof 
filch  treafonSjfhall  happen  to  haue  any  of 
the  Offices  aforefaid,  that  then  they  ha- 
uing  filch  Offices,  fhall  fit  and  bee  placed 
according  to  their  Offices,  aboue  all  the 
other  Peeres  that  fhall  bee  called  to  fuch 
trials,  in  manner  and  forme  as  is  aboue 
mentioned  and  rehearfed.  ' 

Andie  is  alfo  enadedby  Authority 
aforefaid,  that  as  well  in  all  Parliaments, 
as  in  the  Starre-Chamber,and  in  all  other 
AfTemblics  and  Conferences  of  Coun- 
cell,the  Lord  Chancellor, the  Lord  Trea- 
ruier,the  Lord  Prefident,  the  Lord  priuy 
Scale, the  great  Chamberlaine,  the  Con¬ 
ftable,  the  Marfiball,  the  Lord  Admirall, 
the  Grand-mafter,  or  Lord  Steward, the 
Kings  Chamberlaine,  and  the  Kings  Se¬ 
cretary  fhall  fit  and  bee  placed  in  fuch  or¬ 
der  and  fafhion,as  is  aboue  rchcarTed,and 
not  in  any  other  place,  by  authority  of 
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4^  (Viz.)  The  forme  and  manner  of  the  go- 
ing  of  the  States  vnto  the  Parliament^ 
feriottjly  coileSfed  out  of  diners  examples, 
wherein  I  thought  good^  efpecially  to  pro¬ 
pound  that  moB  flately  going  of  Queene 
Elizabeth,  tn  the  xxvfyeare  offer 
retgne. 


Pon  Siinc!ay(thc  xxij.day  of 
Nouember)  intheCham- 
,bcr  of  Prefencefas  they  doe 
Ltearmc  it)  it  was  proclaimed 
^that  the  Noble-men  and 
States  5  and  fo  all  others  which  were 
bound  to  attend  vpon  the  QiLcenes  Ma- 
ieftie  5  the  next  day  to  be  holden  at  Weft. 
minBer,  fhouldbee  ready  at  nine  of  the 
ciockc  before  noone,  to  giiie  their  atten¬ 
dance,  the  Queene  then  lying  in  her  roy-. 
all  houfc  called  Saint  lames ,  ncare  vnto 
WeBminfter.  The  next  day  at  the  afJpoinr 
ted  hourc  ,  the  Noblemen  put  on  their 
Parliament  Robes  in  the  CoOnfell  cham¬ 
ber,  and  the  Biihops  theirs  likewifc  3  in 
another  chamber  next  vnto  the  chappel: 
from  thence  they ,  by  the  Garden  going 
into  the  Pirke^mountcd  on  horfe-backe, 
attended  the  comming  foorth  of  the 
Queene.  About  cleuen  of  the  clocke  the 
moft  gracious  Qu^cene ,  attired  alfo  in  a 
ParhamentRoabc,  at  the  going  out  of 
_the  Garden,  mounted  in  a  ChaireofE- 
ftate,  like  vnto  a  Chariot  orHorfelitter, 
carried  betwixt  two  white  Horfes.  This 
Chaire  was  on  euery  fide  open,  but  that 
behind  a  coucring  hanging  forth  aboue, 
femicircle-wifejwas  with  two  litlcpillers 
ofSiluer  fupported  :  vpon  the  top  wher- 
of,  ftoodeonhigh aCrowne  ofgolde; 
and  vpon  two  other  pillers  at  herfecte, 
floode  a  Lyon  and  a  Dragon  gliftering 
with  golde  3  made  with  wonderful  cun- 
ning  3  fiipporting  thcQuecncs  Armes. 
This  Chaire  (  which  I  might  rather  call 
a  Throane  )  being  altogether  cunningly 
garnifhed  and  gilt  3  vvas  moft  magnifi- 
centlv  bedeekt  with  cloth  of  Sillier  (as 


they  call  it)  and  with  Cufldons  of  the 
fame.  Wherein,  afeerthatthe  Queene 
had  placed  hcrfclfe  :  thereft  by  twoand 
two  in  this  order  fet  forward. 

Firft  vvent  ihcMandataries  or  Mclfengers 
of  the  Kings  Court. 

Afterward  the  Gentlemen  of  kffc  note/ 
Squiers. 

Squiersofehebody.  ; 

The  Clarkes  of  the  Chanccrie. 

The  Clarkes  ofthc  Signet. 

The  Clarkes  of  the  priuate  Seale. 

The  Clarkes  oft  he  Counfcll. 

The  Maifters  ot the  Chancerie. 

The  Knights  Hacheloms. 

Knights  bannerets. 

T y-umpets  heere  and  there  founding.  ' 
Seruants  or.Sergeants  at  Lav/. 

The  Kings  Sergeant  in  an  vnJincd  purple 
Gowneor  Hood- 

Him  followed  John  Popham  the  kings  At- 
turney ,  with  7 horna^s  Egerton  the  So¬ 
licitor.  •  . 

Two  Heralds. 

The  fudges  of  the  Exchcquer>  whom  we 
call  Barons  oi the  Exchequer. 

The  Judges  or  Liftices  of  the  Court  of 
T  the  Common  Picas,  and  of  the  Kings 
2;  Bench, 

Edmund  Anderfon  chiefe  luftice'  of  the 
C^i^'^oaon  Picas ,  together  with  Roger 
Manmod  chiefe  Baron  ofthc  Exche¬ 
quer, both  knights. 

ChriBophe'r  Wray  ^  chiefe  luftice  of  the 
Kings  Bench, or  of  England,  6^  Gilbert 
Gerard  Maiftcr  of  the  Rol-cs,  K  nighrs 
both  :  but  this  man  ridde  in  a  V cluct 
Gowne  5  but  afwcll  the  reft  of  the  lu- 
fticcs  3  as  the  Barons  of  the  Exche¬ 
quer  ,  rid  in  Go wnes  and  Hoodcs  of 
^  Skarlet3lined  with  a  white  furre  called 
Miniuer. 

The  yonger  fonnes  of  the  Nobiliry  ac¬ 
cording  to  their  dignities. 

The  Treafurer  ofthe  Kings  Chamber. 
Knights  of  the  Bath. 

The  eldtft  Tons  or  hcircsof  the  Nobility. 
Knights  ot  ih^  Privy  Counfell. 

Knights  of  the  order  of  the  George^  or  of 
the  Garter, 

Francis  WalftnghamVm^xy^x\x\Q\^^\  Se- 
cretarv. 

Francis  Kno lies  Treafurer  of  the  Queens 
houie  3  together  with  lames  Croftes^ 
Controullcr  of  the  Queenes  houfc, 
both  Knights. 

Ednw'd 


ZI. 


The  Tar]  a m  en taryTom pef. 


Edward  Norris  Sonne  of  Baron 

^<?rri^,carrying  the  Qiiecncs  Hat  and 
.  Cloake^fliiuvpchisrankc.  .  ^ 
Xwo  Heralckjvvhom  the  Barons  follow- 
: .  ^4  by  two  and  two  together. 

barons,  .-h/o' 
H€nry^2xox\  Norris  of  Rycot, 

Henry  Baron  Cheney  of  Tuddington* 
Henry^zvonCompton^. 

WilLmn  C^e/7/Baron  of  Burghley.  But' 

7^  he  went  in  another  place,  becaufc  hcc 
'  vyas  Treafurer  of  England.  f. 

William  WeflpB>2xox\  deU  Ware. .  .  ■ 

Thoma^s  SackuileY>^x:ox\  of Buckhurri.  I 
John, Baron  S.lohn  of  Bletejho., 

Henry  Cary  Hmfdon.  He 

t  - was  abfcnc  becaufehewas  Goucrnorl 
'  ,of  Barwicke'.  .  -  , 

ales  Bruges  J^iiXonChandoL 
Roger  Baron  North  of  Carthelage. 

Charles  Baron  Howard  of  Effingham. 

He  went  in  another  place,  becaufc  hce 
was  Chamberlainc  vnto  the  Qiicene.^ 
Thomas  B  aron  Darcy  of  Chic  he.  -  •  ; 

ThomasB^ton Paget.  ' 

Edmund  Baron  Sheffedd  of  Butterwkkrv 
Charles  '^^xoxiMtlloughby  of  Parbaml 
Robert  Baron  Rich  of  Lez^e..  jo  ai  -  r 
Philip  Baron  Wharton  of  Wharivm.  •  7- 
Willtam  Baron  Eure  of  Wittonl  '  • . 

Elenry  baron  Cromwell  of  Vlcombe. 

Lewes  Baron  Mordant  of  Turney.  ,  ' 

T-hofnas  Barqn  Bufgh  of  Gainsburgh. 

Henry  Baron  Wentworth  of  Netle Pied.  * 
Tredericke  Baron  Windefor  of  Bradenham 
VVilliamYiMQwV aux oi Harroden.  I 
William  Baron  Sandesoi  Fine. 
JohnB}Viox\D.arcy  oi  Menilf 
jCutbert'^QiXOxx  Ogleoi  Bothall. 
WflliamYidxoviMontioy. 
/ohnV>AXonSturton.’ 

Iohn?idiXonLumley, 
i'  {Edward  B  a  r  on  Z)  udley, 

Henry  Baron  Scroope  of  Bolton. 
Hewasabfentjforthathewas  Gouer- 
nor  of  Carlile. 

A rthur  Baron  Gray  of  Wilton^ 
Edwarddd^xox\Stafford^oi  Stafford, 
william  Brooke  Baron  of  Cobham. 

Gregorie  Fynesi^axoxx  D acres  oi  Herfimon- 
'^’Ceaux.  ' 

Edwar d  Parker  Baron  Morley. 

Henry  Vi^sxoxi  Barkley. 

Peregrine  Bertij  "^^xMilloughby  oiEresby. 
Edwat  d  Baron  Zouch  of  Haringworth. 

George  Tauchet  hdcxon  Audley. 
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Henry  N euill  Baron  oi.Abergauenny.  ^ 
Two  Heralds  going  btfore  the  Bif hops. 

ThcBilTjop  61 

TheBilTopof  S.Afaphe.  ^  r.  • 
BiihopofcT^d'j^^r.  ^ 

Bifhopof 

Bifhop  of  Peterborow., 

Bifhop  of  Hanliaffe.- 
Bilhop  reford.  , 

Biflaop  of 

^iihofopLietchJield. 

Bifhop  of  Bath.  -  rr. 

Bifliopof  Rochesier,  70  ^ 

Biftop  oiWorccsien 
Bifhop  of  SlDauids. 

Bifhop  of  Bangor.  ^  . 

Bifiiop  of  Lincolne. 

Bifliopof  S arts  bury.  { 

BifliOp  of  Norwich,  L 
Bifhop  of  Exceter. 

,Bifhop  of  Ely. 

Bifliopof  WmchePler.\  n  -  r*  Prelate  of 

the  Garten  Bifhop,  of  Durham^ 
Bifliop  of  London.,  Chancellor  to  thc  Bi- 
:r{[\o}p  of  Canterbury.  -  j  ‘.J, 

'fhefe  three  Bifliops,'(viz.)thc  Bifliops 
of  London,  Durhamt  2w\^Winchesi cr .p.  by 
forejepf  A6le  of  Parliament,  made  the 
xxxi.yearc  of  King  Henry  fk\^  viii;- goc 
next  vnto  the  Arch-b'ifhops;  butall  thc 
reft  take  their  places,  according  to  the  an- 
cientneffc  of  their  eledions,  .  EueryBi- 
fhops  Gown  was  made  of  Scarlet  cloth, 
made  after  the  falhion  of  Bkons^  -and 
hoods  of  the  famcjlined  with  Mincuer,  Sc 
hanging  dbwne  bchinde  them. 

Henry  Vicouht  Howard  of  Bindon.  \ 
Anthony  Browne  V icount  Montacute. . . 
Two  Her  aids, after  whom  the  Earls  followed. 
Edward  E ar le  of  Lincolne.  The  Ad- 

mirallwasficke. 

Robert  E^irle  of  Suffex,  was  abfcnr, 
becaufc  he  was  vndcr  age;  . 

Robert  Earle  of  LeiceHer,  went  in  ano¬ 

ther  placCjforihat  he  was  for  this  turne 

Steward  of  the  QuecnesHoufe.  • 
EdwardY:.ix\zcdi  Hertford.  ‘tci  T 

Henry^^xXh  of  Venbroke.  •  ,  I 

Francis  Earle  of  Bedford.  .  | 

Henry  Earle  of  Southampton,] 
Ambro/eEtixlc  of  Warwicke. 
Wi/liainE^xh  of  Bathe. 

I 

Henry  E  a  r  le  o  f  Huntingdon , 
fcnt,bccanrc  he  was  Prefident  of  Torke. 
Henry  E^xle  of  Suffex. 

George  Earle  of  Cumberland. 

Edward 
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Edward  Eailc  of  Rutland.  1 

iVcrcelfer  fnpplicdthc 
place  of  the  Marfhalljbcingabfcnt. 
Henry  Eric  of  Kent.vjcnt  in  another  place 
bccaiife  he  carried  the  Sword. 

Gearge  Earle  of  Shrewsbury ,  was  ab- 

fent  being  fickc. 

Henry  Earle  ot  T^orthumberUndy  Then 
prifoncr  in  the  tower  of  London, 
Edward^Sidc  of  Oxfordy  went  in  ano¬ 
ther  place,  bccaufe  he  was  high  Cham- 
berlaine  of  England, 

Phillip  Earle  of  Arundell. 

An  Herald  or  King  of  Armes, 

William  Marqueffe  of  Winchester :  Hee 
in  another  place  carried  the  Cap  roiall, 
Hecre  were  places  fit  for  Dukes :  all 
whofe  parliament  roabes  (a  thing  worth 
the  noting)  diifered  nothing  from  the 
Barons ,  but  that  they  wore  the  guardes 
vpon  their  (houldcrsjthrcc  or  foure  fold. 
For  although  all  DukeSjMarqucfTcSjand 
Earles,  in  their  creations  are  attired  with 
garments  of  Silke  and  Veluet,  which  are 
called  Roabes  or  garments  of  Honour: 
yet  in  Parliaments  they  vfe  the  fame  that 
Barons  doc ,  made  of  Skarlet ,  with  cer- 
tayne  differences  of  white  Furre ,  fet  as 
fringes  or  edgings  on  their  fhoulders : 
for  that  there  they  al  fit  by  reafon  of  their 
Baronies,  and  according  to  their  digni- 
tic  take  their  places. 

Thomai  Bromley  Knight  Chanccllour 
of  England ;  with  William  Cicill  Baron  of 
Burghley  ridde  together .  But  the  great 
Scale  of  England  y  was  by  one  footman 
carried  before  thcChancellojr :  but  hee 
himfclfe  was  attired  in  a  Gowne  of  black 
Veluet  lined  with  Sables. 

lohnWhitgift alfo ,  Arch-bi(hoppe  of 
Canterbury  .-with  Edwin  Sands  Archbi- 
fhop  of  Torkefollovicd  next  after  them. 
Clarencieux  King  of  Armes, 

Two  Sergeants  at  Armes  with  filucr 
fceptcrs,which  we  call  Maces,  gilt. 

Garter  chidt  King  at  Armes ,  in  his 
Heralds  coatc,  hauirgthc  chiefe  gentle¬ 
man  VlBcr  on  his  right  hand. 

The  M  arques  of  Winchester  did  bcare 
the  Cap  rtryally  vpon  whofe  Icfc  hand  the 
Earle  of  Worcester  carried  the  Rod  of  the 
Marfhalfnip  of  Englady  in  fteed  of  George 
Earle  oi  Shrews  bury  yX\\cv\  earlc  Marlhal, 
who  was  then  in  the  Parliament  Cham¬ 
ber  ,  although  he  was  not  hccrc  prefent, 
for  that  he  was  fickc  of  the  Gout. 


The  Earle  of  Kent  after  them  carried  the 
fword, on  whofe  right  hand  went  the  carle 
of  Oxford^  then  great  Chambcrlainc  of 
England,  and  on  bis  left  hand  the  Earle 
of  Leicester  ySenefchally  or  Steward  of  the 
quccncshoufe. 

The  qucencs  Maiefty  carried  in  a  chairc 
as  wc  haue  before  faid.  She  her  fclfe  dec¬ 
ked  vp  in  a  purple  Robe,  furred  with  Er- 
miheslPtWi  her  inner  Garment  was  of  pur¬ 
ple  veluet  alfo,  more  ftraigbtcr  vnto  her 
body,  turned  vpat  the  hand,  with  the 
fame  furre. 

Foure  Qmries  of  the  Stable  (whom  in 
French  l\\Qy  call  Efqtiiries)  and  the  Foot- 
rnen  in  their  rich  Coates  were  attendant 
about  the  quccnc:  and  without  them  all 
along  inaranke,  waited  the  Gentlemen 
Pcniioncrs  with  their  Partifans, 

After  them  followed  the  Earlc  of  Dar*  | 
biCy  Maftcr  of  thcHorfc  (inflead  of  the 
Earlc  of  Leicester y  who  at  this  time  fiip- 
plycd  the  place  of  the  Steward)  leading  a 
fpare  horfc  of  ftatc :  by  whom  on  the  left 
hand  rode  Charles  Howard^  Baron  of  Ef 
finghamy  Chambcrlainc  of  the  qucencs 
houfc.boih  of  them  attired  in  theit  Parli¬ 
ament  Robes. 

After  thefe  followed  alfo  Christopher 
Hatton Vice  Chambcrlainc,  with 
many  Noble  women,  Ladies,  and  other 
Noble  Courtiers. 

In  this  order  and  Royallpompc^  the 
quccnc  came  vnto  the  South  gate  of  S. 
Peters  Church  at  Weftminftcr,  where 
the  Bifiiop  of  Sarisbury^  the  Kings  Alm- 
ncr,  and  DoCtov  Goodman  Deane  of  that 
Church, with  the  Prebendariesy  and  all  the 
quicr  rccciucd  Her  in  their  Coapes. 
Without  the  Porch  was  fet  a  Forme, fur- 
nifhed  with  Carpets  and  Cufliions,  at 
which  the  quccnc  vpon  her  knees,  rccci¬ 
ucd  of  the  Deane  the  golden  Scepter  of 
S,EdwardyV/\\\ch  fhclaydc  vpon  the  Cu- 
lEion  before  her :  and  hauing  rccciucd  a 
little  Bookc  of  the  Deane,  vnto  her  fclfe 
foftly  prayed.  Afterward  llicc  came  into 
the  Church,  vndcr  a  flatcly  Canopy  of 
Cloth  pf  Silucr,  which  fixe  Knights  lup- 
ported. 

The  Marchionefle  of  ^rthamptony7nd  \ 
thccoi\nic((c  ofOxford  bare  vp  the  train: 
Baron  Howard  of  sffinghom  being  Cha-  i 
berlaine  fupporting  her:  Christopher'^ 
Hatton  Vice-ChamberUine  going  on  the 
other  fide,  but  not  fupponing  her.  Buti 

forafmuch 
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forafmuch  as  the  Qnecncs  roabes  made 
of  lieh  filke  and  Ermins^were  too  weigh  - 
tyand  chargeable  for  herwelUobearCj 
the  Earle  of  Arnndell  on  the  right  handj 
and  the  Earle  of  Penbrooke  on  the  left, 
held  them  vp  from  her  thoiilders. 

Before  the  Lord  Chancellor  and  the 
Lord  Treafurer  3  went  the.  finging  men 
and  Qnirifters  3  finging  of  Pfalmes,  and 
when  the  Qneenc  was  now  come  vnto 
-the  royall  withdrawing  or  retyring  plaice 
(  commonly  called  the  Tmuerfe )  prepa¬ 
red  for  them  vpon  the  right  hand  of  the 
Quicr,  nearc  vnto  the  Communion  Ta¬ 
bic  :  the  Noble-men  tooke  their  places 
vpon  Formes,  beneath  the  Trauerp,  but 
the  Bidiops  fate  therafelues  downc  be¬ 
neath  the  Pulpit^on  the  north  fide  of  the 
Quier. 

^  The  A  rchbifii  op  of  Center  buries  af te  r 
a  pfalmc  fung,  made  a  fermon^the  fword 
and  cap  of  Honour  beeing  in  the  meane 
time  borne  before  him. 

The  fermonwitha  pfalme  ended  ,the 
Queene  on  foote  vnder  a  Canopy^  went 
vnto  the  fouth  gate  of the  ChurchjCarry- 
ing  in  her  hand  the  Scepter ,  dedicated 
to  King  Confeflbr.  In  which 

place, Thee  reftored  it  vnto  the  Deane  of 
WesiminFter ,  of  whom  fhee  had  before 
receiucditjto  beagainelaydvp.  . 

It  is  worthy  note  j  that  whilefl:' the 

Quecnes  Maiefty  was  hearing  diuine  fer- 
uice  in  the  Church ^the  Earle  of  LeiceHer 
(for  that  time  Steward  of  theQiieencs 
houfe)  went  vnto  the  Lower  Parltament 
hoiife,  to  bethereprefentattheanfwer 
of  the  RcfcriptS3(which  our  Lawyers  call 
the  Returne  of  the  W  rittes)  before  fent 
foorth  for  the  fommoning  ofthe  knights 
of  the  fhires,and  for  the  Burgefles  ofthe 
townes  thither^  and  met  the  Queene  co¬ 
ming  vnto  thevpper  PArlmment\\Qw[ii, 
The  Queene  beingcome  thithcr^firfi: 
retired  her  felfc  into  her  ownc  priiiie 
Chamber,  where  refting  her  felfc  a  litle, 
theNob!e-men  in  the  meane  while,  had 
in  due  order  placed  themfelucs  in  the  vp- 
per  houfe :  and  at  length  the  Queene  her 
fclfe  came  forth,  the  Sword,  the  Cappe, 
and  the  Rod  of  the  Marfhallhip  of  Eng' 
/Wbeing  borne  before  her ,  and  the  o- 
thcr  Officers  going  before  her,  fhee  went 
vp  into  the  Royall  Throne,  the  Nobilitic 
of  the  Kingdome  fitting  downc  about 
her. 


In  the  middeft  of  the  vpper  houfe  lie 
great  Sackes  of  cloth  filled  with  wmoll : 
vpon  the  vppcrmoflwhcrcof  fitteth  the 
Chancellour ;  and  vpon  thofe  which  lie 
towards  the  fides  of  the  houfe,  fittlie 
Maiftcr  ofthe  Rolles,the 
taryy  the  ludges^  the  Barons  of  the  Exche- 
quer,  and  certayne  Lawyers,  afwellCi- 
uilians  as  Common  Lawyers.  Vpon  the 
lowcftofall,  fitteth  the  Clarke  of  the 
Parliament  houfe,  with  the  Clarke  ofthe 
Crowncy  bchinde  whom  the  other  Clarks 
write,  refting  vporr  ihcir*knees. 

W'henihc  C^ccne  was  fet,  and  that 
they  01  {videlicet)  the 

Knights  of  the  Shires,  and  the  Burgefles 
ofthe  Citties  were  let  in, (he  commaun- 
ded  the  Lord  Chancellour ,  ftandingon 
the  right  hand  by  her,  to  make  bis  Orati¬ 
on  :  who  turning  hirnfclfe  vnto  the  No- 
bilitie,  and  the  reft  there  prefent,  decla¬ 
red  vnto  them  ,  in  her  Maiefties  name, 
that  this  aflembly  of  Parliament  to  be  for 
three  caufes  called  ( viz. )  For  the  glorie 
of  Almighty  God,  and  the  furthering  of 
true  Religion  :^For  the  health  and  pre- 
feruation  of  her  royall  Maicftie,  and  the 
welfare  of  the  Common-wcale.  Which 
after  that  heebad  aloudc  andmoflclo- 
.quently  at  large  declared  ,  turning  his 
fpecch  vnto  the  Knights  and  Burgefles, 
ftanding  on  an  heape  together  below : 
he  willed  them  to  make  choyfe  of  their 
Prolocutor,  and  to  giuc  notice  of  him  fo 
chofen,  to  the  Lords  of  the  Priuy  Coun- 
fcll/rom  whom  they  fhould  expccl:  what 
the  Queens plc^fuic  and  anfwer  was  con¬ 
cerning  him  fo  chofen ,  to  be  afterward 
prefented. 

When  the  Chancellor  had  ended  his 
fpecch ,  the  Clarke  of  the  Parliament  ri- 
fing  vp,in  French, and  with  aiowd  voice 
proclaimed  the  names  of  them,  which  as 
Delegates  had  the  power  within  certain 
day  es  to  vnderftand  of  the  affaires  afwcll 
of  theKingdomes  of  England,  Fraunce, 
Scotland^zTid  Ireland,^s  ofthe  Dukedoms 
of  Normandie  and  Aquitaine,  and  to  heare 
and  examine  the  requefts  and  petitions 
of  them  of  the  Hands  and  parties  beyond 
the  Seas. 

W^hich  things  being  done,  the  Chan¬ 
cellour  prorogued  the  Parliament the 
Sheene  difeending  from  her  Tbroane, 
and  retiring  .into  her  Priiiic  Chamber, 
there  put  off  her  parliament  robesjwhich 

when 
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when  the  Barons  had  mlikc  manner  alfo 
done^thcy  in  order  (with  the  Sword,  the 
Cappeof  Honour,  and  the  Rod  of  the 
Marilialfliip  carried  before  her)  atten¬ 
ded  hervnto  her  Barge  ,  wherein  fhec 
from  thence  was  downc  thcRiuer  carri¬ 
ed  backevnto  herPallace  (called  ivhae 
Hull:)  through  which  (he  pa  fled  into  the 
Parke,  where  flic  mounting  vpon  a  moft 
couragious  Horfcj  the  Nobility, States, 
and  moft  honourable  men  and  women 
attending  her,  fhec  happily  returned  vn- 
to  her  Pallace  of  $.  Uma ,  from  whence 
flic  before  came. 

Vpon  Thurfeday  following ,  the  day 
appointed  for  the  prefenting  of  the  Pro- 
locutour ,  the  Sheens  about  three  of  the 
clocke  in  the  after  noonc ,  by  the  Parke 
came  from  her  royall  boufeof  S.  Umes^ 
vnto  her  pallace  of  white  and  when 

flie  had  in  her  Chamber  put  on  her  Par^ 

I  lument  roabes,  fl>c  went  to  her  1  hrone, 
th'j  Sword, the  Cappe  and  the  Roddc  of 
the  Marflialfhip,  bei*  g  after  the  wonted 
manner  carried  before  her  :  Ihe  Lord 
chamber laine  going  on  the  right  hand  of 
rh’e  Sword  jand  the  Lord  Steward  on  the 
left,  with  the  Lord  Treafurer^  Garter^  the 
vfbers,  &  the  Sergeants  at  Armes  going 
before  them.  At  length, when  the  Noble 
men  were  fet  downe ,  the  Chance  Hour  on 
the  right  hand ,  and  the  high  Treafurour 
oi England  on  the  left  hand,  flood  befide 
the  Queene  the  barres. 

Then  at  length  ,  the  Knights  of  the 
Shires ,  and  the  Burgeffes  of  the.Cittics 
being  admitted  in,  brought  in  their  moft 
learned  Lawyer(vi2.)/4?^;;  Pucker ing^\^\\o 
ftanding  atthebarre,  and  hailing  thrice 
made  moft  lowc  obcifance,  fayd  what  he 
might,  to  (hcwhimfclfc  vnfictovndcr- 
take  fo  great  a  burthen,  fcquefting  moft 
earncftly ,  that  they  would  make  choice 
of  another  Prolocutor^  vnto  whom  the 
Quecnehy  the  Chance  Hour  made  anfwcrj 
That  fhec  liked  exceeding  well  of  the 
choice  ofhim  already  made^  and  that  fhe 
ratified  the  fame.  ,  i 

W  hich  done ,  the  Prolocutor  framed 
himfelfe  to  another  manner  of  (peach, 
wherein  hce  particularly  rehearfed  what 
great  benefits  were  redounded  vnto  the 
Commonwcalc ,  by  the  moft  wile  go- 
uerncment  of  her  royall  Maicftic  he  de¬ 
clared  her  Angular  vcrtucs  ,  her  very  na- 
turall  and  motherly  care  oucr  her  Sub- 


ic(fts :  But  cipccialiy  in  that  (he  had  then 
called  together  the  Eftates  of  the  King- 
dome,  there  toconiult  and  confidcrof 
the  moft  weightieft  affaires  of  the  Com- 
mon-weale,  earncftly  admonifhing  the 
Bifliops  to  prouidefor  the  Ecclcfiafticall 
arid  Church  matters :  theNobilitieand 
the  reft  to  bee  carefullof  the  profite  and 
welfare  of  the  Common-wealc.  In  the 
conclufion  of  his  (peach  jhc  moft  humbly 
requefted  ,  that  the  auncient  Rights  and 
Pnuiledges  of  the  Lower  houlc  of  the 
Burgefles,  (viz.)  of  freely  dcliuering  of 
their  fpcach  and  minds,  and  of  being  ftec 
from  Arrefts,  as  well  thcmfeliics  as  their 
Seruants,  during  theiitncof  thcpailia- 
ment,  might  be  kept  whole  andvntou-‘ 
ched  .  And  if  that  in  any  thing  not  welh 
by  them  vndeiftoode ,  they  (hould  hap¬ 
pen  to  offend  3  he  requefted  leaue  afwcll 
ior  hmffelfe  as  for  the  reft ,  to  haiie  ac- 
cefte  vnto  her  rovall  Maieftic. 

^  i 

His  Oration  at  length  ended,the  Chan- 
teUor^  by  the  commanded, and  in 

fomc  poyntsy  by  hcrinftruded  ,  highly 
cornmended  the  Prolocutors  Oration, 
and  in  the  ^jteenes  name  graunted  the 
leaue  he  had  requefted. 

Which  things  being  on  both  fides 
di(p arched  ,  the  Queene  rofe  and  retired 
hcrfelfe  into  her  priuate  Chamber,  put 
off  her  Parliament  roabes  ,  and  fo  atten¬ 
ded  vppon  with  the  Nobilitic ,  came 
downe  :  and  at  the  Weft  fide  of  the  Par¬ 
liament  houlc ,  mounted  into  hcrchairc 
of  Eftatc,  a  very  royall  one  5  and  from 
thence  with  a  great  trainc  of  Noblemen 
and  honorable  Ladies  attending  her  (the 
Earle  of  Kent  carrying  the  Sword  before 
her)  (hcc  by  Torch-light  through  the 
Parke,returncd  vnto  her  Pallace  of  Saint 
Imesy  from  whence  (he  before  came. 


%The  miner  offittingin  theVJ>per  houfe 
of  Parliament^  is  in  this  Plat  forme 
following  in  the  next  Page^  moPi  trtt 
ly  and  liuely  deferibed^ 
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The  manner  ofreHoring  of  renewed 
tiebeforelofi. 


HE  mancrs  and 
formes  of  crea¬ 
ting  of  Noble¬ 
men  3  with  their 
Rites  and  Cere¬ 
monies  j  by  C  bar¬ 
ter  Referifts^ 
or  Writs  of  (iim- 
mons,  wcehauc 
before  deferibed.  Now  hecrc  at  length 
I  haue  thought  it  good,^  ioyne  hccreun- 
to  the  manner  of  refloring  of  dignities  & 
honours  before  loft.  Such  as  haue  by  their 
owne  or  others  fault^loft  their  honorable 
ftiles  andtitlesj  are  wont  to  bee  vnto  the 
fame  by  petitions  3  exhibited  vnto  the 
Kings  in  full  Parliament  reftored:  which 
I  would  fay,  to  be  a  confirmation  of  re¬ 
newed  or  reftored  Nobility.  Whereof 
the  requeft  of  daughter  to  George 

Duke  of  Clarence^  in  Parliament,  in  the 
firft  ycare  of  King  Henry  the  eight,  (to  o- 
mit  others )  may  ferue  for  an  example. 
Whereby  fhe  is  reftored  vnto  the  Stile, 
StatCjNamejTitlejHonour,  and  Dignity 
of  the  Coimteflc  of  Sarisbury^  fro  which 
Edward  her  Brother  Earle  thcrof,  had  by 
his  guilt  fallen.Thc  Petition  it  fclfc  is  lon¬ 
ger  then  is  ncceffary  to  be  hecrc  infcrted. 
It  is  in  Englifh  extant  in  the  Records,  & 
is  (hut  vp  with  thefe  words. 

Which  petition  becing  read,  and  to 
the  full  vnderftood,  andconfented  vnto 
hf  ouY  faid Lord  the  King,  by  the  aduice 
and  aflent  of  the  Lords  fpirituall  and  tem¬ 
po  rall,and  of  the  Gominalty  in  the  aforc- 
faide  Parliament  being  :  andalfo  by  the 
Authority  of  the  fame  Parliament,  it  was 
vnto  the  fame  Petition  thus  anfwcrcd. 


SoitfaiB  comeiiefl  defirc^ 
■  Beit  doneaecoyding^itisrequelied. 
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I  CuHomes. 


Haue  faid  Politic  all  No- 
btUtyMW  fubied  vnto  the 
difpofitions  of  Princes, 
and  change  of  time  5  to 
reft  alwayes  vpon  the  cu- 
ftomes  of  Nations.. 

For  firft  of  all,  itismanifeft,  dignities 
which  were  but  the  bare  names  ofperfo- 
nal  Offices,  to  haue  at  length  become  he¬ 
reditary  and  fucceffory :  and  yet  with  di~ 
uers  Lawcscircumfcribed. 

For  although  women  in  Germany  born 
of  Dukes,  Earles,  or  Barons,  are  accor¬ 
ding  to  the  manner  of  the  Empire  ftyled 
and  called  Dutebefles,  Countefles,  and 
Baroneffes  ^  yet  by  the  Law  ofthe  Impc- 
riall  grant,  the  Principalities  themfclucs, 
with  the  Fees  thereto  belonging,  defeend 
vnto  the  Males  oncly,  wbofayling,  they 
rcuert  vnto  the  Emperor.  Which  thing, 
the  moft  great  Dukedome  CArinthia^pvo- 
ucth  to  be  fo .  For  Ericus  the  latt  Duke 
bccing  dead  without  hekes  male ,  the 
dukedome  by  the  Lawes  returned  againe 
vnto  the  Empire  2  which  the  Em- 
perour  afterward  beftowed  vppon  Albert 
Duke  of  AuHrU. 

Sigifmtind the  Emperor  alfo,  the  right 
line  of  the  dukes  of Saxony  being  extinft, 
gauc  the  dukedome  in  the  yeare  i4a3.vn- 
to  the  Marqueffes  of  Mifnia-y  and  the 
Marquifat  oi  Brandenburg ,  vnto  the  Bur- 
graues  oiT^oriburge :  whofe  fucceffors  c- 
iien  now  at  this  day  cnioy  the  fame. 

The  fame  we  rcade  to  haue  been  done 
in  Italy:  VoiWenceJlaw the  Emperour  in 
the  ycare  1490.  graced  the  Vice-county  of 
Millaine  with  the  Title  of  a  Dukedome : 
but  fo  as  that  for  want  of  heires  male ,  it 
fhould  together  with  that  Dignitic  ,  bee 
made  a  part  of  the  Imferiall  patrimony. 
And  in  the  remembrance  of  our  Grand¬ 
fathers,  wercad^ofccrtaync  ( afwcllat 
?(aj)les  ^s  clfc- where,)  tohaucbccncby 
the  Emperour  Charles  the  fifth  crea- 
tedj  but  yet  alwayes  with  that  common 
Lawc  of  Rcucrfion ,  that  fo  foonc  as  the 

laft 
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Curtomcs. 


iip 


[laft  ot  the  male  difccnclhoulddyc^  they 
llliouid  be  made  Impenall dignities.  Yet 


mcanc  time  he  affirmeth^  priiiate  Prir.ci- 
palhies  not  to  be  denied  to  womcnnvhich 


hcerebytheway  wemidhcmembcr.that  hec  manifefteth  by  the  example  of  the 
the  Emperors  did  not  at  all  times  doe  all  County  of  a  womans  right 

things  according  to  the  vttermoftof  the  dcuoluedvnto  thcKingof  Namyre^^^^h^' 
grcatnclTc  oftheir  power  5  but  fometime  many  others  alfo. 


by  a  new  beneficiary  or  bountifull  coue- 
nant,  being  requefted  fo  to  doe,  fuffered 
thofc  tides  of  honours  fo  defeend  vnto 
the  daughters(no  heires  male  remaining) 
mittigating  the  extremity  of  the  law^  by 
wife  mens  interpretations  thcreofjvegatd 
being  ftill  had j  cytherofthc  Common- 
wealc,or  of  feme  fornier  agreement,  or 
orthetimeprefent. 

In  France^  Rennatus  Choppinus^  difpu- 
cingofthe  'R.oyTiViDemdne^  makethadi- 
ftindionofdignicies.  Forhe  affirmeth  all 
Military  and  mafculine  dignities,  by  the 
Law  Saliqueto>  be  annexed  vnto  the  Fees 
Rojall^wz^ihcxhy  any  meancs,  by  meere 
Lavv,to  come  ynto  the  Women ,akhogh 
that  the  heyres  male  faile  ^  except  by  fpe-. 
ciall  and  expreffe  words  it  bee  before  o- 
therwife  prouided :  which  hee  faith,  him- 
fclfe  to  hauc  feene  and  re^d .  ,Yct  in  the 


And  to  mee,  now  writing  and  running 
ouer  fome'  few  things  concerning  our 
owne  affaires,  it  fort  lined  a  certain e  moft 
ancient  writing  to  come  vnto  my  bands, 
taken  out  of  the  s^nckntSaxo^  Lawes^and 
lent  me  by  WiUimL^imbert^'SL  great  admi¬ 
rer  of  reuerend  antiquity,  and  a  moil:  ear¬ 
ned  reftorcr  thereof.  Which  writing, al¬ 
though  that  both  in  tongue  and  charac¬ 
ter  it  meercly  found  Saxon\]kQ^  yet  fee- 
methitin  feme  things,  to.fauourof  the 
Damfh  matersjas  alfo  of  the  ancient  lawes 
eyther  of  the  Britons  themfelne's.or  ofthe 
SaxonSy{h2kcn  and  rent  in  funder,  vnder 
the  rule  and  gouernment  of  the  Fanes. 

But  the  writing  itfelfe  written  in  the 
Saxon  tongue,-  tranilated  into  Engliili, 
word  for  word, &:  into  Latine,  according 
vnto  the  true  fenfc  and  meaning  thereof^ 
here  following  is  contained. 


)?i-cpefbpilumon  en^Ialajum-  y  leob  -  -j  lajura  pop  besepinc’Surn ,  Antijia 
at  iuas  fometime  in  t^c  (Snalift  it'atoes.f  J)af  t|ie  people  ana  iatoes  iuece  in  tepittaticn.  ano  tfjen 
T mpus  erat  elim  cum  Anglicis ,  legibm  ^ papula  fuus  <vbique  conBubM  henor.  Qui  ex 


fsyon  leoo  pivsa  peop^Sfdpeypyp’Sa,  xlc  be  f^tpmseSe,  €opl  “j  Ceopl  Bejn  -i 

fcete  tl&e  totfefi  of  tl^e  people  fDO’fl^tp;too;t()p,eac!)  in  DC8i:a.<£ojle  ans  €^6}\e,X^tpn  atio 

fopulafrudetifs'mi  enntdn  honore fuermtj'usqmf^  or  dine. Comes  ^  Coloxus. They  mis  ^ 

J  opulentus  7 
I  ignobiks.  j 


©eoDen  7  Ano  ^ip  Ceopl  j)  pullicepipbit^a  a3enepIant)ejCipican  *-• 

tanoeitfjiesn.Bno  if  a  €^o;lc  fo  t^at  fiao  fuHp  fiue  fjioesi  of  f)ig  stunc  lano,  a  CSjurcl^  f 

Sub-thaynus.^^od ji  Cdontts  ita  refecijfet  <vt  hahuerit plene  qmnq-JoidaproprU  trr^  ade 
.  -  '  '  .  t  ;  fdcram 

.  0.  •  . 

Cycenan,  belbup  ^  buph3ax;pe‘clq  punoepno  Xq  on  Cynjep  bealle,  Jionne  parpbe 

a  Mtc^ch,  a  USelfioufe  anD  n  gate,  a  feafe  ano  a  feuecall  office  in  fije  iltingsr  I^aU,  ffjen  fie 

Co^uinam/Sampmleyir  Fortamdoenm  iteet pecuhare  niuntis  in  Regius  Jula,  tunc  erat  de- 

* 

« 

jiannon  pop’s  Bejen  pijbt^eppeop’Se;  Ant>  jip  -Dejn  jeJ^eal^  j’enooe  Cynje 

f  ^enccfojf  &  ffic  rigl;  f  0nD  if  a  SLfiegne  fo  fl;?iuco  ffjaf  fie  ferueo  f  jie  Sifng 

inceps pari  cum  Thayno  dignitate  •  Si  veto  Thaynus  ita proueSfm  erat  r^t  Fegi  feruierii 
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*j  paij'tjepne  pao  on  J>ip  J?ipet)e ,  ^ip  \)e  j^onne  f)ep^e  ©ejn  j)im  pilij^Se 

ants  on  W  tticffage  oj  tonvnep  rotsc  in  610  fioul^olD,  if  N  ften  fsao  a  Eljerne  tfsat  l^im  foIIoUsets, 
^  mncim  cm  ejfet  ^  ec^uiuuerit  in  famtliayfi  tmc  etia  Thaynum JibifirnuUnte  habnerk^ 


^6  VO  Cynjep  u*u  pan  Fif  J^ioa  j^apoe  *3  on  Cynjep  pexl  Wp  hhfopo  ^enooe  ‘-j 
Inljoeco  ftei^ing0ej:pc0ition  fine  1^^000  Isao^ann in  tjc!imsc0  J^allaccfji0iLo^oferuels,ano 

I 

qui  ad  Regiam  expcditionem  5  .hydas  habHcrit^emf^y  in  Regia  anla  Vemino  fer merits  terque 

*  » 

m 

'Spi{7aniioJ??p5cpent)5epopa‘coCyn3eJ;emop‘u  pi'S’San  mio  )?ip  popa^e  ^slp  b!apopo 

I  '' 

toit^  W  etranne  l^ao  gone  to  t^o  mii^l^t  afttcUsaco  lott|)  ^10  fo^e  ;^at^  ^10  !lo;oe0 

cm  nunciui  ad  Regem  'venerit^  hie  deinceps  data fidelttate  Domini  perfond f '^Jiinere peter  at 


applianax;  iniplicanneooan^  Ant) pip  £)e3H5e^eai>  ^  \)e peanoe  ‘coGopIe  jjonnepxp  be 
par^  plap  at  an^  nku.  an^  if  a  SDbecne  to  tb;sitteis  tl&at  |^e  became  an  (ftar:le,tben  tuao  be  tbence- 
fi  opue  fnilfet.  ^od Ji  Thaynu4  it  a  evc^useratvt  Comes  euaferit  pari  erat  dcinceps 

i  . 

t 

t 

j-i^?  sn  Gople  J^if>■Geppeop’5e.  And  3'p  flDappepe  je’Sesf?  J  Jje  pepoe  JipKs  opep 

r(D.:t^  an  Cades  dglit  ta)9;ti)s.  and  tf a  spaec^ant  fa  t|}!ue9,  fjiaf  |iee  paOeo  t^jtce  onet  t|ie 

. 

Comite  dignitate.  Et  Ji  Mercator  ita  rem  Jecifsit,  ^vt  ter  nsaBum  mare  fua  peritia 

♦ 

f 

•  / 

piD  Sxbe  \)\p  ajenum  cpap*ce,)>e  paefJjonnepi^^San  ©ejne  pi^'ceppeop'Se/Ano  Sipleoji- 
Inioe  S>ea  of  W  objne  Ccaft,be  tosao  tbencefcD^tb  tbe  SDliernes  rtgbf  Uioatbp#  0no  if  a  ^cbol- 
traiccerit  ^  pari  tunc  erat  cum  Thayno  dignitate  •  Quod  Ji  Jjterarum  Jludiofm  litte^ 


'  \ 

ncr  J;upJ)lare  -f  \)q  }>aobept)e  *3  Jjenooe  Xpe,  J?e  p*p  J^onne  pi^^an  m«oe 

lec  fo  tb^taeb  t b;ougb  learning, that  be  lao  begra  ano  ferucb  Cb.:iff,be  toao  tbencefo^tb  of  Dignitp 
ris  progreffum fecijfet^vt  or  dines  habuerit  ^  C  hriBo  inf ^r  merits  erat  deinde  'venerandum 

*3  nuinoe  ppa  miccIpepyp’Se  ]*pa  Jjarp'uo  jebyreoe,  bu‘uon  f)e  porporl?re  ^  |?e  parp  l?ao  no 

anb  peace  forauebtDoatbP  aotbecetobelongeo,  bnletfebe  fo^feitenro  tbatbetbebfeof  bi0be- 

^  immunis  quantitm  ad  locum  emffeBabaty  niji  ita  excidiffet^t  fuomunerevti  non 

✓ 

ve  nod'an  ne  moyve/ 
gm  ne  iingt)t. 
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The  name  of 
a  Baron  from 
whence  and 
when  it  came 
into  England. 


wiitt' 


Menander, 
Three  things 
thcr  be  which 
beare  rule  in 
all  things  viz. 
thcLawjCu- 
ftoiiic,and 
NccelTrty. 


\ 


Thcfc  mines  or  rubbidges  ofantiqukyj  | 
make  fhew  ofa  perpetuity  of  Nobility, c-. 
uen  from  the  beginning  of  this  iland^buc 
times  are  changed,  and  we  in  themalfo. 
For  King  Edward  the  ConfelJor^di^  of  the 
Saxon  bloodjComming  out  of  Normandy^ 
bringing  then  in  the  Title  ofa  Baron,  the 
Thaynes  from  that  time  began  to  grow 
out  ofvfc^fo  that  at  this  day  men  remcmT 
bee.- not  fo  much  as  the  names  of  them; 
vAnd  at  length,  that  name  of  Baronage 
began  to  be  both  in  dignityrand  power  lo 
magnificent  aboue  the  reft,  as  that  in  the 
name  of  the  Baronage  of  England, all  the 
Nobility  of  the  Land  feemed  to  be  com¬ 
prehended.  As  for  Dukes, they  were  (as  it 
T^vere)  fetcht  from  long  exilej_  and  againc 
renewed  by  King  Edward  the  third.  And 
Marqii  eftci  Si  Vicoun  ts,.were  altogether 
newly  brought  in  by  King-Jt/V/^^r^ij  the  fe^ 
con d, and  King  Henry  the  fixe* ' .  j;  .  — , , 

^  But  our  Kings  defeended  of  the  Nor^ 
>;;4;?blood,togetber  witbthe  Crowne  of  ■ 
.the  Kingdome,  granted  an  hereditary  & 
(iicccflbry  perpetuity  vntd  honourable  ti^- 
tlcs,fuch  I  mcanc  as  are  the  Titles  ofEarb 
domes  and  Baronies)  without :anyjdiffer  , 
rcnce  of  fex  at  all.  Which  thingT>thogh£  ^ 
good  to  make  manifeft,  by  the  example  i 
ofthe  more  ancient  times."  In  the  irecka?- 1 
ning  vp  whereof, that  I  may  the  betta  ae-  i 
quit  and  difeharge  my  felfe ;  in  the  very 
entrance  of  my  fpccch,  there  be  3  things, 
whereof  I  would  hauc  the  Reader  by  the 
way,to be erpccially forewarned.  ,  Firft, 
concerning  the  dilpofition  and  inclinati¬ 
on  of  our  Kings, in  the  creating  of  the  no¬ 
bility.  Secondly, of  the  cuftomc  of  trans¬ 
ferring  of  honours  and  dignities  by  Fa- ’ 
milies.And  thirdly,of  the  force  of time3&: 
the  change  and  alteration  of  things.  For 
why-,  our  Kings  (who  only  and  alone,  doe* 
in  their  kingdome  beare  the  abfoliite  rule 
and  fway)  are  with  vs  efficient  caufes  of 
all  Politkall Nobility.  The  Titles  of  Na- 
med Nobility^  by  ourcuftome,  hauc  this 
naturalland  common  together  with  the 
Crowne  it  felfe,  that  the  heyres  male  fay- 
ling, they  deuoluevnto  the  Womenj  ex¬ 
cept  in  the  firft  Charters  it  be  by  exprefle 
words  otherwife  prouided  5and  yet  fo,as 
that  regard  is  alwayes  to  bee  had  of  the 
time,wbich  is  euery  where  wont  to  beare 
fway  in  the  formality  of  things. 

In  this  manner  the  firft.  King 

and  Conqueror, being  ouerconic. 


hauing  obtained  the  Souer.iignty ,  accor¬ 
ding  to  his  pleafure  beftowed  dignities  & 
honors  vpon  his  companions  and  others, 
(viz.^  fdme  of  them  fo  ancxed  and  con- 
ioyned  vnto  the  Fees  chemfelucs,  as  that 
cuen  yet  at  this  clay,  the  poffeftbrs  thcrof, 
may  feeme  to  be  ennobled, euen  with  the 
ppfleflion  of  the  places  onely.  As  ourBi- 
(hops  at  this  day,  as  alfopeitaine  ccelcfi-  ' 
afticall  Abbots  andPriors*^  who  by  rea- 
fon  of  the  Bare)nies  ioyned  yuto  their  Bi*^ 
fhqpprickSjC^tioy  the  titles  and  prehcini- 
lienee  of  Barons  in  the  higheft  allcmbH^s 
ot  the  kingdome  in  Parliament.  Oi^>cir 
feme  ofthe  dignities  aj)d.horioB,hegauc 
and  granted  alfo, together  vyith  the  Upds 
.  and  fees  tbcmfclues.-  As;hegaue  to 
Lupus  his  kirifma'n  and  ^Normdn.ihtpu]- 
^dome  of  Cheller.  jyJ  Qm quire ndum(f 
jtenendum.  fibi.^haredmudi  adeo  Ubereper 
gUdtum  Jicut  ipfe  Pex  tenuit  Angliam- per 
Coromm.  ^oconqn^^-^  hol^  it  tofijm 
and  his  heyres Vas  freely  byrthe  Sword,  as 
..the  King  himfelfe  helde  Epgland,  by  the 
Crowne,’* With  the  Earkdomc  of  Rich-. 
'mo/^dhcQ  graced  AUnu^  Rufus ^  hisNc- 
„phew,and  then  Earle  of  Brnaine  in  France 
Ai}d  bkJieyres :  lulibere  ^  honorific} 
emd^mEdwinus  Comes  anted  tenner  at  \  fb 
'^freely  and  honorably  as  Eark  Edwin  had’ 
before  holderi  the  fame.  And  the  Eark-* 
dome  of;^^r^;^^/<?/,which  //^r^Wpofleffed, 
hc'grantcd  with  a  fee  vnto  Roger  of  Mont¬ 
gomery  ofwhich  honors(the 

heyres  male  fay  lingj  by  wbrnen  eftfoones 
.paffed  into  other  Families,  but  the  latter 
Earledome,  Robert  the  Sonne  of  Roger 
becing  attainted  of  treafon,  returned 
vnto  King  Henry  the  firft,"" who  gaue 
the  fame  in  dowry  vnto  Quecne  Adelim 
his  Wife*  ,  * 

The  fucceeding  Kings  more  fparing- 
ly,  beftowed  fuch  dignities  to  bee  holden 
.ofthem  in  Fee,  granting  only  for  the  bet¬ 
ter  and  more  honourabk  maintenance  of 
their  ftocke  and  honour,  the  third  part  of 
the  Pleas  ofthe  County  ( as  they  t^rme 
if/  which  they  in  their  Charters  called 
T ertium  Venarium^oi  the  third  penny.  So 
that  hee  which  rcceiued  the  third  penny 
of  any  Prouince,  he  the  fame  man  by  the 
fame  ancient  Law  of  fucccfiion,  was  cal¬ 
led  Earle  ofthe  fame  Prouince:  andfo 
by  cuftomc  the  women,  the  heyres  male 
fayling. 

Yy3 And 
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Andifany  Earle  6r  Baron  dying  with-  i 
out  Sonnes, had  many  women  his  hcircs, 
howfocucr  order  was^cithcr  by  couenant, 
or  by  way  of  partition  taken,  concerning 
the  Lands  and  pofleffions,  according  to 
the  common  Lawes  of  the  kingdomcjyec 
the  dignity  and  honour,  a  thing  of  it  fclfc 
indinifablc^was  ftill  left  to  be  difpofed  of, 
according  to  the  Kings  plea&rc.  Who  in 
be^ftowlng  thereof,  for  thcmoft  pattre- 
fpefted  the  prerogatiue  of  birth. 

By  which'right, King  Henry  xhz  third^ 
after  the  death  of the  Scot^Aczi  with 
out  ifftie  Motherlands  and  reuennues  bc- 
ing  by  agreement  giuen  vhto  his  three 
Sifters)  vhited  the  Earldome  of  Chelfer^ 
with  the  honor  thereof  vnto  the  Crown. 
This  is  alfo  mahifeft  in  the  Earledome  of 

(after  Robert^  oiBellifmty  i 
Sonne  to  the  aforefaid  Roger  of  Montgo- ; 
mery^  driuen  out  by  Henry  iht  firft)  King 
I '  Henry  the  fecond  beftowed  vpon  William 
oiAlbinie^  ‘  tidecnc  Adelix^  his  Mothers 
Husband  ,and  by  a  new  Charter,  confir¬ 
med  it  in  Fee^  together  with  the  inheri¬ 
tance  to  him  and  his  hcircs,wiih  the  third ' 
penny  of  the  Pleas  of  SuJJeXy  whcreofhe  * 
created  him  Earle.  But  Hugh  the  great. 
Nephew  of  thh  William  the  firft,  becihg 
dead  without  iftue,  all  the  inheritancc^of 
the  Earledome  was  diuided  among*his 
foure  Siftcrs.Whofe  dignity  and  honour 
for  all  that',  together  with  the  Caftic  of 
Arundel by  Edward  the  firft,at  length 
giiicnto  Richard  Fitx,-AUn(y\zl)  the  Nc- 
phewes  Sonne  to  /ohn Fit Alan  znd  Ifa^ 
heU^dxe,  fecohd  of  the  aforefaid  Sifters. 

Now  let  vs  pafle  from  Henry  the  third, 
vnto  the  firft  his  Sonric.  When 

as  fora  time  a  great  diflention  was  be¬ 
twixt  him  and  ccrtainc  of  his  Nobility 
(viz.)  Gilbert  of  Clare  Earle  of  Hertford 
and  of  CloceHer :  Humfrey  oiBohun,  carle 

Hereford  2t\ASuJ]eXy  and  Conftablc  of 
England,  2nd  Roger  Bigod^2i\c  of  Hor- 
yd»//r^,Mar(hall  of  the  kingdome,  and  that 
alk^ftofe  Noble-men,  at  length  had  loft 
their  Earledomes  and  Offices,  they  being 
reconciled  vnto  the  King,  afterward  by 
new  Charters  rcceiued  the  fame  againc 
in  this  manner. 

The  firft  of  them, rcceiued  the  fame  vn¬ 
to  himfelfc  &  loane  the  fame  kings  daugh¬ 
ter  his  fccondwifc,  for  tearmc  of  both 
their  liucs,and  to  the  Children  to  bee  by 
them  two  begotten  ( his  two  Daughters 


by  his  firft  wife  being  excluded.)  Thisj 
Joane  Mcallcd  loane  oi  Aeon)  bare  vnto  her 
husband  Gilbert^  a  Sonne  called  alfo  (j/7- 
bert*^  but  fhcethe  fccond  rime,  fecrcily  ; 
married  vnto  one of  Mont  Her- 
«^m(without  the  King  her  Fathers  know¬ 
ledge)  in  her  ownc  right,  made  alfo  the 
{2xnzRa'dulph  Earle  fo  long  as  lliee  liued. 
But  (he  at  length  being  dead,  Gilberthti 
ibnne,  by  the  aforefaid  Gilbert  fuQcztdtd! 
againc  into  the  Earledome,  his 

Father  in  Law  being  yet  aiiue.In  the  very 
fame  manner  hereftoredthc  Earledoms 
and  office  of  ConftabJcihip  yntothca- 
forefaid  Hu/nfeyoi  Bohun,\mo  whom  al¬ 
fo  he  gauc  in  Eli  z-abethy  another 

of  his  Daughters,  widdow  to  JohnE2T\c 
ofHodandi  and  vnto  the  third, he  reftored 
the  Earledome  of  NorfolkeyZnd  the  office 
of  the  Marefca^y^  with  a  yearefy  encrcafc 
of  a  ihoufand  Markes;  yet  vpon  conditi- 
on,that  the  lieircs  male  of  his  body  to  be 
begottcn,fayling,  both  of  them  iBpuld 
returnc  againc  vnto  the  King.  At  length, 
this  Roger  dyzd  without  iffbc,in  thcxxxv. 
yearc  of  him  the  faid  Edward  the  firft  viz. 
in  the  laft  yeare  of  his  reigne :  and  King 
£^]i?4rdhiS'Son,therecond  of  that  name, 
both  bjra  new  Creation  &  Charter,  gaue 
the  Earfedome  and  the  Marfhalfhip  sn- 
xx^ThomM  of Brother  ton  his  Brother,  and 
his  heyres  male. 

Thcfc  things  wee  haucthus  propoun¬ 
ded,  thereby  to  (hew,  how  according  to 
the  diuers  difpofitions  of  Princes,  &  cha- 
ges  of  cimes,it  hath  by  little  and  little  var- 
ried  in  the  firft  beftowing  of  dignities  and 
honours.  Of which  thing  (that  new  Law) 
and  to  them  of  ancient  time  vnknownc^ 
made  by  King  the  firft  himfelfc, 

feemeth  afterward  to  haue  beenc  of  no 
fmall  weight  and  moment,  whereby ,hcc 
fatiouring  cercaine  priuace  men ,  more 
carcfull  of  their  ownc  furnamc,  then  of 
their  poftcrity,  it  was  thought  vnto  him 
goodjSc  fo  decreed,  to  make  Fees  to  be¬ 
long  to  men  only.  That  law  I  fayjwhich  I 
would  in  Latinc  c^WCentilitium  Muniei* 
fale^Zz  which  the  Lawyers  commonly  call 
Iffs  Talliatum,  and  TalUabile :  or  the  Law 
of  cutting  off:  for  that  it  cutceth  off 
fucceffions  before  gencrall,  and  reftrai- 
ricth  them  vnto  the  particular  heyres  of 
Families ;  which  feemeth  alfo  to  haue  gi- 
ucn  an  occafion  of  change  in  thegiuing 
and  beftowing  of  dignities  and  honors. 

'  For 
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1  For  cucr  fincc  that  time ,  in  the  creating. 

1  of  any  new  Earle,  it  is  bcgunnc  to  be  al¬ 
together  by  exprcffc  words  in  all  Char¬ 
ters  prouided ,  that  it  fhall  bee  but  for 
terme  of  life  onely ,  or  difeepd  vnto  the 
heircs  males  alone,  the  Women  being 
quite  excluded .  And  this  I  need  not  by; 
examples  to  proouc ;  for  why, the  thing, 
it  fclfc  prooueth  the  fame.  But  the  force 
and  cfficacie  ofthis  Lavye  qiBnfdU ,  (or^ 
ofeutting  off )  I  haue  t hou ght  ‘good  thus 
in  few  words  to  declare.  *  *  .  .r 

The  Lands  and  Fees  ofthe  carlcdomc 
of  Oxford  (  Robert  Earle  of  Oxford  and 
Duke  of  Ireland  i  being  condened  of  trea- 
fon  )  by  that  Law  came  to  Alb^ericnsi^ere 
vnclc  to  Robert y  who  therefore  in  Parlia¬ 
ment,  requeued  of  the  King,  the  Title  of 
the  Earlcdomcj  alfb ,  and  obtayned  the 
lame.  This  is  ajfb  moft  manifell,  by  the 
example  of  the  Earledomes  o^  Ar  undell 
and  oiSurrejfy  joyned  together  in  the  fa¬ 
mily  of  FitZfAlan  ,  For  Edmund  Fitz>- 
Alan^^tlt  qiArundelii  married  the  one¬ 
ly  filter  and  heire  of  Earle  Richard^  and  . 
of  her  begot  Richard^  happy  with  his 
twice  marriage .  Vnto  this  Richard ,  the  j 
fpnne  of  Edmund^  and  his  heires  male  by 
Alenor  oi Lane  Alter  (\:\{skcqnAvf\h)  bp- ' 
gotten,  andto  bcbcgottcnjrthc  Caftle, 
•Honour,  and  Lprdlhip  of  Ar undell  were 
entailed  in  the  one  and  twentith  y earc  of 
Edward  the  third.  And  afterward  (viz.) 
the  fame  yerc,  Earle his  brother  be¬ 
ing  dead  without  iiruc,enrichcd  alfo  with 
the  encrcalepf the  Earledome  of Surrey^^  \ 
he  was  called  Earle  of  Ar  undell  TiwUsur- . 
rey  »  Oi  Alenor  Richard  hc2pt,7L 
called  Richard at  length  Earle  of  Arun- 
dell^vA  Surrey  2K0  John  Fit;:,- Alan 

his  fecondfonne,  in  the  right  of  his  wife, 
called  Baron  Maltreuers  y  Richard 
had  7l6^W/^,his  onely  Sonnc,dcad  with¬ 
out  jlfLic  5  and  foure  Daughters  his  Co- 
heires  (  viz. )  Eliz^abethy  loane ,  Margaret^ 
Alice y  whodiuided  the  Earledome^ 
of  Surrey  amongft  them  .  Howbeit  the 
dignity  thcrof  was  granted  to  John  Mow- 1 
bray  duke  of  Suffolke ,  begotten  of  Eliz,a- 
beth  the  eldeft  lifter  5  who  by  the  ancient 
cuftome  of  Succelfion  challenged  vnto 
himfclfe  the  Earledome  of  ArundellzMo* 
But  John  Baron  of  MaltreuersM^^f^t^ 
the  firft  John  Fitz,-Alany  and  Baron  of 
Maltreuers ,  by  his  fonne  John  oppofed 
himfelfc  againft  this  man,  and  witbftood 


him,  challenging  vnto  himlellc  thepof  1 
fcfliion  of  thatcalUe  and  dcmainc  of  A  A 
rundell ,  as  fallen  vnto  him  by  the  good! 
right  of  the  Law  of  Entaile.  ... 

For  Thqmi0  the  laft  Earle  being  dead  | 
without  iirue(as  is  afore-faid,  he  allcagcd  I 
!  the  deni ainp  of  the  Caftle  not  to  belong 
vnto  the  Sifters,  but  to  difeend  vnto  his 
heires  male  and.kinfnen  ,<  of  whom  hee 
himfclfe  vvas.nearcft  of  kinne  vnto  the 
fayd  Earje;?^^^?^;^  -ofwhichwF  fee-f 

ing.by  Law  he  befd  the  poflilfion,  he  af- 
firnicd  the  Title  of  honour  and  dignitie 
more  fitly, to  agree  vnto  himfelfe  then  to 
lie  ip  vaine.,-  and  to  no  purppfe  hidden  in 
the  DukC'; himfelfc .  Which  ;Chine ,  al- 
though  heq  copid  not  dbtayne,  yet  John 
his  fonne-  ,a  moft  famous  warriour ,  af- 
ter^thc  deathof  his  Father,  withthcap- 
pJaufc  and  gopd  liking  of  all  men,  obrai- 
ned  by  Adteof  parliament  ,  in  theelea- 
^l^?^*VycarpqfKin§^^^'7  ^he  fixt.  Of 
whom  alfo ,for  his  greatdeferts  and  moft 
noble  vertues,  he  was,the  ycarc  after, re- 
vyarclcd  with  the  dukedonie  of  Thurqr^ia 
in  Fraunce  \  And  this both  Earle 
and  Duke,  being  dead, his  fon, 
in  fhorc  time  after  dead  without  ifttie 
(notwithftanding  his  fiftcr)left  the  carle-, 
dome  of  Ar  undell  entailed  vnto  William 
his  vncle,in  whom  afterward  it  took  fuch 
root,  as  that  vy  e  haiic  feenc  it  in  the  male 
line,  to  haue  brought  forth  moft  famous 
and  renowned  Earles,  eucn  vnto  this  our 

,  And  what  wee  haue  fayd  concerning 
Earles,  the  fanac  be  it  faid  alfo  of Barons 
created  by  Charters.  But  in  Barons  cre¬ 
ated  by  Referipts  or  Writs  of  Summons 
yet  refting  vpon  moft  auncient  cuftome, 
notlb. 

For  in  them  (one  onely  excepted  jfent 
forth  to  Henry  Bromfety  wherein  it  was 
prouided  him ,  that  fame  and  his 
heires  male  of  his  body  lawfully  begot¬ 
ten,  only  to  be  Barons  of r^y)  women, 
the  heires  male  failing,  were  not  in  anci¬ 
ent  time  forbidden  or-embarred, but  that 
they  might  be  accounted ,  and  byname 
ftilcd  honourablcjwith  the  prsccmincncc 
ofthe  dignity  and  calling  ofBarons  .And 
after  they  had  borne  a  Childe, according 
to  the  auncient  fauour  of  our  Lawesjand 
the  rcuerend  cuftome  of  the  Kingdomc, 
graced  their  husbands  alfo  with  the  fame 
honourj  &  with  the  fame  by  inheritance 

ennobled 


Cuftomes. 


ennobled  their  children^  yesi  j  cuen  with¬ 
out  the  pofTeflion  ot  thofe  places  ,  from 
vvhcnce  the  names  of  fitch  dignities  and 
honours  may  feeme  firft  to  haue  rifen. 
For  Fees  and  locall  poffciEoiis,  citcum- 
feribed  by  the  Lawe  ^  are  tfanflated  and 
carried  from  one  family  to  an  other, 
and  vfually  enrich  their  Lords  and'oVv- 
neis  the  poffeflburs  thereof;  but  y^^tof 
themfelues,  neythcr  brtng  nor  take  a- 
way  Nobilitie,  cither  Datiue  orNatiuc: 
By  Examples  rd  manifeft  thefe  thing? 
were  but  ncedeleifc^for  why,  all  the  moft 
auncient Baronies,  and themorc  aiirrcij- 
ent  fort  of  the  Barons  at  this  day ,  are  in 
this  pdynt'onniy  fide andgiuevofees 
with  me  •  Now,  ifany  mah'ftudiousof 
thefe  things  3  by  chaunce  meeting  With 
fome  things  ofdthcr  nature,'  toll  fnore 
curioufly  difputc  againft  thefe  matters, 
vnto  him  'I would  oppofe ,  cytherthe 
force  of  time ,  or  the  catelcrneffe  and 
lackc  of  looking  vnto .  But  j  Cuftomes 
arc  ftill  like  themfelues ,  neythcr  arc  we 
to  detradfrom  the  authdfitic  of  Kings, 
who  although  they  haiic  fuch  fuperenii- 
nent,  and  vndeterminate  prerogatiue,as 
that  they  may  feeme  fortictimcs  to  haue 
offauoiir  graunted ,  feme  things  befide 
the  Lawes  *,  yet  lhall  it  not  appeare  them 
requefted,  CO  haue  done,  or  yet  fuffered 
any  thing  to  bee  done ,  contrarie  vnto 
the  Cuftomes  ot  Stockes  and  Families. 
S6  they  fometime  not  regarding  the  fo- 
Icmnities  of  Ceremonies  and  Charters, 
haiic  onely  by  their  beckes  (that  I  may 
fo  fay  )  fuffered  dignities  and  honours  to 
bee  transferred ,  as  in  Ramlph  hhndemll^ 
Earle  of  cheUer^  and  oi Lincolns  to  bee 
feene.  For  the  Earledomoof 
permitted  after  the  manner,  to  difeend 
to  John  thz  Scot  his  Nephew  ,  Maud 

the  cldeftof  his  Sifters  •  But  theEarle- 
domeof  Z.i;^(7^te,  (the  King  thereunto 
confenting )  hee  yet  aliiie  deliucred  vn¬ 
to  Hawijia  anotherof  his  Sifters,  now 
married  to  Robert  Sidney ,  by  his  dccdC, 
fn  the  feuenteenth  ycarc  of  the  reigne  of 
King  Bsnrie  the  third,  in  thefe  words  fol- 


igiiien  anckgraunted,  and  by  this  my  pre- 
fent  writing ,  to  haue  confirmed  to  the 
Lady of  Qmncy ,  my  mpftdeare 
Sifter,  the  harledomc  of  Lincolns,  (viz.) 
as  farre  forth  as  it  vnto  mee  belonged, fo 
that' fhc  may  thereof  be  Counteffc.  To 
haiic  and  to  hold  the  fame  of  my  Lord 
thcKing  of/?;g/W,  and  his  heires,vnto 
the  faide  and  herheircs ,  freely, 

quietly,  fully, peaceably,  and  wholly  by 
right  of  inheritance  ywth  all  the  appur- 
nanccs,  and  liberties  vnto  the  aforefaide 
Earlcdome  belonging .  And  that  this 
prefent  Writing  may  ftfnd  in  force  for  c- 
ner ,  I  hauC  thought  it  good  to  firme  and 
ftrengtheti  the  fame ,  by  the  fettiag  to  of 
my  Seale._  Thefe  being  wicnelTes.'  - 


.  y  > 
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Anulphits  Earle  of  Lincolns ,  vnto  all 
men  prefent  ,  and  to  come ,  which 
fhall  fee  this  prefent  Writing,  greeting, 
I  would  haue  it  to  come  vnto  the  gene¬ 
ral!  knowledge  ofyouallj  mee  to  haue 


TJawiJa  with  this  her  brothers  writing 
in  this  manner  endowed,' was  forthwith 
CountefTe  oi  Lincolns  .,  who  yet  liuing, 
prcfently  gaue  the  fame  to  John  Lack  her 
fonne  in  lawe.  So  alfo  I  may  not  pafle  o  - 
ucr  Hugh  Courtney  firft  of  that  family 
and  name",  in  the  time  of  King  Edward 
the  third  :for  he,  when  hqehad  for  many 
yearcs  after  the  death  of  ifabsU de  FortL 
bus  (whofe  foie  heire  hee^was )  quietly 
poOelfcd  the  lands  and  Fees  ofthcearlc- 
domc  ot  Der^hire,  without  eythcr  the 
Tide  or  inueftiture  of  an  Earle  ,  and  that 
at  length  contention  arofe  betwixt  him 
and  the  Kings  officers  of  the  Exchequer, 
for  the  repayment  of the  third  penny,  for 
that  hcc  as  yet  vfednot  the  Stile  of  an 
Earle,  fice  hauing  written  Lettersfup- 
plicatoricvnto  the  King,  then  bufiedin 
the  warres  in  Scotland,  rcceiucd  anfw'eri 
That  taking  vnto  himfelfe  the  Name  and 
Dignitic  ofanEarle^  hee  (houldcaufe 
himfelfe,  from  that  time  forward ,  to  bee 
named  and  called  Denjbire ,  in 

thefe  words. 

^T^He  Kingro  his  wclbeloucd  and  faiih- 
full,  Hugh oiCourtjfcy  th^'ElAci^^c. 
Grceiing,&c.  Whereas  you, as  appea- 
reth  by  your  Petition  exhibited  before  vs 
and  our  Counccll ,  haue  of  long  beenq 
fued  for  the  repayment  of  cightccne 
pounds ,  fixe  ftiillings  and  eight  pence,^ 
of  thc  ycarcly  Fee  of  the  Earledomc  of 
Dsnjhirs ,  which  ifabsd  de  Fortibus ,  late 
Counteffe  of  Dsnjhirs ,  whofe  heirc  you 
arc,  andthchcircs  ofherthefaid  Coiin- 
teffe,  and  yours  ,  Earles  of  Dsnfhire, 

ycarcly 
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yearely  recciued  by  the  har  ds  of  the 
Shcrifesof  that  Countie  that  were  for 
the  time  being,  and  which  you  likewife 
'  after  the  death  of  the  aforefaide  Coun- 
tcfl'c  3  as  her  heire  for  a  cercainc  time  re¬ 
cciued  ;  And  for  that  they  haue  bcenc 
from  you  detained ,  becaufc  you  haue  in 
no  wife  named  and  ftiled  your  felfc  an 
Earle:  as  by  the  Certificate  of  the  Trca- 
fiiror ,  and  of  the  Barons  of  our  Exche¬ 
quer,  by  our  commandement  made  in¬ 
to  our  Chancericjinorc  at  large  doth  ap- 
pearc  •  Wee ,  for  that  the  inheritance 
which  was  the  aforefaid  CountefiTcs^and 
the  inheritance  of  her  PredeceffourSjand 
yours ,  the  Earles  of  Venjhire*^  vntoyou 
difeended  by  hereditary  right ,  and  that 
you  at  this  prefent  hold  the  lame  inheri¬ 
tance  5  willing  in  this  part  to  prouide,  as 
well  forourowneDignicie^  and  thce- 
quitie  of  our  Kingdome^  as  for  your  ho¬ 
nour  ;  will  and  commaund  you ,  inre- 
quefting you,  that  in  taking  vnto  you  the 
name  and  honour  of  an  E^rle,  you  from 
hcncefoorth  caufc  your  fclfe  to  be  called 
Earle  of  Denfhire ,  knowing  that  wee  will 
make  the  aforefaide  Fee  to  bee  yearely 
payed  vnto  you  ,  as  it  hath  beenc  wour 
^  to  bee  payed  vnto  the  Earles  of  Dej^Jhire 
your.Prcdeccflburs «  Witneffc  the  King 
zt  New-cdHle  vpponTi/?e,  the  two  and 
twentithday  ofrebruaryj  Sc  intheninth 
yeareofourreigne. 

Laft  of  all, we  haue  fccne  this  fame  not 
longfinccj  in  Phillip  Howard conBmed. 
For  hec,  after  the  moft  auncient  right  of 
the  Earlcdomeof  Arundell^  tookevnto 
himfelfe  the  Title  of  Arundellythe  Qufene 
onely  confenrin  g  thereunto ,  and  appro- 
uing  the  fame  5  no  forme  of  Charter  re¬ 
peated  ,  or  of  any  forme  of  his  Creation 
being  thereunto  ioyned. 

Hitherto  it  feemeth  alfo  to  apper- 
taine ,  that  our  moft  auncient  Earles 
were  of  auncient  time  wont  (according 
tp  the  diuerfitie  of  the  places)  where 
they  for  the  moft  part  chofe  to  dw^dl,  to 
to  bee  called  by  diuerfe  Titles  of  Dig¬ 
nities  ,  For  Pejnold  who  was  Earle  of 
Cornewall,  for  his  continuall  dwelling 
at  Brislow^  was  oftentimes  called  Earle 
of  Brisiow. 

Robert  o^Ferrars  the  younger,  Earle 
of  Farrar  s\n  JNormmdie^  and  of  Derbiem 
En^^UndSomtixxwc  w'roic  himfelfe  Earle 

o  ^ 


of  Tutbury,  aCaftle  (videlicet)  in  thel 
Borders  of  Sufford-flnre  buih  by  his  Pro- 1 
genitours*  Bddwine  and  Richard  oi  Ri- 
uers  ,  were  fom crime  called  Earles  of 
Exceter  ^  and  fometimes  Lordcsofthe 
lleo^ Wight  ^  for  their  continuall  dwel¬ 
ling  in  the  fame  places;  when  as  yet  in 
themeanctime  3  they  were  both  Earles 
of  Denfhire .  William  alfo  of  Albiniac  ^ 
Earle  of  Arundell and  SuJJex ,  the  firft  of 
that  name  3  in  the  Letters  of  agreement 
betwixt  king  Stephen  and  king  Henrie  the 
fecond,  fee  himfelfe  thereto  a  Witnes, 
by  the  name  o^WHIiam  Earle  of  CicePler^ 
for  that  he  there  oftentimes  dwelt.  Addc 
becreunto  alfo  ifyoupleafe,  the  Earle  ot 
Fenbrooke  to  haue  becuc  called  the  Earle 
o{  Strigulia,  ofthcCaftIc  of  Strigulia, 
built  by  William  FitXrOsborne  Earle  of 
Hereford  y  and  the  Scacc  of  the  Earles  ot 
Fenbrooke. 

Thcfc  things  (I  fay)  were  of  oklc  and 
in  auncient  time ,  but  now  at  this  day, 
not  fo.  For  fuch  is  the  force  oftime,and 
change  in  altering  of  the  forms  of  things, 
as  that  it  eating  out  of  the  oldc,  brin- 
geth  ftill  in  ne\y«  So  vnto  Earles ,  whom 
w^efaidin  ancient  time  to  haue  becne  re¬ 
warded  with  the  third  penny  of  thePro- 
uince  whereof  they  were  carles,  to  main- 
tainc  their  Honour  and  Dignitie ,  a  ccr- 
taine  furrimiCqf  mony  is  at  this  day  ycrc- 
ly  payed  them  out  of  the  Exchequer,and 
they  cnioy  the  Titles  of  fuch  places ,  as 
wherein  they  haue  not  any  iurifdidion, 
adminiftration,  orprofitcat  all.  Barons 
alfo,  who  as  the  Fathers  and  Senators  in 
auncient  time  among  the  Romans,  were 
choftn  by  their  SeUertia  ;  were  in  like 
manner  wont  to  bee  cftccmed  and  valu¬ 
ed  by  Knights  Fees  (for  why,  hec  which 
had  and  poflcffedthirtecne  Knights  fees, 
and  a  little  more  ,  was  then  to  bee  ac¬ 
counted  among  the  Barons)  arc  now, 
more  fijdomc  times  chofen  for  their  ver- 
tuc ,  their  great  wealth.,  and  large  pot 
feflions.  . 

Neither  is  there  any  let ,  but  that  a 
man  may  hold  and  ftill  retainc,  the  name 
and  Title  of  a  Barony,  the  head  ofwhich 
Barony  (asthey  tearmcit)  he  hath  af¬ 
terward  (old  or  alienated  to  fomc  other 
common  perfon. 

In  bricfe,our  kings  royall  maiefty  is  al- 
wayes  like  it  fclfe, conftant,  and  the  fame; 
which  hailing  regard  to  the  venue, flock, 
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I  wealth  jandfubftance  of  any  man  (wherc- 
I  by  hcc  may  with  his  Counccllor  fcruiccj 
'  profit  the  Common-wealc)  may  in  cucry 
place  freely  giuc  and  beflow  Dignities 
and  Honours,  fometime  chufing  moc 
Barons  then  one,  out  of  one  the  fame 
family ,  the  ciiftomc  of  the  fucceflion 
of  the  former  and  more  auncient  Baron, 
beeing  ftill  kept  whole,  and  not  inanie 
hurt :  as  we  fee ,  fizvW  the  fixtwifely 
to  haue  done  in  the  familic  of  the  Wil^ 
loughbiesi  which  family  (that  for  breui- 
tie  fake  I  Ibould  not  reckon  vp  moe  )  be- 
fide  the  moft  ancient  Barony  of  the  IV'd- 
loughbiesoi  Ensby  ^  brought  foorth  ano¬ 
ther  Barony  alfo  of  Parham,  Wherefore 
wee  acknowledge  our  Kings  to  bee  the 
Fountainesof  Politicall  Nobilitie,  and 
vnto  whom  we  may  with  thankes,  referre 
all  the  degrees  of  Honours  and  Digni- 
ties5  vvhereforcl  may  riot,withoutcaufe, 
feeme  to  reioyce  on  the  behalfe  of  our 
Nobilitie  oiBriuine^  which  hath  alwaies 
fo  had  Kings  themfelacs,  Authours,  Pa¬ 
trons,  Gouernours,  and  Defendours 
thereofjthat  when  Lands,  Fees, and  Pol- 
feflions,  fubied  to  Couenants  or  agree¬ 
ments  ,  arc  Bill  tofled  and  turmoyled 
with  the  ftormes  of  the  ludiciall  Courts, 
and  of  the  Common  Lawej  it  is  onelie 
vnto  the  Kings  themfelues  beholden, and 
refteth  vpon  heroicall  orders  and  inftitu- 
tions3p roper  and  familiar  vnto  it  fcIfe.So 
that 

Per  titulos  mmerentur  amjemperq*^  renata 
T^bilitate  prolem  fata fequantur : 

Continuum  propria  feruantia  lege  tenor  em. 


By  Titles  great,  mens  Aunecftqrs 
were  knowne  ftill  as  they  camc^ 

And  fo  their  ownepofteritie^ 
do  ftill  cnioy  the  fame ; 

And  flourilb  long  without  decay, 
with  euerlafting  fame. 

For  the  Noble-men,  for  deciding  of 
futes  concerning  their  HonourSjand  for 
the  gining  vnto  cucry  man  that  which  of 
right  bclongcth  vnto  his  Farmc  and  Dig- 
nitie ,  hauc  their  Tribunall  or  proper 
Martiall  Court ,  which  they  arc  wont  to 
call ,  The  Court  of  Chiudry  .-whereof, 
when  wee  ftiall  come  vnto  the  Order  of 
Knight-hood ,  wee  fhall  fay  fomewhat 
more. 
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He  named  Noble 
men  which  our 
Country  of  Eng¬ 
land  bearcth,  and 
in  honour  excel¬ 
ling,  1  hauc  with 
as  much  breuitie 
as  I  could  ,decla 


red,  and  in  painting  ofit  foorth,  propo- 
led  it  vnto  the  eye :  with  what  Lawes  alfo 
they  are  created,  and  with  what  orders 
of  fucceflions  they  after  our  manner  Hue, 

I  haue  in  few  wordes  briefely  fliewcd. 

Now  if  1  had  vnto  thefe.alfb  ioyned  the 
Fellowcs  of  the  Order  of  the  Garter ,  I 
might  well  feeme  to  hauc  ended  this 
Treatife,  beeing  about  to  haue  written 
nothing  at  all ,  of  thofe  whom  vvee  call 
Noble^men  of  the  leffer forty  or  Vnn a med : 
but  the  carneft  and  continual  calling  vp- 
pon  of  ccrtainc  of  my  friends,  oucrcame 
mee.  Wherefore ,  feeing  that  icisney- 
ther  altogether  ftrange  from  our  pur- 
pofe,  and  may  be  done  without  ftrain- 
ingofthc  Methode  of  that  I  haue  taken 
in  hand,  both  the  place,  and  the  requefts 
of  my  friends  hauc  inuited  mee  by  the 
way  toioyne  heefeunto  thefc  few  things 
heereafter  following : 

The  Noblemen  therefore  of  the  Icf- 
fer  fort  3  are  in  three  (brts  or  rankes  diui- 
dedly  comprehended. 

The  firft  rankc  or  order,  is  of  Knights: ' 

The  fecond  isofEfquires :  The  third, of 
them  wc  call  onely  by  the  name  of  Gen¬ 
tlemen. 

Thofe  whom  the  Frenchmen  fimplic 
call  Gentilz^hommes  y  andw^ecin  Englilb 
Gentlemen,  vvee  thusdiftinguifli  into 
three  fores: 

FirA,  hec  which dcriiicth  his Stockci,‘|“7n‘l'!Iii.i 
with  Armes  from  his  AunccAors ,  is  by  ojt  anic  other 
bloud  a  Gentleman. 

Secondly,  hcc  which  bcarcth  Armes 
oncly, although  he  be  not  yet  by  Srockc 
a  Gentleman,  is  yet  called  a  Gentleman, 
and  giucth  Gentry  vnto  his  fonnes. 

Third- 


Three  de¬ 
grees  or  r£k 
of  Nobl 
orGcntlcincfl 
of  the  Icllcr 


addjuoa. 
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Thirdly ,  hce  which  is  of  reputation 
oncly  for  his  learning,  or  for  fome  Of¬ 
fice  or  fim£lion  which  hce  beareth ,  hce 
oncly  for  himlelfe ,  is  in  common  efti- 
mation  accounted  a  Gentleman  ;  ah 
though  he  had  a  common  perfon  to  his 
Father ,  and  leaue  his  Sonnes  common 
perfons  alfo. 

An  Efquire,  who  fometime  is  alfo  cal¬ 
led  Scutifer^  or  a  Shield-bearer^  and  in  an¬ 
cient  time  (or  a  Man  at 

Armes)  in  French  Efeutre^  and  in  En- 
glifh  a  S quire^  or  an  Ef quire ,  is  next  vn- 
to  a  Knight :  as  hec  vvho  in  ancient  time 
following  a  Knight,  by  his  fide  bare  his 
Armes ,  as  a  moft  faithful!  Fellow-foul- 
dier  with  him ,  From  whence  perhap% 
they  whom  wee  at  this  day  in  our  Kings 
houfes^  account  Squires  fbrthebodie, 
feeme  to  hauc  taken  their  beginning . 
But  that  which  at  firft  was  byinftitution 
amilitarieOffice,  is  now  become  a  de¬ 
gree  ofdignitie  :  whereof,  Antiquiticit 
felfc,  and  the  cuftome  of  our  Kingdomc 
hath  brought  forth  vnto  vs  foure  kinds. 

The  firft  doth  comprehend  all  the- 
younger  fonnes  of  Barons,  and  of  other 
Noble-men  ,  and  their  firft  begotten 
Sonnes  alfo  5  who  together  with  their 
being  firft  borne,  make  the  dignitieof 
Efquirefliipfucceflbrie  ,  folong  as  their 
iffue  male  faileth  not. 

Another  kinde  (  and  that  moft  aun- 
cient)  'is  of  them  ^  which  arc  borne  the 
cldeft  Sonnes  of  Knights ,  and  their  el- 
deft  Sonnes  alfo. 

The  third  is  of  them,  which  of  aunci- 
ent  time  graced  with  Armes  belonging 
vnto  their  Stocke  and  Family ,  arc  the 
firft  begotten  and  chiefe  of  their  houfc 
and  ftockc.  And  thefe  by  a  certaync  pre- 
rogatiuc  of  being  the  cldeft  or  firft  born, 
goe  before  all  \jl(^  reft  of  the  Gentlemen 
of  the  fame  Family  afide  difeended ,  and 
are  accounted  Efquires. 

The  fourth  kind  refpedeth  the  com- 
mon-weale ,  and  the  Kings  houfc .  For 
they  which  bcarc  publique  Offices  in  the 
Common-weale ,  arc  of  Gentlemen  in 
reputation  made  Efquires .  Such  as  are 
the  fudges,  the  Kings  Atturncy,  and 
Prolocutor  :  the  Sergeants  at  Law,  and 
other  Officers  o(  like  fort  belonging  vn¬ 
to  the  Exchequer. 

,  Vnto  thefe  alfb  wee  may  cfpecially 
ioync,  ifnotpreferre,  fuch  asproceede 
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Dodors  of  Diuiniric ,  or  otherwife  in 
other  profeffions  in  the  Vniucrfitics.  For 
Dodorfhip  is  a  Title  ofDignitie  more 
noble ,  then  they  which  are  Gentlemen 
but  by  their  ftockc  onely :  vnto  whom  af 
fo  after  our  manner ,  in  the  Kings  Com- 
miffions  concerning  the  publikc  affaires, 
fpmuch  preeminence  is  giuen  ,  as  that 
they  may  well  feeme  indignitie,  to  bee 
compared  with  Knights. 

In  the  Kings  houfc  alfb,  the  Appari¬ 
tors  ,  commonly  called  Sergeants  at 
Armes  ,  Heralds ,  and  all  feruing  in  the 
Kings  Court,  whom  for  the  preemi¬ 
nence  of  their  Offices ,  we  alfo  call  Ser¬ 
geants  ,  are  made  Efquicrs  with  chaincs, 

(  viz.)  with  a  Collar  made  of  Silucrand 
blackc  SS  put  about  their  ncckcs  by  the 
Kings  tnemfelues. 

Knights  (in  French  called  Cheualiers) 
are  with  vs  called  either  Knights  Banne 
rets ,  Knights  of  the  Bath ,  or  Knights 
Batchellors. 

Other  there  be  of  the  Garter  alfo , but 
of  another  fort ,  then  that  tlicy  are  to  be 
comprehended  in  a  kind, to  be  compared 
with  thefe  as  in  due  place  is  to  be  {l:icvvcd. 

4^*  Banneret  is  a  degree  of  Honour, 
cftccmed  the  laftamongeft  the  greafeft 
( I  rr^eanc  Nobilium  maiorum  )  pr  the  firft 
with  thofe  of  the  fecond  ranke.  T  hree 
formes  of  creations  I  hauc  obferued ,  as 
fomeiimcs  vnder  the  Royall  Standerd 
dilplayed :  the  perfon  hauing  the  lower 
end  of  his  Pennon  cut  off  into  a  fquarc 
(  fuch  as  Barons  vfc  )  rcceiucth  that  Ho¬ 
nour  :  Or  as  the  third  cnioyned 

IViliiamdela  Poole  by  Patten ,  Ft  fiat  urn 
dr  honorem  ten^ret  dr  continuer et  Banne- 
rettiy  To  him  and  to  hie  hetres  :  Or  as  TV?- 
cholaue  de  Grey  wsis  declared,  by  Writ  of 
King  Edward  the  fecond,  to  be,  De  fami-  kx  comp.  Gar- 
lia  Regis  tanquam  Bannerettm  5  thereby 
meaning,  both  Prceedencie  and  Sallary 
accordingly.  ' 

The  two  other  Knight-hood^  Batchel¬ 
lors,  and  of  the  Bath,^dmit  this  difference 
betweene  them ,  jthac  to  the  one  from  e- 
lc6i:iue  grace  of  the  Soueraigne  (to  at-' 
tcndhimfelfeor  Quene  in  their  inaugu¬ 
rations, or  his  Childrens  crcatioiis)there 
is  annexed  a  Minifteriall  duetie  to  their 
knightly  dignities;  the  otherjnothing  be¬ 
ing  left  but  their  bare  Stile  and  proper 
Mcrite ;  and  therefore  they  are  cythcr  in 
the  Record  ,  mentioned  by  none  o- 
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.  \iher  name  then  Milites  Jimplid^yct  had  in 
former  ages  (a,  well  as  other  degrees  of 
honour)  many  worthy  and  religious  ce¬ 
remonies,  as  alfo  peculiar  robes  at  their 
Creations  (as  appeareih  copioufly  both 
in  ftory  and  record.)  But  they  by  iniury 
of  times ,  and  promifeuous  admiflions 
(which  fomewhat  declined  their  reputati¬ 
on)  had  bcene  fully  !ofl:,had  not  the  other 
preferued  the  memory  and  vfe  of  fuch 
venerable  order. 

As  for  right  of  precedency  betweene 
thefe  two  5  or  whether  fuch  temporall  fer- 
uice  enlarged  to  the  one  more  then  the 
other,  inueftetha  perpetuall  priority  or 
00,1  leaiie  it  to  the  difcuflion  of  thofe^  to 
whom  in  due  ©fplace^and  depth  of  Iiidg- 
mcnt,it  properly  belongcth. 

No  man  is  borne  a  Knight,  but  men 
vppon  their  knees  rcceiiie  that  Dignity 
(which  is  not  but  together  with  life  loft, 
or  taken  away)  of  the  King  or  his  Lieute¬ 
nant  generalljhauing  regard  eyther  to  his 
ftocke,  his  vertiie,  or  his  fortune,  or  his 
adcs  done  at  home  or  abroad  j  lightly 
ftriking  him  that  is  fo  to  be  created,  vpon 
the  (houlder  with  a  drawnc  Sword.  The 
Prince  (peaking  theie  words  in  French'^ 
Soyes  bon  chetialier  d*orefenaumt  au  mm 
devieu:  (Bee from  hence-foith a  good 
Knight, in  the  name  of  God.)  And  they 
which  arefo  i'nadcKnighrs,hauingki{red 
the  Sword,  and  this  word  (5/>)  being  ad¬ 
ded  vnto  their  names,  for  tearme  of  their 
Hues,  arc  euery  where  (after  the  French 
manner  in  calling  of  their  Kings)  diftin- 
giiifhcd  from  other  men  ySir  John  Norris^ 
Sir  Francis  Drake,  A  dignity  indeede  of 
it  feife  fo  found, apparanCj^  ful  of  honor, 
as  that  it  euery  where  befeemetb  moft 
great  Dukes  and  Earles :  and  which  cuen 
Kings  thefelues  haue  not  difdained  kind¬ 
ly  to  thanke  one  another  for  •  Forfo  we 
reade  our  King  the  fccond  of  that 

name,to  haue  made  Malcolrne  King  of  the 
ScotSy  Knight  at  T irwin  in  France^  for  his 
good  feriiicc  at  Tholoufe  ^  inthe  yearc 
II 5  9.  And  Alexander^  the  Sonne  of  Wil¬ 
liam  King  of  the  Scots^  being  not  I4.years 
old, to  haue  recciued  the  order  ofknight- 
hood  in  Ergland,inthe yeare  iiii.Uugh 
P  ^r^Veftored  vnto  the  Earledome  of  Ox- 
by  the  King  made  Henry 

of  Lacy  alfo  in  the  right  of  his  Wife,  and 
by  the  refignation  of  his  Mother  in  law, 
promoted  10  be  Earle  of  Lincolne^  recei- 


ued  the  third  penny  of  his  Eailedomc 
from  the  time  he  was  made  knight,  about 
ten  yearcs  more  or  Icfle  before  hcewas 
created  Earle .  Befide  that ,  the  ancient 
Regifterof  the  Church  oi  Abingdon  thus 
reporteth. 

RichardlL^tlc  of  Chesler ^whh  his  mo¬ 
ther  Ermentrude in  the Towne  of 
Abin^doni  the  Abbot,  and  the 

Countefte  bis  Mother,  earneftly  calling 
vpon  him, confirmed  fdr  wel  donCjWhat- 
foeucr  was  done  concerning  the  Land  of 
Wimondifleie^ and  with  his  wi  icing  ftreng- 
thened  the  fame.  Which  writincr  he  ap- 
fiointed  to  bee  fealed  with  his  Mothers 
Seale,  for  he  being  not  yet  knighted,  all 
the  Letters  by  him  any  whether  direded, 
were  clofed  with  his  Mothers  Seale,  And 
for  this  caufc  it  is,that  it  is  noted,  the  wri¬ 
ting  to  be  figned  rather  with  the  feale  of 
the  Coiinteflc,  then  of  the  Earle  himfel  f. 
Of  which  writing,  this  is  thefoimcj  Ri- 
chardus  Comes  Celtriat^  ^  Ermentrudis 
Comitiffa  Mater  eim^  NigillodeOylly^^c, 
Earle  of  Chesler^znd  Ermemrudls 
the  Counteffe,  his  Mother,  to  Mgili  of 
Oylly^iyfC. 

This  fame  thing  doc  alfo  the  ancient 
formes  of  the  Parliament  writs  leflifie. 
For  it  is  manifeft, Kings  haue  beene  wont 
tofummonthc  Nobility  ofche  kingdom 
vnto  their  Parliaments,  loanni  Mar chioni 
de  MonteacutoChemlier  {vmo  lohn  Mar- 
quejfeoi  Montacute  Knight ;  And  Henri- 
cus%L  HenricoVicecomiti  Bourchier  Militi 
{Henry  the  vi.vnto  Henry  V'tcount  Bourchier 
Knight.)  I  Mdvoardn^.^Q.  M\  hich  man¬ 
ner  of  calling,  although  it  hath  begun  of 
long  to  grow  out  of  vfe  in  others  of  the 
Nobility ,yet  eyther  in  calling  out  ofnew 
Barons  ,or  in  fummoning  of  the  oldedt  is 
ftill  right  fcrioLifly  obfefued;  o^sGtdtelmo 
Brooke  de  Cobh  am  Cheualicr  ( vnto  William 
Brooke  of  Cobham  knight. )  And  GulteL- 
mo  Cecill  de  Burghky  Militi  (10  William 
Cccill of  Burghley  knight^  when  as  thry 
both  were  commonly  knownc  and  called 
Barons  or  Lords  of  Cobham,^o{  Burgh- 
ley:  fothac  a  man  would  almofl:fay,die 
order  of  knights  to  bee  the  Seminary  of 
the  Baronage  of  England. 

I  let  pafle  in  the  nieane  time,  with  how 
great  folemnity  of  the  kingdome,  and 
charges  of  the  Subicds,  Kings  in  aheient 
time  were  w^ont  to  conferre  and  beftow 
this  Military  honour  and  dignity  vppon 
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their  cldeft  Sonncs3('z;/;5,)thc  Princes  of 
Wales ,  and  with  what  kilter  and  magni¬ 
ficence,  Emperours  and  Kings  ioyned  in 
league  together  ^  (by  a  certaine  mutuall 
and  as  it  were  natural  power  ofmonarks 
among  themfelues,  in  beftowing  Nobi¬ 
lity  according  to  the  Laj^c  of  Nations) 
haiic  difrrnflTedone  anoihers  Subiefts  & 
AmbalTadoiirs ,  graced  with  thisDigni- 
tie .  I  lift  onely  becreunto  to  ioync  an 
,auncicnt  forme ,  with  the  Rites  and  Ce¬ 
remonies  thereof  5  out  of  an  old  Chro¬ 
nicle  of  a  certayne  nameleffe  writer^  ^;?- 
no  (faith  he)  131^,  Dominus  Richardus  de 
Rodney fact  us fuh  Miles  apud  Keynfham  die 
tranjlatioms  Sanc^i  Thorns  Martyr  is  in 
prizfentia  domini  Almarici  C  omit  is  de  Pen- 
broke  ,  qui  cinxit  eum  gladio ,  Dominus 
Mauritius  de  Barkley  fuper  pedemdextrum 
pofuit  ‘vnum  calcar :  ^  Dominus  Bartholo- 
meus  de  Badelifmer  (Earo'vterque)fuppo- 
\  fuit  aliud  fuperpedem  Jinisirum  in  Aula^ 
^  hoc  fact  9^  recefeit  cum  honor e.  In  the 
yearei3i5,  Lovd  Richard  of  Rodney,  was 
made  Knight  at  Keyn/ham ,  vpon  the  day 
of  the'  tranflation  of  Saint  Thorns  the 
Martyr ,  in  the  prcfence  of  ^.maricus 
Earle  ot  Penbrooke ,  who  girt  him  with 
the  Sword  :  and  the  Lord  Maurice  of 
Barkley  put  one  Spurreonhis  right  foot, 
and  the  Lord  Bartholomew  of  Badelifmer 
(both  of  them  Barons)  put  the  other 
Spurre  vpon  hi?  left  foot  in  the  Hallj  and 
this  done, he  with  honour  departed.  But 
now  according  to  the  mancr  of  the  time, 
we  Hue  after  another  faftiion^  and  in  thisj 
as  in  other  things,the  change  and  altera¬ 
tion  of  things  hath  taught  vs,  what  an  al¬ 
teration  of  things  the  long  continuance 
of  time  is  able  to  make.  So  in  thinking 
of  the  beginning  of  Knights,  and  as  wjpU 
ofthcantiquitic  of  the  Order  of  Knight¬ 
hood,  as  of  the  prchcmincnce  thereof  a- 
boue  other  dignifies  and  honours,  I  can 
fearfe  rciblue  my  felfe,but  that  this  name 
of  oldc  liiould  feeme  to  make  fhe w  vnto 
me  offome  (I  wot  not  what)  magnificent 
^ndmaiefticall  things  contayned  in  the 
fame  3  and  more  excellent  then  Nobility 
It  fclie  :  and  mounting  (as  it  were)  into 
thcroyall  Throancs,  litteth  as  it  were  a 
Judge  in  the  ludgement  feate ,  and  the 
Protcdourofallciuill  Nobility.  For  the 
dcfciding  of  kites  concerning  honours, 
and  for  the  preieruation  vnto  cucry  man 
the  right  ofhis  fame  or  dignity,  the  natu- 


j  rail  tribuiiall  Seatc  or  Court  for  tfie  No- 
bilitie ,  is  cuery  where  called  Militarise 
that  is  to  fay,  the  Martiall  or  Militaric 
Court ,  and  commonly  ,  the  Court  of 
Chiualrie  :  the  forme  whereof  With  vs  is 
this •  The  appoy need  place  for  the  hold¬ 
ing  thereof,  is  the  Kings  Hall  :  wherein 
the  ConftableoftheKingdome,  and  the 
Marlhall  of  England  fit  as  lodges,  where 
any  Plaintife ,  cither  in  cafe  of  dignities 
or  of  Armes,  or  of  any  other  kite  or  con- 
trouerfie  concerning  Nobility  and  Ho¬ 
nour,  mayfue  the  Defendant.  But  the 
forme  wherein  the  Conftablc  of  England 
was  wont  to  call  the  Nobility  and  Gen¬ 
try  vnto  his  Courtor  ludgement  feate, 
was  on  this  fort: 


Jehan Jilsc,  du  Roy  Con  si  able  ct  A  agle- 
terre,^c. 

'Uyhn  the  Kings  Sonne,  Conftablc  of 
^England,  and  W  arden  of  the  Eaft-mar- 
ches  toward  Scotland,  to  our  vvelbeloiied 
Co2in,Sir  Rafe  JSteuilefE^xlc  ofWesimer- 
landy^nd  Marfhall  of  England,  greeting. 
We  command  and  charge  you,that  you 
caufc  to  come  and  appeare  before  vs  at 
WeHminHer,  the  ninth  day  of  May  next 
comming  ,  before  Mounjteur  Edward 
HaHings ,  to  anfwerc  to  Mounfieur  Rey¬ 
nold  Loxd  of  Grey,  and  of  Rutheyn,  con¬ 
cerning  that  which  he  fhallthcn  charge 
him  with  in  our  court  of  Chcualry,  con¬ 
cerning  the  full  vfing  and  bearing  ofhis 
Armes,  and  to  that  the  Lord  faith, 
and  as  it  (hall  be  more  fully  declared  at 
the  fame  day ;  and  further  to  doc  and  rc- 
ceiuc  that  which  the  Lawe  andthecii- 
ftome  of  our  faid  Court  (hall  in  this  part 
require .  Returning  before  vs  at  the  a- 
forefaid  day  with  this  our  Preceptjal  that 
you  fhall  therein  hauedone.  Giuenat 
Wesiminfier  vnderihe  Seale  of  our  Of¬ 
fice,  the  firft  day  of  May,  in  the  reigne  of 
my  mod  dread  Lord  and  Father  King 
Henry  the  fourth,  after  the  Conqiieft,thc 
eight. 

IehanJilx>,Jrere,  e  Fncle  an  Roys,  Due 
de  Bedford,^c, 

lohn,  Sonne,  Brother,  and  Vncklc  to 
“^-KingSjDiikc  of  Bedford  and  AmoU)  Earl 
ofRichmond,  and  of  Kendall,  and  Confta¬ 
blc  o[  England,'^ mo  our  weibcloued  Co- 
zin^/ohn  duke  of Northfolke,  Marfhall  of 
England,  greeting .  We  command  and 
_ _ Z  z  charge 
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charee  you, that  you  caufc  to  be  arrefted,  ,  of  King  Richard  the  fecond. 

and  to  come  before  vs  or  our  Lieutenant  I  But  this  llcaue  to  the  iudicious  labor 


at  Weflminflery  vpon  the  i  5,  of  S.  Hdlarie 
next  comming,  William  Clofton  of  the 
Countic  of  Suffolke  Efquire,  then  to 
anfwcare  before  vs  or  our  Lieutenant  in 
the  Court  of  Chiuairie  ,  to  Robert  Blared 
of  the  County  of  Ltncolm  cfquire^to  that 
which  he  the  faid  Robert  fhal  then  charge  * 
him  with  by  the  way  of  Arms,  as  bailing 
fet  and  put  to  the  Scale  ofbis  Armes  to  a 
falfeand  forged  writing,  done  to  the 
hurt  and  danger  of  him  the  faid  Robert 
hundred  pounds,  and  more  then  chat,  as 
he  faith  .  Returning  before  vsat  the  fayd 
day, with  this  o\m  ABandatey^\  that  which 
you  fhall  hauc  therein  done  .  Giuen  vn- 
derthc  Scale  of  our  Office,  the  23.  day 
of  Nouember,  in  the  fixetcenth  y eare  of 
the  reigne  of  our  Lord  the  King,  &  fince 
the  Couqueftof  England ^  the  hundred. 

The  forme  of  the  profecuting  of  the  a- 
(Sfion,  is  on  both  fides  tryed,  by  the  look¬ 
ing  into  of  Letters  Patents ,  auncient 
Charters ,  and  of  Euidenccs  (  as  they 
tcarme  them)  and  by  Witnefles  .  All 
things  are  (for  the  moftpart)  adled  by 
their  Aduocates,  in  Writings  ^  in  La- 
tine  or  in  French .  At  length  thedefini- 
tiue  Sentence  ,  according  vnto  equitie 
and  right,  and  our  owne  heroycallcu- 
ftomc  ,  and  not  after  any  ftrange  mancr, 
fealed  with  the  piiblike  Seale  of  the  Of¬ 
fice  is  openly  read  ,  and  afterward  is  de- 
liuered  to  the  Earle  Marfhall ,  to  be  put 
into  execution.  If  any  thing  chance  to  be 
vnprotiidedly  done,  or  vnaduifedly  in 
the  fute  ouer-flipped  on  eythcr  part,  it  is 
lawful  for  them  to  appeale  vnto  the  king, 
who  is  wont  to  referre  the  whole  matter 
vnto  the  Biffiops ,  and  other  Eccl^iafti- 
call  perfons ,  vnto  the  learned  Lawyers, 
and  others  of  moft  vpright  life^  to  be  di¬ 
ligently  againe  examined  &  expounded. 
And  eucn  in  this  very  manner  it  was  ar¬ 
gued,  adiudged,  and  appealed,  betwixt 
Reynold  Baron  Gray  of  Ruthen  y  and£^/- 
Toard  HaUings  Knight,  concerning  the 
Armes  of  the in  the  reigne  of 
Yy^\^<^Henry  the  third.  Likewife, betwixt 
the  Barons  of  LouelUn^  Morley ,  for  the 
Armes  of  the  familie  oiBurnelL  And  Ri¬ 
chard  Scroope  Plaintife  ,  againft  Robert 
Defendant ,  in  an  Aifion  of 
Armes  in  the  ninth  yearc  of  the  reigne 


of  that  noble  perfon  and  excellent  iudge- 
ment,  who  now  can  onely  repairc  the  la¬ 
mented  ruinesof  that  lurifdiclion  ,  ha- 
uing  bequeathed  vnto  him  thcGenmoi 
thofe  his  renowned  Annccftours,that  fo 
many  yearcs  filled  vp  with  famous  me¬ 
mory,  the  lud'gementSeate  of  this  Roy- 
all  Court ,  referring  the  eye  of  further 
fearch,  eytherto  the  Kings  Records,  or 
tothofeRcglftcrsof  Armes  and  Honor 
whomc  itconcernethmoftto  feckeout 
fuch  Monuments  with  the  Genealbgies 
of  Families ,  and  the  Armes  of  Stockes 
and  Kindreds  to  diftinguifh  the  fame,  to 
write  things  done,  and  toregifterthem 
vp  in  Bookes,  for  the  perperuall  remem¬ 
brance  thereof.  And  who  ihemfelucs  ac¬ 
knowledging  the  high  Conftablc  ,  and 
the  Earle  Marfhall  of  England  for  their 
Patrons ,  receiue  ycarcly  penfions  from 
the  Kings,  and  are  by  them  with  notable  . 
priuiledges  rewarded. 

Heere  at  length  I  might  hauc  a  large 
occafion  tofpeake  of  the  folcmne  Cere¬ 
monies  of  the  Heralds ;  of  their  inftituti- 
on,  imminuities  (both  in  time  of  peace 
and  warre)  and  of  the  auncient  reputati- j 
on  had  ofthem  amongft  allNations  :  if 
it  were  la  wfull  for  mce  to  roame  at  large 
beyond  tbcbreuitic  I  hauevnto  my  fclfc 
propounded,  and  whom  therefore  I  had 
purpofed  infilence  to  haue  paffed  oubr. 
But,  left  I  writing  of  fo  many  degrees  of 
out  Noblemen,  and  fo  great  things  con¬ 
cerning  Politicall  Nobility  3^  ( in  leaning 
to  be  fpokefmen  for  themlclues)  I  might 
feeme  to  haue  fpoken  vnaduifedly  ,  and 
not  indifferently  ,  I  thought  it  good 
briefly ,  and  by  the  way  ,  to  touch  thefe 
things  concerning  Heralds .  They  were 
in  auncient  time  Feriales,  or  as  Meflcn- 
gers  of  the  publique  faith  and  credit.  But 
fince  the  time  Princes  and  Monarks,  tor 
difpatchof  their  affaires,  firft  began  to 
haue  their  Ambafladors  ftil  refident  one 
of  them  with  another,  the  reputation  of 
Heraldsisfoimpairedjas  that  they  cnc- 
rie  where  line  as  men  neglcded, 6c  quite 
oucrthrownc.  Yet  what  our  Heraldes 
be  3  and  in  what  houfes,  and  vnder  what 
Lawes  they  ( by  the  fauour  of  our  Kings) 
together  with  vs  in  fafety  dwell ,  I  will 
heere,  as  it  were,  in  a  lEon  Inueniorie, ' 

propound  vnto  the  eye  of  the  Reader. 

The 


.1^, 


Of  the  Society  of  Heralds. 


f 


Career,  who  goeth  firft,  ascheefe 

Ringleader  of  the  all :  not  fo  much 

for  the  antiquity  of  his  creation(for 

he  was  firft  created  by  King  Bctiry 

which  of  their^  the  fift)  as  for  the  fupcr-eminence  i 

o  (Sees  are  cal-  Order  of  the  Garter.  ^ 

led 


Three  Kinges, 


f  hrentiut,  ordained  by  K.  | 

>  ^Edward  the  j.and  are  called 

J\orrqy, 

I  * 


Prouinciall  kings  of  Armes. 


(  I  ! 


The  Colle- 


giate 


::?bu 


of  Heraldes,< 
confifteth,of 
xiije  perfons, 

I  (viz:)  of 


’  Somirfet, 
Chefler, 
Wtndefor. 
’^ichemondi^.  f 


j 


Slxe-Heraldes,  which 
by  the  names  of  their*, 
additions  are  called,  U„c^e~'\ 

]  -r::  ^Yorkf.  f 

Foiire  Purfuiuarites,  f  ^  ,  ;  ) 

which  in  Hefaldrie 

Portcullis. 

* 

Plcve-mAnteli 

% 

%^uge  croix. 


ma 


ers 


you 

and  followers,  vnto' 
whom  ‘other  Names 

•  h  ^ 

are  giuen  alfo,(yiz  ) 

A  LI  thofe  by  the  names  of  Kings,  Heralds,  and 
J^PurJuiuantSi  are  by  the  Kings  themfelues  im- 
mediatelie,  or  by  theConftable  oftheking- 
dome,or  theMarlhall  with  the  Kings  Authority, 
crowned  with  Crownes, graced  with  Collars,  atti¬ 
red  with  their  rich  Coates,  named  by  their  names 
of  addition,and  with  certaine  appointed  Ceremo¬ 
nies  created,  receiuc  their  yearely  ftipends  out  of 
the  Kings  Exchequer,  to  confult  and  meete  toge¬ 
ther,  about  Armes  and  Authcnticall  Monuments, 
and  helping  and  profiling  vnto  the  Art  of  Heral¬ 
dry.  And  they  by  the  Kings  Charter  Incorporate, 
are  endowed  with  a  publike  houfe  in  London,  the 
cheefe  Citty  of  the  Kingdome :  where(befides  the 
Immunities  and  Priuiledges  whereby  theyliue) 
they  are  with  the  preheminences  of  their  degrees 
and  fundlionSjOne  from  another  ' 


Zz  » 


4- 
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1 


Of  the  Society  of  Heralds. 


c  I*  #  V I  - 


f  Arc  fct  to  pr^- 
feriic  the  digni¬ 
ty  and  reputa- 


'  (j4r/^rjKingpfArincs,for  thcfnpcrcminent  Digni- 
‘  ty  of  thc'Garter,is  of  the  the  cheefe  ^  whofe  peculiar 
Office  it  iSjWith  all  diitifull  feruice  to  attend  vppon 
the  Knights  bf  that  order.  To  adiicrtife  tliem  which 
are  chbfen  bf  their  hew  eledion,  to  call  them  to  bee 
enftalled  at  J^0/i^ri  and  to  caufe  their  Armes  to  be 


tion  oftheir  fo-  hanged vpvpon  their  feates.At  their  burials^to  haue 


ciety,  apd  go- 
uerne  the  rcft> 
as  for  example/ 


« j 


4'  * 


«  - 


a  care  of  their  Funerall  Rites  &  Cercmonics.Wher- 
fore,  (befidc  the  ycarely  wages  giiicn  him  by  the 
Knights)  he  is  by  the  King  hirhfelfe  rewarded  with  a 
Salary  double  to  the  reft,  in'euery  new  Emperour, 
King5Rfince,Duke3Marqueffc,Earle3  Vicount^  Ba- 
or  Knight,  to  be  into  this  order  cnftaiilcd,  hcc 
challengethofhimthe  vppermoft  Garment,  which 
he  on  that  day  wcareth.  He  alfo  £H®eih  vntofeuery 
new  Baron,  called  ynto  the  Parliament,  the  plate 
wherein  he  is  to  fit  atfibhg  his  Peeres,  and  ordcretH 
other  things  concerning  their  ordw.  ; 


•  j 


-  i 


For  feme  j 
of  them.  ' 


ces  or  EngUmpn 
this  fide  of  the  Ri- 

Norroy^  Who  Is  al¬ 
io  acknowledged 


cUrentius^  who  is '  Thefe  two*haue  bt  chkf- 

'  ■ "  ^  M  ^  power  to  vilit  the  No- 

al  the EaftjWeftj  ,  ,  ‘  _  ... 

&  South  Prouin-,_  hlemens  Families,  to  let 

downe  their  PedegreeSjto 
diftinguifli  their  armes,  & 
in  the  open  Market-place, 
to  reprouefuch  asfelfely 
take  vpon  the  Nobility  or 
for  king  of  Arms^  Gentry.And  toordereue- 

Exequies  &Fu- 
nerals,  according  to  their 
Dignity,  &  to  appoint  vn- 
to  them  their  Armes  or 
Enfignes,&c.  And  in  all 
things  gouern  the  Heralds 
as  well  'as  Garter. 


dom,  beyond  the 
Riuer  of  Trem» 


Other  feme  '  HcraUs  md 

arc  pointed  '  ^  , 

to  obey  (viz.)  /  UJyUlU^iHtS 


who  in  all  things  endcuorthcmlclues  fpr 
the  defence  of  their  fociety,or  to  their  own 
^  Jawfiill  profite  io  priuatCT  and  willingly  dc 
^pend  of  the  commandeoicnts  of  the  kings 


And  thefe  oncly  arc  the  Kings  He¬ 
ralds,  with  vs  fo  called,,  for  that  theyre- 
cciue  wages  of  the  kings  ,and  with  publike 
fcruice,  ferue  all  the  Nobility  of  the  king- 
dome. 

Howbeit,Noble-mcn  and  Peeres  of 
this  Land,  in  ancient  time  had  their  He¬ 
ralds  peculiar  vnto  themfclucs.  For 
CbeBer  the  Herald,  and  Fdco^z  Piir- 


fuiiiant,  liued  at  the  commaund  of the 
Prince  of  Wales,  and  feruedhim.  Hi^m- 
freyy  Duke  of  Glocelfer ,  and  Earle  of 
Venhroke ,  had  the  Herald  Penbroke  his 
houfholdSeruant. 

Richard  of  Glocel^eryhmn?, 

now  obtayned  the  kingdome,wold  needs 
haue  his  Herald  to  bee  called 

King  of  Armes  for  all  Vv^ales .  Charles 

Rrandon 


ooke 


_ ^fche  Society  of  Heralds. 


I  BrandonY)wVz  of  Suffolke,  retained 6'^ 
\folke  Hcrdld^  and  Aicirlcon  tlic  Piirfuiuanr, 
his  Seruants.The  ]VIarcjiieflcofi)^/'r<^e/'’, 
kept  Grolrj  the  Herald.  The  Earle  oiNor^ 
thumkerlandkcpt  Northumkerlmdihc  He- 
raid,  and  Ejperance  the  Arthur 

PUntdginetj^icount  Vijle^  took  vnto  hioi- 
felfe  L  ijle  the  Purfiiiiianc :  and  Baron  f/4- 
fl^ings yUaJling  the  Piirfuiuanr.  Thcfe  it 
pleafed  me  to  hauc  out  of  many  others 
rehearfedjwho  ferued  Noblemen  in  their 
peculiar  and  domefticall  feruices.  But  the 
condition  of  the  Seruantismade  better, 
by  the  dignity  of  his  Lord  and  Maftcr,fo 
thefe  forenamed  Heralds  liued  not  with 
like  authority  orpriuiledges  as  with  the 
Kings. 

Sol  breefely  touch  all  things,  for  the 
beautifying  and  fetring  forth  of  Politicall 
Nobility:  Now  at  length  (by  the  Heralds 
leaue)  let  itbcelawfull  formee  toioyne 
heereimto  and  infert  fome  few  things  co- 
cerning  Armes,  whereby  Noblemen  arc 
wonttobe  knownefrom  the  vulgarfort, 
and  to  be  among  themfeluesby  families 
diuided^being  wont  in  ancient  time  to  be 
more  fparingly  beftowed,  then  in  this 

our  age^and  oiiely  vpon  fuchjas  had  with 

their  good  feruicc  deferued  them.  '  * 

But  fuch  kindc  of  Arnies  fteme  notto 
haiie  taken  beginning,  but  of  fuch  nialiip-- 
ly  rewards, as  were  wont  to  be  giiicn  vnto 
well  deferiiing  menjin  the  Roman  Com-, 
mon-wealc  -•  ^  For  the  Rom^incs^  alwayes 
moft  ftriiicdfor  the  obrayning  of  honor 
andgiory,  for  the  nouriiTiing  whereof, 
they  with  ornaments  and  rewards,  laboii-^ 
red  to  ftirre  vp  mens  mindcs,  for  the  per- 
prmance  of  noble  actions,  both  at  home 
and  abroad  Jn  warres  flourifhed  Military 
^mils^Tropheis^  T '■lumphallx^/ches.  Let- 
ters  LuureAt^^cXw  time  ofpcacCjat  home 
were  Oicwcd  honourable  Titles, Images,. 
Statiics^and  fuch  like .  Things  indeed 
wifely  at  firft'deuifed,and  afterward  fo  to¬ 
gether  with  the  Empire  encreafed,  that 
how  many, and  what  manner  of  Crowns, 
BraceIcts5Chaincs,and  Crefts,  euery  ma 
had  deferued;  what  manner  of  trappings, 
SpcareSjDartSjOr  Bclts,they  had  gotten : 
tec  they  were  wont  in  their  expeditions 
in  the  wars,  to  bcarc  in  their  Targets  and 
Bucklers, or  fet  vpon  their  Helmets ;  and 
againe, returning  home, in  time  ofpcace, 
cucry  good  Scruitor  did  hang  them  vp  in 
their  houfes;  thofc  Ornaments  they 


by  the  name  of  Amies,  were  wont  by 
long  order  of  fucceffion,  codcliucr  ouer 
vnto  their  poff&rity.*  and  hcercof  thofe 
armes  of  Families,  heereand  there  dif- 
pierccdly  by  the  Nobility,  vfed  m  diners 
kingdomes,  were  (if  it  picafeyou  fo  to 
thinke)  of  the  Germanes  called 
in  our  language  in  Latine^^.- 

^p^jfor  that  with  them  the  enemies  were 
repulfed. 

Thefe  things  the  ancient  Ro?mj7  Coynes 
declare, and  the  credible  ancient  Romatne 
\N riters ;  the  vfe  wherof  fo  at  length  prcr 
nailed  in  kingdomes, that  as  names  diftifi- 
guiflied  men  from  men,  eucn  fo  Armes 
diuided  Nations  from  Nations,  and  Fa¬ 
milies  from  Families:  firft  granted  by 
Kings  thcmfelues,  but  afterward  by  the 
Heralds  (Kings  of  Armes^  by  a  Royal] 
tranfmiffiue  power  granted  vnto  them, 
they  euery  w'hcre  clpecially  feruing  the 
Politicall  Nobility, vnto  whom  I  willing¬ 
ly  leaue  thefe  things.  A  nd  therefore  the 
name  and  office  ofthe  Heralds  was  euery 
where  notable,and  well befeeming  an  ho-' 
neft  man ;  whom  they  of  ancient  time  wet 
wont  to  call  the  FoBerers  of  BoUticitllNo- 
bilityfest  Arbiters  o.f  Equity,  the  Protec¬ 
tors  ofVerity,thc  Ambafladors  of  Prin¬ 
ces, and  the  Writers  of  mens  noble  a^es. 

But  woe  is  me, that  I, carried  with  a  ccr- 
tainc  windc  of  this  Method,  haue  thus  e- 
iien  againft  my  will  landed  vpon  our  He- 
alds,whom  (I  know  not  by  what  deftiny) 


cucry  man  ligheth  andmourncth  to  fee 
them  working  their  owne  dearuaion. 
:  Although  indeed  it  be  not  fo  much  to  be 
‘  maruailcd  at,fceing  that  the  caufc  is  right 
r  manifcA  (for  lawfull  bee  it  for  mee  to  fay 
the  truth, which  the  thing  it  felfc  fpeketh) 
(viz.)  the  want  ofthe  MArtmll  Court,  or 
,  C oup  of  C wherof  I  but  now  fpake. 
’  For  why,  Nobility  icfelfe  becing  often¬ 
times  hurt  or  impared, the  Heralds  them- 
felucs  therewith  languifh  alfo. 

And  yet  for  all  that,heroycaIl  truth  wa- 
tcthnotherPatroncs,  cuenamonga  the 
moa  Noble  and  rciicrend  Antiquity,  al¬ 
though  as  itwerebaniffied,  andalmoa  a 
,arangcr  in  her  ownchoufe,  hath  toge¬ 
ther  with  theMufes,  her  moa  louing, 
kindc  and  earn ca  Patrones,  and  who 
were  not  euen  vnto  my  felfc  alfb  wanting 
in  the  perfeding  of  thefe  my  endeuors  &: 
purpofes. 

Zz  3  rhefe 
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I 


The  Orders  and  Degrees  ofNobilicy  5  Booke! 


T hefe  are  the  Orders  and  Ve^ 

grees^ofboth  ourforts  of  Nobility^  Na- 
med  mI  V'yifid^Yiud^  Novo  intovohAt  T^Tik s 
they  are  anwng  themf clues  diuidedy  and 
what  honour  they  owe  one  of  them  'vnto 
another  (by  a  certaine  right  of  precedence) 
receiue  heere  in  briefer 


1  nn  HE  Kings  Maicfty. 

2  1  The  Prince  of  Wales, 

3  Dukes  defeended  ofthc  Royall 

blood. 

4  Dukes  not  defeended  of  Royall  blood. 

5  Dukes  eldeft  Sonnes  defeended  of  the 
Royall  blood. 

6  Marqueffes. 

7  Dukes  eldeft  Sonnes. 

S  Earles.  ^ 

^  Marqueffes  eldeft  Sonnes. 

10  Dukes  younger  Sonnes  of the  blood 

Royall.  ^ 

1 1  Dukes  fecond  Sonnes. 
izVicoiints. 

13  Earles  eldeft  Sonnes. 

14  Marqueffes  fecond  Sonnes. 

1 5  Barons. 

i^Vicounts  eldeft  Sonnes.  /  ^  ' 

17  Earles  fecond  Sonnes. 

18  Barons  eldeft  Sonnes.  '• 

15?  KnightsBannarets. 
2oVicountsfecond  Sonnes.  * 

21  Barons  fecond  Sonnes. 

22  Knights  Batchellors.  ' 

23  Eiquires  for  the  body. 

24  Knights  Bannarets  eldeft  Sonnes. 

25  Knights  Batchellors  eldeft  Sonnes 
a^Efquircs. 

27  Gentlemen. 


The  Sonnes  of  Knights,  which  are  of 
the  Kings  priuy  Councell,  for  the  time, 
hold  the  places  which  their  Fathers  being 
knighted, were  knowne  to  hold,beneathe 
Barons  Sonnes.  But  the  antiquity  of  the 
creation  of  cuery  Knight  is  to  bee  regar- 
ded :  by  which  reafonSjthe  Sonnes  of  the 
elder  Knights,  goe  before  the  Sonnes  of 
them  that  were  more  later  created .  A.* 

mongft  Efqnires,  the  antiquity  of  their 
’  FamilieSjthcir  wealth, and  publike  offices 

are  confidered  5  whereby  it  commethto 
paffc^chat  the  vviues  of  them  ofthechee- 


fer  Families,  or  of  fuch  as  bearc  great  OT 
fiecs  take  their  places  before  others. 

Howbeit,  wee  fee  no  certainty  to  bee 
heere  fet  downe  concerning  the  places  of 
Efquires  or  their  W’iues,ncyther  concer¬ 
ning  the  places  of yongcr  Brothers  wiues 
forafmuch  as  many  fuch  things  ofteciraes 
chancc,as  cannot  in  any  certaine  rules  be 
comprehended :  like  as  it  vfeth  to  happen 
in  Named  Nobility [yvifin  PrinccSjDukcs, 
Marqueffes,  Earles,  Vicounts,  and  Ba¬ 
rons. 


at  lafl  let  vs  pafie  lento 

Knights  of  the  Order  of  the  Garter* 


E  faidin  thebeginning,  in 
the  diuidingand  reckoning 
vp  ofour  Nobility  jit  not  to 
be  befide  our  purpofe,  if  I 
(hould  vnto  them  alfo  ioyn 
the  fello  wfhip  of  the  order  of  the  Garter, 
of  others  (by  farre)  the  moft  honourable. 
For  that  it  maketh  Knights,  and  fomtime 
them  of  the  Icffcr  Nobility  alfojbeingme 
for  their  vertue  and  valour,  both  in  peace 
and  warre  aboue  others  famous^not  only 
.  cquall  vntdNoblcmcn  at  home,  but  al- 
I  ■>  !  moft  cuen  vnto  Kings  themfclues  &  Em- 
..i  perors..  An  order  verily  of  all  the  orders 
ofthc  Chriftian  world  (if  it  be  to  be  com¬ 
pared  with  any  other)  moft  ancient  and 
moft  famous,  wherein  the  moft  true  No¬ 
bility  it  fclfc,  together  with  Religion  and 
vercuc,attendcd  vpon  with  fine  and  twen¬ 
ty  moft  famous  Knights,  is  fcencthat  (I 
may  fo  fay)  withvndcfilcd  Maieftytofit 
in  the  Royall  Throne.  W  hercforc,fccing 
that  it  is  an  order  of  fo  great  dignity,  and 
more  famous  then  any  other  Nobility  5  & 
greater,  then  that  it  can  in  ranke  with  the 
other  orders  be  included,  as  which  inclu- 
deth  all  the  other  degrees  of  Nobility,  I 
haue  purpofed  as  briefely  as  I  could, here 
to  fet  it  downe  alone,  and  there- withal! 
to  conclude  this  Treatife. 


CHAP. 


Chap.  2^.  Of  the  Knights  of  the  Garter. 


CHAP.  XXV. 


^  The  Order  of  the  Knights  of  the  Garter  ^ 
wheny  and  bj  vpbom  tt  was  ordayned. 


Dward  the  third ,  the  mofl: 
inuincible  King  of  England 
and  of  F rance^z  Prince  prin¬ 
cipally  endowed  with  al  ma- 
hcrofpiety,  magnanimitiej 
andwifedome,  inthexxiij.  yeareofhis 
reigne ,  after  he  had  oftentimes  oner  the 
Frenchmen  and  Scots  triumphed  ,  vnto 
the  honour  of  Almightie  God,whereiin- 
tohe  (asbefeemedadenoutKing  refer¬ 
red  al  things)  in  his  C  a  (lie  at  or¬ 

dained  the  Military  Ornaments  and  Ce¬ 
remonies  of  the  Knights  of  the  Garter  : 
whereimto  he  gaiie  the  name  of  the  Blew 
Garter  (fwx.  commonly  called  the  Garter) 
and  wherein  hee  appoynted  the  Kings  of 
England  as  chiefe  ^  and  fine  and  twentie 
Knights  or  Fcllowes  and  Companions 
together.  Who  being  men  both  for  their 
martial  prowefTe  and  birth^molf  famousj 
and  moft  chofen  Chieftaines  (olemnely 
fworne ,  and  binding  themfelues  toge¬ 
ther  with  a  bond  ofmiituall  arid  perpetu- 
all  friendfiiip3  for  the  defencebf the  ho¬ 
nour  and  dignity  of  their  Cdlledge  and 
Fcllowfhipj  refufe  not  to  vndefgoeany 
danger^no  not  death  itfclfe.  '  And  there¬ 
fore  they  are  called  Eellowe)  of  the  Garter^ 
for  that  they  haue  die  Calfe  of  their  Leg 
bound  about  with-a  little  Girdle^  fet  with 
precious  ftonesjwhich  we  call  a  Garter  : 
the  fpeciall  Cognifance  of  the  order^ 
whereon  it  is  in  Frenchjin  golden  Letters 
thus  writce:  Hony.Soit,Sjtt.MaLr-Penfe. 
All  thefe  Knights  .once  yeafely  attired  in 
the  Robes  and  Ornaments  of  their  Or¬ 
der,  mecre  together  vpon  the  2 3 .  day  of 
AyriU^  a  day  dedicated  to  George. 
The  Rites  and  ceremonies,  where-with 
they  for  the  moft  great  prebeminence  of 
their  Order ^arc  with  moft  great folcmni- 
ty  chofen  and  cnftaulcd  ztWindfor^  and 
the  Statutes  vnder  which  thefe  Fellowcs 
and  Companions  liue^  feeing  they  can  in 
iuft  V  olumcs  be  fcarfe  contained,  cannot 
hcere  in  few  words  be  expreffed.  W  hcrc- 
fore  I  lift  oncly  to  rchearfe  the  names  of 
them,  which  from  the  beginning,  or  to-* 


getlicr  with  king  EdwardhmMfo^  were 
the  Founders  thereof,  or  elfe  hau<i  by  our 
Kings  from  time  to  time,  for  (bme  their 
vertiie  aboue  others,  bene  ftill  cholen  to 
be  Fellowes  ofthat  moft  honorable  Or¬ 
der, in  (lead  ofthem  that  were  dead,  eucn 
vnto  this  our  age* 


the  third  Kmg  ^England  and  of 
France,  Supreame  or  Gouernour  of 
the  Order  of  the  ^  Carter  ^  andv^khhm 
the  fine  and  twenty  fir B  Founders  there¬ 
of  which  number  they  neuer  exceed. 


Peter  Captainc  Boiiche. 
william  MonUacute ^  Earle  of  SaHsburie. , 
lohn^  Lord  of  the  Hand,  ocherwife  called 
Life.  •  '  ■  ' 

lohnBeauchampe^Vnx^z. 
Hughcourtney^hyx^u  ^ 

John  Grey  of  Codnor,  knight*  -- '  -  ' 

Miles  Stapletonyhai^i, 
HughWrothefieyykoxQht. 
lohnChandos.knightB^nnriCt. 

Otho  Ho/lahd^kmghu  ' 

S  anchio  D  ampredicourt^  k  n  i  gh  t . 

Edward Prhice  ofWales,  King  Edward 
his  eldeft  Sonne.  '  •  ;  ' 

Thomas  Beanchampe^Twlc  ofWarwickc* 
RajfeStaffordy  Eatlcof  Stafford, 

Roger  Mortimef^dixX^  of  fhzxQh. 
Bartholmew  of :  "‘■ 
lohny  Lord  Mohiin, Baron.  ' ' 

Thomas  HolIandykvA^t. 

Richard  F it  x,.SimondkxA^t. 

Thom oi  Wale 

Neele  Lorenge^  knight.  *  ’  • 

lames  Audeley^  knight. 

Henry  Efme^  knight. 

Walter Paueley^kni^l .  - 


A  ‘ 

he  Founders  of  this  Order 

being  dead,  thefe  foUowingwere  in  the 
time  of  Edward  the  third  chofen,  and  be¬ 
ing  eleBed  into  the  places  of  the  dead, 
fupplie  d  their  roomes. 


Richard,  furnarned  Burdeaux ,  eldeft 
fonneofthe  Prince  of  Wales,  who 
was  alfo  .King  of  England ,  after  Edward 

the 


53^ 


Of  the  Knights 


the  third  his  grand-father ,  and  was'fc- 
cond  of  that  name,  .  • 

Lionell,  fiirnamcd  of  Artnverp^  the  fon 
of  King  Edward  of  Clarence^  and 

Earle  ofVlfter. 

John^  fiirnamedpf  Gmmt  y  fourth  fon 
ofKing  Edward,  firftdukeofRichniondj 
and  after  of  Lancafter. 

Edmmd  of  Langley Sonne  of  king 
Edwardjax^  Earle  of  Cambridge ^  and  af¬ 
terward  Duke  of  Tbrk, 

lohnoi  Montford^  furnamcdthevali- 
2x\tXy\jkcQi  Britaine^  and  Earle  of  Rich¬ 
mond^  King  Edward  the  third^his  Sonne 
in  law. 

Htmfrey  of  Bohm^^xlc  of  Hereford* 
William  of  Bohun^  Earle  oi  Northampton^ 
lohnHxHimsl^^i\zo{  Penbroke, 

Thomas  Beauchamp , Earle  ot  Warwicke, 
Richard Fitz>'AJanlE^T\c  of  ArundelL  ' 
RobertFjfordpE‘3Li\zof  Sujfolke. 

Hugh  Stafford  Earle  of  Stajford.  . 
Ingelramoi  Coucy^wAtoi  Bedford, 
Guifeard  oi Engolejme Hunting¬ 
don.  "  '.g  , 

EdwardPi^xonSpencer. 

William  Baron  Latimer*  _  * 
ReynoldEsiXonCobhamoi  SterboroW*  . 
lohn^^xoaNemlldi Raby,  .  - 

RaffeE^xowBaJfet  Drayton, 

Bannaret.  - 

Thomas V ford .  ■- 

Thomas  Felton ~ 

Francis  F^an  Hi/Zf^Knight. 

Alan  BaxhuU^n  i  gh  t. «  , .  ; ;  - 

Richard  Pembruge^im^x*  .  .. 

Thomas  Ttr eight Y.  . .  -  ' 
Thomas  Bannelier^m  ght.  .  *  -  -  ,  j, 

Richard  la  Fache  j  ,  ^ 

Guy  of  Brianne^m^x, 

✓ 

—  _  .  ■  \\ 

iRicliard^thefecond  of  that  name, 
King  of  England^  and  of  France^  &c. 
Soueraigne  f  the  Order  of  the  G artery  ^ 
they  which  by  him  were  chofen  into  that 
Order,  Vx  ■ 


T  Homos  of  WoodHocke^  Earle  of  Buck¬ 
ingham  afterward  Duke  of  Gloce^ 

ferjmicmz  to  King  the  third. 

Henry  oi Lancalier^^Azo^  Darby ^  & 
Duke  of  Here  ford  y^iXidi  afterward  Duke  of 
Lancafler^^nA  at  length  King  of  BngUndy 
ofthac  name  the  fourth. 


of  the  Garter.  5 

/  lyil/iamX)  like  of  G  elder  land, 

Williamy  furnamed  ot  Henault,  was  firft 
Earle  oiOslreuantgxxsA  afterward  Duke 
of  Holland  yHennaultgxwA  of  Zealand, 
Thomas  Holland^  Earle  of  Kent^smA  after¬ 
ward  Duke  of  Surrey, 
lohn  Holland y  Earle  of  Huntingdony  and 
Duke  of  Exccter, 

Thomas  Mowbray  fEwAz  oi  Nottingham^ 
and  afterward  Duke  of  Norfolke^  and 
Earle  Marfhall  of  England. 
EdwardlEwAzo^  Rutland^  Duke  of 
marle^  and  Edmund  of  Langley  his  Fa¬ 
ther  being  deadjDiikc  of  Torke, 
Michaellde la  Poole,  Earle  of  Suffolke^zxii 
Chancellor  of  England. 

William  Scroope,EwAz  of  Wilfkire^U.  Tr.ca- 
fiirer  of  England. 

William  of  Beauchampey  Baron  of  Berpa- 
uenny, 

lohn  Beamont^zton, 

WilliamWilloughby  ^zxovi* 

Richard  Grey  ^zxon*  - 

Nicholas  Sarnesfeld^m^X* 
PhihpdelaFacheyKni^ht, 

Robert  ICnolleSyKmghx, 

G  uy  of  Knight. 

S  imon  Burley  y^xn^u 
lohnD*BueruXyKx\[^ht* 

Brian  StapletonyKnli^t* 

Richard  Burley .  i 

PeterCourtnejyYim^t, 

John  Burley yYini^i, 

John  BourchieryKnight, 

Thomas  GrandfonyKnighu 
Lewes  CliffordyKni^t, 

Robert  DunffaHillyYim^l. 

Robert  of  Namur 


Henry  th*6  fourth  of  that  name, 

'  Kmgof  England  y  and  of  France  y  dec, 
-  chiefc  of  the  Garter:  and  they  which 
in  his  Reignewcrc  chofen  into  the  pla¬ 
ces  vacant. 


t-jr£  Nrt  Prince  of  Wales  y  the  cldeft 
Sonne  of  King who  after¬ 
ward  (his  Father  being  dcad)was  him- 
fclfe  Kingjfifc  ofthat  name. 

Thomas  of  LancaHer^  Duke  of  Clarence, 
King  Henry  his  fecond  Sonne. 
lohnDuVz  ot  Bedford y  Regent  of  France, 
third  Sonne  of  King  Henry. 
Humfr^'Dvikz  of  fourth  Sonne 

of 


tsofche  ;  Garter. 


of  king  Henry ^ 

Tboma^s  Beaufor^^  Duke  of  Exceter^Son 
•  to  John  of  Gaunt^vxVQ  of  LmcaUer. 
Robert^  Comxy  Palatine  of  Baua- 
ria.  V-  ,, 

lahn  Beaufort of  Somerfet^  Brother 
to  Duke  of 

TnorriiU  EitXj-^^Un^^tXo.  of  Arundell*  .1  ^ 
Edmund  Staffer Stafford.  ’  , 
Edmund HollandiEztlc  of  Kent.  . 

Rafe Neuil^E^xlcoilVef/merland*,  ^  .c\,\ 
Gilbert  hovd  TalbotyB^ion.  •,  r  •  ,  -  . 

GilberthoidRoosJdQLton.  \ 

Thom^sLoxdM0rlgfi3iXot\,,,,\v  <  .  ^ 

Edward  Lord  Fowls Jdzxdn^^ 

John  Lord  Louel 
H ugh  hovd  Bur neljd^xom  .1 
lohn Cornwell Kni^ht^  afterward  Baron- 
Fanhope,  ,  4  .  .i  ; 

William  of  ArundeliKm^w  .■,  :  ' ,  • 

John  Stanleyl^m^iy  Steward  of  the  Kings  ‘ 
hoiifc.  ’  G 
Robert  Vmjreuill^  Kni  gh  t : 

‘Thomas  RampBonKn\^t:^QovSk2h\z  of" 
'  the  Tower.of  London.*  ^  r  ‘  -T  * 
Thomas  Erplnghamd^m^u^  .>  ;  yr  : 
Ighp  SulbkdSsd^il. 

Sanffim  of  7/4^(?,Knight<. 


« V  '■* 


'G  V  ) 


William  PhiliplE'Ston  Bar  doff e. 

Henry  ^2xonF it  sc-bugh. 

Lewes ^Robfan  P>xiowBourchier.  ■ 
Hugh  Stafford^^xon  Bourchier^ 

Walt  erfi  aton  Hungerfard. 

Simon  Eelbridged^m^Uy 
John  Grey  of  ^ 

LohnDabrigecourtyKm^hu 
1 0 hn  Robf art yKnl^t.  ,  ,  ,i 

Trank o^anQlux yd.  GermanhVi^u, . 
William  Haringt on . , ,  ,  , 
John  Blount h t . ,  ■  , ; 


.  4-  1  ' 


Henrietheiixt  of  that  name,  IC: 

of  England  and  Eran€ey(ffc.^chiefe  of  thp 
Order  of  the  Garje^y  and  the  Knights  of 
the  Garter  by  him  masie^ : 


^  t  #•  ^  * 


>>  'S^.  -4*^  V 


-  k  t. 


V* * 


Henrie  thefift  of  that  namo,king 

of  England yind  of  Franceffye.  Chiefeof 
the  order  of  the  G artery  and  the  Knights « 
whom  he  graced  with  the  G artery  in fiead\ 
of  them  that  were  dead. 


SigifmundKmg  of  Hungary  fad  Bohemfay 
Marquefle  of  Madenburffefnd  Erope- 
rorckel:.  . 

John  Ki  n  g  of  PortugalL 

Christian  King  of  Denmark. 

Philip  Duke  of  Burgundy. 

John  HollandyEsixlc  of  Huntingdon^  and  af¬ 
terward  Duke  of 

William  de  la  Poole y  fird  Earle,  afterward 
Marquefre^and  at  length  Duke  oi  Suf 
folke, 

lohn  Mowbray lEdxlc  Marfliall^and  after¬ 
ward  Duke  of  - 

Tnomas  M ont  acute  ^dxXzoi  Salisbury. 

Richard  Fere  Earle  of  Oxford. 

Richard  BeauchampeyEdvk  of  Warwkke. 

Thomas  ^dxoc\  Camoys. 

I ohnfjdxon  Clifford, 

Robert Willoughby. 


A  Lbertf)i)Vc of Aii^fiad^m^oipun- 
^  ^  and -and' afterward 
Emperor.  \ 

FrederickcyDuke  of  ^^///r/^,Emperour,& 
his  Brother. 

EdwardyKin^o^  Portingaff 
Alphonfus^m^  of  L^ragon^  Naples  Si- 
cilie. 

CaJimire^m^o^  Polonkd  '  -  ^  ‘ 
Edward^ xiwee  of  VVaIcs^KingH^/i??7  his 
:'icldeft  Sonne. 

Weter.  'DukQO^Conimlpriaj  lokn'Kix\^oi 

*  «  «  '  ^ 

PortingallhisSoxwic.i  i 
Henry y  Duke  of  Fifontium,  John  King  of 
Portingdllhxs  Sonne. 
FJDv^zfBrunfwicke.^ 

Richarff  Duke  of  Torkey  Father  to  King 
fiirW  the  fourth. 

■ '  ■  ■  V 

lohnBeauforty  Earlc^  and  afterward  Duke 
of  Somerfet. 

Edmund  Bcauforty  Earle  Moritony  after¬ 
ward  Marqueffcj  and  atlaft  Duke  of 
Somerfet. 

Earle  of  Penbroke,  and  afterwari? 

;  Duke  oi  Buckingham. 

John  Mowbray  yDvkcoi  Norfolk c, 

Humfrey  yE2x\c  of  Stafford^md  afterward 
T>ukco( Buckingham.  ^  , 

Gallon  de  Foix  fiapitainc  de  la  BcuchcyQZxlo 
of  Longeuile. 

lohndeFoiXyE^LxlQoi  Candalia. 

Aluarus  Dklmada  Earle  o^Auerence.  ^ 

John  Fitx>‘AlanyEax\c  of  Anmdell. 

Richard  Neuill^^akoi  Sdisbury, 

Richard Neuill^2^xk  of  Warwkke, 
ljhnP>2xon  Talbot y  afterward  Earle  of 
Shrewsbury.  '  John 
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lohr^HnonTalb&t^  Earle  of  shrew sburyy 
his  Sonne. 

I  lames  Bfuler,  Earle  of  Wiljhire  and  Or¬ 
mond. 

WiHiam  NemllX^oxA  Fauconbridge,  after¬ 
ward  Earle  of 

Richard  Wooduill^^xXe.  Riuers. 
UenryVlzomx  Bourchiery  and  afterward : 
Earle  of  Ejfe^. 

[lohnBeamontyWicoimiBeamont.' 

John  Suttonyb^xon  Dudley. 

Thom  as  ybsiion  S  c  ales.  S 

Iohnib^xox\  Grey  of  Ruthin.  _ .  .. 
RafejbdiXOXiButleroiSudelyn 
Lionell,  b  aron  Welles.  ’ 

1  lohnJbaxon  Bourebier  of  Berners. 

Thomas  ybdLXoxi  Stanley.  '  •  . 

William  ^^xonBonuill. 
lohnyb^xonWenlocke. 

I^hn^^tou  Beauchamp  of Pawik. 

Thomas  ^‘^xovi  Hoo. 

John  RatclijfyUm^x. 

\lohn  Faflolf^wx^x.  ] 

Thomas  KmeliyS.n\^X.  .  ' 

Edward  Hall 


Edward,  fourth  of  that  name,  K. 
of  England  and  France  Supreame 
Gouernor  of  the  Order  of  the  Garter, 
chofc  thefe  Knights  5  into  the  vacant 
places  of  them  that  were  dead. 


'CErdinandJi^m^of  Sicily  and  of  Napksy 
King  Alfoj^us  his  bafe  fonne. 
/^fe,King  of  Portingall. 

Edward pxxnct  of  Wales. 

Charles  fixkt  of  Burgundy. 

I  Francis  SfortiaXy^kc  of  Millan. 
Fredericke^nVc  of  Vrbin. 

Hercules X^vkt  of  Ferrara.  ' 
Richard^nVt  of  Torkcyiho,  Kings  (bnne. 
Richard^n\<iz  of  GloceHer^ho  afterward 
vfurped  the  Kingdomc. 

John  Mowbray of  Norfolke. 
lohn^  Baron  afterward  Duke  of 

!Z^rfolke. 

John  de  la  Poole^nVc  of  Snjfolke. 

Henrj  StafordyDvkc  of  Buckingham. 

John  iV?«/74Marque{rc  Mont-acutCy 
Thomas  O^rO'^MarquclTc  Dorfet. 
lames  Douglas  Earle  Douglas  in  S cotland. 
William  F  it  Allan  ^2x\t  of  Arundell. 
Thomas^  Baron  MaltrauerSy  the  fonne  of 


Williamy^nd  afterward  Earle  of  Arun¬ 
dell. 

Anthony  Wooduille^dixon  ^’r^/rr^afterward 
'  ’Earle  Riuers. 

Williaml^zxon  Herbert  y^fxtxv^^xd  created 
“Earle  of  Penbroke. 

John  StaffordJ^^xlc  of  Wiljhire. 

Henry  Percy of  Northumberland. 
John  Tiptojl  ^E^xlc  of  WorcesJer. 
CalltardDuras  JLoxdDuras:\ 
Johnfi^xonScroopeof  Bolton. 

Walter  DeueruXyb^xoxi  Ferrers  of  chart- ^ 
ley.  ^  I  v 

Gualtier  Blount  ^2xoxt  of  Montioy. 
WHlumfi^xon  HasHngSy  the  Kings.Cha- 
bcrlaine. 

John  Ajlley 

William  Chamberlamejlini^t.  ’ 

William  Par reyKnl^x. 

Robert  Harkqurt. 

Thomas  Mont-gbmeryyKni^U  ‘ 


■j 


Edward,  the  fift  of  that  name, 
King  of  England  and  France^^c.  Sii- 
preame  Gouernour  of  the  C3rdcr  of 
the  Garter^vnder  whom  was  no  clcfti- 
on  of  new  Knights  of  that  order,  for 
as  hec  had  all  the  places  filled  with 
Knights  by  his  Father,  whileft  hec  yet 
lined ,euenfo  he  left  them.  Excepting 
oncly  thefeates  of  the  Prince,  and  of 
John  King  of  Portingall. 


Richard,  the  third  of  that  name. 
King  of  England  2nd  of  FrancOy 
Cheefe  of  the  Order  of  the  Garter,  & 
theFcllowcs  chofen  into  that  Order, 
during  the  time  of  his  Reignc. 


'VVomas  HcwbardJE^xlt  of  Surrey ^  and 
Duke  of  Norfolke. 

Thomas  fi^xon  Stanley pix^x^^xd  Earle  of 
Derby. 

FranciSyVicovini  LoutU. 

John  C^|;;/>r/,Knight. 

Richard  Radcliffjlinx^x. 

Thomas  J?//r^i^,Knight. 

Richard  TunBallJUni^x. 


Henry, 
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Henry, the  feuenth  of  that  name, 

King  of  £;ig/W,anc]  of  Frmce^  chiefc 
of  this  moft  honorable  Order,  and  ihc 
Fellowes  chofcn  into  the  places  of 
them  that  were  dead  5  during  the 
timeof  hisReigne. 


1^1  AximiltUnymgoi  theRomaines,  & 
afterward  Emperor,  chofen,  his 
Father  Frederick  Emperor  then  iiuing. 
King  of  Portingall. 

King  of  Denmarke, 

P  hilip^King  ofcafhle^  Arch-Diikc  of 
P^ria^Son  to  Mdxmillun  the  Emperor. 
Aphonfm^  Duke  of  CaUhria  and  Naples^ 
King  of  Sicilia  and  lerujalem. 
Arthurl9nncQ  of  Wales, the  Kings  eldeft 
Sonne. 

Henry of  Torke^  &  Prince  of  IVales^ . 
his  Brother  Arthur  being  dead,  and  he 
the  lamcjaftcrward  KingofEnj^land, 
rbaldy  Earle  of  Montferat^  and  Duke  of 
and  of  Pefferan.  ' 

Pdward  Staffer dyDiike  of  Buckingham*  - 
'Thom(isGrey^M^x(\n^^tDorfet:  ‘ 

I thnVere^^xX^di  Oxford. 

Wnry  Percy ^^x\t  of  NorthumbefUffd. 
George  Talbot^zx\c  of  Shrewsbury. 

Henry  Bourchier^^n\c  o{  Effex.'- 
Richard 6'r9', Earle  of  Kent.  ^ 

Edward  Courtney  Denfhire. 

Henry l^zxon  Stafford^  afterward  Earle  of 
Wiljhire. 

Edmund  delaPoolel^zxXt  of  Suffolke.  \\ 
Charles  S  omerfet  ^m^x.  Banarct,*and  af¬ 
terward  created  Earle  of  WprcePler. 

G  erard  Fitz^-gerald^  Earl  e  o{  Kildare, 
lohn  PFif//(fj,Vicoiint  Welles. 

George  StanleylBzxon  Strange. 

Willtam  Stanley  y\\c  Kings  Chamberlaine. 
^Jjhn.^zxon'Dynham. 

Robert  Willoughby ^zxosx  Brooke^  Steward 
of  the  Kings  hoiife. 

Giles  D* A ubeny. 

Edward  Poynings  Knight. 

Edwar  d  Wideuill^  Kn  i  gh  1 1 
Gilbert  Talbot 

F^hn  Cheney IKWight. 

ichard  G  uilfor  d 

Yhomas  Louellfini^x.  '  ’ 

Thomas  Brandon^T\<^x. 

Reynold  Bray 


Ryce  Ap  Thomas yz  Welchman. 
7^/;;^  Knight. 

Richard  Poole 


Henry,the  eight  of  that  name,  K. 
of  England, France, and  Ireland:  Sii- 
preame  Goiiernor  oi  the  Order  of  the 
Garter, notably  chofc  aferibed  thefe 
of  the  Order  of  the  Garter,  into  the 
vacant  feates  and  places  of  the  knights 
that  were  dead. 


^  Harles  the  Emperor, fife  of  that  name, 
king  of  Spaine. 

Fcrdinandymgoi the Romaines,  and hcc 
the  fame  king  of  Hungary  znA  Bohemia^ 
Brother  to  Charles  the  Emperor. 

Franc  PS  the  French  king,firft  of  that  name. 

EmanuellYPwi^o^  PortmgalL 

lames fife  ofthatnamc,kine;ofc5’r^7rx<s 
the  Kings  Sonne,  otherwife  called 
Fitx^-Roy^  Duke  of  Richmond  and  So- 
merfet. 

Julian  de  Medtees  ^xoihcx  to  Eeofat  tenth 
Bifhop  of  Rome. 

Edward Seymout\Ezx\cto(  Hertford^  and 
afterward  Duke  of  Somerfet. 

Thomas  Howard.,  Ear'ieof  Surrey  ^znAzi 

'  length  Duke  of.  Notfolke. 

ChdrlesBrandon.,Mziktx  of  the  Horfe,and 
afterward  Duke  of  Suffolke. 

John  Sutton,  zlizs  Dudley.,  VicouxMLTjle, 
who  was  afterward  Earle  of  Warwicke, 
&:  at  length  Duke  of  Northumberland^ 

^;^;?^,Duke  Mont-morency. 

Henry  Courtney ^zx\z  of  Denfhire^  and  af- 
tcrwardMarqiieffeof  ExceHer.  .  7. 

William  Parre  oi  Kendall^  who  was  after¬ 
ward  Earle  of  Effex,  &  at  length  Mar- 
queffc  of  Northampton. 

William  Paulct,  Baron  S.  lohn  of  Bafing, 
afterward  created  E'arlc  of  Wiljhire^  tU 
at  laftMarqueffeof  Winchesler. 

Henry  Earle  of  Surrey.^  Sonne  to  Thomas 
'V>\!kzoVNorfolke. 

Thomas  Bullen,  Trcaftirer  of  the  Kings 
houfe,  <  afterward -Vicoiint  Rochfort, 
and  at  length  Earle  of  Wil[hire  and  Or¬ 
mond. 

Willtam  Fitz>-AlmlE'^v\c  of  Arundelll 

John  Fere^'E  a  r  1  e  0  f  Oxford. 

Henry  Percy  fL'zxXcoi  Northumberland. 

Rafe  .V^r//74EarIe  of  WeHmerland. 

Francis  Talbot  fizxk  of  Shrewsbury. 
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Of  the  Knights  of  the  Garter. 


/ 


Fhilip  of  Chabot^zAc  of  NewManch^h^A- 
niirall  of  France, 

Fhomas  Manner s^^TiXon  R0OS ^sNho  was  af¬ 
terward  Earle  of  Rutland. 

Robert  Ratcliff \co\xx\i  F it  x^Walter  flfitx- 
ward  Earle  of  Sujfex, 

Henry  Clifford ^zx\c  of  Cumberland^ 
William  Fitz^-Williams^  Treafurer  of  the 
Kings  houfc,  and  afterward  Earle  of 
Southampton, 

Thomas^  Baron  who  was  after¬ 

ward  Earle  of  Ffjex, 

John^  Baron  RuJJelly  afterward  Earle  of 
Bedford, 

Thomas ^'b^xon  Wriothejley yVfho  was  after¬ 
ward  created  Earle  of  Southampton. 
Arthur  Plantagenet^  Vicount  Lijle^  King 
Edward  the  fourth, his  bafe  Sonne. 
Walter  Deuerux^  Baron  Ferrers  of  chart- 
ley^  and  afterward  created  Vicount  He¬ 
reford, 

fdward Howard^  Admirall  ofEngland^ 
m  Britt  aine  America, 

George  Nemll^zxon  of  Abergeueny. 
Thomas  Wef^sixon  dela  Ware, 

Thomas ^Mox\  Dacres  of  Gillefand, 
Thomas  dT>^xox\.  Farcy  ofthc  North. 
Edward Suttonl^'Sioxi  Dudley, 

William  Blount  Finoxi  Montioy, 

Edward  Stanley  lf>7iXox\  Monteagle. .  v, 
William i^vioxi  Sands, 

Henry ^2.tox\  Marney, 

Thomas^  Baron  Audley  of  Walden^  and 
Chancellor  of  England. 

John  G4^<?jKnight,Controllcr  of  the  kings 
houfe. 

Henry  Guilford,  ^  Maftcr  of  the 

horfe^  &  after  Controller  of  the  houfe. 
Nicholas  Carew^  Knight  3  Matter  of  the 
Horfle. 

Aathony  Browne^  Knight^  Matter  of  the 
Horffc. 

Thomas  cheney^  Knight,  VVarien  of  the 
Cinque-Ports. 

Richard  Wingfield yKn\gbx^  Chancellor  of 
the  Dutchy  of  LancaHer. 

Anthony  Wingfield^  Knight,  Vice-Cham- 
berlainc  to  the  King,  Captainc  of  the 
Guard ,  and  after  Controller  of  the 
Kings  houfe. 

Anthony  Saint-Leger,  Knight,  Deputy  of 
Ireland. 

lohnWallop.^Yixiight^  Captainc  of  Guynes 
in  France, 


Edward  the  fixt.  King  of  Eng¬ 
land, France,  and  Ireland,  Supreame 
Lord  of  the  Garter :  by  him  thefe  men 
following,were  admitted  into  the  faid 
Order^ 


ILJf/^r/thefccondjkingof  France, 
Henry  Grey ^  Marquette  after 

Duke  of  Suffolke, 

Henry  Neuili^Ezxlo  of  Wefimerland, 
Edward  Stanley  lE^xlz  of  Darby. 

Francis  Hajlings^^xlo  of  Huntington, 
William  Herbert IF^zxXq  of  Pembroke, 
Thomas  Seymour ^zxoxi  of  Sudely, 
Thomas Wejl ^dixon  dela  Ware, 

George  Br 00 ke^B^xon  of  Cobhant, 
EdwardBzxon  Clinton^hAixnx^M  of  Eiig- 
land,  and  after  created  Earle  of  Lin- 
colne, 

william  Paget ^^xox\  of  Beaudfert, 
Thomas  Darcy ^2xoxi  of  Chiche. 

Andrew  Sutton  fkXhs  Dudley^  Knight. 


Mary, Queen  of  England, France 
and  Ireland,  and  Supreame  Lady  of 
the  Order  of  the  Gartcrjihefc  men  (for 
orders  fake)  the  other  Knights  becing 
dead,wcre  preferred  into  their  places. 

pH/&/,Kingof^4/;i^,  husband  to  the 
^  Queenc. 

EmanuellPhileberty'0\Ait  of  Sauoy, 

Henry  Radclffy  SonneofH^;?;)' Earle  of 
Sujfex, 

Anthony  Browne  fificomi  Mount-acute, 
william  HoamrdyBzion  of  Effingham, 
william  <jr^,Baron  of  W  ilton. 

Edward  HaJlmgSy\A^B&x  of  the  Horttc,  af¬ 
ter  Baron  Haliings  of Loughborow ^zx\A 
Chambcrlaine  teethe  Quecnc. 

Robert  Rochelier,  Knight,  dyed  before  the 
inftalment. 


Elizabeth  of  famous  memorie, 
Quecne  of  England,  France, and  Ire¬ 
land,  Supreame  Lady  ofthc  mott  no¬ 
ble  Order  of  the  Garter,  chofc  into 
that  Order, thefe  mfen  following. 
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H  enry  Brooke^  Baron  Cobh  am* 

Thomas Ceci II of  Biirghly, 

Henry  Sidney  Prclidcnt  of  the 

Marches  of  Wales ^ 

ChriHopher  HattonlKxn^M^oxA  ChA' 
ccllor  of  England.  _ 

Francis  Knight  jTreafurcr  of  the  Queens 

houfe.  1,9^' 

Henry  Lea  of  the  Armory.  i>9y 


Maxhnillian  the  Emperor^King  of  Bohemia^mfi 

H^^ngary, 

C harks  the  ninth  ,King  of  France.  15^4 

H-w^thethird^Kingof  France.  1^84 

FrederickeXvc\g  of  benmarke.  o 

AdolphX^okc,  of  Hdfatia,  ^  1 5 

lohnCafsimere,  Count-Palatine  of and 

Duke  of  Ba  iiaria .  9 

Francis  MontifmorencyfOckQ,  ^  S  7  2 

T homas  Howard^  uke  of  Norfolke.  9 

FrederickefDvIkQ  of  Wittenberge.  055^* 

William  Parre,  M  arques  o{  Northampton  J 

Thomas  PerciefE arle  of  Northumberland^  1^6 1 

George  Talbot of  Shrewsbury.  1561 

Henry  Stanley IE^x\c  of  Darby.  1 5^74 

William  SummerfetfE^xlc  of  WorcePter.  1 5  70 

Henry  Manners  fE^x\^  of  Rutland.  n  5  5^ 

Henry  Haffings ,EarIe  of  Huntington,  1570 

Ambrofe  Sutton  (alias  Dudley)  Earle  of  ^ /^Wi?/Vr;?/oiirth  of  that  name  Kingi^^i 

^5^3  i  of  Denmarke.  ^ 

Francis  RuJfellE2ix\c  of  Bedford,  15^4 

Henry  HerbertfE^xXt  of  Penbroke.  1574 

Robert  Sutton  {'sMis  Dudley)  Earle  of  Leicesier. 
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lames  the  firft,  of  Great  Brittaine, 

F ranee yand  I r elands  Suprearne  L  ord of  the  Gar- 
'  ter :  by  him  thefe  men followings  were  admitted 
into  the /aide  Order. 
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1572. 
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1588. 
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I5P3- 

1599 

1601 

1572 


Walter  DeuereuxdE^ixlc  of Ejfex. 

Edward  MannersfEnlc  of  Rutland. 

Henry  RadcliJfe^Ezxlc  of  Sufex. 

Robert  Deuercux,E^x]cof  Effex. 

Gilbert  Talbot of  Shrewsbury. 

George  CliffordsE^ilc  of  Cumberland. 

Henry  Percys  Earle  of  Northumberland, 

Edward  SummerfetlE^xlc  of  Worcepler. 

Robert  RadclijffE  arle  o  f  Snffex. 

William  Stanley lE^xlt  of  Darby. 

Arthur  Grey  f>2XOX\  of  Milton, 

Charles  Howard^  Baron  of  Effingham^  and  Ad- 
mirall  of  England^  1 575.  after  Earle  of  Not¬ 
tingham. 

Edtnund Burges lEzxcsn  Chandoys.  1572 

Henry  Caryf>2iXox\  of  Hunfdon,  is^6i 

William  Cecil f  Baron  of  Burghley.  ^ 

William  Brooke ^^xon  of  Cobham,  Ci5?4 
Henry  Scroope^non  of  Bolton,  ^ 

Thomns  Sackutll,f>nox\  of  Buckhurfi^  after  Earle 
of  Vorfet^dind  Lord  High-Trcafiirer  of  Eng¬ 
land*  =  ‘  ^5^7 

Thomas  ,B  aron  de  Burgh.  1593- 

E  dmundfb^xoo  Shejfedd.  1 5  93 

Thoma;S  HowardlPiZxox\  Howard  of  Walden  ,!<  9  j 
after  Earle  of  SuffolkCy  and  Lord  Chamber- 
laine  to  the  Kings  Maicfty,  alfoLord  high- 
Treaftirerof  England. 

George  Carydd^xoo  dcHmfdon^oxd  Chamber- 
laine  to  Qneene  EUz^abeth.  14^7 

Charles  Blount yP>^xow  Monttoy gi  5 9 7, after  Earle 
of  Deuonfhire. 


>1603. 


Henry sddtfk  Son  to  King  lames ^  Princes 

of  IValcsfDuVc,  of  Cor  nwalf^Ezxlt'  ^ 

of  Chester.  ^ 

Charles  Duke  of  Torkesfccond  Son  to  the  Kings 
Maiefty^after  Prince  of  Great  Bricainc.  i^iT. 
Fredericke^  Prince  Elcdor  Palatine  of-; 
the  Rhine. 

Graue  Morrisafitx  Prince  of Orenge,  \ 
Lewes  Duke  of  Lennox Earle  of  RichA 
mend. 

Henry  Wriothefly  ,E2x\q  of  Southampton. 

Ishn  Ereskw^zxicof  Mar. 

WiUiam  Herbert  fEzxXo.  of  Penbroke^  after 
Lord  Chamberlainevnto  thcKin<^s 
Maiefty.  r  >  ^  j 

FrederkkePwkt  of  Wittenberge ^mfidlkd  160 a. 

but  cleded  in  the  ycare, 1 597, 
Hlricke.Diikcof  Aljatia. 

Henry  Howard^Earlc  of  Northampton.  \i6o^. 
Robert  Cecilly  Earle  of  Salisbury^  aEcr^ 

Lord  high-Trca(urcrof  England.  Leo6. 
Thomas  Howarddl  dcowvxBindon,  \ 
George  HumeyEzxXt  of  Dunbar  re.  J 
Philip  Herbert of  Montgomery.  5 
Philip  HowardsEzxXc  of Arundell:  *  y 

Robert  Carre^  VifconnvRlochellers  afterVi^ii. 

Earle  of  Somerfet.  j 

Thom^as  Ereskin  flifeount  Fenton.  ^ 
William  Baron  Knolles  degrayesy  Treafii-Q 
ror  of  the  Kings  houfe^  after  Vifeountr  ^^^5 
Wallingford.  \ 

Francis of  Rutland. 

George  Fillers ^^ficx  Vifeount  r/^w^EarO 
and  Marquelfe  of  Buckingham,  \ 


and  Marquelfe  of  Bucking, ^ 
Robert  Sidney  ff  iicoxmi  Lyle y  after  EarleC 
of  LeiceHer.  ^ 
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Hiishauc  latlaft 
concluded  this 
Treatife  of  ‘is(ohi- 
litieFoUtkke^  Da- 
tiuCy  zndNatme^ 
as  breefely  as  1 
could,  and  the 
grcarneflTe  &  dig¬ 
nity  of  the  fubiedl;  would  permit.  Firft, 
generally^  as  applyed  to  the  Cuftomes  of 
Countries, whereto  the  fame  is  tide^then 
particularly  exemplified,  by  the  Rites  and 
Ceremonies  in  vfc  among  our  felues. 
Wherein,  if  feekingtoadorne  the  mag¬ 
nificence  of(b  ftately  a  Thearae  ^with  elo¬ 
quence  of  words,and  beauty  of  ftyle,  as  it 
felfe  doth  deferue,!  feeme  to  hauc  failed, 

I  mufi  plead  for  my  felfe,  as  a  plaine  mea¬ 
ning  man,  that  fometiines  through  zcalc 
and  deuotion  to  the  Church,  vndertookc 
to  carue  an  Image,  reprefenting  the  Dei¬ 
ty  and  greatneffe  of  his  God, out  oftrem-  j 
bling  and  feare,was  forced  to  crauc  ayde 
of  skilfulier  workmen,  hauing  nothing  to 
excufe  the  weakneffe  of  his  wit, and  expi- , 
ace  widiall,  the  horror  of  his  worke,  but 
pious  fimplicity.  Euen  fuch  is  my  cafe  • 
For  I  willingly  confelTejthat  being  doubt, 
full  of  my  felfe  when  I  tooke  this  Taske  in 
hand, yet  my  hope  and  comfort  was,  that 
hovvfjcuer  I  might  erre,  and  heerein  be¬ 
wray  my  skill^my  faults  prouing  veniall,  I 
might  giue  occafion,  to  ftir  vp  riper  wits, 
to  further  the  perfedtion  of  this  rude  and 
rough-hevvd-worke^  and  W^hetfton-like 
at  ieaft,to  fet  and  fharpen  others. 

now  by  the  fight  and  view  hecreof, 
(fifca  as  itis)  any  like  to  take  thepaincs 
from  the  fiieathc,  to  the  blade  5  from  the 


ibapCjtothefubftance^  S^fi'om  the  fliad- 
doWjto  the  body 3to  wade  any  further^  the 
V  olume  now  fucceeding,  alwcll  of  all  the 
Perfons,  as  their  atchieuernents  of  ho¬ 
nour, marriages,  alliances,  and  defeents, 
that  CLier  this  Monarchy  hath  in uefted  ^ 
ennobled  with  the  cities  and  degrees  of 
P ohtical Mobility ^toxTk  the  Earles  vpvvardi 
(Vice-Contes  and  Barons  make  a  Volume 
ofehemfeiues)  digefted  into  Catalogues^ 
will  further  declare.  ^ 

A  worke,  though  not  fo  perfed  as  the 
time  may  make  it  prone, for  at  the  begin¬ 
ning, what  thing  was  euer  fb  (Without 
pride  be  it  ipokcn)'of extraordinary  ftudy , 
carejand  induftry,  VVhercinjif on^iy  for 
the  publikej  haue  thus  empioied  my  felfe, 
and  done  my  beftendeauoiir,  Toacribes 
ouc  hegegxthefetaL  Let  no  ma  take  occafi¬ 
on  to  taxe  me  ofdouble diligence,  much 

]e{reofaffe(5l:ation,relfe-loue3orfiartcry, 

that  propounding  thus  a  Pilgrimage  pre¬ 
tended  to  bee  gcnerall,  I  haue  fpent  my 
whole  deuotion  on  die  Saints  of  Great 
Brictaine .  I  was  to  fit  my  mould  to  the 
matter  already  framed, and  therto  wholly 
bending  and  deuifing  with  my  felfe,  I  ay- 
nied  withalldnfecret  to  rcdccmc  fo  faiie 
afiibieft  ^fubfifting  cuery  where  on  ijic- 
ciail  Lawes  and  Rites^from  the  wandring 
Ideals  of  aifeourfing  Philofophers,  and 
contemplatiuc  Diuincs  to  her  ownc  pro¬ 
per  Station, and  peculiar  Cuftomes,  that 
others  elfe-wbere  defiroiisofthc  like,  1 
might  feeme  rather  to  giue,  then  to  flay 
their  good  example. 

Itremaincs  then  now,  to  make  good 
myfirftdiuifion  intoCclcftiall,  Morall, 
and  Politieall Nobility,  that  I  lay  downe 
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the  dignity  of  each  by  themfeliiesjthat  by 
plainc  dernonftracion  and  comparing  of 
their  EfTenccs  mutually  together ,  the 
world  may  fee,  how  euen  th?s  of  Great 
Britcainc  (which  hcerelcallOurs)  is  of 
it  felfc  abfolurcly,  the  moft  afllired  Pat¬ 
ter  ne, and  beft  ordered  of  all  others. 

By  Godscternall  prouidence,  it  is  fo 
fore-ordaynedj  that  fon  ornament  and 
fafety  of  humane  life  and  NaturCj  we  fee 
and  feelc  daily  .{bmc  fteppes  as  it  were  of 
diuine  intelligence^  and  feeds  of  Morall 
vcrtue.ftillfofteVed  vp  within  vs^  euen  in 
this  lower  vforld. 

Eji  T>em  in  Nshis  agitante  calefcimpfs  lUo. 
That  (diuine  intcUigence)  by  heaucnly 
infpirationjdoth  teach  v>  to  know  God, 
and  moucs  vs  to  fcruchim  with  all  holi- 
neffe  of  foulcjand  religious  obferuation. 

This  (vertuous  difpofition)  by  an  in- 
bred  ingenuity,  becomes  the  Mother  of 
this  our  Pofitiuc  Nobility.  Torjas  thefc 
twoftill  ioyned  together,  firfl:  open  the 
waybyftcps  and  degrees  (though  by  di- 
uers  paffages)  to  come  to  Kingly  Grace, 
and  Soueraigne  Eudochyfi^  Datiuely  5  fo 
Es  1/igenuis fiunt  Eugeneia  Eugenes^  from 
inbred  Ingenuity,  menfirft  become  Ge¬ 
nerous,  which  alfo  Icades  them  on  in  the 
felfc-famc  Nobility  Natiuely.  For  as 
godiineffe  or  piety, by  diuine  infpiration, 
and  iu-bred  ingenuityj  by  vertues  infufi- 
on  j  makes  vulgar  men  exempted^  and  fo 
honcftly  refpeded  aboue  their  fellowes^ 
ihar  nothing  may  difgrace  them,  but  ini¬ 
quity  and  herefie,  yeclding  matter  and 
occafion  to  this  kinde  of  Nobility  that 
fubieds  obtainc  from  Souerainc  grace 
fauour, Datiuely :  Eucnfoj  where  grace 
becomes  fo  fixed  in  the  perfon  of  any^ 
that  nothing  can  rcraouc  it  but  Death  or 
high-treafon^  it  begets  generofity  byde- 
feending  to  pofterity3NatiueIy.  So  that, 
as  to  be  glorioufly  happy  in  the  world  to 
|corne,by  diuine  infpiration  from  God  to 
man , by  the  name  of  piety, proceeds  from 
Chriftianity  imputatiuely.  And  as  to  be 
honourably  eftcemed  before  God  and 
manjfor  inbred  ingenuity,by  the  name  of 
probity, proceeds  from  ciuility  infufuiely, 
fo  to  be  lawfully  exempted  from  the  vul¬ 
gar  fort,  by  the  name  of  Generofity, pro¬ 
ceeds  from  grace, Mediate  or  Immediate 
refpeaiuely  al  worthily  ennobled  in  their 
feucrallkindes  and  places:  whereby  the 
mcaneft  Subied  being  thus  made  happy > 


becomes  afwcll  Nohilis  (which  wee  call  a 
gentleman,  and  the  French  found  Gentil- 
homme)  as  the  Emperor  hiiDfelfe,  faying  ^ 
Foy  de  Gentilhomrne,  And  ^Me  odotcy  Gen- 
tilhom?ne mffy  bien  qt^e  le  Key,  Though  in 
Engliili  and  in  French,  the  word  it  fdfe 
feeme  ftraigbtcned.  For  v.'c  call  no  man 
Noble,buc  from  tbeBaron  vpward,  wber 
Nobilis  in  Latine,  includes  the  mcaneft 
Gentleman,  afvvell  as  Lords  and  others. 
The  names  of  Kings,  Princc5,  Dukes, 
Marqueftes,  Earles,  Vice-Counts  &  Ba- 
ronSj&c.  Feeing  rides  of  prcheminence, 
to  diftinguift]  the  ccltbriiy  ofeach  mans 
place  &;  funci:ion,for  orderly  precedence. 

Thus  then, though  none  become  Chri- 
ftians  by  the  rules  of  piety,  carnally  *  and 
our  inbred-ingenuity^  proceed  not  from 
our  Parents  by  the  rules  of  probity,  natu¬ 
rally  5  yet  a  Gentleman,  one  may  be  both 
reputed,  and  fo  called  by  the  lawes  of  ce¬ 
lerity , alias  Cheiialryjaiias  Fleraldry,cuen 
for  humanity,  andhoneft  conusrfation 
ciuilly,  and  fo  became  ennobled  in  him- 
Iclfe  and  his  pofterity  Politically .  For, 
aliquid  cUrus  Magmrufplendor  Auoru 
^^lUud poHeritas  dmuU  calcar  habet. 

And  as  to  be  a  Chriftian,  is  the  glory 
of  all  Nobility,  and  to  be  an  honeft  man^ 
is  of  it  fclfc  moft  honourable :  fo  to  bee 
aduanced  by  the  eye  of  Soueraigne  Ma- 
iefty,  with  fiich  Enfignes  of  Nobility ,  as 
demonftratehis  celebrity  in  himfcife  and 
his  pofterity,  is  properly  moft  Noble ; 
Armes  being  in  this  refpc(ft:  ordayned  to 
limit  Families,  as  proper  names  do  men. 
Whereby  (this)  ftands  diftinguiiTcd  fro 
the  other  (two.) 

For  the  firft,from  religious  imputation, 
being  hid  fro  the  vvorld,makcs  Chriftians 
only  gloribusby  faith jwith  God  in  heauc. 

Thcfecond,  from  vertuous  ihfufion, 
makes  honefty  moft  honorable,  &  vertue 
ftill  admired  by  good  works  among  men* 

And  this  third,  from  abrolute  affedtion 
in  Soueraigne  loue  and  grace,  makes  fub- 
iedfs  rife  ennobled  rcl'pedliucly  abroad, 
but  properly  at  hoinCjfor  fcruices  perfor¬ 
med  in  the  Church  and  Common-weale. 

Now, all  that  haiic  the  happinefie  to  be 
glorified  mheauen,  or  honoured  vppon 
earth3  or  ennobled  at  the  Icaft,  recciuc  it 
firft  or  laft  from  God,&:  his  Lieutenants, 
whofe  infufiue  grace  and  greatneffe,  arc 
the  grounds  of  all  our  credits. 

The  firft, by  DiuincSjbceing  religioufly 
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taiiglir3  and  the  fccond  by  Philofophers, 
being  morally  difputcdjike  Twins  of  one 
birth  jOr  coiifin-gcrmans  at  leaft^by  piety 
and  probity  in  a  hcaiicnly  kinde  of  kind- 
red^makes  mortall  men  immortalljand  by 
fame  to  line  for  eucr.Biit  the  third  jwhich 
this  Treatifchathbegot,or  gladly  would 
reftore^being  mccre  pofficiue  with  Kings, 
within  their  kingdomes,  and  Orphant- 
likc  committed  to  thek  care  andfpcciall 
truftjdcpendsvpon  their  wils,  their  Rites 
and  Country  Cuftomesi  From  whence 
it  iSjWe  fee  fuch  Rankes  of  Nobility,  fuch 
fcuerall  names  of  dignities,  and  titles  of 
honor  jbeftowed  vpon  Subiedls  for  Piety 
and  Probity^confpicuous  in  the  world  by 
Soueraigne  grace  and  fauour.  Who  at 
firftjbcing  but  meanc,  and  of  flendcr  be¬ 
ginnings,  become  at  laft  extolled  to  pla¬ 
ces  of  renowne,from  the  foot-ftoole,  ad- 
uanced  to  the  type  and  top  of  honour,  8c 
the  fame  like  ebbes  and  floods,  with  time 
againe  decline. 

Thefe  kindcs  of  Nobility  thus  feueral- 
ly  laideopen,  and  by  a  three-fold  difpofi-' 
don  made  apt  to  be  diuided,  are  not  (not- 
withftanding)  fo  at  oddes  within  them- 
fe!ues,that  their  Natures  and  their  Effen- 
ces  admit  no  reconcilement,  or  may  not 
be  vnited  in  one  Perfon  altogether. 

For  the  firft,bcingceleftiall,and  meer- 
ly  diuine,admits  no  worldly  vanity, whole 
Soueraigne  is  God,  and  whole  Robes  of 
perfcdlion  wee  fliall  then  put  on  vpon  vs, 
when  wee  come  to  bee  prefented  before 
Chrifl:  our  King  in  Heaiien.  This  is  our 
cheefeft  ^oxy^owxftmmum  bonum^  and. 
higheft  blifle, whereto  who  ftriucs  to  rife, 
and  hopes  to  attaine,  muftworkeifoiif 
by  faith,  and  lay  his  foundation  on  the 
trueChriftian-Catholique  and  Apofto- 
lique-Religionjwithout  which, euen  Ver- 
tue  her  fclfe,  with  all  her  Morall  Lcffons^ 
auailesvs  nothing,  aspointing  onclyto^ 
this  end,aymes  at  this  happineflcabiitob- 
taines  it  neuer. 

And  they  that  being  heere  conuerfant 
[With  me  on  earth,  haue  their  mindesfo* 
cleareand  enlightened  from  aboiic,  that 
fore-feeing  this  end, they  bend  themleliies 
thereto,  and  by  a  prudent  care  and  con- 
ftancy,fli!i  aymingatluflicc,  feckeonely 
the  good  of  the  Church  and  Common^ 
wealth  .  Thefe  (I  fay)  by  their  vertues 
once  confpicuous_,  become  for  ciicr  fa¬ 
mous,  and  worthily  honoured  with  that 


Hs 


kinde  of  Nobility, which  Philofophers  fo 
magnifie  and  exroll  vnro  the  wotld. 

Now,  thefe  alfo  at  length  being  noted 
by  their  names,  and  made  knownc  to  So¬ 
ueraigne  Kings  (that  as  Gods  with  God- 
Almighty  rule  heere  the  earth  in  com¬ 
mon)  arc  by  them  ennobled-  firft  Datiiie< 
IVjWith  that  Nobility,  which  defeending^ 
to  poftcrity,  by  right  of  inheritance,  is 
Naciue  of  it  relfc,and  in  all  places  fubictft 
to  peculiar  Cuftomes.  From  whence  it 
comes  topafle,  that  feeing  Honefty,  the 
height  and  type  of  honoiitjand  venue  the 
way  that  leads  vs  thereunto  ^  wee  admire 
more  Nobility  Datiiic, being  tniely  deri* 
ued  and  raifed  for  it  felfcjthcn  that  which 
isNatiuc,  and  defeended  from  other,  as 
whofc  perfon  firft  for  vertues  fake,  being 
for  it  fclfe  bcloued,  becomes  withal  lillu- 
ftrious,  and  layes  thefoundation  of  hap- 
pinefle  in  others.  Na?n  Gems  ^  Proauos^ 
non  fecimns  Jpji^:  ‘vix  ea  noBra  <vo- 
CO,  For  though  in  Nobility  Polirike  and; 
Ciuiil,  Gencrofity  by  antiquity,  feemc  to 
be  relpedled  .*  and  to  be  borne  a  Lord,he 
more  Noble, then  To  to  be  created  5  yet  is 
it  not  fo  honourable,  though  farremore 
generous.  For  Vercu.e  of  her  felfc  being 
euery  magnificent,  firft  honours  the 
Father, then  dignifies  the  Sopne,  8c  mag¬ 
nifies  poftcrity,  which  by  the  Grecians  is 
morefignificaiulylpoken,  and  better  vn- 
derftood  ,  by  their  BugeneLt  ind  genkton 
applying  this  to  Ingenuity, which  belongs 
vntotheminde,  and  that  vnto  Celebrity 
more  proper  to  the  kinde. 

Thiskhenatthelaft,istbat  Celeftiall, 
Morall, and  Politick  Nobility,  that  at  firft 
I  propounded:  whercof,wheh  Diuiiies  \ri 
their  Sermons  feeme  to  fpCake,  and  Phi- 
lofophers  by  difcouifcs  goc  about  to  dlf- 
purcjthey  demonftrate  nothing  but'AI- 
Icgoricall'/^r^jf,  and  immaginary  fiiad- 
dowesj  the  fubftance  whereof,  wee  rhuft | 
hope  to  finde  in  Heauen ;  when  as  heere 
eucn  on  carth,for  the  good.Sc  furtherance 
both  6f  Church  and  Common-wealth, it 
is  cherifhed  and  dignified  at  the  hands  of 
Soueraigne  Kings,  and  as  fiiteft  fof*  grauc 
Counccllors  placed  next  vnto  thefelucs^ 
whereof  this  rude  Treatifecontaincs  tfie 
trueftpatterne  that  thc'world  affooirds- 
namely.  The  Nobility  of  this  Monarchy  pt 
Great-Brmain'e.hnd  therein  as  InBar  Om^ 
nium  and  Modelloi the  reft;  the  moft  Ho- 
nourably-Nphle  Order  of  knights  of  the 
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The  Peroration 


there bcingnoihingfound recorded,  for 
Religion  jin  (hew  morcbefccmingachri- 
ftian;  for  Vertuc  more  Heroicall*,  nor 
for  Pollicy,more  alTuredithen  this  Religi- 
oufly  itJoft  Honourable  and  moft  Noble 
I  Society,  For  whereas  all  other  of  like  in- 
ftitution,by  growing  oucr-vi)lgar,are  be¬ 
come  the  lelfe  efteemed  j  or  prouing  clfc 
but  idle, are  at  all  hands  neglected ;  onely 
This  is  ftill  fo  well  fupplyed  with  the  Flo- 
vver  of  true  Nobility,  thateuer  frefhand 
fpringmgjby  yearely  fhowes  and  !ufters,it 
difmiffcth  the  beholders  with  greaterad- 
I  miration,  then  the  belt  words  of  my  Pen 
1  are  able  to  vtcer. 

For  heere,  all  behold  Ma  icily  her  fclfe, 
bctwecnc  Greatncfle  and  Decorum, de- 
feend  from  her  Throne,  to  walkc  talkc 
kindcly  with  her  owne  Nobility  ;and  No¬ 
bility  it  fclfe  betwccnc  Honour  and  Reuc- 
rcnce,  afeending  on  the  Seate  of  her  own 
Soueraigne  Maiefty. 

Heere  ihc  Religion  of  our  Church, 
theWifedome  of  our  State, and  the  No¬ 
bility  of  our  Courtjadmiring  Kingly  Ma- 
ielly,  mectc  all  in  one  together. 

And  heere  our  King  with  his  Prince, 
our  Prince  with  his  Peercs.and  our  Pccrcs 
with  their  Worthies,  mectc  and  march 
together  in  one  Bond  of  Louc,  in  one 
Order  of  Chiualry,  fprmutuall  defence 
both  of  Church  and  Common-wealth, 
amazing  the  beholders  with  the  ftatcly 
light  and  view  of  one  pcrfonall  Maicfty, 
in  one  fellowlbip  of  Honour ,  and  one 
body  ofvnftaincd  and^ruc  Nobility. 

Heere  therefore  to  conclude,  as  the 
fittcll  place  to  end  this  wcake  and  llcnder 
Trcatifc.  If  that  which  hath  bccne  faidc, 
deferues  to  be  regarded  (as  Truth  fayes  it 
Ihould)  why  do  the  Soiicraigncs  and  Mo- 
narchs  of  the  world,  then  wrong  them- 
fclues  in  their  Greatncfle  and  Authority, 
giuingway  to  proud  violence,  and  pro- 
phane  intrufion,  wherby  Popes  hauc  put 
downc  Emperors,  &  Cardinals prefume 
to  compare  thcmfclues  with  Kings  ?  For 
whereas  they  alone  by  fpcciall  Commifli- 
on  and  Prchemincncc  of  place,  and  Vn- 
communicablc  power,  and  Prerogatiue 
of  Grace,  arc  made  the  Moderators  of 
thevertuousendeuours,  and  onely  Crea¬ 
tors  of  all  Titles  of  Honour,  belonging 
to  their  Subiefis,  they  fuffer  Nobility  to 
be  tied,  as  it  were  againll  her  owncNa- 
ture^to  Fccs,Houfcs,Calllcs, Cities,  and 


Lands,rencclcirc  and  tranfitory,  that  ncy-  j 
ther  infufe Religion,  nor  adminifler  lu- 
fticc,  nor  cncreafe  cythcr  in  their  pro- 
phane  Pofleflbrs,  nor  make  vulgar  Te¬ 
nants  more  honeft,  or  more  noble.  For 
Ornanda fotius  ejl  Dlgmute  Bo'mu4  quam 
ex  Domo  Dignitas  vtcunq^  querenda^  neq^  a 
Domo  Domini  fed  a  Domno  Dompu  eli  v- 
biuis  hmelianda. 

And  thus  hauing  ended  in  the  bed  fort 
Icould,if  I  were  to  yeelda  reafonof  all 
that  I  hauc  done,  in  a  word,  it  Ibould  bee 
thus :  The  glory  of  God,  and  my  Coun¬ 
tries  honour,to  whom  all  (land  indebted 
in  all  that  wc  arc,  or  can  bee  of  our  felues. 
Allegiance  6^  Seruice  to  my  Soueraigne, 
and  his  Nobility,  and  affedtion  by  Alli¬ 
ance,  to  the  memory  of  mine  Vnckle  and 
deceafled  Ftiend,wejc'e  the  Mptiucs  only 
moued  mcc  to  take  this  workc  in  hand. 

Hauing  therefore  now  both  offered 
vp,  and  thus  paide  all  my  vowes :  mine 
Enthoufiafme  compels  mec  to  falute  his 
blefled  that  by  Idling  of  Nobili¬ 
ty  ,fo  hardly  fo  well,  thus  happily  made 
happy ,liucs  ennobled  now  in  Heauen, 

prima  fides  vifa  ef  tentajfe^nec  vUra 
In  PatrUcomflm  deem  fera  Fata  finebant : 

Ecce  Opus  exegtynofirerum  pignus  Amor  urn, 

^od»e%  Lixor  tdax  queat  out  abolere  vetujlast 
^jMfn  vii  iUa  dieSyqna  iam  tibi  cerporU  vmbiam 
Abjluliyncerti  jpadum  mthi  differ  at  aui  : 

Parte  tamenmeiwre  tui,fuperalta  peretm'ts 
Agra  jruar, 

^dqxt  patet  domltis  Britanna  petenfia  Terrify 
Dfibia  per  »ra  virum,perque  crania  fecula  vines 
Si  qtfid  babet  grati  Generofaprtpago  virornm.  * 


What  thou  didft  once  attempt, our  Countries  worth  to  (how. 
But  wuldft  not  bring  to  pairc,the  Fates  fo  ftaide  thy  hand; 
Loe  here, I  haue  perFo  rm*d  thai(AJl)our  Jouc  may  know. 
Which  enuy  (hall  not  cate, nor  widiering  age  wjtnflani 

And  though  the  day  be  pafl,that  hath  thy  Soule  remou’d 
Froha  hence  ;  and  bodies  mortaJl  (hape  be  parted  cleane  away. 
And  threats  the  like  to  me .  yet  that  I  euer  lon'd, 

(I  meane  thy  better  part)  I  hope, I  (hall  againc  enioy. 

And  now,as  far  as  Brit  ti(h  power,by  Fame  it  fclfe  is  rais'd, 
*“^*^**^S  Sword, or  by  the  helpe  of  any  learned  Pen  • 
tt  liue,and  Thou  by  fiipirc  ages  prais'd,* 

It  Honour  dwell  in  Noble  bloo4|Or  Honefty  with  Men. 


AU 


■«  • 


'Ejficient^iis  without  which  it  hath  nol  For,  and  du- 
Being,  namely,  foueraigneEadoctj,  ring  life  only 
or  Grace  and  Fauor, without  which, 
as  it  could  not  fubfift ,  fo  is  it  not 
loft, but  onlie  by  high-  ^  Or  made 

Treafon.  Therefore,fromthefoue 
raigne ,  as  from  the  fountaine ,  it  is 
deriuedbothDatiue&Natiue,  and 


is  beftowed. 


Hcreditarie , 
either?  Sc  fuecefsiue 


Regula  luris. 

For,  astoinfamie& 
bafeneflCj  the  Gates 
of  dignitie  are  neiicr 
^fetopen  :fo  Honor 
once  beftowed '  by 
foueraigne  grace,  is 
not  to  be  detradled 
i^to  the  Parties  ftiame. 


All  Nobili¬ 
ty  political^ 
is  derutedy 
find  beli 
knowne  by 
the  caufes. 


Materiall ,  or  the  5ub- 
iedljwheroffoueraigns" 
create  nobilitie^to  wit3 


fVertue,  that  of  her 
felf  is  conlpicuoufly 
noted,  either 


Fortune,  or  habilitie 
to  fuftaine  Nobilitie,| 

Namely, 


Militarilj ,  f  Which  albeit 
they  become  di- 
miniHicd  and 
(pent,  yet  is  not 
<i  Nobilitie  wichall 


or, 

Cmilly, 


Fees,  or  In¬ 
heritance  of 


loft  or  extinct, 
that  of  her  Na- 
Landes  and  [cure  is  Heredita- 
Goods.  [ne. 


Formallyiisho^  -f Immediately"^ 


by  the  Souc- 
raigne. 


men  bcecomc 
lawfully  digni¬ 
fied  according  Ji 
to  rites  and  cc- ^  Or,, 
remonics,  and  j  "  .  * 

peculiar  cuftos  f  . 
of  Countries ,  j  Mediately  by 
either  (^Commiffion 


InEngland 
nobility"is 
diftingui- 
fiifccdinto  - 


‘Grcatcr,caled  No¬ 
bles  Titulary  by 
Letters  patents, 
or  writs  of  fom- 
n:6s  to  the  Par¬ 
liament,  viz. 


■The  Pfince  of  Wales, 
t)  likes. 

'  Marquefles. 

Earles. 

Vioe-Counts. 

Barons. 


Lcffci  made  by  ’N  Knights, 
Commifsion,  A 
or  without  Lct-^Efquires. 
ters  patents,  q 

\  Gcntlcraco. 


'Banncijcr. 

Bath. 

^Baichcllcr. 


Si  1 


Finally  to  what  endf-p  ,  j,  r  the  King, 

T  towit,>Semlcedone,.andtobedone,  tos  and 

^  ^  Common  weale. 

Nobility  political y  is  a  Dignitie  beJloJSied  by  Soueraigne  QracCyVpon 
.  Derfons  of  V ’irtue  or  ability  y  for  lifcy  or  for  euery  Jnhereby  a  Man  exemp¬ 
ted  and  ratfed  by  Degreety  becomes  lai£i>fuUy  preferred  aboue  the^  vulgar 

Deopicy  the  better  to  doe feruice  to  the  K^ingand  Qommonypealth. 

\ 

Eft,  aliquid  clarus  Magnorum  fplendor  Auorum  j 
lllud  Poftericas  asmula  calcar  habet. 
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OF  THE  GOVERNEMENT 

and  Adminiftration  of  luftice ,  obferued  in  the 

Common'-'vpeahh  o/Gennes  or 

Geneway. 


*  A  Kiaer 
which  di'Uidcs 
Narbone  fro 
Liguria. 

riucr  run¬ 
ning  out  of 
ApennmuSjSt 
parting  Ligu¬ 
ria  from  He* 
truria. 


The  iStuation 
of  the  ciitic  of 
Genevvay. 


CHAP.  I. 


He  people  oiLi^ 
gum  arc  contai¬ 
ned  betwixt  the 
Riuers  of 
&  along 

the  Sea-coalt , 
&:the  downefall 
of  xhtAfemnes, 
'  V  Of  all  which 

coiintry^thecity  Gennes  oz  Genew ay {mo^ 
noble  for  antiquity  and  power)  hath(for 
the  larger  part  of  time)held  the  rule  and 
Soueraignry.bccaufe  both  for  buildings, 
as  alfolnnpbilitie  of  aftipns ,  and  inre- 
fpc£l:  ofWliantmen,  ithath  cuermore 
beene  very  notable  among  all  the  reft  of 
former  times.  This  Cittje gracing  the 
South  with  hearbs, beauteous  lookesj  is 
moft  prowdly  built  vpon  the  Sea-coaft , 
and  hath  her  backe  vpon  the  North  ,  at 
the  footc  of  a  mountaine :  eiicn  as  if  fhc 
were  defeended  downe  the  mount ,  and 
come  to  repofehcrfelfc  vppon  aPlaine^ 
the  mountaine  remaining  onherbackc' 
part  to  defend  the  citie  from  the  furious 
North .  It  is  not  altogether  plaine  nor 
mountainous ,  butparcicipatethbothof 
the  one  andother  giring  about  the  com- 
pafle  of  fixe  milcs/o  fake  and  goodly  as 
canbcdcfircd. 


!  -  And  becaiifc  concerning  her  Antiqui- 
tie,wecan  notdcliuerany  thing  certainc 
(in  regarde  f©mc  doe  maintaine ,  that  it 
Genoua  oiluno^  the  daugh¬ 
ter  of  Geminus^  thei 

companion  of  Fhaeton  5  and  fome  by  /4- 
/^^,whovvasfaidtobcA7b4^;  itfliallbc 
fufficient  therefore  to  fay ,  that  it  was 
accounted  a  citty  two  hundred  and  nine- 
tic  ycares  before  thz  camming  oic hr ijl 
on  the  earth ,  as  manifeftiy  appeareth 
(fettingafide  TitH6Liuimvci  the  Decade 
of  his  eight  Bookc)  by  a  Table  of  BrafTe, 
found  (no  long  time  fincc)  in  the  Valley 
oiPo^z^euera^  and  placed  in  the  Church 
of  Saint  Laurence :  whereon  is  engrauen 
in  auncient  Letters ,  That  in  the  Confiil- 
fhip  of  Lucius  'Ceciltus^  and  of  Quintus 
Maniliu^y  fudges  were  lent  from  the  Se¬ 
nate  o^Rome ,  to  difeide  the  variance  bc- 
tweene  ^zVitturi^  and  the  people  of  Ge- 
neway,  concerning  the  neare  neighbour¬ 
ing  valley  .  And  becaufe  as  well  the  fen- 
tentiall  execution,  as  the  gaole  dcliucric 
of  prifoners,  which  were  in  refpedof 
that  ftrife  maintained,  vvastofuccccdc 
and  follow  in  Geneway:  therefore  wc  may 
hecreby  comprehend,  that  the  City  (vn- 
tillthat  time)  confifted  vpon  fome  other  j 
confiderations. 

Now, 


Concerning 
the  antiquitie 
of  Gene  way, 
and  by  wboia 
it  was  firft 
founded. 


A  brafle  tabic 
found  in  the 
valcofPoi* 
zeuena. 


xChap.i?* 


Of  the  lefler  Nobilme, 


525? 


Gene  way 
polfefled  di* 
uerscoimtries 
in  the E aft 
part  infor¬ 
mer  times. 


The  people  of 
this  nation 
addided  to 
merchandize 
greatly. 


The  rcadines 
ofthcGene- 
wayes  for  all 
dangerous 
occurrents* 


lU 

li 

jftfllAn  Jrea  Doria 
jAdmirajl  to 
King  of 
Fraunce,and 
dcliuerer  df 
Geneway  fro 
French  thral- 
dome. 


(1/ 
V  ' 


Now,  chi>  lo  noble  Cittie  ,  in  foriiier 
dmes  held  a  great  eftate ,  and  was  pof^ 
leffed  of  many  Countries  in  the  Eart 
pares  :  and  now  it  is  very  powerfiill  by 
Sea  in  all  rerpcffls^fomctia'ics  feruing  the 
the  Duke  o{Milla'ine^  fomStimes  thcKing 
of  France^Q.i\<zi  being  traiieled  with  much 
biifincs  3  either  in  regard  of  being  an  il- 
liiftrous  and  famous  Citticj  orbccaufe 
it  is  the  paffage,  and  (cuen  as  it  werc)thc 
gate  for  going  from  the  mouncaincs  into 
Italy^  Whereupon  fome  concciue  and 
are  pcrfvvadcd  5  that  it  was  cAkiimm, 
as  a  Gate  for  Itdie^  and  not  Uniu  o( )a- 
nm^  who  was  old  father  Noahn  But  let  it 
be  in  maner  howfbeiier^  the  men  of  this 
nation  are  induftrious  ^  eucrraore  atten- 
tiue  to  merchandize  5  whereby  they  at- 
taine  vneo  great  wealth ,  and  aswitho- 
therpeoplcitfareth^  euen  foamongeft 
them  3  there  is  alwayes  great  plenty  of 
moneyjbccaufe  no  one  priuare  man^biic 
very  many  more  befidc^  haue  made  paf 
(age  offiuehiindred  thoufand  ducats  ^  c- 
uen  after  the  beft  valuation. 

And  yet  thefe  men  fo  great  and  weal- 
thie  j  bceing  molefted  by  fome  parciali- 
ties  3  which  diuers  times  hauc  endange¬ 
red  Itdie^ziz  noWj  and  fo  haue  beene  for 
no  fiDall  timCj  ready  with  their  weapons 
in  hand,  expulfing  now  onefamihe,  and 
(bone  after  anorherj  from  the  State  5  and 
now  the  Nobles  gaining  fuperioritie,  af¬ 
terward  the  popular  fort  5  one  fidefaiio- 
ring  the  Adorni,  another  ihcFregofi^  and 
at  legth  reduced  (by  the  benefit  of  prince 
Andrea  Doria)  to  the  prefent  libcrtie 
which  th«y  now  enioy.  For  Geneway  be¬ 
ing  in  the  power  of  ihtFrench^^n^Do- 
rla  departing  from  feruice  to  the  King  of 
France^  to  whom  hcewas  Admirall  :  at 
one  and  the  felfc  fame  time  3  deliuered 
bochhimfelfe  and  Countrey  from  ferui- 
litieco  the  King  ofi^m/;^c<?,  and  qiiefti- 
onlefle  with  vnconquerable  corage.  For 
he  might  hauc  impatronifed  and  poflef- 
fed  hirafelfe  of  the  whole  State  3  beeing 
entreated  and  euen  (as  it  were)  conftrai- 
ned  by  his  friends  ,  chat  he  would  vouch- 
fafe  to  take  the  commaund  of  them ;  but 

he  rather  aifedcd  (fettingafide  all  ambi- 

tion)to  reftorc  them  to  their  former  free- 
dome  3  witn  fo  much  glory  to  him  in  fu¬ 
ture  ages  3  as  fo  rare  an  example  in  him 
did  iiiflly  meric  :  whereto  (perhaps)  hec 
might  be  the  rather  incited3  by  the  enuie 


he  bare  to  Chrtfi )pher  C oliimbips ^  becaufc, 
if  ne  opened  to  inodsrn  people  the  other 
part  of  the  world,  which  had  for  Co  many 
yeares  bcen^jdnic  vp  froiii  all  other  ;  io 
this*jther(with  wcl  gouerned  thoughes) 
fptirning  at  ail  appetite  of  dorninioin  3^ 
might  open  to  his  owne  Citizens  (  with 
their  libcrtie  )  the  State  fo  long  lockt  vpj 
by  the  difeord  of  their  owne  opinions. 
VVhereforc^  deferuedly  the  Genewayes 
ereded  a  Statue  to  his  perpetuall  glorie, 
and  the  memorable  renowne  of  hisim- 
morrall  adfions  :  asfor  his  immenfe  gift 
by  his  worthy  induftric  ,  was  done  to 
Colmnhm^  by  the  Vn\'\cc,s  oi Spame. 

Geneway  thus  receiuing  in  anno  15:8. 
her  nouell  reformation;  enrrcdvpon  the 
fame  forme  of  goncrnemenc  which  it 
now  maincaineth.A  defeription  was’then 
made,  and  therein  fetdowne  all  the  Fa*  | 
milics  of  account^  as  well  noble  as  popu¬ 
lar,  appearing  as  defceodedoffixehou- 
fes  in  Geneway  /  and  the  reckoning  grew 
iO  3  chat  in  Geneway  there  were  found  28. 
Families,  All  thereftremainingout  of’ 
this  account,  and  yet  were  offome  con- 
fidcration,  but  not  dcriiied  from  thofe 
fixe  houfes ;  were  aggregated  and  writ¬ 
ten  downe  in  the  aforefaide  nurnberof 
twentie  eight  families ,  by  the  title  of 
NobiliriCj  excluding  the  rediainderof 
the  people  and  Plebeians.  And  notwith- 
ftanding  this  entrance  thus  made,  there 
was  an  addition  to  the  number  of  thefe 
Nobles,  of  tenne  perfons  in  like  fore  en¬ 
nobled,  either  for  their  ricl:cs  or  vercuc, 
and  thefe  were  made  choice  of  euerie 
yc3re3applying their  paines  full  fro  hand 
to  hand. 

With  all  this  prouidence,  they  could 
not  yet  fo  well  prcuailc ,  but  in  theyearc 
of  our  LordjOne  thoiifand  fioc  hundred 
feauenty  and  foure,a  new  tiimulr  atofe  in 
the  Common-weakb.and  as  in  the  won¬ 
ted  ciuile  diffentions  :  fia  a  diuifion  hap¬ 
pened  that  yeare,  berweenetwo  fadfi- 
ons  ,  termed  olde  and  new ,  The  princi¬ 
pal!  occafion  which  moued  this  conten¬ 
tion  3  was,  that  the  olde  fide,  being  no^ 
contented  to  haue  the  greater  part  of  ati- 
thoritie  in  the  Common*wcakh  ;  did 
mortally  hare  the  new  fide,  abhorring 
difdaining  (albeit  that  die  new  fide, both 
for  auncient  Nobility, and  cru'everruoiis 
nierir3were  equall  to  them  in  al  rerpeefs) 
to  ioyne  in  kindred  with  them,  I  his  was 

infinirpK 


An-lrcaDo-  / 
lia  cntiious  of 
the  h  'noLir  of 
ChriOopher 
Columbus, 
in  the  refto- 
ringof  hii 
Couatrics  li- 
bciiic. 


A  Statue  cre-  [ 
d:c<i  in  honor  1 
■jt  Audi  ca  ^ 
Doria. 


Anobfcruaci- 
on  made  con¬ 
cerning  the 
belt  Families 
in  Genewey, 
deriuedot  Ex 
and  amount¬ 
ing  ro  eight 
and  ewemtie.  < 


The  noble¬ 
men  more  ad¬ 
ded  to  the  for 
tner  nuaibcr 
of  eight  and 
twende. 


A  r  tiimulr 
between  two 
fadioiis,  olde 
S:  new  m  the 
Common- 
vvealth. 
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;  Matheo  Ssna- 
I  rcga  a  naan  of 
SI  eat  account 
among  the 
Genewayesj 
Ariuing  to  af- 
fvvage  this  pet 
mrbation. 


There  are 
none  fo  violet 
as  wilfull  aged 


men,  when 


they  are  grou- 
ded  on  an  ob 
ftinatc  opinio. 


The  new  fac¬ 
tion  preuaiicd 
by  general! 
voice  againft 
the  olde,  by 
the  meanes  of 


Senarega, 


[1  ftirresand 
mpefliious 
mulls  calm* 
ouer-blow- 
g,  by  the  di¬ 
re  mend  e- 
)urs  of  Se* 


cega. 


infinitely  difplcafing  to  Mattheo  Semre^ 
ga.,  a  Citizen  of  mofi  eminent  authority, 
and  who  (at  that  time)  was  great  Chan- 
cello  ur  3  and  chiefe  Secrccarie  of  the 
Common-wealth;  alfohad  beene prin¬ 
cipal!  of  the  new  fide  more  then  once, 
and  both  of  the  publike  &  priuate  Coun¬ 
cell;  with  very  fingular  Eloquence  hee 
intreated  them, affirming,  that  it  was  not 
well,  thatfuch  diiierfitieofintercftsand 
priuate  refpe^ls ,  fhould  haue  life  in  one 
and  the  fame  City :  (hewing  alfo  by  liuc- 
!y  reafons  ,  how  auailcablc  it  was  to  euc- 
ry  man ,  and  likewife  profitable  for  the 
State  5  that  all  fliould  conuerfe  and  like 
mutually  together. 

But  the  words  and  euident  reafons  of 
Semrego^  failing  of  fufficient  efficacie, 
puffed  vp  the  olde  fide  with  greater  ob- 
fiinacie ,  yet  drew  a  farre  better  opinion 
of  the  new,  prouoking  fo  farre  to  defend 
them,  that  oftentimes  he  was  in  danger 
ofhis  life  among  them.  For  theold  fide 
did  great’y  eniiie ,  chat  the  authoritieof 
Semrega  fliould  pcarch  to  fiich  a  height, 
chat  in  him  onely  fhould  be  repofed,  the 
efficacie  of  the  piiblike  and  priuate  go- 
uernement .  Neucrchelefle, Semrega  op- 
pofing  their  pernicious  demonflrations 
with  wonderfull  wifedome,  mooued 
cfpecialiy  (as  the  fame  went )  by  a  gene¬ 
rous  difdaine ,  wrought  in  fuch  (brt,that 
the  new  fide  afifumed  the  chiefe  place  in 
gouernement,  excluding  (well-nearc) 
all  the  olde ,  conftrayning  them  to  for- 
fakc  their  Co  untrey  ,  if  they  attempted 
any  Armes  or  violence  againftthenew 
fide. 

Thefc  words  would  much  haue  flir¬ 
ted  the  Common-wealth,  if  Senarega^ 
fore-feeing  the  weighty  perill ,  and  pre¬ 
ferring  the  publique  good  of  ail  (  bceing 
moft  iuflly  to  be  affeded^ before  any  pri- 
uatc  refpedt  whatfocuer ,  had  not  bride* 
led  the  head-flrong  courfc  of  intended 
hoftilitic .  Wherefore  hee  wrought  fo 
painfully  with  the  G^/^^rj^^^^^rthcmfeliies, 
the  Emperour,  the  King  of  Spainey2LX\A  e- 
fpecially  with  Pope  Gregork  the  thir¬ 
teenth  3  allfauoringhim  with  their  help- 
full  aflfiftaucejasthc  tumults  in  the  Citty 
were  quieted,  and  after  feme  few  defpe- 
rare  accidents,  ihefuricof  Armes  was 
quite  blafled ,  wherein  both  the  faithful- 
neffe  of  Semrega,  2Vi&h\s  admirable 
wifeclomc  euidently  appeared .  Hee  be- 


/ing  appointed  (by  vniucrfall  confent) 
Ambafladour  to  Rowe^mih  infinite  pro- 
iiidence  and  care  ( to  the  honour  of  the 
Common-wealth ,  and  his  owne  great 
reputation)  dilcrcctcly  qualified  both 
faftions ,  already  growncto  fuch  a  head 
on  either  fide,  both  by  power  and  malc- 
uolence ;  as  not  oneiy  threatned  danger 
to  the  Countrey  it  fclfc ,  but  likewife  to 
haue  filled  all  Italy  with  innumerable  ca¬ 
lamities  and  confufions ;  whereof  the 
Pope  (by  his  Brcucs)deliuercd  moft  ho¬ 
nourable  teftimonic ,  writing  the  afti- 
omoi Senarega  to  the  ^Doyc'^  as  alfo  to 
the  Procurators  of  the  Commonwealth 
oi  Geneway, 


The  great  Counceli. 


FRom  the  whole  bodicof  thcbcforc- 
rccited  Families  ,  is  congregated  a 
Counccl  of  fourc  hundred  perfons  ycrc- 
ly ,  who  together  with  the  Duke  and 
the  Gouernours ,  haue  the  charge  of 
the  Common-wealth  in  their  power. 
This  Counceli  maketh  cletftion  of  the 
Duke  ,  and  of  the  eight  Gouernours, 
(bccaufc  the  Gouernours  are  the  iuft 
number  of  eight)  and  haue  care  of  the 
State  for  two  ycarcs  continuance.  They 
mannage  matters  of  importance ,  and 
concerning  gcncrall  good  ,  as  alfo  for 
thcconfcruationofthcSeigniDrie  :  and 
thefe  Gouernours  (  with  the  Duke  )  arc 
properly  called  the  ,  But  and  if 

they  are  at  any  time  to  handle  feme  oc- 
cafions  3  which  are  not  fo  important 
and  weightie ,  but  of  meaner  confide- 
ration  :  The  Stgnoria  haue  a  Icfler 
Counceli  in  readic  fetuicc  ,  confifting 
of  an  hundred  men  of  the  Nobilitic, 
eletfted  by  the  Stgnoria  by  lotterie  ,  and 
out  of  the  mainc  bodic  of  the  forefayd 
fourc  hundred. 


*  A  Title  bc« 
longing  oncIy 
lo  the  Dukes 
of  Venice  and 
Gene  way. 


A  Counceli 
confifting  of 
400.  perions, 
and  what  au- 
thoritie  they 
haue. 


The  Duke, 


""T^Hehcad  or  chiefe  of  the  Common- 
wealth  is  the  Duke  ,  becaufe  he  hath 
the  Title  and  Honour  w  hich  appertainc 
vnto  him :  and  it  is  an  auncicni  degree  in 
the  Citty,  whereto  by  varictie  of  times, 

diners  perfons  haue  attained,  butnotby 

any  courfc  TLawc.  He  continucth  for 
mo  ycarcs,  and  in  all  that  time  ofhis  aii- 


Thc  SIgnoria- 
ordotninion 
of  Geneway,- 


A  IclTer  couflr 
cell  of  a  hun¬ 
dred  Noble- 
men. 


llfks,  ( 
I'*®.  A 

'ki 


;%ij 


inontic. 


The  moft  e*i 
minent  Offi¬ 
cer  in  the  bfi- 
mcivws  alth, 
jjnJ  his  ^utbo- 
i^tic  endureth 
butz  ycarcs, 


if 


Chap.i.  Ofthe Common- wealth ofGeneway.  ii 
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Wherein  the 
Dukes  autho 
ritic  confifts 
aboue  all  o- 
iher. 


i 


r; 


ti 


In  what  man¬ 
ner  the  Duke 


m'i 


thoricy^he  dvvelleth  in  the  publiqiic Pal- 
lace,  hauing  fine  hundred  high  Ger- 
niaines  ?.s  his  Ouard ,  reprefenting  heere- 
in  the  forme  of  an  abfoliue  Soueraigne- 
tic.  At  the  beginning  of  the  alTumpcion 
of  his  inagiftracie ,  for  two  dayes  hec  is 
clothedinhis  Ducall ornaments;  butaf- 
tervvard ,  and  the  vvhole  confiftence  of 
his  regiment, hee  vveareth  other  habites, 
but  yctofV^cliietorcrwnfon  Sattin ,  and 
fometime  purplcV  His  authoritie  is  very 
imponanr,  bccaufe  hee  onely,  and  not 
any  other,  may  propound  what  caufe  he 
wil  in  Cotincel  and  in  the  Senate, which 
is  forbidden  vnto  any  other  Senatour. 
VVhereupon  ,  whofoeuer  would  record 
any  Lawe  to  the  Common-wealth ,  or 
elfe  propound  a  motion  of  fome  impor¬ 
tant  matter,  he  muft  break  it  to  the  duke, 
and  pafle  it  by  his  meanes. 

The  manner  ofthe  Dukes  cledions  is 
thus :  The  third  day  of  the  moncth  of 
iseieaedon  ji^nuary  3  the  Senate  dothaflemble  with 
anuic,.  ay  ieffer  Counccll,  without  the  pcrfon 
of  the  palled  Duke ;  becaufe  hee  hauing 
ended  his  Office  oftwo  yeareSjCCturneth 
the  lirfl:  day  of  lanuary  home  to  his  own 
hoLife  as  a  priuateperfon^and  remaineth 
a  Procurator  all  his  life  time .  The  lelTer 
Councell  with  the  Senate  j  doe  cle£i:a- 
mong  them  (by  ballot)  eightiand  twenty 
Noblemen,  one  for  eachFamilic ,  who 
fb  foone  as  they  are  chofen,arc  called  in- ' 
to  thePallace,  and  there  Ihutvppein’a 
place  by  themfdues,  and  there, together 
with  thole  Senatours,  who  eyther  in  re¬ 
gard  of  age,  or  by  contumacie  of  the  Fa¬ 
milies  arc  not  capable  ofthe  dukedome: 
they  elcd  eigbtecnc  men  amongft  them- 
fclues ,  one  for  a  Familie ;  and  thofe 
eightcene,  together  with  the  fame  Sena- 
rours ,  do  eled  another  eight  and  twen- 
tie,  which  eight  and  twentie  are  called, 
andbeeing  loektvp  with  the  aforefayde 
Senatours,  they  proceedeby  ballotting 
them  that  are  to  bee  propounded  to  the 
Counccll  to  be  Duke.  But  heere  you 
muft  know,  that  they  may  propound  no 
more  to  tlic  great  Counccll,  biitfourc 
perfbns  onelie ,  and  in  the  elcdion  of 
that  number,  it  is  nccclTarie,  that  the 
eight  and  twentie  doe  agree  in  two  third 
parts  among  thcmfelues ,  with  the  part 
of  the  aforelaidc  Senatours  •  This  being 
agreed  between  them,  before  they  come 
forth  of  the  Confiftoric,  they  cleft  ano- 


Ballotting  is  a 
kindofchoifc 
by  Bullets, or 
final)  ballcsj 
which  cache 
man  puts  in 
on  bis  behalf, 
who  he  would 
haue  in  no. 
minaticn. 


ther  eight  and  twenty ,  one  for  each  Fa¬ 
mily ,  who  retnrnc  together  with  them, 
from  ballotting  the  aforefaid  foure.  And 
they  rife  from  their  Eleftion  with  the 
two  thirds  ,  and  put  in  place  ofhim  or 
them  (not formerly  approo Lied)  one, or 
more ,  but  ofthe  number  ofthe  Senate: 
which  being  done,  the  Counccll  mccce, 
together,  and  they  propound  the  names 
of  the  foure  men  concluded  on  and  ele- 
fted  by  the  Eleftors  :  whereupon, hec  of 
the  foure  that  hath  the  moft  bailors ,  is 
named  for  Duke .  And  at  the  time  when 
I  wrote  this  difeourfedn  that  honourable 
degree  ofDi)ke,was  cholen  the  moft  cur 
teous  and  famous  Lord,  Paulo BaptiBa 
Calm,  fometime  a  ludge,  a  moft  worihv 
man,  forgoodneffe  ofiife,  andpraftife 
in  the  worlds  occafions. 


Paulo  Bapti- 


fia  CaJuo, 
eiefted  duke 
ofGeneway. 


ofthe  eight  Gouernours. 


^Herc  lit  vpon  the  Bench  (with  the 
Duke)eight  Gouernors,as  his  coun- 
cellers,  and  their  Office  doth  endure  for 


Councellers 
fitting  on  the 
Bench  with 
(he  Duke. 


The  manner 
how  the  gO' 
uernours  arc 
chofen  by  the 
Duke  and  iefi- 
ierCouncell. 


two  y cares :  and  they ,  with  the  duke  are 
named  the  Signoria,  and  gouerne  the 
Common-wealth .  All  thefe  together 
cannot  deliberate  on  any  thing ,  where¬ 
in  the  intereftofihe  people  is  concer¬ 
ned,  or  of  any  chiefe  important  bufiires^i 
but  they  call  for  the  ayde  of  the  Great' 

Counccll.  Thefe  Gouernors  are  elefted 
by  two  at  a  time, at  fixe  and  fixe  months; 
and  their  eleftions  made  in  this  manner. 

1  he  leffer  Councell  and  the  Duke  be¬ 
ing  aftembled together,  they eleft eight 
and  twenty  men,  one  for  cuery  Faffiilic, 
who  beeing  chofen  by  the  Senate  and 
Duke,  doe  propound  fometimes  twcliie, 
fometimes  fouretcenc  men  to  the  great 
Councell;  who  (by  ballotring)  do  make 
eleftion  of  one  of  them  at  a  time .  The 
next  day  following ,  they^obferuc  the 
fame  order  in  elefting  the  fccond ,  to 
wit,  the  leffer  Councell  do  ckft  another 
eight  and  twenty  ,  and  that  eight  and 
twenty  performe  the  reft  as  hath  bcene 
faid .  Eucry  one  ofthe  eight  Gouernors 
ending  his  office  ^  remayneth  Procura¬ 
tor  or  Atturney  for  two  ycares  (pace ;  fa 
that  in  the  Colledgc  of  the  Proftors, 
there  are  alwayes  eight,that  ftand  for  the 
goLicrnemcnr  of  h^  Ith 

5'  P.Procur-ir^rs 

and  all  thefe  come  into  the  Senate  with;  ajwaycs.afiift- 
thc  duke,  and  with  the  eight  Gouernbrs,  i  Con^- 

....  ’  \irtoa-weaItn. 

oeiibcra- 
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Tl^  Proftors 
corns  to  the 
higheft  digni- 
dc  oi  al. 


The  Poteftate 
is  ao  Officer 
chofen  abroad 
and  not  of  the 
citty. 


I 


deliberating  together  on  important  raat 
ters  ^  and  thus  with  thefe  Gouernours 
8^  the  Duke  confiftcth  the  whole  fumme 
of  the  State.  Two  of  them  haue  abiding 
in  the  Pallacc  j  the  other  keepe  at  their 
owne  houfesj  and  they  change  by  tiirnes 
two  at  a  timCj  at  three  monihs^and  three 
months. 

I 

of  the  Procurators  or  Prohors* 

f 

Onccrning  thefe  Proftors  ^  fome  of 
^  them  lilting  3  doe  come  to  be  in  the 
Office  of  Duke ,  and  fome  doe  rcmainc 
in  charge  but  two  ycares ,  and  they  are 
fuch  as  haue  beene  Gouernours .  They 
haue  care  for  procuring  all  publike  occa- 
fions,  collc6i:ing  the  rents  and  reuenues, 
and  other  fuch  like  bufinefle ;  being  men 
of chiefe  reputation ,  and  of  no  mcanc 
importance, 

of the  PoteHate  or  Protior. 

K  L  the  forenamed  Magiftrats^do  on- 
-^^!ie  attend  vpon  thegouernementof 
the  Common-wealth.  Next  now^ con¬ 
cerning  matters  of  lufticc  and  ludgc- 
ment  (fpeakiugfirftof  criminall  caufes) 
they  arc  guided  and  ordered  in  common 
by  a  forrainc  PotcftatCj  who  is  a  dodor^ 
and  they  graunt  him  an  honourable  fti- 
pend.  He  hath  his  rcfidcncc  in  a  Pallacc, 
which  is  ncare  to  the  Dukes,  and  he  hca- 
rcth  and  iudgeth  all  offences  happening; 
but  can  affigne  no  capitallpunifhmcnt, 
without  confent  of  the  Senate.  Two  o- 
therDodors,  being  ftrangersalfo,  doc 
affift  him  ,  whereof  the  one  is  called  the 
ludgc  of  MalefadourSj  and  the  other 
Fifcallor  Atturney  gcncrall ;  and  by  the 
ayde  of  thefe  two  ludgcs ,  all  procefle 
andfuites  are  formed  againft  guilty  per- 
fons,  dealing  alfo  in  cafes  of  like  nature. 
Befide  thefe  aforc-named,  the  Poteftate 
hath  his  Vicar,  who  attendeth  vpon  Ci- 
uilc caufes,  onely executiuc. 

of the  extraordmrie  Office, 


THere  is  an  Office  offcauen  men,  cal¬ 
led  Extraordinarie,  and  thefe  do  re- 
.  ,  prefciu(  as  it  were)  the  Princes  perfon, 

fheTr  I  becaiife  he  is  bufied  in  adminiftration  of 
the  Common-wealth.  Their  care  con- 
fifteth,  in  reforming  and  prorouging  of 


TvvaTadgee 
more  as  his 
afllltams- 


Seauen  men 
termed  Extra* 
ordiiiati 


IS 


variances,  and  granting  tutors  to  Schol- 
lets  .  And  becaufc  contention  is  forbid¬ 
den  betweene  Parents  and  Parents ,  and 
betweene  poore  and  rich  by  ordination ; 
rhcfemendoc  appoynewhat  magiftrate 
they  meetc,  to  hearc  offending  parent 
and  kindred,  asalfbthe  flrifes  betweene 
poore  and  rich.  Their  Office  continiieth 
the  fpace  of  fixe  months,  and  is  ofmuch 
dig;nitie. 

D 

of  the fine fufreme  SindiutorS, 

i  ^Hcre  is  alfo  a  Magiftracie ,  wherein 
^  arc  fine  men,’  called  fupreame  Sindi- , 
cators;  They  haue  authority  to  arraigne,  | 
not  onely  the  Duke  ,  but  the  Gouernors 
alfo,  after  the  expiration  of  their  charge: 
and  they  haue  the  like  power  ouer  allo- 
ther  magiftraces  of the  Commonw'ealth, 
Co  punifh  both  the  Duke  and  Gouer¬ 
nours  ,  finding  them  to  bcc  delinquent. 

And  when  the  Duke  is  out  of  his  O  f- 
ficc,  and  that  the  Gouernours  haue  ful¬ 
filled  their  magiftracie;  a  Proclamation 
is  publiihed  by  thefe  Supreame  Sindi- 
cators ,  That  if  any  man  haue  ought  to 
charge  the  Duke  withall  5  or  the  Gouer¬ 
nors,  let  them  appeare  in  their  prefence, 
and  luftice  fhall  be  done  them.  In  wnich 
rcfpc(£i,thc  Duke  and  Gouernonrs  haue 
eight  dayes  affigned  them  for  this  fcin- 
dication;  which  beeingpaft,  and  they 
found  in  errour ,  they  are  piinifhed :  but 
being  innocent,  they  haue  a  Pattent  af¬ 
figned  them  of  their  innocencie ,  where¬ 
by  tlicy  arc  after  called  to  be  Prodours ; 
becaufe  they  cannot  enter  as  Prodours, 
except  they  haue  thePattent  fromthofc 
Supreame  men ,  to  allow  their  expediti¬ 
on.  Finally  3  the  greatncfTe  of  this  Of¬ 
fice  is  (uch,  that  the  Common-wealth  c- 
ledcd  for  one  of  thefe  Supreame  Scindi- 
cators.the  Prince  Andrea  Doria^ihc  dcli- 
ucrer  of  his  Countrey,  They  are  elected 
by  the  lefTer  Councell ,  with  the  Senate, 
and  fit  in  the  Pallace  next  to  the  Senate, 
for  their  refpeft. 

Of  the  Rota, 

OEcaufcwcc  haue  formerly  fpoken  of 
criminall  occafions ,  novv  ict  vs  fay 
fomewhat  concerning  ciuile  caufks. 
Wherein  ye  arc  to  know,  that  the  Com¬ 
mon-wealth  doc  make  choice  of  fiuc  do- 

clours. 


Such  as  trie 
and  arraigne 
the  Officers 
ofbighclt  e- 
mmenciefor 
their  ofF.nces 


The  Duke  and 
Gouernours 
haue  eight 
dayes  for  their 
trial]. 


Oth 

tors, 

ftrar 


Iwrc 

caul 


C  hap. 


I. 


Of  G  enes  or  Gene  way . 


Care  for 
tradcfmen  & 
fuch  as  dcalc 
in  all  profel- 
fionj. 


torSj  forraigncs  or  flrangcrs  3  at  cuery  2. 
ycarcs ,  which  bddic  of  authentic  is  cal¬ 
led  Rota ,  Thcfc  men  attend  vpon  Cinilc 
caufes  oncly,  and  dwell  in  the  Dukes  pal- 
lace  :  A1  filch  matters  as  they  cenfure  onj 
are  guided  by  ordinarie  courfe  of  the 
Impcriall  Lawes^ forming  their  Procefle 
andfuite,  according  to  the  iiidiciaric 
order  appointed  for  the  Cittie  3  which 
is  after  the  auncient  maner. 


NP; 


of  the  Cenfors, 

VV3  as  concerning  Arts^Tradcs  and 
Myftcries ,  Cenfors  are  appoynted 
to  that  charge .  Thcfe  men  do  prouidcj 
that  buyers  3  fellers  3  and  all  fuch  astraf- 
fickc  in  handi-crafts,  fhall  hauc  meafurcs^ 
weights  3  and  all  things  clfe  to  them  bc- 
longingjiuff^and  according  to  the  aunci- 
enc  Lawes.  And  here  we  are  to  obferuej 
ithat  eiiery  Arc  hath  chiefeorhead  men 

*  ■  lit  VI  I  *  «  ^ 


^  f  M  I  X  A.*  ^  LAWMVI  Vli  ^ 

cbkfe  men  of '  callcd  Confulles3  which  make  e- 

cucryirade.  Icftion  of  Artifts  amongft  them .  Thcfe 
Confulles  hauc  authoritie  in  the  matters 
of  their  Artes ,  and  amongft  thefc  Con- 
fulls3fuch  as  deale  in  filks,may  command 
much  oner  their  men  2  fb  that  their  po¬ 
wer  extendeth  3  to  put  them  to  the  halterj 
to  baniflt  them  ,  and  perforce  fond 
them  to  the  Gallics ,  or  to  giue  other  ca- 
ftigations  to  delinquents. 


of  forty  Captaine. 


s» 


preparation 
at  all  times 
and  occafion*. 


TN  the  Cittie  of there  arc  forty 
■•^Capraincs,  of  the  number  and  bodie  of 
theNobilitie,  and  they  arc  changed  c- 

The  militatie !  •  Thefo  mcn  hauc  vndcr  them 

guardc  &  de.  I  hundred  men  (for  one)  of  the  people, 
fence  of  the  fo  that  they  make  (in  all)  fourc  thoufand 

Sdr  rwdy  and  the  Common-wealth  is  fer- 

Tiedby  themat  alloccafions.  For  they 
make  a  guarde  in  rime  of  the  leaftfufpiti- 
onj  and  when  the  Signoria  is  abroad3thefo 
fortie  Captaines  (  bearing  them  compa¬ 
ny)  are  all  clothed  in  Veluet,  goodly  and 
honourable  ornaments,  meete  to  attend 
on  fo  great  Lords.  Morcoucrjall  men  in 
the  Citty,  and  the  whole  Burrough,  that 
arc  apt  to  carrie  Armes ,  are  regiftred 
downe^from  the  age  of  twcntiCjto  three- 
foorc,  and  arc  reduced  vnder  the  goiicrn- 
ment  ofthofc  Captains, who(with  them) 
ftand  alwayes  obliged  to  be  readily  ar¬ 
med  with  weapons  in  hand^according  to 
the  auncient  cuftome  ordained. 


T. 


of  the  Generali. 

He  Common-wealth  hath  continu¬ 
ally  a  Generali  3  who  is  appoynted 
for  Armes ,  to  foruc  in  all  occurrences, 
and  ill  times  of  warre.  At  this  inftantit 
cnioycth  (  well  deforuing  fuch  a  degree, 
and  to  the  fatisfadion  of  alltheNobili- 
tie  3  much  pleafing  to  the  whole  hoaft  of 
Souldiers ,  and  vniiierfall  likng  of  the 
people)  ^^X^^xdiK^iignsHno Spinola  ^  a 
mofi  honourable  and  valiant  Gentleman 
of  that  Citty3full  ofincomparable  boiin- 
tie  and  knowledge  3  notonely  inthe  oc- 
cafions  of  Armes ,  but  for  all  mannage- 
ments  of  the  world  befidc. 


Aiigufimo  Spi 
nola  Gene¬ 
ral  of  the  Ge- 
neway  lorces. 


of  the  office  of  Saint  George. 
TP'  Office  and  Magiftracie  of  Saint 

noble  among  all  the  reft 
in  the  Cittie,  was  ordained  in  the  yeare, 
1407.  It  is  now  (by  length  oftime)  the 
conferuacion  of  that  Common-wealth, 
which,  inthofoyongerdayes  hadnota- 
nynaturall  riches  or  wealth  ,  fitting  the 
qualirtc  of  fuch  a  Country :  yet  notwith ' 
ftanding,  it  wanted  not  men  of  quicke 
and  appreJicnfiue  iudgement,  to  find  out 
the  way,  and  forme  fbme  means  for  pro¬ 
curing  of  moneys,  that  might  arilc  to 
common  vfc  :  whereupon,  they  that  li¬ 
ned  in  thofo  auncienteryearcs  3  andgo- 
uerned  the  publique  occafionsjtooke  vp 
moneys  of  particular  perfons ,  fome  by 
conftraint,  others  with  much  willingnes. 
And  true  it  is,  that  in  this  money  matter, 
fuch  priuate  perfons  as  disburfod  any 
fummes,  the  publique  vfo  payed  them, 
tenne,  nine,  eight  and  foauen  in  the  hun¬ 
dred  3  according  to  the  variecie  of  times, 
to  the  cn,d3that  they  might  not  fuffer  any 
endammaging ,  by  fuch  foruicc  as  they 
did  for  publique  benefit. 

Proceeding  in  this  courfe,  it  made 
mcn  willing,  ready  andcautclbLis,in  foe- 
king  focurity  for  their  moneys ,  dayly  put 
into  the  publique  Banque,  byfellingto 
fome  (as  for  example)  the  power  and  iu- 
rifdicftion  of  toll  for  mcates  3  to  others , 
the  imports  of  wines ,  arid  to  others  the 
taxations  layd  on  cornc .  And  thefo  con- 
trads  made  both  in  publique  and  parti¬ 
cular,  was  rearmed  among  them  Bargai¬ 
ning  and  Buying ,  as  when  particular 
men  bought  any  thing  of  the  common 
fort,  or  in  gcnerall. 

Ebb  And 


Atvvhai  tims 
che  OfBce  of 
Saint  George 
beganne. 


Prouinon  for 
rooney  al¬ 
wayes  in  bank 
for  thecicties 
vfe. 


Great  ftockes 
of  coineari- 
fing  out  of 
mcane  and 
poorc  bseiti' 
ning. 


Of  Genes  or  Genewav. 


Booke 


The  begin¬ 
ning  of  tra¬ 
ding  and  So- 
cred:s  hiGenc 
way,  oiielyby 
the  Banquers 
chat  lent  out 
moneistovfe. 


I  And  it  was  ordained,  that  whofoeuer 
disburfed  an  hundred  pounds ,  heefwas 
faid  to  hold  one  place  among  the  buyers : 
he  that  disburfed  two  hundred  ,  had  two 
places^  andheefor  three  hundred,  three, 
and  To  it  paffed  from  hand  to  hand .  So 
that  this  kinde  of  commerce  and  vfance 
multiplied  greatly ,  and  had  names  of  di¬ 
ners  ordinations  5  as  of  the  Capitoll ,  of 
Saint  Tdule^  and  others  oftheir  profeffi- 
on ,  by  dealing  in  Salt ,  and  diners  other 
bcfidc ,  vvhofe  Titles  and  Names  grew 
by  their  trading ,  and  hclde  correfpon- 
dcncie  particularly  among  the  beft  Cit- 
tizens ,  hauing  care  for  iuft  payments, 
and  the  dues  of  thcprofices^  with  confi- 
dcration  of  the  Banquer,  who  alw  ayes 
ordered  the  contrads  made  publiquely 
or  priiiately.  Hcereupon,  the  number  of 
dealers  dayly  encreafing ,  both  by  for- 
raigneNations  and  homg-bred  friends, 
which  required  diucrfitic  of  Gouernours 
and  Ouer-feers ,  and  which  elfc  would 
grow  to  great  confufion  :  it  was  there¬ 
fore  ordered  by  the  StgnorU ,  that  all  the 
Banquers  fhould  bee  reduced  and  vnked 
into  one  ablblute  Societie,  andnamed 
the  Company  of  Saint  George,  ■ 

Seeing  thus  ordained ,  they  were  alfo 
fern  of  appoynced  tobce  gouerned  byeight  Ci' 

tizens  from  yeare  to  ycare ,  who  proiii- 
ded  and  gauc  order  ,  how  the  .Banquers 
fhould  let  out  theif  lummes,  and  recciue 
in  their  interefls  and  allowances,  where¬ 
by  thc5^  held  the  eminencie  in  the  Office 
of  Saint  George  .‘And  in  regard  they  per- 
cey ued ,  that  this  Office  gouerned,  thefc 
mat  ters  with  wifcdomc  and  iuftice,  bufi- 
neffe  dayly  encreafing ,  and  the  number 
ofplaces  fiipplycdby  newperfons  :  alie¬ 
nation  ofprofits  grew  among  the  Com^ 
mons  3  and  the  charge  of  the  Office  eue- 
rywayto  be  greater  ,  by  reafoh  of  lands 
and  communities  interefled  with  them, 
fo  that  the  Office  attained  to  many  priui- 
ledgcs  :  firft,  by  die  Signorm  of  Geneway  i 
and  afeerward  of m any  Popes,  Emperors 
and  great  Lord'es,  which  came  to  domi¬ 
nion  in  the  Citty  So  that  the  Office  of 
Saint  although  it  depended  on 

the  common  people ,  as  alfo  the 
The  daily  in-  of Geneway :  came  to  the  go- 

uernement  or  Seigneurieofthc  Citde, 
werefworne  to  conferue  the  Priuiledgcs 
of  the  Magiftracie  of  Saint  and 

to  maintaine  it  •  And  becaufe  (naturally) 


Eight  goucr- 


BanquerPi 
both  tor  Icn 
ding  and  al¬ 
lowances. 


The  begin¬ 
ning  ot  cny 
affaires  muft 
heipe  it  feife 
by  the  fucces 
o:  times,  and 
foatcaine  to 
ttueiategrif’. 


creafing  of 
the  Office  of 
Saint  George. 


things  take  original  of  weakc  beginnings, 
and  lb  in  proceffe  ot  time  attay  ne  to  per- 
fc£i:ion :  euen  fo  did  this  mapifteriali  Of- 

O 

ficc ,  being  much  better  ruled  now,  then 
it  could  be  at  the  beginning. 

•Firft ,  in  anivvering  the  profiles  to  all 
Banquers,  they  arc  not  fo  determinate 
nor  cert3ync,as  atthe  originall  :  but  yet 
according  to  the  proportion  of  former 
allowances,  leffe  or  more,  and  according 
vnto  expcnces  for  the  conferuation  of; 
things  of  efpcciall  care ,  and  according 
to  the  fruicfulncflc  of  tolles  and  taxati¬ 
ons,  befidediuers  other  benefites,  affig- 
ned  by  the  Commons  to  the  Banquers : 
they  arc  farre  more  fccure ,  and  more 
neately  qualified,  concerning  mens  coii- 
fcicnces. 

Moreoucr ,  this  place  hath  obtayned 
Seigneury  and  dominion  by  many  good' 
and  fiifficient  allowances,  which  it  could 
not  haue  at  the  beginning .  Befide,  eue- 
rie  way  are  made  new  rules  and  orders, 
whereby  there  is  farre  better  expedition 
of  Caufes ,  for  the  punilBing  of  dclin 
quents,  and  fubmiffion  ofthe  people  to 
gOLiernemenr. 

And  whofoeuer  docth  confider  the  TwoCommu- 
high  account  of  this  Magiftracie  ,  fha.ll 
findethe  body  of  the  Cittic  5  thereby  to 
containein  it  felfc  two  communities,  the 
one  great,  ihe  other  Icftc^  The  great  is 
goiisrned  by  the  Paliacc,  and  compre- 
hendeth  all  the  Citty;  the  lefter  is  go- 
Lierncd  by  Saint  George  as  concer¬ 
ning  the  occafions  before  remembred, 
and  comprchendedi  all  the  Banquers 
and  changers. 

The  firft  Communitie,  or  the  greater, 
is.fubiedl  to.v^ariation,  and  is  many  times 
ynder  regiment,  rather  to  beetearmed 
Tyrannicall  then  otherwife  :  bucthclcf- 
fer  is  alwaycsfrcc,  nrmc ,  and  vndcr  the 
Gittizens .  And  ccrtaincly ,  which  is  a 
matter  admirable,  and  rar.ely  found ,  ey- 
thcr  by  Phiiofophers  or  others, that  haue 
difeourfed  on  caufes  concerning  Com- 
mon-wealesjto  obferiie :  that  within  the 
circuite  of  one  and  the  fame  wall,  and 
all  at  a  time,  there  fliould  be  tyrannic 
and  liberty ,Iife  ciuile  and  corrupt,  iufticc 
and  licence.  , 


0/ 


nGwav,a-nd 
how  they  arc 
gouerned. 


A  note  well 
worth  the  ob- 
feruauon. 


V 


JUIWI  JiJWg 


Chap. 2 » Of  the  Jewish  Common-wealth.  5^c- 


The  manner 
oi  cleftiiig  the 
new  Protc- 
dorsof  Saint 
George. 


Another  Of¬ 
fice  called  oi 
foure  and  for. 

tie,  being  cho- 
fen  out  of  a 
thoufand. 


An  addition 
of  eight  Citti- 
Zens  more  to 
the  Office. 


*  Aniflein 

?he  Sea  Ligu- 
flicum. 


of  eight  Vroteciors  of  the  Office  of 
Saint  George, 

^Oncerning  this  Office  of  S.  George^ 

there  arc  eight  men  appoynted  to 
goucrncit ,  who  arc  called  Prote<5lours, 
They  continue  for  a  ycarc ,  and  arc  ele¬ 
cted  cuery  fix  months  foure  times^by  the 
whole  number  of  the  Banquers^or  Cre 
ditors  for  lands ,  &  Creditors  for  letting 
forth  certain  fumsjafter  this  manner.  A* 
mong  the  whole  number  of  Citty  Credi- 
torsjby  lot  are  chofen  So.men^who  mcc- 
ting  together  foone  after  their  ekfiion, 
they  make  a  funiey  among  al  thofc  foure 
Icore,  and  fele£foucofthem  foure  and 
twenty  by  balotting,  who  being  fhut  vp 
in  a  roome  by  themfclues:  they  may  not 
funder  or  depart  5  till  they  hauc  ballot. 
tcdforthecightProtedors,  and  in  this 
baliotteric ,  fixctcene  ballots  doe  con- 
firmethceledion. 

In  the  yeare  1444.  Mother  Office 
was  made  of  Saint  confiding  of 

men  ,  which  was  then  called  the  Office 
offourc  and  fortic ,  in  regard  of  a  thou¬ 
fand  5  out  of  which  number  they  were 
created  •  The  occafion  of creating  thefe 
cig  It  men,  was ,  that  being  the  fpacc  of 
thirty  fe.ucn  yercs ,  the  Office  fo  cncrea- 
fed  and  augim*nted;,cbat  the  eight  Prote- 
dors  could  not  ( in  a  whole  ycare)termi- 
natenorreftrain  thcbiifie  occafions  hap¬ 
pening  5  whereby  the  emoluments  and 
interefis  of fomc  creditors  arofe  fo  great, 
and  other  moneys  in  diuerfe  manners ;  it 
was  thought  fit  (  for  fetting  downe  good 
order  to  fiich  Rcmaincs ,  which  were  (in 
effeft)  the  riches  and  fubftance  of  the  of¬ 
fice)  that  a  necefiary  participation  ofthe 
gaincs  fhould  be  digefted ,  for  the  creati¬ 
on  of  fuch  as  fliould  helpein  thisproui- 
dent  care ,  for  general!  vtilitic  of  the  Of¬ 
fice  of  Saint  George ,  and  yet  to  be  carried 
in  fccrct  manner ,  for  raking  away  all  oc¬ 
cafion  of  tyranny .  And  fo  eight  Citci- 
zenswerc  chofemof  which  two  arc  chan¬ 
ged  yearcly ;  and  they  take  charge  ofcol- 
leding  and  goiicrning  fuch  oucr-plufles  ^ 
as  do  arife  ycarely,  by  the  managements 
of  the  eight  Proteders. 

This  C)ffice  hath  vndcr  protedion  the 
Iflc  of  Corjica^  and  many  other  Citties 
and  important  placesrand  thence  enfueth 
the  cxpcnccs  layd  out  for  their  conferua* 
tion. 


CHAP.  II. 


An  excellent  Relation^,  concerning  the  eB ate 
of  Religion  And  Comfnon.vpealth  ^  which 
was  offer  ued  Among  the  Jew'e'sl 


former  world, 
&of  ionumc 
i^able  worlds  | 


T  is  not  to  bee  doubted, 
but  by  thefingular  coun- 
ccll  ofour  ctemall  God, 
the  Father  of  our  Lord 
Icfus  Chrift,  who  crea¬ 
ted  mankinde,  whereby 


a  Cliurch  bee  sflembJcd  andcon- 


gregated:  apcrpetuall  hiftorie  concern¬ 
ing  the  creation  of  things,  was  giiicnro 
men. 

And  although  that  the  PldiofoplieT , 
Democritw^  and  others  like  to  him ,  drea- '  Democritu* 
med  of  an  cternitie  of  a  former  world,  Q  j*  dreaming  of  a 
clfe  of  innumerable  worlds,  and  made  a 
mockerie  at  the  beginning  of things,  and 
thought  fuch  a  rccicall  to  be  butfabulous: 
yet  notwithftanding  wee  holde  them  to 
bemofttme,  confidering,  that  Almigh- 
tic  GOD  approoued  the  Writings  of 
Mojes  by  apparant  teftimonics,  as  by 
the  rayfingvp  ofthe  dead  and  others. 

Now ,  albeit  wcc  recciuc  the  aunei- 
ent  Hiftorie  of  the  Church ,  and  fingu- 
larly  allow  it  for  the  Diuinc  authorities : 
yet  there  arc  many  more  Euidenccsof 
tructhbefidcs  ^  for,  the  auncient  names 
of  people  5  doe  agree  with  the  fucceffion 
of  the  Fathers  that  related  them,  and  the 
order  of  Empires  hath  bene  fuch,as  they 
were  foretold  to  be  ,  and  fo  Ihould  be  in 
their  fucceeding  times. 

The  Prophcticall  Hiftorie  then  is  the  ^  ,  . 

trueft,  and  the  moft  auncient  of  all  o- 
ther  5  and  the  reafbnof  that  continued  trueft  and 
Hiftorie,  was,  not  onelictolct  vs  know  i 
the  beginning  ofmankinde  :  but  much 
more  to  notifie  vnto  vs,  the  Promifesof 
the  Sonne  of  God,  and  to  giue  vsccr- 
taincty  of  the  firft,  and  no  way  to  be  cor¬ 
rupted  do&inc  of  God,  and  ofthe  tc- 
ftificacions  fo  oftentimes  rendred  too¬ 
ther  by  that  do(ftrinc,  what  the  goucrnc- 
ment  of  the  Church  hath  becncr  for  it 
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The  great 


blefl'ings  of 


God  vpon  his 
Church. 


Concerning 
the  hiftorieof 
iacret  rimes. 


was  preferued  in  the  diuerfitie  of  tumults 
ainongft  Empires,  like  to  a  Shippe  floa¬ 
ting  vppon  raging  and  tempeftuoiis  bil- 
lowcs  5  what  the  battailesof the  Church 
haue  becne ,  and  the  exercifes  of  Faith. 

Now  jjt  was  a  great  blefling  of  God , 
thachee  gauc  a  certayne  fearing  vnto  his 
Church,  cuen  as  an  Academic,  for  more 
then  fij^etecnc  hundred  yeates  in  a  com¬ 
modious  place.,  beeweenetwo  mofl:  po¬ 
tent  Kingdomes  of  Egypt  and  Bahylon^ 
to  the.  end  ,  that  throughout  them  both 
the  voyce  of  his  dotirinc  might  be  beard. 
Xhere  the  Promifes  were  repeated  ,  and 
the  piracies  adiufted ,  which  arc  witnef- 
fesofthe  prcfence  of  God  :  whole  will 
was  to  haue  thofe  things  fet  downe  in 
writing,  to  the  end  that  Pofteritie  might 
beinformed  by  true  dot^rinCjin.the  con- 
of  the  Church, and  her  manifold  re- 
coucries. 

And  although  nothing  is  found  in  wri- 
ting  by  publike  authority  ,  touching  the 
lafl:  times*yet  nocwithftandingjOiir  Lord 
was  careful!  to  haue  the  latter  Hiflorie 
knovvne  ,  which  hath  bcene  declared 
partly  by  Ijfephu^s^  and  partly  by  Phib, 
whereof  1  haue  rnadcacollc(^ion,  be- 
caufe  the  more  fludious  might  cnioy  a 
continuall  Hiftoric  of  the  levvifh  people, 
euen  to  the  deftrudion  of  lernfalem*  And 
itpIeafedGod ,  that  a  continued  fuccefle 
of  biiforiesflriould  remaine  to  men:  for 
feeing  that  Prophetical  hiftories  reached 
fo  farre  as  the  reigne  of  the  Perfians ,  or 
to  King  the  Greeke  and  Latine  hi- 

ftories  afterward ,  reported  the  great  mu- 
dmeofc-  rus  j  tations  of  thc  following  Empires,  which 
King  of  Perfia  ^ifo  yvas  fccoadcd  after  by  the  Apoftles 
writings, concerning  thc  Sonne  of  God, 
borne  ofrhe  Virgine  crucified  and 
raifed  againe*  and  after  the  Aporiles,^/^. 
fehm^  Epiphanii^^  ^nANicephori^ipi\v{iu 
ed  in  the  Ecclefiafticall  Hiftory.  Where¬ 
in  I  make  no  doubt ,  but  all  fuch  as*  are 
well  aduired,wiliconfeffe,that  the  know¬ 
ledge  ofthe  order  of  Times  is  neceflarie, 
to  vnderftand  when  the  Do6i:rinc  was  re-  j 
ucaled  ,  the  Sonne  of  God  manifefted, 
the  Church  congregated  in  diuers  kinds, 
fometimes  agitated  by  tempeftuoiis 
ftormes  5  and  yet  (after  ali)gracioufly  de- 
liuered.  Wherefore,  letvsgiucthankes 
CO  God ,  for  beftowing  on  men  the  con¬ 
tinued  Hiftorieof  his  Sonne;  and  let  vs 
kcepe  fuch  Writings  religioufly :  wherc- 


Propheticall 
hi  ft  one  rea¬ 
ched  CO  the 


The  Church 
ahe;  many 
(formes  hap¬ 
pily  deliuercd 


in  hailing  taken  fomepaines,  I  hope  it 
will  prone  pleafing  to  all  Chriftian  Rea¬ 
ders. 

Thc  beginning  of  the  Catalogue  is 
the  continuation  offoueraigne  Sacrifi- 
cers,  or  high-Priefts  that  gouerned  thc 
lewifh  people ,  after  their  returnefrom 
Bahylon^ih  the  princes  iffued  ofthe  race 
Royall. 


5^  The  firft  Familie  being 
the  Po^eritie-j  of 

lefus. 


,'r- 
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ui  Catalogue  of  the  High-PrkHs'^  or  feue- 
raigne  Sacrificers ,  beginning  with 
SeraiaandhisfonneJofedech, 


0th  thefe  were  led  captiuc 
into  Babylon^  by  Nabucho- 
donofor  King  of  thc  Chalde¬ 
ans,  and  dyed  in  exile. 

,  Jof  uh  or  lefu^ ,  thc  fbnnc 


of  lofedech ,  came  backe  into  ludea  with 
the  Prince  Zorobahell^  fiue  hundred  and 
thirtie  yeares  before  the  Natiuitie  of 
Chrift  -  He  liued  vndcr  the  Kings  oiPer- 
Jia^  Cyrusy  CambyfeSy  Darius  the  fonne  of 
Hyslajpes^  Xerxes^  euen  to  the  twentieth 
yeare  oiArtaxerxeSy  Long-hand,  and  pre- 
fided  (as  chiefc  Prieft)  firft  fixe  and  thirty 
yeares .  Afterward ,  in  regardc  that  thc 
building  ofthe  Temple  was  hindered,  he 
went  into  Babylon  to  Darius ,  the  fonne  of 
HyBajpes,  whom  the  Holy  Hiftorie  na- 
meth  K^oajhtierus ,  and  was  abfent  the 
fpace  of  eight  yeares.  After  his  returnc 
hec  was  twenty  yeares  more  in  thc  high- 
Priefthood.  is  of  opinion ,  that  he 
wrote  thc  Hiftorie  of  Judith,  which  o- 
thers  (neuertheleffe)  holdc  to  be  more 


Serais  and 
lofcdech. 


I'vTuab  fonne 
CO  lofedech. 


Darius  fonne 
ofHydafpes, 
or  Ahalhuerus 


ancient. 
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The fonne  of Isfu  was  lotichim. 


loacbiii'i  ihc 
fonne  cf  lelus 
or  lufualu 


F.Iianbthcfon 
of  loaclaitn. 


luJasorlola- 
da  fonne  10 
Eliafib. 


John  and  Ic« 
lus  fonne  of 
[udar. 


Vogefes  cn- 
cred  with  an 
Armie  into 
lerufalem  ,& 
profaned  the 
Temple* 


T  Odchm  hcldc  the  Prieft-hoodc  eight 
yccrcs ,  in  the  abfence  of  his  brother, 
and  eight  and  fortic  ycres  after  his  death. 
Hcc lined  vnder  Long.hand^  and  Darias 
thcBaftard,  vniillthc  twelfth  yeare  of 
Artaxerxes  Ahajhucrus  ,  who  was  alfo 
named  Ainemon  5  hcedid  fet  downe  in 
writing  the  Hiftoric  WHer  ^  and  the 

memorie  of  Phurimss^s  by  him  inftitu- 
ted^as  P/?/7r?writcth. 

Eliafib  was  his  fonne,  who  was  in  Of¬ 
fice  of  the  Soucraigne  Prieft-hoode  one 
and  tvventic ycares ,  vntil!  the  foiire  and 
thirtieth  yeere  ofthereigne  of Aruxer- 
xes  Mmmon* 

Indas  or  loUda  fonne  to  him,  was  hie-  ‘ 
Pricftfoiire  and  twenty  yearcs5  vntill  ihe 
third  yeare  of  the  reigne  of  Darius  ^  who 
fuccccded  next  to  Adnemony 

John  and  if  us  were^his  Tonnes ,  the 
latter  whereof  beeing  fiered  with  am¬ 
bition,  infiniiatcdhimfeifc  (by  the  po¬ 
wer  of  giftes  )  into  the  fauour  of  Foge- 
fes ^  Satrape of  to  take  (by  his 

hclpc)  the  chiefe  Prieft-Kood  from  his 
Brother  :  But  immediately  hee  payed 
the  penaltic  due  vnto  his  wicked  pre- 
fumption  j  for  in  a  debate  and  blowes 
being  moued  in  the  temple, he  was  flaine 
by  his  brother.  Hcerc  was  the  beginning 
of  the  euills  in  ludea ,  about  an  hundred, 
fixtie  and  feauen  ycares,  after  the  rctiirnc 
fiom  Babylon. 

John  hauing  murdered  his  brother 
lefus’m  the  Temple,  was  the  caufe  of 
bringing  the  people  into  a  mifcrable 
feruitude.  For,  theSatrape  Vogefes  hz- 
ing  aduertifedof  thedeathof  his  triend 
lefus ,  entred  with  a  mightie  Armie  into 
lerufalem  ,  prophaned  and  pilled  the 
Temple  ,  faying.  That  he  might  arwcll 
doc  fo ,  as  the  high-Prieft  to  foyle  it 
with  the  blood  of  his  ownc  Brother :  he 
collcded  the  tribute  money  rigoroiifly 
for  the  fpaceof  feauen  yeafes  together  , 
proceeding  therein  fo  farre ,  as  forcing 
thclcwcstopay  an  hundred  crowncsof 
the  Sunne ,  for  cuery  bcafl' that  they  fa - 
crificcd.  John  held  t\\c  high-Prieft-hood 
foure  and  twenty  ycares ,  cuen  vnto  the 
death  of  Ochus^  and  the  beginning  of  the 
reigne  ofArfanes, 


M: 


His  Sonnes  were  laddus  and 
Manajjes^ 

Andffes  following  the  example  of  le- 
fssy  to  ftrengthen  himfclfc  againft 
his  brother,  made  alliance  with 
balat  the  Chuttean  ,  fent  Satrape  by  the 
lafl:  Darius  into  Samaria  i  and  cookc  to 
wife  his  daughterTV/Vc?^.  But  in  regard 
of  thisvnlawfiill  marriage,  hee  was  re- 
pulfed  from  the  Sactidotall  Office,  wkh 
diueiTe  others  for  the  fame  caufe.  Bee- 
ing  bereft  of  the  Priefihoodc,  bee  made 
his  rccourfe  to  his  Father  in  lawe  in  Sa¬ 
maria  ,  who  after  he  had  obrayned  Icaiie 
of  Alexander  ihQ  Great;  builded  a  new 
Temple  vppon  an  high  moimtayne  in 
Samaria  csdlcd  Garhim  y  {haping  it  after 
the  forme  and  magnificence  of  that  at 
lerufalemy  and  there  hee  caufed  his  fonne 
I^anajfes  to  prefide. 

This  diuifion  ofHigh-Priefts,  was  af¬ 
terwards  the  caufe  of  great  tumults  in 
ludea*^  for,  as  all  they  which  were  ex¬ 
pelled  from  lerufalemy  for  tranfgreffing 
the  Ceremonies  of  ^/^/crLawe,  as  alfo 
for fomeother  offences  5  becooke  them- 
lelues  to  this  new  Temple  :  in  afhorc. 
time  after  ,  they  grewe  to  fuch  an  head 
and  f^rength  ,  that  inciting  thofe  Sacri- 
ficers,  Apoftares  and  Samaritans  againft 
thelcwes  ;  it  likcwifc  gauc  occafion  to 
many  riotous  courfcsandthecuericson 
either  fide. 

Nothing  was  found  by  pofteriticof 
this  Manajjes :  but  two  hundred  ycares 
after,  the  Temple  on  this  Moimfofc?^- 
rizim  was  dcflroycd  from  the  toppe  to 
thebottomc,  by  lobn  Hircanus ,  Ibnnc 
vnto  Simon  il>e  Afmonsany  and  SucceiTor 
to  him. 

Iiddus  adminiflred  the  hie-Priefthood 
for  feauen  and  twcntic  ycares  ,  vnder 
Arfanes,  and  the  latter  Darius  y  cuento 
the  time  of  Alexander  the  Great.  He  dc- 
priued  his  brother  Manaffes  {md  the  reO) 
of  the  right  ofpriefthoed;  becaufe  (con¬ 
trary  to  the  Law  of  Almigliiic  God)  they 
had  married  with  ftrange  women.VVhilc 
Alexander  the  Great  befieged  the  Cittie 
ofTyrCy  hccdcmaunclcd  aidc  and  tribute 
of  this  Uddus ,  fuch  as  the  I  ewes  ha  1  for¬ 
merly  payed  to  the  perfians.  V, 'hereto 
he  returned  anfwcr,  I  hat  in  the  inc  time 
of  Darius  Aowhom  hee  cookc  his  oath) 

Bbb  3  he 


laddufand  , 
M  inallcslons 
CO  lohn. 


A  newTeirpIe 
j  buiU  qn  jTK-ii: 

!  Geralimirt 
Saitraria. 


Grear  flrifcs 
andcuntcnci- 
ons.  beeweene 
tbe  two  Tctii- 
plcs. 


laddus  depri* 
ijcdihij  bro. 
thcr  Manailcs 
cf  the  Pueft- 
hood. 


Theanrwerof 

laddui  fo  A* 
l:xan  'e\  the 
^re.1r,  c»  nicer- 
iJmg  aide  arid 
tribute. 


/ 


'  'll 


A  Catalogue  of  the  High-Priefts.  d.  Booke 


laddusmcetcs 
Alexander 
with  alllub- 
oiihion. 


Alexanders 
repetition  of 
his  drcamc. 


he  ncuer  acknowledged  any  other  Lordj 
becaufe  that  the  lewilli  Nation  had  been 
tributarie  to  the  Kings  of  Perfia^  almoft 
ciicr  iince  their  rcturne  from  Babylon. 
Alexander  growing  angric  at  fuch  an  an- 
Iwere^  after  the  taking  in  of  Tyre  and 
Gaz^a^  mounted  vp  to  Jerufitlem  mth  his 
Armies ,  intending  to  fubiugate  the 
lewes  by  ftrength  of  Armes. 

But  Jaddm  bccing  thereof  admoni- 
flicd  in  a  dreame,  tooke  his  Prieftlie 
garments  3  and  went  to  mcete  him  in 
great  humilitie  ^  accompanied  with  all 
the  Sacrificersand  Citizens.  Alexander 
beholding  the  Soueraigne  high  Prieft, 
alighted  on  his  feerc,  and  gaiie  vnto  him 
reuerend  adoration.  Being  demaunded 
what  fhoiild  mooue  him  to  reuercnce 
an  cnemie ,  that  came  widi  fiibmifliuc 
entreatic  vnto  him  :  hcc  replycd  :  At 
the  time  of  my  abiding  in  Macedon ,  and 
thinking  on  th  e  Empire  of  Ajia,  a  man  was 
prefented  to  mee  in  my  fleepe ,  in  the  fame  or 
like  habite  as  the  High  PrieH  weares,  who 
perfwadedmeeto  'vndertake  the  expedition 
andgaue  mee  good  hope  of  prof 
perousfuccejfe, 

VVhenheewasentred  theCittie^hc 
was  fo  farre  from  offering  the  Icafttaftc 
of  an  enemy  5  that,  after  hee  had  facri- 
ficed,  he  adorned  the  Temple  with  mag¬ 
nificent  giftes ,  and  at  his  departing  hec 
gaue  them  libertie  to  vfc  the  Lawe  of 
their  Fore-fathers,  and  the  immunities 
of  the  feauenthyearc,  wherein  the  fields 
were  not  fowne. 


The  fonnes  of  laddm  were  Onias 
and  M^anajfest 

^^Oncerning  Manajfes ,  wee  rcade  not 
any  thing ,  but  that  hee  fuccccded 
ManaiTes  Ne-:  next  tohis Nephew  and  was  a 

I  eleaciss  Gallinicus^  and  that  vn- 

der  his  gouernement ,  the  Samaritanes 
being  difpleafed  at  the  I  ewes  in  defpight 
of  the  Temple,  and  feruices  there  perfor- 
medjthcy  put  to  fire  and  (word  the  whole 
territory  of  lerufalem .  Some  arc  of opi¬ 
nion,  that  this  man  was  notthe  brother 
to  Onias ,  but  rather  the  brother  vnto  his 
wife,  and  make  thereabout  fome  contro- 
ucrfic. 


azar. 
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called  the  Amcient, 

TN  this  mans  time ,  Ptolomie^  thefonne 
^oiLagus^  defiring  to  make  the  people 
ofthc  lewcs  become  tributaries  as  hee 
encred  vpon  a  Sabaoih  day  into  the  Cit¬ 
ric  of  lerufalemsto  offer  Sacrifice  (the 
Ic  wes  not  daring  to  take  Arms,  for  fcarc 
ofdoing  contrary  to  the  Law)  vfed  great 
cruelty  againft  the  Inhabitants,  of  whom 
he  led  away  into  Egypt  fome  thoufands, 
as  captiues  and  hoflages. 

The  S  onnes  of  Onias  were  Simon 
andEleaz^ar. 

^Pmonw^s named luBtss^  for pietie a^id 
'^benignitie  towards  his  Nation.  The 
lewcs  enioyed  peace  vnder  him ,  all  the 
while  as  the  Succefloiirs  of  Alexander 
the^great ,  Antigonn6 ^Demetrius ^Seleucm 
and  the  reft, fought  in  Afia  and  Greece^oi 
the  Monarchic.'^ 

Eleaz^ariuccQcdtd  after  his  brother 
mon ,  as  Tutor  to  Onias  the  lecond ,  be¬ 
ing  as  yet  a  childe .  In  his  time,  Ptolomie 
Philadelphus  cnftanchifed  abouc  an  hun¬ 
dred  thoufand  lewifh  llaues,  led  into£- 
partly  by  the  Kings  of  Perfia ,  partly 
by  his  (^thtxPtolomieihtiomco^Lagm, 

.  Moreouer,  he  fent  Ambaffadors  with 
magnificent  Prefents  to  Eleaz*ar  the  high 
Prieft,  requefting  to  haiie  thrccfcore  and 
twcluc  Icwes ,  that  could  tranflatc  the 
Writings  of  Mofes  and  the  Prophets, out 
of  the  Hebrew  language  into  the  Grccke. 
Which  being  done,  hee  fent  them  backe 
agaync  with  great  giftes ,  and  a  Tabic  of 
golde  dedicated  to  the  Temple,  and  o- 
ther  Prefents  of  cfpcciall  value .  Hisvn- 
cklc.^4;;^r  fuccccded  after  his  deach’j 
vnckic  by  the  mother  only,  according  to 
fome :  for  the  Greckc  word  fignificth  vn- 
clc  both  by  father  and  mother. 

Simon  had  three  (bnnes^  Tobias^  whom 
Philo  and  Saint  Luke  in  his  third  chapter 
calleth  Mattathias^  lofeph^  that  pacified 
Ptolomie ,  And  Annas  Hyreanus  j'^the  laft 
Prince  of  the  lewifh  people ,  of  the  Li¬ 
nage  of andhoufeof  Oauid:  who 

flew  himfelfe ,  for  fcarc  of  Antiochpn  the 
Noble, 

After  this  man, the  high  Priefts  drew 
vnto  ihcmfclucs  the  gouerning  in  all  af< 
hires. 

The  daughter  of  Simon  the  high 
 Prieft 


^n^tofomie 
againft  the 
lewcs. 


Siraonlirna- 
med  luftus 
was  gracious 
to  his  nation. 


An  hundred 
thouland  lews 
keptinflauerjr 
fet  at  Jibcrtic 
by  Ptolomie 
Philadelphus. 


5 


The  ^  fonnes 
of  SitDon,and 
a'daughtcr 
alio. 
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KingPtolomy 
enraged  a- 
gainli  the 
Icwcs  about 
the  tribute- 
money. 


l^ephjn/fm'iq* 

lib,iz,cap,\6. 


Oni as  com¬ 
mended  for 
piety  andiu- 
ilicc* 


Heiiodorus 
fent  to  feize 
on  the  wealth 
and  ireafure 
of  the  temple. 


PricftjWas  married  to  Tobi^ts^oi the  houl'c 
oiDditid, 

Oniits  being  left  a  childc  by  his  Father, 
at  kft,  in  his  agcfuccccded  to  Mamjjes 
in  the  High-Prieft-hood.  By  his  auarice 
he  offended  King  of  and 

raifed  him  in  rage  againft  the  lewes^  be- 
caufe  hce  retufed  to  pay  the  ordinary  tri¬ 
bute.  For  the  high-Priefts  were  wont  to 
pay  their  reiicnnues  yearelytothe  Kings 
of  £^//^/or  their  Cittizens,  amounting 
to  twenty  Talents,  that  is,  tweliie  thou- 
fand  crowncs  of  the  Sunne*  But  lofefh  af¬ 
terward  appeafed  Ptolomyy  who  was  Ne¬ 
phew  to  Onias  by  the  Sifters  fide, a  Prince 
of  the  pofteriiy  of  Damd. 

Onias fucceeded  hi^  fonne  Simon* 

Philo  faithjthat  he  was  firnamed  luliuf, 
Vnder  him  ,  lefu^s  the  Sonne  of  Syrach 
wrote  his  Book  called  EcclejiaPiicm^  And 
that  Simon  had  three  fonnes  alfo,  who 
(each  after  other)  obtayned  the  Pneft- 
hood,  which  teftificth  apparant- 

ly*  ■  1  he  Sonnes  ot  Stmon^^it^ 

Oni  04*  lefus^otherwife  called  lafon*  Oni  os  ^ 
alfo  called  MeneUus, 


The  great  Onios  is  commended  in  the 
(econd  Bookc  ot  the  Machabees ^oi  his  pi¬ 
ety  and  iiifticc,and  is  faidc,  that  hee  was  a 
friend  to  Seleuchm^  Brother  to  Antiochos 
the  Noble  5  who  fometimes  furnilBed  all 
neceftary  affaires  in  the  Temple,  v;ith  the 
reuennues  of  tiie  Realine  of  Syria  •  But 
afterward,  another  man,  called  Simon^ 
who  had  the  charge  of  keeping  the  Tem¬ 
ple,  hailing  conceyued  malice  againft  O- 
nios  the  high-Prieft  5  reported  to  King  Se- 
leochipsyhdii  there  was  an  infinite  mafle  of 
gold  hidden  in  the  Temple,  which  the 
Priefts  applycd  to  their  own  priiiatc  vfes. 
And  this  was  the  caufe, that  the  king  wold  ‘ 
no  longer  furnifh  the  Temple  with  the 
wonted  monyes  ^  but  alfo  fent  HeliodoruSy 
tomakefeizure  on  the  wealth,  and  com¬ 
mit  it  to  the  Kings  Treafury.  But  as  hee 
would  hauc  audacioufty  haiie  entered 
(with  his  followers)  into  the  fecret  place 
of  the  Temple,  he  was  fmitten  downe,  & 
very  ncere  dead, yet  rccoucrcd  againeby 
diuinc  mercy,  and  by  the  prayers  of  O- 
nios. 

Afterward,thc  difeord  fo  cncreafed  be- 
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lafon  ge teeth 


The  murder 
of  great  Oni- 
as. 


tweene  the  Prince  of  the  liigri-i-^ricftSiand 
the  'TrMKox Simon y  that  many  murders 
were  committed  by  the  friends  of  : 
which  made  Oniasio  retire  himfelfc  to¬ 
wards  the  King  Seleucos^  and  gaue  way  to 
thefury  of  his  enemies.  But  before  Cni- 
as  could  get  i\\Q.t\\^VySeleuchos  was  dead, 
and  7^;?, Brother  to  Onios^bdd  obtayned  j  pnen^office 
by  bribes  and  gifts  to  Antiochm  the  No^  i  fr«ni  his  Bro« 
ble  (fiiccccdfng  the  deccalfed  King)  the 
adminiftration  of  the  high-Pnefts  office. 
Whereupon,  Onios  doubting  King  Anti- 
ochus  as  much  as  his  Brother  ^  durft  not 
go  him, but  went  to  a  free  place,  neerc 
to  Daphne  city  of  Syria  being  drawne 

thether  by  decciifull  meancs,  was  alfo 
flaine  by  Andronicusy  Lieutenant  to  the 
King, and  at  the  rcqucft  of  AfenelauSyWho 
fafonhsiimg  cxpulfed,  pofleffed  himfcKc 
ofthe  high  Priefts  Office  ,  as  heereafter 
(Ball  be  declared. 

The  Sonne  of  this  Onlos  the  Create 
wosOnias. 

Onios  becing  left  young  at  his  Fathers 
death,  and  afterward  growing  to  more 
ripenefle  ofyeares;  {landing  infearc  of 
AlcinM^  the  high-Prieft,  he  fled  into  Egipt  ^  ptSomy^Phh 
to  Ptolomy  Phdometory  accompanied  with  l^^mcior 
fomc  of  his  feiloW'Cittizens,  There  Pto¬ 
lomy  gaue  him  permiffion ,  to  builde  a 
Towne  and  a  Temple, in  the  Territory  of 
Heliopolis y  in  refemblance  ofthatat/,"//^- 
falem-y  which  was  C'Alcd  Onion,  great 
miles  from  Memphis cdMcd  the  great 
Cayro.  For  in  regard  that  Ptolomy  waged 
warre  with  Antiochus  the  N obic,  Sc  flood 
in  need  of  his  neighbours  fuccors,  he  was  -rj  u  u- 
perm^aded  byOmos  to  build  a  Teinplc,'ofancwtem- 
as  if  by  that  meanes,  all  the  people  of  the  ple  in  Egipt 
/cjpcr  would  league  with  the  Kings  of£- 
gipty  3c  take  their  part.  About  ijo.yeares 
after  this  Temple  was  built,  at  the  fame 
time  as  theCitty  and  Temple  of  lerufa 
lem  were  luincd  5  it  was  alfo  defpoyledof 
all  her  Itwcls,  and  fhuc  vp  by  Edidt  from 
VeJ^aJian  the  Emperor. 

The  Sonnes  of  this  Onios,  dwelling  in  Egipt, 
were  Helchios  and  Ananitts. 


Thefe  two  Brethren,  bceing,CoIonels 
of  the  Egyptians  Army ,  ayded  valiantly 
Cleopatra  5  fo  that  her  Sonne  Lathuriss  be¬ 
ing  excluded,fl'ic  obtayned  the  kingdom^ 

But 


The  two  bre¬ 
thren  Gom- 
DTiJMiciers  of 
ihe  Egyptians 
Army. 


A  Catalogue  of  the  High-Priefts*  ^5.  Booke 


The  High- 
Pficfts  Office 
bought  for 
Soo.Talcms. 


Tlie  entertain 
tneiicof  king 
Annochu?  in¬ 
to  IcrufaleiJi, 
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requited  for 
treachery  to 
his  brother 
Onias« 


But  after  that  Ptoh?7^y  had  rcc oiled cd  his 
forccs^and  pafling  into/  Egipt  through 
ded»^  Helchias  putting  him  to  flight  with 
his  Army, died  vi^Syru  of  a  fharpe  difeafe. 
For  the  rcftjWce  rcade  nothing  of  thepo- 
fterity  of  the  high-Priefts  of  Egipt^ 
/^^,named  Ufon  alfb,  fecond  Sonne 
to  Smm^  after  the  death  of  Seleuchu^^ 
bought  of  brother  and  fuceef 

for  to  Seleuchiis^hR  high^prftfthoodj  for 
flue  hundred  Talents^that  is  to  fay,  three 
Tunnes  ofgold^as  weefpeake  vulgarly; 
promifing  him  befide  as  an  ouer-plus^ 
forty  eight  thoufand  crowncs  of  the  Sun, 
as  an  anniiall  tribute.  And  to  gainc  him- 
felfe  more  grace  with  this  wicked  King, he 
buildcd  places  in  Jerufdem^ht  the  cxerci- 
fing  of  young  people,  in  fiich  paftimes  as 
he  had  infticuted  ,  and  thefe  were  to  bee 
performedj  at  fuch  times  as  the  people  v- 
fed  to  meete  in  the  Temple.  He  receiued 
and  magnificently  entertained  Antiochiu 
Epiphanes  with  his  Army,with  Lamps  and 
flaming  fixes,  &fongscompofcd  in  praife 
of  the  King:  and  this  was  atluclitune  as 
the  King  departing  thence,  planted  Gar- 
rifonsof  ftrengthin  theFortrelfcs  of/<f- 
rufalem^  and  this  was  bur  a  beginning  to 
the  intollerable  feruitude  which  after¬ 
ward  followed. 

/^;^hauing  enioyed  the  bigh-Prieft- 
hood  three  ycareSjfent  his  Brother  Mene- 
Ufa  with  gold  and  great  charge  to  Anti- 
ochns:  butnowheeproouedtobe  payed 
with  coyne  ofthe  fame  ftampc,  as  before 
he  had  done  to  his  brother  0?nas*^  for  by 
the  fame  crafty  contriuing,  Menektts  fet 
him  quite  bcfidc  the  Priefthood .  And 
lafon  ftandingnow  in  fcarcof  MeneUf^^ 
with-drew  into  the  land  of  the  Ammonks^ 
where  he  clofcly  concealed  himfclfe,vntil 
a  falfe  rumour  ran  abroad,  th  at  Amochi^ 
cnrring£^/)>x, dyed. Thefe  newes  fo  chee¬ 
red  vp  his  drooping  fpirits,  that  being  ac¬ 
companied  with  a  thoufand  men  in  arms, 
he  intruded  vpon  the  Citty ,  where  being 
fauoured  by  the  inhabitants,  for  the  ra¬ 
pines  and  cruelties  committed  by  Menc- 
he  flew  many  of  Antmhm  his  fadi- 
on,and  compelled  Menekus  to  fauc  him- 
felfeinthc  Syrians  Gm\^ov\s  kept  in  the 
Forts. 

But  hearing  the  rcturne  of  Antiochu^s 
from  the  Land  of  Egipt^  and  lofing  all 
hope  of  the  Priefthood,  againe  be  retired 
among  the  Ammonites  of  whom  he  could 


a  Macchab, 

cap.z.3. 
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cunning  infi- 
nuating  with 
the  King  and 
Courtiers. 


not  now  be  receiued,  ft  uidingin  feare  of 
AnttochttSyViho  was  necrc  at  hand  with  his 
army.  Expiilfcd  alfo  (for  the  fame  reafon) 
by  Aretas^im^  of  Ard>ia^out  of  his  mar¬ 
ches, and  hailing  no  acceffe  into  Egipty  & 
laftly,forfakenofall ;  hepafled  by  Sea  to 

the  Lacedemonians , a m on 9  whom  h ee  w a s 

I  •  I  •  1  j  J  .  •  n  a wretched 

concerned  in  kindred:  and  yet,  asaiufti  endof  ufoa 
punifhment  for  his  ambition, he  dyed  ve¬ 
ry  poorcly  in  banifliment. 

named  Menekte^^Ko^  the  third 
Sonne  of  Simon ,  according  to  lofephits 
(albeit  in  the  fecond  Booke  of  the  Maccha- 
bees^txs  notfaid  to  be  the  Sonne  of  Si- 
mon  the  High-Prieft,  but  brother  to  one 
5/;zi?^^,ofthe  Tribe  of  Beniamin^  who  had 
charge  ofthe  Temple,  as  we  Bide  before 
in  (peaking  of  Onias)  beeing  fent  to  King 
Antiechu^tdoe  Noble,  by  lafon^  Prince  of 
the  facrificing  Priefts,  with  money  and 
commiflion  about  important  affayres;did 
fo  cunningly  infinuate  himfelfe,  into  the 
good  grace  ofthe  King  and  his  Courti¬ 
ers:  that  by  promifing  three  hundred  Ta¬ 
lents  (which  is  an  hundred  and  fourfeore 
thoufand  crownes  ofthe  Sun)  more  then 
all  that  which  payed,  andaccufing 

him  of  diuers  crimes  befide :  be  preuailcd 
fofarre,  that  the  Soucraigne  Priefthood 
was  taken  from  and  conferred  on 
him  in  his  ftcad. 

This  dignity  thus  obiayned,  he  piirfii- 
cd  the  fame  impieties  as  7^;;  did,  in  the 
ciiftomes  and  manners  of  the  Pagans,  & 
farre  exceeding  him  in  rapines  and  cruel¬ 
ties.  Foratthc  entring  into  his  goiiern- 
mcnt,to  make  himfelfc  the  furer  of  fo  ill- 
gotten  honour ; he  flew  Onms,  cldeft  Son 
to  his  brother,  as  lofephm  affirmes, 

who  being  exiled,  kept  dole  in  a  franebi- 
fed  place  necrc  Daphne Towne  in  Syria*^ 
there  heecauled  him  to  bee  murdered  by 
Andronicu^  {Qoweinom  oiCcelofyrid)  by 
fraud  and  trcafbn,  and  for  which  offence, 
AndronicH6w^%  fentenced  with  death  by 
the  King. 

After  ward, being  vnable  to  fur  nifh  the 
great  payment  of  money  hcc  had  promi- 
fed  CO  the  King ;  be  folde  many  veffcls  of  ^  fa* 

gold,  whic  h  he  had  couertly  ftolne  out  of  ‘ 
the  Temple  .*  which  facrilcdge  comming '  TtRiplcrand 
tobeknowne,  great  muiini«  vvcrcmo''.i^“ "  by«‘r- 
lied  among  the  people.  A/  length ,  iupticn. 
km  was  accu’led  atfd  conninccci  by  three 
AmbaffadoiSjftnt  horn  Berujalem  to  Tyre^ 

But  by  the  mcanes  of  a  Courncr,  named 
_ _  Ptolemy 
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/(?/i?/;?^(roimdIy  coim  with  tnoncy)  j  nie ;  which  treafure  had  bin  pai  tly  giuen 
cewas  a  o  ^  the  King  pacified,  to  the  lemplc,  and  partly  was  put  there 
picuaiUngwithaiirofarre,  thathis  accii-  intruftfor  thebenefitc  otwjddowcs  and 

lers  Wfrr  . : _  .  J  i 


Ancloclui«  cn- 
9  forced  to  de* 


fers  were  executed  for  calumniators :  and 
ne  leturning  backe  to  Icynjalcm ^  began  a- 
gainc  CO  tyrannize  oner  the  Cictizens. 

Much  about  this  time,  for  the  fpace  of 
forty  dayes,  there  appeared  in  the  Hca- 
uens,  hoafts  or  bands  of  men,  fighting 
both  on  horfcbacke  and  foocc  :  which 
prodigious  fignes,  prognofticated  the 
horrible  calamities  which  foone  after 
were  to  follow#  For  as  Antiochm'wzs  Ica- 
dn^g  his  Army  (the  fecond  time)  into£- 
^//rypurpofing  to  vfurpe  the  Country  by 
open  warre, feeing  he  could  not  do  it  vn- 
dcr  colour  of  G  uardianfiiipjbecaufc  Pto^ 
lomy  Philomstor'lhxs  Niephev/)  was  yet  but 
young :  lafontuihcd  into  the  Citty  with 
lu's  Army,  ggaine  torepulfc  his  brother 
from  the  Priefthoodj  ouer-comming  a 
great  number  of  the  Inhabitants,  that 
jtookepart  mih  Antioch zxi^Menekm. 
W  ho  finding  his  firength  coo  feeble,  fled 
to  the  Foitreffes  and  Garrifons  ofJthe^Sj- 
rians^  cJifpatching  melTengers  vnto  Anti-^ 
^echm  for  better  ayde* 

And  now  Antiochus  bcing-^vrgedtherc-l 
to  by  the  rigorous  comnurid  ofthe,  Ro¬ 
manes,  anddeliueredby  Icft^- 

gipt^  comming  thence  in, a, raging mad- 
nes,  fearing  a  further  reiiolt  of  the  Jewifh 
Nation.  Hailing  brought  his  Armybe- 
fore  the  Citty,  hee  found  theGarckafl: 

^  _ J  •  t  f  •  «  ^  _ 
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orphancs,  as  into  the  oncly  fureft  place 
both  for  reuerence  and  faadlity.  So,  after 
Antiochf^  had  reftored  McneU^^  to  the 
high-Priefthood  againe,  and  had  planrcd , 
ftrong  Garifons  in  the  Citty  (wherof 
Itp  oi  Phrygid  was  Captainc,  a  man  very 
bloody  and  cruell)  hee  returned  backe  to 
Amioche  again  with  his  great  booty.  Two 
y  cares  after,  fearing  arcuolt  of  the  lewcs ^ 
he  fent  the  Coloneii  Appolonim  to  lerufL 
with  two  and  twenty  thoufandmen, 
who  exprefifed  no  countenance  ofanc- 
nemy3bL]t  encamped  without  the  Citty, 
attending  for  the  Sabboth  day, and  then 
giuing  the  determined  fignalLhec  flew  & 
maffacred  the  vnarmed  multitude,  that 
came  foorih  to  behold  the  Campe  of  the 
Syrians,  Then  entring  violently  into  the 
Gitty,  hec  put  all  to  the  edgeofthefw^ord 
that  withftood  him,robbing,  fpoylinE,  & 
burning  it  in  many  places,  throwing 
downe  the  walles  and  fortifications  i  yet 

rartipaiiing  the  Walks  and  Bulwarks,  in 

that  part  called,  The  cittjof  Dauid,  and 
planting  there  a  potent  Garifon. 

This  was  a  preparatiue,  to  atcainc  (in 
time)  to  the  Kings  full  ayme,  who  purpo- 
fingto  turne(perforce)  ih.Qlewes  from  the 
Law  of  their  fore-fathers  (aching  which 
he  knew  they  would  withfland  to  their  vt- 
tennofl  power)  firfl:  of  all  he  gauc  order. 


n  j  L  •  !  «  •  V  iuiL  uiaii  neeauc  order 

iiint,  and  the  inhabitants  ready  to  defend  todifpoffcffe  themofArmes  andWea 


themfeiucs.  Whereat  being  vexed,hc 
forced  into  the  Citty  without  any  great 
difficulty  i  becaufe  J^enelaus  with  hisfa- 
dlion,  and  the  Syrian  Garifbns  ran  vp  and 
downe  in  the  Citty,and  put  to  the  Sword 
many  Cittizens,  and  giuing  entrance  to 
toe  enemy  at  the  Gates .  Being  entred, 
A'ntiochus  charged  his  people  to  kill  all 
that  they  met  with  in  Armes,  and  not  to 
fparc  eyther  age  or  fexc :  fotlut  within 
three  dayes  fpace,  fourefcore  thoufand 
men  (or  thereabout^  were  flaine  in  lertc- 
y^/m^befidc  diners  thoufands  ledde  away 
captiues33nd  fold  for  flaues. 

I  he  King, conduced  by  Menelaus^  cn- 
tred  into  the  mofl  holy  part  of  theTcm- 
p  e,  touching  with  his  polluted  hands  the 

caiifcd  to  be  car¬ 
ried  thence  intoSyria^  with  a  thoufand, 
eight  hundred  talents  oftreafure,as  much 
to  fay, as  ckuen  Tuns  of  gold  of  our  mo- 


pons,  leaning  them  naked  of  all  muniti- 
onsjfuccour  andrefiftancc.  This  difeom- 
fiture  made  by  Appolonms  in  lerufaUmx 
foone  after  the  King  fent  thetber  Athene- 
/^ijanother  of  his  Colonels, with  an  c(pe« 
ciallEdia,  whereby  he  commanded  all 
Nations  that  werein  fubiedfion  to  him, 
to  vfe  (in  eiiery  kingdome;  the  fame  Re¬ 
ligion  which  the  Greekes  did :  prohibiting 
cxprcfTely  to  thc/ewesyht  vfe  of  circum- 
cifion,  &  other  ordinances  commanded 
them  by  God.He  likewife  planted  Garri- 
fbns  afivel!  in  lerufalemyks  in  other  Cities 
and  Townes  of  ludea^io  infiiiS  crucll  pii- 
nifhment  og  al  them, that  did  not  obtem- 
perate  the  Kings  Edid.  Bcfidc,the  Tem¬ 
ple  was  prophaned  by  the  Kings  Com¬ 
mand,  and  the  Ima^e  of  Jupiter  Olyrn- 
worfiiippcd  in  the  San<fluary,  cuen  in 
xhc.SanfJum  SanJforum^  and  many  pail- 
lardizes  and  wliorcdomcs  committed 
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within  the  circiiite  of  the  Temple.  Morc- 
oucr,  by  the  fame  Edid  Royall,  the  holy 
Bookeswerc  forbidden  ingcncrall,  and 
that  man  judged  worthy  of  death,  with 
whom  the  Booke  of  the  Law  fliould  bee 
found  ^  yea ,  and  (cucrc  inquifition  made 
for  it  cucry  Moneth. 

As  thus  the  Cictizens  oilerufalem 
were  difarmed,  opprefled,  &  very  ftrong 
Garifons  planted  oner  themteuen  fo  were 
they  deftitute  of  any  Captain,  not  daring 
to  vfc  force  or  oppofition,  againfl:  the 
wicked  commands  and  cxcclfiuc  tyran- 
ni'^s  of  Amiochus :  confidering  alfb,  that 
Menekus  the  fbucraigne  High-Pricft,had 
formerly  inftituted  the  bchauiorss  vied  a* 
mong  Pagans  in  Jerufdem^  to  keepe  him- 
(clfe  in  his  dignity  in.thc  Kings  fauour, 
approuing  and  aflifting  alibis  enterpri- 
zesjin  which  refped,  many  that  made 
vertuousprofeflion  of  the  Law  giuenby 
God,  were  moft  inhumanely  murdered 
by  the  Soldiers  of  Antiochu^^  and  their 
goods  confilcatcd.Othcrs  (in  great  num- 
ber>)  forfdking  the  City,  and  leauing  all 
their  goods  behindethem,  went  to  bide 
themfclucs  in  Canes  and  defert  places, as 
Mattathias  the  Afmoned  withdrew  facc5- 
paniedwith  his  children^  into  the  little 
Village  of  Modin, 

In  the  (econd  Booke  ohhcMacchdees 
is  delcribcd  the  horrible  piinifljing  of  two 
womciijwho  were  accufed  to  the  Lieute¬ 
nant  Anthch^^jih^t  they  had  circumci- 
fed  tl  jcir  children,  contrary  to  the  Kings 
Edid.  Whcrcupon,thcy  vvcrc  condem¬ 
ned  ,and  (for  a  terror  to  othcr^  they  Were 
led  naked  through  the  ftrectes  of  the  Cit- 

y-i  ««•  • 


The  Afnione- 
ans  raifed  by 
God  to  re- 
prefle  Anri- 
ochus. 


ry,their  infants  ftrangled, hanging  at  their 
breafts,  and  afterward  throwi>e  downc 
from  the  top  of  the  City  wall.  There  is 
alfo  fet  downe,the  feuen  Brethren  &  their 
Mother,  tormented  with  moft  exquifite 
tortures^  and  yet  they  helde  faftthepro- 
feffion  of  the  Law.By  which  horrible  cru¬ 
elties, iudgement  may  be  made,  afwell  of 
the  extreme  x\%o\m  Amiochu^^  as  alfb 
the  miferablc  eftate  of  Gods  people :  of 
whom,  fomcrcliqucs  were  yet  referued, 
by  meanes  of  the  Afmoneans^  raifed  vp  by 
God, to  repreffe  the  rage  of  ANtiochti^^  & 
to  maintainc  the  Law  of  God  by  Armes, 
ashecreaftcr  fhall  be  declared. 

In  the  mcane  time  MeneUti^^PixiihoVy 
beholder  and  promoter  of  ^thefe  inflidi- 
ons  vpon  the  people  5  retayned  ftill  the  ti¬ 


tle  of  Soucraigne  high  Sacrificer,  ciicn 
then  'whznluda^s  Macchabem  tookc  (by 
power)  the  Citty  and  the  Temple:  he  be¬ 
ing  then  hid  in  the  Fortrefle,  vndcr  the 
protC(Sion  of  the  Syrians^  vntill  that  after 
the  death  of  Antiochus  the  Noble,his  Son 
Antiochus  Eupator^  hauing  feized  on  leru- 
falem^  concluded  peace  mihludas  Mac- 
chabeii^y  and  by  the  perfwafion  oiLyJiaSy 
brought  him  captiue  into  Syria^^s  the  fire¬ 
brand  of  all  the  warre,  and  of  theoucr- 
throwingofthe5j^m;i  Armies  by  the  Af- 
moncans^2ind  there  he  was  alfo  flaine, after 
he  had  held  the  high-Priefthood  tweluc 
ycares.  This  was  thclaft  Sacrificer  of 
ihepofterity  of to  whom  ihcdi- 
uine  right  appertained, for  adminiftration 
of  the  Soucraigne  Pfiefthood.  Vox  Anti- 
ochus  Eupator  appointed  in  the  place  of 
MeneUfi^y^  certaine  man  named  AlcimuSy 
who  might  bee  of  Aarem  poftcrity ;  but 
not  of  the  Family  of  that  lefus^  who  with 
ZorobabellhoiA  returned  from  Babilon  'mxo 
ludea'lXm  Alcimi^i  prefided  foure  years, 
and  then  dyed  ofa  fudden  fickncfTc,  two 
yearcs  after  the  death  of  ludas  Macchabe- 
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Menelaw  ta- 
ken  and  ied 
Captiue  into 
Syria. 


The  lafthigh- 
Prieft  of  Aa¬ 
rons  pofterity 


US, 


Alctmushtxrsgic^A^  the  Temple  and 
the  people  was  leauen  yearcs  without  a 
Soucraigne  high-Prieft,  vntill  fuch  time 
as  the  power  of  lonathas  cncreafcd,  who 
was  the  Brother  of  luda/s :  when  the  dig¬ 
nity  of  the  Priefthood  was  transfcrred(by 
confent  of  the  people)  into  the  Family  of  j  ThcHigh* 
the  y^ywt?;?(?4W5wherc  it  remained  fo  long,  Pnefthood 


Alcimus  fac- 
cceded  in  the 
high  priclt- 
hood, 


as  to  the  beginning  of  the  Reigne  o  f  ff e-  j  ^ 


r^^,about  1 1  ^.yearcs. 


CHAP.  mi. 


0/ the  xAJmoneans^  being  the 

feconj  Family. 


the  family  of 
the  Aimone- 


aas. 


'll- 


As  much  to  fay^  anthem  of  thepoHerity  of 
S  i  mo  njo  yshom  the  principality ,  as  well 
of  the  Htgh-Ericjlhood  ,as  alfo  of  the  lew- 
ilhpeople  being  transferred^  it  continued 
from  the  time  of  Antiochus  the  Noble ^ 
'vntUlthe  Reigne  of 


Simon.  lohn,  Mattathias. 

T~*HE  Sscrificcr  of  the  Family  of  lootth 
oilerufalem^  dwelling  in  the  Village 
_  of 


Chap.  4. 


Of  the  Afmoneans* 


j  ot  hrft  oppofc  hiiiifclfe  againll: 

Thcfiiftop-  \^intioch!is  xhc^ohh:.  who, by  horrible 
ihcbi^hPricP.  i  tormciits  coiiitraincd  t!',c  Icives  to  rranf- 
agsinftKing  J  grcffc  thcir  Law  ,  and  to  dcale'in  thofe 


-i6j 


Anuochus. 


Mattiithiai 


ICCJ 


behaiiioiirsvfed  among  the  Pagans  5  in 
tnc  hundred,  forty  and  fine  yeareofthe 
kingdomeof  SyrU^  an  hundred  fifty  and 
nineyearcs  after  the  death  of  Alexander^ 
and  an  hundred  (ixey  and  fine  yeares  be¬ 
fore  the  birth  of  Chrift.  For  Mattathia^ 
feeing  a  certaine  Jev^^  who  (to.pleafe  the 
King)  facrificed  a  forbidden  beafi  vpona 

it  being  prohibited  by  the 
flew  a  lew  for  fdiuinc  Law ;  enfiamed  with  a  iufi  and  ho- 
lacrjficinga  jly^ealc  (in  the  prcfcnce  of  the  Cittizcns 
of  his  ovvne  Nation,  fufferingfuch  a  wic- 
Kco  a£tc  to  be  done,  as  alio  of  the  Kings 
Lieutenant)  flew  the  offender,  and  then 
beating  downe  the  Altar,  deliuered  arms 
to  all  them,  who  (making  more  account 
of  the  word  giuen  by  God,  the  the  threa- 
tenings  of  a  Pagan  King)  had  forfaken 
their  goods  ,and  lined  in  the  Deferts,  fro 
whence  many  returning  daily  5  hee  leuied 
a  great  Army,  by  whofe  helpe  he  dcliue- 
red  worthily  the  neighbouring  Townes, 
from  the  Idolatries  of  Amiochui^  and  re- 
planted  the  feruicc  and  ordinances  com- 


ferbiaden 
Bcafton  a 
Pagan  Altar 


Mattailiias 
freeth  the 
people  from 
the  Idolatries 
of  Amiothus. 


i 


i 


manded  by  the  Law  diuine. 


/ 


18! 


The  death  of 
the  rcuerend 
old  man  Mac 
tathias. 


Elcazar  flr- 
named  Am- 
ran  or  Ana- 
ram. 


But  this  valiant  man,  deepely  flcptin 
age,  alter  hee  had  (for  a  yeares  (}3acc)  led 
this  banifl'ied  wandring  troopc,  and  after 
he  had  exhorted  his  Sonnes  to  iheftudy 
of  piety,  as  alfo  the  valiant  defending  of 
the  Law  giuen  by  God,ag2inft  the  Wicked 
Edidsand  torments  oi  Antmhu^ yteou- 
ciiing  them  all  to  concord  and  miitualf 
reuerence,  dyed  peaceably,  in  the  yeare 
i4<^.of  the  Kingdomeof.Sjpr/^*  1^0. after 
the  death  of  Alexander  5  and  1^4.  before 
Chriil:  was  borne. 


Mattathias  h  ad  fi  11  c  S  on  ncs . 
ludas^  lonathas^Simon^  lohn^  and  Eleaxar, 


..  ‘Eleaxary  otherwife  called  Amran  or 
Anaran^z  very  hardy  mao,  after  he 
had  performed  many  valiant  deeds^in  the 
fift  yeare  after  his  fathers  death,  going  to 
findc  out  A/jtiochu6  Euj^atorySoimc  to  An- 
tiochu^xh^  Noblc,with  his  brother 
he  faw  (among  other)  a  goodly  Elephant,' 
exceeding  in  greatnefle  &  rich  furniture. 
Wh‘Creby,hcc  imagining  that  the  King 
iTi  uild  be  vpon  him,  ran  towards  him  o- 
Licr'boldly,  and  flaying  many  Soldiours 


euery  where  about  him,  got  vnder  the  E- 
Icphant,  and  giuing  a  deadly  ftabbe  in  his 
belly,  the  Elephant  fell  downe  vpon  him, 
and  thereby  was  the  death  of  Eleaxar* 
^ohn^(\mzmcA  Gaddis^  after  the  death 
of  his  brother  /Af^^i-,was  lent  by  lonathax 
and  Simon  his  other  brethren  into  Arabia y 
with  the  Icwels  ^  precious  things  which 
they  had  conquered  in  wavre,  to  place 
them  in  the  ciiflody  and  guard  of  the 
batbeans:  but  the  Ammorites  laycdam- 
buflies  by  the  way  for  him,  andhauing 
flainehim,  tookc  alfo  thefpoylcs  away 
from  him  and  his  traine. 

Z/^i^/jWas  firnamed  alfo  Maccbabensy. 
which  di6f  ion  in  Hebrew  is  written  Adac-. 

wherof  each  letter  fignifieth  .a  word, 
taken  from  die  Seng  of  Mofes  in  Exodus ^ 
in  thefe  exprefle  words:  MEC AMO 
CHA  BAILEM  lEHOrA  Ihzt 
is  to  fay :  Who  Is  like  xonto  thee  ("0  Lord )  a- 
mong  the  Gods  f  ludas  vfingthis  fcntence 
for  his  Motto  or  deuicc,  and  makirgene 
phrafe  of  the  firft  Letters  of  the  foiire 
words,  caufed  himfelfc  tobee  firnamed 
Macchabeus,  His  father  being  ncere  his 
.death,  appointed  him  the  cheefi*  guide  & 
Leaderof  thepooreand  miferabic  mui- 
titude:;-  v?ho  had  rather  endure  ail  affiidi- 
ons  whatfoeuer,  then  renounce  the  doc¬ 
trine  giuen  them  by  God.  Soone  after 
the  death  of  his  Father,  he  ouercamc  the 
Ar m  y  o  f  Agplomus ,  a  n  d  m  a  d  c  v  ie  o  f  h  i  s 
Sword  in  ail  the  batcaiies  he  fought  after¬ 
ward  with  a  fmai  band  of  men^he  vanqui- 
flied  the  Army  of  Sj^ron-^  Gouernour  of 
>Sym,who  was  flaine  in  the  ficldjand  with 
him  Sooo.mcn.  Thefe  vidlories  obtained 
the  firft  yeare,  made  luda^s  Macchabem 
highly  renowned.  The  yeare  following, 
which  was  the  147.  of  the  Greekesrc'ignCy 
Antiochus  went  into  Eerftamih  his  Ar¬ 
my, and  left  in  thekingdome  of  SyriagLy- 
as  Regent  and  Goiiernor  to  his  Son 
Antiochus  Eupator ,  giuing  him  expreffe 
charge  to  deftroy  the  lewes.  For  the  CX‘ 
ccuiion  of  which  command,  lyjta^km 
into  Palesiiney  forty  thonfand  footc,  and 
fciicn  thoufand  horfe,  vnder  the  condutft 
of  FtolomylNlcanor  and  Corgi^ts  his  Colo- 
’ticls,  who  entred  hoftilly  with  their  Ar¬ 
mies  into and  encamped  before  the 
Village  of  EmaitsJud/tf  pcrcciuing  pevilly 
led  his  Army  ivxo Majphay  a  place  (long 
agoc)  built  before  the  Temple  of  lerufa- 
lemyZnd  very  famous  for  Religion. 

There 
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Of  the  Afmoneans. 


^  Booke 


The  ftuall  Ar 
.  ray  of  men 
(  chacludas 
Miad  with  him. 


The  wonder 
fulfuccefle  ot 
of ludas  a- 


gainft  Gods 


enemies . 


Lyfias  eem- 
meth  with  a 
mighty  Army 
againft  the 
Macchabces. 


ladas  cncoun 
trerh  ihe 
great  Army 
of  Lyfias. 


Amiochus  re- 
puifed  at  his 
btfiedging 
Perfepoiis. 


There  he  publikely  commanded  afaftj 
giuing  charge ^  that  by  carneft  and  hearty 
prayer  they  ihould  crane  of  God,  thatfo 
fmalla  handfullofmen  (forhcchadbnt 
three  thoufand  apt  for  warrewith  him) 
might  valiantly  defend  chemftlues  againft 
fo  great  a  power  ofenemies.  VVhich  be¬ 
ing  donc^  he  remouedhis  Campe^and 
went  dircSly  to  confront  the  hoalt  of  his 
adiierfarieSj  and  fetting  vpon  them  in  the 
night  feafon^droiie  them  to  flight, flew 
three  thoufand  with  the  Sword .  Vpon 
the  fuccefle  of  this  exploite  ^  hec  went  to 
feeke  the  other  partofthc  Army^  which 
was  guided  by  who  intended  to 

ftcale  vpon  the  in  the  dead  time  of 
night .  But  Gorgias  hearing  the  former 
defeature,  and  pcrcciuing  the  fmoake  of 
lighted  fires  in  the  Campeofthe  lewesy 
fled  away  in  hafle  with  his  forces.  So  la- 
fo  fiily  a  power  of  people^enfor- 
cedthe  huge  hoaftsof  his  enemies  vnto 
flight,  and  got  very  great  booties  from 
them. 

Lyfi<ts  hauing  intelligence  of  his  mens 
ill  fucccflejbcing  mad  with  anger,  Icuied 
a  farre  greater  power,to  makefrefh  warre 
vpon  the  MAcch^bees*  And  the  ycare  fol¬ 
lowing,  which  was  the  i48.of  the  Greekes 
reigne,  himfclfe  in  perfon  (for  hec  grew 
diflruftfull  of  his  Captaines)  accompani¬ 
ed  with  threefcore  thoufand  foote,  all  of 
them  pickt  and  chofen  men,  ^  flue  thoii- 
fand  horfcjinuaded  ludea^  by  pafling  tbo- 
XQ^  Idumea^  And  as  he  was  encamped  in 
Bethfura^on  the  Frontiers  of  ludeuy  ludas 
MiicchAbem  came  to  mecte  him  with  ten 
thoufand  men  (fo  much  was  the  number 
cncrcafcd,ofihcm  thatdetefted  Ethnkk 
Idolatry)  and  after  hee  had  iniioked  pub- 
likely  the  ayde  of  God,'  hee  fought  with 
thccnemy^ 

Zj;^^yperceiuinghow  couragioiifly 
the  lewes fought, as  men  that  mecrely  dc- 
fpifed  death,  breaking furioufly  through 
his  rankes,  his  men  beginning  to  turne 
their  backes,  and  flue  thoufand  of  them 
hewen  in  peeces  5  rallicrcd  together  his 
fcattered  troopcs,  and  led  them  backe  to 
Anttoche^o^mg  to  fpeede  better  at  ano¬ 
ther  time  with  a  new  cxpedition.VVhcre- 
in  he  was  preuented,  by  the  death  of  An- 
tioebts  the  Noble,  who  being  repulfed  fro 
beficdging  PerfepoUs,  as  hec  icd  backe  his 
Army  in  ill  order  by  BAbylon^  and  beeing 
informed  (by  the  way)  what  bad  fiicccffe 


his  Armies  had  fuftained  in  ladca :  he  Fell 
firftinto  a  grccuoiis  vexation  of  fpirit,& 
afterward  of  body,  fo  that  his  inteftines 
were  fmitten  with  horrible  difeafes.  Yet 
being  nothing  the  milder  by  this  vifirati- 
on,  but  rather  more  vehemently  prouo- 
ked  againft  i\\Q  lewes :  after  his  returne,  he 
purpofed  a  fpeedy  ioiirney  to 5  there 
to  race  their  Citties,efoccially  lernfalem^ 
and  vtterly  to  extirpate  the  Icwifh  Nati- 
on.But  as  he  proceeded  on  in  this  violent 
refolution,  and  making  too  much  hafte 
on  the  way*,  the  Chariot  (wherein  he  lay 
ficke^  was  ouerturned,  and  his  body  fo 
bruiftd  againft  the  ground  jalfo  the  extre¬ 
mity  of  his  impatience  fo  violent;  that  his 
blood  joucr-boyled,  his  cntrailesputrifi- 
ed,and  his  flefh  outwardly  rotted,  y eeld- 
ing  forth  a  moft  loathfome  and  intollera’^ 
bleftinke/othatinwonderfull  torments, 
hegauevptheghoft,  acknowledging  the 
diuine  vengeance  of  Heauen.  Thus  died 
this  moft  cruell  Tyrant,  in  the  I48.yeare 
of  the  Greekes  reigne  5  of  his  owne  the  12. 
and  the  fourth,  after  tbofc  many  robbe¬ 
ries, as  well  of  the  Tcmple,as  the^Citty  of 
lerufalem* 

ludas  MacchabewSymuch.  encouraged 
by  this  fo  notable  a  vidory,  conduded 
his  Army  to  lerufalem  5 where  he  clcanfed 
the  Temple,  formerly  defiled  and  pro- 
phaned  by  the  feruice  of  Idols,  and  offe¬ 
red  facrificcs  according  to  the  Law,in  the 
ycare  of  the  Greekes^i^S.  before  Chrifts 
Naiiuity,i(^2.the  2  5.  day  of  the  Moncth 
of Chipu^thsitis  to  fay,Noucmbcr ;  the 
very  fame  day,  that  (three  ycares  before) 
it  hadbeene  robbed  &  prohaned  by  An- 
tmhus,^hc\n%  therein  Images  and  Idols . 
Hebuilded  s^foSi(?n^  and  ftrongly  muni- 
ted  BethfurUy  that  it  might  ierue  as  a  For- 
trefle  againft  the  idumeans, 

Hauing  done  this,  he  kept  his  Armour 
daily  on  his  backe,  becaufc  he  was  ftill  at 
fay  led  by  the  ldu?neanSyA?nmomtes^Qa\i  o- 
thcr,  who  laboured  to  oueithrow  the  po¬ 
wer  of  the  lewifh  Nation,wbich  began  to 
exalt  it  felfe  in  fome  good  mcafurc.  But 
the  brethren  of  the  Macchabees^  repelled 
thofeinfiihing  Nations  worthily,  diui- 
ding  their  Armies,  &  fighting  fortunate¬ 
ly  in  many  places  at  a  time,  yet  vfing  their 
viiftories  rudely  enough .  In  the  150. 
ycare  of  the  Greekes,  ludas  laide  fledge 
before  the  Forts  oflerufale?n^\^\)\c\\  from 
the  Garrifbns  made  many  courfes;  killing 
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5^5 


Antiochus 
Eupator  gi. 
ucth  aide  to 
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Antlochut 
laycth  a  very 
dangerous 
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rufalcm. 


ii 


Menelaus  led 
away  captiuc 
by  king  Anti¬ 
ochus  into 
Syria. 


fiich  as  would  facrificc  in  the  T cmple,  & 
very  much  molefted  the  Cittizens.  But 
Antiochus  EupMor^  being  vrged  by  Mene» 
(end  him  aide,  for  reliefc  of  them 
thatw'crc  bcficgcdinthc  forts;  fentan 
army  into  by  Lyftas, ,  conlifting  of 

loooo.  footc  ,  and  20000.  hoife^  and 
befieged  Bethfura  a  long  time .  In  the 
meane  while ,  Indus  beeing  aduertifed  of 
the  Kings  comming  in  perfon  thither, 
raifed  his  ficgc  from  before  the  forts,  and 
went  to  meet  the  enemy  with  his  Souldi- 
ers,ofwhom  he  made  fome  flaughters  in 
diners  skirmifhes .  Yet  finding  hirafelfc 
to  be  opprefled  by  fo  oner-great  a  multi¬ 
tude,  retired  into  lerufalemy  where  being 
cnclofed  within  the  munitions  of  the 
Temple;  he  endured  a  long  and  difficult 
fiege,  enforced  (vpon  the  coming  thither 
o(Ammhus;who  folowcd  after  to 
play  vpon  aduanrages. 

So  long  lafted  this  fharpe  befiegitig, 
vntill  the  King,  being  certified  of  Bhi/ltps 
coming,  who,  voder  colour  of  reducing 
the  PerJiansvnAccthz  awe  of  Bpiphanes^ 
fought  to  pofTefle  himfcifc  (asthefune 
went)  of  the  Kingdomes  both  of 
and  Syria :  offred  peace  to  them  that  were 
befieged  in  the  Temple ,  with  libertie  of 
lining  according  to  the  laws  of  their  fore¬ 
fathers.  But  after  that  had  brought 

his  garrifon  out  of the  Temple ,  the  King 
being  amazed  at  the  fortifications ,  beat 
downc  their  walls, contrary  to  the  accord 
made  at  the  Temple ,  and  led  MemUus 
the  Soucraigne  Sacrificer  captiue  away 
With  him  (according  as  wc  haue faidc  al¬ 
ready)  infil^iting  Alcimtum  his  ftead, 
who  alfo  was  named  loachm^  and  fb  took 
his  way  home  againc  to  Syria, 


CHAP.  V. 

KAntiocht4d  and  Lyjiasare  put  to  death  by 
Bemetriud^  the  wicked  behauiour  of  Al- 
cimtu  the  hiy^h-PrieH’^fhe  death  of  Indus  y 
and  the  fuccefionpfhis  brother  lonathas. 


TNihe  i5i.ycarc  of  the  Grcckcs,Dm<f- 
flying  ixomRome^  where  hcc  had 
bin  detained  in  hoftage,madefcizurcon 
the  kingdomc  of  Syria :  putting  to  death 
thcfbnne  oiEpiphanes^  named  Antiochus 


Eupator^  and  his  GouernourZ/yyz^^y.Now 
Alcimus^  coiicting  to  rcraine  fiill  the  dig- 
nitic  of  the  High-priefthood  ,  conferred 
vpon  him  by  Eupator  and  Lyjius :  went  to 
DemetriuSy  and  there  accul'cd  all  his  nati¬ 
on  (efpccially  the  ylfmoneans)zs  Authors 
of  the  tumults ,  and  perturbers  of  the 
peace  oi Judea y  &  that  they  had  thrownc 
him  out  in  banifhmcnt.  Heereupon,  the 
King  fent  Bacchides  with  a  maine  army,to 
refeate  Alcimm  in  his  office.Being  enired 
lernfalem  with  his  power ,  by  fraude  hcc  j 
flew  many  innocent  Citizens,  Cleaning 
firong  forces  with  Alcimus  to  fafepro- 
ted  him, returnd  back  into  Syria .  Vv'hilc 
thus  Alcimus  abufed  the  power  and  faiior 
of  the  King,  for  putting  many  to  death 
that  were  contrary  to  him  :  Indus  Ending 
thefe  coLiifes  to  be  intollerablc,  &  taking 
to  heart  fo  great  cruelty  in  the  foucraigne 
Sacrificer ;  vndertooke  the  defence  ofin- 
nocents,  putting  all  them  to  death  that 
tooke  part  with  Alcimtss.  Whereuppon, 
fearing  the  vertue  and  power  of 
ludaSy  fled  the  Iccond  time  to  Demetrius 
iiAntiochcy  and  there  formed  a  criminall 
acCufation  againfl  Indus, 

Nkanor  then  was  font  with  a  puiflTant 
Army  ,  who  thought  Craftily  to  furprizc 
Indus jjndct  a  colour  of  kind  conference, 
and  fo  leadc  him  along  to  the  King.  But 
this  compad  being  difoouered, he  entred 
into  open  armes;and  being  fought  with- 
all  Indus  in  plaine  battell,  was  coit- 
ftrained  to  retire  to  tlie  fort  of  Sion .  Af- 
tcrward,iflLiing  forth  of lerufalem  in  great 
anger,  alibis  forces  affembled  together; 
hcc  threatned  all  the  facrificing  Priefts 
with  death  and  vtter  deftrudion  of  their 
Temple ,  if  they  did  not  dcliuer  a- 

liue  to  his  hands .  But  Indus  bailing  re¬ 
inforced  his  Armie ,  encountred  againc 
mdnNicanor  at  Bethfura^  i n  which  bat- 
taile  he  llcw  the  captaine  Nkanor ^  &:  dif 
comfited  the  whole  army ,  being  abouc 
pooo.mcn.  This  hapned  the  13, day  of  jfic 
moneth  Adar^  which  is  February;  and 
that  day  was  afterward  folcmnelyobfor- 
lied,  in  regard  of  fiich  a  notable  vidoric. 

After  thefeTuccefiefull  aduentures,///- 
^/^perfwading  himfelfc,  ^^iDemetrhis 
would  feck  reiienge  on  the  lewes  for  this 
his  great  ouerthrow'dcuifed  to  ftrengthe 
his  power  by  the  affiftance  of  ftrangers.' 
Hccrcupon,hec  font  Ambaifadors  to  the 
Romanei^  to  capitulate  vpon  confederacy 

C  c  c  vvith 


The  greedie 
defire  of  Al¬ 
cimus  for  ftd 
cnioying  the 
Prieflhooda 


Bacchidosen- 
treth  Ictufa- 
Jem  with  his 
Armic. 


ludas  vndcr^ 
taketh  to  rc" 
uengc  the 
outrages  of 
Alcimus. 


ludas  fights 
with  Nicanor 
in  plame  bat- 
taile. 


Nkanor  flain 
by  ludas  in 
the  Iccond 
battell. 
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ludascraueth 
ayd  and  fauor 
of  the  Ro¬ 


manes. 


Bacchidcs  8c 
Alcimiisfent 
with  an  Army 
into  ludea. 


The  valiant 
death  of  lu- 
das  Maccha- 
bcus. 


Alcimus  {tri 
ken  with  a 
fudden  palfie 
dyed. 


lonathas  fol¬ 
lowed  next  in 
degree  to  his 
brother  ludas 


with  them^  rcqucfting  (among  other  par¬ 
ticulars)  that  the  Senate  would  forbid  De- 
hccreafterto  moleftand  afflidl 
the  levees.  But  (as  humane  fuccors  are  dc- 
ccitfulOfo  the  alliance  of  the  Romanes  was 
more  difeommodious  to  the  Icwes^  then 
if  they  had  giuen  them  no  ayde  at  all :  be- 
caide  it  made  them  the  more  fleepyand 
negligent,  and  alfo  was  more  offenfiue  to 
the  enemy.  Whereupon  it  hapned^that 
the  ycarc  following,bcing  the  1 5  2.  of  the 
Greekes^Vemetrifu  fent  Bacchides  and  Aid- 
mu4  with  a  potent  army  vevio  ludea.  There 
ludM  met  them  with  two  thoufand  men 
oncly,and  although  the  moft  part  of  the 
dipt  away,  and  forfookc  his  company ,ey- 
ther  thorow  wearinefle  of  fo  longawar^ 
or  fearing  the  enemies  power,  or  by  the 
pra^fifes  of  Alcimm :  yet  notwithftand- 
ing,he  ventred  on  the  Army  of  Bac chides^ 
with  eight  !hundred  brauc  Soldiers,  and 
fighting  valiantly ,  there  he  dyed  with  the 
al,in  the  fixt  ycarc  after  his  fathers  death, 
good  old  Mattaihm^  and  before  the  Na- 
tiuityof  Chrift,i58.yeares. 

Theyearc  following,  which  was  the 
1 5  3. of  the  Grecians  Rcigne,  Alcimm  cau- 
fed  the  walles  of  the  inner  houfe  of  the 
Temple  to  be  deftroyed,  which  the  anci¬ 
ent  facrificing  Prieftshad  builded :  to  the 
endc,  that  not  any  munition  fhouldrc- 
mainc,  which  might  feme  toretreate  the 
adiierfaries  to  the  Kings  of  Syria .  And 
hardly  had  they  begun  to  beate  it  downe, 
but  he  wasfmittcn  fuddcnly  with  a  Palfy, 
and  therein  furrendred  vp  his  foule :  but 
he  had  continued  dumbe  fome  longtime 
before;  and  this  was  in  the  fourth  ycare  of 
his  Priefthood. 

lonatha^s  the  fecond  Sonne  oj  Mattathias* 
lonathas ^oilonathan y  fucceeded  in  the 
principality  to  his  brother and  by 
this  occafion.  After  the  death  oiMaccha^ 
beus^  while  the  levees  ('which  had  embra¬ 
ced  the  manners  and  religion  of  the  Pa- 
gai^)  grew  to  be  more  emboldened,  and 
fought  for  all  thofe  welldifpofed  people, 
that  had  followed his  Brethren, 
fending  them  to  Bacchides  to  bee  cruelly 
murdered ;  adding  alfo  the  famine, which 
greatly  cncreafed,  becaufc,  during  thefe 
continuall  warrcs,the  fields  had  bene  left 
without  any  tillage,  fo  that  the  heft  per- 
fons,  and  which  had  moft  vndcrftanding 
in  religion,  were  extremely  anguifhed: 
they  made  their  rccourfcto/^^;;4//w,  cm 


treating  him  to  vndertakc  the  defence  of 
the  poore  afflidied,  and  to  imitate  therein 
the  vertue  and  piety  of  his  brother,  lona¬ 
thas  confenting  to  the,  fooae  after  made 
head  mainly  Bacchides,  and  hardly 
cfcaping,  retired  his  Soldiors  into  the  de- 
fert, where  Bacchides  made  no  account  to 
purfuc  them;  but  fortefied  fome  Townes, 
and  planted  ftrong  Garifons  in  them'^,dai- 
ly  to  torment  the  levees  by  Tallies  &  cour- 
fes.  Which  being  done, he  recreated  back 
his  Army  into  Syria^dStet  the  death  oiAl- 
cimws.  By  which  meancs,  the  levees  had 
(bme  relaxation  from  warre,for  about  the 
(pace  of  two  yeares,  to  wit,  the  1 54, and 
155  .of  the  Grecians  rei gn  c. 

In  the  yc^re^i^ 6, Bacchides  was  againe 
incited  by  the  apoftate  leives^  to  furprizc 
(by  fome  fudden  aduantage^  the  two  bre¬ 
thren  of  ludas :  but  the  ambuflies  being ; 
rcuealed,  hee  came  and  openly  afTauked 
them  in  the  Tbwne  of  BetheJJen,  Neuer- 
thele{rc,perceiuing  the  Towne  to  be  well 
munited,  and  t\\Q levees  furniflicd  with  all 
fitting  mattersjas  fully  refolued  to  defend 
themfelues  valiantly:  he  made  peace  with 
lonathas^  and  the  captiiies  bccing  furren¬ 
dred  on  cyther  fide,  tooke  his  waybacke 
to  Syria,  which  was  the  caufe  that  ludea 
had  fome  time  of  repofc  and  quietneffe. 

Theyearc  160.  Alexander  the  Noble, 
who  fought  to  poffeffe  himfclfe  of  the 
kingdomcof  Syria^  which  was  then  vfur- J 
ped  by  ]  Demetrius^  Brother  to  Antiochm  | 
the  Noble,  and  vndcrftanding  the  power 

lonathas-^  fent  Ambafladours  to  him 
with  worthy  prefents ,  to  praeftife  with 
hirn  for  to  ioyne  in  his  intention, oifering 
him  ( moreouer)  the  Soueraigne  Prieft¬ 
hood,  on  condition,  that  he  would  ayde 
him  agairiftX)^/?^’/r/W.Befide,hc  folemn- 
ly  inuited  him  to  the  manage,  which  hec 
had  purpofed  in  the  Citty  of  Ptolomais^ 
with  Cleopatra^  daughter  to  Ttolomy  Philo- 
metor ,  lonathas  being  allured  by  thefe  of¬ 
fers,  vnder  hope  of  cnioying  (  by  this 
meanes)  two  neighbouring  Kings  to  bee 
his  friends ;  went  to  be  prefent  at  the  roy- 
allwcdding,and  carry  cd  gifts  of  great  va¬ 
lue  with  him.  He  was  entertained  by  the 
two  kings,fo  honorably  as  poflible  might 
bc,and  afterward  fent  backe  againe,  with 
confirmatio  in  the  high-Pric(fhood3as  al¬ 
fo  the  principality  of  ludea^iox  the  people 
( after  the  deceaffe  of  Alcinm<)ha6  remai¬ 
ned  7.  yeares  without  a  Soueraigne  Sa- 
crificer.  Bvl 


lonathas  vn- 
dcriaVerh  (he 
caufe  againft 
Bacchidcs. 


Bacchides 
made  a  peace 
with  lonathas 


Ambaffadors 
fent  to  lona¬ 
thas  by  Alex¬ 
ander  the 
Noble.  - 


lonathas  ob- 
cayned  the 
H«gh-Pricfis 
Office, and 
the  l^rincipa- 
liry  of  ludea. 


i 


wi  Liie /\imoneans. 


lonatlaas  ac- 
ccpccd  inco 
ihcfauour  of 
Demetrius 
Nicanor, 


P  lonathas  take 


By  this  mcanes,  came  the  dignity  firft 
of  high-Prieflhood  to  the  Aj'moneans^ 
the  ninth  ycarcof  the  principality  of  Tb- 
natkas^  oitht  Greekes  \6q,  as  hath  bene 
faidqand  before  the  birth  of  Chrift,!  so. 
But  yearns  after, as  Ptolomy  had  caught 
the  kingdome  of  SyrUy  with  his  daughter 
Cleopatra*^  fo  he  gaue  them  both  to  Deme- 
trius  Nicmor^Soxmz  to  Demetriusy^  then 
lomth^s  had  work  enough  to  do^to  enter 
into  the  good  grace  &  fauour  of  the  new 
King.Neiierthe]efle,by  gifts  andoffrings 
he  preuailed  fo  well  at  lait,  as  vpon  the  a- 
iiouchingof  his  grace  towards  him,  hee 
rccouered  a  great  part  of /^^(f/t^&vvonnc 
among  his  own  people,  no  meanc  power 
andcredite.  In  the  latter  dayesofhis 
principality,  he  fortefied  the  Temple  of 
lerufalem^  and  renewed  alliance  with  the 
^^?^4/;»;^'j‘,contraaing  kirde  friendfiiip  al- 
fo  with  ihzLdcedemomans»Soon^  aftcr,he 
was  furprized  in  the  fraud  &: 

ircafon  of  Triphony^hoy  although  he  had 
promifed  to  releafe  him, if  he  might  haiie 
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i; 


prifoncr  and  aic  luigiit  iiauc 

afterward'  his  two  Sonnes  lent  liim  as  hoftages.  and 


Garifbns,  8<:had  wonderfully  tormented 
the  Citizens.  Hcfamillicd  them  in  fucli 
fort,that  they  wereconftrained  royccldc 
thetinfelucs,  and  afterward  purificc^ 
phaned  places,  the  Sj.day of  thefecond 
Moncjhjin  the  yeare,i7i,  Vnderhim//^- 
^e^begantorefpireand  breathe  a  while 
whkh  for  the  fpace  of  2  s.yeares  affer  An\ 


flaine  with 
his  two  Sons. 


It: 

ki 

\ 

I  1 

rl  i 

bk; 

'i( 


Triphon  ma- 
keih  himfelfe 
King  of  Syria. 


Simon  defil¬ 
ed  Duke  and 
digh-Prieft 
by  the  people 


The  gouern- 
Went  of  Si- 

nion» 


an  hundred  Talents  (whereof  his  brother 
S imon  made  fatisf aftion/cnding  both  the 
money  &  the  children)  neuertheleffe^the 
moft  cruell  Tyrant  murdred  both  the  Fa¬ 
ther  and  his  fonnes.  Hauing  done  this  ab- 
hominable  deed,  and  thinking  no  way  to 
be  refitted  in  his  wicked  courfes  ^  by  trea¬ 
chery  he  flew  AmochmfnmmcA  Sedetesy 
Sonne  to  Alexander  theNobIc.to  whom 
he  was  T iitor,  &  for  the  rettonng  ofhim 
to  his  Fathers  kingdomCjhce  had  eulded 
Demetrm Nicanor  out  of  Syria^  but  got  it 
into  his  owne  pofleflion.  In  this  ntranner 
lonathas  held  the  principality  of  the  lew- 
ifh  people  eightccne  yeares,  and  was  the 
firft  adminiftratour  of  the  Soueraigne 
Priefthood  of  the  Afmoneans^  which  hee 
icld  ten  yeares.  •  ’ 

S imon  the  third  S onne  of  Mattathias.  ‘ 
Simonfiiccccdcd  his  Brother in 
he  yeare  of  the  Greeks  yiyo,  &  before  the 
Natiiiity  of  Chrift,i4o.bcing  ele(Si:cd(by 
common  confont  of  the  people)  Duke 
Soueraigne  Sacrificerfoecaufo  he  had  va- 
iantly  afiifted  his  Brethren  Indas  and  lo- 
juthas^  for  maintaining  the  do6frinc  giue 
by  Godj^  therepreffingof  pcrfecutions. 
At  the  beginning  of  his  goiiernemcnt,he 
furprized  fomc  Forts  from  the  Grecians 
mong  which  was  that  oi lerujalem^^hich 
till  that  time  had  becnc  held  by  the  Syrian 


tiochus  the  Noble,  had  hm'terribly  foakert 
and  wafted  with  continuall  warres.  The 
fields  began  again  to  recoucr  their  former 
nature^ places  burnt  and  deflroyed,  to  be 
re-builded  5  and  thofe  propbaned  with  I- 
dols,tobeneateIy  cleanfed :  In  briefo.thc 
voyce  of  heauenly  dodrine  began  againc 
to  bee  heard  and  deliueied  in  the  Temple 
and  Synagogiies.In  the  third  yeare  of  his 
Priefthood,  Simon  renewed  alliance  with 
the  Romanes ,  and  by  a  Decree  from  their 
Senate, was  confirmed  Soueraigne  Sacri- 
ficcr,Sc  to  be  ftyled  Prince  ofthe  people. 

Afcerwaid,  Anttochns  ‘^^^<?/",brother  to 
Demetrm  Nicanor, war  againft 
Triphony  who  vfurpcdrhe  Kingdome  of 
Syria ;  labored  Simon  Vvith  great  promifes 
for  alliance,  as  doubting  leaft  hee  ivould 
giue  hinderance  to  his  cnterprize.But  ha¬ 
uing  conquered  the  Kingdome  of  Syna^ 
and  Triphon  chafed  thence,  in  the  ycare^ 
174.  he  falfificd  the  former  alliancCjSt  re¬ 
demanded  diners  Townes  and  Cittiesin 
ladea  of  Sinton^^s  alfo  the  Fort  of  lerufk- 
lem, znd  a  great  fumme  of  money  befide  5 
or  clfe  he  would  denounce  warre  againft 
him, if  he  did  iiot  yeeld  to  what  he  demi- 
dcd.  Now  in  regard  that  Simon  refufed  to 
grant fp  vniufta  dcm^iidyCendeheuswgis 
lent  into  ludea  with  an  Army,whoiD  John 
Hyreanns  and  Judas ,  Sonne  to  Simony  dif- 
comfitedjas  he  was  vvafting  the  champain 
Cduntry:and  hailing  deftroy cd  the  Forts 
built  in  the  Marches  of  ludea  by  the  ene- 
my,they  returned  backc  with  great  glory. 

Three  yeares  after,  to  wit,  the  177.  of 
ihcGreekeSy^dii^l,  before  the  birth  of 
Chrift,as5/;;?^?/^  (growing  now  auncient) 
returned, vifitiijg  &  ordayning  the  Chur- 
ches3and  the  diffipated  pollicies  in  ludea  j 
he  arriued  ('with  his  Wife  and  two  of  his 
Sonnes,  ludas  2Xid  Matt athi ad)  neercto 
hiskinefman  Ptolomy  y  the  Sonne  of  Abo- 
bus yvMorti  be  bad  conftituted  Gouernour 
ofthe  whole  Region  about  Jericho, V>\m  he 
wickedly  murdered  him,  fitting  at  the  Ta¬ 
ble  of  a  Banquet,  whereto  (moft  traite- 
roufly)  he  had  inuiced  him,onely  for  that 
bloody  purpofe.  Ccca  Thus 


<juiccneU'e, 
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Fourc  Aftno- 
ncans.thc  Fa¬ 
ther  and  his 
three  fonnea. 


ludea  not 
wholly  rcco- 
ucred  irom 
Paganifmf,  & 
the  rcafon 
why. 


Thus  foure  Afmoneans^  namely, the  Fa¬ 
ther  and  three  of  his  Sonnes 

(each  after  other)  fighting  valiantly  three 
and  thirty  yeares,  in  defence  of  the  Law 
giiien  by  God^  againft  the  perfecuters  of 
his  people^  ended  their  Hues.  And  al¬ 
though  they  could  notfo  compafle  the 
matter,  as  to  cleanfc  ludea  wholly  of  Pa¬ 
gan  Idolatries,  becaufc  many  among  the 
people  were  (openly)  Epicures,  and  ma¬ 
ny  mightily  deiefted,  by  feeing  the  woful 
calamities  of  the  people ,  and  others  in- 
uciglcdby  the  Gentiles  profperities  5  did 
willingly  renounce  thefirft  receiueddo- 
drine  of  their  Fathers,  and  embraced  the 
impieties  ofthe  Paganes;  yet  notwith- 
ftanding,  they  preuailcd  fo  well  by  their 
power,  that  the  writings  ofthe  Prophets 
werepreferued,  thefcruice  ordained  by 
God,not  abolifhed,  nor  the  Iewi(h  polli- 
cy  any  way  diffipated.  All  which  enfued 
by  the  Angular  goodneffe  of  God ,  to  the 
end, that  the  pollicy  and  miniftry  appoin¬ 
ted  by  him  ( in  foroc  good  mcafure  ftill 
maintained)  fhould  continue  to  the  time 
of  Clvift,that  men  might  know, when  & 
how  the  Meflias  was  to  be  fent.Thc  prin¬ 
cipality  and  high-Priefthood  continued 
(fometirae)  in  the  Family  ofthe 
ans  the  fucceffors  of  Simon^tcoxiklu- 
da  i2ir\diIonathas  had  not  left  any  iffueot 
theirs. 


The  writings 
of  the  Pro¬ 
phets  fafcly 
preferued  a- 
mong  fo  ma¬ 
ny  perfecud* 
on?. 


ludas  and  lo- 
nathas  left 
not  any  ifl'uc 


CHAP.  VI. 


The  gouern- 
ment  of  Jeri¬ 
cho  giuen  to 
Ptolomy  by 
I  Simon. 


Concerning  the  imprlfonment  of  Simons 
tvpo  Sonnet  and  their  Mother^  by  their 
cruellFnckle  Ptolomie  5  and  their 
lamentable  death .  The  valiant  a^es  of 
lohn  \l^ic2im\s^Sonne  to  Simon.  The 
deBruIfionofSzmzxhfyc. 

The  Sonnes  of  simon^^^z 
lohn  Hjrcanus,  ludas,  Mattathlas  his fuc- 
cejfour. 

A  Daughter:,  marled toVtohmy^thefonne 
of  Abobtss^  Gouernour  ^lericho ;  Toho 
murdered  his  Father y  as  alfo  his  Wife  ^ 
two  of  his  children* 

Judas  and  Mattathlas. 

HAuing  accompanied  their  Father, 
going  with  his  Wife  to  fee  Ftolomy 
their  Sonne  in  law,  to  whom  he  had  for¬ 
merly  fpoken,  togiiie  him  thegouerne- 


ment  of  Jericho:  they  were  imprifoned 
with  their  Mother,  by  their  VnckleP/^?/^?- 
wjy;,who  before  had  flainc  their  Father  at 
aBanquct.Now,whilc  fjyrcanusy  feeking 
to  reuenge  fo  horrible  a  dcedjhad  befied- 
ged  a  finall  Towne,  whereto  Ftolomy  had 
withdrawnc  himfelfe :  the  Tyrant  caufed 
them  there  to  bee  pittifiilly  difmembred, 
as  alfo  their  Mother;  vntiil  fiichtimcas 
HyrcanuSymoucA  with  compaffion,  6^  not 
able  to  endure  the  torturing  of  his  bre¬ 
thren  and  Mothetjraifed  the  fiedge,  albc- 
ithis  capciiied  Mother  ,  ftill  vrged  him 
carneftly,to  maincaine  the  affault. 

John  Jlyreanus, 

In  the  life  time  of  his  Father,  heedif- 
comfited  the  Army  of  Antiochus  Soter^ 
whichwas  conduced  hy  Cendebeus,]<\Q%z 
after  the  death  of  His  Father,  and  the  ta¬ 
king  of  his  tw'o  Brethren,  himfelfe  hardly 
efcapingfrom  the  ambufhes  ofthe  mur¬ 
derer  hcecamcto  reuenge  his 

Fathers  death, and  befiedging  the  T owne 
whereto  Ptolomy  returned,  being o- 
uercome  with  pitty ,  by  feeing  the  tor¬ 
ments  which  his  Mother  &  Brethren  fuf- 
fcred,at  cuery  time  when  hee  gaiic  the  af¬ 
fault,  confidering  alfo,  that  the  feuenth 
yearc  of  reft  was  ncere  at  hand;  he  retrea¬ 
ted  his  hxmy.MitiyNdiiAyAntlochusSoter 
made  warre  vpon  him/o  that  he  was  (hut 
vp  within  theCitty  of  lerufalem-,  which 
Antiochus  befiedged  in  feuen  places  all  at 
one  time :  being  prefled  with  famine,  hee 
yceldcd  vp  the  City,vpon  condition,that 
he  would  bcate  down  the  Fortefications 
ofthe  Citty,deliuer  hoftages,  &:  fine  hun¬ 
dred  Talents,  that  is  to  fay,  three  Tunnes 
of  Gold. 

But  as  he  was  in  want  of  money,  or 
accidentally  feeking  for  (bme  by  vrgent 
ncceffity3  admonifhed  fo  to  doe  by  a 
dreame :  he  opened  the  Sepulcher  of  Da- 
uidy  wherein  he  found  three  thoufand  Ta¬ 
lents  of  Gold,  which  amounteth  to  18. 
Tuns  of  Gold.  Being  thusrcaduanced,hc 
not  only  made  peace  with  Antiochus  yhi\z 
alfo  entred  into  amity  with  him,fo  that  he 
entertained  him  into  the  Citty  with  his 
Army^  and  being  well  prouided  of  mony, 
he  was  the  firft  (of  the  lewcs)  that  had 
ftrange  Soldioursvndcr  his  pay.  With 
whom  he  accompanied  King  Antiochusy 
he  going  in  warre  againft  xhtParthians -y 
and  yet  his  company  was  but  flcnderly  be- 
ncficiall  to  thcKing.For  although  by  the 
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valiancy  ouerthrew  apart 

of  the  P artbiam  hxmy  ^  yetfoonc  after, 
when  ^rfaces of  the  Parthuim,c2mz 
with  a  new  Army^Sc  he  fhoiild  then  haiic 
met  and  ioyned  with  him ;  Religion  hin¬ 
dered  Hyrcmiu  and  the  lewes  from  going 
to  thefightj  becaufe  it  was  then  the  Fcaft 
of  Pentecofi,  By  which  mzTincs^  'Antiochi^s 
being  deftitute  of  the  lems  helpCj  was 
flaincjwith  a  great  number  of  his  people. 

After  the  death  of  Antiothu^  SoterJ-Jyr- 
emm  began  to  make  fmall  account  of  the 
Kings  of  Syria  ;as  being  men, that  (by  ci- 
uill  warres)  had  broken  the  forces  of  their 
kingdomes.  Wherefore, bringing  back 
his  hoafl:  from  Ajiaj^iz  tooke  many  Cities 
and  Townes  in  the  kingdome  of  Syria^ 
which  had  in  former  times  appertained 
loludea.  He  razed  alio  the  Temple  of 
Gariz^imm  Samaria^  bu ilded  by  Sannaba- 
Lit  the  Cutthem^{ps  hath  before  bin  reme- 
bred)  two  hundred  yeares  after  it  had  bin 
builded  in  fauoiir  of  .^4;;^j,Brothcr  to 
/4j<^^,in  the  time  oi Alexander  Paz  great. 
He  compelled  alio  the  idumems  (after  he 
had  giuen  them  many  chaftenings)  to  re- 
cciue  circumcifi on  jand  other  ceremonies 
of  the  lewes.  And  to  flrcngthen  himfclfe 
the  more  againfl:  the  Kings  of  Syria ^  wh5 
be  thought  not  fit  to  make  any  more  fur- 
prizing  of  Citties;  hee  renewed  alliance 
(by  Ambaffadours)  with  the  Romanes^  in 
the  fourteenth  yeareof  bis  principality^ 
and  the  ipi.  ofthc  kingdome  of  Syria: 
Cneus  Domitim  Barbarojfa^  and  Cam  Fla- 
minixs  being  Confuls  5  an  hundred  and 
ij?, yeares  before  the  Natiuity  of  Chrift. 

Afterward^as  Vemetrm  T^canor  had 
benereftored  to  his  Kingdome  hyArJa- 
r<?/,and  as  quickly  againercpulfed  from  it 
by  Alexander  Zebena^  when  he  prepared 
hi  mfcife  to  make  warre  on  the  lewes  :  fb 
H/w/^^jallying  himfelfe  with  Alexander 
the  vidoriousj  Iiad  fuf^ained  as  little  ioy 
thcreofif  an  admirable  accident  had  not 
corredied  their  error.  For  Antiochus  Gry- 
fhusSoimc  to  Demetrius to  rcco- 
ucr  bis  Fathers  kingdome, flew  Alexander 
in  batcaile^and  (after  that  vidlory)  purpo- 
fed  to  mw^L&zHyrcanusyhc  leagued  friend 
to  his  enemy.  But  hearing  of  another  pre- 
jparation  of  warre  againlt  himfclfcjby  his 
brother  Antiochus  Cyucenus  •  he  was  glad 
to  keepe  at  home  ftili  in  Syria.  So, while 
the  two  brethcren  did  wcl-fauouredly 
contend  with  one  another  (  a  long  time ) 


for  the  kingdome  of  Syria  9  Hyreanus  and  / ' 
ludea  remained  in  quietnes^during  which 
time,  Hyrcanm  well  fortefied  hiiUfclfc  by 
ftrong  Caftles  newly  builded,  re-enfor- 
cing  al  his  moft  commodious  munitions^ 
colleding  vp  great  fummes  of  money,  & 
prouiding  other  ncccflary  matters,  to  ex¬ 
ploit  his  warre  affaires. 

Finally,  hee  laide  hedge  To  the  moft 
ftrong  Citty  of  Samaria left  there  his 
two  Sonnes  Antigonus  and  Arislobalus  to 
continue  it,  while  himfelfe  attended  to 
the  adminiftration  of  more  important 
Oeconomica  1  affaires.  Hcerciiponjthe 
Samantaines  called  to  (uccour  them  Anti¬ 
ochus  Cyucenus  5  who  repulftd  the  fonnes 
to  Hyreanus^  and  chafed  them  f6  farre  as 
to  ^ cythofolis.  Againe,the  two  Brethren 
brought  their  Army  before  Samaria^  and 
againc  Antiochus  Cyzdcenus  (being  reque- 
fted)  entrecl  into  Itidea^  pilling  and  fpoy- 
ling  wherefoeuer  he  came.  But  being  rc- 
pulfed,  hee  gaue  the  charge  of  his  Army 
to  two  of  his  Captainesj  one  of  them  be¬ 
ing  flaine  by  the  lewes ^  and  the  other  cor¬ 
rupted  with  money,  furrendred  (by  trea- 
fon)  Scythopolis ^  and  the  ocher  neighbo¬ 
ring  Cittics.So  the  Citty  of  Samaria^^i- 
iiing  endured  (in  great  mifery)  a  whole 
yeares  fiedge,  was  at  the  laft  forced  and 
quite  deftroyed.  Such  was  the  ending  of 
this  moft  mighty  Citty , which  (for  a  long 
time)  had  paragond  it  felfe  equall  with  le. 
rufalem],  but  about  an  hundred  yeares  af¬ 
ter  jit  was  builded  a gaine  by  who 

named  it  Sebalia^  in  the  honour  of  Augu- 
Hus  Cafar. 


Samaria  bc- 
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Hyreanus  and 
his  forces. 
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CHAP.  VIL 


Howtherefi  andprojperity  efludea^  begat 
f undry  Sects  among  the  people^  ejpecklly 
of  the  Pharijies  .Sadduces^^c,  The  diner- 
fity  of  their  opimons  t  and  a  breefe  turra- 
tionof  the  Doctrine^  in  ^fe  among  the 
jirjl  Fathers. 


"  I  ^HE  Country  of  ludea^DCin^  thus  rc- 
^  duced  to  repofc  &  quietncs,&  by  the 
paincs  of  Hyrcanus*^cx  profperity  procu 

^  ^  1  •  f  ^  1  —  _  ^  _ 


r  /  j  r  A  ^  y 

red  eniiy  &  diftafte-afwel  toward  her  own  dif. 

1  r  r - — •  fecnbled  holi- 


people, as  (more  efpecially)  to  thePhari- 
ftes.Fpr  fadions  grew  the  in  great  efteem 
among  the  meaner  people,  by  fimularion 

Ccc3  of  fanftity, 
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Of  thePharifies 


d.  Booke 


Efay 


fandity,and  great  fwarmes  ofdcuifed  tra- 
ditionSj  concerning  feme  kindes  of  bo¬ 
dily  exercifes-:  fothat  (whenfoeiierthcy 
pleafed)  they  could  caiifcthe  common 
people  to  mutiny  againft  the  Princes  and 
theHigh-Priefi.  HyrcdnU'S  had  fometime 
bcene  a  curious  fauourerof  this  Sed^  in 
which  rcgardjthe  Pharifies  did  bearc  him 
great  affedtion :  but  at  the  laft,  he  eftran- 
gedhis  kindnefle  toi^ardsthem,  finding 
himfelfe  offended,  at  the  punifhment  of 
Eleaz>ar  the  Pharifie^  by  fome  outrage  of¬ 
fered  him.  And  this  was  the  reafon^that 
hee  Cooke  part  with  the  Sadduces^  who 
fliarply  reprooued  the  traditions  of  the 
Phariiies^  and  in  hate  and  fpight  to  the 
Pharifies  fc6l ,  hec  abolifhed  (by  piiblikc 
Edids)  many  of  their  traditions  ,  "  which 
made  him  and  his  Sonnes  to  b’e  mortally 
hated,  afweli  of  the  Pharifies,  as  of  the 
people.  Whereupon  enfued  great  muti¬ 
nies  among  the  people :  which  his  Sonne 
Alexander  wety  barely  appeafed,  but  not 
without  great  effufion  of  blood. 

Now,  becaufe  mention  is  here  made 
ofthefc  two  Seds,  both  of  the  Pharifies 
and  Sadduces,  whereof  more  will  be  Ipo- 
ken  in  the  following  Hiftories,  as  likewife 
is  in  facred  VVrit:  I  ihinke  it  not  amifle  to 
make  fome  addition,  of  matters  found  in 
aiuhenticall  writings,  concerning  the  va¬ 
riance  and  difference  betweene  them. 
For  in  (peaking  of  their  originall,  we  can 
but  follow  coniedures  onely:  except  this 
infallible  certainty,  that  both  the  one  and 
other  Sed  were  newly  forged, by  leaning 
the  ancient  and  pure  dodrine  of  the  Pro¬ 
phets.  1  his  firmc  rule  ought  euermore 
to  be  held  in  the  Churcbjthat  there  is  one 
foie  true  dodrine, of  the  diuine  effence  & 
will,  made  manifeftof  Godby  certaine 
and  vndoubted  tefiimonics,  and  was  gi- 
uen  to  the  firft  Fathers  and  Prophets:  but 
much  more  enlightened  afterward,by  the 
voyceofthe  Sonne  of  God,  our  Lord 
lefus  Chrift,  dead,  and  rayfed  vp  againe 
for  vs, as  alfo  by  the  voice  of  the  Apoftles. 
And  no  opinions  ought  to  be  embraced, 
contrary  to  that  firft  Prophetical  dodrine 
and  voyce  oi  Gods  ownc  Sonne; becaufe 
many  fayings  of  the  Prophets  do  witneffe 
this  rule  to  be  true*  As  Efay  condemneth 
thofe  Dodors, which  propofe  (as  the  do¬ 
drine  of  God)  opinions  forged  in  their 
owne  braines,  and  fuch  as  neucr  were  gi- 
uenof  God.  Being  armed  then, and  well 


warned  by  this  rule,  wee  may  the  better 
iudgeofthefe  Seds. 

V  But  in  making  this  recitall,  I  may  not 
forget  that  moft  lamentable  complaint, 
which  the  fo  mighty  infirmity  of  mankind 
ought  much  tobemoane,  becaufe  cuen 
then,  v;hen  the  Church  confifted  of  fo 
finalla  number,  to  wit,  in  few  Tribes  of 
jfrael y^ooidy  impayred,  andfhucvp  in 
that  narrow  country  neighbouring  to  the 
Fheenitians^  and  that  then  (wirh  fo  fmall 
pollicy)  difeipline  could  fcarfely  main- 
tainc  it  felfe  peaceably,  or  dodrine  bee 
kept  in  good  concord;  fuch  horrible  fu¬ 
ries  being  prepared  againft  it, yea,  &  they 
embraced  by  the  greater  part  of  theGo- 
.uernourSjpublifhing  them  wholly,  with¬ 
out  diffembling  any  thing, although  they 
were  plainly  repugnant  vntotheLawof 
“GodThe  Sadduces  acquitted  themfeliics 
of  facrifices,  andneuerthclefTe  affirmed 
publikcly,that  after  this  prefent  life,  there 
remained  no  other,  nor  any  iudgement  5 
and  that  thefoule  (being  feparated  from 
the  body)  fhouldhauc  nomoreljfe,  and 
that  men  (hould  not  rife  againe.  But  the 
Pharifies  were  a  little  more  modeft,  and 
yet  notwithftanding,they  had  as  well  cor¬ 
rupted  the  dodrine  giuen  by  God,  as  we 
fhall  hauc  better  occafion'  to  fpeake  of 
heereafter. 

Ncuertheleire,God  had  a  true  Church 
all  this  while,which  ftil  retayned  the  light 
of  his  dodrine :  and  yet, was  it  not  great¬ 
ly  to  be  lamented,  that  in  one  &  the  fame 
company  3  which  bare  the  name  of  the 
Church, among  a  troope  that  called  vpon 
God  in  truth  5  fuch  errours  fhould  not 
onely  bee  difperfed,  but  alfo  allowed  by 
the  authority  of  Princes  and  Dodours.^ 
Befidc  this, the  affiired  and  prophaned  ar- 
rogancy  of  many  (  cuen  in  our  times) 
ought  greatly  to  be  reprehended ,  who 
dreaming  of  no  difperfion  of  errors  in  the 
Church,  eyther  for  fatisfadion  of  their 
owne  ambirion,vndcr  colour  of  religion 
fecking  after  kingdomes,  or  by  heaping 
fupcrftitions  one  vpon  another,  thereby 
to  fit  and  furnifh  their  owne  auarice  •  doe 
neuer  thinke  on  (in  this  cafe )  the  ancient 
and  old  examples  of  the  Pharifies  &  Sad¬ 
duces, who  declared  fufficiently ,  the  very 
likeeuils  crept  into  the  Church,  eucn  as 
apparantly  then,  as  thofe  of  other  times. 
It  is  therefore  very  neceflaryjto  haue  one 
certaine  rule,  in  liftening  to  the  voyce  E- 


Thcpoorc& 
TaialJ  begin- 

ningoffhe 
Church  in  the 
few  Tribes  of 
Ifracljand 
continuance 

thereof  in 
many  trou  - 
blcs. 


Concerning 
the  opinions 
of  the  Saddu¬ 


ces. 


The  Pharifies 
niore  modeft 
then  the  Sad' 
duces. 


God  alwayes 
had  his  true 
Church, re¬ 
taining  hill 
the  light  of 
his  Doftrinc. 


The  errors  of 
elder  times 


very  appa- 
rant  to  be 
difeerned. 


uangelicall. 


CIC 


Chap.7- 


Of  the  Pharifies. 


57^ 


Galath  1.9. 


:liit 

iDci 


'ik 

Juil 

coi- 

Mi 


The  time  of 
the  firft  do- 
£lnne,and(u- 
perftitions 
fince  encrca^ 
Cng.  , 


The  harmes 

''  andcuillsof 
the  Church 
ought  much 
to  be  moaned 


Of  thefirft 
true  Church 
or  Schoole. 


;fa! 

oltli 


\i 

I# 
0 
(i 


The  reafon 
why  God  cre¬ 
ated  mankind 


The  great 
grace  and 
mercieof  god 
to  man  after 
hisfall. 


Gcnefj.lj. 


lungclical!^  according  as  Saint  P^/^/faid; 

any  man  preach  any  other  G  olpelt  to  y  outlet 
him  he  acctirjed. 

Furthermore ,  confidcration  is  to  bee 
hadj  of  the  time  of  that  firft  Dodfrinc,  a- 
grecing  with  the  voyceof  theProphets^ 
the  Sonne  of  G  O  D  ,  and  the  Apoftlcs : 
and  next ,  of  fnch  perfwafions  as  haue 
crept  into  the  Church  5  fome  whereof 
haue  bcene  confirmed  by  the  fupcrftiti- 
onofmen  vnlearned  ,  others  haue  bcene 
voluntarily  receiued  ^  as  feruing  the  am¬ 
bition  of  the  mightiCj  and  forbenefite  to 
•thckitchin  .  Acknowledging  then  ,  and 
bevvayling  the  harmes  of  the  Church;  let 
vs  feeke  after  the  (prings  or  fountaines  of 
true  dodrine^  to  the  end  wee  may  trucly 
call  vpon  God,  who  hath  alwayes  prefer- 
ued  (bme  part  of  mankinde,  where  his 
true  knowledge  might  fhine,  tobecthc 
Temple  of Godjand  afterwards  partaker 
of  his  glorious  company,  becaufe  man- 
kindewas  not  created  invainc.  But  be¬ 
fore  I  difeourfe  on  the  originall  of  Sedils; 
and  Diuilions  of  the  Church ,  it  is  need- 
full  firft  to  fay  fomewhat,  concerning  the 
firft  true  Church  or  Schoole^which  from 
the  beginning  of  tnankindc ,  hath  bcene 
gardian  and  keeper  of  the  true  doctrine : 
from  whence  hath  iflued  many,  who  (as 
feditious)  haue  fcattered  diners  corrupti¬ 
ons  among  the  truth  of  doctrine. 

Mankind  was  not  borne  by  accidental! 
chance ,  neither  created  without  caufe : 
but  it  pleafed  God,  that  he  fhould  haue  a 
rcafonable  nature,cmbelifhed  with  a  bo- 
die, wherein  the  knowledge  of  him  might 
fhine,  and  to  whom  he  might  communi¬ 
cate  his  wifedome  andgoodnes;,  &that 
hee  fhould  cnioy  his  company  once  and 
for  cuer .  Now,  although  God  expreffed 
his  wifedome  and  goodnefte,  by  creating 
the  great  workemanfhip  of  the  world : 
yet notwirhftanding,  his  goodnes made 
it  felte  much  more  apparant,  in  that  (af¬ 
ter  the  fall  of  Jdam  and  Euc)hc  fent  from 
hisfecretfeace,  that  infinite  mcrcie  for 
their  recouery ,  by  giuing  them  the  pro- 
mifed  Seede  to  come  .  And  to  make  it 
the  better  kno wne  and  vnderftood  ,  hee 
would  haue  men  to  hcarc  the  found  of 
th  at  fweete  voice :  The  Seede  of  the  vpomm 
[full  hreake  the  Serpents  head .  Such  as  re- 
ceiued  gracioufly  thisconfolation ,  were 
rcceiued  otGod,  and  made  members  of 
the  cternall  Church  of  God.  Thus  firft  of 


c ' 


all ,  the  Cluirch  was  created,  and  the 
Schoole  inftituted ,  wherein  our  firft  Pa¬ 
rents  taught  the  dodnne  God  to  their 
children  :  concernine  the  creation  ofall 
things;  concerning  their owne fall;  tliC 
paines  and  punilhments  to  enruc;the  tre- 
cheriesof  thediiiell;  the  caufes  of  death 
and  all  humainc  miferics ;  the  promife  of 
the  Seede  to  come,  whereby  the  great 
and  iuft  anger  of  God  was  to  bee  appea¬ 
led.  Alfo,  howfinnewas  tobcdeftced, 
eternall  life  reftored ,  the  difference  of 
‘  good  and  cuill  works,  and  that  fuch  a  dif¬ 
ference  being  imprinted  in  the  foules  of 
men,  was  trtiely  the  Lawe  diuine, agree¬ 
ing  with  the  intelligence  and  diiiirie  will ; 
To  to  iTine  in  the  fpirites  of  men ,  that  it 
might  bee  a  teftimonie  of  God  to  men, 
that  he  was  one  God ,  and  how  to  bee  a- 
dored  :  admonilliing  likcwife ,  thathec 
would  iudge  the  actions  of  men,  becaufe 
confcience  would  clfc  cxercife  a  burds' 
nous  iudgenient  in  vs. 

There  they  were  taught  the  diffrenc 
betweene  this  naturall  knowledge ,  and  | 
the  other  of  higher  qi]alitie;chc  pronoun-  J 
ced  promife  of  the  fecrer  bofome  of  che , 
eternall  Father,  touching  the  Seede;the 
future  iudgement  of  allmankinde:  and 
that  fuch  as  (  by  faith  in  that  Seede)  at- 
tayned  to  beleeue  therein,  were  accepta¬ 
ble  to  God, and  in  that  faith  had  recourfe 
to  himjftri'uing  to  order  their  manners  by 
theruleofthediuine  Lawe  ,  fhould  Hue 
eternally  in  the  moft  fweete  company  of 
God.  Others,  who  arrogantly  contem¬ 
ned  God,^^  the  promifed  Seed  to  come, 
running  furioufly  on  the  bridle  of  their 
wicked  defires;  were  like  vnto  diiiells,  e- 
nemiesto  God ,  and  after  death  fhould 
Hue  in  horrible  torments,  whereof  they 
difcerned  fome  refemblance  in  this  life, 
by  the  terrours  of  fuch ,  whofe  bodies 
were  adiudged  to  terrible  punifhments. 

Thofe  firft  Fathers  declared, how  God 
had  clothed  them  with  the  skins  ofbeafts, 
to  fignifie,  that  (after  death)  they  fTould 
bee  denefted  of  their  corrupted  bodies, i 
and  put  vppon  them  ( as  the  garment  or 
roabe  of  the  Lambe  )  that  is  to  fay ,  the 
promifed  Seede ,  which  was  to  be  facri- 
ficed,  that  all  mankind  might  be  faued  by 
him.  They  taught  the  will  of  God  to  bee 
fuch ,  that  by  this  mcanes  it  fhould  bee 
fought ,  knowuG  and  called  on ,  as  it  was 
made  manifeft :  and  that  our  mindcs  lea- 
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Of  the  Pharifies 


6.  Booke 
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ningvponhispromifcj  gauevstovndcr 
ftandj  that  then  wee  are  in  the  grace  of  ' 
God,  when  Ci)y  fay th)  wee  relic  vpon  his 
promifes,  and  that  hec  would  hauc  no  o- 
ther  gods  to  be  receiuedjOr  Sacrifices  of¬ 
fered  by  them  that  forgot  or  reiefted  this 
docSirine  giuen  by  God .  They  alfo  ma- 
nifefted,  that  God  would  haue  one  foie 
and  certaine  affemblie,  which  fhould  be 
confcncing  in  dodlrinc ,  gathered  toge¬ 
ther  by  iniiocation  and  lacrifices  :  in 
which  folc  aflembIy,(liould  be  the  future 
heires  ofeternall  life  with  God. 

As  an  Interpreter  to  their  Sacrifices, 
this  predication  was  often  repeated;  This 
?naner  of  behauiour  ^  and  thefepublique  af 
fembHes  are  inHituted^  totheendithattbis 
do  bi  vine fhodd  befent  to  ToHeritieXn  them 
the  voyce  of  the  diuine  Promife,  and  the 
dodrine  declared  by  vs,  was  to  be  heard; 
for  god  would  hauc  his  voice  to  be  heard 
of  all  men.  In  which  refpcdl,it  was  and  is 
rcquifite,that  there  fhould  bee  honeft  af- 
fcmblies;  and  although  the  Church  will 
be  alwayes  tormented  with  great  calami¬ 
ties  :  yet  (hall  Hie  be  exalted  as  a  Caftle 
on  a  high  mountaine.  Thcfe  our  Sacrifi- 
ces  which  you  lee ,  arc  the  chaines  and 
linckes  of  llich  allemblies ,  and  naother 
paintings  hauc  we  to  admomfh  vs ,  then 
thediuinc  Promife  fo  gracioufly  giuen 
vnto  vs. 

Hailing  etiftrudlcd  their  children  in 
thcfe  great  matters,  they  added,  concer¬ 
ning  the  Seede  to  come,  That  that  Lord, 
who  Ihould  breakethe  head  of  the  Ser¬ 
pent;  was  already  (andeuen  then)  affift- 
ing  to  his  Church,  although  he  was  not 
(as  yet)  reuefted  with  humaine  flelh.Thac 
he  was  the  Image  of  the  Eternall  and  on¬ 
ly  Father,  begotten  of  him,  who  prayed 
to  his  Father  for  the  Church,  and  defen¬ 
ded  it,  and  (with  the  Father)  comforteth 
the  hearts  of  Bclecuers  ^  cuen  in  their 
greateft  feares  ,  by  his  Promifes ,  and 
kindleth  in  them  the  light  of  thebleffed 
Spirit ,  for  the  beginning  of  eternall  life. 
Which  Spirit  proceeded  from  the  Fa¬ 
ther,  and  from  this  promifed  Lord.  By 
this  meanes  they  taught  to  know  the  on¬ 
ly  true  God,  wilbjgoodjiuft,  truCjchaftc 
and  pure ,  Creator  of  heauen  and  earth , 
of  Angels,  and  of  mankinde ;  to  the  end, 
that  all  might  vndcrftand,  there  was  one 
only  eternall  Father,  who  had  created  all 
with  this  promifed  Lord  ,  who  is  his  I- 


mage,  and  with  the  blelTcd  Spirit,  fo  that 
no  other  Diuinitic  was  to  be  imagined. 

Moreoiier ,  in  this  holy  Schoole,  the 
firll  fathers  taught  the  dodrine  concern¬ 
ing  the  nature  of  things,  gluing  to  vnder- 
Hand ;  that  there  were  ccrtaynelawcsof 
Celeftiail  motions,  todeliuerteflimony, 
that  this  world  was  nor  niadebyadiien- 
ture,  but  created  by  the  intelligence  of  a 
fuper-exccllent  workeman.  They  taught 
befide ,  the  courfe  of  the  yeare  to  be  or- 
daincd,becaiife  God  would  haue  men  to 
know  the  order  of  times ;  thereby  alfb  to 
vnderlland  the  order  of  diuine  promifes, 
and  how  they  were  to  be  reueaied ,  as  to 
know  what  the  firft  giuen  dodrine  was, 
thereby  to  iudge  of  the  newer  afterward. 
And  becaufe  men  might  coprehend,  that 
all  things  were  created  by  the  Diuine 
Councell  and  Proiiidencc  :  they  fhewed 
diuerlc  vfes  of  Plants  ,  to  vvbat  end  they 
were  created ,  and  for  the  vie  of  man. 
Heereiipon  they  exprelTed,  how  God  af- 
fifted  the  nature  of  man  by  ihofe  reme¬ 
dies;  thereby  alfo  enftruding,that  often¬ 
times  Innocents  are  holpen  of  God  by 
admirable  meanes,  and  yet  without  the 
•ayde'ofcFcatures, 

.  That  this  was  the  dodrine  of  the  firft 
or  Primitiiie  Church,  the  narration  of 
Mofes  fufficiently  declarcs,in  Genef.  And 
it  is  not  to  be  doubted,  that  the  wifedom 
of  the  golden  Age,bcforc  the  Floud,was 
much  greater  then  that  after  the  Floiid, 
wbe  nature  became  more  weak  &  feeble. 
And  though  that  many,  both  before  and 
after  the  Floud,  might  forget  or  mifprife 
true  dodrine ;  yet  notwithftanding,God 
would  not  fuffer  his  true  Inuocation  to 
be  quenched  among  men ;  but  cuermore 
referued  fom  company  that  kept  this  do- 
drinc,  (from  one  time  to  another)  renu* 
ed  &  difperled  it  further  off  by  noiiell  te- 
ftimonies.  Againe,when  after  the  Floud, 
the  multitude  of  men  began  once  more 
to  cncrealc,  though  the  light  of  true  do- 
drinc  might  be  cxcindedin  Babylon  :  yet 
notwithftanding  theftudie  of  Aflrology 
remayncdjtoucbing  the  motions  and  ef- 
fedsoftheScarres,  with  the  knowledge 
ofthingsgrowinginthe  earth.  ^ 
And  in  this  meane  while,  the  promife 
of  God  was  ftill  prefcrucd  and  kept,  rc-, 
newedand  illumined  in  the  pofteriticof 
Nonb.  Afterward,  when  this  pollicic  be¬ 
came  to  be  fo  well  ordayned  among  the 

 people 
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Concerning 
the  name  of 
Interpreters. 


people  1  all  the  Coliedgeof  the  * 

Letates  was  as  an  Academic  and  place  of 
excrcife.Therejfome  Sacrificers  and  Pro¬ 
phets  taught  againc  the  auncient  and  vn- 
corrupted  dodrine. 

But  afterward^  when  the  tenne  Tribes 
were  cut  off  by  the  Kings  of  luda  :  then 
great  confufions  (  both  in  Religion  and 
Dodrine)  followed.  Andyetneuerthc- 
lefle,  God  raifed  in  the  difmembred  part 
of/z/^/^t^rKingdomes,  £/w,  EUfeu^^  and 
other  Prophets ,  to  draw  diuers  there  to 
the  truth  ofknowlcdge  :  which  was  the 
reafon  that  the  Prophets  had  great 
troupes  of  Auditours,  in  regarde  that 
Elifeti^ ,  and  the  reft  had  deliuered 
(from  hand  to  hand)  their  facred  preach¬ 
ings  and  interpretations. Some  did  leaue 
theirs  written^  as  Efay,  and  they  that  fol¬ 
lowed  after .  This  cuftome  did  alwayes 
continue  in  this  people,  and  efpccially  in 
the  T emplc,  where  the  facrificing  Priefts 
gaue  the  interpretations ,  or  clfe-where 
among  the  Dodours^  and  filch  as  were 
interpreters  of  the  Writings  of  Mofes 
and  the  Prophets. 

But  in  the  latter  times ,  after  there- 
turnefrom  Babilon^  and  after  the  , Pro¬ 
phet  when  the  High-Priefts  be- 

ganne  to  affed  familiarity  with  the  kings 
oiluday  and  fought  to  make  themfelues 
great  and  p'owerfull,  the  ftudy  of  true  do- 
drine  became  contemned,  and  after  that 
ludea  was  fpoiled  by  many 

places  Were  loft ,  the  companies  of  Stu¬ 
dents,  andtheirMaiftersfeatteredj  and 
and  difeipline  being  thus  ncgledcd ,  it  is 
very  likely  that  the  ftudies  became  to  bee 
wonderfully  changed.  Howbeit,  that  al¬ 
wayes  fome  of  the  Colledgc  of  the  high- 
Priefis ,  and  of  the  people ,  kept  fome 
fparks  of  the  true  dodrine  liuing  among 
them :  Simeon^  Zacharicj  Anne^  and  Or 
ther ,  whole  youth  neighboured  to-  the 
warres  of  Antiochui .  Notwithftanding, 
many  audacious  Expolicipns  of  the  Pro- 
pheticall  Bookes,  wandred  farre  off  from 
the  auncient  dodrine. 

It  is  very  likely,  that  at  the  be¬ 
ginning,  the  name  of  Interpreters  was 
common  to  fome  men  of  thebeft  iudge- 
ment,  and  likewife  toother,  thattranfi 
figured  the  dodrine  of  the  Church  into 
Philolophic.  By  fucccllion  of  times ,  as 
this  new  Philofophie  was  moft  pleafing  j 
and  many  earncftly  faiiouring  it :  the 


Schooles  began  to  be  fb  much  the  more 
frequented  ,  and  a  kinde  of  dodrine  was 
then  concluded  on.  In  this  manner  a 
profeflion  or  Sed  (  which  then  was  in 
admiration)was  ordained;  without  chan¬ 
ging  the  name  of  Pharifie,  afmuch  to 
fay  as  an  Expounder ,  as  nowadayes  the 
title  of  Dodour,  is  the  name  of  a  moft 
honeft  Office  and  Profeflion  :  for  many 
learned  men  doe  conceiue  the  Pharifie 
to  be  named,rarhcr  for  Interpretation  or 
Expofition,  then  by  reparation  or  diui- 
fion. 

Jfffe^hus  reporteth  fome  of  their  opi¬ 
nions  ,  but  they  are  better  to  bee  vnder- 
ftoode  in  the  Euanglicall  Hiftorie,  and 
what  their  principall  errours  were.  For, 
although  they  carried  themfelues  as  in¬ 
terpreters  of  the  Prophets :  they  auou- 
ched  the  Bookes  not  onely  of but 
alfo  of  the  other  Prophets ,  adioyned  to 
the  holy  Hiftorics  by  publique  authoritie 
of  the  Ancients ,  to  remainc  in  their  cre- 
diteand  integritie.  Ncuerthelefle,they 
hcldc  falfe  opinions  concerning  the  vfe 
.of  the  Lawe  ,  and  transferred  the  promi- 
fes  of  the  Mej^m  Kingdome,  to  politicall 
vfe.  They  heldc  cxceriour  Difeipline,  for; 
Tufticefatisfying  to  the  Lawe ,  anddeny- 
cd  that  wicked  affedions  were  finne ,  or 
doubting  of  Qod ,  or  courage  enkindled 
by  hatefull  pr-ltiftfull  delircs  :  prouided 
that  they  proceeded  not  to  outward  of¬ 
fence  .  Thcfe  corruptions  are  expreflely 
reprooued  in  Saint  Matthew ,  where  itis 
faid  5  whofoeuer  loeketh  on  a  woman^  to  lult 
after  her^  hath  already  xommitted  adultery 
with  her  in  his  heart .  And  ialthough  that 
many  vnlearned  men  in  the  Church,rcad 
thcfe  Sentences  as  Paradoxes  of  the  Sto- 
ickes,who  painted  the  Ideacs  of  the  ver- 
tucs,  to  the  end  that  menfhouldflriue* 
.  to  come  ncre  to  them  (which  is  impofliu 
ble  for  any  man  in  this  world  to  do)  yet 
arc  they  propounded,  to  the  Church  to 
other  ends.,  ,  _ 

The  Sonne  of  God  knew,  that  in  the 

imbecillitic  of  iliis  nature  ,  no  man  can 
be  without  bad  defires^;  therefore  bee 
jwould  hau^  the  preaching  of  repentance 
lobe  dayly  founded  among  men that 
acknowledging  our  corruptions  in  due 
manner,  wee  fhouldconfefleourownc 
giiiltineffe,  and  make  our  recourfe  to  the 
Sonne  of  God, ..The  Philolophic  of  the 
Pharijiesi  obfeured  this  aucient  Prophe- 
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ticall  dodrincjas  it  had  becne  in  all  times 
after  Cmne  and  his  Poftcritie. 

In  like  manner^  the  other  part  of  hea- 
uenly  dodrincj  to  wit,  the  promifed  Mef 
fias  was  alfo  obfeured  .  The  Pharifies 
knew  and  celebrated  the  magnificct  Pro- 
milcf  made  to  Abraham^  recited  by/^z4- 
cob^  and  often  repeated  by  the  Prophets : 
but  they  maintained,  that  they  Ipake  on¬ 
ly  of  a  politicall  kingdome.  They  drea¬ 
med  alfo ,  that  the  MeJ?ia^  fbould  come 
likevnto  an  other  Cyrils  ox  Alexander  the 
great ,  to  vfc  the  whole  Empire  of  the 
world  3  the  people  beeing&bicuSIcd  vnto 
,him:  andyetnotwithflanding,  that  this 
Empire  fhould  be  more  iuft ,  mildc  and 
peaccfiill,then  any  of  them  before.  They 
affirmed,ihat  the  Mefias  fhould  reigne  a 
a  thoufand  ycarcs  5  that  the  Ifraelkes 
fhould  liue  three  or  fourc  hundred  yercs 
without fcare  of warres,  feruicude,orfa- 
minc,or  any  other  great  calamities :  And 
that  there  fhould  bee  no  other  nature  in 
but  humane. 

In  thefe  idle  imaginations ,  all  the  do¬ 
ctrine  of  the  Sonne  of  God ,  of  anger  a- 
gainftfinners^  of  thcfacrificc  and  death 
of  the  Mepas  was  buried .  And  yet  rie- 
ucrthelcffe,  truth  was  not  wholly  quen¬ 
ched  in  the  Church ,  but  (as  I  haue  faid) 
fomefparkesreniayncdwkh  Za- 
chark ,  and  many  fuch  like;  who  read  the 
Prophets  without  corruption. 

After  that  tbcPharific  had  corrupted 
the  words  of  the  Lavvc  ,  and  the  promi- 
thereto  appertaining  ;  they  dreamed 
that  finnes  were  to  be  pardoned  by  cere¬ 
monies  and  flaughtcr  of  beads  ^  ordained 
in  the  Lawe.  ■  This  pcrlvvafion  brought 
iagreat  gaine,for  the  people  (being  thus 
perfvvaded) "multiplied  the  more  their  fa- 
crificesr  Thefe  fo  thicke.  miRes  ofdarke- 
ncffc  had  fomc  apparance  of  wifedomc 
and  pictic  5  which  ncucrtheleffc  are  of¬ 
tentimes  reprehended  of  the  Prophets, 
Ceremonies  growing  to  great  aug- 
nientatidn  and  chereafe,  ma^iy  queftions 
(as  in  the  like  cafes  happencth)  were  mo¬ 
iled',  touching  the  manner  of  perfoiirm- 
ing  thcm,6i  other circumftances,  which 
:(iadcedc  )  required  many  declarations'. 
And  as  Monks  heaped  vjJ  together  great 
fummes  of  moncy^by  the  buying  andfel- 
lingof  humane  traditions,  with  their  an^ 
nfexed  circumftahees :  eucn  fo  the  Phari- 
fics  would  lockc  vpandlct  Ibofc  the  ce¬ 


remonies  of MojeSy  at  their  pleafurcjand 
adde  to  them  their  ownc  noucli  dcuiccs, 
as  well  for  the  confirmation  of  fuperRiti- 
on,  as  their  owne  gainc .  Saiiu  Matthew !  . 

tellcth  vs ,  that  the  kicratiuc  tradition  is 
reproiied.’that  it  was  much  better  to  giuc 
fomewhat  to  the  Temple,  then  to  norilli 
and  rclieue  their  ownc  poorc  parents ;  c- 
uen  as  now  adayes  it  is  maintained, that  a 
number  of  flouthfull  idle  MonkeSjfhouId 
rather  enioy  great  rciienewes ,  then  any 
thing  fpared  for  the  rclicfe  of  poore 
Schollers. 

The  tradition  of  the  Sabbaoth  was  ab  i  ^ 

fb  in  great  vfc ,  as  Hlerome  alledgeth  :  for '  dales  ioSrney 

Alz^iba  and  Uilletmy  both  RabineSy  do  fay,  *  ^^ilfc  miiej, 

'  -  -  -  --  appoymeoby 


the  Pharilcs, 
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allowed  but 
one  Pcrlbn  1 
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a  Sabaoth  dayes  iourney  is  but  two  hajfe 
miles. Befidc^in  this  Sed  remained fome 
Rudies  of  dodrine,  and  fomc  care  of go- 
uerning  the  difeipline .  They  could  well 
conclude ,  that  there  v/as  an  etcrnall  and 
intelligent  God,  true,  good.iuft,  chafle, 
well-doing,  and  a  rcuenger  of  offences; 
whereby  they  confcRed  all  things  to  bee 
created,  the  heauens,  the  earth,  Angels, 
men  and  other  creatures.  They  affirmed 
a!fb(by  opinion  of philofophy)that  there 

was  but  ohcpcrfon  in  the  diuinkic,bo]d- , _ ^  _ 

ly  rcieding  thePrimitiuc  andPropheti-  \  Godhead 
call  dodrinc  concerning  the  Sonne  of 
GOD  and  the  blefled  Spirit :  although 
they  had  apparent  teftimonies  of  the  Son 
.of  God  in  Dauid ,  Bfay^  Micheas  and  Da- 
»/V4and  of  the  Holie-ghoft,in  many  Ser¬ 
mons  of  the  Prophets. 

;  Morcouer,  they  confeffed  3  that  God  of  the  Lawe 
the  Creator  of  all  things,' was  manifefted  I  of  Moles,  and 
hhisPramifa,  and  bypnblilhinghis  £*£5 
Lawe :  lurpaffing  all  other  in  goodnefle, 
with  i.  moft  goodly  pollicie ,  ordayned 
and  warranted  by  many  teftimonies  of 
his  prcfencc.  Wherefore  they  would  not 
haue  any  one  to  call  in  doubtful!  quefti- 
on  the  prouidcncc  of  God,  nor  to  doubt 
that  the  poftcritie  of  Abrahasn  (to  whom 
God  had  giuen  this  ordayned  pollicic) 
fhould  bcc  any  other  then  the  people  of 
God ,  or  the  Church  whereof  God  had 
^peculiar  care.  They  taught  them  that  Particular 
God  gouerned  the  principall  mutations  I  matters 
which  happened  in  this  life,  asthccn-i.hcSfi«. 
creafings  and  diminiftiings  of  Empires,' 
th?  ruine  and  building  againc  of  great 
Gittiesj  bccaiifc  they  knew  their  clients 
to  agree  with  the  prophecies  of  empires, 
which  arc  in  Mojes^  Bjdy  and  Daniel/ 5  ad¬ 
ding 
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ding  withalljthat  they  knew  that  their  Ci- 
tie  lerufdem  had  beene  diuinely  builded. 

And  yet(for  all  this)they  affirmed^that 
the  affaire*  and  lines  of  all  men,  were  go- 
uerned  by  hiimancconncelless  and  they 
magnified  the  libertie  of  mans  will,  as  ah 
fo  the  faculty  of  Free-will  ;  yea,  and  in 
filch  fort  3  that  they  held  a  man  might  fa- 
tisfie  the  diuine  Lawe ,  and  be  iufi  by  his 
diligence  ,  meriting  all  goodneffe  both 
prefent  and  hcauenly.  And  contrariwife, 
that  fuch  as  offended  the  diuine  Lawe  by 
exteriour  tranfgrcffions3  fhould  be  puni- 
fhed  both  in  this  life  and  the  other.  For 
their  opinion  was  (that  the foulefepara- 
ted  from  the  bodie)fhould  line,  and  that 
there  fliould  bee  a  refurredfion  of  the 
dead ,  wherein  God  would  reward  the 
iufi  3  and  fend  into  eucrlafting  punilTi- 
meats jfuch  as  had  foiled  themfdiics  with 
execrable  vices.  And  yet  they  held  with- 
alljthat  he  would  punifh  many  crimes  by 
prefent  calamiticsjadding  alfo;  that  (bme 
might  be  defaced  by  facrifices3and  the  pe¬ 
nalties  due  to  theiU  jmade  more  milde  or 
leflened. 

Now,  although  this  dodf  rine  was  very 
paffable  in  appearance^  yet  notwithftan- 
ding  3  they  aboliftied  the  true  vfe  ofthe 
Law,  and  with  thebenefites  of  the  Mep- 
(ts^  the  dodtrine  office  pardon .  Where- 
forCjCyther  they  confirmed  triift  in  mens 
owne  iufticcj  or  left  their  confeiences  in 
pitdfull  doubts  :  in  regarde  that  mens 
minds  being  thus  buerthrownCjfled  from 
God, and  trembling  againfl  him^  neyther 
dtirfi  approach  neare  him3norcallvppon 
him  truly 

For  the  mor^  fure  maintaining  thefe 
their  difciplincs ,  they  had  inftituted  ma¬ 
ny  exercifes;  themoft  part  whereof  fer- 
ued  rather  for  oftentation ,  then  any  re- 
ftraint  to  their  owne  bad  defires.The  ma- 
oer  or  forme  of  their  garments  was  nota¬ 
ble  ;  for  they  wore  great  long  cloakes, 
with  fringes  about  them  ,  inter-woiien 
with  the  words  of  the  Lawe.  Oftentimes 
they  vfed  to  wafh  ihemfelues  3  hailing  at 
the  entring  into  their  houfes  holy-water, 
wherewith  they  fprinckled  themfelues. 
They  obferued  choice  of  meates  in  their 
fafts  3  muttering  long  prayers  to  them- 
felues,  which  Saint  Matthew  calleth 
to!ogie3mtich  babbling. 

I  Their  facnficcs  and  apparance  of  pie- 
tyjattradled  greatly  the  familiarity  of  wo¬ 


men,  which  was  the  caufc  chat  adulteries 
and  diuorccs  grew  to  be  very  frequent  a- 
mong  them  5  and  to  cnioy  therein  the 
more  liberty,  they  enlarged  the  law  of  di 
uorces .  For  the  auncieivc  cuftomcof  di- 
uorccs  implied ,  that  they  were  not  to  be 
done,  but  vpon  knowledge  of  thecaufe, 
andtheinftrumentstoeffed  them,  was, 
with  the  knowledge  andconfentof  the 
magiftrate,  and  feperation  might  not  be 
graunted  for  light  caiifes  anddiftuiban- 
ces ;  but  by  good  reafoos  induced  to  the 
fudges,  who  were  knowne  tobeegraiie 
menj  and  of  great  intcgritic. 

But  the  Pharifes  ( vtterly  difannulling 
this  auncient  cuftomc)  made  diuorces 
vpon  their  priuate  authority jeither  with¬ 
out  caufe ,  or  for  caufes  of  no  moment : 
fo  that  the  lawe  of  diuorcc  ferued  onely 
as  a  baited  hooke  ,  to  allure  and  betray 
other  mens  wiues^  as  among  the  Pagans, 
and  as  at  this  inftanc  Vv ith  the  Turkes,  it  is 
in  vfc. 

By  this  kind  of proceeding^men  might 
reied  their  wiues  when  they  thought  fit- 
teft,  without  any  reafonable  caufe ,  and 
contrary  to  the  nature  of mariage,  which 
Godhimfelfe  inftituted  at  the  beginning, 
to  the  endjthat  it  might  be  the  aliance  of 
an  infeparable  company  when  hee  faide  ; 
They  [hall  he  both  one flep  5  that  is  to  fay ,  a 
male  and  female  fhal  be  ioyned  together 
infeparably .  In  like  manner,  the  Laws  of 
Mofes  did  not  permit  diuorcc  without 
caufe^but  rendred  a  rcafon  whereby  fepa- 
ration  might  be  allowed ,  to  wit ,  Jf  any 
^vileneffewere found  in  her .  And  the  anci¬ 
ent  Atticke c\.\&o\r\c  intended,  that  no  di- 
uorce  fhould  be  granted,  without  know¬ 
ledge  ofthe  caufe.  Since  when^by  fuccef- 
fion  oftimes,  the  bands  ofdifcipline  haue 
been  let  loofc,by  the  encreafe  of  lcv7dnes 
andincontinencie  :  fo  that  the  auncient 
Atticke  cuftome  became  quite  changed. 
And  fointhe  latter  times  of  the  lewes, 
all  grauity  for  the  maintenance  of  aliance 
in  mariage, grew  greatly  extenuated.  For 
fhee  could  not  be  faide  to  be  a  true  wife, 
whom  the  husband  might  caftoffat  all 
times,  and  whenfoeiier  filch  giddines  in¬ 
toxicated  his  braine,  and  without  anie 
wighty  caufe.  This  vniiift  cuftomc  ofthe 
pharifes  was  the  caiifc  of  that  queftion  in 
SMatheWy  where  mention  is  made  con¬ 
cerning  the  alliance  of  marriage,  and  the 
firft  inftitution  therof repeated :  alfo  by  a 

feu  ere 


The  law  of  4) 
ucrcc  i'erued 
for  the  be¬ 
traying  of 
mens  wiucs. 


Gods  firft  in- 
fii'cution  of 
marriage. 

Genefis  2.24. 


Mofr-s  lawe 
tor  diuoice. 


Dcut.2^.i, 


The  Atticke 
cuftomc  con¬ 
cerning  di- 
uorce. 


The  latter 
times  of  the 
I  ewes  much 
negligent  in 
marriage  ca¬ 
fes. 


Women  fa¬ 
miliarly  alJu 
red  to  their 
Sacrifices.  - 


Th  c  auncient 
manner  for 
grauiicing  the 
bilotdiuorce. 


Of  the  Sadduces. 


The  yniull 
cuftomc  of 
the  Pharilci. 


6,  Booke 


Vices  frequee 
and  common 
to  fupctftiti- 
ous  natures 


in  a]  ages  and 


nations. 


I  ug!ing  tricks 
of  the  Phari- 


fes 


Moft  of  the 


fcur.rc  declaration,  light  and  rriiiiall  repa¬ 
rations  of  maria  gc,  vfcdboih  among  the 
people  of  the  Icwcs,and  Pagans  likevvifc, 
are  forbidden  and  condemned. 

It  hath  becnc  common  to  all  fiiperfti- 
tioiis  natures ,  in  all  ages  and  nations,  to 
periicrt  the  order  ofprccedentadionsj 
yea,  &  in  fuch  fort,  that  they  grow  to  be 
Very  difficult  and  rigorous  exaiters,  of 
multitudes  of  their  ownc  deuifed  cere¬ 
monies:  being  ( in  the interimt\m€)  very 
carelcfle  for  the  ncccffary  feruices  of  life, 
whercofthc  Decalogue  giucth  comands, 
and  letting  loofc  the  bridle  to  infinit  lewd 
afFedfions .  And  many  »of  them  appcarc 
mccrcly  as  Iugglers,fuch  as  arc  deferibed 
in  our  Satyres ,  who  ( by  counterfeited 
granitic)  difguife  great  vices,  whercofis 
(aid ;  That  they  jhexe  themf clues  to  hevpife 
men^  andyet  Hue  in  dijjolution. 

And  although  among  the  PharijicK 
fomc  were  more  modeft  then  others ,  as 
Gamaliel-^iomc  alfo  vnderftandingthc  do- 
drinc  more  purely^  renouncing  errors,  as 

. . .  Nichodemtts  ;  yet  notwithftanding,  the 

Phariies  were  moft  part  of  them  were  of  this  coyne  or 

Execrable  et'  i  They  had  cxccrablc  crrors(con- 

rours  held  by :  ccrning  the  Diuinitie  )  engrauen  in  their 
the  fhariiet.  fpitits, and  touching  the  political  Empire 
of  the  Mefias.  They  vndcrftood  nothing 
ofthepromife  forrcmiffionoffins,  nor 
of  the  true  Inuocation.  They  had  a  falfc 
opinion  oithzMmfaicd  ceremonies,  and 
of  their  ownc.  Moreouer,  they  added  o- 
ther  cnormc  vices  to  thcfc;  as  to  cftccmc 
wcl  of  thcmfc!ucs,for  they  reputed  them- 
fcliict  to  be  wife,  iuft,  princes  and  pillcrs 

. r-—  ofGods  Church;  preferring thcmfclucs 

in  opinion  of  bcforc  a!  modcft  and  religious  people  in- 

aiidXir  ofti.  i  t^ecd,  becaufe  they  affcaed  to  hauc  their 
om,  excelling '  carriage  more  fccnc  and  obfcrued.thcm- 

good'tnougi,  ^  honoured  and  feared, 

to  be  cquafli  thcii  any  other.  NcuerthcIcfTc,  they  were 
with  them.  in  contiiiiiall  debates  and  variances,  af- 

'  well  among  thcmfelHcs,  as  the  Citizens, 
feafting  together  for  pride, ambition,  cn- 
uy,  contempt,  hatred,  euill  (peaking  and 
vcnimoiis  iniurics.  So  efiat  through  their 
priuatc  couctoiirncs,ihey  moued  not  on¬ 
ly  many  domcfticall  tumults,  but  aymed 
at  the  yoakcof  ftrangers;  for  they  were 
skilfull  inthofeartes  (wcl  knownc  among 
ihemfelucs)  in  fccking  to  compaffejj  ty¬ 
rannical!  power. 

Firftof  all ,  they  ftrengthened  them- 
fclucsby  the  fauors  of  neighboring  kings, 


ofhigh  Courts,  mighty  men,  and  plant¬ 
ing  fa^^ions among  thcpcopic;  forget¬ 
ting  to  imitate  tlic  ancient  faving  5  If  the 
Serpent  doe  not  eate  d  Serpent,  (jeewillneuer 
become  a  Dragon ,  And  either  by  calum¬ 
nies,  or  other  like  means,  they  opprcfTcd 
all  fuch  ,  as  (in  emulation)  were  hindcrers 
to  their  power.  Aboue  all,r[icy  were  very 
fplcenatiuc  againft  the  profclTorsoftrue 
dodfrine,  carefully  fcekingalloccafions 
whereby  tofpoilcthem;  asitisfaid,  they 
flew  Zachary  the  Father  to  lohn  Baptffi\ 
Now  althoi)gh(a$  I  hauc  formerly  faid) 
that  among  the  Pharifesfox\}z  were  more 
modeft  then  other,  &  fome  (being  there¬ 
to  admonifhed  )  forfooke  their  erroiirs, 
and  embraced  the  true  dodlrinc :  yet  not¬ 
withftanding,  the  following  Hiftoricsof 
the  lewifh  people ,  and  the  Euangelicall 
narrations  doe  teftifie^  that  the  opinions 
and  behaiiioLir  of  this  troupc,and  all  (uch 
asmadeprofeflion  of  this  Sc^t,  partaking 
with  them  in  rheit  rites  and  ceremonies, 
were  none  other  then  as  I  hauc  hecrc  fee 
downc. 
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^ C oncerning  the  originall  of  the  other  SePIy 
tearmed  S adduces,  contrary  in  nature  to 
the  Pharijies ,  and  what  cusi ernes  were 
ohferued  among  thensm, 


j  •  Hauc  bcenc  the  larger  in 
^  difcourfingonthc?)^4rx- 
fes,  in  regarde  that  this 
Sedt  dazled  or  decciued 
mens  fight,  byanappa- 
rance  of  farre  greater  fu- 


perftition,thcn  that  of  the  Sadduces,  and 
going  beyond  them  in  authoritic.  Now 
I  fhall  (in  briefe)  fay  fomwhat  of  the  Sad¬ 
duces  ,  in  fo  much ,  as  this  Scdl  rccciucd 
no  originall  from  fupcrftition;but  rather 
from  contempt  of  God  ,  faiiouring  to  be 
Epiciirian. 

Forafmuch  as  the  Pharifies  charged 
men  with  numbcrlcflc  ceremonies  that 
neither  their  bodicsor  confcicnccs  could 
bear  any  morcjlikc  to  fomc  other  in  thcfc 
later  limes,  whofe  lawes  and  impolitions 
hauc  grownc  beyond  all  mcaiiirc ,  chat 
_ _ many 
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lired(wuh  tcars)co  be  disbiirdncdtfo  ftar- 
ted  vp  oiher  profane  people,  who,  with¬ 
out  any  true  iiidgemcntjloofing  the  bads 
of  all  rcftridlion  ( by  an  Epicurian  audaci- 
oufhes)  inftituted  another  Sc(!^  contrary 
to  that  ofthcPW^jjnamingthcmfcIues 
Sddduces,  For^to  cary  fbme  cllccm  before 
the  people,  they  tooke  this  honorable  ti- 
tlejdeliiicred  from  lufticc:  For  Zaddikm 
fignifies  luftnes,  &  this  name  was  oppo- 
fitc  to  that  ofthe  Pharijes were  rear¬ 
med  Interpreters,  and  difputcd  on  many 
things .  Now  it  was  a  matter  more  nota¬ 
ble  and  glorioiiSjfor  men  to  be  ftiled  luft, 
and  doers  ofthe  Law ,  then  Interpreters 
and  Difputcrs .  Others  deduce  the  name 
from  *5*  edak^2.  chMean  word, which  figni- 
fics  to  part  or  diuide.Bicaufc  they  vnder- 
ftood  the  Saddnees  to  be  termed  (accord¬ 
ing  as  we  (peake)  Schifmatickes,  diuided 
from  fcntence  with^he  reft  of the  church; 
but  I  gueffe  that  their  aduerfaries  forged 
that  Etymologic. 

Itis  no  great  matter,  whence  the  ap¬ 
pellation  came,  let  vs  rather  confidcr  the 
deed  it  felfc,&  be  terrified  withall,in  thin¬ 
king  on  fo  horrible  an  example.  Wherein 
plainly  appeared  the  power  of  the  diuell, 
forraging  in  this  company ,  which  bare 
the  name  of  the  church  of  GodjcQiifider- 
ing,  that  (euen  then)  in  people  very  well 
conditioned,among  whom  difeipline  was 
eafily  entertaind,becaufe  their  extendurc 
was  fo  fmaljS:  where  there  were  no  ftran- 
gers  to  intermeddle;  many  durft (by  pub¬ 
like  authority)  propound  moft  execrable 
errors ,  and  ered,  euen  in  the  midft  of  the 
Church,  aSchoolelike  Epicurus ^ 

Lee  vs  confider  on  this  alfo ,  that  after 
thefe  Churches  were  (pread  abroad  farre 
&  wide,  many  mighty  errors  were  fownc 
in  &  by  them;as  namely  the  confufion  of 
the  Empire,  and  the  conuerfation  of  Pa¬ 
gans, among  whom  thcyliued.  Wherc- 
tore,let  vs  not  flatter  our  felucs,  by  a  vain 
affurance  of  the  name  of  the  Church,  as 
if  that  all  had  bin,  or  were  without  finne. 

And  although  itis  not  pofliblc  to  re¬ 
port  all  the  mad  prankes  of  the  S adduces^ 
without  great  griefc  and  anguifh;yct  not- 
1  withflanding,  it  is  neceflary  the  Hiftoric 
lEould  be  written.  For,  it  plainly  appea- 
reth,  that  fomc  profane  lewes  brought  a 
monftrous  audaciotifnes  into  Judea. ,  and 
fuch  wicked  opinions  as  they  had  learned 
of  Pagans,  mecrely  Epicurians,  by  haun¬ 


ting  to  them  familiarly ;  for  they  carried 
nomeanc  refemblance  with  them .  The 
of  adduces  retained  the  name  of 
God,  for  fcare  left  it  flioirld  appeare3diiat 
they  would  diflipare  thepollicie  ,  which 
was  Angularly  maintained  by  the  bands 
of  Religion  •  But  they  endeiionrcd  to  ef¬ 
face  out  of  mens  vnderftanding,  the  true 
inuocation  vpon  God,  and  the  true  feare 
ofhim. 

They  maintaincdjthat  mens  foules  be¬ 
ing  fundred  from  their  bodies,  Hiould  nc- 
uerreft,  and  that  men  fliould  reuiuc  no  I 
more  after  death:  iieythcr  that  any  other  I 
iudgement  was  to  be  expected wherein  | 
the  iuft  were  to  be  difeerned  from  the  vn- ! 
iuft.  The  names  of  cterpall  lire,&  of  hell, 
were  to  this  Se(ft  as  mcerc fabics.and  tcr- 
rours  to  affright  young  children.  And  bc- 
caufc  they  would  make  their  incentioa 
knowne,  that  it  was  to  cafe  the  mindcs  of 
men,  from  the  burden  ofpharifaicall  tra- 
ditions,and  to  teach  libertyrthey  feigned, 
to  recall  men  back  to  the  writings  ofMo- 
fesy  and  therefore  alleadged  his  faying,  | 
where  it  is  forbidden  to  addc  to  the  Law.  ' 
By  this  mcanes  they  fruflrated  all  the  wri¬ 
tings  ofthe  Phari/es^  with  all  their  inter¬ 
pretations  and  traditions :  thereleafe  and  ■ 
(difcbargc  whereof  was  plearing,and  affe- 
(fted  by  many ,  becaufc  that  the  number 
of  them  was  wcll-ncare  infinite. 

From  thence,  and  there  framing  their 
beginning, they  went  on  further  vndcr  the 
fame  colour, &  rciCfted  all  the  Bookes  of  j 
the  Prophets  (the  bookes  of  Mofes  oncly  * 

cxccpted)auouching,thatheneucr  meant 

or  fpakc,but  of  this  prefent  life  oncly.  To 
maintaine  the  forme  and  order  of  their 

Commonwcalt  li  ,thcy  fayd;Th  at  the  law 

ought  to  be  obeyd,&  facrificcs  to  be  per- 
formcdjbccaufe  God  punifhed  great  of¬ 
fences  in  this  life.Concrariwifc,for  good 
adions  and  obedience,  he  gauc  peace  & 
abundance  of goods ;  confirming  al  their 
fancies  by  the  words  ofMefes^whetc  hee 
fpeakes  both  of  blcflings  and  curfings. 

ThcbrcuiticofthisDoftrinc ,  agreed 
and  contented  light  headed  fpirics  highly; 
and  prophanc  perfons  were  not  a  litle  de¬ 
lighted  with  thefe  opinions :  which  were 
confirmed  by  theiudge.mentof  fenfe  on¬ 
ly,  bccaufe  eucry  man  thought  that  an  in- 
tollctable  burthen ,  and  hardly  gauecrc- 
ditc  to  thofe  Articles,  which  were  out  of 
his  prcfcnt  fight  &  comprehenfion.  And 

D  d  d  therc- 


FurioM?  and 
rnoftrr.oftroui 
b]alphem»ca 
held  &  main¬ 
tained  by  the 
Sadduces. 


All  the  Phari- 
Tes  writing? 
made  voyde 
andofnonc 
accounts 


All  the  boolts 
of  all  the  pro¬ 
phets  reietted 
by  the  Sadda- 
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books  of  Mo¬ 
fes  excepted. 
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of  the  Saddu* 
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after  death. 
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why  the  peo¬ 
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were  condem 
nedbythe  ^ 
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therefore  this  Se(5t  ( how  wicked  foeucr 
ic  were)  wanted  not  ftorc  ofiolowers. 

Now  although  it  be  true,  that  God  is 
the  gardian  ofpoliticall  focictiCjand  that 
he  punifheth  vniuft  murders  in  this  life, 
left  the  companies  of  men  ihould  be  con- 
fumed  ,  as  alfo  to  the  end ,  that  they  may 
be  manifeft  fignes  of  his  diuine  luftice  to 
euery  eye :  yet  notwithftanding,  God  in 
meane  while  (by  an  admirable  councell 
beft knowne  vnto himfelfc)  fuffereth  ma¬ 
ny  iuft  perfons  to  be  flaine  by  the  wicked; 
^S'Abeli^ihc  children  of  Ifrae/l  in  Bgyp^y 
I  'onAtha^,  Efay./eremyy  and  innumerable 
other.  Thefc  examples  doe  teftifie ,  that 
there  remayneth  another  ludgcmcnt , 
wherein  God  will  declare  hisiufticc,  by 
bringing  the  iuft  and  vniuft  into  iudge- 
ment.-and  the  wicked  jbeing  fent  into  tor* 
ments,  (hall  (liew  the  iuft  tobe  vidori- 
otis, although  it  continue  fome  time  after 
death.Forjfeeingthat  God  dcclarcd^that 
he  had  a  care  of  Ahell^lonxth.t^^  £p7,and 
during  their  lilies :  if  after  death  he 
fhould  haue  made  no  account  of thenijit 
had  much  diffented  from  his  prsefcience; 
yea ,  and  from  his  iuftice  alfo .  It  is  then 
riioft  euidentjthatthe  Sadducesy  who‘dc- 
ny  ed  any  other  iudgement  to  remaiiie  af¬ 
ter  death  ;  did  cut  off  the  diuine  and  iuft 
ptouidence ,  from  a  great  part  of  man¬ 
kind, and  efpecially  from  fuch  as  haue  ex¬ 
celled  in  ri  ghteoufneffe.  ’  -  ' 

ThefacrificingPrieft  of  the  S adduces, 
bccing  at  the  Altarc,  concciued,  that 
thc  7/r4^//>/yJ'  Nation  was  not  chofen  of 
God  (who.dncly  had  the  true  knowledge 
of  God  on  earth;)  becaufc  they  had  been 
fo  often  oppreffed  by  Kings  of  the  Egypti¬ 
ans  fhddeans  &  Syrians-^  and,  cuen  wfien 
their  neighbors  (being  difperfed  throgh* 
put  /^^c4)fpoiled  many  thoiifands  of  iuft 
perfons,  compelling  them  that  furuiued, 
to  feed  on  the  flaughtcred  bodies  of  tlicir 
fellow-Cittizens:inthis  cafe,  fliall  there 
bee  no  attribution  of  iuftice  and  proui- 
dence  to  God^if  inftantly  hce  flicwc  not 
himfelfc  to  haue  a  care  of  his ,  and  that 
(therefore  )  there  remayneth  no  immor¬ 
tality  ?  Thus  vnder  the  fbadow  of  cere¬ 
monies, were  mens  foules  abufed,by  out¬ 
ward  and  app^rant  Legicr-dumaines,the 
diuine  Prouidence  being  cxaaiy  taken  a- 
wayjcucn  as  EpicuTtans  AiA, 

Now,confidering  there  were  thefe  de¬ 
bates  between  the  Pharijes  and  S adduces ^ 


I  in  fuch  great  matters ,  let  fuch  as  leadc, 
concciuc  j  not  oncly  how  great  and  fre¬ 
quent  the  tumults  and  perturbations  of 
this  people  haue  bcene  ;  but  alfo, how 
rudely  both  the  Pharifes  and  Sadduces^ 
and  diuers  other  with  them  (being  mani- 
feftly  Atheifts)  vfed  the  true  Church  ,  as 
Simeon^  Zachary  and  their  poore  flockc. 
But  as  then  (among  fb  many  wolucs  and 
lions)  fome  faithfull  guardians  of  the  true 
doctrine  were  referued;  fo(no  doubt)but 
God  will  ftil  continue  it  to  all  fuccceding 
times;  andashee  did  to  and  the 

reft,  fo  he  will  euermore  ftand  in  the  iuft 
defence  of  his  Spoufe  the  Church  ,  fup- 
porting  her  againftall  miferies  whatfoe- 


Matteis  left 
by  iH'c  Audior 
ro  the  Rea¬ 
ders  dilcfccte 
CO  lafi  deration 


tier. 


CHAP.  IX, 


of  a  third  contrary  to  the  Pharifes  and 

S adduces ,  who  termed  themfelues  by  the 
name  of  Ejf&ans :  their  ongmall^Religion 
andmaneroflife* 


!/ 


a 


T  ordinarily  happencth, 
that  when  feditions  haue 
once  gotten  themfelues 
into  adfiue  motion ;  ma-  ^  * 

ny  partialities  and  diuifi- 
ons  will  thruft  in  aftet 


follow. 


them.  As  feigned,  that  the  Store- 
hoiifc  or  Armory  ( wherein  i^eol^s  had 
locked  vp  the  winds)  being  broken  open: 
the  Sea  became  troubled  euery  where, 
the  windes  flew  abroad  with  (uch  extra¬ 
ordinary  violcncc;cuen  fbin  kingdoms  & 

Empires,  , after  that  politicall  order  com- 
meth  to  bee  once  troubled  and  dif-ioyn- 
ted;  many  diuifions  muft  needes  follow 
after.  Many  Se<fts  exalted  themfelues, 
during  thefe  debates  bctweenc  the  Phari¬ 
fes  and  Sadduces ,  For  fome,  detefting 
the  profane  do(ftrine  ,  and  Ethnickc  li-| 
ccncc  of  the  Sadduces ,  and  feeing  Religi- '  Pharifes  and 


- - - 7'  f 

uiHons  being 


once  in  fauor 


do  beget  ma¬ 
ny  more  to 


on  and  piety  masked  by  the  Pharifes^  and 

t  .  V  •  _ ^ .  1 


- [  J  J  -  ’  ~  ^  ^ 

that,  to  difgnifc  great  and  gro  lie  vices, 
fuch  as  were  whoredomc,  ambition,ma- 
lice, enuy, cruelty , lying, rapine,  and  the 
hkcjthcy  fet  before  mens  cies(as  a  cloiide 
ofdiffimulailon)  dreadfullfcucritie,  and 
and  fome  feuere  ceremonies ;  beganne 


Sadduces. 


\ 

I 

i 


f. - - - 
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to  diiiidc  thcoirdues  from^th  one  and 
otlicr. 

And  thefe  Seperatifts  &  diuided  pco- 
pl^formcd  a  name  for  theinfelucs,  called 
Effxans,  M-’orkers-^jy  which  titlc,they  gauc 

of  iheit  owne  '’”^=rft=>nd,that  which  they  repro- 

cxccllcndc.  othcrs3&  wherin  they  would  Iccm 

more  excellent  then  they  :  namely^  that 
they  fled  from  the  profane  libertie  of  the 
•S^dduceSy^  allowed  not  the  hypocrifie  of 
the  P/^^r^jjdifguifed  info  many  kindes : 
but  that  they  would  doc  deeds  or  workes 
profitable  to  other^  and  commaunded  by 
Godjbauing  alwayes  this  vfuall  fentence 
m  their  vnouihs^^Euery  word  without  work^ 
is  meer  e  ly  ^atne  and  ^nyrofitahle. 

There  is  no  mention  made  of  them  in 
the  Eccicfiafticall  hiftoryj  cither  becaiifc 
they  had  not  inueted  any  new  kind  ofdo- 
(flrine^but  retained  the  do6lrinc  of Mofes 
&  the  Sacrificersrorin  regard  they  dwelt 
at  th*end  oUudeayio\Nndi  the  lake  AjphaU 
ttddy^s  in  a  retiremetj  &  ncucr  intermed- 
Icd  with  the  gouernmenr  of  affairs^  fhuti- 
ning  the  contentions  of  the  Ehariftes  and 
S adduces ,  Their  maner  of  life  was  like  to 
thatofthc  Monkes^  for^cichcr  they  were 
not  mariedjor  ifthey  were,  they  abftaind 
from  their  wiuesj  hauing  their  goods  in 
comon, doing  fuch  bufineffes  as  were  in- 
ioyned  the.  They  fought  not  after  riches, 
voluptuous  plcafiiresjorhonorsjbutdigd 
and  deliied  in  gardens ,  as  in  a  life  of  foli- ' 
tilde ,  fecking  carefully  for  knowledge  in 
thenatute  of  Plants  ,  and  their  iuyccs , 
ftones  and  2ni malls,  learning  their  reme¬ 
dies  ,  and  excrcifing  Phifickc  faithfully, 
which  ferued  more  then  all  other  Artes 
for  the  life  of  man. 

SaT"''  Morf  a  'hey  praaifed  many  vet- 
tjualitiesex-  tucs,  as  beneficence,  patience  invifiting 
wiled  by  the  ficke  perfonsj  fuch  as  were  not  able  to 
'heipe  themfelues,  they  would  feed  them, 
carry  them ,  wafli  and  bathe  them,  ncuer 
fhrinking  at  grolle  fauors,  coming  either 
fro  wounds, fweats, or  other  annoyances. 
Their  cunning, faith  &:  diligence  was  vc- 
ty  commcndable^in  knowing  wel  how  to 
pr^epare  medicaments;to  know  the  kindes 
or  difeafes*  what  remedies  were  apt  for 
them-to  know  alfo  times  &  fcafons,when 
philic <e  Qught  to  be  miniftred.  In  briefe, 
the  vertues  &  welldoing  of  a  learned  in- 
^duftrious  and  faithful  Phifition  appeared 
inihcmoftofthcm. 

Andasitisa  good  thing,  thatyoiuh 


The  maner 
how  they  li¬ 
ned  far  ftom 
the  fafhion  of 
other  men. 
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(arine  ofgood  maners,thcAit  of phifitlj, 
and  to  accunonie  their  tender  foirites  to  fiiabi^tobr 
clifcipiine,&  the  vndcrftandinP  ofvirtuc;  '  learned  by 
cuen  fo  in  the  affcmbly  oftheEf^ans.the  E 
very  skilfullcft  were  chofenbya  certaine 
number, who  inftruaed  many  throghout 
/udea.For  al  modeft  mcn,&:  fuch  as  lEiin- 
ned  the  managing  of  alFaitcs  in  ciuilc  dif* 
lentios, affected  rather  to.haue  their  chil¬ 
dren  taught  by  the  doaours  of  this  Sea 

then  any  other ,  which  they  held  in  hor¬ 
ror,  Sc  would  haue  no  acquaintance  with 
them,  feeing  them  fo  tempeftuous  in  the 

Common-wcalthjby  their  owne  particu¬ 
lar  couetousdefireSjand  continually  mo 
uing  vnnecefTary  contentions.  i 

The  addiacd  their  life  and  tcli-  The/ do^frine 

gion  principally  to  two  heads  or  points, 

to  ^  calling  vpon  God  in  a  priuace  ( onely  at  two 
kind  01  life, and  in  bonefl:  bodily  labours  e'pccial  ends 


/ 


which  were  the  cxpulfionof  vices,  and 
profitable  to  other  men  •  And  for  fatil- 
faaion  both  to  the  one  and  other ,  they 
had  partition  of  times, fo  that  they  might 
attend  on  bufines  till  the  lift  houre  of  the 
day, that  is  to  fay, to  eleuen  houres  before 
midday  .Their  labor  ending  ac  that  houre,  Conc«n!n<. 
certain  numbers  of peoplc(round  about)  thcirmeet*^ 
•met  there  together  .according  to  the  pla- ' 

CCS  diftributed  tocueryone.  In  this  af- 
■fembly  ,  fomc  palTage  in  Mofes  and  the 
Prophets  was  read ,  tlic  Auncients  that 
(ate  asPrefidents  j  §auc  addition  of  the 

expofition  :  which  they  would  not  haiic 

to  be  written,  but  retained  in  the  mindc, 
and  lo  transferred  to  the  gouernmenr  of 
manners, admonifliing^according  to  the 

exigence  of  time)  what  they  thoght  pro¬ 
fitable  for  peace  and  trantjuilitie.for  they 
would  haue  none  of  their  followers  to 
meddle  in  the  Common-wealth. 

_  After  this  reading  &  expofition,  they 
inuoked  Gods  afliftance  both  in  publikc 
&  particular.They  held  thofc  times  to  be 
moft  meet  for  meditation  &  praicr,when 
the  body  was  not  charged  with  meats  & 
fumes,  6c  that  inuention  is  mofi  fprighily 
in  them,  whole  mindcs  were  faffing  from 
worldly  cogitations .  Two  or  3.  Lures 
being  employed  in  reading  and  prayer, 
cueryone  went  to  fupper,  or  walked  in 
company,  or  alone  by  himfelfe ,  accor¬ 
ding  as  it  ftoodc  with  his  good  liking ,  or 
as  his  heart  required.  The  reft  of  the  day 
vntill  the  Euening  came,'  was  fpcnc  in 

^ _  learned 


What  ?imes^ 
they  reputesj 
rooft  C4*n;je» 
niern  for  me¬ 
ditation  and 
prayer. 
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Of  the  Effeans. 


6  Booke 


The  exrcirss 

afierreccuing 

fuftenance. 


(learned  difeourfe  and  talking  of  Godjof 
1  Plants  3  of  medicaments,  and  their  expe¬ 
rience  in  eucry  thing  *.  or  elfe  of  the  hifto- 
ric  of  their  ownc  nation ,  and  what  mife- 
rics  had  beenc  common  to  them.  Before 
the  darke  houres  of  night,  they  met  toge¬ 
ther  againc,and  went  to  prayer, 
r  Now,  although  the  order  of  their  be- 
Ihauiourand  aftidhs  were  wifely  gouer- 


I  Difciplinecc- 
clchaftical  or- 
dayned  for 
fuch  as  offen 
dedagainft 
theLawes  of' 
cheir  colleges 


porteth,  that  they  carried  thcmfelues  ve¬ 
ry  valiantly  inwarre. 

Now  wil  we  rcturnc  to  Hyrcam^^.vvho 

after  he  had  held  the  gouerncment ,  and 
the  High-priefthood  31 

uing  3*  children.  Hce  was  accounted  un  •  former  Hifto' 
gularly  happy  in  3.  thingsj  to  wit,  that  he , 
had  bin  fo  long  a  time  a  peaceable  prince ' 
of  the  people, and  the  foucraigne  Sacrifi- 
cer:adding  thereto,  that  he  was  belccued 
tohaue  tbcfpirit  ofProphccie,  &know- 
legc  in  things  to  come, by  the  gift  ofgod. 


CHAP.  X. 

Hmng  briefly  clifeourfedon  the  3.  feueraU 
Se5fs^  of  the  Pharifes,  S adduces ^  and  Efl 
flj^an  s :  roe  go  backe  agdne  where  we  for¬ 
merly  lefty  to fpeake  of  Hyrcanm  and hU 
Sonnes, 


Mat1h.1S.17. 


The  princi¬ 
pal!  parts  of 
the  doftrine 

taught  by 

the  Edsans. 


Jofepb.in  An- 
cap,^. 


ned,and  many  (in  their  Golledges)  lined 
modcftly^yet  notwithftanding  it  came  to 
palfe,  that  fomc  of  them  (wonne  by  their 
ownc  couetous  dcfires)forgot  the  Lawes 
diuine,  and  (in  the  neighbouring  towns) 
fell  to  vofuptuous  plcafurcs  .  But  the  ri¬ 
gour  of  each  Collcdge  was  fuch ,  as  ifa- 
ny  one  had  'defrauded  another,  ifhee 
hadlied  ,  or  had  infeaedhimfclfe  with 
whoredome :  immediately  (by  common 
fcntence)  hce  Was  excommunicated  out 

ofthc  company.  For  (among  them)  was  1  _  1  ir  r  ^  n 

kept  the  moft  ancient  cuftome  of  rheSv-  1 had  fine  fonnes 

naWucAvhercofisfpokeninSaint^4-  W/«thefirft,  the  fecond ;  a 

'«/)ei^,Becaufc  there  might  no  queftion  be  graue  yong  man,  who  tn  lus  life  time,  ac- 
vrged  ,  for  inftituting  any  new  forme  of  corapanyed  with  his  btothet  ArtfoMm: 
ludicature ;  but  the  playne  auncient  fa-  cxpuifed  Antiochus  Cyiacenus  out  of  /«- 
fhion  recited  as  it  was  giuen  by  the  Fa-  de»^  and  tooke  Samma.  1  he  father  being 
thers,  the  traces  whereof  arc  remaining  dead ,his  brother  alio  was  crowned  King, 
in  the  Church.  •  •  ^  But  foonc  after,  when  hce  had  exploited 

I  This  pollicie  of  the  Effsans ,  compre-  the  affaires  in  Galuee^  he  went  vp  to 
bended  the  principall  parts  of  their  doc- '  ,  accompanied  with  braucSouldi. 

trine,  to  wit;  the  ftudy  of  learning, the  ex-  ers,to  be  prelent  at  the  Fcalf  ofTaberna- 
ercifcsofinuocation,  rcuerencc  to chd:r  clcs.  His  brother  growing fufpitiou sot 
Gouernors,  bodily  labors,  temperance,  h im, and  cau fin g  him  to  be  entrapped  by 
and  modeft  maners  according  to  the  De-  his  warlike  troups;  he  was  flaine  by  them 
calogiie,the  nourifhingof  youth;  who  nearc  to  the  Temple, 
were  inaruaed  in  learning,  andthe  Att  Akxa»der;thcxb\xd,ci\kdJa>nmMo, 
ofPhyfickc;  painesand  punil'hments  al-  had  two  fons,  namely,  the  fita, 

fo  appointed  for  delinquents .  'lofephus  the  fcc6d,Al>folonihe{ouxth-, 

commended  the  College  of  the  Ellens,  being  of  a  moa  milde  and  peaceable  fpi- 
comparing  them  to  the  Schoole  of Eytha-  rit,hucd  by  himfelfe  piiuatcly.  A  daugh- 

gor^.  />//»jalfo  makes  mention  of  them  |  ter  ofhis  was  married  to  his  cofin^r^tf- 


The  valiant 

adtesofAotb 

gonus. 


Antigonus 
flaine  by  his 
brothers 
meanes. 


The  habitati¬ 
on  of  the  Efl 
faeans. 


in  very  honorable  maner  ,  terming  them 
EffAncanSy  as(fince  thcn)diucrs  other  did, 
for  there  hefpeaketh  of  no  other  people, 
but  oncly  the  Eff^ans .  Hce  placcth  their 
dvi^elling  towards  the  Lake  Affhaltiday  on 
the  weft  fide,  not  farre  from  the  Citty  of 
jerichoywhcic  were  the  gardens  of  Balmc. 
It  may  be ,  that  this  place  was  chofen  to 
ftudy  the  Art  of  Phy  fick,as  not  being  the 
like  in  all  the  world,  for  abounding  in  all 
ihc  principall  medicines.  By  this  paflage 
of  Plmy  y3ind  by  lofefhi^ft  appearcth,that 
ithe  colledge  of  the  Eff^^Ans  continued  to 
the  time  oiV'effaflan  i  bcfidcs,  lofephus  rc- 


bulus .  The  fift  fonne  of  Hyreanus  is  not 
named  at  all ,  and  yet  was  flayne  by  his 
brother  Alexander  :  becaufc  that  (  after 
the  death  of  Arifiobului)  he  affc(fted  the 
kingdomc. 

AriBobulus ,  after  the  death  of  his  fa¬ 
ther  ,  being  thefirft  that  chan¬ 

ged  the  Pnncipalitie  into  a  dignitie  Roy- 
all;  impofed  on  himfelfe  the  diademe, 
and  fent  alfo  for  his  brother  Antigonus, 
whomheloued.  He  put  his  other  three 
brethren  in  prifon ,  and  that  which  is 
much  more,  he  ftarued  his  owne  mother 
to  death  in  prifon;  bccaufe  (hedemaun- 

ded 
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ded  the  fucceffion  and  goucincment  of 
the  principalitie  ,  which  Hyrciin^  had 

left  vntoheronhisdeath-bed. 

Afterward,  he  caufed  his  brother  j4n- 
tigonui  to  be  flaine, he  being  a  brauc  man3 
and  a  bolde  warriour,  laying diuerfe  am- 
bufhesforhim,  as  hee  returned  vi(5tori- 
oufly  from  GalHee^  only  becaufe  he  fufpe- 
(fl)cd  that  he  affeclcd  the  kingdome. 

Immediately,  beeing  higlily  diftafted 
by  this  murdering  of  his  brethren,  he  be¬ 
came  feized  with  a  grieaouspaine  in  his 
entrails,  and  hauing  caft  vp  a  great  quan- 
titie  oi  blond  by  vomiting,  the  Paae  that 
carried  the  Bafon  from  him,fcll(accidcn- 
tally)in  the  fame  place, where  theground 
remained  as  yet  infeded  with  the  blood 
of  murdred  Antigontis ,  and  there  he  fpilt 
the  caft  blood  oi  AviHobultu :  which  hee 
vnderftanding ,  and  falling  into  acknow¬ 
ledgement  of  thediuineiuft  vengeance^ 
incxccffiue  toiments  both  of  foule  and 
body^yeelded  vp  the  ghoft.  After  he  had 
reigned  one  whole  ycarc  oncly ,  and  du¬ 
ring  which  time,  hee  had  augmented  the 
kingdome  oi Ii^dea ,  and  conftrained  the 
Iturems  to  vndergoe  Circunicifion ,  ha¬ 
uing  formerly  vanquifhed  them,  He  was 
called  Vbilellin'y  bccaufe  hee  vfed  greatly 
the  familiarity  of  Pagans.  .  . 

Alex  binder  i  CiiUed  dfo  I^mnes^ 

LJIs  father  Byrcanm  neuer  law  him/or 
^  as  he  was  in  great  care  about  the  fuc- 
ceflion  of  his  children  :  k  was  foretolde 
him  in  his  ffcepe,that  his  riches  and  prim 
cipalitie ,  flaould  fall  into  the  power  of 
that  new  borne  babe,  whereat  hec  grow¬ 
ing greatly  offended,  commaunded,  that 
hee  fhould  be  nurfed  in  Gdtlee ,  like  to  a 
ifimple  priiiacc  perfon. 

After  the  death  of  his  father  HyrcAnm^ 
he  was  clapt  vp  in  prifbn  (with  his  two  o- 
ther brethren)  by  Artflobdas,  But  AriJlo^> 
dying  at  his  yeares  expiration,  hee 
came  to  the  Crowne,by  the  means  of^^- 
lexandra,  wife  to  Ariflobalu^^  to  whom  he 
had  proinifed  marriage. 

So'one  after  he  was  crowned  King,  he 
flew  one  ofhis  brethren ,  who  pradifed 
noueltics^  and  entertained  the  other  (na* 
med  Abfolon)  honorably, becaufc  he  was 
of  a  peacefuj  fpirit.Then  taking  order  for 
publike  affaires, hee  befieged  the  cittie  of 
■PtolopfAis  round  about.  The  cictizens  fee¬ 
ing  all  hope  of  fuccour  voyde  from  Syria^ 
in  regard  of  the  ciuilc  warrCjwhich  made 


mighty  haiiockethere^called  from  Cfpr.*^ 
Lathi^rf^s^QKpulied  by  his  morher 
CleopAtraMc  coming  to  them  with  5000 
men  ,  Alexander  his  anny  into  his 
country,  and  difpatchcd  a  meflengerfe- 
cretly  into Egypt^  defiring  ayde  of Cle9pa' 
tra  againft  herfon  Lathmi4^.  Publikely  he 
capitulated  aliance  with  E^thurtts^y^xovox- 
fing  him  2q  tuns  pf  gold,  if,  expelling  the 
tyrant who  vfurped  Doris  and  Ca- 
farea^  he  would  render  thofe  Seigneuries 
to  chelewes. 

But  being  aduertifed  of  Alex- 

anaersfcctct  machinarions ,  breaking  all 
alliances,  inuaded  /udea  with  his  Army, 
where  Aikxander  xozxxx.  him  with  his  for 
ces  well  appoynted  ,  and  after  a  rude  en¬ 
counter,  was  put  to  flight,and 

loft  3  0000. of  his  men.  Lathurns  not  a  li- 
tlc  glorying  in  this  vitkory,  mademightie- 
waftc  in  ludea^  Tacking  &  fpoyling  aH  pla¬ 
ces  where  he  came ,  killing  both  women 
and  childtcn  in  cuery  village^  and  after  he 
had  fliced  them  in  peeccs,he  caufed  their 
limbes  to  be  boylcd  and  eaten  by  his  foiii- 
<^ers,  to  make  them  the  more  terrible  to 
the  lews.  V cry  foone  zketfileopatra  cha- 
fed  this  Tyrant  out  oiiudea^  as  doubting 
left  ifhc  fhould  grow  any  greater,  the  be’ 
would  further  inflilc  vpon  Egypt,  Alexan¬ 
der  \nqx\ixo  vifiteherat  the  fiege  which 

maintained  before  ^Ptolomais^  where 
he  gaue  her  great  gifts ;  and  after  he  had 
bin  royally  welcomed  by  her  ^  and  com¬ 
bined  alliance  with  her,  he  tookc  his  way 
homeward  againe» 

Much  about  this  time,  while  Lathurus 
returned  to  Cyprus^  and  Cleopatra  into  E, 
^yptj  AlexandertooVt  Gadera^A'nathunta 
^nd  Amhedon,  and  hauing  held  alonp 
fiege  before  (745:^,  with  loflb  of  a  great 
number  ofhis  men :  finally , by  the  treafon 
oiLyftmachm,  he  cncred  it,  &  flaying  the 
Citizens  moft  inhumanely, he  raced  it  to 
the  ground .  Nor  would  he  pardon  500. 
of  tne  principall  perfons,  who  labored  to 
yield  the  city  to  him:but  drew  them  from 
foorth  the  Temple  of  (whercunto 
they  had  fled  for  freedom)  to  put  them  to 
death.Butthefe  iocundprofperities  were 
ouertaken  with  a  domefticall  fedirion : 
for  ,  in  the  Feaft  of  T abernacles,  hee  was 
iniuried  by  the  people ,  as  vnwoorthy  of 
the  Priefthoodc ,  becaufe  hee  was  borne 
of  a  flauc  :  And  hardcly  it  happened, 
chat  (in  his  facrificing)  he  was  not  flayne 
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by  the  multitude  then  about  him,  who  | 
fmotchim  with  the  boughes  and  bran- 1 
dies, which  the  /etv«  vfed  to  carry  at  that 

Fcaft.  Not  a  little  enraged  at  this  wrong, 

he  called  his  fouldiers  together,  afid  en- 
tring  vpon  the  vnarmed  people ,  flew  a- 
boutfixc  thoufandof  them:  calling  di¬ 
ners  ftrangers  from/’f/^aand  Cilicia^io 
ferue  as  a  Guard  about  his  body.  Aftcr- 
vvardjmarching  forth  with  his  Army,  he 

The  Moabite'!  GAlAildttCS^ 

compelling  them  to  pay  him  tribute. 

Shortly  aftcr^to  bis  great  mistortunc, 
hec  cncountred  with  h,ing  of  the 

ATiJihixns ^  fell  into  his  ambulheSj  and  his 
Army  being  hewen  in  picccs^hc  cfcapcd 
with  much  difficulty.  V pon  this  bad  fuc- 
ccflTc^thc  Pharifics  fenraged  with  hatred 
againfi  him )  tooke  occafion  to  raife  the 
mod  part  ofthe  lewifh  people  likewife  in 
miflike  of  him, with  whom  he  warrcd(vc- 
ry  hardly)  fixe  whole  yeares .  For  the 
Icwcs  that  were  his  aduerfarieSj  drew 
Demetrht^,  the  Sonne  o{  Gryfhta^ioo^p- 
pole  his  forces  withluchtroopcsashcc 
had  called  from  t>ama^^  where  hec  reign¬ 
ed  i  againft  whom  AUxander  fought  to 
his  great  lofle,  for  all  his  ftrangc  Soldiers 
lay  flaine  In  the  field,  he  had  no  means 
to  fauchimfclfe,  but  by  flight.  Yctjnot- 
withftanding  his  inftant  calamity,  fomc 
of  the  levees  were  hartened  to  take  his 
part, in  turning  rcquicall  vpon  Demetrimi 
andbecing  aflifted  with  Ibmc  fixe  thoii- 
fand  men, he  made  afmal  rccouery  of  his 
former  lolfc. 

Now , albeit  Vpon  this  viftory,  Deme^ 
^r///^(pcrceiuingthc  reiiolt  oi^i^tIewes) 
retired  his  hoafi  home  into  his  king- 
dome  :  yet  notwiihftanding,  the  moft 
part  of  the  levees  (  who  were  coniured  a- 
Alexander)  continued  in  Armes 
flilljwhofc  power  AlexanderhxAt  by  lit¬ 
tle  arid  little,  afwcll  through  induflry,  as 
by  vcrtiic.  And  after  he  had  fped  well  in 
fomeskirmifhes,  heelhuttcvp  his  very 
mighticftcncmies,in  the  Fort  belonging 

to  the  Tovvnc  of  i?^//;^w,which  he  enfor¬ 
ced  with  great  difficulty,  &  vfed  extreme 
cruelty  vpon  his  captiucs.  For  he  tooke 
Eight Fudred^  I  cight  huudrcd  ofthe  principal  /civc/jcau- 
.l.d.  jj  =  j  ,11 ,0  be  crucified,  while  he  fare 
'baLieinnga.a  ral'k  wi.h hi, Cone,,. 

while  he  ban-  jn  the  prcfcncc  of  al  his  inuitcd 

(fueled  with  I  ^  .  r  _ I..  /1 11  r) 
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guefts,  hailing  formerly  commaunded 
their  wines  and  children  to  be  mifcrably 


murdrcd.Thc  rcft(affrightcd  by  this  cru- 
cll  example)  fledoutof in  the 
nighttime,  being  about  cight  thoufand 
of  his  enemies. 

Bythismeaiies,  thatdreadfull  ciuill 
warre  was  appealed,  which  had  continu  ^ 
cd  more  then  fixe  ycarcs;  and  wherein ^a- 
bouc  fifty  thoufand  levees  were  flaine.  Af¬ 
ter  thefe  domeftickc  troubles,  by  conti- 
nuall  courfes  hec  reuenged  himfclfc  on 
ftrangc  aduerfarics,  w'hohad  giucnfuc- 
courand  retreate  to  the  feditious  levees^ 
winning  from  them  many  Townes  and 
Cittics.Rctuining  home  againc, through 
his  intemperance,  hec  fell  into  a  Fcaucr 
quartancjwhich  held  him  for  the  fpacc  of 
three  yeares.  And  yet, hating  to  abftainc 
(all  this  while)  from  traiiailc  and  war,  dy¬ 
ed  in  befiedging  a  Caftlc  on  the  Mount 
of  the  Cergefenians^  in  the  nine  and  forti¬ 
eth  ycarc  of  his  age;  of  hisreigne  and 
Pricfthood,the  feuen  and  twenty.  Before 
hisdeath,  hclefthiskingdoriics  gouern- 
ment  to  his  wife  Alexandra^  and  gaue  her 
charge  to  pacific  the  Pharifics,  wfiom  he 
andhisFathcr  had  offended,  vntoihcir 
great  detriment. 

He  left  two  Sons :  Hyrcanw  ^  Ariflohulus. 

Of  whom  we  flaall  haue  Icyfurc  to  fpeak 
hcereafter ;  becaufcfirftofall,  we  arc  to 
fay  fomc-what  concerning  Alexandra^ 
the  wife  of  Alexander  lamnes. 

‘  Alexandra^veife  to  Alexander  lamnes. 

After  fhee  had  inftituicd  inthcHigh- 
Priefthood  her  cldeft  lonnc  Byreanm^ 
who  defired  nothing  more,  then  to  Icadc 
apriuatclifc:  fhc  fuccecdcd  in  the  king- 
dome  after  her  husband  Alexander 
cfpccially  aided  by  the  power  of  the  Pha- 
rifies,  to  whom  fhc  gauc  authority, to  rc- 
uocate  and  cred  their  ancient  traditions, 
which  Hyrcanus  (her  father  in  law)  had  a- 
bolifticd,  &  granted  to  them  many  other 
faiiours  bcfidc.  So  that  the  Pharifiesad- 
miniftred  the  whole  Regiment  of  the 
Kingdomc  at  their  ownc  plcafurc ;  oncly 
the  bare  name  of  Quecnc  remained  to 
Alexandra,  Finally,  as  they  vndctiookc 
the  boldncfle,  to  execute  (vndcr  colour 
of  iufticc^  the  chccfcft  Counccllors  to 
the  deccaffed  King  who  they 

fufpefted  to  haue  incited  him  againft  the 
pharifics  Seft :  lb  they  proceeded  on  in 
many  inhumanities.  The  friends  oi  Alex¬ 
ander  qpin^io  with  his  fonne-<^r/- 
y?<7/>«to^obtaincd(by  fauor  ofthe  Court) 
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to  goc  as  Cspcaines  ot  warlike  troopes, 
tothcCaftles. 

At  this  tme^Tygr^f^es  King  of  the  Par- 
thiamy  made  fciziireonthc  kingdomeof 
Syria  ^becaufc  the  Syriati  Kings  had  con- 
fumed  all  their  ftren^th  and  power  by  do*- 
mcftickc  warres.  And  being  entred  alfo 
into  ludea^fX^LuicA  his  Campc  before  the 
Citty  of  Ptolomals  {  ncuerthe- 

le{re)Qucen  Alexandra  bought  the  peace 
by  liberall  bounty  of  gifts.  After  theta- 
king  of  Ptolomais  ^  Tygranes  returning 
with  his  Army  to  his  Countrey ;  heard 
newes  concerning  the  vidloryof  Lucid- 
the  flight  of  Mkhridates, 

Within  a  while  Alexandra  being 

fallen  into  an  extreme  fickneffej  her  Son 
AriBoMuayt^klng  in  ill  part  the  domini¬ 
on  of  the  fled  to  the  friends  of 

his  Father,  who  had  the  guarding  of  the 
caftles,  by  vvhbfc  afiiftance,he  got  poiTcf- 
fion  of  the  pfincipali  Cittics  in  ludea.  In 
this  fcarc  of  the  Pharifies,  and  no  great 
affurance otAriliobulus^vsho  (neuerihc- 
leflTe)  approched  neerewith  his  Army; 
Alexandra  was  called  out  of  this  life ,  in 
the  ninth  yearc  of  herReignc,  and  the 
Lxxv.of  her  age,  which  brought  peace 
to  the  Land  of  ludea.Ptut  becaufc  flhc  had 
cncrcafedthe  power  of  the  PharificsjJt 
was  the  reafonof  many  troubles  which 
followed. 

Thefonnesof  Alexander  I amnes^  andof  A- 
lexandray  were  (as  hath  bene  faid ) 

Hyreanus  thcfecond. 

A risio bulus  the  fecond* 

Hyreanus  the  fecond,  naturally  peace* 
full^and  a  loucr  of  quietnefle,  was  cnftal- 
led  by  his  Mother  Alexandra  Soucraigne 
Sacrificcr,  in  the  place  of  his  deceaffed 
Father.  And  moreoucr,  after  the  death 
of  his  M  or  hereby  hereditary  right  he  ob- 
tayned  the  kingdome.  But  being  vanqui- 
fhed  by  his  Brother  AriHobulus  in  battel^ 
he  was  glad  to  fauehimfelfein  thcFor- 
trefle  of  the  Temple ;  commanded  there 
to  Icadc  a  priuacclife,  the  kingdome  and 
High-Pfiefthood  beeing  quitted  to  his 
Brothcr.For  fomc  time  he  endured  thefe 
conditions,  but  bccing  afterward  moued 
by  fbmc  accufations,which  Antipater  the 
jdumcan  ('father  to  Herod)  put  into  his 
head, as  alfo  the  frauds  and  fetches  of  his 
brother  Arijlobulus:^  hee  was  induced  to 
flyc  thence  into  Arabia^  to  king  AretaSy 
whom  Antipater  had  won  by  liberall  pro- 


mifesjto  attempt  the  reftitution  of  Hyrea¬ 
nus  to  the  kingdome  of  Judea. 

Aretas  inuading  Jisdea  with  a  potent 
Army,  andhauing  Ariffobulusuihtm- 
counrerj  oucrcame  him,  and  taking  the 
Citty  of  lerujalemy  held  him  (b  long  be- 
fledged  in  the  Temple,  vntill  by  the  com¬ 
mand  of  Scaur  us  ^  Lieutenant  to  Po^npey^ 
he  was  forced  to  retire  with  his  Army  in¬ 
to  ^r4^w,and  fo  the  enterprii:efor  Hyrca- 
nm  prouedtonone  effed.  After  that  Pom- 
pey  had  vanquifhed  Tygranes,  Sc  vi^s  come 
into  57m, the  two  brethren,  Hyreanus  and 
Ariftobulusy  accufed  each  other  before 
him^toiichingtheirrightto  the  Kingdom 
and  High-Priefthood.  But  Pompey^iwoiQ 
cnclining  tothe  Hyreanus y  by  the 

prouidcriccandferuices  of  Antipater*y  rc- 
leafed  AriH obului  vndcr  certaihe  conditi¬ 
ons.  NcuerihclclTe,  AriJlobuUu  meaning 
nothing  but  mcerc  mockery  to  all  com¬ 
mands,  and  trufting  to  the  munitions  in 
the  City  o{ lerufalemi  Pompey(\n  reuengc) 
entred  it  violently,  and  won  theTem^e 
fo  ftrongly  dcfenced, where  were  flaine  of 
the  leweSy  about  the  number  of  two  and 
twenty  thoufand,  and  the  City  (^wirh  the 
moft  Judea)  rendred  tributary  to 

ih^  Romaines.  Which  tribute  theypayed 
for  a  certaine  time,as  Jofephus  confeflctb, 
amounting  to  the  fiim  of  loooo.Talents! 
which  is  6^o.Tuns  of  gold.  PoTnpeyh^nmq^ 
walked  in  the  Temple, and  entred  into  the 
holieft  part  of  all,  called  SanJJum  SanJJo- 
rumi  at  his  departing,  reflored  Hyrcanm 
to  the  Soucraigne  Priefthood, but  not  the 
kingdome.  Alfojhe  led  along  with  him  to 
Kome,Arijtobulus  as  prifoner,  with  liistwo 
iox\x\cs  .Alexander  (who  ncucrtheles  cfca- 
ped  by  the  way)  and  AntigonuSy  and  his 
two  daughters  likewife. 

Thus  Hyrcanmdd^x^^  poflefled  of  the  fo- 
iicraignc  Priefthood,  about  fbureycarcs 
after  the  death  of  his  Mother  Alexandra, 
fuccored  Scaur us(}di  'm  ludea  with  two  Ic- 
gions)when  he  befiedged  Petra,^  City  of 
Ar abta.  After wardjhe  fcl  into  the  fauor  of 
other  Remain  Lieutenants, fent  into  Judea 
only  by  the  perAt'afion  and  fricndfliipof 
Antipater'ja%  with  GabiniuSyCraffuSyCafsius 
and  Julius  Cafar  himfelfe,  ro  who  he  fent 
aid,  vndcr  the  conduift  of  Antipater  y\^ht^ 
he  was  muchhindrcdinihcwar  o^Egipt. 
And  bccaufc  Antipater  hadcaried  himlelf 
valiantly,  Cafar  confirmd  the  high-Prieft- 
bood  to  Hyreanus:  &  appointed  Antipater 
.  .  to  be 


Aretas  inua- 
(ieth  ludea  to 
reftorc  H)^r. 
(anus. 


The  two  bre* 
thrcn^^lcadc 
their  caufe 
before  Pom- 
pey. 


ludea  and  Ic- 
luiaieaj  uiadc 
tribtjtacvto 
the  Kotnans. 


lofefihjH  AnL 
lud.bb.^.cap,f 


Ariftobptus 
led  prifoner 
to  Rome  by 
Poropey. 


Hyreanus  in 
good  fauor 
with  many  of 
the  Romane 
Lieutenantc. 
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/Vntipaicr 
protc^lor  of 
allludea. 


Antipatcr 
poifonetl  by 
Malachusa 
a  lew. 


">1:  -t  '■ 


Malacbus 
flaineby  He- 
rods  Antipa- 
ters  Tonne. 


Anrigonu*  c- 
fcapcd  the 
Roman  pri- 
lons. 


HcJ'ode  and 
Phafeius  Te 
trarches  in 
ludea. 


Determinati¬ 
on  for  the  ar¬ 
mies  meeting 


be  Tutor,  Curator,  or  (as  we  vfe  now  a- 
dayesio  fpeake)  Proteftor  of  all 
At  the  fame  time  alfo  ,  C^far  permitted 
to  Hyrcanus^  to  re-eftablilli  the  fortifica¬ 
tions  of  the  Citty  of  Ierufalemyi\\\c\i  had 
beene  beaten  downe  by  Pompey. 

After  that  //^/w  Cdfar  was  flaineby 
the  confpirators,  a  powerfull  lew  jiiamed 
Mnldcht^  y  being  offended  at  the  encrea- 
fing  greatnefleof  Antipater  the  Idume- 
an,  and  that  the  whole  adminiftrationof 
affaires  fhould  be  in  his  hand  ;  furprized 
his  life  by  poifpns.  But  thercupon/«^5ffrf> 
beeing  deftitute  of  fo  wife  and  valiant  a 
Gouernour,  fell  to  very  miferable  con¬ 
dition  .  For  Mdachus ,  tempefting  his 
thoughts  with  mounting  hopes,  to  be¬ 
come  foie  maifter  and  commander  5  was 
flaine  euen  in  the  entrance  to  his  enter- 
prifes  3  by  Herode  fonne  to  Antipater  y  to 
whom  (though  he  was  as  yet  very  yong) 
his  father  had  giuen  the  charge  of  Galilee. 
On  the  other  fide ,  the  brother  of  Mala- 
chtiSy  defirous  to  reuenge  the  death  of  his 
brother ,  thecued  in  the  manner  of  an  e- 
nemy  .  Allb,  y^;^^/^^;;^thecaptiuedfon 
to  AriPtohuluSy  efcaping  from  the  prifons 
of  Rome :  leuying  men  of  arms  ,made  him 
felfemaifterofa  great  part  of//^i<ri^. 

After  ih2X  Herode  had  imbarred  his 
proceedings,  vnder  promife  of 

a  thoufand  talents,  which  value  fixe  tuns 
of  golde,and  of  fine  hundred  moft  noble 
women  5  procured  Pacorns  and  Barz^a- 
phernes ,  Satrapes  in  the  Kingdome  of 
Perjidy  to  enter  with  a  mainearmy  into 
Judea  y  to  ouerthrow  H^’W^’and  his  bro¬ 
ther  Pbafclt^^y  whom  Anthome{onc  of  the 
three  Monarches)  had  before  made  Te- 
trarchs  of  Judea.  Which  beeing  done, 
they  fhould  perforce  render  the  kingdom 
of  the  lewes ,  to  the  fonnes  of  AriJiobu- 
.  P accrue  thinking  it  beft,  that  Herode 
fhould  bee  furprized  rather  byfubtiltie, 
then  by  violence  5  (ent  Antigoniis  on  be¬ 
fore  with  fome  bands  of  men,  to  get  pof- 
feflion  of  Jerufalem  j  and  hc(in  the  meane 
while)  would  follow  with  his  Armieby 
Scajfo  farre  as  to  PtolomaiSyS^hzio,  he  had 
ordered,  that  Barx^aphernes(ho\x\A  meete 
him  with  a  paffable  Army .  Many  gauc 
kind  welcome^  to  AntigonuSy  running  af- 
fedionately  to  him,  and promifing their 
aydcagainft  Neuenhelcfle,^^-- 

rode  and  his  brother  found  thcmfelues 
the  ftronger  in  many  encounterSjUot  on- 


Antigonus 
piadifechby 
cunning  to 
coropas ihat 


Hyrcanus  and 
Phafeius  ta- 
ken  piifoners 


lywithinthe  Citty,  but  alfo  without  the • 
walles. 

Finally,  Antigont^s  diftruftmg  his  for¬ 
ces,  called  into  the  Citty  ,  vnder 

pretence,  that  (asan  Arbitratour)  hec 
fhould  compound  the  difference  for  the  . 
Principaliiic  ,  which  was  bctwecnehim^^'^^‘'^j|'"^‘‘ 
Herode  y  vnder  conditions  more  tol- 
lerable :  but  his  purpofe  was  indcedc^  to 
fiirprizc  Herode  vnprouided  •  Moreo- 
uer,  hcc  laboured  with  his  vnckle  Hyrca- 
nm  and  Phafeius it  fo  into  their 
heads,  to  go  in  cmbaffic  to  Barz^aphernes 
(remaining  in  Galilee  with  his  army  )  and 
to  prcuaile  fo  farre  with  him  by  rich  pre- 
fents,  that  he  fliould  retreitehis  power 
mto  Syria.  To  which  counccll  Hyrcanus 
the  High-prieft,and  Phafeius  to 

Herode)  yeelding,  without  fufpedi:  of  illj 
were  taken  by  the  ParthknSy  (euen  as  the 
matter  was  in  monopolizing)  contrary 
to  the  right  of  Nations,  and  deliueredds 
cap  till  es  to  Antigonus.  *  ’ 

Herode  being  formerly  aduertifed  of 
thefe  plots  and  compads  of  Antigonus  & 
P4ci7W5-wentfoorth  of  the  Citty  in  the 
night  feafon,  with  all  his  family,  fome 
fricnds,aad  800.  women,  rich  and  excel¬ 
lent  in  beatitie ,  and  left  the  perfons  and 
their  goods  in  cuftody  oiMajfaday  a  well 
dcfenced  Citty  of  Jdumea  ;  which  being 
done,  he  went  ihorow  Bgpypt  to  Rome ,  c- 
uen  in  the  worft  time  of  all  the  world. 

phafeius^  brother  to  Herodcy  doubting 
the  cruelty  of  AntigonuSy  bccaufe  he  was 
without  armes ,  and  bound ;  ranne  his 
head  (with  great  violence)  diners  times  a- 
gainft  the  wall ,  and  by  that  mcancs  flew 
himfelfe. 

AntigonuSy  not  contented  with  the  difl 
poyling  Hyrcanus  of  the  High-prieft- 
hoode,  caufed  him  befide  to  become 
deformed ,  by  cutting  off  his  cares,  fear¬ 
ing  left  he  ihould  afterward  attain  to  the 
Priefthood  againc.  For  it  was  not  law- 
full,  that  any  gelded  man,  or  defeftiue  in 
any  limbe  or  member  ofbody,(hould  ad- 
minifter  in  facrificing.  Moreouerjdiftru- 
fling  that  he  had  not  fufficiently  enough 
prouided  for  his  owne  fecurity^  hee  dcli- 
uered  captiue  to  the  Parthiansy 

to  carry  him  out  of ,  as  farre  as  pof- 
fibly  they  could. 

The  flight  of  being  come  to  the 
notice  of  the  barbarous  vnciuile  people, 
and  they  Angularly  difplcafcd  for  the  wo¬ 
men. 


Hcro(i«  cfca- 
pethjand  go« 
ethfccredy 
to  Rome. 


PhalHui  de¬ 
sperately  kills 
hiaifelfc. 


The  cruelty 
of  one  bro* 
ther  CO  ano¬ 
ther. 


Tbeljjoyle  & 
hauocke  of 
the  barbarous 
multi  cude,& 
Hyrcanus  led 
away  captiuc 
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mu'titudc;& 
Hyrcanus  led 
away  capiiuc. 


Hyrcanus  dc- 
liuercd  by  K. 
Phraates^and 
fenc  into  Ba< 
bylon. 


The  ipoile  &  j  nien:  which  Antigonas  formerly  had  pro- 

barbTrous ' to  them*,  piilcd  and  fpoylcd  the  cit- 
cy  and  the  pallacc  royall.  And  yet  not  fa- 
tisfied  with  this  booty ,  robbed  many  pla¬ 
ces  about  Ierufde?n^  without  leaning  any 
thing behindc  them.  And  after  they  had 
ordained  Antig^onm  King  of  Jerufalem: 
they  vvithdrew  their  armed  troups  home 
into  their  ovvnc  countrey ,  leading  Hyr- 
canf^  (the  foucraigneSacrificcr)  along 
with  them  captiiie. 

It  was  not  long  afeer^that  ThraMesVm^ 
ohhc  ParthianSy  beeing  informed  of  the 
nobilitie  whereof  he  was  defeended ;  did 
fethim  atlibertiejandfenthim  into  Baby- 
lony  to  be  Prefident  oner  the  lewes  inha¬ 
biting  there,  where^for  about  fine  y  eares 
he  was  in  great  honor.But  hauing  heard, 
that  not  onely  Herode  obtained  the  king- 
dome  of  ludeay  by  Augujlu^  but  al- 

fo,that  he  was  conioincd  to  him  in  affini- 
tie,becaufe  hee  had  taken  in  marriage  his 
Niece  Marianay  the  daughter  oi Alexan¬ 
der  :  he  thought  on  recurninghimbackc 
againe  ,  promifinghim  mountaines  and 
meruailes,  for  the  goodvvill  of  Herode, 
About  this  time  it  forcuned ,  that  He- 
rodeydz(vcQWsto  beget  vnto  him  the  cou¬ 
rage  of  the  lewes  3  whom  hee  knew  to 
bcarc  great  affedion  to  Hyrcanus :  repea¬ 
led  him  backe  by  Lettets  and  Ambafla- 
dorsjandfoorthwithfent  great  Prefenrs 
to  the  king  of  the  Parthiansy  to  pay  the 
ranfome  forhiscaptiiiity.  VVhercupon, 
thinking  there  would  not  bea¬ 
ny  further  queftion  of  deferring^contrary 
to  the  councell  of al  the  lews  which  were 
in  Babylon  (  who  entreated  him  earneftly 
to  ftay  there,  as  fearing  that  which  follo¬ 
wed  after)  returned  into  ludea. 

Herode  wellcomed  him  very  magnifi- 
..wu.  . w-  ccntly 5  and  (for  fome  time)  vfed  him  ho- 

tcrtahiedby  •  nourably  ;eucn  to  the  appealing ofhis  fa- 
Hcrodc.  ^  often  conferring  with  him  on 

the  very  principall  affaires.  Notwithftan- 
ding,  he  would  not  furrendcr  to  him  the 
principality  of  thchigh-Priefthood ,  for 
the  dcfe6t  ofhis  eares;  but, in  Bead  oiAn- 
tigonm  (flaine  before  )  fubftituted  a  ccr- 
taineman,  named  Ananelm  y  come  from 
Babylony  to  cniov  the  Priefthood.  Soone 
aftcr5he  gaue  manifeft  fignes  ofhis  dead- 

Thc  rud  and  ,  againft  all  the  pofterity  of  the 

bloody  mur-  Affnoneans,{is^\\tn  (by  a  clofc  ambufh) 
dering  of  ihe  Ariftobuli^^y  ncphcw  to  Hjrcanu^Sy 

by  Herode.  iiis  11)011  dcarcly  aftefted  wife  Marta- 


Herode  wor- 
keth  with  the 
KingofPar-^ 
thia,for  the 
return  ofHyr- 
canus  into  lu* 
dca. 


Hyrcanus  ho. 
nourably  en* 


nay  Niece  alfo  to  the  faid  Hyrcanus. 

Finally,  after  the  ouerthrow  of  Marke 
A'Ptony  ofthe  3  chief  rulers, to  whom 
Herode  had  bccnc  companion  ,  and  lent 
him  fuccors  diners  times  in  war ,  as  fome 
fad  thoughts ouertooke  him,  for  fearc  of 
Anguflmy  being  Conqueroiir,  and  of  his 
adiicrfaries  thorow  the  country  ludeay 
but  cfpccially fearing  the  people  (who 
loiied  him  not)fl)ould  mutiny  by  this  oc- 
cafion,  &:  transferre  the  kingdom  of  their 
Anceftors  to  Hyrcanus  (who  only  remai¬ 
ned  ofthe  roiali  family  of ihcAfmoneans) 
began  to  lay  fnares  and  clofe  contriuings 
againft  the  life  of  the  mifcrabic  old  man. 
For,  he  impofed  a  falfe  crime  vpon  him, 
that  hee  would  haucvfurped  the  King- 
dorne ;  and  to  make  it  probable, he  com- 
pofed  counterfeited  Letters^ whereupon 
he  being  condemned  byfentenceof  the 
great  Confiftory,was  executed  jalbeit  he 
vyas  aboLic  80.  ycaresolde  .  All  his  life 
time  was  troublefome  vnto  him, being  a- 
gitated  with  infinic  accidents  of  fortune, 
yet  he(naturally)  afFedingquiernes5and 
a  meane  eftatc .  Only  heerein  reprehen- 
fiblc,thac  he  was  too  facile,in  liftening  to 
fuch  as  proiioked  him  on  to  the  attempt¬ 
ing  offond  nouelties. 

Arijlobulus  the fecond, 

BRothcr  to  the  aboue  named  Hyrcanus 
the  fccond,  and  fonne  of  Alexander  : 
As  young  a  man  as  he  was  5  andofhotc 
and  liuely  fpirit,  yetnotwithftanding,for 
nineyearcsfpacc ,  he  left  to  his  Mother 
the  adminiftration  of  the  Kingdome , 
which  ^/^X4;^^^r(dying)gaue  to  hir^con- 
tenting  himfelfe  with  a  priuate  life .  But 
at  the  length,  bis  mothef- being  detayned 
by  a  long  fickenefle,  and  very  dangerous, 
and  he  (not  a  little  ofFended)chat  all  mat' 
ters  were  guided  according  tothefancie 
of  thePharifes ;  byftealth  made  his  re- 
courfe  into  the  citty ,  and  conferred  with 
the  friends  to  his  deceafTed  father ,  who 
had  the  keeping  of  the  Caftles.  Being  ay- 
ded  by  them  in  boimtifull  mancr ,  he  ga¬ 
thered  an  army;  by  whofe  afliftahee,  hec 
pofTcfTed  himfelfe  of  diners  neighboring 
places  about  lerufalem. 

His  mother  Alexandra  dying,  vpon 
this  his  preparatiue  for  warre  5  Hyrcanus^ 
who  all  the  life  time  of  his  mother  as 
Queene,  had  held  theHigh-prieft-hood: 
_ _  being 


Hyrcanus  on¬ 
ly  lef  t  of  the 
noble  Almo- 
Beans  family. 


Herod  catifed 
Hyicanustb 
be  moft  wrog 
ully  put  tj 
death. 


Ariflobulus 
had  a  gallant, 
youihtull  and 
hotc  dilpofed 
nature. 


His  ftrength- 
ning  himfelfe 
by  his  fathers 
friends. 
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Hyrcanus  is 
oucrcomcby 
Aridobulus 
in  batccll. 


The  hope  o{ 
Hyreanus  lo 
recouer  the 
Kingdomc  a- 
gainc  from 
Ins  brother 
Ariftobulus. 


Scaurusrai- 
feth  the  fiege 
which  was 
laid  colcru* 
faleoi. 


The  coming^ 
of  Pompey  to 
Damas. 


Pompcy,cn- 
tred  into  I  u 
dea  with  his 
Armie. 


jbeingthe  cldcft  fon,  made  Iiimfelfc  Kjng 
by  right  of  inheritance .  And  to  defend 
his  right  by  Arme  s,  hce  went  to  affront 
his  brother  ncare  to  Iericho^^\t\\  an  army 
ordred  in  good  equipage.  But  being  left 
of  his  people ,  who  reiioltcd  to  Arishbtt^ 
lus ,  vndcr  hope  and  perfwafion  of  better 
rccompcnce ;  he  had  no  other  helpCjbut 
to  fliicldhimfclfcin  the  munition  of  the 
Tcmple^whcre  he  was  for  fomc  time  bc- 
ficgcd  by  his  brother ,  and  finally  deliue- 
red,  vpon  condition, that  he  fhould  Icaue 
*thc  Kingdome  and  High-prieflhoodc  to 
his  brother  5  and  Icade  a  priuatclifeby 
himfelfe. 

Some  while  after,  hee  conueyed  him- 
fclfc  coucrtly  into  Arabia^  by  the  perfvva- 
fionof  Anttpatef^  as  hoping  to  regainc 
the  Kingdome  from  his  brother ,  by  the 
meancs  o{V\x\^Aret^,Anjlobtdm  know¬ 
ing  the  comming  of  Arctas ,  Ktng  of  the 
Arabians^  with  Hjrcanm  znA  Antipater ^ 
went  foorth  to  mcetc  them  :  andbeeing 
vanquifhed  in  a  day  of  warre  triall,  hard¬ 
ly  fled  backe  againc  to  Urulalem ,  where 
bee  was  (for  a  time)  befieged  by  the  ene¬ 
mies,  that  clofcly  followed  his  footing, 
vntillfuch  timCjas  bauing  promifed  joo. 
talents  to  Scaurffs,  Lieutenant  to  Vompey^ 
he  preuailcd  thereby  fo  wclhthat  Scaurtes 
fending  in  the  name  of  the  Rewan  people 
to  Aretas,  commanded  him  to  auoyd  out 
of  ludea ,  except  hee  would  be  enemy  to 
the  Romans .  By  this  meancs  the  fiege  was 
raifedj  and  Anfiobnlus^  defirous  to  be  re- 
uenged,  affembled  men, and  made  warre 
vpon  the  Arabes^  of whom  he  flew  fixe 
thoiifand  in  one  fight. 

While  thefe  things  were  thus  in  work¬ 
ing  ,  Pompey  ,  hauing  pacified  the  Eaft 
parts,  came  to  Vawa^s^  where  ArUiobulus 
fcnc  him  a  magnificent  Prefent,  accufing 
his  brother  Byrcanm  very  ftrongly  to  be 
a  perturber  of  the  common  ^z^cc.Pompey 
heereupon  appointed,  that  at  the  Spring 
time,  both  the  brethren  fhould  be  perfo- 
nally  prefent  ,  before  him  at  Damans* 
Where  Pompey  vnderftanding  the  diffe¬ 
rence  betweene  thcm,was  more  inclined 
to  the  cafe  of  Plyrcant^i  as  well  for  the 
cquitie  of  his  caufc  ^  as  for  his  louc  vnto 
Antipater.  Neiicrthclcffcjhe fuffered  A- 
rijlobul^is  to  depart,  vndcr  conditions, 
which  he  cared  not  to  keep ,  but  (by  ma¬ 
chinations)  made  a  mockcric  at  the  mat¬ 
ters  commanded  him;  and  (indeed)  did 


nothing  at  all .  Hecrcat  Pompey  bceing 
highly  offended,  entred  into  Ii^dea^  witn 
the  Army  which  he  had  brought  againft 
iht Arabian* Nabathxans .  And  becaufe 
Arijlobulushzi  againe  mocked  Gabcnim^ 
one  of  the  Lieutenants  to  Pompey ,  not 
furnifhing  him  (according to  promife) 
concerning  the  deliiiering  of  certaine 
fummes  of  money :  Pompey  becing  much 
incenfed  by  the  difioyalty  of  Arijfobulus^ 
broughthis  Army  and  Engins  before  le- 
rufalem^  and  becaufe  the  lews  would  not 
yecld  themfclues,  he  tookc  the  Cittic  by 
force,  ayded  by  the  councell  oiHyrcamts, 
on  the  fafting  day  of  the  third  month  be¬ 
fore  PentecoPfi  and  in  tlie  ycarc  when 
Marcpts  TuUim  Cicero  confounded  the 
Confpiracic  of  Catalinem  Rome. 

In  the  furprizall  of  the  Citcy  two  and 
twenty  chpufand  lewes  were  fiaine  by  the 
Souldicrs,  ^xxdiPompej  (with  his  friends) 
entred  into  the  place  called  SantiumSan- 
Ciorum,zt\d  intruded  to  fee  fuch  things  as 
were  not  lawfull,but  oncly  for  the  Sotic- 
raign  Sacrificer.  And  vnderftanding  that 
there  were  great  fummes  of  Goldc  and 
gold  money  in  the  Trcafiiry ,  and  twclue 
tuns  offilucr  coyne ;  without  taking  anic 
thing,he  departed  thence,and  comman¬ 
ded  the  place  to  be  purified  againc.  Hce 
icdoTcdHyrcant^sto  the  high^priefthood, 
and  caufed  the  authors  of  the  warre  to  be 
beheaded, who  had  bene  motiucs  to  the 
rebellion  of  Ariftobulus .  Afterward,  he 

demolifhed  the  walks  and 

made  all  ludea  tributarie  to  the  Romaine 
people.  Alfb  he  adiudged  to  the  Empire 
oiRome,  the  Cittiesand  Townes  of  the 
Afmoneans,  which  were  take  before  from 
the  Kings  oi Syria :  reftoring  alfo  fuch  to 
hbertie,  as  in  times  paft  had  lined  in  free- 
dome .  By  this  meanes  hee  locked  vp  the 
nation  of  the  lews  within  narrow  limits, 
that  before  had  extended  their  dominion 
very  farre. 

At  his  departure,  hce  left  two  legions 
in  ludea,  vndcr  the  condiidion  of 
rus  ^  Arifiobulus  c2^Xi\jLQ^  withy^. 

Icxander  and  Antigontu  his  two  fonnes  to 
Icadc  them  home  in  triumph  :  but 
4;?^f/*(nauingdccciijed  his  keepers^  cfca 
ped  by  the  way .  Here  was  thcLginning 
ofthc  feruKude  of  the  Icwifh  nation  who 
were  thus  enthralled  to  the  power  ofthc 
Kommes .  Thedifeord  of  two  brethren 
gaue  the  nrft  occafion  of  this  calainitie ; 
_ _  three- 


*  Oplc  of 
Arabia  Felix, 
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Sea« 
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Continuing  the  Afmoneans. 


A  townc  on 
the  edge  of 
Egypt. 

The  death  of 
PoHipey. 


three  fcore  y cares  before  the  natiuitie  of 
I  Chrift ;  fourc  yeares  before  that  Arijlo- 
I  bulus  (bis  Mother  dead ,  and  his  Brother 
’’  Hyrciintts  deieded  from  the  fcatc  Royall) 
had  taken  thcKingdomc  of  !ude<z  •  Saint 
Jerome  \vx\iQth^x\\2ii I AmMihzx  to  the  e- 
ucr-blefTed  Virgin  Marie,  was  borne  the 
fameyeare  that  was  furprized. 

I  thought  it  fit  alio,  to  infert  hccrc  the 
fad  ifliic  and  fiicccfle  of  Pompey^  confide- 
Tlieiuftiugs.  ring,  thatitfeemedtobe  donediuincly, 
i  ftioilid  be  murdcred  face  to  face 

vponPoropey  1  ^he  place  which  bee  had  profaned,  afvvcll 
I  by  effufion  ofblond  ,  as  by  foolifh  auda- 
cionfiicfic .  For, foiirctcene  yeares  after 
the  taking  of/m^/^^w, being  vanqnifhed 
by  CAfar  in  the  battaile  ofPharJalia ,  and 
thinking  to  fans  himfclfe  by  flying  to  the 
Sonne  oiPtolomie  the  Flentflcr,whom  he 
had  recommended  to  the  Roiiiaine  Se¬ 
nate  5  when  he  was  chafed  and  banifiied 
out  ofhis  Kingdomc  ncare  to  *  Pelujium^ 
coming  foorth  of  a  fmall  Baike,  and  aged 
about  three  (core  ycaresj  he  was  flaine  by 
the  command  ofKing  Ptolomy^m  the  pre- 
fence  of  his  wife  Cornelia,  And,  as  it  is 
thought, wTotethefe  verfesonhis 
death;  - 

A  great  T rmck  lying  vpon  the  Sea  fjore^ 
A  bo  die  without  head ;  a  head  lying 
¥  ar  r  e  frojnthejh  odder  s,  •• 

Pelujium  is  diftant  fro  m  lerufalem^  a  li- 
tle  more  then  thirtie  Germaine  miles,  but 
iuft  confronting  it,  according  to  the  caU 
dilation  of  ,  Seauen  yeares  af¬ 

ter  the  furprizing  oiler  ufalem ,  kMJ  iflobu- 
IfiSy  being  efcaped  from  imprifonment  at 
Rome  5  came  into  ludea  with  his  other 
j  The  fort  of  j  s ontxc  Ant i^om^  y  \nhcrtaQ2Lmchc 

;]  newly  ftreng- '  chc  Fort  ot  Alexandrton^  which  Gam- 

tbened.  had  dcflroyed .  Many-Icwes  (affedt* 

ing  noueltics)  ranne  to  himjfo  that  being 
accompanied  with  eight  thoiifand  chofen 
men  3  hee  dared  to,  encounter  with  the 
Romaines ,  which  GabmmXKh^n  Procon* 
full  for  Syria)  conduced,  ‘who,  but  a  lit¬ 
tle  before,  conftrained  Alexander^  the  o- 
ther  fonne  of  Arijl:obulus{t\S\rkmi^  to  pof- 
feflehimfelfc  of  the  kingdome)  to  deliuer 
him  vp  thofc  Fortreffes ,  and  to  crane 
peace.  But  ,  fiiftaining  the 

word:  in  a  fharpe  fight ,  retired  with  two 
,  bands  of  men, into  the  moft  ftrongtowne 
place j  >  fcituatcd  On  thc  Lake  Af- 

5aint  lohnthc  phaltida ,  foiiie  what  a  little  lower  then  the 
Bapnawas  j  whctc  lordaine  entreth  into  it .  In 

put  to  death.  ^ 


which  towne  Saint  lohnBaptifi  ^  beeing  a 
long  while  imprifoned,was  finally  behea¬ 
ded  .  In  tw'o  dayes  thc  Romames  conque¬ 
red  the  townc  perforce,  and  Artflobidm 
taken,  was  led  to  Gabinhts^  wounded  as  he 
was  3  and  fo  thc  (econd  time  fent  bound 
to  Romt^  with  his  two  children. 

Matters  thus  pacified  in  Itidea^  Gahini- 
attended  by  his  Gendarmcry ,  refea- 
ted  Ptolomie  the  Fleiufter  in  his  King- 
dome,  he  being  expulfed  thence  by  them 
oi Alexandrian^  in  which  cxploite  he  was 
alTifted  by  Hyrcanm  the  foueraigne  Sa- 
crificer,  and  Antipater  i\\Q  Idumean .  Ac 
his  rcturne,  he  found  all  in  ludea  and  Sy- 
rr^full  of  troubles  and  tempefts ,  for^- 
lexander againe  througliour /a^- 
dca :  but  GabintHS  ouercame  him  in  a  day 
'bfbattell  (where  he  had  worke  enough  to 
floe)  and  chafed  him  quite  owxo^ ladea^ 
bauing  maffacred  ten  thoufand  lewcs. 

Afterwards  hee  continued  two  yeares 
in  thc  Prouince,  goiieming  ail  matters 
quietly, according  to  the  teftimony  of Io~ 
fephus  ,  And  hauing  repayred  many 
Townes^  which  had  beene  much  fpoylcd 
in  the  precedent  warre3  be  left  the  Army 
in  thc  power  of  Marcus  Crajfus^  a  verie 
greedy  and  coiietous  man,  who  attempt 
ting'warrcagainft  thc  Parthians,  arriued 
there  mSyriaim  theycafc  after  his  fecond 
Confuirhip  3  one  and  fiftie  yeares  before 
thebirih  ofChrift. 

This  man  hauing  intelligence ,  that 
there  was  a  great  mafle  of  money  locked 
yp  in  the  Temple  of  the  lewes  ,  went  to 
lerufalem^  and  vyas  admitted  to  the  mofl 
fccret  place  of  the  Temple5  from  whence 
(contrary  to  his  former  faithful!  promife) 
he  carryed  away  more  then  ten  thoufand 
talents,  that  is  to  fay ,  three  fcore  tunnes 
of  golde  3  befide  a  beame  of  gold,  which 
weighed  three  hundred  Minaes,or  (as  To- 
/ephus  expovitidcih  it)  feuen  hundred  and 
fifty  Romaine  pounds  weight,  amounting 
to  fine  Qnintalles  and  more  then  an  halfe 
of  our  weight.  Eleaw^  Guardian  ofthe 
Temple,  deliuered  that  beame  to  Crajfm 
very  willingly ,  becaufehe  hadpromifed 
andprotefted  byoatfie,  that  hee  would 
not  touch  any  treafiire  of  thc  Temple,  no 
more  then  Pompey  had  done  tenne  yeares 
before.  ^ 

Now,concerning  this  auaritious  Pro- 
confuIl,roone  after,  he  dcarely  payed  for 
his  wilfullpcriuryand'facrilcge5  beeing 

_ mifcrably 
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Continuing  the  Afmoneans.  6,  Booke 


Pitholausa 
lew  raifeth 
tumults  on 
the  bchalfc  of 
Ariftobulus. 


CalHus  takes 
Pitholaus  pri< 
Toner. 


Ariflobuluf 


poyfbned  and 
buried  in  the 
Sepulchre  of 
kings. 


TTic  (editious 
fpiritof  Ari- 
ftobulus. 


The  Sonne 
murdered  by 
his  ownc  Fa¬ 
ther.  to  enicy 
jaiswite. 


mifcrably  flainc  by  the  ParthUns^  with  his 
{o^PuUtus  y  an  excellent  towardly  yong 
man ,  and  wel-neare  thirty  thoufand  Eo- 
mmes^  that  rather  would  bee  flainc,  then 
taken;  CraJJ'n^  was  then  thrccfcorc  ycares 
of  age. 

In  the  meanc  while ,  one  PuhoUus^  a 
very  powcrfull  lew ,  and  friend  to  AriHo- 
hulus  the  caiDtiiie;  after  his  fccond  fur- 
prizall,  beganne  to  raife  tumtiltsin  Ju¬ 
dea  y  and  weakened  the  fide  of  Plyrcanu^ 
and  AntifaterJ^m  after  the  ouerthrow  of 
the  Romaines  by  the  Parthians  when  Caf- 
Queftor  to  CraffuSy  rc-aflembled  the 
reft  of  the  Romaine  Armic ,  who  had  fled 
away^and  brought  them  backc  into  Syria^ 
and  as  he  ranfacked  the  Cities  of  Judea  for 
want  of  mony  :  he  was  perfwaded  by  An- 
tifater  and  Hyreanui  the  High-prieft ,  to 
make  triall  of  his  forces  again  ft  PitholaWy 
whom  he  vanquifhed  in  the  field  of  bat- 
tcll,and  brought  him  captiue  with  the  Ro- 
maine  army  into  Syria^  fo  that  thereon  cn- 
fued  peace  in  ludea  for  fome  time. . 

Fine  ycares  after ,  thewarrewas  kind¬ 
led  betwecnc  Cajar  and  Pomfey  •  and  Ca- 
y^rcommingto  Rome  (forfakenof  Pom¬ 
fey)  tookc  Arijlobulusowtoi^nfon^mA 
fent  him  into  the  Eaft  with  two  Legions, 
to  fubduc  Syria  Sc  ludea.  But  being  poi(b- 
ned  by  the  way ,  by  them  that  tookc  part 
with  Pomfey :  hee  rernayned  long  time  in 
the  He  of  Malta  vnburied  ,  vntill  Marke 
Anthony^  one  of  the  three  Monarchs,fcnt 
his  body  into  ludeay  and  commanded  that 
he  ibouldbc  interred  in  the  Sepulchre  of 
Kings. 

Such  was  the  end  AriBobulmy^hct 
many  mutations  of  fortune,  hauingbeen 
twife  taken  and  fc.nc  to  Rome  y  where  hec 
was  almoft  fourctecnc  yearcs  prifoncr. 
He  was  of  a  fadiousand  feditious  fpirit, 
for, being  moiied  with  ambition,hc  quar¬ 
relled  for  the  kingdome  of  Judea  with  his 
brother vndll  filch  time  as  hec 
caufed  his  death,  and  brought  his  Coun- 
trey  into  miferabie  feruitude,  which  pro- 
Lied  the  ruine  of  all  his  nation. 

He  bad  two  fons ,  and  as  many  daugh¬ 
ters;  JJyrcant/<<tht  fccond  his  firflfbnne, 
foueraigne  Sacrificcr,  who  had  a  daugh¬ 
ter  named  Aley.andra ,  married  to  his  co¬ 
fin  Alexander  :  a  woman  wife ,  but  very 
vehement ,  whom  Herode  afterward  put 
to  death.  Ar'ifiobulus  the  fccond  had  A- 
lexandefy  Anttgonus  the  fccond  ^  Alex- 


andra.  Firft  married  to  Vhilhfftony  fbunc 
to  Ptolomy^  king  of  Chalets  y  which  is  a  Re¬ 
gion  on  the  coaft  of lAbantis.  Afterward, 
Ptolomie  ( inflamed  with  the  lone  of  his 
daughter  ill  lawc)  flew  his  fonne  PbiiJif- 
fion^  and  tooke  her  in  marriage.  And  af¬ 
ter  fuccoured  and  defended  his  brother 
AntigonnSy  againft  Herode  and  the  Ro- 
maines. 

Alexander  thefecond. 

Surprized  with  his  father  Arijiobuhs 
by  Pomfey ;  before  he  arriiied  at  RomCyAc- 
ceiued  his  guardcs ,  and  cfcaped  .  Fine; 
ycares  after,  aflifted  by  an  Armie,  hec  in- 
\x2Acd  JudeOr^  cxpulfed  his  vncklc 
nus  from  Jerufalemy  repayred  the  deftroy- 
cd  munitions,  and  planted  there  a  Garri- 
(bn.  But  GabiniffSy  Proconfiill  of  Syria^ 
being  called  thereto  hy  jjyrcant^s  and  An- 
tifater^  bailing  fought  with  him  in  bat* 
tell;  held  him  a  long  time  befieged  in  the 
Cittyof  Alexandrian )  vntill  fiich  time  as 
he  was  conftrained  to  yecld  himfclfe,  and 
putdownc  the  chiefeft  fortifications.  Be¬ 
ing  pacified  by  the  entreaties  of  ^Mlexan- 
ders  mother  (who  always  condemned  the 
foolifli  enterprifes  of  her  fonne  againft 
the  Romaines)  ftcc  obtayned  pardon  for 
Alexander.  Neucrthelefle  ,G’4/'/w/^fcnt 

him  to  ^^^w^•with  his  father  AnBobuluSy 
and  Antigonus  his  brother  captiues  :  yet 
writing  to  the  Senate,  that  it  might  ftand 
with  their  good  liking,  to  fend  backe  the 
children  oi AriJfobulus  to  their  mother, 
bccaufe  he  had  made  fuch  a  promife  in 
name  ofthc  Senate ;  in  regarde  that  that 
valiant  woman,  had  eucrmorc  take  good 
part  with  the 

The  Senate  was  willing  he'erein  to  gra* 
tific  GabinifiSy  but  Alexander y  being  retur¬ 
ned  into  ludea^  returned  bad  rccompcnce 
to  Gabiniusy  and  the  Senate!,  for  the  great 
grace  which  they  had  granted  him.  For, 
feeing  Gabinius  to  be  hindred  in  Egyf^^  by 
much  trouble  (as  hath  already  beene  faid) 
being  faiiorcd  with  thirty  thoufand  men : 
againc  heftrouetofubiugate  Judea  y  and 
cruelly  murdered  all  the  Romaine  Souldl- 
ers,  that  he  could  findc  in  the  garrilbns  of 
thefurprized  Cities .  For  which  cruelty, 
hec  payed  the  iuft  piiniflimcnt  about  fiuc 
ycares  after. 

being  returned  into  la- 

boured  firft  to  appeafe  thefe  matters  with 
Antifater :  but  no  way  preuayling,  he  vni ' 
ted  the  forces  of  the  Armie^  gi- 
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Continuing  the  Afmoneans. 


Trcacbcric 
and  difloyal- 
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tunity. 
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uing  a  violent  and  dangerous  encounter 
to  Alifxa^der, wherein  ten  thoufand/^)r^»/ 
loft  their  lilies  3  and  the  reft  driuen  all  in 
rouxtmAleXiinder  ftriuing  to  fauc  himfelfcj 
and  feeing  his  attempts  (o  often  times 
fruftratedjandhis  forces  brokenjlay  clofc 
hidden  for  a  while^vntill  he  vnderftoode, 
that  ciiiile  warre  was  kindled  betweene 
Pompey  and  C£ftt ,  and  his  father  AHHo^ 
biilus  (deliuered  out  of  pri{(>ii)  came  thi¬ 
ther  with  two  legions .  Then  he  beftirred 
himfelfeto  Icuy  Souldiers  alfo  j  but  was 
taken  in  S yrU^  euen  vpon  the  very  begin¬ 
ning  ofhis  cnterprife3  and  led  to  Anthchc 
to  Scipio,  Before  him  the  Romanes  accufed 
him  of  cruelty,  which  he  had  vfed  againft 
the  Romaine  Souldiers  in  the  Garrifbns : 
whereuppon ,  by  Commaund  receiiied 
frona  Pompey  ^  heewas  beheaded  before 
S cipio ,  who  then  heldc  Syria ,  fomc  few 
moneths  after  the  death  of  his  father  Ari- 
[lobiths ;  forty  fixe^ yearcs  before  the  Na- 
of  Chriftj  and  the  (elfc  fame  yeare 
as  Pompey  was  flainc  in  Egypt,  '^as  bath  bin 

This  Alexander  had  chefe  children  by 
Alexandra ,  daughter  loPPyrcanHsidn^iz- 
cond:  ‘  . 


the  goiicrnc- 
inentof  Anti- 
patcr. 


t^njlobuliis  the  third,  .  '  i 

And 

Mariana,wh.om  Herod  after  efpoufed 

,But  we  fhall  fpe,ake  hereafter  of  Alex¬ 
anders  chWiren  ^  becaufe  I  am  defirous 
firft  to  relate  fomwhat,  concerning  the  a- 
<9:ions&:  fortuns  ofhis  brother  Antigont^s. 

AmigonitSy  the  laft  fonne  to  Arifiobnhs 
the  2.  was  twice  taken  with  his  fathetjand 
fent  to  Rome:once  by  Pompey,znd  another 
time  by  Gabinius,  But  then(by  the  fauour 
of  the  Senate)  he  was  returned  into  Judea 
with  hisbrother^/<?X4W^’r5&  fpent  fomc 
time  with  his  Mother  in  the  City  of  A/ca- 
Ion .  Then  hee  went  to  Ptolomy^  (Lord  of 
Chalcls)  his  kinfeman,  who  refufed  to  af- 
fift  the  fool-hardy  and  vnhappy  attempts 
ofhis  brother  Alexander  ^  for  fcare  of  the 
Romanes.  But  after  the  death  ofhis  father 
and  brother ,  when  as  Julius  Cafar  had  fi- 
nifhed  the  war  of  Alexandriafic  was  come 
intoSpaine:  he  prefcntcdhimfelfc  before 
him  in  al  humility  jand  made  a  great  com¬ 
plaint, afwcll  of  the  pittifuli  ouerthrow  of 
his  ^^therAri^obulusyZszl^o  of  his  brother 
thcr  Alexander ,  both  being  cruelly  flainc 
by  the  partakers  with 


Thi  aUfcrari* 


,  -sp¬ 
oils  interred 


I 

pater  by  An 
tigonus. 


/ 


He  further  proceeded , and  taxed  Anti- 
pater  with  vniuft  goueruing ,  who  beeing 
but  of  a  meanc  defeenc ,  and  a  rtrangcr : 
had(ncuerthelefle)vfurped  the  kingdomc 
ohheJeives,  and  had  left  nothing  lo  Hyr- 
c  an  US  ^bnt  the  filly  name  of  Soucraigne 
Sacrificer,  doing  all  at  his  ownc  plcafure^ 
to  eftablifli  the  power  of  his  childrciijand 
pretending  totakc  away  the  prinxipalitie 
from  the  lewilli :  the  peopIe(of  the  royall 
family  of  the  y^^/?^^j;?/)thcreby  to  tranf- 
Terre  it  to  his  Sonnes .  He  faid,  that  him- 
feife  was  the  onely  manlcft,  to  whom  the 
lavvfullfucccflion  of  the  kingdome  apper' 
tained^  whb  not  withfianding,  bcingipoi- 
Jed  of  his  heredicarie  dignity,  was  forced 
to  wander  as_a  vagabond,  abanilBcd  man 
andlefctoaU  diftrefte.  -Concluding  final¬ 
ly  with  himibicinCcrceffipns ,  hcc  reque- 
fted  ,  that  the  adminiftration  of  the  Icw- 
.  ilb  principality  might  bc.reftorcd  to 

Antipatcr  dihwx&ed.  *  .  . 

/  W hereunto  Antipater  anfwering,  be- . 

.  gan'^to  accufe  ArisJobulus.^nd  his  fonnes ' 
befor?  ,  bccaufc  (contrary  to  all 
.  right  and  equity)he  had  violently  rent  the  (ons  before 
.  kingdprne-from  Hyrcanm  his  cldeft  bro- 
.tCher and  alwayes  beencdifloyall  and  an  I 
.jt^ern'^tox!neRo7naines\  whcfein,hisfons ‘ 
had  well  followed  his  example,  filling  7/^- 
dea  and  Syria  with  tumults  and  blood  ; 
chat  being  the  maine  rcafon ,  why  Arifio- 
^»towas(c)[png  detained  prifoner,  and 
bad  his  head  fmitten  from  his 
(boulders,  for  the  cruelties  he  vfed  ro  the 
Romaipes.  Afterward, hee  procured  faith- 
full  wicncfres,how  modeftly  he  had  carri- 
edhimfelfc  in  goucrning,and  what  fanors , 
he  had  cuer  extended  to  the  RomaneCti^- j 
taines.  beeing  thereto  mooned  by  I 
thefe  iuft  caufes  ,  licenced  Antigonus.  to  I 
depart,  and  confirmed  the  High-prieft- '  Antigoims ' 
hoode  to •  and  ennobling  flirmiiicd 
pater  with  new  titles  of  Dignity ,  he  con- 
ftituted  him  Tutor  of  all  Judea, 

Antigonus  much  difpleafed  with  this 
refufall, returned  to  his  kinfeman  the  king 
oichalcis ,  where  he  concaynedhimfelfe 
almoft  fourc  ycares  rpacc,vntill  Julius  Ca¬ 
far  was  murdered  by  the  Confpiratours. 

For  then ,  when  all  the  world  was  vp  in 
miitinie ,  and  that  Cafius  ( who  was  for- 
raging  in  ,  impeaching  the  warre  a* 

gainft  Marke  Anthony)  Iiad  retired  the 
Armies  out  of  .S)'m  Antigonsts^ 
aflifted  by  his  kinfman  Ptolomy,  and  other 
_ _ _ Eec _ ^  ncigh- 
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neighbouring  kings ,  lude^  with 

his  Armyagainc-j  where  Herode  (his fa¬ 
ther  Antipater  being  dead)  being  very  po- 
wcrfulland  ftrongjrcpcllcd  and  gaiichim 
(harpe  repulfe,  after  the  fighting  of  a  bac- 
tcll  with  him. 

Some  ycarcs  after,  vvh  cn  Anthorf)  one 
ofthe  three  Monarchs^had  cncreafcd  the 
powerof  haiiin^ordayned  him 

(with  his  brother  Phafelus)  Tetrarches  of 
all  Iftdea :  Antigonns  enraged  with  anger, 
thought  it  not  tollerablc  5  that  the  king- 
dome  of  fhould  bee  deuolued  vnto 
ftrangers  in  this  manner.  VVbercforc,  to 
leuy  a  new  Armic ,  hcc  had  found  out  a 
yong  man  of  a  fiery  temper  jnamed  Ly[a- 
nm ,  his  kinftnan  andhoftc ;  into  whofc 
hand  the  kingdomcofcA^/w  was  fallen, 
by  the  death  of  his  {vihoxPtolomyy  vnro 
whom  (as  hath  afore  becnc  fayd)  Alexan¬ 
dra^  the  Sifter  of  Antigmti^y  wasgiuen 
in  marriage.  As  they  were  working  vpon 
thefeconclnfions,  another  occafion  (ve¬ 
ry  apt  and  opportune)  offered  it  (clfc^be- 
caufe  (as then)  the P4r^te;?/infulcedo-i 
tier  the  Prouince  oi Syria,  vnder  the  con- 
du(ftof  Pacorus  zwdi  Barz^aphernes  ^'Xyfa-^ 
wV^hauing  fent  great  prefents  to  thcm,| 
and  a  thoufand  Taints  promifed  by  An- 
tigonm,  as  alfo  fiuc  hundred  women  ^  ex¬ 
celling  in  nobility  and  beauty ;  they  were 
heereby  incited  ,  to  refeate  Antigonw  in 
poffeflion  of  his  fathers  kingdomc. 

Before  jin  the  life  of  HyrcanHSy\^t\rmt 
exprefted  the  flratagem  of  the  barbarous 
people,  to  furprize  Hyrcanm  and  Phafelus 
(being  Amba{radours)captiucs,and  how 
wickedly  Antigonus  did  cut  offhis  vncklcs 
cares ,  fending  him  alfo  captiuc  into  Par- 
thky  to  the  end  jthathec  might  the  more 
fafely  enioy  the  High-priefthood  and  the 
Kingdome .  But  this  authoritie,  gotten 
by  fuch  wicked  cunning  and  pradifes , 
could  not  keepe  firme ,  or  laft  any  long 
while.  For  foone  after,  going  to 

Rome  y  declared  there  to  Marke  Anthony y 
his  flight  and  calamitic ,  corhplaining  on 
the  outrages  and  difloyaltic  of  Antigomts. 
In  briefc ,  hcc  fped  fo  well  in  his  purpofe, 
th  at  inftead  of  Tetrarch ,  he  was  proclai¬ 
med  King  of  all  ludca ,  by  confetit  oiAu- 
<yu>sluSy  Anthony  and  the  Senate,  and  An- 
%onus  adiudged  enemy  to  the  people  of 

Pl^me.  And  although  (omeP^w4^<?Cap- 

taincs ,  being  (ent  with  Legions  into  Sy- 
rhy  had  charge  to  cxpnlfc  Antigonus ,  and 
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put  Herod'm  poffeflion  of  the  lewilh  king- 
dome  :  yet  notwithftanding,  by  bribes 
and  gifts ,  Antigonus  kept  dicmolF  from 
coming  into 

At  length,  ^;;^^^?;y^vndertakingwarrc  . . . 

againft  the  Parthians,  Sojtus  was  fent  into  j  with  an  armic 
ludea  with  a  potent  Army,  to  replant  He- 
rode  5  wherefore  he  and  Herode,  their  for- 1  judea, 

CCS  being  ioyiicd  together, befieged  fbme 
few  moncths  the  Cittic  oUerufdem.  Fi¬ 
nally,  they  tookc  it  by  force,  the  feuenth 
ycarc  after  the  death  of  Cafar,  or  of  the 
Empire  of  Oedauius  AuguHus  ^  the 
felfe  fame  day  that  Pompey  (feaiicn  ycarcs 
before)  had  taken  it. 

At  that  timc,as  the  Souldicrs  (indiffe¬ 
rently  on  either  fide)  flew  and  murdered 
one  another ,  without  fparing  ey ther  age 
or  fexe:  Antigonus yWOt  able  to  endure  the 
fight  of  filch  a  llaiightcr  among  the  Citti- 
zens,  came  willingly  forth  ofthe  muniti¬ 
ons  of  the  Temple ,  and  fell  before  the 
feetc  of  Sojius  the  Captainc,  cra¬ 

ning  pardon  for  bis  offences, and  defiring 
(aboucallelfe)  thathec  would  remit  the 
common  pcople,who  were  no  warriours, 
and  to  fpare  the  Temple .  But  the  prp  wd 
Conquerour,  making  amockerie  ofthe 
fuppliant  King,  called  him  oftentimes  (in 
dcrifion  )  Antigonus ,  and  after  (ent  him 
capline  into  Syria  to  Anthony ,  who  was 
returned  from  the  warre  ofthe  Parthtms. 

Herode  being  poirelTcd  of  the  whole 
Kingdomc,  was  aduertifed,  ilm  Anthony 
purpofed  to  Icade  Antigonus  with  him  in 
triumph  to  Rome.  And  fearing  withall, 
that  in  due  confideration  of  his  nobilitic, 
orincompaflionofhistnifcric,  Auguftus 
and  the  Senate  would  free  him  fromim- 
prifonmeht ,  and  fend  him  backe  agaync 
into  ludea:^N{l\i  much  ado,  he  obtaind  of 
Anthony,  by  many  rcalbns  allcadged,  and 
great  gifts  beftowed ,  that  Antigonus  was 
flainc. 

The  principal  argument  that  made  An¬ 
thony  ycelde  thereto,  beyond  all  other, 
was,that//#ie^  would  ncucr  be  peaceable, 
fo  long  as  Antigonus  liued.  Confidcring, 
th^t  many were  fo  difpleafedby  be¬ 
ing  fnbieds  to  him^as  it  was  n<jt  poflible, 
by  horrible  and  extreameft  torments ,  to 
force  them  acknowledge  him  the  name 
of  King.  And  therefore  hce  concciued, 
that  there  would  neuer  wane  companions 
in  fcdicions  and  mutinies ,  where  fuch  a 
Commaundcr  as  Antigonus  (hould  bearc 
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rule,’  againft  the  liking  of  the  people. 

And  thus  Antigomif  the  laft  King  of 
the  Afmoneans ,  was  flaine  by  the  KomAins 
in  Antioche ,  after  that  Heroic  had  cxpul- 
fed  him^and  led  away  his  vnckle  Hyrcant^ 
hauing  obtayned  about  fine  ycares  the 
kingdome  of  luJca^  byhclpeofthc?4r- 
thians:  twcluc  ycares  after  the  death  of  his 
father  Ariflobdu^^  and  of  his  brother 
lexander  ;  thirty  fourc  ycares  alfo  before 
the  Natiuitie  of  Icfus  Chrift  our  Sauior. 

Afterward,  the  Principalitic  of  the  le- 
wifh  people ,  taken  from  the  Sacerdotall 
Familic  of  the  Afmoneans ,  and  efpccial- 
ly,  from  the  nation  of  the  lewes :  fell  into 
the  hand  oi Heroic  the  fonne  oiAntifater 
the  Jdnmcan^2i\d  of  his  ronnes,and  Tonnes 
Tonnes.  So  that  from  the  firft  ycare  o(In- 
das  Macchabetrs^  whom  his  Father  Matta- 
thias  (dying)  appoynted  Duke  ofthc  war¬ 
like  troupes,  vntill  this  yeare  that  Heroic 
beganne  to  reigne ,  after  the  taking  in  of 
Icrufalcm,  and  death  oiAntigonnSy  was  an 
hundred  and  thirty  ycares.  Antigonns  left 
not  any  heire  mafle^but  only  one  daugh¬ 
ter,  who  afterward  was  wife  to  Anttfatcr^ 
the  fonne  of  Heroic .  But  his  brother  o/- 
lexanicr^  by  Alexandra ,  the  daughter  to 
Hyrcanm^  had  thefe  children. 
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Vcivi  Arifiobuks  ^  was  but  foure  ycares 
I  oldc,  when  his  father  Alexander  was  be¬ 
headed  at  Antioche  by  the  Romaines .  Af¬ 
terward, coming  to  the  age  of  j 7.  yearcs : 
hec  obtained  at  the  beginning  of  Nerocs 
reigne, the  hie-priefthood  by  this  occafio. 

Heroic  bccing  fully  confirmed  in  the 
kingdome,vvould  not  eftablifh  in  the  hie- 
priefthood,  his  brother  in  law  Hyrcanus^ 
rcuokedfrom his banifliment  in  Babylon: 
as  fearing  to  contrary  the  Lawc  of  God, 
that  denyed  imperfeib  or  difmembered ' 
people ,  to  miniftcr  in  the  holy  Temple, 
and  fucha  one  was  thccare-lefTc/^'rr^- 
ytns  5  but  exalted  to  the  dignitic  of  Souc- 
raigncSacrificcr,  another  lew  of  meanc 
conditionjnamcd  ^^;;fto,who  was  late¬ 
ly  come  from  Babylon.  Alexandra  daugh¬ 
ter  to  Hyycanns^tTlmig  it  to  heart, that  W- 
rode  made  none  account  of  her  father, 
nor  of  her  ftmne  ArifobnUis^  but  had  con¬ 
ferred  the  high-pfiefthood  vpon  a  ftrange 
man  5  laboured  by  letters  and  gifts,  to  in^ 


cxtcCleopatrayh^jkt  by  the  means  of  Marke 
Anthony ,  the  High-priefthood  might  be 
conferred  vpon  her  fonne  Arifiohulus.  . .  - 
Heroic  hauing  intelligence  heercof, 
&recciuing  letters  from  Anthony^  where¬ 
by  he  was  charged  to  fend  him  Arifiobn- 
Ihs-^  fearing  left  (becing  a  wic¬ 

ked  minded  man)  wold  be  inueigled  .with 
the  beautic  of  the  youth ,  and  iudge  him, 
not  oncly  worthy  of  the  Priefthoodc,but 
likcwifc  of fomc  portion  in  the  kingdom; 
made  a  modeft  dcnyall  to  Anthony^  vnder 
colour ,  that  \{Artflobultss  fhould  be  fent 
out  o{ Judea ,  it  would  be  the  occafion  of 
many  mutinies  to  arife  in  the  kingdome, 
as  in  hope  to  cnioy  a  new  King  :  Neuer- 
thcleffc,  to  pacific  Alexandra  and  Maria¬ 
na  ,  who  he  fawc  trauellcd  fo  carncftly  on 
thebchalfeof^^^^?^////^,  and  to  the  end, 
they  fhould  compaftc  no  more  contri- 
uingSjWith  working  new  cafes  to  Anthony 
Cleopatra :  of  his  ownc  goodwill,^  hee 
depofed  Ananelus  from  the  High-prieft¬ 
hood  ,  and  inuefted  therein  Arijlobulus : 
Notwithftanding,  being  highly  offended 
againft  his  mother  Alexandra  ^  for  work- 
ing  fuch  clofe  and  vndcr-hand  pradtifes : 
hegaue  order ,  thaefhee  fhould  be  arre- 
fted,and  more  warily  attended  within  the 
Pallacc,  becaiifc  (hereafter)  flic  fhould 
not  attempt  any  thing  in  the  like  maner. 

Shcebeeinga  Lady  of  great  refolue, 
fcorned  this  fufpition  and  diftruft  in  the 
KingV  holding  icrrtoftdifhbnourable  in 
him ,  to  be  fo  watchfully  kept  and  obfer- 
ued :  by  a  fay  thfull  and  fccrct  Meflengcr, 
fignified  all  her  misfortunes  to  Cleopa- 
tray  who  againc  commaunded ,  that 
Alexandra^  accompanied  with  her  fonne 
Arijlobulus  Should  befent  to  her  in  Egypt. 

To  compaffe  her  intenuhe  more  cun¬ 
ningly ,  Alexandra  had  caufed  two  Cofc 
fins  and  Beercs  to  bee  prepked ,  fuch  as 
the  dead  arc  vfed  to  bee  carried  vppon 
to  buriall :  wherein  fhccand  her  fonne 
fhould  bee  carried  to  the  Sea  fide  ;  and 
thcre'a  Shippe  attended  ready  for  them, 
for  tranfporting  them  thence  to  Cleopatra, 
Alexandra 'mpmed  this  deuice  of  her  j 
ownc  wit,  to  a  cercayne  Courtier,  na¬ 
med  Sabbton ,  whomc  fhcc  knew  to  bee 
farre  out  of  faiiour  with  Heroic :  bccaufe 
hec  floodc  fufpe^OT  as  one  confenting 
to  the  death  of  Antipater ,  father  to  He- 
rode^  who  formerly  had  beenc  poyfoned; 
and  therefore  £hce  made  no  doubt ,  but 
.  Eec  2  Sabbton 
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Sabbion  would  bcc  the  more  furc  and  fc- 
cret,  in  furthering  of  her  clcapc  from 
thence. 

But  hce  confidering ,  that  now  hee 
had  an  aptoccafion  thrufteuenintp  his 
hand,  whereby  to  treade  downo  the  con- 
ceiued  fufpition  of  poyfoning,  and  make 
good  proofeofhis  loyaltic  to  the  King; 
declared  the  whole  intent  and  purpofe 
vnto  him ,  and  how  it  was  to  be  perfour- 
med. 

Efpeciall  Spies  and  Guardcs  were  ap- 
poynted  ^  to  take  knowledge  of  anic  ap¬ 
pearing  accident ,  but  moft  of  all ,  when 
the  CoflSns  and  Beercs,  fhould  be  tranf- 
ported  away  ,  and  in  fiich  artificial!  order 
cucry  thing  was  carried  ;  ^that  Alexandra 
and  her  Sonne  were  bothfurprized,  cuen 
in  the  very  bearing  thence  intheBeercs. 
Sharpe  a^  feuerc  threatnings  were  vtte- 
redby  the  King ,  to  thcnofmall  afflic¬ 
tion  of  Alexandra  and  Ariftobului ,  to  be 
fo  treachcroufly  preuented  in  the  verie 
height  ofall  their  hopes  :  yet  pretending 
pittie  and  commiferation  ^  hee  promifed 
his  free  and  gracious  pardon  for  this  of¬ 
fence  3  prouided ,  that  (afterward)  they 
fhould  not  praftife  any  fuch  attempt  a- 
gaine. 

ThiSvclcmencie  hee  then  vfed,  fearing 
left  if  he  fhould  haue  inflided  any  other 
execution  on  them  :  hee  might  thereby 
runne  into  the  difplcafurc  of  Cleopatra  ^ 
.who  was  confenting  to  the  manner  of 
their  efcape .  And  yet  hce  would  gladly 
haue  punifhed  this  feminine  boldneffcin 
her  3  but  (aboue  all)  faine  he  would  haue 
Arijlobfiluf  difpatched  out  of  the  way :  be- 
caufehec  was  the  High-prieft  3  and  high¬ 
ly  affeded  of  the  people ,  in  regard  of  his 
.Royall  difeentj  and  many  fingulcr  graces 
•in  him. 

In  the  proieding  of  thefc  his  wicked 
dcuices,  it  chaunced  to  bethe  Fcaftof 
Tabernacles.,  when  Ariftobdm ,  beeing 
richly  adorned  in  his  Pricftly  garments, 
performed  the  office  of foucraigne  Sacri- 
ficer  3  with  fuch  extraordinarie  grauitie 
and  decencie  .-that  both  in  refped  of  his 
age  3  ftaturc,  and  bcautic  of  body,  he  ap¬ 
peared  wonderfully  pleafing  in  cucry  eie, 
fo  that  the  people  ftanding  about  him, 
fliowted  out  aloude  ^ith  ioyjapplauding 
euery  gefture,  and  any  thing  that  hee  did 
or  laid,  with  clapping  their  handSjCxprcf- 
fingthc  fauour  and  inclination  of  all  the 


people  to  Artflobultii ,  and  what  defire 
they  had,  to  enioy  a  King  of  their  ownc 
Nation,!!!  regard  that  their  hatred  to  the 
prefent  eftatc  of  the  Kingdomc ,  therein 
plaincly  appeared. 

Her  ode  ill  digefling  this  louc  to  hise- 
nemy, which  he  imagined  would  incrcafe 
daily  more  and  more^began  tofeckc  into 
all  coniriuings, whereby  he  might  (forth:- 
with)  compafic  the  death  of 
And  it  came  to  paflcjthat  the  Feaft  being 
ended,  Alexandra  feafted  him  in  the  citie 
oilerichoy  as  hoping  to  qualifie  all  difplca- 
fiirc  in  the  King.  Herod  there  fhewed  him 
fclfc  fo  chearcfull  and  gracious  to  the  wo- 
menjas  poffibly  might  be,  and  (aboue  all) 
to  the  youthfull  Lordj)  fo  that  the  whole 
day  was  (pent  in  (ports  and  delights  ofdi- 
uers  kindes.  At  cntning^Arifiobulfts  wal¬ 
ked  with  his  company  in  the  Kings  Gar- 
denjWherc  (after  he  had  fomewhat  extra¬ 
ordinarily  heated  himfelfe  with  running 
and  leaping)  the  Guard  of there¬ 
to  appoynted  by  the  King  5  prouoked  A- 
rijiobulus^to  coole  his  Iweating  by  fwim- 
ming  in  a  fifh-pond  neare  adioyning. 

Such  was  his  gentle  Sc  flexible  nature, 
and  no  way  fuipitious  of  anie  intended 
treacherie,ashcc  was  thereto  foonc  per- 
fwaded.  And  as  he  came  fwimming  necre 
to  the  banckes  (idc :  they  threw  water  on 
him  in  icafting  manner,  holding  his  head 
diuers  times  vndcr  water,  vn  till  at  laft  he 
was  quite  ftifled  thereby,  while  Herode 
(walking  by  himfelfe  alone)  feemednot 
tothinkc  on  any  fuch  matter.  But  when 
one  of  the  guard  came, and  informed  him 
thereof  3  and  in  what  maner  it  happened, 
without  any  mallice  intended  towardes 
him:one  while  he  grieued,  another  while 
raged,  threatning  the  guard  with  death, 
for  being  fo  oucr.bold  with  him .  Before 
the  Mother  and  Sifter  of  Arifiobnlpts ,  he 
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at  all  times  to 
be^  truAed  for 
honeft  mea- 
ning, 


. 


Herodescun* 
ning  trechery 
in  procuring 
the  vofufpec* 
ted  death  of 
Ariltobulus, 


/ 


prefented  himfelfe  in  moft  wofull  maner, 
wringing  his  hands,  and  tearing  the  hairc 
from  his  head,  as  if  he  had  truly  mourned 
for  the  Princes  death;  preparing  a  moft 
magnificent  funcrall  for  him, and  whereat 
there  wanted  no  coft  and  pompe.  By  this 
hellifh  fraude  in  Herode ,  was  Ariftobulfos 

the  third  innocently  murdered,  aged  18. 

y  earcs ;  and  after  hce  had  one  yeare  cn- 
ioyed  the  High-priefthood,  which  Herod 
reftored  Ananelns  againc  vnto ,  Hyrean^ 
thefecond,yctliuing,whoremaynedthe 
oncly  made  of  the  Afmonean  race ,  and 


Pompe  and 
coftdojtnaiiy 
times  couer 
monAroustc 
horridea^* 
onst 


?( 


I 


The  laft 

maflechilde 
of  tUc  Afino- 


I  nean  race* 


Chap. 


I 
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rhe  race  of  J^yrcaniis. 


was  not  fit  to  adeninifter  the  PricfthoodCj 
as  hath  alredy  bccne  declared. 
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Mariand, 


The  death  of 
Mariana. 


!• 


f 


1, 


Mariana  wife 
to  King  He- 
rodc}  and  his 
other  wife 
Doris  put  a- 
way. 


Rcaibns  al- 
ledgcd  why 
Mariana  did 

not 

king  Hcrode 
liorhis  mo¬ 
ther  and  hfter 


taking  no  care  to  clearc  hei  felfe ,  relying 
vpon  HeroJes'mtimsitc  louc  vnto  her,  and 
her  owne  innocencic  :  jfhee  was  accufed 
hy  Herode  before  his  friends,  andllaync 
.  by  the  fentence  of  them.  Slice  left  fine 
i>\iit^tot\nsAnpbdu.s,  daugnterto  children  lining ,  which  fhee  had  by/*- 
the  iecortd  ^/e.We;-.thc  youngeft  fonne  :  rode,  three  fonnes ,  and  two  daughters' 
otthefecond  Hyrcanm  j  of  whom  afterward  c3mcthctw'oW/'»- 

Icnt  both  forbeauty  and  chaftity.  Herodel  paes ,  to  whom  the  Royall  powerin  lu- 
efpoufed  her ,  after  he  was  declared  King dh  remayned ,  vndll  the  deftrua'ion  'of 
o'jpsxzRommes ,  a  little  belorc  the  furpri-  'Lrujblem. 

zing  of  lerufalem ,  and  the  death  oiAnti- 1  All  the  other  race  of  Herode ,  which 
gontti  :  hee  hauing  repudiated  his  wife  |  he  had  by  nine  other  wines  ,  and  in  great 
Dortsoi  idumei,  by  whome  hee  had  a  ;i  huraber ,  Taylcd ,  as  fhall  be  declared  in 
lonne  named This  diiK)rce  ;  thei  r  due  places.  i 

was  the  cauie,  chat  Mariam  was  coniinii-  ^ "  Almoft  all  the  whole  family  ohhc  jf 
ally  in  the  difli^e  of  mother  to  the  i  ;wiJ»;/if4^i^,'beeingthLisexpreffcd5  there  re-  Alexandra 
King,  ofhis  filter  ,  and  of  fome  pf  |  maineth  now  for  me ,  that  I  fliould  write  ’ 

ther  women  bef.de .  Heriyfe  alfo  {after-  .|  ofthe  pofteritic  oUmpat^r:  hntAlexm.  I  feALl- 
ward)  encreaied  this  hatred,  bccaiifefhe,  i'  dra  ver  r^rU  .......  |  ans,  andmon 


Hcrodcs  IfTue' 
by  nine  wines 
vcterly  failed.  •* 


ward)  encreaica  this  hatred,  bccaiiienie,  j'  dra  yet  fefteth  ofthe  Ai  'woneans ,  vvlio 
ftandingvpon  tneNobilmeot  her  race,  rwasdauehtcrtothefecoiTd  a.sv) 


ftanding  VDon  theNobilitie  of  her  race, 
being  iffued  and  defeended  from  Kings^i 
dclpifcd  the  Mother  and  Sifter  to  the 
King  ,  they  being  ftrangers,  and  defined 

but  from  meanc  tondidon.  oi  Herode  :  yet  v,oi^ix\\^2ndiiu2,  Ihauci  ' 

It  may  be ,  that  Ihcc  grew  the  lefTe.fa-  Vnoughegood  to  defciplVer  heere  fumnia- 


was  daughter  to  the  fecond  Hyrcant!e,i{iA 
wife  to  the  fecond  Alexander.  And  al¬ 
though  we  hauc  already  fayd  fomewhat 
of  her,  and  are  yet  to  foeake  of  th  e  actions 


vntorcunate. 


■  ' » 


r  r 


.<  ( 


Mariana  mo* 
leftedwith 
many  cora- 
plaincs. 


Mariana  fu- 
fpe^fcd  by 
Herodrjond 
accufedofa. 
dultery. 


J 


miliar  with  the  Sing ,  acquainting  hcr- 
fclfe  but  feldome  in  his  company^  becaufe 
hee  had  taken  the  Kingdofiie  oi  ^ludea 
from  her  father  Alexander  y  and  put  to 
death  her  vnckle  Antigonus ,  and  h ad  alfo 
(  bytreafon)  murthered  her  brother  A- 
riJiobdf^^  the  third  ,  ..a  worthy  innocent 
ypong  Prince  :  Adding  witliall,  that  he 
had  executed  her  grandfather  Byrcanmy 
a  good  olde  man ,  impofing  vppon  him^ 
that  hee  affeded  the  Kingdome  •  It  was 
no  ereat  matter  of  marueir  then ,  if  this 
noble  and  high  (pirited  woman ,  difdai- 
ned  amiable  conUerfation  with  him^  who 
had  giuen  her  fo  many  occafions  of  ex., 
treame  afflid:ion  *  confidering  alfo,  that 
the  cares  of  this  yoong  Lady  were  dai¬ 
ly  peftered,  with  (hamefull  iniiiries  and 
complaints ,  which  her  Mother  Alexan- 
dra,  continnally  made  againft  the  houle  of 
Antipater  r 

Finally,  fhe  grew  to  be  fulpeftedby 
the  King,  for  matter  of  adultery  (  as  I 
ftiallheercafccr  more  at  large  relate  in  the 
life  of  Herod.)  And  Salome  the  Kings  fi- 
ftcr  3  confederated  with  other  Ladies  of 
the  Court  (abounding^  in  hatred  more 
and  more  againft  her)maintayncd  ftrong- 
ly  the  fulp.don;  adding  moreouer,  an  in¬ 
tent  of  impoylbning  him.  'Wherein  flie 


rily,  the  wofdll  mifadtientures  of  this  La- 
die  :  for,amopgft  all  other  raifcrable  wo¬ 
men  that  we  ireadc  of,  fhefeemeth  to  me 
the  moft_vnfbrtunate,as  well  by  accident, 
as  thofdvv  her  owne  defeds .  And  that 
tney  may  be  the  better  ynderftood,!  haue 

in  order  here  inferred  her  parcntac»e. 

Umnes,  ' 

'r\j\.y^ 

Hyrc&nm  2.  AriAobultn. 

r\j\^ 

■Alexandra,  Alexander  2.  Antigonm." 

Ariftobulta  Mariana.  '  ' 

i  * 

jp’Irftof all ,  this  Alexandra\iee\T\^\)\xt^ 
^  young  maid,  faw,  after  the  death  of 
lexandrahet  grandmother  (who  rci^^ned 
but  nine  ycares  after  the  deceafleofher 
husband  )  the  hcreditaric  Kingdome  and 
High-priefthood, taken  perforce  from  her 
father  Hyrc'mtiSy  by  his  brother  Arifiobu- 
l(U ,  who  had  long  time  befieged  him  in 
the  munition  of  the  Temple. 

Afterward,  being  very  young,  (lie  was 
married  to  his  cofxn  Alexander  ' mi  the 
Ciitie  of  lerufalem  beeing  furprizedby 
Vompey :  jflie  faw  the  pitifull  fortune  of  her 
i'athcr,  moft  viihappily  performed,  to  the 

3  great 


■Min:. 


The  kingdom 
and  High* 
priefthood  ta¬ 
ken  from  her 
father. 
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Thcdiucrs 
adiieilities& 
calamiiies 
happening  to 
Alexandra. 


A  fecond  fub 
icdion  of  A- 
icxander  to 
the  flaucrie  of 
the  Rooaaines 


His  cxpulfion 
out  of iudea 
like  a  poors 
exile,  and 
fliamcfull  ex¬ 
ecution. 


Hard  and  wo- 
full  extremi¬ 
ties  for  a  La-, 
dietofuffer 
and  endure. 


Her  imprifon’ 
menc  wicho- 
thcr  Ladies 
in  Indumca, 


great  harmc  of  the  country  and  her  felfcj 
being  accomplifhed  with  horrible  mafla- 
cres,  foule  prophanation  of  the  Temple, 
{laughter  of  infinite  Citizens^befide  rob¬ 
beries  of  their  goods.  Moreouer,  the  de- 
ftru(3ionof  the  Citdc  walks ,  infuppor- 
;able  exaftions ,  with  a  pcrpetuall  yoakc 
of  moft  fciicre  dominion  of  the  Rommes: 
befide  the  captiuity  and  tranfport  of  her 
vncklc  Arishbulm ,  her  husband  Alexan¬ 
der^  and  her  cofin  K^ntigonu^ ,  to  be  led 
villainoiifly  (in  dcrifion)  through  the  Ci- 
tie  oiRome^io  grace  Fom-j/eys  triumph.No 
doubt  but  thefe  mighty  misfortunesjwerc 
caufes  of  no  meane  griefe  to  Alexandra, 

Shce  likewife  beheld  the  cfcape  of  her 
husband  Alexander  by  the  way  jwho  came 
to  make  new  tumults  in  It^dea :  but  being 
ouerthrowne  in  many  encounters,  and 
befide  dcfpoyled  of  all  enabling  forces: 
fhe  fawe  him  againe  fent  captiue  to  Rome 
by  Gahinimy  with  bis  Ariflobultis^ 
and  his  brother  Antigonus, 

Againe,  fhee  fawe  him  fent  vertoludea^ 
where  growing  as  tempcfluous  and  trou- 
blefome  as  before :  he  was  agayne  chafed” 
out  of  the  Countries  limits ,  wandering 
from  thence  as  a  poore  vagabond  and  ba- 
niflied  man.  At  length, fhc  heard  ihat(by 
tlie  commaund  of  Pompey)hz  was  ihamc- 
fully  executed  at  Amioebe^  and  that(biit  a 
lictle  before)  his  father  Arifiobnlue^  after  a 
long  detention  of  his  perfon,  being  (with 
great  difficulty)  dcliuered  from  imprifon- 
ment,  was  poyfoned. 

Next,  fnee  fawthe  Qinitot  lerufalem 
taken  by  the  Partisans  treacheric,  and  her 
father  Hyrcam^  (by  fraude  and  deceite  in 
Ariftobulm)  apprehended,  his  ears  cut  off, 
arid  kd  away  into  the  enemies  land.  She, 
in  this  perillous  furprifall  of  Icrufalem^^oi 
forth  by  night  with  her  Mother,thc  wife, 
the  fificr  of  Her  ode ,  and  many  other  La¬ 
dies,  hauing  her  fon  with  her,  agedado- 
fca  y  cares ,  and  her  daughter  little  more 
then  he :  but  bothexpofed  to  infinite  in- 
iuries,  as  well  of  Souldicrs  violence,  as  of 
great  wrongs  to  their  tender  ycares ,  the 
barbarous  people  fpoyling  and  rauifhing 
all  wherefoeuer  they  came. 

From  thence  fhe  was  fent  (with  the  o- 
thcr  Ladies)  to  a  ftrongfortrcficin  the 
Cicty  oiMaJfada  in  idumea^  in  great  fcarc 
and  danger  of  Antigonns ,  then  reigning  : 
where  flaee  remayned  about  two  y cares, 
vntillfuch  time  z^Herode  (hauing obtai¬ 


ned  the  title  of  King  by  the  Romaines)  re¬ 
turned  into  ludca*^  and  finding  there  his 
powertobeftrongeft,  deliiicrcd  her  and 
the  reft  from  imprifonmerir. 

A  third  time  alfo  (he  faw  the  Citry  of 
lemfalem  takai,ranfacked,  and  filled  with 
rnurders,  by  the  Souldiors  of  Her  ode  and 
Sofifu  :  Antigonus  kd  prifoner 

to  Marke  Anthony ,  and  afterward  put  to 
execution. 

Alexandra  fawe  and  felt  all  thefe  extre¬ 
mities  ,  before  the  Kingdomc  of  Herode 
could  be  confirmed  :  which  beeing  once 
effeded,  fhe  likewife  bcgatinc  to  breathe, 
feeming  fully  acquitted  from  all  calami¬ 
ties.  Nay, which  is  more, fhc  might  haue 
{etkd  hir  eitate  in  the  height  of  happines, 
if  {hec  could  haue  made  v{e  of  Fortunes 
fauours,  as  they  fhowred  themfelucs  in 
plentiful!  manner  vpon  her# 

-  Vox  Herode  being  King,  haddiuorced 
his  firit  wife  Doris^  and  defeated  his  fonne 
Antifater,  from  all  hope  offnccceding  af¬ 
ter  him  5  hauing  married  Mariana ,  the 
daughter  of  Alexandra ,  whom  heeraoft 
fingularly  affededj  as  wcl  for  her  beau  tic, 
as  many  other  graces  of  fpirit  wherewith 
fee  was  plentifully  endowed .  Hereupon 
en(ued,that  her  Mother  Alexandra^  being 
called  to  the  Court ,  was  worthily  refpe- 
ded,  and  had  great  credite  with  the  King 
and  all  other .  Her  Father  Hyreanns  alj(b 
(  already  returned  from  exile  )  was  rcuo- 
ked  home  into  his  countrey :  to  him  He¬ 
rode,  and  the  reft  (by  the  Kings  example) 
ycclded great  honour,  as vnto their  Fa¬ 
ther. 

But  Alexandra  ouerthrew  all  this  hap- 
pincs,by  her  vehement  ambition,  fierce- 
nefle  and  impatience  j  fo  that  (at  length) 
fhc  became  to  be  cniielopcd  with  migh¬ 
ty  calamities ,  and  was  the  caufe  of  her 
owne  death.  For,  taking  in  high  difplca- 
furc ,  that  Ananeltu  was  authorized  with 
the  High-priefthood,  without  any  regard 
of  her  (bnne  KMriJlobulf^,  to  whom  it  ap¬ 
pertained  by  hereditarie  right :  fhc  grew 
to  machinate  many  dangerous  matters 
to  exalt  her  fonne  to  that  dignitic  of  the 

Priefthood,  procuring  (by  the  mcanes  of 
Cleopatra)  tomcenfe  Marie  Anthonies- 
gainft  Herode,  Which  being  difeouered, 

^  fhe  yet  attayned  the  felicitic,  that  her  fbn 
was  made  foucraigne  Sacrificer :  but  her 

felfe  was  not  in  (b  noble  eftate  as  before, 
becaufc  (hce  was  heedcfully  guarded ,  as 


lerufalcm  fur- 
prized  a  third 


time. 


The  gifts  of 
fortune  {hold 
haue  fome  vie 
made  of  them 


The  great  fa¬ 
uours  and  ho¬ 
nour  done to 
Alexandra  in 
the  Court. 


,«ce! 

iifitlit' 


iicni! 

ijllie 


Alexandra  o- 
uenhrew  all 
her  fairc  for¬ 
tunes,  &cau- 
fed  her  owac 
vntiracly 
death. 


Ariflobulus 
aduanced  to 
thehic-prieft- 
hoode* 


one/ 


Chap. 
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The  race  ofHyrcanus. 


I9i 


\  one  dangcroiifly  cnclincd,  and  much  lu- 
[fpeded  by  die  king. 

.  _  I  She,  not  able  to  endure  this  intollcra- 

praftife  of  •  blc  rigor  of  the  King,  being  fhiit  vp  from 
opairV,Ld  ^  I  vfeof  hcrlibcrtic;  pradifed  fecrctly 

t  •  %  I  ^  J  ^  ^  ^  f..  fflV 


Hcrfccrct 


^Ucoucric. 


She  accuied 
Herod  before 
Markc  An¬ 
thonie  for  hir 
Ions  murder. 


She  councel' 
Jed  her  father 
to  flight  from 
Herode. 


Auguflu?  con¬ 
queror  in  the 
day  at  A^ium 


Hyreanus  put 
to  deathjbc- 
jngaged.  8o 
ycarcs. 


to  cfcape  to  Cleopatra^  as  hath  already  bin 
faidj  and  being  taken  with  her  fonnein 
the  very  ad^wel  vnderftood,  that  flie  was 
then  runne  into  the  vnrccouerable  hatred 
oi Herode.  Shortly  after ^  the  extreame 
forrow  (lie  fuffered ,  to  fee  her  fonne  A. 
rijiobulu^  fo  trcachcroufly  murthered, 
mightwellhaueadmonifiiedhcr  :  that  it 
much  better  auayled,  to  conquer  Iniurie 
by  Patience,  then  roughly  to  wraftle  with 
a  Kings  courage  ^  naturally  addided  to 
wickedaeflTc. 

Then  againc,  bringing  Herode  into 
danger,  by  accufing  him  hthit  Anthony^ 
for  the  murdering  of  her  fonne  :  (he  won 
nothing  thereby  3  but  mnehmore  con¬ 
tempt  and  hatred  in  the  King.  Infomuch, 
that  her  daughter  ( otherwife  choicely 
chcrifhed  by  the  King  )  found  his  affedi- 
on  to  wexe  coole ;  but  not  without  canfe 
and  fufpition  ^  in  regarde  of  her  Mothers 
cunning  concriuings .  Adding  withall , 
that  her  father  Hyremus  was  not  fo  infich 
honoured,  neither  refpededby  the  king, 

'  as  he  was  wont  to  be.  Whereby  Alexm- 
‘‘  dr  A  tooke  occafion,  to  incite  her  father  a- 
gainft  Herode^  aduifing him  to  flie  to  Ma- 
King  of  the  ArdbknSy  cuen  then3 
when  (after  the  battaile  of  the 

King  was  in  great  danger ,  Handing  then 
in  no  meane  fearc ,  bccaufe  Augufim\9‘^% 
Gonquerour  .Tor  the  wily  woman  did 
thinke,  that  if  ihe  could  procure  difplea- 
furc  in  A’^gujlus  againft.i/wi^,  foHiis 
incndOni^iQ  Marke  Anthonie the  Scep¬ 
ter  would  be  taken  from  the  Idumean^^nd 
rcHored  to  the  true  heires  of  the  hoiifc  of 
the  Afmoneans. 

This  vnhappy  counccll  being  difeoue- 
rcd,by  the  meancs  of  intercepted  letters* 
was  the  caufe  of  putting  to  death  the 
good  olde  HyrcAnm^  aged  fourc  fcorc 
yeares,  and  bringing  into  the 

very  depth  of  forrowes  .  Ncucrtheleflc, 
her  ftomak  ftroken  with  fo  many  wounds; 
and,  cuen  hardned  (as  it  were)  againftall 
gricuances  whatfoeucr,  was  fcarcely  fen- 
fiblc  of  any  ofthefc  oppreflions;  after  the 
loflTe  of  (b  many  ncarc  kinred,  difpatched 
by  diuers  kindcs  of  ftrange  and  vnworthy 
deaths .  Among  whom,  her  husband  A- 


Alexandra  put 
to  death  in 
diuers  man 
ncis. 


Mariana  moft 
iniurious  a. 
gainft  the 
king  herb  uf. 
band. 


A  woman  oF 
an  vndaunted 
and  vneon- 
quarable  cou¬ 
rage. 


lexAnder  y  and  liis  brother  were  I  Thekinfedon 

beheaded.  Her  vnckle  Ariflobnh^'S ^  who 
was  likcwife  her  father  in  law,  was  poifo- 
ned  ;  her  onely  fonne  Ariflobulns  traycc- 
roufly  drowned,  by  the  procurement  of 
Herode,  Her  father  HyrcAnus{[o  neare  to 
his  grauc)  difpatched  by  an  ignominious 
inflidion. 

Her  onely  daughter  Mariana  remay- 
ned  ,  who  bceing  married  to  the  King, 
might  fomewhat  comfort  her  in  thefe  ex¬ 
tremities.  But  this  violent  woman,  fwd- 
lingin  hatred  againft  the  King ,  declared 
herfelfe  moft  ftrangcly  troublcfome  vnto 
her  husband ,  by  continual!  reproaching 
the  fdameanhouk  ^  and  comp! ayoing  of 
the  Kings  horrible  cruelties  ;  So  that,  af¬ 
ter  fhe  became  to  befiifpedcdofadulte- 
rie^and  a  falfc  crime  impofed  on  her,  that 
fhe  pradifed  to  poifon  her  husband ;  He^ 
rodew^s  chc'cafier  wonneto  her  death, 
albeit  he  loued  her  intirdy ,  and  llie  had 
borne  him  flue  children. 

Now ,  notwithHanding  fo  great  cala- 
mitie,in  the  mifcrablc  &  vnworthie  death 
ofher daughter;  Alexandra cou\d  notyet 
be  conquered,  ney ther  vnderHand,  how 
many’inciimbrances  her  attempts  turned 
by  misfortunes  to  her  and  hers  5  yea,to 
many  other  that  truely  pittied  her  indif. 
cretion .  Nor  could  fhe  be  admbniflicd, 
moderately  to  bearc  precedent  and  pre- 
fent  mifhaps  (  whereof  continually  i"hee 
gaue  the  occafion  )  but  rather  prouoked 
noiiell  cxtrcamitics  3  by  her  impatience 
and  peeuifh  folly  ;  for,  after  the  executi¬ 
on  of^4r/4;;4,  Doris  y  moihe^  10  Antipa-^ 
tery  and  formerly  diuorced ;  fix  yeares  af¬ 
ter  was  recalled  to  the  Court ,  and  her 
wonted  lodging  in  the  Kings  Chamber 
and  it  appeared,  that  her  fonne  Antipat  el 
was  now  become  accepted,  and  entertai¬ 
ned  by  the  King  ,  inhopeoffucceeding 
after  him  ,  and  thefonnes  oi Mariam  ex¬ 
cluded  quite. 

Alexandra  perceiuing ,  that  fhe  onely 
remayned  of  the  Afmonean  royall  family, 
and  that  fhe  was  to  take  care  of  hir  daugh¬ 
ters  children ;  affeded  rather  to  runne  in¬ 
to  extreamity ,  then  after  fuch  frequent 
caufes  of  griefc,  to  line  in  the  defpitc  and 
contempt  of  Doris,  Salome  and  Antipater  ^ 
who  was  to  reigne  after  his  father^  and  to 
fee  the  fame  Antipater ,  borne  oiDoris  the 
idumean,  and  not  noble  (ciicnwhcn  He- 
rodeXxiyeA  biicin  priuate  condition)  to  be 
_ _  preferred 


Herode  recal¬ 
led  home  to 
Court  his  for¬ 
mer  diuorced 
wife  Doris. 


Such  yrkefora 
and  oftenfiue 
%1ks  as  Alex 
andra  was  not 
able  to  indurc 
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She  laboured 
the  kings  gar. 
rifons  to  re- 


preferred  the  fons  Mariam^  who  was  a 

Quccnc  3  and  they  borne  in  the  tinie  of 
Herodcsxc\^n\x\^*  Hereupon,  fhe  began 
to  confidcr  on  fome  apt  opportunitie,  to 
exploit  a  ccrtainc  dcifeigne ,  which  fhec 
imagined  to  be  diuincly  inftruded  to  hir 
foiilc^  in  regard  that  the  King  (being  very 
greatly  perplexed  in  mind^grieued  extra¬ 
ordinarily  for  his  wifes  execution )  was 
ficke^  cuen  to  death,  in  the  citty  oiSamA’‘ 
ria :  which  made  her  ( by  faire  promifes) 
follicite  the  Kings  Garrifons  to  rcuolt 
from  him  5  whereof  there  were  two^one 
in  the  Cittic  3^the  other  in  the  Temple, 
nd  thefe  bccing  reduced  to  partake  with 


uoit  from  him  ^  vvould  be  a- very  eafic  way  for  her 
to  cnioy  the  Kingdome 


Her  endeuors 
for  aduancing 
her  daugh¬ 
ters  children 
to  the  king- 
dome. 


Herodc  veric 
icalous  of  any 
that  slfeftcd 
his  kingdome 


Th’enterprife 
of  Alexandra 
was  dil'clofed 
to  the  King, 
and  (he  put  to 
dcfi’n. 


Alexandra  exhorted  thofe  warrelike 
bands  by  faithful  meflengers(confidering 
the  incertitude  of  the  Kings  life,  or  rather 
the  affurance  of  his  death :)  to  pofleffe 
themfelucs  of  the  Pallace,  before  that  An- 
tipatery  or  any  other  ihould  inuade  the 
kingdome,  and  to  preferue  the  fucceffion 
thereof  3  for  the  fonnes  of  Herodeby  his 
Queene  Manana^  till  they  came  to  lawfull 
age  3  becaufc  they  were  the  Icgittimate 
heircs,  and  the  Kingdome  (by  right)  be¬ 
longed  to  them.  But  the  Souldiors ,  ha- 
uing  duely  confidcred  on  the  matter  a- 
mong  themfelucs :  concluded, not  to  fol¬ 
low  the  pcrillous  and  ill-aduifcd  councell 
of  this  audacious  woman  3  whom  they 
knew  to  be  moft  malicioully  enclinedto 
the  King .  For  (tndeede)  they  greatly  fea¬ 
red  the  Kings  dangerous  nature^moft  co- 
uctous  of  reigning  and  commanding,and 
accuftomed  to  rcuenge  (very  feiierely)  a- 
ny  attempts  ,  in  fuch  ashec  held  the  leaf): 
fufpition  of,  bccing  any  way  affected  to 
the  kingdome  :  as  hewitnefTcd  moftcui- 
dentiy.,mthe  punifliments  inflifted  vpon 
his  pwne  children.  .  '  . 

One  of  the  Souldicrs  thinking,  that  by 
rcuealingthc  aduicc  of  this  woman ,  hce 
fnonld  winne  great  grace  and  fauour  of 
the  King  •*  poalkd  10  Samaria^  and  there 
difclofcd  to  the  fickc  King ,  all  the  machi¬ 
nation  of  his  mother  in  law :  which  grew 
the  more  tedious  to  I^erodCy  in  regardc  of 
very  impatiently  enduring  the  anguifh  of 
his  dii'eafe :  and  therefore  (wholly  oucr- 
come  with  rage  and  choller )  hee  fent  in- 
fliant  commaund  to  lerufaleniy  forthwith 
to  put  his  mother  in  law  Alexandra  to 
death,  as  a  crayterous  confpitator  againft 


his  life;  and  it  was  accordingly  perfour- 
mcd. 

Thus  after  infinite  calamities, 
ended  herdayes  in  thistragicall  ma- 
ner;  for,  being  neucr  contented  with  any 
prefent  fortune  3  flie  daily  begate  noucll 
miferies,  one  ftill  in  the  necke  of  another, 
only  through  diftafting  any  inftant  condi¬ 
tion.  Otberwife,fhe  was  a  woman  graue, 
difereet  and  ingenious ,  but  oucr  violent¬ 
ly  giuen  vp  to  ambition ,  hatred  and  an¬ 
ger  (very  vile  and  bad  counccllcrs)  more 
then  needed.  She  had  out-gone  the  com- 
paffe  of  three  fcore  yeares,  when  fhc  was 
thus  put  to  death  5  and  fo  became  the  fa¬ 
mily  of  the  Afmoneans  quite  extin  (51: :  but 
oncly  what  remained  in  the  heires  oi Ma¬ 
riana  ^  deriued  from  an  idumean  father. 

Let  this  Difeourfe  fuffice,  concerning 
the  noble  houfc  of  the  AfmoneanSy  which 
from  a  fraall  beginning  (in  the  defence  of 
a  raofthoneft  and  goodcaufe)  became 
exalted  to  foueraigne  glory  and  dignity, 
by  their  ownc  indiiftry,  but  (more  cfpeci- 
ally)  the  hclpe  of  heauen.  Aftcrward,ha. 
uing  left  the  principall  caufc ,  they  began 
to  feckc  after  power  and  riches ,  ac¬ 
cording'  to  the  fafbionof  Pagan  Kings, 
j  and  to  ftirre  m  many  vnneceflaric  mat¬ 
ters  ;  partly  trufting  to  their  owne  might, 
and  partly  relying  on  the  alfiftancc  of 
ftrangers.  Whereon  enfued,that,  being 
firft  diftrafted  by  domefticke  difcordcs, 
and  next,  admitting  entrance  to  ftrange 
enemies :  they  beganne  (by  little  and  lit¬ 
tle)  to  diminiflij  and  finally,  to  leaue  the 
whole  poffefiion  of  the  lewijh  kingdome, 
to  the  dominion  of  ftrangers.  Euen  after 
they  had  held  the  principality  of  the  peo¬ 
ple,  from  Indoi  Macchabetts,  vnto  the  be¬ 
ginning  oiHerodes  kingdome, for  an  hun¬ 
dred  and  thirty  'y  earcs ,  and  had  kept  the 
High-priefthoode  an  hundred  and  feuen- 
tccncyearcs. 


The  follies  & 
errours  too 
much  ruling 
in  Alexandra; 
which  fhort- 
ned  her  dues 


CHAP.  XL 


0/ iriefe  entrance  into  tl)€  defeription  of  the 
pofieritie  of  Antipater^  holding  the prin- 
cipalitie  of  ludea^  but  not  the  High-priefl- 
hoode.  ^  ^ 


wee  fhould  come  to  de¬ 
scribe  the  third  Family,  that 
iPcotainedthc  poftcrityof-//;;- 
^tipater the /dupneany  who  (in- 

diftcrent- 
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A  taxation 
laid  vpon  lo- 
liiphusthehi* 
ftoriSj  for  not 
iuflly  nubring 
the  /oucraign 
Sacri£ccrs. 


The  firft  fami¬ 
ly  of  Icfus  the 
fonne  of  lofc- 
dech.and  how 
log  they  held 
the  High- 
priefthood. 
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The  reafonfor 
fuch  a  multi¬ 
tude  of  High- 
prieftj. 


! differently)  held  the  principalitic  of/ffdea, 
but  not  the  foucraigne  Sacrificers  Office 
(for  it  was  not  iavvfull ,  that  fb  facred  a 
charge  fhould  bee  adminiiired  by  ftran- 
gers)  vntill  the  dcftrudlion  of  the  Cittie, 
and  the  Temple  of lerufalem. 

For  the  High-priefthoode  was  in  the 
hands  of  others,  who  indeed  were  lewes  ^ 
but  yet  of  diuers  and  obfciire  Families, 
enftallcd  by  Herode  and  \hs:.Romames^  cy- 
ther  by  faiiour  or  rewards. 

It  is  no  cafie  matter  to  deferibe  their 
fucceflion ,  neither  doc  I  hold  it  any  way 
ncccffary  for  this  difeourfe  :  confidering 
that  afterward, the  foucraigne  Sacrificers 
were  ncucr  potent  or  powxrfull  j  and  be- 
fidc,  the  foucraigne  goucrncmcnt  remai¬ 
ned  in  the  hands  of  Romainc  Captayncs 
and  Princes. 

Jcfjephus  alfo  was  not  very  carcfull,  cu- 
rioufly  to  number  the  foucraigne  Sacrifi¬ 
cers  j  but  rather  fatisfieth  himlclfe ,  with 
declaringjthat  in  the  kingdom  of  Herode^ 
accounting  from  his  rcigne,  vntill  the  de- 
flrii<aion  of  the  le  wifh  nation ;  there  had 
beenc  nine  and  twentic  High-priefts, 
which  fpacc  of  time  continued  litlc  more 
then  an  hundred  yeares.For^from  the  be¬ 
ginning  of  Herodcs  reigne ,  vnto  the  fc- 
cond  ycarc  of  the  Empire  of  V'ejpajian ,  I 
finde  by  computation ,  an  hundred  and 
fixe  ycares. 

'  But  in  the  firft  Familicof/<^,  which 
held  the  High-priefthoodc, after  their  re- 
turnc  from  Babylon ^  vntill  the  ximto^An- 
tiochta  the  Noble  5  there  arc  accounted 
fiftecnc  foucraigne  Sacrificers  oncly,  al¬ 
though  the  time  was  thrice  as  long  as  the 
latter.  Fotjas  we  haue  already  clfcwherc 
related,  that  from  the  firft  yearc  of  Cyrus  ^ 
vntill  that  of  arc  found  three 

hundred  cightic  and  fixe  yearesjor  there¬ 
about  .  The  caufe  of  this  multiplicitic  of 
High-priefts ,  grew  by  fo  often  and  fre¬ 
quent  changes ,  one  ftill  defeating  and  o- 
uerthrowing  another  :  one  while  by  the 
power  of  money,  fauour ,  or  both  5  an¬ 
other  while  by  mighty  and  alfiftancc  of  c- 
ncmics. 


The  third  Family. 


CHAP.  XII. 

Concerning  the  Bojleritkof  Antipater  the  I- 
'  dumean  of  colon ,  transferring  the 
Highpriejlhoode  (  at  their  pleasure  )  to 
'  fir  angers  :  hauing  violently  got  it  from 
the  Afmoneans  ,  and  held  the  principali¬ 
ties  of  the  lewijh people ,  vntill  the  defiru- 
[iionof  lenifaiem ,  •vnder  the  reigne  of 
refiafian.  -  •  .  . 

•r"  I 

j^Dumeals  the  vtmoft  part 
of  the  Land  of  Canaan  ^ 
confining  Egypt  and  Ara¬ 
bia  y  and  'cloiing  vp  the 
coaft  of  ludea  towardcs 
the  South ,  holding  on 
that  part,  which  the  Tribe  oUuda  had  by 
lot  in  their  inheritance .  lii  elder  times,it 
was  inhabited  by  the  poftcritie  of  EfaUy 
(  brother  to  laacoh)  who  was  alfo  named 
Edom ,  that  is  to  fay ,  Red-hay  red.  Of  him 
they  came  to  be  called  idumeans ,  and  ha¬ 
uing  loft  the  true  dodrine ,  and  holy  fer- 
uiccs  commaunded  them  by  God  :  they 
fell  to  the  worrhippingofldollcs ,  with 
their  neighbouring  nations.  * 

King  Dauid  firft  of  all  brought  them  in¬ 
to  fubieiSion ,  and  made  them  tributaric 
to  the  Kings  of luda, 

-  About  an  hundred  and  fiftie  yeares  af¬ 
ter  ,  they  reuoltcd  agaync  vndcr  loram 
King  of  luda,  fonne  to  lehofaphat ,  and  re¬ 
belled  againft  the  lewes,  diuided  into  two 
kingdomes .  And  although  the  fuccced- 
ing  Kings  compelled  them  diuers  times,* 
to  vndcr-gocagainc  their  former  feruili- 
tie :  yet  notwithftanding ,  they  defended 
their  libcrtic  by  armes,  vntill  fuch  time  as 
lud^ms  led  C2^iiue into  Babylon.  And 
then ,  they  tookc  many  Cittiesfrom  the 
lewes  which  afterward  (by  the  Ed  id  of 
King  Darius )  they  were  enforced  to  re- 
ftorc  vnto  them  agayne,  when  they  were 
returned  from  Babylon. 

•  Not  long  after,  John Hyrc anus ,  Ibnne 
to  Simort  the  Ajmonean,  hauing  oucrcome 
them  in  a  very  diffictilcwarre:  conftray- 
nedthem,  tomakeprofeflionofthefame 

dodrinc  and  religion  with  him  ,  caiifing 

them 


5P7 


A  dcfcriptlon 
of  thefeitua- 
(ion  of  Idu. 
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ansdcfccn- 
'  dedof  Elau 
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Dauid  firft 
made  the  Ida- 
means  iribu- 
caric. 


Diuers  rc- 
uoltsand  re¬ 
bellions  oftlic 
Idumeans. 


Tht  Idume. 
ans  vanqui*  j 
ftied  by  iohn  ■ 
Hyreanus.  I 


Antipaters  pofteritie. 
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Aittipatcr  fa¬ 
ther  to  King 
Herode. 


The  ifllie  of 
Amipaccc  the 
father.. 


them  to  vndergoe  Circurncifion  •  Hccrc- 
hcncc  it  enfued ,  that  they  trafficked  the 
more  freely  with  thcA^ir^fj;  fo  that  they 
were  called  to  their  warres^  and  to  the 
Courts  of  the  Icwifh  kings. 

Antipater  came  of  this  Idumcan  nation, 
whofc  fonnejOamed  Herode\\2mn^  after¬ 
ward  obtained  the  lewiih  kingdomc,^nd 
fearing  to  vfc  himfclfc  with  them  as  a 
ftrangcr :  would  be  cftccined  a  lew ,  be- 
caufe  (as  hath  bene  faid)  the  Jdumeans  had 
rcceiucd  Circumcifion  vndcr  7^^;?  Hyru^ 
nm.  Ijjephus  thus  rccordeth  this  family. 

Antfpas  the  Father 

Ccphalion  flainc  Antipater  the  fa-  Cy  pri$  an  Idu 
inwarreby  A-  miliar  of  Hyr-  mean  wo- 

riftobulusz.  canus  Tutour  man.  » 

ofallludca- 


Antlpatcrs 

iifuc. 


Antipater  eo- 
uernour of 
Idumea. 


Thefe  children  came  of  Antipater, 
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Phafclus  Herodc  lofippus  Pheroras  Salome  t 
gouernourKingof  goucinor  Tetrarch.  daughter. 


oflerufa-  ludea. 
lem. 


of  Idumea. 
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The  reafon 
why  AntJpa- 
tcr  laboured 
tokeepehim- 
felfc  in  fauoiir 
wiihHyrcanus 


Antipas  the  Afcalonite ,  father  to  Anti¬ 
pater,  was  appointed  Gouernour  of  his 
Countrey  of  Idumea ,  by  Alexander  Jam- 
nes,  and  befije  afterward  cnioyingitftill 
(fometime)  vndcr  the  Quecne  Alexandra-^ 
he  gathered  great  ftore  of  wealth,  and  ob¬ 
tained  the  principall  authority  in  that  Re¬ 
gion. 

Antipater. 

Succeeded  in  the  goii^rnmcnt  o^Jdn- 
ntea^  after  his  deccaffed  father ,  during 
which  limCjhe  not  only  wonne  the  hearts 
of  his  ownc  nation,augmcnting  and  con¬ 
firming  his  wealth,  by  aliancc  with  neigh¬ 
boring  KingSjand  Cities,  but  alfo  ftrong- 
ly  infiniiatcd  himfelfe  into  good  grace 
with  the  fccond  3  by  many  ac¬ 

ceptable  fcruices.  For  he  being  inftiiiited 
Soucraigne  Sacrificcr  by  his  mother, who 
then  ruled  the  kingdomc .  Antipater  had 
great  hope ,  that  the  fauour  of  Hyreanus 
would  (in  time)  aduaunce  him  to  higher 
degree.  Now, he  peifwaded  himfclfc,that 
the  mother  being  dead,  hec  fhould  come 
to  inioy  the  kingdom  by  hereditary  right. 
Wherefore,  Antipater  was  very  diligent 
towards  him  in  all  kindcsof  courtelies, 
making  no  account  at  all  of  ihcyoongcr 
brother ;  which  made  him  wonderfully 


1 

hated  by  AriHobulm ,  as  it  fell  out  after 
in  open  apparance.  Forjtheir  mother  be¬ 
ing  dead,  Arifohulushzmn^  fought  with 
his  brothcr/^m;?«^  in  a  field  of  battcll, 
&  afterward  held  befieged  in  the  temple  : 
he  was  at  length  contained ,  to  difmifTc 
himfclfcjboth  of  the  kingdome  and  high- 
Priefthood.  And  then  (by  flowe  and  po- 
licike  degrees)  he  depofed  Antipater  from 
the  gouernement  of  Idumea,  for  his  fo 
many  good  (eruiccs  to  Hyreanu^  in  war. 

This  iniurie  more  and  more  enflamed 
the  hatred  of  Antipater  againft  Ariliobu- 
lus ,  and  bccaiifc  hec  could  not  reuenge 
himfelfe  by  power :  hee  incited  the  grea- 
teft  Lords  of  the  Icwcs  againft  King  Ari- 
fiobulii4  by  fccret  accufations.  Aboue  all, 
he  handled  If/rcanm  in  diuers  kindcs(hce 
bceing  of  his  ownc  nature,  modeft  and 
temperate  )  one  while  terrifying  him 
with  ftrangc  feares,  another  while  cbear- 
ing  his  hopes,  with  vndoubted  comming 
to  his  Crownc  againe .  He  told  him  that 
his  brother  AriFtohulus ,  (  a  man  mecrely 
vile  by  complexion)  fought  all  occafions, 
either  by  clofe  contriuings  ,  or  open  vio¬ 
lence  ,  to  preuailc  againft  his  life :  for  his 
more  fecurc  enjoying  of  the  kingdomc, 
whereto  heehadafpired  by  fuch  wicked- 
nefle.  Hee  aiiouched,  tohauccertaync 
knowledge,  of  diuers  enterprifes  in  Ari- 
ftobulm  by  cuident  fignes :  either  becaufe 
they  were  trucly  fo  indeede,  or  for  the 
more  prouoking7/)'rr4;;/^^againft  his  bro¬ 
ther.  Morcouer,  hefbewedthemcanes 

and  wayes ,  whereby  JJyrcanm  might  rc- 
gaync  the  Kingdome  belonging  to  him, 
to  wit,  if  they  both  fled  thence  to  Aretac, 
king  of  Arabiaytxth  whom  he  had  ancient 
amiiic  and  allianc^jand  who  (he  doubted 
nof)would  faiisfie  their  dcfircs. 

Jiyrcanm  was  at  laft  wonne  by  thefe 
(pceches,  being  formerly  wounded  with 
the  wrongs  which  his  brother  had  offred 
him^  fo  that  accompanied  with  Antipater, 
and  fomc  other ,  who  not  a  little  defpifed 
the  dominion  of  AriJiobulus-^  he  fec^tly 
went  to  Aretaa  in  rhe  city  of  Fctra.  There 
humbling  himfelfe  before  the  King  hec 
dcfired  affiftance  of  him  againft  hiswic- 
ked  and  crucll  brother,  who  not  only  had 
depnued  him  of  the  High-priefthoode, 
(contrary |to allnght and equitic)  which 
hec  had  peaceably  enioyed  nine  yearcs  in 
IS  mothers  life  time  5  and  not  onely  allb 
bereft  him  of  the  Hngdonie,which  by  the 
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KingArctas 
inuadcd  lu- 
dca  with  fiftic 
thoufandmcn 


Ariflobulus 
required  fuc- 
cour<^  Scau 
rusagainfi 
(he  Arabes* 


law  ofNations  belonged  to  him^as  being 
the  deleft  fonne ;  but  (befidc)  layed  daily 
trappcsandtraincs  for  his  life.  Wherc-i 
upon  he  promifed,  thatifhcefhoiildbc: 
reftored  to  his  Kingdomc  •  he  would  fur-* 
renderto  him  ten  Citties ,  which  his fa-^ 
thev  Alexander lamnes  had  taken* from  the 
Realmc  oi  Arabia^  and  other  honourable 
rccompcncesbcfide.  1 

1  Aretas^  more  moued  by  the  perftvaft- 
ons  of  Antipater ,  then  all  the  praiersand 
promifes  oiHyrcanuSy  inuaded with 
fiftic  thoufatiS-men .  AriHobulits  cncoun^ 
tring  with  him ,  wasvanquiftied,  chiefly 
by  the  valiancie  of  Antipater :  and  becing 
abandoned  of  hisfouldicrsjthe  moft  part 
yecldcd  thcmfelucs  to  Hyreanus .  AriHo- 
bulns  got  clofely  into  the  Citie,  and  there 
(  with  fomc  of  the  Sacrificers  and  Citti- 
zens)  kept  within  the  fortrefte  of the  tem- 
ple,  being  prouided  of  all  things  ncceffa- 
ricto  endure  befieging.  But  yet  before 
this  extremities  he  had  fent  an  arnbaffage 
(in  great  haftc)  to  Lieutenants  a- 
biding  then  in  Syria  ^  intreating;  fuccaur 
^  of  him  againft  the  Arabes:  promifing  him 
foure  hundred  Talents^  that  iSs  two  huh-, 
dred  and  fortic  thoufandcrownes  of  the 
Sunne.  * 

*  purfuing  Arilfghnlu^  with  his 

Armie ,  entred  into  the  CittiCj  to  lay  his 
fiegc  before  the  Temple;  the  Cittizens 
ycelding  themfclucs  to  Hyreanns,  and  the’ 
Citric  alfo.  But  fomc  lewd  forefeeings 
that  this  debate  bctweenc  the  brethrensa- 
bout  pofTeffion  of  the  kingdomc ,  would 
cauft  the  mine  of  the  whole  country ;  left 
there  their  goods,  and  fleddc  into  Egypt. 
Other  of  the  Cittizens  ioyned  with  the 
Arabes^  befieging  the  munitions  and  pref 
fed  the  inclofcd  Sacrificers  very  narrow¬ 
ly  ;  yea,  much  more  ncarely  then  the  ene¬ 
mies  vfing  deceits  and  fubt ikies  with  their 
crucitic.  For  they  drew  out  of  the  feccct 
Sandiiaric  (where  this ciuilcwarrc was 
moftvnciuilly  maintained)  a  holy  man, 
named  Onias;^\\o  in  an  extreme  drought 
and  dread  of  fterilitiej  made  his  prayers 
jto  God  s  defiring  raine  in  that  nccdefull 
Oniasaholie  ‘  and  Would  haiie  Compelled  himj 
tocurfle  and  damne  the  befieged  to  the 
diuell  s  bccaufe  they  would  not  ycclde 
thcmfelucs .  Buthec  (  on  the  contrary  ) 
made  his  prayers  aloudeto  God,  that  he 
would  ncyihcr  hcare  the  SacrificerSs  or 
Priefts  befieged  againft  the  pco|l( 
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the  people  befieging  againft  the  Priefts,]' 
for  which  caulc  the  lewes  ftoned  him;’ 

And  when  the  fcaft  of  E after  was  come, 
when  there  was  ncedeof  many  beads  for 
Sacrifices;  the  Priefts  rrqii  ired,  th'acfuch 
ftorc  might  be  deliucred  them,  as  was  nc^ 
ccflarily  to  be  vfed  irrfuch  folcmneSa- 
crificcssagreeing  to  paya  choufand  drach- 
mes  for  each  beaft^  that  is  to  fay  s  an  hun¬ 
dred  crowncs  ofthe  Sunne.  But  afterthat 
the  Icwesitad  recciued  fo  great  a  fumme 
from  tbefriefts  ;  they  defeended  from 
the  wallcsjand  would  not  performs  a  iotc  rrews;  wic)‘i  the 
of  that  which  they  had  promifed  s  but 
mocked  the  facrificing  Priefts,  who  were 
ouer  credulous  in  beleeuing  them.' 

But  the  Lord  God  being  offended  with 
this  wickednes,  and  taking  vengcailce  for  'Thciufliceo 
their  foulc  tranfgrcflions;  fenra  ftiarpe 
winde  on  the  Come  then  almoft-ripc, 
which  being  vtterlyfpoyled  ,  thefatnine 
was  fo  great, that  a  bufhell  of wheate  was 
folde  clcuen  times  more  deare ,  then  vfu- 
ally  it  was  wont  to  be ;  to  wit ,  at  cleauen 
drachmaesj  whereas* before  (in  eucric 
yeare)it  was  fold  fora  drachma, and  lefTe. 

The  befieged  beginning  to  feele  the 
want  offoode,  and  that  nothing  hindred 
them  from  yeclding  ,  but  oncly  to  hcare 
ananfwerfrom<S'r4»r//rf  (vnderthe  hope 
whereof ,  Ariftobulp^s  encouraged  the 
Priefts^  to  endure  all  difficulties  of  the 
fiege:)  itforcuned  (very  fiiccefTcfully for 
them)  that  Scaurtu  (enc  Ambaffadours 
to  King  that  he  fhould  withdraw 

his  Army  out  oiludea.  except  hee  meant 
to  prooue  the  difplcafure  of  iht  Rmaine 
people.  Aretas  obeyed  this  com.maund, 
and  fo  much  the  rather,  bccaufe  his  army 
was  in  great  diftrefle  for  foode.  By  which 
mcancs,  (without doing  anything elfc). 

Hyreanns  and  Antipater  returned  backe  to 
with  the  King. 

Soonc  2,{myPompey  Q2im^  omo^Arme^ 
nia  into  Syria^  whereupon.  Antipater  pro¬ 
cured  many  of  the  m'oft  potent  Icwes ,  to 
accufe  Aripbulns  before  him.  Himfelfc 
likcwifcjas  an  Ambafladpr  fenc  from  Ayr- 
canns  ^  went  to  Fompey  ^  and  pleaded  the 
caufc  oiHyrcanns  againft  AAjlobulnfs.mdi 
entred  into  fuch  refpeft  with  Pompeyyhzi 
after  the  (urprizing  of  the  Cittie ,  Hyrca- 
nm  was  reftored  to  the  High-priefthood, 
but  not  to  the  Kingdomc .  And  from 
thence  forward^  Antipater  beganne  to 
grow  great,  gouerning  (‘well nearc)  all 
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fcruicc  to  lu' 


occafions  whatfocucr,  becsnifcU^rc/im^t 
(bciag  loner  of  quietneffe)  left  all  to  his 
irjulei  And  fo  gracious  was  he  with  the 

Captaincs  3  iiv  allfuch  feruicesas 
{)oflibIy  he  could  do  for  them  .*  that  he  in- 
finuaced  farre  into  their  friend Ihip.,  cau- 
fing  daily  to  beftow  magnificct. 

gifesj^nd  himfelfc  rccciucd  all  the  thanks, 
land  profite  for  them.  -  .  .  :  >  ^ 

•  Brft^  he  was  very  diligent  j.tpTurnifh 
Semrm  with  all  kinde  ofmunititoQv  when 
he  wa^  left  in  ludeA  mih  twol^tQhSjand 
madewarre  vpon  xh^  Jrabts.  Next,  be¬ 
ing  font  in.embaffage  by  the  fame  Scaurm 
to  the  king  Arett^i  .'\hec  procured  peace, 
in  regarde  of  his.auncient  amitie  with  the 
Kingl,  and  perfvvadcd*^^^^^^^^  to^btinghis 
Arnw.PUt  ofv^;!^4fo4jafcer  he  bad  rcceiucd 
of  the  King  .three  handred  .Talents ,  as 
miicjTto  fay,  as’anrhundrcd;atiid  fourc- 
fcore  tbofifand  erp^ns  of  the  SUnne.  Af¬ 
terward  she  a{fifl;cd6^i.^/;^i^againftyi/ex-  ‘ 
a>r^der^  fonne  to  Arifl^bulu^,  but  cfpeciaf- 
ly  ia  foereftitutipn  of  King’i?W<?w^  the 
Eleruftqf :  where  he  niade  paffage  for  Ga- ' 
binM  -t  to  goc  itbm  ItideA  by 

idumed::  ■  -*  li'  -u  ...  . ' 

By  the  like  fubtilc  and  cunning  means, 
he  qualified  rich  his  General 

being  remoued  from  tbcPartbm 
w.arrc  5  fearing*  left’ any  thing  fhould  bee 
attempted,  that  might  be  hurtfull  .to  Hyr- 
(from  time  to  time)  was  accu- 
fed  ioJ^c’RomPme  Gaptaincs ,  as  well  by 
the  fohnes  pf  as"by  diuerfe 

powerfoll  lewes,, that;  were  of  the  fame 
fo^ion.  '  - 

.  Butj.for.the^nipre'fiire  cftablifhingof 
his  ppwer  ,:hee  ayded  Itdm  Cdfar  more 
then  ail  ihe  reft  ,-tp  whom  he  performed 


liui  CxUr, 
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faithfull  fcruicc  in  the  Alexmdmn.wmc, 

«  i  /t'lV  ^ 


in  bringing  him  three  thoufand  lewes,  & 
procuring  the  Ayahcs,ldHtneMs,  and  lews 
dwelling  in  £^^w,tohc  his. companions  in 
that  wane.  And  when  Mithridates  of 
fergnmum  (who  went  with  a  great  Armic 
ofGf&A»9nd5/rM  3g3inftc;ej^r^  wasre- 
.  ptilfed  in  Egipt ;  AnttpAter  (Dametn  being 
fubdued)  brought  helpc  to  C£far,3.nd  fa¬ 
tted  him  by  the  way  j  when  he  was  com¬ 
pelled  (in  an  encounter  )  to’giuc  place  to 
the  enemy , his  men  being  toady  prepared 

for  flight.  .  ■'  ■ 

Bor  thefc  deferts  (the 
beingended)  C xjdy  confirmed  the 
High  priefthood  vnto  Hyrcmifs ,  permit¬ 


ting  him  to  buildevp  the  Citcy  walks  a- 
gayne :  Moreouer,  he  appoynted  Antifa- 
ter  to  be  Tiixour  of  all  ludeay^nd  fent  him. 
into  Tftdea ,  honoured  with  the  title  of  a- 
i  RomAtne  BourgcCrc,and  perpctuall  immu- 
niiies'befidc. 

'  Antif<iter  h€\o%  bimfelfe  exalted  to 
fuebdignitie,  deuifed  alfo  how  to  aduice 
his  fonnes.  Whereupon,  Pha/elf^  (bcin^ 
the  cldcft)he  appointed  himtobcgoucr- 
nom  oderttfalem,  and  the  neighbouring 
places  about  it: :  in  regarde  of  the  negli¬ 
gence  and  carelcfncfTc  oiPlyrcAnus\ot\\(:, 
gouernpment.  Next  to  him  was  HerodCy 
andheasyetbutyoong  :  yet  he  gauethe 
charge  of  Galilee  to  him.  Both  of  them  ve¬ 
ry  commcndably  performd.  their  (euerall 
offices,  which  caufed  their  father  to  bee 
much  more  efteemed  generally,  and  wun 
the  fauour  of  many  powerful!  perfons, by 
both  his  ownc,.  and  his  fonnes  liberal itie.; 

Hereupon  it  hapnedy  that fome  lews 
grew  iealous  and  fufpitious  of  Ant^ater^ 
fccinghim  (piirpofly)co  maipcaine  the  re- 
m&viz&  olBjrcamts ,  onely  for  the  ex¬ 
altation  ofhis  ownc  fonnes :  abufing  alfo 
his  riches  andr  tcuenucsj  fo  beftow  great 
fauors  and  gifts^vpon  tbz  Romams,  In  this 
refpe(ft|,  fomcof  thebeftaduifed  lewcs, 
and  ofthc  better  fort, feared  not  to  repre¬ 
hend  Hyrcdnta  publiqucly,for  his  ncglciJ 
and  flouthfulncffe ,  in  referring  the  totall 
-adminiftration  of  all  thftigs,oneIy  to  An- 
jipater  and  his  fonnes,  who  were  fcarcely 
ftarted  out  ofchildhood.  Hauing  already 
gathered  fuch  heaps  of  wealth  and  cheui- 
.  fahcc,  onely  .to  curry  fauour  with  the  Ro- 
.maines  y  that  they  were  become  dreadful! 
to  the  whole  nation.  They  bad  him  to  be 
-well  aduifed ,  whereto  tended  this  power 
in  ihe/<^#^zw^4^/,fhewing  him  wiihall,thac 
he  dealt  vniuftly  and  indifcreetly ,  hauing 
fo  many  Icwes ,  excelling  in  valour  and 
expertneffe  of  armes ;  to  reiedt  them  from 
managing  publike  affaires ,  repofing  l^is 
whole  truftin  the  defence  of  a  ftrangcr, 
,  who  intended  no  profit  to  the  lewifh  na¬ 
tion, but  only  how  to  leaue  thekingdomc 
of  Indea  to  his  owne  fonnes. 

Now,  albeit  thefc  (peeches  did  a  little 
mouc  Hyreantts ,  himfclfc  alfo  fearing  the 
power  o{ Antipater  :yzt  notwithftanding, 
he  could  not  forget,  what  benefits  he  had 
rcceiucd  by  him,  and  what  loyalty  he  had 
declared  towards  him ,  hauing  alwayes 
kcptl^Ti  in  extreame  dangers.  Bcfide,he 
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feared  Ariftobulus^  andhisfonneSjagainft 
whom  he  thought  he  flood  in  need  of  a 
powcrtull  dcfendetjwhich  made  him  an- 
(were^  that  he  could  not  difmiflc 
ter  from  gouerning  the  gcnerall  affaires, 
in  regard  he  had  recciued  his  authoritic 
from  the  Romames ;  who  he  might  by  no 
meancs  offend ,  without  both  hazarding 
himlelfe,  and  the  whole  Country  to  vna- 
uoidable  dangers. 

When  the  accufersof  AntipAtery^^x.* 
ceiued,  they  could  workc  nothing  on  the 
flow  and  neglcd  nature  eXHyrcanus^\!c\tf 
began  to  cofider  on  fome  fubtile  means, 
whereby  they  might  put  Antipater  to 
death  .  And  one  of  them  being  named 
Malichus^  excelling  all  the  reft  in  wealth,’ 
wifcdome,and  corage,  loughthowto  in¬ 
trap  Antipater ^  by  fecret  plots  and  ambu- 
ftics  prepared.  But  getting  in¬ 

telligence  thereofjvvithdrcw  himfelfe  be¬ 
yond  lordanCy  where  heleuied  an  Army, 
by  aide  from  King  Areta^  his  deare  frend, 
with  full  deliberation  to  reuenge  this  in- 
iury.  Neuertheleffe,  he  was  appeafed  by 
HyreanuSy  becaufe  Malichus  purged  him- 
felfc  by  oath,  that  he  neuer  intended  any. 
trcafbnagainfthim.  t 

This  hapned  immediatly  after  that  the 
Confpirators  had  dzync  fuli us  C afar  in 
the  Senate  houfc,  when  Ca^ius  (Author 
and  chiefc  in  the  coniuration)  was  come 
into  Syria  ,  and  from  thence  into : 
where  hcvillainoufly  ranfacked  theCit- 
ties  and  Townes^oucly  to  get  money,  fo 
that  he  folcj  the  Magiftratesof  fomc  pla¬ 
ces,  with  their  whole  families,  and  pilla¬ 
ged  fourc  great  cittics  in  ludea^  felling  all 
the  Citizens  for  (lanes:  becaufe  they  had 
made  refurall,to  giuefuchalargefummc 
as  this  infatiablcbeaft  demanded .  Ashe 
asked  of  the  lews  feuen  hundred  talents, 
(which  fiimme  amounted  to  foure  tunnes 
of  gold  of  our  coyne ,  and  twenty  thou- 
fand  Crownes  of  the  Sunne :)  Antipater 
gaue  charge  to  Ictiy  this  money ,  partly  of 
his  Sons ,  and  partly  ofthe  moft  power- 
full  lewe's'^  fo  that  the  whole  fumme  being 
fiiddenly  payd  in :  Antipaters  fonnes  were 
the  better  welcomed  among  the  Romans. 
And  fo  farre  it  proceeded,  that  Cafius(Q* 
uen  then)  made  promife  ofthe  kingdom 
Judea  to  Herodeyn)\Qi  ouer  6^  aboue  the 
fumme  whereto  the  taxation  mounted, 
carrycdftoreofgoldto  ihecampein  Sy¬ 
ria)  when  he  had  ended  the  war^ainft 


Marke  Anthony  and  OUamus.  But  for  the 
prefent  he  commanded  the  Prouince  q 
Syria  to  H erode ^  and  the  Army  by  Sea. 

Malichits  well  obleruing,  that  the  po¬ 
wer  oi  Antipater  io  mightily  encreafing, 
was  not(by  any  patient  meancs)  to  be  in- 
dured;  pra(ffifed  &dealt  with  the  Fafter 
or  Cup-bearer  to  Hyreanus  the  High- 
prieft ,  by  great  gifts  and  fummes  of  mo- 
ny ;  fo  that  one  night,  as  Antipatcr  was  at 
Supper  with  Uynanm,  the  Tafter  poyfo- 
ned  him  5  albeit  thefayd  Tafter  had  twife 
bin  deliucred  from  death  by  Antipater ^  & 
held  his  life  of  him  .  Thus  was  Antipater 
murdred,  in  the  yere  following  the  death 

he  being  (vndoubtcdly)  a 
man  very  excellent,  wife,  and  prouident. 
Some  imagined  ,  that  Hyreamu  was  not 
ignorant  ofthe  deed  doing,  or  (at  leaft) 
it  was  not  doonc  in  any  def[:)ight  of  him ; 
M^ou^Antipater  by  the  means  of  Pom- 
pey  ,  gothimreftoredtothe  Soueraigne 
Priefthood,  and  afterward  (for  the  fpacc 
of  22.  yearcs)  alwayes  kept  and  defended 
him  againft  the  violence  ofhis  enemies. 

;  Perhapsone  way  he  had  offended  Hyr- 
CAnus,that(to  fatisfic  the  couetous  delires 
of  Ca/ius,  and  to  foreftall  penlls  incident 
to  himfelfe)  he  was  fbmewhat  ouer-rude 
in  vrging-  money  from  him ,  he  being  an 
old  man,fparingby  naturc^and  the  more 
gripplc  in  holding,  in  regarde  ofhis  age. 
For  which  fault,  Hyrcanm  declared  no 
great  diftafte  in  the  murdering  of  his  Bc- 
nefa(5i:or.  Becaufe  many  times  it  comes 
to  pafTe,  that  fome  men^hauing  recciued 
good  benefites  for  a  large  length  of  time, 
and  yet  growitig(at  length)  to  bcdifplca- 
fed ;  they  forger  all  good  deferuings  paft, 
and  refting  notfo  contented, proceed  to 
diners  dangerous  praiftifes  againft  tliem. 
Offuch  ingrateful  vc^t\\^PhilipMelanSion^ 
my  worthy  mafter,  &  good  father, wrote 

certaineVerfestothiseffeft;  ' 


Antipater  be¬ 
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Some  reafons 
wherby  Hyr- 
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ter. 


5ome  men  there  are, if  thou  tranfport  their  Rates 
W  ith  pompe  to  Rome,  and  plant’d  them  in  the  gate  i; 
Such  fauour  they  require  not  vfith  due  grace, 

But  (like  ingratefull  wretches)  all  deface. 

Not  long  after,  Hy nanus  dearly 

for  this  his  foolifh  ingratitude ,  becaufe 
(theycare  following)  Anttgonu^  compaf- 
fed  the  meanes  to  bring  the  Parthians  in¬ 
to  Judea  j  when  Hyreanus  being  taken ,  & 
led  into  a  ftfangeland  by  the  enemy:wcll 
foiind(but  ouer-Iate)what  defence  he  had 
loft  by  the  death  of  Antipater  ^  and  then  in 
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vaine  lamented  his  owne  folly,  in  liftning 
to  Mdichus.mA  other  5<?«r<f-/^’/^x,againft 
fo  dearc  a  friend  as  Antipater  had  alwayes 
bin  to  him. 


CHAP.  XIII. 
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and  Pofteritie  of  Antipater ,  for 
the  better  clearing  offome  objeure 
doubts  in  diuers  Authors^and 
fdtisfi6^ion  of 
the  Redder t 


Of the  SoHnetofhxiXA^ittt. 
Phdfelus^t  cldeft. 


The  worth! c 
performance 
of  Phafclus 
in  his  charge. 


Ec  being  conftituted  by  his 
Father,  to  be  Goiicrnor  of 
terufaleTn^  and  the  round 
neighbouring  places,  to  aC 

_ _ _  fift  HyrcAni*s{QixAtSc^^tii 

very  vnapt  for  adminiftration  )  in  regard 
of  his  age ;  difeharged  his  Comroiuion 


moft  commcndably  for  fixe  yeares  (pace, 
during  the  life  time  of  his  father .  He  be¬ 
ing  dead,  hecappeafed  (byhisvertuc)a 
great  trouble  arifing  in in  re^ 
gard  that  a  ccrtaync  man, named  Fcelis^ 
driuen  by  Cafius  into  lerufalem  with  Sol- 
diours,  being  corrupted  with  mony  from 
diuerfe  Icwes-^y  laboured  to  ouerthrow  it. 
But  this  was  (vanquilhed  by  Phafe^ 

lus,  and  for  a  while  kept  in  prifonjbutaf- 
icfward  releafed  vpon  ccrtaync  conditi¬ 
ons. 

Next,  it  was  no  little  ioy  to  him,!©  (ee 
Malfchus  (the  murderer  of  his  hihtx  Ait- 
tipater )  punifhed  for  his  wickedneffe : 
who  labouring  to  inuadc  the  Principali¬ 
ty  of  ludea ,  was  flayne  by  the  Souldiours 
of Cafius ,  and  by  the  induftrious  meancs 
of  Her  ode. 

Cafmhting  cox\(\vitxAyMarke  Antho¬ 
ny  came  into  Syria,  and  made  Phafelus  6^ 
.  Herode  Tctrarches  of  Judea  :  notwith- 
(landing  all  the  criminall  accufations,  al- 
leadged  by  the  lewes  againft  them .  But 
phafelus  enioyed  not  that  dignity  any 
long  while  5  for  the  ycare  following  the 
death  of  his  father ,  the  Citty  becing  fur- 
prifed  by  the  Parthians  and  Antigonus:hz 
was(by  fubtilty)  taken  with  Hyrcanus,znA 
flew  himfelfc  remayning  prifoncr  ,  as  I 
'  haue  already  related  in  the  life  of  the  fe* 
QOXiAHy  reams. 


Fcelix  labou 
red  to  con* 
foufid  Icrufa- 
Icm. 


1 


The  death  of| 
fedicious  Ma* 
lichus. 


Phafelus  and 
Herod  made! 
Teiratchs  of| 
ludea  b/ 
Macke  An. 
cKony.. 


phafelus  left  a  fonne 
named 


Herode  Kxxi%. 


Mariana^z 

Afmonean. 


phafelus,  to  whom  Salome,  daughter  to  Herode  and  Mariana  was  married, 
by  whom  he  had  thefc  children. 


Antipaterioivihoxn  Herode ^nd Alex^  AlexandrayVaox-  afterward 
we  readc  nothing.  both  dying  riedtoa/«pof  marryed  to  king 

young  children.  Cyprus  y  bccing  Agryppa. 

barren. 


Jofippus  the  third  Sonne  of  Antipater. 


Herode  commeth  next  after  Phafelus 
refped  of  hisage.  But  I  holde  it  more 
conuenient  to  fpcak  firft  of  his  brethren, 
whofe  adions  were  of  Icffe  fame  and  c- 
fteeme. 

Jofippus  {c2\\cd\)^^omtGifippus)  the 
third  fonne  of  was  appoynted 

Gouernour  of Idumea  by  bis  father,  who 


I 


had  obtained  the  Principalitie  of  ludea. 

After  his  fathers  death ,  he  valiantly  de¬ 
fended  the  family  and  affaires  of  his  bro¬ 
ther  they  being  driuen  into  exile 

by  Amigonm  and  the  Parthians  :  with¬ 
drawing  them  into  the  City  of  Majfada, 
againft  the  fayd  King  Antig<>nus,en(lutin^  «u*a^ail 
thcria  very  difficult  fiege ,  vntill  that  his '  tofri»n<l«. 
.  brother! 


lofippus  de¬ 
fended  his 


.mUn 


I  Chap.  15. 

I  _ _ _ 


lofippus  tak^ 
&  beheaded 
through  his 
owne  wilful 
negligence. 


Fherpras 
bought  his 
brothers  head 
cf  Antigoous. 


brother  Hirode  (being  returned  out  of/- 
tAlte)  deliuered  him  and  them ,  and  was 
afterward  proclay  med  King  by  Ocinuius 
■Atigulimy  and  by  A^arke 

W  ithin  a  while  after ,  when  his  bro¬ 
ther  UcTodc  went  to  Aiarke  Ayithony^  who 
befieged  the  Citty  oiS<xmofau^  ncarc  vn. 
to  Eufhrates'^ihz  charge  of  the  Army  was 
giuen  to  him*  But  going  iilconfideratcly 
forraging  for  Come,  with  fixe  filly  bands 
ofSouldiers;  he  was  taken  in  the  Straits 
of  the  mountaincsnearcto/^r/V/?i^,  and 
there  flain  with  all  his  men  by  AntigontfSy 
about  foure  y  eares  after  the  death  of  his 
father*  i 

His  head  being  fmitten  off,  was  carri¬ 
ed  vp  and  downe  in  a  mockery,  and  final¬ 
ly  bought  oi Antigont^^s  ^  by  his  brother 
Pheroras^  for  fifty  Talents,  that  is,  30000 
Crownesofthc  Sunne.  Hchadafonne 
named  Jojippui  alfb ,  to  whom  his  vnckle 
Wrode  gaue  in  marriage,  Olimpia^  the  Si¬ 
fter  oiArchelati^ ,  of  whom  he  begat  Ma- 
riarJA^  afterwards  marryed  to  Her fideih^ 
leffc,  King  oi  chalets. 


Ancipaters  Pofteritie. 


6oi^ 


^^^^^An^rode ^  Roxana  and  Salome^  en¬ 
dowing  each  with  fiue  and  twcntic  thou- 
fand  Crownes  of  the  Sunne.  Hec  b.ad  a 
daughter  alfo  ,  marryed  m  the/bnneof 
A  uipater ,  yongeft  fonne  of  King  Her  ode. 

Salome,  daughter  of  Antipater,  Siller 
to  Her  ode  King  of ludea. 


Antipater  ' ' 

.  -  *■  I. '.i<\ r  .  >.  v'i  :  . 

> 

lofippus  Pre-  Herode  King  Mmhaca  a 
fident  of  /-  oi  ludea^  Sam&ritane 
duma.  liiswifc., 

loftppus,  his  wife  Olympia. 

Of  them  was  home  Mariam,  wife  to 
Herode y  fon  to  AriHobultts,  King  of  Chal¬ 


ets. 


.  i-: 


Pherofis  if- 
liAcdhjs  bro* 
thcrin  warre 
lagainftAnti- 
gonus. 


He  fought  ibc 
<leaih  of  his 
brother  he- 
rode. 


w 


Pherora^s,  the  yongeft  fonne  to  vMnti- 
pater,  when  his  brother  lojippus  was  flainj 
being  as  yet  but.young ,  he  continued  a- 
lone ,  yet  ayded  his  brother  vali¬ 

antly,  managing  dangerous  warres  (on 
his  behalfe)  againft  Antigomis,  At  the 
requeft oi Herode y  AuguHusCafarxmAe 
him  Tctrarche,  and  vfed  him  very  hono¬ 
rably;  yet  returning  but  bad  rccompencc 
therefore  to  his  brother.  For, hauing  pro¬ 
cured  him  5  to  put  his  wife  Mariana  to 
death,  and  bis  two  fonnes  Alexander  and 
Arislobulus :  he  at  the  length  compafted 
with  Antipater,  to  compafte  the  death  of 
his  brother  alfo.  Bui  being  preiicntcd  by 
fiidden  death  ,  heeefcaped  punifhment. 
He  dyed  fome  few  yearcs  before  his  bro¬ 
ther  Herod^znd  left  two  fonnes, to  whom 
Auguflus  marryed  two  daughters  of  dc- 

% 

■ - — - % - 


TMherfirft  marriage,  fhee  was  giuen  to 
one  named  lojippus ,  who  being  confti- 
liited  guardian  of  Mariana  yw\k  to  Her'od-^ 

was  flainc  by  the  Kings  commaund  ,  bc- 

caufe  bec  would  nocrcueale  fome  mat¬ 
ters  of  fecrccie  *  Afterward  flic  was  mar¬ 
ried  to  CoFlabarus,  Gotxcmox  of  Idumea, 
from  whom  flic  fcperated  her  felfe  by  di- 
uorcc,  contrary  to  the  Lawc  of 
which  permiited  Husbands  to  leaue  their 
Wiues  for  fome  caufe  ofimportance^but 
not  Wiucsto  Icaiic  their  Husbands,  Ne- 
uerthclcflc,  S alotne^  vfed  this  licence,  con¬ 
fiding  in  the  power  of  her  brother  ;  and 
afterward  was  the  caufe,  that  the  fayd  o: 
ftabarus  dyed  miferably .  Finally,  in  dc- 
fpight  of  her  felfe- will,  made  her 

, marry  one  o^/ex<^i’.*although  flie  was  al- 
nioft  madde  in  lonc  with  a  potent 
named  Syleus,^m  veter  enemy  to  Herode, 
and  one  that  would  not  be  circumcifed. 

IT  was  a  meere  Fury  in  the 
Court  oflier  brother ,  and  a  flaming  fire¬ 
brand  ofdomeftickedifeordes,  whereon 
many  murders  enfued  •  For,bcing  w*hol- 
ly  ouercomc  with  hatred  againft  Mariana 
the  Afmonean  (who  defpifed  her,  becaufc 
flic  was  not  nobly  borne) flic  ceafted  not 
to  enflamc  the  fpiccnc  of  her  brother; 
contriuing  falfe  crimes  of  adultery  and 
poyfoning  againft  her,  vntillH^'ri7^^'had 
put  his  dearely  affeded  wife  to  death. 
Which  being  done  ,  zni  Salome  kmxxQ 

fomcrcucngc  tobcinfiiaedonher  :  b^ 

ganne  to  prouoke  the  father  againft  ^  - 
iexander  and  ArtHobulus ,  the  fonne  of 
Mariana ,  feruing  her  turne  heercin  with 
Antipater, the  fonne  of  Herodcy  who  flood 
in  feare,  that  chefe  two  yong  men  fliould 
be  aduauced  and  pteierted  before  him  to 
thckingdomc. 

Shcpreiiaylcd  fb  well  by  her  cunning 
plots  and  praftifes^  that  they  both  ftand- 
ing  acciifcd,  for  afFc(Sling  the  Kingdomc, 
and  preparing  ofpoyfons,thcy  were  con¬ 
demned;  and,notwichftanding  all  their 
excellent  partes  and  perfcftions ,  they 

Pff  2  .were' 


Herfirahuf- 
banc!  flainc 
by  Herodes 
commaund. 


Salortie  fepe- 
raced  hirfeJfe 
from  her  huf, 
band. 


Salome  jhwaf 
ted  in  her 
third  mariage 


Salome  a  fire 
brand  of  con- 
fufionin  ihe 
Court  of  king 
Herode  her 
broclier. 


Alexander  at 
Ariflobuius 
both  cxecu. 

ccd. 


Antipaters  pofteritie. 


6.  Booke 


Antipater  diC 
graced  by  her 
mcanesjsnd  i 
brought  to 
his  dc  ath 


were  fttanglcd  by  their  fathers  com- 
maund. 

Morcouer  3  by  her  fecret  and  fubtile 
reports  3  (lie  wrung  Antipater  into  his  fa¬ 
thers. ill  opinion  and  difgrace  ,  although 
heehadbeene  her  companion  in  all  her 
wickedneffe  5  plotting  and  preparing  all 
the  treafons  againft  his  father^whereof  he 
had  falfly  acciifed  his  mod  innocent  bre- 
threoj  the  fonnes  of  Mariana^  vntill  him- 
.  felfe  was  caught  in  the  fame  fnare  5  and 
|(by  his  fathers,  commaund)  difpatched  ^ 
'  alfo.  . 

Shee  3  the  minifler  of  fomany  mon- 

«*  \  •  1.  f 


The  bountic 

ofHerode  to 

hisfifter  at 

hi$ide%th. 

< 

'lu  iy  ^  ' 


which  amounts  to  fifty  thouland  crowns 
oftheSunne. 

Moreouer,  (he  being  familiar  (by  Let 
ters)  withZ./^^/Awifcto  AuguBm  (whom 
continually  callcih  lulia)  the  faid 
AuguFfus  gaue  her  the  Gaftle  royall  in 
the  Cittyof  And  fhereceiued 

annually  out  of  thefore-named  Cittiesj 
three  (core  T alcnts  3  which-  arife  tothir- 
tie  fixe  thoufand  crownes  of  the  Sunne*, 
Hailing  lined  tweluc  ycares  aftcr.the 
death  of  her  brother  U^rods  \  fhcc  dyed  a 
yeare  before  the  departure  Qi'AuguHtts 
out  of  this  life3and  left  (by  her  tcftaimiit) 


The  royall 
caftle  of  Af- 
calon  giuen 
CO  Salome. 


5hee  3  the miniiter or  lO'niany  mon-  uutui.iuiauiv.3<»ij».i*wv^w-^  i  r  • 
ftrous  cruelties ,  did  furuiiie  her  brother  1  toZ./«M,wifeto 

Herode-^  wbolefther  (by  his  laft  will  and  |  which  fte  formerly  held.  She  left  a  lonne  s^io 

/AtAiiipnfr  ftsmcd  AfjtiPatcr  •  and  a  daughter  linfiu* 


teftameat)  three  moft  opulent  Citties, 
to  wit3  lamnia^  Ax^ot  and  vhafelU  5  befidc 
two  millions  and  an  halfeof  fillier  coine. 


named  Antifater^  and  a  daughter  fingu 
larly  beautifull,  called  ^  of  whoiii 

came  thefe  children  following. 


Salome, and 
what  ifluc 
(he  left. 


■  ^  k  ■  Calfabarug  Trejid^nt,  Salome  fiHertQ  '  ^  ’ 

‘  '  ‘  of  Idumea.  ~  King  Bcr ode.  '  '  k; 

■  "  ■ "  .n ; 

Cypr is  daughter  .Antipater  efpou-  Berinice  married  ArtBobum  Son'  ; 

-  -  '■  ^to  kirn  Her  ode  by  'pd  her,  albeit  fie  to  her  confine  to  king  Herod  by  > 

'  M  'Was  hfis  couRnci  riBobuluSn  '  the  Afmoman. 

-  n  .iC:"'  '  ‘ 

7nonean.  .  . 

Gyprls.  Alepcitsfonin  Agrippa  Herode  ‘'  AnBo*  '  Herodi^  HmmAff  :  \ 
^  f  *  la-wtoSaUmCypngof  tingdf"  bitlm.  mentiorid  '*  ^ 

.  fifier  to  Herod^Indea.\  Chalets.  '■  in  the  go-  wvw' 

by  the  3.  huf  ,  ‘  . 

bandi  . 


■>  »■<.  f 


iCypris, 


Agrippa  .  :  ^  ,  A  '  ■  ^  - 

The  fecond ,,  fucceedcdinchcKingdomcofCi&4/c^,  after  his 
VncklcH^r^^if.  , 


Ezechias  the 
lew  and  his 


(laync  by  He 
rode  in  bis 
yong  dayes, 

/j 


;  Hw^^,thcfecond  fonneof-^^r/)>4^tfr  ,  whoniforaedbc  call"  ’ 

^  the  Great,  was  ihefirftKing of//^^/tf4, being ofacontrary.  "  ^  '  *  * 

'  Nation,.  .  . 

A---  .  ,  .  ft'  ^ 

i'  ■  .  •  ».  i  •  »  *  •  ‘  *  •  ■  '  -  .  •  '  »  •  i 

A  C  ‘  ' 

.  i/^’^<?i^beingasyetbutyoung3wasor- 1  Soucraigne^  Sacrifice r  {^contrary  to  his 
dayned  Prefident  of  cdilee ,  by  his  father  •  will)  gaue  perfonall  fummons  to  Herode., 
Antipater,  foone  after  had  ft.  inregardcofthe/^w^  by  him  taken  and 

lewandhis  nidied the  wartes in •  He gaue im-  flayne  in^.S^'rw  .-.without  liftening to  the 
complices  |  n^ediatc  probation  of  his  induftry  and  va-  fcntence  of  faueraign*Iudgement,  which 

vanquuhed  st  haUrriP  dtftrovcd  and  flaine  Ez,e-  then  was  tcarmedi’4w6tf<^/r;>/,ofthc  Greek 

v^oxASynedrion,  asiconceiue,  andcon- 
fifted  of  feauenty  and  two  Judges  3  who 
were  called* the  feuentic  Ancients .  Philo 
writeth  3  that  before  the  kingdomc  of  He- 
rode,  the  Judges ofthat  CounceJlwere 
chofen  out  of  the  pofteritie  of  Dauid  on¬ 
ly,  Herode  hauing  aduertifement  (by  Lct- 
^  ters) 


4. 3  ♦  \ 


-  - - -  J 

Iquc  ,  haiirng  dtftroyed  and  flaine 
chus  the  lew,  and  a  troop  of  thceuesthat 
wafted  Syria :  for  the  which  being  highly 
commended  by  the  Syrians,  hee  found 
great  grace  and  fauor  with  Sextus  Cafar , 
who  then  gouerned  the  Prouince  of  <5>- 
riai  h  fortuned, that  by  theinftigation  of 
them  that  enuy  ed  AntipatetiHyreanus  the 


Hcrotlc 
moned  to  per 
lonall  appea¬ 
rance  by  Hyr 
canus. 


/ 


9^Pli?-__Ofj\ntipaters  Pofteritie. 


<^o5 


The  kindnes 
of  HyrcanuSj 
in  fliielding 

him  from  the 
Iiidgcs  fen- 
icncc. 


Herod  goeth 
with  an  army 
againft  leru- 
falemjbut  is 
reuerfcd  by 
his  father  & 
brother. 


Herod  reuen 
ged  the  death 
of  his  father. 


Btumsand 
Caflfius  foiled 
at  Philippi. ' 
Hcrodcbri- 
bethAnthony 
agaiiiA  the 
Aaibaffadors. 


ters  from  his  father^appeared  at  lerufalem 
on  the  day  of  Aflignation  ^  accompanied 
with  a  rcafonublc  guards  and  recommen¬ 
ded  hy  Sextu4C£pir, 

Hyr CiXntis  percciuing^  that  the  judged 
were  heauily  incenfed  by  the  aduerfaries 
oi  Antifdter  ^  and  that  they  would  not 
failcto  giuc  fcntencein  fharpe manner: 
defiring  to  gratifie  his  friend  Antipater^ 
hcfecrctly  admonifhedHc’rW^,  to  with¬ 
draw  himfeltc  out  of  the  citty ,  before  he 
were  condemned  by  the  lewes  fentence, 
and  thereupon  conuaied  to  punifhmenc. 
The  yong  man  returned  backe  into  Syria, 
very  impatiently  bearing  the  iniurie, 
which  heconceiued  to  bedoonc'  him  by 
the  ludgcs^declaring  to  Sexttu  Cdfar  the 
treachcric  of  the  Cittizens  j  and  hauing 
receiiied  from  him  part  of  the  Romame 
Army,  and  the  regiment  of  the  lower  Sy¬ 
ria:  hee  refolued  toreuengc  the  wrong 
which  the  Councell  had  offred  him :  So, 
going  vp  to  lertifdlem  with  a  maine  Ar¬ 
my  ,  hee  could  hardly  be  with-held  by  his 
father,  and  his  brother  Fhafelmy^vho  met 
him  by  the  way , and  made  him  to  retreate 
his' army  into  Syria.  But  yethe  could  not 
remooue  his  mallice,  which  ftill  he  con¬ 
tinued  againft  the  Confiftorierand  which 
he  vtterly  quailed  and  ouerthrew ,  after 
his  coming  to  the  Crownc. 

Not  long  after  the  death  of  lulm 
far^  by  a  clofe  ambufiijand  ayde  of  Cap- 
us  his  Souldiours  5  he  procured  Malichus 
to  beflaine,  beeingthemurthercr  of  his 
hihQV  Antipater .  W  hich  beeing  done, 
once  more  hee  expelled  out  oiludea  An- 
tigon/4<s ,  xhc[ovinzo{ Aria obulus y  whom 
hcouercameinwarre,  albeit  he  hadre- 
coiiered  part  oiludea. 

After  that  captis2kX\&  Brutus  were  van- 
quiniedneare  to  Philippi,  when  Markc 
Anthony  vf3is  come  into^m;‘  Ambafta- 
dours  went  from  the  lewes  to  mcete  him 
^iBithynia.,  accufing  there  PhafelusznA 
Herodeio  him,  becaufethelawfullheires 
of  the  kingdomc  were  expulfcd,and  they 
(by  force)  holde  the  whole  gouernement 
oiladea .  Hxrod alfo  met  them  thcrCjWci 
ftirnifhed  with  rich  and  ftimptuousgifts^ 
to  beftow  on  Marke  Anthony  i  of  whom 
he  was  entertained  moft  benignely  ,  for 
the  loue  he  had  borne  to  his  idixhtt  Anti¬ 
pater  ,  when  being  Lieutenant  to  Gabi- 
nius ,  hee  was  ftill  in  warre,  during  the 
peace  of  Syrui  and  ludea^  Wherefore, 


Anibonyjm- 
prifoned  am 
put  to  death 
the  lews  Am- 
baffadours. 


thony  in  Sy- 
na,&  is  kind¬ 
ly  welcomed 
of  him. 


howfoeuerhe  lifttnedtothe/nm  acen 
I  fationsj  yet  he  ordained  phafelus  and  his 
brother  Terra ichs  <Aludea,  And 
bccaiifc  the/mj’  ceafled  hot  to  fend  Em- 
baflie  vpon  Embaffie,  and  continually  in 
great  number ,  amounting  to  a  thoiifand 
men  in  the  end.  Marke  Anthony 
them  withimprifonment.  And  becaiife 
they  neucr  would  giue  ouer,  but  daily  iir- 
treated,  that  (by  no  meanes)  they  might 
be  fubicifted  to  Herode  5  hee  caufed  fomc 
of  them  to  be  put  to  death, 

Hyreanua  defeended  to  Anthony  in  Sy¬ 
ria  (already  conioyned  with  Berode  in  aft  j  Hy rcanus  go. 
finitic,  to  whom  hee  had  giuen  his  youn-  ^ch  to  An¬ 
ger  CiMr:  Mariana;  daughter  of  Alexander  ‘ 

and  Alexandra: )  whq  was  honourably 
entertained  by  Anthony,  and  confirmed 
in  thcpoffeflion  of  the  High-priefthood; 
and  obtained  thoft  cities  and  perfbns (re¬ 
duced  by  Capus  into  feruitude)  to  be  de- 
liiiered  and  enfranchifed;  and  that  the  ra- 
pined  goodes  fhould  bereftored  to  plieir 
firft  owners. 

The  yeare  folio  wing ,  Pacorushamng 
fiibducd  Syria  (attradfed  by  great  promi- 
fes)  brought  Antigonushackc  againe  to 
Ieruplc?n ,  as  hath  formerly  beene  fayde. 

Where  Berode  (hearing  that  his  brother 
Phafelus  and  Hyreanus  the  foiicraigne  Sa- 
crificer  were  detained  prifoners,  contra¬ 
ry  to  thclawes  of  Nations,  knowing  al¬ 
fo  ,  that  the  leives  were  affeded  to  Anti- 
gonus ,  fearing  both  his  enemies  and  the 
Cittizens )  he  departed  foorth  fecrctly  in 
the  dead  time  of  the  night,  with  his  Mo¬ 
ther  Cypris ,  his  wife  Doris ,  his  filler  Sa¬ 
lome,  his  affianced  his  mother 

in  lawc  Alexandra ,  and  eight  hundred  o- 
ther  women ,  befidc  3  great  company  of 
friends,  and  (with  much  adoe)  got  not 
fafelie  into  Idumea.  For  his  mother  was 
fore  wounded  by  the  way ,  by  reafon  of 
the  Waggons  ouerthrowvpon  her  :  fo 
ih^t  Herode  (ashalfe  defperate)  thought 
to  hauc  flainc  himfelfe,  becaufe  he  vvas'o- 
ucr-clofely  purfued  by  the  barbarouspeo- 
ple ,  whom  (neuertheleffc)  hee  valiantly 
drone  backe,  and  quite  oucrcame. 

There  he  left  al  his  company,and  fiich 
goodes  as  they  carried  with  them,  in  a 
ftrong  Cittic  named  Mapida^  vndcr  the 
charge  and  protedionof  his  brother 
fippus\  and  went  very  fecrctly  (attended 
but  with  a  few  Souldiours)  to  king  Are- 
tas,  relying  vpon  thcloucandfricndfhip 

P  f  f  3  which 


Herod  faucth 
himfelfe  by 
flight  in  the 
night.and  a 
great  compa¬ 
ny  with  him. 


Herode  lea- 
ueih  his  com¬ 
pany  in  Maf- 
fada,and  go- 
cth  fecrctly 
to  King  Are- 
tasin  Arabia. 
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OF  A^ntipaters  pofteritie. 


6  Booke 


Thcarnuall 
oftierode  at 
Romcwiih 
Markc  An¬ 
thony, 


which  was  bctweene  him  and  his  father 
AntifAter .  Butbcinghindcred  from  en- 
tring  into  Arabia ,  hcc  paffed  (with  great 
difficultie  )  into  to  Cleopatra ,  who 
furniihinghim  with  needful!  things :  hee 
tooke  {hipping  in  the  worft  feafon  of 
all  the  yeare ,  and  fhaped  his  courfc  di- 
redly  for  Rome ;  where  being  arriued,  he 
acquainted  Mark  Anthony  with  the  fraud 
of  AntigomtSy  his  ownc  flight ,  and  perill 
of  the  people  hee  had  in  charge  5  humbly 
entreating  him  ^  that  hee  would  not  fuf- 
ferhimtobe  thus  trampled  on  by  his  e- 
nemiesj  to  whom  be  had  expreffed  kind- 
neCTe,  and  oftentimes  exalted  them* 
Anthony  reported  the  complaint  and 
requeft  oF Herode,  to  his  companion  Au- 
giiHus  in  the  Empire  5  andboch  they  to¬ 
gether  commended  their  fuppliant  friend 
to  the  Senate: remembring  the  perpetual 
deuotion  &  loyaltie  of  his  father  Antipa¬ 
ter  y  towards  the  Capcaincs  and  Souldi- 
ours  of  Rome^  and  cfpccially  to  Mint  Ca- 
far,  labriefcjthey  preuailed  foifarre^thac 
( by  common  voice  )  Antigonus  was  iud- 
ged  enemy  to  the  people  of  Rome  :  and 
the  kinedome  of conferred  ox\He- 

O 

rode,  the  feauenthday  after  his  coming  to 
dar^d  enimy '  Roms  .  Hc  was  coiidudcd  to  the  Senate 
H  i  middle  betweenc  Att- 

cldme/xing  Anthony ;  Domitius  Calmnius, 


The  grace  & 
fauour  that 
Herod  found 
with  the  Ko- 
mane  Senate* 


Antigonus  de 


ofludea. 


TheRoinaiii 
captains  cor* 
n.ipt'dby 
j  goldc  from 
Antigonus, 
flill-hindcred 
Kcrode. 


■I 


O'* 


^Lud  Afimus  Pol/ioj  Confulles^^  going  be¬ 
fore  him  5  accompanied  with  other  Ma- 
giftratesand  Senatoursj  euen  all  the  way 
thence  to  the  Gapitolc,  whereihc  Sacri¬ 
fices  were  perfourmed.  And  this  beeing 
the  firft  day  of  his  rcigne,  hee  was  mag¬ 
nificently  feafted  by  Marke  iMnthonie  : 
fourc  ycarcs  after  the  death  of  lulms  Ca- 
far-y  two  yearcs  after  them  of  Cicero^  and 
thirty  feuen  before  the  birth  of  our  Saiii- 
ourChrift. 

Herode  being  returned  into  Indea^  had 
a  very  difficult  warre  againft  King 
gonus, which  continued  the  fpaceoffoure 
yews  :  becaiifc  thar  the  Romaine  Cap- 
taines  (as  HentidiuSy  Silo  and  (bme  other, 
who  had  the  charge  of  placing  Herode  in 
fill  poflieffion  of  the  kingdomej  were  cor¬ 
rupted  by  gold  fent  from  Antigonus,  defi¬ 
ring  nothing  more  then  deferring ,  and 
neiier  earneftly  affifted  Herode,  Befides, 
many  lewes  ( ill  affeded  to  the  houfe  of 
Antipater)  moued  many  troubles  againft 
him. 

The  beginning  then  oF Herodes  reigne 


was  wonderfully  difficile ,  and  yet  (not. 
withftanding)  by  hisinduflrie,  diligence 
and  vertuc,and  fofily  ,fteppe  by  fteppeffie 
ouercame  al!  hinderances,  and  poflbffcd 
himfclfeof  Galilee,  Samaria,  and  the  very 
greateftpatt  oF  Judea, 

Afterward,  HentidmFcnx.  fome  bands 
to  fuccour  himjconduded  by  one  named 
Macheras-^  hwi  Herode  him  to 

be  dull  and  fiowc,  and  that  hee  went  but 
coldly  about  the  bufinefiTe,  as  expeding, 
that  Antigonue  fhould  ftill  furniili  him 
with  fre{h  handfulls ;  without  expeding 
any  further  ayde  from  fuch  Captains,  he 
vndertook  great  iournies,  to  encounter 
with  cMntigonus,  who  befieged  Samofata, 
And  (by  the  way)  fped  very  fucceiTefully, 
againft  diuers  thceucs  that  hindered  his 
paffages. 

As  thus  he  drew  nearer  to  his  encmie, 
Marke  Anthony  came  to  meete  him ,  and 
did  him  fuch  honour  as  became  a  King, 
with  the  greater  part  of  his  Armic,  After 
hee  had  heard  his  complaints ,  concern¬ 
ing  the  difloyaltie  of  fome  Captaincs, 
who(corrupted  by  the  gifts  of  Antigonus) 
had  executed  no  part  of  the  commaund 
from  AuguBus  and  die  Senate  :  hee  fent 
two  legions  of  olde  Snuldioursinto  lu- 
deAy  and  commaunded  Sofius  (one  of  his 
faithfull  Captaines)  to  follow  them  with 
an  other  Armic,  fo  foonc  as  the  Citty  of 
Samofataw^sFimmdttA, 

In  the  ablence  oF Herode ,  his  brother 
lofippus ,  fighting  to  his  o  wne  difaduan- 
tage ;  was  naine  with  his  Armie,  by  the 
Souldiers  oF Antigonus ,  neare  to  Jericho, 
Alfo,  the  Galileans  rcuoltcd,and  many  re¬ 
belled  in wherefore  Herodexem- 
ned  with  thofe  olde  bands, and  hardly  ap¬ 
pealed  them  of  Galilee  •  Afterwards ,  by 
many  encounters ,  wherein  hee  had  one 
while  the  beft ,  and  another  while  the 
worft,  hc  fo  weakened  the  forces  of  Anti¬ 
gonus  :  as  (at  length)  hee  withdrew  into 
the  fortreffe  of lerufalem, 

Herode  brought  his  Armie  againft  the 
Cittie ,  and  after  he  had  raifed  his  muni¬ 
tions,  and  builded  diuerfe  engines  necd- 
fullfor  batterie;  hee  left  the  Armie  vn- 
der  ccrtainc  Captaincs  and  iournied  in¬ 
to  Samaria,  to  cfpoufc  Mariana  the  Afmo- 
neany  who  (as  I  haue  formerly  toldc  you) 
was  daughter  to  Alexander ,  the  yongeft 
FovsnzoFlJyrcanusi^t  fecond5who(foure 
yearcs  before)  was  affianced  10  Herode, 

that 


Herod  oucr- 
came  all  his 
huiderances 
whatfoeuer. 


Herode  cocth 
againft  Anti¬ 
gonus  befic- 
gingSamo- 
fata. 


Marke  An¬ 
thony  meets 
with  Herode, 
and  vfed  him 
very  honora¬ 
bly. 


Herodes  bro¬ 
ther  lofippus 
flaine,  and  J" 
Galilee  reuol- 
ced  from  him* 


Herode  goes 
to  Samaria  to 
marry  with 
Mariana. 
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;; 


! 


,'Sofius  ioynes 
hisforccswith 
Hcrods  army. 


Chap.  14.. 


A  foolifh 
hope  and  pcr- 
fwafion  in  the 
lews  for  their 
dclitterancc. 


Terufalcm 
conquered  by 
Herode  and 
SoHus, 


Antigonus 
fent  to  Anti- 
ochc,  &  there 
flainc  by  He 
rodes  inftiga- 


tion. 


The  fur ie  of 
Souldicrs  is 
very  eafily 
induced  to 
robberic  ana 
facrilcge. 


that  is  to  fay ,  before  that  the  Parthiam 
had  inuaded  the  Coiintrey. 

In  the  meane  while  ^  being (ent 
from  Anthony  with  his  Souldiers ,  mar¬ 
ched  on  diligently,  and  ioyned  his  armie 
with  the  other  belonging  toH^’r^^j/^whofe 
nuptialls  being  ended,  and  he  returned  to 
lerufalem :  the  two  Captaines  beganne  to 
affaile  the  Cittie  manfully  in  diners  pla¬ 
ces.  The  befiegcd had  great  want 
ofprincipall  miinitionSjand'yet  notwitH* 
ftanding,hauing  embraced  an  imaginary 
hope  5  they  thought,  that  they  iTould 
be  diuinely  deliuered.  For  they  continu- 
ally  vfed  to  fay ,  that  they  fought  for  free- 
dome  of  the  people  for  their  lawfull  king 
againft  firangers,  for  the  Temple  and  Re¬ 
ligion  againR  Pagans 5  fuftaining  (for 
fome  length  of  time)  a  very  fharpe  befie- 
ging,  and  much  molefting  the  enemy  by 
their  fallies.  But  finally^the  City  was  fur- 
prized  in  the  moneth  ofMaic ,  the  very 
fame  day  as  (fciien  and  twenty  yeares  be¬ 
fore)  had  conquered  it  3  as  hath 

becne  faid,  M,  ^grippa  and  Cmidius  Cal- 
lushzin^  then  Confulls. 

w  ^ 

The  Romaine  Souldicrs  being  much 
difpleafed  at  fo  long  a  fiege^  and  Ioffe  of 
many  of  their  people  5  made  pittilefle 
{laughter,  not  onely  of  the  armed  Jewesy 
but  alfo  of  filch  as  had  no  defence  at  alll 
King  Antigonus,  throwing  himfclfe  at  the 
fcztc  oi S 0 (tus  y  humbly  defired  pardon  ; 
but  he  was  ihiurioufly  reiefted^and  being 
ftrongly  bound ,  fent  to  Marke  Anthonie 
at  4mochey^\\ctz^‘3^i  the  requeft  of  Herody 
he  was  flaine.  < 

In  this  Militariefurie  and  combuftion, 
/7<?/'^ihad.workc  enough  to  do, to  hinder 
the  KomaineSy  from  entring  into  themoft 
fecret  place  of  the  Temple^  to  robbe  and 
carry  thence  the  facred  treafiircs .  More- 
oucr,  hee  was  glad  to  promife  an  infinite 
fumme  of  raony^  to  obraine  fuch  faubur, 
that  the  goods  of  the  Citizens  might  not 
bee  imbezeled  3  and  borne  away  by  the 
Souldiours  •  And  in  this  troublefomc 
tempeft  3  we  will  giiie  conclulion  to  this 
Chapter;  becaufc  we  enter  now  into  the 
rcigne  of  Herode^  and  are  to  fpeakcof 
matters  concerning  thofq  times. 


e  rcigne  of  Herode. 


CHAP.  XIIII. 


How  Herode ,  after  all  thefe  tumultuous 
troubles  and molesi-ationsy  attained  to  the 
foie  Gouernement  of  the  Kingdome  of  iu- 
dea. 


^^^^^Ftcr  that  the  Cittie  was  ta¬ 
ken  in  this  manner,  and  An- 
ttgonm  (thelaftKingof  the 
Afmoneans)  flaine ;  Herode 
enioyed  the  Kingdome  of 
Judea,  three  and  tbirtie  yeares  before  the 
Natiuity  of  Cbrift .  Hailing  taken  order 
fortheRcalmes  affaircs3hec  cruelly  mur¬ 
dered  all  thofe  great  Lords,  thar  had  ioy¬ 
ned  themfelues  with  Antigonus  againfl 
him.  ^  And  feeing  that  hee  had  confumed 
and  wafted  all  his  goods,  as  Mfo  thofe  of 
his  kinred  and  friends ,  in  gifts  and  char¬ 
ges  of  the  warre;  by  an  efpeciali  EdicT  he 
compelled  the  Citizens, to  bring  ail  their 
lewells  of  gold  and  filuec  to  the  kings  ca- 
ftell,  and  all  fuch  money  as  they  iiad  bc- 
fidc.  He  appoynted  like  wife  Guardcs  at 
the  gafts^to  fearch  allfiicli  as  paffed  in  or' 
oiit ;  yea,  fuch  as  carried  the  dead  to  bu- 
riall  3  fearing  left  (in  any  manner)  they 
fhould  coniiey  thence  coine,  or  any  pre¬ 
cious  thing  whatfoeuer. 

At  this  time  happened  a  famine,  in  re¬ 
garde  of  the  feiienth  yeare  of  reft,  where¬ 
in  it  was  riot  lawfull  to  fowe  the  grounds. 
And  in  the  former  yeares  paft,  the  fields 
remayned  (in  many  places)  vntilledjby 
rcafon  of  the  continuall  ciuilc  wanes.  So 
that  the  eftate  of  the  Cittie  was  very  mi- 
fcrable, being  fallen  into  woful  feruitudc; 
whereof  the  better  fort  of  people, 
fneoHyZacharyAofeph  and  fome  fuch  other 
tboke  part :  who  neuerthelefle ,  in  thefe 
fad  fpeef aclcs  and  miferablc  calamities, 
cheated  vp  their  droiiping  fpirites ,  by 
hope  of  the  MepasKis  comvi\n^  ^  who 
fhould  fane  them.  And  they  percciued  it 
to  draw  nearc ,  bccaufc  they  obfcnied, 
that  the  Scepter  was  now  wholly  taken 
from  the  houfe  oiluda. 

Herode  {landing  in  fearc  of  the  difplea¬ 
fed  people,  by  his  horrible  rapines  and 
cruelties : to  appeafe  and  quiet  them,re- 
_  pealed 


/it  wliardme 
the  reigne  of 
King  Hercde 
beganne. 


cruel] 

txa‘  ior.for 
tioney  vpon 
che  people. 


A  great  fa-  . 
mine  amolig 
tljc  people. 


Hope  of  the 
comming  of 
the  iVlcflias],a 
great  con  o 
lation  'O  the 
faichi'ull. 
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Thereigne  ofHerode. 


6  Booke' 


Hyrcanus  rc* 

1  called  from 
baniflimcnc 
by  licrrdcjSc 
highly  hono 


Anancltts  dc- 
pofcdiand  A- 
riflobulus 
madchigh- 
prieft. 


^  Townc  and 
Promontoric 
of  Epire, 
where  Augu- 
(lus,afccr  hce 
had  conque¬ 
red  Amhony 
and  Cieopa- 
era  built  the 
ciiic  Nicopo- 
lis. 


Fortune  both 
fauourable 
andaduerfe 
to  Hciode. 


An  earth¬ 
quake,  which 
killed  many 
people  in  lu- 
dca. 


repcalcd(by  his  letters)  from  baniflitticnc 
Hyremus  the  Iccond ,  who  lined  then  in 
B4/^/^;;,bicaiifc  he  had  maried  the  daugh¬ 
ter  of  his  daughter ,  and  fept  prefen ts  to 
the  king  oiPiirthU^  for  the  ranfome  of  his 
captiuifie.  When  he  was  come  ioleru- 
fdkm ;  hce  did  not  make  him  foucraigne 
S^crificcr3  bccaufe  hce  was  mutilate  or 
imperfcdl  ;  but  in  recompence  there¬ 
of,  beftowed  great  honours  yponhim^ 
fo  that  in  pubiique  affemblies,  he  caiifcd 
him  to  fit  in  the  higheft  roome .  At  the 
fame  time  he  fubftituted  (in  ftcad  oiAn- 
tigonu4\\\  the  High-priefthood)  another 
Utv  come  from  Babylon^  named  Ananelus^ 
a  matter  greatly  offenfiue  to  him  and  the 
people.  Which H^r^^iifpcrceiuing,  hee 
dcpofcd  ^;^4«<f//^,and  placed  in  his  ftead 
Arifiobulus^  brother  to  his  wife  Mariam : 
whom  hee  caufed  to  die  by  deteftable 
fraude  a  yeare  after,  rendering  the  High- 
prieft-hoode  to  the  fayd  AnaneUi'S  againe. 
Whereupon ,  Alexandra  accufed  him  of 
this  crime  to  Cleopatra ,  and  he  being  ap¬ 
pealed  by  ^^nthony  to  Laodkea ,  to  ren-* 
der  an  account  for  this  imputation  •  ra¬ 
ther  pacified  him  by  golden  gifieSj  then 
any  vaine  and  vnaudibic  excufes. 

The  warre  at  A^ium  being  now  on 
footc,  as  Augujhis  and  Anthony  prepared 
themfelttcs,  to  contend  who  fboiild  re- 
maine  the  mafter :  Herode  conueyed  him- 
felfe  to  Anthony  y  and  vokintarily  made 
him  offer,  of whatfoeuer  he  could  doc  a- 
AuguftuSy  hailing  forces  in  rcadi- 
nes  for  him ,  But  Anthony  made  him  an- 
fwere,  that  lie  had  not  any  neede  of  fuch 
fuccour;  giuing  him  charge  (bytheper- 
{vj'sSioncACleopatra)  to  make  warre  on 
the  Arahes  ^  who  would  not  pay  thcan- 
nuall  penfion  of  two  hundred  Talents, 
whereof  3  he  had  made  promife  to  Cleo- 
patra.  At  the  very  entrance  into  this  war, 
he  ouerthrew  the  Arabes  in  one  day :  but 
Fortune  afterward  changing  her  fauour, 
hee  loft  (wcli-neare)  allhisarmic,  and 
was  taken  likewife  in  the  field. 

Bcfide  this  calamity  of  the  lewes^^^  hid¬ 
den  Ear  Aquake  happened  jwhich  flew  a- 
boue  ten  thoiifand  perfons  m  Judea :  cuen 
when  the  Armies  by  Sea  oiAuguJlus  and 
Anthony  y  cncountrcd  together  at  Aidk 
umjiK\  the  feuenth  ycarc  of  Herods  reigiie. 

I  Hec  hailing  (lb  well  as  he  could  )  vnited 
his  forces  together  againe  5  repiilfcd  the 
Arabes^  and  compelled  them  lorcturnc 


home  into  their  coiintrcy  which  other- 
wife  hadconuerted  to  i\\c  lewes  hcaiiier 
calamitic,  bccaufc  they  (  encouraged  by 
their  wofull  mifcrics)  put  all  to  fire  and 
fword  throughout And  this  earth¬ 
quake,  as  alfothcinrodesofthccnemic 
were  followed  by  adreadfull  pcftilcnce: 
which  made  lamentable  fpoyle  and  ba- 
uockc,both  in  the  fields  and  cittics ,  and 
likewife  in  the  Kings  campe. 

,  After  thefe  apparent  and  pubiique  ca¬ 
lamities  3  meeting  together  in  fuch  gric- 
uous  manner^  Herode  {oA  into  a  great  per- 
fonall  danger.  For,afcer  the  day  at  AHk 
um^  wherein  Anthony  (the  chiefeft  friend 
10  Herode)  wasfoyled^  and  dying  thcrc- 
vpon  :  Herode  was  in  no  meanc  difmay, 
for  feare  of  Augujlttsihc  Conquerourj 
and  the  people  well  pcrceiued  his  feare, 
becaiifc  hec  knew  not  how  to  determine 
of  himfelfc .  Whereupon,  (bme  ofihe 
people  (  vnablc  to  endure  this  dominion 
ofaftranger)  beganneto  exalt  their  fpi- 
rits,vndcr  hope  offbme  fudden  nouclty, 
and  ioyed  at  the  danger  wherein  Herode 
was.  Aboue  all  the  rcft,his  mother  in  law 
Alexandra({nn^mii[\g  the  time  to  be  now 
come,  wherein fliee  might  reuengethe 
death  of  her  fonnc,and  retreate  the  king- 
dome  againctoher  own  family)folicited 
yery  ftrong  and  firmely  her  father  Hyrca- 
nue  (now  very  aged  and  decrepit c ,  and 
one  that  alwayes^'affeaed  quietneffe  )  in 
fegardcofhismanyiniuries;  to  flic  into 
Arabia^  tolheend,  that  itoW^  were  ill 
entreated  by  he  might  the  ea- 

fier  inuade  the  kingdome,  beeing  affifted 
hyihz  Arabes, 

Dopheus,  a  moft  difloyall  feriiant,  de- 
liuercd  the  Letters  (intended  for  this  pur- 
pofe,  and  fent  by  him  to  the  King  ofAra- 
bia)  to  King  Herode :  who  defiring  to  bee 
rhore  fully  informed  in  the  fad ,  fent  Do- 
pheu^s  into  Arabia  with  the  Letters ,  and 
after  hce  had  rcccyucd  anfwcrc  from  the 
King,  concerning  the  Letters fcntvnto 
him  :  he  caufed to  be  condem¬ 
ned  ,  by  thefentcnccof  lufticc  as  a  tray- 
toiir,  and  fo  put  to  death.  Some  others 
write, that  Herody  fearing  the  peril  where¬ 
in  hce  fawc  himfclfe  to  be  fallen,  and  the 
multitude  of  the  lexoes  ( of  whom  he  was 
deadly  hated)  might  cafily  bemouedby 
fuch  an  occafion  ,  to  transferre  the  King- 
dome  to who  oncly  remayned 
ofihc  Afmoneans  race  ;  impofed  a  falfe 
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In  what  gra¬ 
cious  and  ho¬ 
norable  man¬ 
ner  Auguftus 
tfed  Herode- 
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crime  vpon  him  ,  and  preuayied  fowell 
by  counteiteiccd  letters ,  that  the  good 
olde  man  was  condemned  to  death. 

This  being  done^  hce  fent  his  mother, 
his  fiftcr,  their  other  kin  red,  and  all  their 
attendants  ^  as  alfo  his  brother  Pherorits, 
to  a  ftrong  munited  Cittie  in  liumea^  cal¬ 
led  Majfada.  But  withdrew  his  mother  in 
lavve  Alexandra ,  and  his  wife  Mariana 
(who  hee  thought  could  not  well  agree 
with  the  other  women )  to  another  Fortj 
named  Alexandrion'^  giuing  the  charge  of 
them  to ,  Generali  forthefinan^ 
CCS  of  the  kingdomc,  and  toSoemmhxs 
moft  certaine  and  Angular  friends.  And 
this  truft  alfo  he  impofed  on  them^that  if 
AuguFtPis  offered  any  ill  to 'him  :  they 
fiiQuId  kill  the  two  women  inftantly,  and 
conferue  (fo  much  as  in  them  poffibly 
lay  )  the  kingdomeforhisfonnes  ,  vntili 
they  were  come  to  age ,  by  the  afliftance 
of  his  brother 

'  Thcfc  matters  being  thus  ordered  and 
appoynted ,  he  trauellcdon  to  Auguflpt^^ 
who  then  heard  all  Arnbafladours  in  the 
l^zoiRhodes;  where, leaning  off  hisdia- 
demcand  kingly  roabes,  keeping  all  the  ' 
reft  of  royall  liberty ,  as  trufting  in  his 
caufe  and  the  Emperours  clemencie ;  he ; 
confeffedjthat  hee  had  beenc  a  friend  to 
Marke  Anthony\  and  would  haiie  fent  him 
fuccour,  if  he  had  required  ir  5  but  that  he 
was  diuincly  withdrawne  from  his  com¬ 
pany  (in  how  miferable  condition  foe- 
uer)  by  the  warre  which  hee  then  made 
vpon  the  Arabes.  Wherein  hehad  fuftai- 
fiedfo  many  Ioffes  and  misfortunes,  that 
he  wasfufficiently  punifhed  forhisfriend- 
lhip  xo  Anthony ,  and  for  the  feruices  he 
had  done  vnto  himj.  But  if  now  it  plea- 
fed  to  experiment  his  faithful- 

neflej  hee  would  make  it  apparent  vnto 
him,  by  as  true  feruices. 

AuguFtm  tooke  fuch  delight  in  the 
magnanimous confeflion  Herode  ^  that 
hee  embraced  him  amiably  ,  reftoring 
himto  his  Crownc,  and  affuring  him, 
to  cxpcvft  as  many  kinde  beneuolences 
from  him  ,  as  eucr  hce  hadrcceiiiedby 
Marke  Anthony, 

Herode  ^nt^mgAuguBm  fo  gracious, 
tooke  courage  from  the  former  dcfpayfc 
wherein  hee  was ,  affuring  now  the  pof- 
fc/fion  othis  Kingdome  the  more  firme- 
ly  to  him  .'Wherefore  hee  exceeded  his 
abiliticin  gifts  to  Angufim ,  as  alfo  to  his 


friends  and  the  Army.  Hce  bare  the  Em- 
perour  company  bcfide,  at  his  fiyling  in¬ 
to  Egypt and  when  became  into  Syria  ; 
hee  reccyued  him  with  enterrainement 
more  then  royall ,  haiung  borrowed  all 
neceffarieprouifion  ,  throughout allthc 
parts  of  Itidea, 

Angtifl^  finding  fo  many  great  re- 
fpeds,  meerely  flowing  from  Herode-^  rc- 
.ftored  that  part  of  ludea  to  him  ,  which 
.Anthonie  had  giuen  to  Cleopatra :  adding 
thereto  likewife  Samaria ,  and  other  Cit- 
ties  on  the  Sca  coaftes,-  whereby  the 
wcakh  of  his  kingdome  was  greatly  aug¬ 
mented. 

hailing  mette  with  all  this  hap- 
pineffe  and  felicitie  abroad,at  his  rctiirnc 
home  into ,  found  all  things  there 
very  bitter 'and  troublefomb ,  by  priuate 
and  domeftickc  hatreds .  For,  his  wife 
■Marianah^A  already  gofeen  intelligenec 
(two  feucrall  times)  by  the  GuardeSjthac 
they  bad  charge  to  kill  her  and  her  mo¬ 
ther  5,ifeycher  Anthony  before  hand ,  or 
Auguftffs  now  in  this  doubtfull  time,-  dif- 
pofed  otHcfwife  then  well  of  him.  Wher- 
upon ,  at  their  ■  meeting ,  Mariana  by  no 
meanes  would  comeneare  him,  notwith- 
ftanding  all  the  flatteries  or  fignesof  ar-' 
dent  lone  hee  (hewed  to  her :  reprootiing 
him  for  fuch*  criiell  commaunds ,  and 
plainely telling  him,  that  they  were  no 
teftimonies  of  a  true  husband .  Herode 
entred  into  fufpition,  that  it  was  not  pof- 
fiblc  for  him  to  be  difclofedjor  his  fccrets 
knowne  to-  the  Guardes  ;  but  eyther  it 
muft  be  hyjojlppi^y  or  lafliy,  by  Soemm^ 
wherefore  begrew  very  chollcricke,  and 
ftudied  how  to  taxe  and  punilfli  her  for  a- 
dultery.  And  yet  fuch  was  thepowe'rof 
his  I0UC5  that  he  could  not  credite  all  that 
he  fufpeded ,  neyiher  excreife  any  cruel- 
tie  againft  fo  faire  a  woman, of  great  No- 
bilitie ,  endowed  with  all-  gracesbclong- 
ing  to  a  body  of  fuch  fingularitie. ' 

At  length, his  fifter  Salo?ne remooued 
all  thefe  hinderances  in  him ,  and  prouo- 
ked  him  on  to  an  execrable  execution; 
for,  finding  apt  occafion toreuengeber 
owne  contempt,  fhc  kindled  a  fief ceiite 
in  himoffufpition  ,  namely ,  in  the  mat¬ 
ter  ofadulterie,  adding  withal),  an  intent 
ofpoylbn  prepared  for  him,  which  (hee 
approoued  to  the  King,  by  teftimonie  of, 

hisowne  Tafter  or  CupTearer ,  whomc' 

(he  had  wontic  thereto  by  liber.all  gifts  of 

money. 
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money.  Hcereupon,  the  King  grew  out- 
ragioufly  incenfed  againft  her ;  and  ha- 
uingcaufcdhcrtobc  condemned  by  the 
fentcncc  of  his  friends;  commaunded  her 
to  be  immcdiatly  executed,  although  (lie 
had  beene  the  mother  to  him  of  fine  chil¬ 
dren  .  But  foonc  after  bcc  repented  his 
vnaduifed  rafhnefle ,  and  fo  cxtreamely 
defired  his  wifes  company  agayne  5  that 
he  fell  into  an  extraordinary  languifhing, 
fliunning  all  focictic  whailbcucr.  And, 
vnder  colour  of  riding  on  hunting,  hee 
would  fccretly  ftcalc  into  Caues  and 
Dennes  in  theforreft,  as  hoping  there  to 
finde  fome  affwaging  of  his  forrow;  and 
being  vnablc  to  withftand  the  cxtrcmitic 
of  melancholic,  hee  fell  into  a  deadly  dit 
cafe.  ) 

At  the  fame  time ,  there  was  a  great 
plague  or  peftilcncc  in  /udM ,  whereby 
multitudes  of  people  were  confumed; 
fo  that  many  men  were  perfwaded  verily, 
that  God  had  fent  this  punifhmcnt  for 
the  Kings  cruelties.  And  as  the  King  him- 
fclfc  lay  cxtreainly  fick  in  Samaria^  where 
euery  one  wasinmightie  defpairc  ot  his 
life :  mother  in  law)  ftroue 

by  large  promifes,  to  winne  the  Guardes 
of  the  Temple  and  Cittie  to  partake  with 
her.  But  the  confpiracic  being  rcuealcd, 
Herode  gaue  order  for  her  fudden  execu¬ 
tion  •  The  King  then  feemed  outwardly 
to  be  fbmewhat  recoiicrcd,  but  yet  carry- 
ed  himfclfe  nioft  cruelly  againft  thofe 
friends,  that  were  of  greateft  familiaritic 
with  him;  becaufehisfickenefle  (howc- 
iier  fhaddowed  )  encreafed  daily  impati^ 
ence,  which  made  him  the  more  inclined 
to  all  vilencfle  and  tyrannic. 

When  he  pcrcciued,  that  there  remai¬ 
ned  not  any  one  of  the  Afmonems  Fami¬ 
ly,  or  of  any  other  fide,  to  interrupt  him 
in  his  power,  oneiy  the  multitude  cxcep- 
ted  ;  hec  grew  to  fuch  affurance  of  him- 
felfe ,  that  he  did  many  things  repugnant 
to  thelavvcs  of  God ,  and  the  cuftomes 
rcceiued  by  the  lewes.  For,  in  the  Citic 
of  lerufdem  it  felfc,  he  builded  a  Theater 
and  an  Amphitheater  ,  wherein  were 
perfourmed  foule  and  difToiute  playes , 
huntings,  and  combates  of  Fencers ,  ac¬ 
cording  to  the  manor  of the  Pagans.  He 
inftiruced  alfo  (at  euery  fiucycarcs  end)  a 
loiift  and  Tournament,  in  the  hpnoUr  of 
j  ^uguftus ,  propofing  there  publiqucly 
I  the  Images,  and  the  Viftorics  ob- 


tayned  by  them .  But  vnderfhndingjihat 
the  people  were  greatly  offended  with 
thefe  vn-vfuall  things ,  prohibited  by  the 
Lawes  of  God ,  and  proiioking  many  to 
pratftife  his  killing ,  as  alfo  confpiring 
mcancs  whereby  to  cffedl  it ;  he  fortified 
diuers  places  very  refpediucly, againft  all 
ambu flics  and  {editions  5  as  Akxandrion^ 
Heroc^onyHyrcaniortj'^viA  others, and  plan¬ 
ted  ftrong  garrifons  in  the  inoft  com¬ 
modious  places. 

He  builded  alfo  newly  (  or  clfc  magni¬ 
ficently  repayred  )  diuerfe  Cittics  and 
Townes,  which  he  ftiled  by  the  names  of 
Emperours,  or  of  his  friends ;  the  princi¬ 
pal!  whereof  was  the  Tower  of Straton  on 
the  Sea  fide ,  which  hee  called  Cdfarea : 
and  S  amarky  d  iftant  a  dayes  iorney  from 
brUfAkmy  which  he  called  SebafHy  that  is 
to  ivj ^Augujlus^  according  to  the  Empe¬ 
rours  name.  Alfo,he  repayred  Athedon, 
which  he  called  Agriffiony  of  Agrippa^^e 
kinfeman  to  Cafar  .  Hee  builded  Ar}tipa*‘ 
tridd  yhy  the  nameof  his  father ,  inth^ 
field  of  Capharjalania .  Alfo  PhafdidAyhy 
the  name  of  his  brother,  neare  to  lericho: 
and  Herodiony  by  his  o  wne  name,  on  the 
Marches  of 

In  the  thirteenth  ycarc  of  his  reigne, 
there  happened  a  great  dearth  through¬ 
out  the  Land ,  by  rcafon  of  an  extraordi¬ 
nary  drought  5  which  was  the  caufc,  that 
a  great  famine  did  accompany  the  pre- 
ceeding  mortalitic  of  men  and  bcafts: 
during  which  ime^Herod  caufed  diligent 
fcarch  for  come ,  brought  great  quan¬ 
tities  out  oiEgypt ,  and  other  neighbour¬ 
ing  Regions  befide,  which  he  diftributed 
(  by  the  poule)  to  the  people .  But,  bc- 
caiife  money  grew  (hort  for  fuchadiftri- 
bution,  in  regarde  that  the  royal)  trea- 
uire  had  bene  wafted,  about  thole  fump- 
tuoiis  and  cxceffiuc  buildings;  hec  em¬ 
ployed  all  I  lis.vcflclls  of golde  and  filuer, 
and  all  his  lewclls  befides ,  in  the  buying 
ofcornc.  By  which  bounteous  liberality, 
hee  not  oncly  redeemed  the  Ioffe  of  his 
credire,  by  the  offences  done  to  his  peo¬ 
ple,  but  alfo  drew  great  fauourandaffe- 
aion  from  them. 

In  the  feuenteenth  yearc  of  his  reigne, 
AagufiM comming  into  Syria,  gaue  the 
Kingdbmc  oi  Chalets  10  Herode^  adding 
alfo  thereto  ^  Drachotjitisy  znd^Batattca, 

Moreouer,  he  gaue  him  power,  in  this 

his  long  fickcncffc,  to  appoynr  and  Icauc 

which 


Fortifications 
of  Herode, 
ftanding  in 
^carcof  hi$ 
life. 


Cittics  and 
towns  newly 
builded  or 
repaired  by 
Hecodsi 


A  wonderful] 
famine*  toge. 
ther  with  the 
pcftilenceof 
mea  &  bcaih 


Herode  fpent 
all  his  Plate 
and  I c wells 
for  buying 
come  to  feed 
the  people. 


^  A  region  oj 
Syria  betwix 
Libarus  and 
and  the  Lak< 
Tiberias. 

*A  place 
neare  to  Eu¬ 
phrates. 


Chap.  14, 


The  reigne  of  Herode. 


611 


A  Temple 
[dedicated  to 
Augudus. 


which  of  his  (bnneshe  pleafed  ,  to  be  bis  ^  mAybclcQUC^oJephf^)  bceingvtrcrlybca* 
heirc  and  fucceffour.  Inrccompcnccof  ^  ten  downe,  which  building  had  contipu- 
which  large  bountic ,  dedicated  a  ,  ed  fine  hundred  ycares,  after  the  rcturnc 
{goodly  Temple  to  which  hcc  from  Babylon,  Thisworke,  admirablejn 

‘  biiildcd  in  P anxada ,  ncarc  to  the  foiirfes  greatnefle,  fumptuoiifncffe  and  cunning, 


Spies  and  In. 
telligencers 
appoynted  to 
fife  the  peo¬ 
ple  what  fpcc 
ches  were  v- 
Icdof  him. 


that  feede  the  riucr  Jordane .  Which  Pa¬ 
gan  flattery  of  his,  eftranged  agayncthc 
multitude  of  the  Icwes  from  him ;  and 
therefore  to  plcafc  them,  hcc  quitted  the 
third  part  of  their  taxations .  Notwith- 
(landing,  as  he  could  not  containc  fome 
of  them  3  crying  out  inceffantly ,  that  it 
was  intolerable  jto  credi  temples  to  mor- 
tall  men  in  ludea ,  and  there  to  rcuercnce 
them  as  Gods :  fb  hee  fought  to  reftraine 
other  by  violent  torments,  fending  Spies 
and  Picke-ihankes  into  publique  and  pri- 
uate  Aflcmblics ,  who  reported  vnto  the 
King  whatfbeuer was  fpokenof  him.  It 
is  further  reported  of  him,  thathimfclfe 
( (ickcly  as  hee  was )  in  a  common  habitc 
ordifguife,  would  often  walkc  abroade 
in  the  night  time ,  liftening  in  fuch  com¬ 
panies  as  conferred  together ,  to  know 
what  they  faid,  concerning  the  prefent  c- 
(late  of  the  kingdome. 

At  length,  finding  neither  loue  nor  fi- 1  cheare  their  hopes;  that  they  were  to  fuc- 
obedience  &  j  delitie  in  thc  pcoplc ,  hee  ftrouc  to  bindc  •  ceedc  him  in  the  kinedome,  Andfirft 

fidelidccxa*  |  -  ^  ^  ‘  .  .  .  .  .  \  ^  .  .0 

a^cd  by  He- 
rodc  of  his 

goodly  promifes,  to  giuc  him  their  oath  j  i^rchaUf^  of  Cappadocia  and  to 
of  Allcgcancc  and  Loyaltic :  others  hee 


The  oaih  of 


was  finifhed  in  eight  yearcs,  and  dedica¬ 
ted  with  great  fblemnitie  ;  wherein  hcc 
gaue  three  hundred  Oxen  for  the  Sacrifi¬ 
ces,  feauen  ycares  before  the  Natiuitie  of 
Chrift. 

Afterward,  thc  Difciples  declared  the 
magnificence  of  thc  building.  And,  as 
Chrift  forc-toldc  ^  after  that  the  Temple 
had  continued  about  fourc-fcore  yeares; 
it  was  vtccrly  ruined  by  the  RomanesjTom 
the  top  to  the  b'ottomc. 

The  building  of  thc  Temple  being  en¬ 
ded  ,  he  would  needs  be  carried  to  Rome^ 
tonilutGthcEmp€roury^//^«i?«^ :  From 
thence  hcc  brought  with  him  his  fonnes 
Alexander  and  AriftobMf^'^  whom  he  liad 
by  his  murdered  Mariana'^  and  had  fent 
them  tenne  ycares  before  to  Rome ,  to  be 
brought  vp  in  the  bowfz  of  AlinmPollio, 
And  thc  reafon  of  his  bringing  them 
thence  into  ludea ,  was ,  to  quicken  and 
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them  fafl  to  him  by  oath;  wherein  hee  j  of  all ,  he  beftowed  wiuesonihem;  gi- 
prcuaylcd,  attrafting  fome  by  large  and  i  \a\ngio  Alexander^  daughter  to 


icEflcani 
jalfodifchar. 
Igcd  of  the 
loathe. 


conftrained  by  fcarc  of  torments,  put¬ 
ting  fome  to  death  in  diuers  kindes,  that 
peremptorily  refufed  tofwcare.  Onclic 
the  PW^yftoode  excepted ,  whom  hee 
pardoned ,  in  loue  to  a  few  aged  men, 
that  hee  rcuercnccd  for  their  fandlicie  of 
life ,  and  which  made  them  dcarc  to  thc 
pcoplc  •  Ncucrthelcffc ,  he  condemned 
them  in  great  fines  and  amercements , 
which  were  payed  by  thc  wife  of  Phero- 
ras^  to  bindc  that  Sed  in  loue  to  her.  He 
quitted  alfo  thc  E/feans  from  taking  the 
Oath  3  holding  them  in  no  mcane  admi¬ 
ration  :  as  following  a  manner  of  lining 
moft  holily  ,and  farre  exceeding  humane 
nature;  becing  (ingular  in  fore-telling 
things  to  come. 

In  the  eighteenth  ycarc  of  his  rcignCj 
bceing  defirous  to  vnitc  his  fubieds  to 
him  by  farre  greater  benefites ,  and  to  a- 
bolifh  thc  remembrance  of  his  precedent 
excefles  :  hcc  vndertooke  to  builde  the 


Arilfobulus^  daughter  to  his  fi- 

fkcx  Salome. 

Thefeyoong  Lords  and  Ladies,  were 
very  gracefull  both  in  minde  andbodlc, 
which  made  them  thc  more  choicely  af- 
feded  of  the  people.  But  Salome^  and 
fome  other  (  who  had  induced  Herode  to 
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murder  his  wife,  fearing  iftheyfhould  arc  aiwaycs 
come  to  the  Crowne ,  they  would  rc- 
uenge  the  death  of  their  mother)  labou¬ 
red  ,  by  little  and  little ,  to  kindle  hatred 
in  Herode  againft  them,  deliuering  afper. 

(ions  abroade ;  that  they  difdayned  their 
fathers  company, bicaufc  he  had  put  their 
niothcr  to  death. 

Herode  growing  into  health,  by  wcakc 
degrees,  and  ihcfe  wicked  deuices  pro¬ 
ceeding  on;  newes  came ,  that  Agrippa 
(  ncarc  kinferuan  xoAugufius)  wasarri- 
uedin  Afia.,  and  Herode  iourncying  to 
mectehim,  quickcly  pcrfvvadcd  him  to 
vifite  ludea.  Hauing  giuen  him  there 
moft  honourable  entcrtaincmcnt ,  and 


Temple  of  Jerufalemmofk  magnificent-  (  fhewne  him  thc  munitions  and  other 


ly,  thc  former  biiildinp  (if  hcercin  wee 


buildings;  he  returned  to  bis  Campc,ma- 
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king  great  haftc  in  going  thither .  The 
winter  being  ouer-paft ,  Herode  followed 
him  5  when  hecrofled  to  Tontm  his  armic 
by  fca^and  kept  him  company  during  the 
time  of  that  expedition.  Returning  foon 
aftettohisowne  homCj  hee  found  all  in 
difordcr,  by  domefticke  hatreds  purpofe- 
ly  prepared;  Tor  his  fiftcr  Salome-^  and  his 
brother  Pheroras  ,  immediately  accufed 
Alexander  and  AriHobalus  (becing  the 
fonhesof  Mariana)  affirming^  that  they 
had  openly  complayned  on  the  vniuft 
death  oftheir  mother,  and  threatened  to 
be  reuenged  for  i  t.  Hecreto  they  added  3 
that  winning  the  Vulgars  fauour  without 
any  diffimulation;  they  had  prepared  a 
craine  for  their  auncient  father  :  trufting 
to  the  power  oiArchelausy  father  in  lawe 
to  one  of  them ,  and  to  thefriendfhip  of 
the  Romaines  on  the  other  fide ,  which 
they  had  long  both  wrought  to  this  in¬ 
tent  jWith  the  very  mightieft  in  the  Court 
of  Augufttss.  ' 

H^rr?^cnduring  continually  any  thing, 
much  rather  then  the  lead  fiifpition  of 
vnderminine  his  kingdome;  became  a- 
mazed  mightily  at  thefe  allegations  3  ap- 
poynted  fomc  of  his  intimate  friends to 
be  prefent  at  banquets ,  and  other  famili¬ 
ar  conferences  with  his  fbnnes,  to  be  the 
better  aflured  of  their  words  &  attempts: 
When  (pcrchaunce)  the  yoong  Lords 
(neither  proieding  or  fufpe^^ing  any  ill) 
might  vttcr  fbme  one  word  more  libe¬ 
rally  then  other  (being  thereto  prouoked 
by  erode  language  in  the  vrgers)  pur.» 
pofly  deliucred  forth ^to  drawlbmcwhat 
from  them,  in  extolling  the  nobilitic  and 
vertue  of  their  Mother ,  which  is  the 
boiinden  duty  ofany  childc  to  doe  •  But 
this  ferued  the  tnrne  fufficienily ,  for  He¬ 
rode  to  credit  c,  that  whatfoeuerhisfifter 
had  reported  jWas  true.  Firftof  all  there- 
fore^he  reprehended  them-very  feucrely; 
next  3  to  induce  their  better  modefty  and 
reuerence  to  their  father,  by  fearc  and 
icaloufie ;  he  beganne  to  countenance, 
andcarefiilly  refpedhis  knnQ  Antipater, 
(who  was  borne  ofDoris,  when  (he  lined 
a perlbn of priuate condition)  that  they 
might  thereby  gather  his  intention ,  for 
making  him  to  bee  his  fucceffour  in  the 
kingdornc. 

This  did  more  vehemently  diftafte  the 
yoong  Lords  3  and  made  them  now  to 
complainc  more  bitterly  of  their  father. 


as  alfo  of  their  owne  vnhappinefl’e  and  ill 
vfagcj  all  which  behauiour  in  them3was 
imparted  to  their  father  by  the  aforc-fayd 
intelligencing  (pics.  ^Salome 

pclled  her  daughter  (by  frequent 

iniiirics  incited  betweene  her  and  her  huf- 
band  )  lodifclofc  whatfeerctspafled  be¬ 
tweene  the  two  brothers ,  and  whatpri- 
uatc  conferences  they  had  together.  All 
which  (he  made  in  much  greater  manner 
to  the  King,  then  they  were  indeed ,  one- 
ly  by  hir  vile  additionsjand  falfifications, 
incenfing  him  ftill  (b  cxtrca'mely  againft 
them ,  that  he  tookc  them  both  with  him 
to  Rome,  and  accufed  them  of  creafon  be¬ 
fore  Augujlm. 

There ,  after  the  infortunatc  Gentle¬ 
men  had  made  fatisfadion  to  AuguBus 
and  feme  other  Judges ,  by  cuident  pur¬ 
gations,  tearcs  and  intreatics,  they  were 
reconciled  again  into  their  fathers  grace, 
and  returned  home  with  him  to  ladea  : 
where  the  Multitude  bceing  met  toge¬ 
ther  ,  he  declared  before  them  the  caufc 
ofhisiourncy  3  and  to  what  happicfuc- 
ceflTe  it  had  forced.  Adding  withall,  that 
(by  the  liking  of  Aagujlm)  Antipater  vfzs 
next  to  fucceede  afwr  his  death,  as  being 
bis  eldcftfonnc  5  and  then  afterward, 
lexander  and  AriBobaliis  fhould  enioy 
their  right,  in  reigning  each  after  other  5 
all  which  hee  reported  to  the  people  in  a 
long  difeourfe ,  which  wc hauc  formerly 
related  in  our  Militarie  Orations. 

From  this  time  forward.  Antipater  m- 
fitted  the  more  audacioufly,  in  whetting 
the  fathers  fplccne  againft  his  brethren, 
by  falfe,  forged  and  crafty  calumniations* 
befide  diuers  odier  reports  of  nouelties, 
mcercly  dcuifed  for  the  purpofe .  He  be¬ 
ing  highly  difplealed ,  that  they  fhould 
hauc  any  title  or  claime  at  all  to  the^kii^g- 
dome:  as  fretting  extrearnely,  that  their 
creditc  held  more  (pccially  with  the  peo¬ 
ple  then  theirs  did ,  for  the  mothers  fake 
of  whome  they  came.  In  briefc3he  ncucr 
ccaffed,  till  (by  the  heipe  ot Pheroras  and 
Salome)  till  he  had  perfwaded  his  father, 
that  his  two  (bnnes  Alexander  and  Arijlo- 
hdas ,  were  grownc  prowde  vpon  their 
reconciliation ,  and  praftifed  (inftantly) 
to  pofTcffe  thcmfcluc^  of  the  Kingdom?. 
Herode  beeing  further  informed  of  thofc 
accufations ,  by  (uch  as  were  employed 
for  the  purpofe 5  by  racking,  torturing 
and  other  cruelties,  put  to  death  many  of 
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his  ownc  friends  ,  and  of  his  Sonnes. 
And  yet  no  other  harmc  could  bee  ap- 
prooued  againft  them,  but  onely  youth- 
full  and  vnaduifed  complaints ,  of exeef 
flue  cruelty  in  their  father  5  and  his  oucr- 
cafieTacilitie  j  in  lending  care  to  falfe  re¬ 
ports,  only  through  the  deteftablc  impic- 
tic  of  their  brother  A^tipater^md  them  of 
his  linage. 

Her$de  impatient  at  fo  many  fufpiti- 
ons  5  and  fiered  hourcly  with  the  diuells 
ot  bis  houfe ,  Salomcy  Antipater  and  their 
complices :  once  more,  by  his  letters  fent 
to  AnguHtts^  he  flatly  accufed  Alexander 
and  Arifiobnfu^  of  treafon.  Now,  becanfc 
AugnUm  hadgiuen  him  pcrmilJion,  to 
puniflihis  (bnnes  according  to  the  exi¬ 
gence  of  their  crimes ;  hce  accufed  them 
before  Saturninm  ^.wdf^olumniu^y  Goucr- 
nours  of  Syria ,  and  other  Eomaine  Citti- 
zens  his  friends  there  prefent ,  whom  he 
had  caufed  to  come  from  Jadea  to  Beri- 
tha^  a  Cittie  of  Syria.  After  that  they 
were  condemned  by  pliiralicic  of  voyces, 
he  fent  them  to  beftrangled  in  Sebafta: 
where  likewife  were  executed  three  hun¬ 
dred  perfons  more, who  were  faid  to  giue 
confent, to  an  imaginaric  flight impofed 
vpon  the  two  innocent  Princes .  Arijlo- 
bulus  at  his  death  left  three  fbnncs  and 
twoo  daughters  ^  which  hee  had  by  his 
wife  Berenice*^  and  Alexander  two  fonnes 
by  Glaphyra^  h^fxd^s  fome  daughters , 
whereof  we  will  fpeakc  in  their  due  place 
and  time. 

T  T 

From  this  time  forward ,  Herode  bc- 
ganne  to  be  very  vnfortunate,  becaufc  all 
his  Court  was  troubled  with  bitter  ha¬ 
treds,  difdaines,  fufpiiions  and  treafons : 
fo  that  Antipater  (  comparing  with  Phe- 
roras  and  fome  other  Courtiers )  deter¬ 
mined  to  kill  the  King  his  father .  And  as 
hce  was  plotting  priuily,  how  he  might 
be  called  to  Romehy  Augujltts  ^  for  bet¬ 
ter  ftrengthening  himfelfe  with  the  Em- 
perours  power ,  and  winning  ftiends  in 
his  Court  by  gifts  :  itcametopaflicthac 
P  her  or  as  dyed ,  whofe  wife  was  accufed 
before  Herode  by  fome  of  her  owne 
friends ,  to  haue  poyfoned  her  husband. 
Herode  making  inquifition  after  this  of¬ 
fence  by  tortures ,  chaunced  ((by  little 
and  little  )  to  come  to  the  knowledge  of 
fafre  greater  crimes ,  and  the  treafons  of 
his  fbnnc  Antipater  plainely  appeared. 

Heereupon,the  King  being  extrcamly 


enraged,  fpared  not  any  of  his  Court 
from  torturing  cruelly ;  no  not  fo  much 
as  the  women  and  their  daughters  ,  very 
nearc  in  lone  and  kinred  to  him  ,  ifhee 
could  fufped  them  in  the  very  Icaft  man¬ 
ner.  And  as  hce  ftroue  to  informe  him- 
fclfe  ,  by  al!  his  beft  and  diligent  mcanes, 
fo  much  the  more  hee  grew  to  be  hated 
of  all  his  followers ,  fb  that(coiifequcnt- 
ly)hc  became  worfc  then  miferabic. 

Onclyhis  Sifter  Salome,  wasfaithfull 
to  him,  who  compafled  the  mcanes  by 
crafrie  Spies,  to  finde  out  the  j^ots  of  all 
the  Confpiratours ,  which  fhee  ftill  re- 
iiealing  to  her  brother,  enflamed  his  fury 
extraordinarily  :  making  himtodiftruft 
them  that  were  rhoft  familiar  with  him^ 
by  forged  tales  and  faithleflc  fufpitions. 
So  that  Herode  VLCC\}fcd  Antipater  (who 
was  taken  with  the  poyfon  readily  prepa¬ 
red  for  his  father)  before  ^intilius phi- 
rm  (who  wasflayneby  Arminius  cheru- 
fchua  in  Germanie,  tweluc  yeres  after  with 
Legions  )  and  bceing  coniiidled  of  the 
finneofparricide,  and  condemned  5  hcc 
commaunded  him  to  bee  kept  prifoner, 
vntillby  Letters  and  Ambaffadours,  hee 
vnderftoode  the  will  and  pleafure  of^- 
gajlusy  concerning  his  punifhment. 

In  the  meane  while,  hcc  executed  ma¬ 
ny,  both  men  and  women,  as  beeing 
confenting  to  Antipaters  attempts  :  a- 
mongftwhomc  werediuerfe  innocents, 
wrongfully  accufed  by  malicious  ene¬ 
mies  ,  and  meercly  fwallowed  vp  in  He- 
rodesfmty  as  in  the  roaring  billowes  of 
the  Sea. 

Soone  after ,  beeing  about  the  age  of 
fcaucntic  yeares ,  quafht  and  confoun¬ 
ded  with  domefticke  calamities :  his  for¬ 
mer  fickenefle  grew  now  to  farre  greater 
violence  vpon  him ,  which  made  him  ten 
times  more  cruell  towards  hisfubieds. 
For  now  he^  was  verily  perfwaded  5  that 
the  le  wes  rcioyced  as  much  at  his  home¬ 
bred  miferies ,  as  they  did  at  the  extrea- 
mitie  ofhisdifeafe.  Wherefore  heed  e- 
uifed  very  cruell  punifiimcnts ,  for  mat¬ 
ters  of  filly  or  finall  offence ;  for  hee  bur¬ 
ned  aliucfortieyoong  Schollcrs,  of  the 
very  chiefeft  houfes  in  Judea ,  with  two 
Maifters  that  were  excellent  men  ;  be- 
caufe  (being  mooued  withjiuft  griefe,  to 
fee  the  Temple  of  God  prophaned )  they 
had  ouerthrowtic  (fomewhat  violently) 
an  Eagle  of  goldc^placed  in  the  Portall  of 

G  g  g  the 


6iJ 


Herod  term- 
rerh  his  coqr- 
tiers  crueJiy. 


Salome  only 
e  'nftant  to 
her  brother 
Herode. 


Antipater  ta- 
ken  with  poy- 
lon  prepared 
for  his  father. 


Malllcc  will 
hardly  want 
matter  to 
worke  on. 


Hero'ds  fick- 
neffe  cncrca- 
fed  vpon  him 


The  cruel  ty¬ 
ranny  of  He¬ 
rod  in  hislaft 
fickenefle. 


6i^ 


The 


reigne 


ofHcrode. 


6  Booke 


Forty  fcUol- 
IcTi  and  their 
raaiders  bur* 
ned  altuc. 


Sanhedrin 
the  anneient 
lodges  oflu 
dea  fiaync. 


The  husband 
oC  Salome 
flaine. 


The  muidc* 
ring  of  the 
yoong  infants 
in  Bethlehem 
and  other 
places. 


A  witty  fay¬ 
ing  of  Augw* 
flus. 


A  moft  hor¬ 
rible  intenti¬ 
on  in  King 
Hcrode. 


the  Temple,  and  in  the  honor  of  C^/ir; 
a thingvery coftly and  magnificent,  but 
contrary  to  the  cuftomes  of  the  Icvvilli 
nation.  The  monflrous  crucltie inflicted 
vpon  thefe  yoong  men  ,  was  the  caufe  of 
great  troubles  in  the  Cittie,  after  Her  odes 
death. 

Hec  cxcrcifedalfo  other  great  crucb 
tics ,  amongft  which,  Plnlo  the  lew  rc- 
cordeth,  that  in  the  thirtieth  ycarc  of  his 
tyrannicall  reigne, he  flew  the  Sanhedrirs: 
to  wit ,  the  ordinary  Judges  ofthchoufe 
of  Dauid.,  and  fubftiiuted other  (newly 
conuerted  to  ludaifme,  or  skilfullin  the 
Lawc)  in  their  ftead.  Morcoucr,  he  flew 
the  husband  of  his  fifter  Salome^  who  was 
of  the  Tribe  or  Linage  of  Iisda^  and  a 
Sonne ,  which  hee  himfelfc  begate  of  a 
woman  of the  fame  Tribe;  bccaufchee 
had  fayd ,  that  Chrift  our  Sauiour  was 
already  borne ,  who  was  prbmifed  in  the 
Lawc,  and  by  the  Prophets ,  to  be  of  the 
houfe  of  Dauid, 

Alfo  Saint  Matthew  the  Eiiangclift,in 
the  fecond  chapter  and  fixetecnth  verfe, 
maketh  mention  of  an  other  notable  ex¬ 
ample  of  his  crucltie ,  where  he  writeth, 
that  being  aduertifed  by  the  wife  men  of 
Perjia,  that  the  Mefias  was  home;  hec 
gaue  ftridl  commaund,  that  all  the  mafle 
j  Children  fliould  bee  murdered ,  in  the 
Towne  oiBethlehemy  and  all  the  villages 
round  about. 

Macrobim  is  a  witnefle  of  this  moft  in¬ 
humane  a6t  ,who  rccountcth (among  the 
witty  conceits  AugaUm)  that  hearing 
report  of  the  Infants  flaughter,  from  two 
yeares  olde  and  vnder ,  caufed  by  Herodc 
to  be  done  in  Syria^  and  his  o  wne  fonne, 
being  alfo  flaync  among  them,  hee  fayd: 
That  he  had  much  rather  be  Her  odes  Hogge^ 
then  his  Sonne, 

Moreouer,  feeling  his  cntrailestorot 
and  putrificjhis  bloud  and  fiefhboyling, 
and  vermine  creeping  all  oucr  his  bodic, 
defpayring  of  lining  any  longer  :  byE- 
di(S,he  aflcmbled  the  chiefeft  of  the  lewas^ 
fuch  as  excelled  the  reft  in  wifedome, 
wealth  and  authoritic;  caufingthemto 
come  from  all  parts  of  the  Kingdometo 
lertcho, 

Bceing  there  arriued  vpon  his  com¬ 
maund,  they  were  (hut  vppe  in  the  place 
appointed  for  Triumphs,  as  if  heepur- 
pofed  to  conferre  with  them  before  his 
death  y  of  fomc  important  matter  con¬ 


cerning  the  State  of  the  Kingdomc .  But 
hec  gaue  charge  to  his  fifter  S dome ,  and 
to  her  husband  Alexas ,  that  fo  foone  as 
hee  had  giuen  vp  the  Glioft:  they  mould 
difpatch  the  lines  of  the  mighticftlewcs 
by  the  Archers  of  his  Guardc ,  coucting 
by  this  meancs ,  to  make  a  wofiill  lamen¬ 
tation  amongeft  the  Icwcs  ,  who  clfe 
would  reioyce  at  theyr  Kings  mifcrablc 
end. 

Bcfidcs,  that  they  ftiouldthus  keepe 
(without  any  manner  of  impeachment) 
the  pofleflion  of  the  Kingdomc  for  his 
fonnesjwhcn  they  of  greateft  power  were 
dead  and  gone. 

Now,  z\hc\i  Salome^  and  her  husband 
made  promife  to  the  King ,  for  the  exe¬ 
cution  of  his  bloudy  will :  yet  after  his 
death ,  and  before  they  made  any  decla¬ 
ration  thereof  ,  they  Ice  loofe  all  the 
lewes ,  without  offering  them  the  leaft 
iniury ,  accounting  it  to  be  ncytherfafe 
for  them,nor  the  children  of  Herod^  to  o- 
bey  fuch  a  barbarous  and  inhumane  in- 
iundion. 

A  little  before  his  death,  the  Ambafl 
fadours  which  returned  from  Italy  ^  did 
bring  him  Letters  from  Auguftfn,  where¬ 
by. hee  gaue  him  power  oucr  his  Sonne 
Antifater ,  eythcr  for  life  or  death  •  But 
the  rage  of  the  Father  was  now  fomc- 
what cooler,  wherefore  hcccommaun- 
ded,  that  his  Sonne  (hould  be  brought 
lo  lericho-y  but  yet  to  keepe  himftillin 
bands* 

It  fortuned ,  that  Herod  (liuing  in 
fuch  horrible  and  extreame  torments, 
with  ftincking  putrifaftionofhisbody:) 
fodaincly  caught  a  knife ,  and  fought  for 
the  fitteft  place  to  ridde  himfelfc  out  of 
thofe  paines. 

But  Archelat^s^  one  of  his  kinfemen, 
and  other  feruants  (bceing  by)  hindered 
his  violent  intent  of  murdering  himfelfc: 
whercuppon,  a  great  tumult  and  out-cry 
ranne  throughout  the  whole  Pallacc ;  c- 
uen  as  if  the  King  had  bccnc  dead .  Anti- 
pater  being  prifoncr ,  and  vnderftanding, 
why  ihefc  cries  came  thus  from  cucry 
place  ;  beganne  to  be  very  iocund  and 
mirthfull ,  cuen  as  if  his  father  were  dead 
indeede ,  and  would  hauc  induced  the 
Guardes  to  let  him  hauc  liberty, vpon  ve¬ 
ry  libcrall  promifeshe  made  to  them. 

But  he  that  had  the  cfpcciall  charge  of 
him, fearing  the  crucltie  of  the  King, went 


A  conTimauDd 
more  then 
barbarous, 5c 
ill  bcfccroing 
the  house  of 
death. 


The  Icwcs  re- 
leafed  with¬ 
out  any  harm 
done  CO  them 


Herodc  rccci- 
ued  letters 
from  Augo- 
flus  before 
his  death. 


Herod  Inteiw 
ded  defperac 
ly  10  kill  him* 
fcJfc. 


to 


Aotipatcr 
t'eckcth  to 


corrupt  his 
kccperi. 
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Chap. 


The  reigne  of  H  erode. 


Antipatcr 
fccrctly  flaiae 
in  prUon. 


The  fhamc- 
full  and  igno- 
miniousdeath 
of  Herodc. 


Three  fpccial 
aduerfaries 
with  whom 
hce  had  to  < 
dcalc  priil-^ 
cipally. 


A  Tyrant  is 
alwayes  fufpi- 
tious,&  hard¬ 
ly  truftctfi  a* 
ny  man  but 

himfclfc 


:  natmine 


The 
ol  our  Lord 
and  Sauiour 
Icfus  Chr  ft 
in  Beihlehcm 


to  fee  whether  he  was  dead  or  no :  repor¬ 
ting  to  him  his  Tonnes  merry  difpofition, 
and  the  matter  which  he  had  fo  carneftly 
tiiooucd  him  vnto. 

Herode  mightily  offetided  at  thefc  ty- 
dings,  commaundedj  that  (without  any 
delay  )  hisfon  .^;^^//>4/^rfhoiildbellayne 
in  prifon.  Which  beeing  done^himfelfe 
lined  but  fine  dayes  after  his  fonne .  'So 
that ,  what  with  the  violence  of  his  ficke- 
neficj  encreafing  the  torments  of  his 
foulcjhc  died :  hailing  reigned  foil  re  and 
thircieyeares  after  the  fiirprizall  oUern- 
falemi  andfeauenandthiriie  yeares  after 
the  Ronuines  had  proclaimed  him  King. 
A  man  equally  cuell  to  all  men-from  bafe 
and  lowc  degree ,  exalted  to  eminent 
place  of  honour  ^  by  induftrie ,  bountie 
and  friendfhip  :  very  happy  abroade , 
vnfortunate  amon gft  his  owne ,  and  ha¬ 
ted  (both  of  hisfubieds  and  domeftickes) 
forhiscrueltie.  ;  . 

'  All  the  time  ofhis  gouernement ,  hce 
had  contention  and  quarrel!-  principally 
with  three  aduerfaries.  Firft  of  alfagainfl 
the  Family  of  the  Jfmonems ,  ‘which  hce 
ftroue  vtterly  to  extirpate  by  all  his  polli- 
cics ;  Secondly,  againft  the  IcwiOi  pco- 
plc  j  who  Could  not  endure  the  dominion 
of  aftrangcr  :  and  although  they  kicked 
,j  continually  againft  him ,  yet  finally  they 
H  were  charged  with  a  hard  yoake’of  ferui- 
I  tude.,  The'  third  adtierfarfe,  more  trou- 
blefome  and  difficult  therT  both  the  reft^ 
was  his  owne  houfholde  people .  For, 
as  hce  flew  one  part  of  them ,( beeing  no 
way  guilty  or  offenfiue  towardcs  him)  by 
liftening  to  falfe  reportes  of  the  enuious,- 
and  according  to  his  owne  fufpitions 
ftill  to  fupport  his  grecdic'defirc  of  rule : 
fo  did  he  punifh  others  taken  in  the  fa61, 
whoindeede  confpired  againft  him ,  vn- 
till  fuch  time ,  as  beeing  more  broken 
and  battered by-bis  domcfticke  encum¬ 
brances  5  then  by  extreamitie  of  age  5  He 
payed  the  tribute  due  to  Nature,  vhilo' 
the  lew  wrireth,  that  hee  reigned  fixe 
yeares  lawfully, and  one  and  thirty  yeares 
tyrannically. 

In  the  three  and  thirtie  ycarC  of  his 
reigne  ( as  it  is  auouched  by  Epiplomm) 
vndcr  the  firft  defcription  ofthe  W  orld: 
lefmChrifl^  ourblcffcd  Sauiour  and  Re¬ 
deemer  ,  was  borne  in  Bethlehem  of  the 
Virgine  Mary,  At  the  age  oftwo  yeares, 
by  the  Angcllcs admonition,  hee  was 


with-drawnc  from  the  crueltic  of  this 
wretch  ,  by  his  father  and  mother ,  who 
fled  with  him  into  Egypt ,  Afterward cs, 
hee  was  brought  backe  againc  into  ludea^ 
at, the  beginning  ol  the  Primacie  ot 
chelat0s»> 

altered  his  Will  three  feuerall 
times  :  Thefirft  chaunge  was,  after  hec 
had  put  to  death  his  twofbnncs  hy  Ma¬ 
riana  the  A  fmonean  and  then  hee  lent  it 
by  the  hands  of  ylnttpater  (  hee  going  to 
Rome)x.o'AuguJlii6.  That  VVill  confirmed 
as  his  heire  in  the  Kingdomc ,  Antipater, 
his  cldeft  (bnne  by  Doris  :  bur  yet  wn’th 
this  condition,  thatifhe  dyed  before  the 
time,  his  fonne  whomehcehad 

by  the  daughter  of  Simon  the  high-prieft, 
Ihould  fuccccde  him .  To  whom  (  vpon 
this  occafion  )  according  to^be  opinion 
of  lojephtis ,  hee  had  giuen  in  marriage 
Elerodias ,  the  daughter  to  Arisiobul^i^s\ 
ionne  of  Mariana  the  Afmonean, 

After  the  death  of  Pheror^ ,  brother 
loHerode^.xhz  treafons  began  to  bedif 
coiiercd,  and  the  King  beeing  informed, 
that  the  Wioxhex  of  Herode ,  his  deftina- 
ted  fucceffour  (  and  daughter  to  the  So^ 
tieraigne  Sacrificer)  had  confented  in 
wicked  counceil  with  Antipater  :  hee 
razed  the  names  both  of  Antipater  and 
Herode  out  ofhis  Will ,  fruftrating  them 
from  all  hope  of  ciier  comming  to  the 
Crownc. 

Bcfide,  he  cxpulfedthe  two  mothers, 
Doris  and  Mariana,  out  of  the  Pallace, 
defpoyling  alfohis  father  in  lawc  Simon^ 
ofthe  High-priefthoodc. 

InhisfccondTcftament  3  hee  left  the 
Kingdomc  to  his laft  fonne,  named  He¬ 
rode  Antipas ,  and  hce  to  fuccccde  after 
his  death ,  beeing  borne  of  Marthaca^ 
Samaritane  .  Therein  hce  made  no  men¬ 
tion  at  all  of Archelam,  nor  of  Phillip, \^\\o 
were  elder  in  yeares  then  hee  ;  bccaufc, 
by  the  fuggeftion  of  Antipater ,  fome  of 
ofhis  friends  had  falfely  accufed  them  by 
Letters,  in  the  time  of  their  ftudying  at 
Rome, 

By  the  fame  Teftament,he  left  a  thou- 
fand  Talents  to  Augujlus,  which  ameun- 
tethto  three  (core  tunnes  of  Golde.  To 
Uaia  the  wife  of  Attgtiflm  ^  and  to  the 
children  and  cnfranchifed  friends  of  A  u- 
gufitiSy  hec  gaue  fiue  hundred  Talents, 
that  is  to  fay,  thirtie  tunnes  ofgoldc. 

Laft  of  all,  after  that  (a  little  before 
Ggg  2  his 


The  left  araec 
of  Werodc 
changed  by  • 
bimfelf  ihrcc 
ieucra]  tiincs. 


lofph  in  A  nr. 
IudJiw,{.ca.io 


Antipater  & 
Herod  razed 
ouco{  their 
fathers  tefta- 
mcnt,&  their 
mothers  ex¬ 
cluded  the 
Court. 


The  fecond 
alteration  of 
hisWiU 


A  thoufand 
talents  giuen 
by  Herode  to 
Auguftus. 
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Of  Herodes  Children, 


The  ihird 
and  laft  alte¬ 
ration  of  his 
tedament. 


Hcrode  Anti 
pas  and  Phil¬ 
lip  made  both 
Tctrarches. 


Hcrodiboun- 
tie  in  his  Ic- 
gacies  to  Au* 
guftus  and  o- 
ther. 


his  death  )  hcc  had  eaufed  Antipater  to 
bee  flayne ,  for  diiicrfc  confpiracics  a- 
gainft  his  father  and  brethren  :  he  grew 
into  good  liking  of  his  two  elder  fonnes, 
which  was  the  rcafonof  altering  his  will 
the  third  time ,  leaning  the  Kingdome 
of  ludea  to  Arcbelam}^  prouided  alfo, 
that  it  might  bee  as  pleafing  to  Augu- 
Jius. 

In  dead  of  King ,  hec  made  Antipas 
Tetrarchof  Galilee  ^nd  Perea  ^  that  is  to 
fay  5  of  the  Region  feituate  beyond  lor- 
dane. 

In  like  manner ,  hcc  appoynted  Phil- 
lip'X ecrarch of Gallonitida^  T raconitis , Ba- 
tanea  and  paneada .  To  his  Sifter  Salome 
(who  amongft  all  his  kinred)  he  had  one- 
ly  found  faithfull  to  him ,  and  hclpcfull 
in  all  his  adyerfities ,  hec  left  three  weal¬ 
thy  Citties ,  lamnia ,  Az^ot  and  Ph^eli- 
da ,  with  fiftie  thoufand  Crownes  bc- 
fides. 

Hee  alligned  great  rciienews  to  his  o- 
ther  fonnes,  and  totheir  children, whom 
hee  left  in  priiiate  condition ,  and  aug¬ 
mented  the  Legacies  which  he  had  fent 
to  AnguHm  and  other  at  Pome.  But  Au- 
guHti^  (  afterwards )  diftributed  all  the 
money  to  him  appoynted  to  HerodesVmr 
red  5  retayning  nothing  to  himfelfc,  but 
onely  certayne  coftly  vcffellsj  as  a  token 
of  remembrance  for  the  dead. 


CHAP.  XV. 


A-briefe  Collection ,  concerning  the  chil¬ 
dren  of  Hcrode  the  Great ,  which  hee 
.  had  by  his  tenne  wines ,  ^  alfo  the  or¬ 
der  of their  feuer all fuccef ions. 


lofepbus  va- 
rieth  fi  om 
iheEuange* 
licall  hiiiorie. 


Thought  it  verie  nccef- 
farie,  heerctofetdownc 
the  order  and  fucceflion 
pff/erodes children^  be- 
caufc  it  doth  giiic  great 
light  to  the  Euangclicall 


Hiftorie,  in  regardc  that  the  Deferipti. 
on  made  by  lofephus^  is  fomewhat  dif- 
fenting.  Efpecially  in  Herodiits ,  whom 
lofephi4s[2iyx\\^xo  be  fometimc married, 


^  Booke! 

- - ( 


not  to  Phillip  the  Tetrarch ,  as  the  E  uan- 
gclift  Saint  in  the  fixteenth  chap¬ 
ter  and  feauentcenth  verfe  of  his  Gofpcll 
auoucheth,  but  to  Herod,  fbnnetothc 
daughter  of  Simon  the  High-prieft ,  who 
(bone  after  was  aduaunced,  and  ioyned 
with  Herode  Antipov  Tetrarch  of  Galilee, 
that  flew  Saint  John  Baptifl. 

He  fayth  befides ,  -  that  the  dauncing 
daughter  of  Herodias,  was  married  to 
Phillip:  But  the  aiithorincof  the  Euan- 
gclifts  ought  to  be  of  greater  weight  with 
vs ,  then  to  that  of  lofephns,  who  in  this 
Genealogic  of  Herode,  fpeaketh  things 
very  contrary ,  which  is  nor  much  to  bee 
marucllcd  at ,  in  a  Familic  of  fo  great  cx- 
tendure.  For  King  Herode ,  according  to 
the  aimcient  manner  of  the  Kings  of  lu¬ 
dea,  had  many  wiucs  together,  in  all  be¬ 
ing  tenne^  two  whereof  were  barren. 


genea¬ 
logic  oi  He¬ 
rod  vcr7  great 


Doris  his  firftwif^. 


Antipater  die 
Ibnne  of  Do¬ 
ris  the  fiift 
wife  ofHcrod 


ued  into  grace 
againc  and 
her  fonnere. 
pealed. 


Her  he  married  in  priuate  condition, 
taking  her  from  a  place  of  flendcr  repute, 
her  father  heeing  as  then  lining .  Of  her 
hec  begate  Antipater ,  whom  hcc  disin¬ 
herited  ,  his  mother  Doris  bccing  diuor- 
ced,  after  he  was  raanied  to  Mariana,  the 
Afmonean  :  nor  would  hcc  permit  her  to 
be  prefent  in  lerufaUm^  but  oncly  at  three 
famous  folemnitics. 

But  after  that  Mariana  was  put  to 
death,  hec  recciued  Doris  agayne  into 
his  Court ,  and  gauc  her  admittance  to 
his  beddc,  re-calling  home  the  fonne 
alfo  ;  beeing  fully  tefolued,  to  haue  left 
him  heyre  to  the  Kingdome ,  if  hee  had 
not  becne  the  caufe  of  his  owne  ruinc 
and  death,  by  wicked  machinations ,con- 
triued  againft  his  father  and  brethren  3 
befide ,  hee  brought  his  owne  mother  in¬ 
to  the  diflike  of  his  father. 

Antipater  tooketowife  the  daughter 
o(Antigonus,  the  laft  King  of  the  Afmo¬ 
nean  s  ,  by  whom  hcc  had  alfo  tMntipa- 
ter,  to  whom  was  married  the  daughter 
of  Pheroras  his  great  vnckic .  Afterward 
hee  married  Mariana,  daughter  vnto  his 
brother  Ariliobulns ,  whom  he  caufed  to 
be  murdered. 


Antipatcr 
had  a  fonne 
named  And- 
pater  alfo. 
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15. 


The  reigne  of  Herode. 


The  ilTue  to 
Herode  by 
Mariana,  and 
their  matches 
inroaniage. 


M-:- 

b  -  -  - 1 


Theifluc  of 
Ariftobulus^ 
and  his  wife 
Berenice. 


By  his  fecond  wife  Mamm  the  Afmd- 
nearly  he  had  many  heiresj  thus  following 
in  order. 

Mariana^ 

G&^/^r^jdaughtcrto  of 

Cappadocia  5  Alexander  ^  flainebyhis  fa¬ 
ther. 

i  ■  4  : 

Her  ode y  s  _  '  ^ 

Arijiobulu^jl^inc  byiiis  father  jlefc  fine 
children  by  Berenicey  as  followeth  after. 

The  third  dyed  immediately. 

Salome  was  married  to  Phafelusfonnc 
of  Phafelue,  brother  to  Herode ,  of  whole 
children  we  haue  fpoken  before.  / 

Cypris  was  married  to  Antipater  ^  the 
fonne  of  Salome^  fifter  to  the  King. ; 

t  *  ^  • 

•  A  -  ^ 

Alexandery 

Tygranes^vfho^N^sknt  by  Nero  King 
into  Armenia*  '  ,  v, 

Tygranes  was  King  oiArmenky  and  af¬ 
terward  accufed  2xRome  y  dyed  without 
iflue.  ,  / 


>  'N  r-  t 


The  names  of  Ariflobulushis^chiU 

drenjby  Berenice,  ^  ^  ' 

i  -'-i.  :  .  .v\  ' ,  ,  n ,  x  f 

AriJloMnSy^v^n^cA  by  the  command 

ofhis  father •  >  ‘32;  .  _ ^ 

Berenice  his  wife  ^  daughter  ofSalomOy  j  priefts  daughter^  liued  without  publiquc 
fifter  to  King 


terward  to  ArifiobulHs ,  fonne  to  Herode 
)dmgoichalcts. 

Herodias  his  wife,  yoongefl  daughter 
of  Great  Herode ,  and  alfo  the  daughter  of 
Ariflobnlus:,  flaine  by  his  father. 

T^Erode  affeding  this  Mariana  for  her 

^rarebeauty  5  who  was  the  daughter 
to  a  filly  facrificing  Prieft ,  he  percciuiug 
that  he  could  no  otherwife  enioy  hetjbut 
by  lawfull  marriage  5  made  her  father  5/- 
meon  (fomcio  Boethus)  High-prieftj  by 
dcpofing  lefM^  the  fucceflbtir  to  Ana^ 
nelus.  , 

4^  '  Of  her  hec  begate  Herode  the  fecond , 
whom  he  had  inftituied  (in  h  is  firft  Will) 
fccond  heire  after  Antipater  his  eldeft 
fonne.  But  growing  ofFended(afrerward) 
for  fome  fault  in  his  mother :  hee  al  cered 
his  Will  j  anddepriuedhimof  all  hope 
offuccccding. 

Hfephnsmmrh^  that  this  Herode  the 
fccond  (who  alvvaycs  afterward  lined  pri- 
uatcly)tookc  to  wife  Herodias,the  daugh¬ 
ter  Arifiobulus  f\gi\ne.  by  his  father  jwho 
afterward  was  exalted  by  his  brother  He¬ 
rod  Antipas,  contrary  to  all  right  and  rea- 
fon.’  But  (as  I  haue  already  faid)  this  Ge- 
ncalogie  of  lofephus  agreeth  not  with 
•Saint  Marke,vfho  ruleth  it  in  this  mancr. 

Herode  the  fecond,  borne  of  the  High- 


Matiana  the 
daughter  to 
Simeon,  ad- 
uanceej  to  the 
Higlv  prieft- 
hoode. 


Herod  theie- 
conddepri- 
ucd  from  luc- 
ceeding  in 
the  kingdom. 


Agrippa  the  firft  Kin  g  of  / udeki  c . 
Herode  the  fourth  King  of  Chalcis, 
Anfobultis ,  to  whom  .was  cipoufed 
daughter  to  the  king  of  the  Erne- 
fans ,  by  whom  hec  had  lotapata  dcafe 


i-.u 


daughter. 

Herodiaf ,  who  left  her  husband  ^  and 


charge. 

His  wife  that  left  him, marri¬ 
ed  with  the  brother  to  her  husband. 

Herode  Antip^,;T ctrarch  of  Galilee, 
Phillip  the  Tctrarch  5  who  died 
without  children^ 

The  Salome  was  married  to 

both,  each  after  other,  and  engendred  by 
.thclaftj 


had  a  daughter  5  who  for  the  re-  v  Herode ^AgrippAyAriHohulusip^y^hovo 
ward  of  her  goodly  dauncing  jirequired^  Ifindc  nothing  at  all  recorded, 
and  had  the  head  oiS^xnt  lohnBaptiU 


Mariana^  affianced  firft  to 
the  fonne  ck Antipater :\m.  afterward 
tipatery  Ibniic  of Herode 'took^hti 
to  wife.  ,  - 


- 1 .  <  .  t 


The  ifluc  by 
the  third  wife 
to  king  He- 
rodc. 


Mariana  daughter  to  Simeon  the  foiic- 
raigne  Sacrificcr ,  the  third  wife  to  He- 
rode,  ofwhomcame.  - 
Herode  the  fecond ,  who  had  a  daugh¬ 
ter  named  Salome  y  married  fometimeto 


The  fourth  wife  of  Herode  w2ls  Mar- 
thaca;ox  Malthacay^  Samaritane^of  whom 
were  bornCj  " 

Archelaus ,  who  by  the  laft  Tcftamcnt 
of  his  father,  was  brdayned  to  be  his  fuc- 
ceffour  •  But,  by  AuguBus  he  was  inftitu- 
tedito  be  ^  Ethnarche, 

\  ^  Herode  the  third ,  called  alfo  Antipas, 
Tttx^xchoiGalilee-y  tberauifticrof  Hero- 
diasy  and  murderer  of  Saint  lohn  Baptisl : 


lofcphus  re- 
prouedin  his 
O  cnealogic. 


ThcGcnca- 
logic  accor¬ 
ding  to  the 
defeription  of 
Saint  Marke. 


hisvncklc  Phillip  the  Tctrarch;  andaf- 1  he  was  called  aUb, the 

'  Ggg  3 _ Olympia^ 


TheiflTueof 
Herode  by 
his  fourth 
vfife* 


I 
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OfHerodes  Children. 
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OiymfM,  married  to  hfifpus ,  fonnc  of 
the  brother  to  King  Herode  :  Of 
whom  came  this  Pofteritie  following : 

^4m;?4,efpoufed  the  fourth. 

King  of  chalcis ,  and  had  a  fonnc  named 
AriftobuluSyViho  (^yNero)  was  ioftituted 
Goiicrnor  of  Armenia  the  Jeffer .  He  had 
to  wife  Salome,  the  daughter  oiHeredias^ 
as  formerly  hath  bene  declared.  ^ 


The  ifluc  of 
Herod  by  his 
fift  wife. 


Jofeph,  in  An- 
tiqHit.lud.libr, 
17  cap,io» 


lofephus  foud 
Gontradidory 
tohimfdfc. 


The  iourncy 
of  Archelaus 
to  Rome,af- 
ter  the  King 
his  fathers 
death, and  his 
mother  with 
him. 


The  fift  wife  of  Herode  was  Cleofatra  of 
Jerufalem ,  whole  chil¬ 
dren  were 

Fhillip ,  who  ^(by  the  laft  Tcftament  of 
his  father)  was  appoynted  Tetrarch  of 

T uchonitis. 

tierode ,  of  whom  I  finde  nothing  re¬ 
corded  in  any  Hiftoric, 


But,  confidering  ih^tlofefhta  faith, 
that  this  Phidifw^s  brother  to  the  father 
and  mother  of  Archelaus*,  I  make  feme 
doubt  of  diuers  other  places  before  men¬ 
tioned  by  him,  where  (perhaps  by  want 
of  memory)  he  wrongeth  himiclfein  the 
numbringof  Herodes  children;  as  in  the 
Iccond  Chapter  of  the  fame  BookCr  And 
that  of  the  fame  mother  were 

borne  Archelaus  ^  Phillip  and  Olympian 
And  that  of this  CleopatralxSsatA  on\y  . He¬ 
rode  ,  called  i^/itipas .  From  whence  it 
proceeded  (as  I  thinke)  that  JofephUs  at- 
tributeth  two  fonnes  vnto  this  Cleopatra^ 
Phillip  and  Herode  :  of  whom  (ncuerthe- 
lelfe)  he  maketh  not  any  mention  in  his 
Hiftorie.  . 

I  thinke  then,  that  Antipas  Ihould  bee 
placed  for  Phillip  vndcr  Cleopatra-,  for,be- 
caufehenamech//^/^^/^alfo  :fomc  (not 
veryskilfull)  hauc  attributed  two  Ibnncs 
to  Cleopatra :  cuen  as  if  I  fhould  fay ,  that 
Iidius  and  Cafar  had  bccnc  two  Confulls. 
Affliredlyathis  coniedurc  feemeth  to  be 
confirmed,  heezufe  Archelaus  (being  vp- 
on  his  departure  to  Rome,  after  the  death 
of  his  father )  left  all  the  care  and  mana¬ 
ging  of  the  kingdomes  affaires  to  Phillips, 
as  to  his  near  eft  and  dcareft  brother;  and 
notto^Antipus  y  whom  he  ought  to  hauc 
preferred  before  Phillip ,  if  hec  had  becnc 
his  germaine  brother  by  the  fame  mo¬ 
ther  .  Bat  this  fhewes  it  fclfe  much  niorc 
euidently,  in  regard  that in  the 
thirteenth  and  fourctccnth  Chapters  of 
the  fame  feuenteenth  Bookc, faith :  That 
Archelaus  io  Rome  ^  tookc  a- 


long  with  him  his  vc\oi\\tx  MarthAca,v^\xo 
dyed  there,  before  the  fuitc  (concerning 
the  fiicceflion  )  was  defeided ;  and  that 
(foonc  after)  Antipas  ioWovjcd  him, who 
likewife  was  accompanied  with  his  mo¬ 
ther.  It  muftneedes  follow  then  necef- 
farilyjthat  they  had  diucrfitie  of  mothers. 
Wherefore  it  fomewhat  amazethmcc, 
that  lofephus  repeaicth  in  the  Hiftorie  of 
the  lewcs  warres,  to  hauc  fpoken  ill  in  his 
Antiquities ;  to  wit ,  that  Archelaus  and 
Antipas  vicic  brethren  by  one  mother. 


The  fixt  wife  of  Herode ,  was  P  alias  ^  who 
had  a  fonnc  named  PhafeluSyolvjhom 
lofephus  writeth  nothing. 

The  (eauenth  wife  was  Phadra ,  who  had 
by  Herod(^t\n%  then  ancient)a  daugh¬ 
ter  named 

The  eight  wife  of  Herode  y  vj^sElpis  y  by 
whom  hec  had  a  daughter  named  Sa¬ 
lome. 

Afterward,  Augufus  married  the  two 
fonhesof  PheroraSy  tothefetwo  fifters, 
Roxana  and  Salome,  becing  but  yoong 
when  their  father  died .  To  whome  (be- 
(ide  the  Legacies  of  their  father)  hec  ad¬ 
ded  (  of  his  Qwnc  )  in  their  dowric ,  two 
hundred  thoufand  pccccsof  liluer  mony : 
which  flimmc,  if/y^/;/;«doevnderftand 
Drachmaes  thereby',  as  I  imagine ,  it  a- 
mounteth  to  fine  and  twentie  thouland 
crownes  of  the  Sunne. 


Antipas  and 
his  mother 
went  alfo  10 
Rome. 


Pallas,  Ph*« 
dra  and  Elpis 
wiihtheh  if* 
Tue  by  Herod 


The  ninth  wife ,  was  the  daughter  of  his 
brother,whom  nameth  not. 
The  tenth,  was  his  Coufinc  gcrmanc,vn- 
named  alfo. 

By  thefc  two  wiucs  Herode  had  not  a- 
ny  children. 

All  this  lb  great  linage  of  Herode ,  fai¬ 
led  (wcll-nearc  vtterly)  within  the  fpace 
offciienty  yeare$,  the  moft  part  of  them 
liuing  in  priiiatc  manner .  Such  as  attai¬ 
ned  to  goucrncment  of  affaires,  and  fuc- 
cceded  in  fome  fmall  portions  of  their  fa¬ 
thers  dignitie;  were  only  three  fonnes  of 
Herode  y  ito  wit,  Archelaus  the  Ethnarch, 
Phillip  ^niAntipaSy  Tetrarches,  and  two 
yonger  fonnes;  xh^iiiiiAgrippay  King  of 
ludeay  ^d  Herod  the  fourth  King  9f  cbal- 
cis ;  Agrippa  the  laft,  in  whofc  reigne  was 
the  lewilh  warre ,  and  the  deftniaionof 
lerufalem .  I  will  fpeake  briefly  of  them 
all  in  order. 

CHAP. 


The  bounde 
of  Auguftu* 
to  the  marri¬ 
ages  of  Rox< 
ana  an^Sa* 
lome. 


A  great  race 
viterly  expi¬ 
ring  in  a  final 
compare  of 
ycares. 


Of  them  that 
fucceeded  in^ 
gouernmeuc. 
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C  hap.  i6.  The  Ethnarehie  of  Archelaus, 


6ip 


A  commotion 
or  mutiny,  fi¬ 
fing  in  the  ci- 
tie. 


A  bloodic 
{laughter  of 
the  people 
made  by  Ar¬ 
chelaus. 


t 


Herodc  Anti- 
pasgocthaf- 
tet  his  bro¬ 
ther  Arche¬ 
laus  to  Rome, 
to  pleade  his 
Title  to  the 
crowne. 


CHAP.  XVi. 


of  the  E t hmr chie  of  ArcheUus'^  and  the plea 
of  him  and  his  Brother  Antipas  before 
Augujlftafor  the  right  of  Qouermnent, 


Y  the  laft  Teftamcnt  of  the 
Father  (  as  I  hauc  already 
fayd)  Archelaus  w^s  appoin¬ 
ted  fucceflbr  with  royall  po¬ 
wer  I  prouidedj  that^/^^«- 
would  be  (b  pleafed.  But  fcarfly  was 
the  fathers  body  interred,  when  a  great 
mutiny  arofe  in  the  Citty,  and  he  loft  his 
peoples  affedion  by  cruelty.  For  fome  of 
the  kindred  &  parents  of  the  yong  fchol- 
Icrs  that  wer  burned  aliuc,  about  beating 
down  the  golden  Eagle,  returning  to  the 
FeaftatEaftcr,  moouing  the  people  by 
their  tearcs  and  complaints  to  challenge 
reuenge  of  ccrtaineilandcrous  pdfons, 
and  depofition  of  the  Soueraigne  Sacri- 
ficer^whom  Herodehz^  eftablifhed  in  the 
ending  of  his  dayes :  Archelaus  fent  bis 
Light  horfemcn  againft  the  people,  and , 
made  a  bloody  flaughter,  to  the  number 
ofthrec  thoufand^  befide  diuers  put  to 
flight,.  After  that,  the  tumult  was  for.  a 
time  appeafedjhce  left  the  charge  of  his 
kingdbmcs  affayres  to  his  hxothci  BhiUip^ 
and  tooke  his  iourney  to  Komc^  accom¬ 
panied  with  his  mpihct  Marthaca  y  and 
fome  other  friends,  to  require  of  At^u- 
Mus  the  fullcftabliftimenc  of  his  Fathers 

VVillv^  '  ;■  ;;  '  ‘.'.i;.;  • 

By  thefuggeftion  of  their  Aunt  Salome^ 
Herode  Antipas  followed  after  his  Bro-‘ 
ther,  to  contend  with  him  for  fucceffion 
in  the  kingdomc  before  AuguBus.  There 
hee  accufed  him  of  cruelty ,  approouing, 
that  the  Crowne  ftiquld  rather  bee  his, 
then  any  due  to  Archelaus-Jt^cc^uk  by  the 
fecond  teftament,he  was  oncly  ordained 
heyre  to  the  Royall  dignity ;  when  bis  fa¬ 
ther  Herode  was  found  bothin  bodie  and 
memory .  And  fuch  a  Will  fo  made, 
ought  to  bee  of  farre  greater  refpeft  and 
weight,  thenthelaft  (b  neere  bis  death  5 
when  both  body  $nd  mind  were  vneape- 
able  of  fenfc  and  rcafon . 

Soone  after,  fifty  AmbalTadonrs  were 
fent  from  the  people  of  Judea  to  Rome^  to 


entreate,  that  they  might  no  longer  bee 
gouernedbyaKing  :  but  rather  that  'jfu- 
dea  (being  reduced  to  the  form  of  a  Pro- 
iiince)  might  be  vnder  command  of  the 
Romanc  Captaines  (as  afterward  it  was, 
but  to  the  Icwes  no  great  aduantage.,) 
Biitifneedcs  they  tnuft  haue  a  King,  and 

Her  odes  pofterity :  they  openly  confef 
fed,  that  they  much  rather  affeded  Be- 
rode  Antipas^ihen  Archelaus y  who  (at  his 
very  entrance)  gauc  them  (bfficient  vm 
derftandingjwhat  mildnefleand  mode¬ 
ration  they  lEould  afterwardes  expect  in 
him. 

While  this  fiite  was  thus  in  hearing, 
and  AuguBus  confulted  thereon,  with 
fome ofhismoft intimate  friends;  grec- 
uous  tumults  chanced  to  be  moiied^  firft, 
by  Sabinus,  Procurator  for  Cafar  in  leru- 
and  afterward  in  diners  other  pla¬ 
ces  of/z^^e^.  Forfomepeople  (of no 
;  worth)emboldncd  by  the  Kings  abfence; 
hailing  gathered  together  certaine  com¬ 
panies  of Thecues ;  dtirft  attribute  vnro 
themfelues,  both  the  Royall  dignity  and 
Ornaments,  During  which  time,  Judea 
was  wonderfully  wafted  in  manic  places 
with  fire  and  fword ;  Vntill  (by  the  vertue 
oiQuintiliiusKarus^^ho  fcattered  the  ar¬ 
mies  of  the  Theeues,  andhSngcd  vppe  a- 
bouc  twothouftnd,  fuch  as  were  cheefe 
Leaders  in  the  (edition,)  the  danger  vvas 
well  oiicr-blownc. 

Thefe  troubles  being  certified  by  Lct- 
ttts'toRomehy Farus ^  caufed  AuguBus 
(hailing  ended  the  futc  concerning  the 
fucceffion)  to  fend  backc  the  Sonnes  of 
Herode  to  ludea  againe  •  But  he  had  diui- 
ded  the  whole  kingdomeof  Herode  intOj 
two  partitions :  one  whereof  hce  gaue  to 
Archelaus y  whom  he  named  Ethnarchc, 
which  dignity  he  affoorded  to  be  greater 
then  that  of Tetrarche,  6c  yet  much  IcflTe 
then  Royall  power.  Promifing(neucrthc- 
leflTc)  that  he  would  make  him  King, after 
hchadmadctriallofhis  ihduftrybe  mo- 
■dcration  in  this  gouernment.  Moreouer, 
hce  diuided  the  other  part  into  two  Te- 
"trarchies,  which  he  gauc  to  the  two  Bre¬ 
thren  to  Galilee  andPzr- 

r^'4;  the  rcucnncwes  whereof  amounted 
to  two  hundred  Talents, that  is  fixe  fcorc 
thoufandCrowncsofthc  Sun.  But  the 
Ethnarehie  ofAf^chelausywhlch  containd 
IdumAA,  Judeuy  and  vale  wed  fixe 

hundred  Talents  in  rcucnncwes. 

Arche- 


A  requeft 
)madc  by  the 
[ewcs,[obeC 
no  longer  go . 
uernedby  a 
King. 


Seditions  and 
cumuieshap- 
ningiiilcru- 
falem,  ando- 
cher  places  of 
ludea. 


Hcrodes  Ions 
fentbacke  lo 
ludea  againe, 
and  the  king- 
dome  diuided 
into  partici-* 

OflS. 


The  diuifion 
of  the  two 
Tctrarchics. 


6io 


The  Ethnarchic  of  Archelaiis .  6,  Booke! 


The  cruel  he- 
hauior  of  Ar¬ 
che!  aus  to  ht« 
lub'ic^s  after 
hiircturne  a 
mong  tliem* 


Archclausfcll 
in  lone  with 
his  brothers 
wife  Glaphy¬ 
ra, &  married 
her,  conirarie 
to  ihcLawcof 
God. 


The  death  of 
Glcphyr  a,  af¬ 
frighted  by  a 
fearful  dream 


Archelaus 
fent  for  to 
Rome, his  co- 
ui^ion  and 
death. 


Pontius  PiJat 
lentgouernor 
into  ludea. 


ArcheUtii  being  come  backc  into  U- 
dtd,  enflamed  with  hatred  againft  hisfub- 
ic(Ss(by  whofe  acciifation,  hcc  had  not 
only  loft  his  Kingly  authority,  but  almoft 
thchalfc  part  ofhisgoucrnmcnt)  began 
to  carry  himfclfc  cruelly  towardcs  them , 
and  (for  fmall  or  no  caufes  at  all)  did  put 
coclcath  fuchperfons,  as  hcc  imagined 
had  defired  the  alteration  of  the  State. 
Morcoucrj  he  highly  foylcd  his  reputati¬ 
on, with  marriage  prohibited  by  the  laws 
of  God.  For, at  his  returnefrom^t^wr,  as 
he  pafled  thoro  w  Cappadocia,  to  vifirc  his 
V\v\{\x\^n\dngArchelai^',  hec  found  there 
Glaphyra  (widdowed  the  fccond  time) 
who  had  bene  firft  married  to  Alexander 
that  was  put  to  death  by  his  Father  Herod 
with  his  brothel  AriUobulue.  After  his 
death,hcr  Father  in  law  fent  her 

(with  her  dowry)  vnto  her  ownc  father, 
where  fhc  was  remarried  to King  of 
the  Numidians*,\v\\o  being likewifc'dcad, 
fhe  came  and  liued  with  hir  father  again.’ 
ArcbeUi^  (iniieigled  with  her  beautic) 
tookcherto  wife,  notwithftanding  (hce 
had  bene  married  to  his  brother  Alexan¬ 
der,  diuorcing  his  ownc  wife, named  Ma¬ 
riana  .  This  Glaphyra  died  a  little  before 
Archelaus  was  lent  into  exile,  bccing  a- 
frighted  with  a  dreame  5  wherein  (be  fec- 
med  to  fee  the  ghoft  of  her  firft  husband, 
reproouingher  for  this  wicked  marriage 
with  his  brother. 

Finally, as  heccafed  not  from  commit¬ 
ting  extraordinary  cruelties,  fo  he  chan¬ 
ced  to  be  accufed  at  Rome^^y  fbme  of the ' 
principall  Icwcs :  after  he  had  nine  yearcs 
held  the  principality,  from  the  death  of 
•his  Father  Herode .  Whereupon,  Augu- 
fliss  fummoned  him  to  his  appearance^  & 
after  he  had  bene  conuinced  by  fufficient 
Witnefles,  hcew^as  fent  into  Daulphine, 
where  he  died,  without  kauing  any  chil¬ 
dren  that  were  knownc.  His  goods  were 
confifeatedro  theRomaine  Empcroiir, 
and  the  Countries  of  his  Ethnarchic 
were  (fora  time)  ruled  by  the  Romainc 
Gouernors :  asbyC<y<?w/^,  Marcus,  and 
Annius Rufus gouerned  the  Coun- 
treyes  (each  them)  two  years,cucn  vn- 
till  the  death  of  AuguHm,  whofc  fuceef-  . 
for  Tiberias y  fent  Valerius  Crattss  into  lu-  ; 
dea.  Elcucn  yearcs  after,  he  fent  Pontius 
Pilate  alfo,who  bchaued  himfclfc  cruelly 
in/sdea :  and  '(amongft  Other  notorious 
matters)  he  condemned  our  Lord  &  Sa- 


uiour  IcfusChrift  to  be  hanged  vpon  a 
CrofTe,  in  the  feauenrh  ycarc  of  his  Go- 
i)crnmcnt,and  the  eighteenth  ofthc  Em¬ 
peror  Tyberius. 


CHAP.XVII. 


of  Phillip yfonne  to  Herod  the  Great,  how 

he  gouerned  in  his  T etr  archie. 


Ing  Herod,  by  his  laft  Wil 
and  Teftament ,  Icfte  his 
<  fbnne  Phillip  Tctrarchc  of 

Traconitis,Px  of  the  neigh- 

_  _  bouring  Regions  beyond 

lordane*,  cuen  from  the  Sea  of  Tyberias  or 
Genez,areth,  to  thclprings  oijordane,  and 
the  foot  of  Mount  Libanus.  He  gouerned 
this  his  Tetrarchy  the  fpacc  offeuen  and 
thirty  yccrcs  (with  great  commendation 
for  iuftice  and  modefty)  which  hce  alfo 
beautified  with  many  goodly^Buildingcs: 
For  in  Faneada,  ncerc  to  the  fourfes  of 
(where  fometime  his  Father  He¬ 
rod  had  erected  and  dedicated  a  T cmplc 
to  AuguB us)  hebuildeda  Cittie,  which 
he  called  Cfarea  of  Philippi:  and  another 
vpon  the  lake  of  Gentx^treth,  named  B^h- 
/4/W4,  which  cncrcafing  and  growing  in¬ 
to  great  wealth,  he  called  it  luliada,  after 
the  name  of  the  wife  to  Augulfus. 

lofephtss  writeth,  that  this  Phillip  tookc 
in  marriage  Salome,  the  daughter  of  He- 
rodtas ,  whereas  Saint  Marke  the  Euari- 
gelift ,  in  his  fixt  chapter  and  the  feauen- 
teenth  verfe  writeth ,  That  the  Mother 
Herodias  was  cfpoufed  vnto  Phidip :  and 
afterward  being  carried  away,  was  con- 
ioyned  with  his  Brother. 

He  dyed  withoiu  any  heyre,  in  the  ao. 
ycarc  of the  Emperor,  that  is  to 
ray,two  yccrcs  after  Chrift  was  crucifi-^ 
cd,  rofc  from  the  dead  againc,  and  th^ 
Gofpcll  was  fpread  abroad  by  the  Apo- 
ftlcs,from  forth  ludea  to  Neighbouring 
Nations.  His  Tctrarchicwas  annexed 

(hyryberius)  to  the  Prouince  of 


The  large  cx« 
tendure  of 
Philips  Tc- 
trarchie. 


The  building 
ofCaefarca 
of  Philippi 
and  Bechfai. 
da  bjr  Philip 
luliada. 


Atwiut  cine 
Philip  thcTc 
trarch  died. 


CHAP. 


'Pi 


iw 

m 


,  K,® 


Waiig 

■ 

% 

^lii( 

b! 

Hi 


■iH 


I 


\ 


(1  f 


\ 


Chap.  17. 


The  Life  of  Herod  ntipas. 


6ii 


Samaria  and 
Perea  a  mofl: 
plentiful  coun 
trey. 


CHAP.  XVIII. 


Ofthclijeand  death  of Herod  Atttip  as  ^bro¬ 
ther  to  Phillips  and  T^etrarche  ofSamArta, 
and  Pereay  8dc. 


VixsHerodeAntipas^  by  the 
fccond  Will  was  inftitiited 
fiicceflbr  to  his  Father.  But 
the  Teftamcnt  being  altred, 
he  was  ordained  Tetrarche 

I  •  ^ 


and  had  (for  his  partage)  Samaria  and  Pel 
reay  which  is  a  mofl  fertile  Region  be¬ 
yond  lordane,  betweene  the  Lakes  ofTy- 
berias  and  Ajphaltida,  Neuertheleffcj  be¬ 
ing  not  contented  with  his  Fathers  gift, 
and  trtiftingto  the!  precedent  Will  5  hee 
contended  at  Rome  with  his  Brother 
before  touching  the  pofTeflion 

of  the  kingdome.  All  which  notwithftan* 
ding,  hec  obtained  nothing  elfe  but  the 
Tetrarchielefthimbyhis  fathet,&  then 

of  Herod  An>  daughter  of  King  of  Ara^ 

tipas.  bUy  lining  With  him  more  then  fifteenc 
ycares  •  But  afterward,  being^called  to 
Rome^  paffing  along  by  Philhp  the  Tetrar¬ 
che,  or  (as  lofephus  miitihpy  Her  ode  the 
kTewItb '  jeond, borne  of  the  daughter  to  the  high 
Herodias,  ge  Pneft  ;  bceing  enamoured  on 
cotraaedma-;:  daughter  to  hhhtothct  AriBobulm  y  hec 
riagewithhif.  I  contrafted  marriage  with  her^promifing 

to  repudiate  his  Arabian  wife.  ^ 
Being  returned  from  Italy^  he  tooke  a» 
way  from  his  Brother,  Herodias  and  her 
Salome  ;  whereat  the  daughter 
'  of  Aretas  finding  her  felfe  offended  (  fe- 
cretly  difguifed  j  fled  to  her  father  in  Ara- 
^%whercupon  cnfiied  a  lamentablc.war. 
For./^^r<?//^,purpofing  torcuenge  this  vn- 
iuft  diuorce  of  his  daughtetjfent  a  potent 
Armyagainft  Herode-y  which  did  vttcrly 
ouerthrow  all  his  Forces,  notwithftand- 
ing  their  ftrength  and  multitude  in  num¬ 
ber. 

This  Herode  AntipaSy  detained  S.Iohn 
Baptiji  fometime  prifoticr  in  the  firong- 
Qxty  oi Macheron  (fituated  on 
the  Marches  of  Perea  and  Arabia ,  nccrc 
to  the  lake  Afphaltidax )  becaufc  he  hadde 
boldly  reprooued  him  for  thisinceftuous 
marriage;  where  the  Adukereffe  found 


Herodias  and 
her  daughter 
carried  away 
by  Antipas. 


S  Ichn  Bap- 
tifl:  kept  in 
piilon  by  An- 
iepa«j  for  re- 
prouinghis 
inceftuGUS 
marriage, and 
there  behea 
dcd. 


the  meancs  (afterward)  to  haue  his  head 
fmitten  off .  The  fame  Herode  laboured 
fubtilty  to  entrap  Chrift,as  he  was  teach¬ 
ing -m  Galilee  5  and  afterward,  when  Pilate 
lent  him  prifbnerto  him ,  hec  fen  t  him 
backe  againe  opprobrioufly,  bccaufb  (at 
his  rccjucfl)  Chrift  would  not  worke  any 
miracle  before  him. 

He  likewife  embelliflicd  his  Tctrarchy 
withfaire  buildinges  ;  for  (to  his  great 
charges)  he  builded  Sephorimy  a  Cittic  of 
G alike y  which  he  caufed  to  bee  called  An- 
tocratorida.VitczWcA  znoihcx luliada,  by 
the  name  wife,  which  before 

was  named  Betharanta.Mtcx  the  death  of 
Auguftiis yh^c^ukhth^d  beenca  kinde 
friend  to  Tyberius ;  be  builded  a  new  Ci  - ' 
ty  in  honour  of  him,  ncere  to  the  Lake  of 
which  he  commanded  to  be 
called  fyberias .  But  becaufe  the  place 
was  prophaned  by  great  heapes  of  dead 
bodies  there  buried,  fo  that  (by  Moyfes 
Lawe)  it  was  not  lawfull  to  dwell  there 
he  allured  fome  (by  diners  commodities 
and  immunities)  to  biiilde  there,  making 
habitations  for  poorc  people;  compel¬ 
ling  the  rich  and  mighty,  to  inhabit  (with 
their  families)  in  this  new  City. 

In  theTecond  ycare  of  the  Empire  of 
Gains  Caligula y  when  Agrippa  the  Brother 
returned  from  Rome mto  lu- 
,dea,  adorncd(againfl  all  attemfprcrs)with 
the  royall  dignity :  Herode y  by  the  conti¬ 
nual!  iniuries  of  his  wife,  was  enforced  to 
yndertake  a  iourny  to  Rome^  to  entreatc 
the  royall  dignity  of  the  Emperour.  For 
this  woman  (burning  with  ambmon)raid 
itwasvnftifferablc,  that  her  Brother  A- 
grippa  (being  but  a  while  before  poorc  & 
beggerly,  and  fo  farre  indebted,  that  hee 
was  made  feruile  to  his  Creditors)  (hold 
now  trinh'jph  with  a  Kingly  Crovvne;fur- 
mpuntirig  his  Vncklein  power  and  dig¬ 
nity,  he  hauing  beene  to  him  as  a  nurfing 
Father,  andadiudged  (by  the  fccond  te- 
flament)  worthy  of  the  kingdome. 

Antipas y  prouoked  by  the  inceflant  in- 
ftigations  of  this  arrogant  woman,  went 
vnto  with  her-;  dcfiring  of  the  Em¬ 

peror  CainSy  to  enioy  the  name  and  dig- 
nity Royall.*  befide,  bymanie  greeuoiis 
accufations,  he  praftifcd  to  make  Agrip¬ 
pa  hatefiill  to  the  Emperor.  But  Agrippa 
(aduertifed  of  his  Vncklcs  voyage  and  in¬ 
tent)  preuented  him,  and  fent  letters  be¬ 
fore  him  by  an  intimate  friend :  wherein 


Citticsthac 
were  builded 
3y  Antipas  in 
lis  Tctrarchy 


The  new  citie 
of  Tiberias. 


Ag  rippa  the 
Brother  of 
Werodias, 
highly  refpec- 
tod  by  the 
Emperor, and 
allowed  royal 
dignity. 


Antipas  accu- 
fed  his  Wiucs 
Brother  A- 
grippabefote 
the  Emperour 
Caius  Cali¬ 
gula. 


he 
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The  Life  of  Herod  Antipas.  6  Bookc; 


Agrippa  prc- 
uented  his 
brothers  ac- 
cufations  to 
the  Emperor. 


he  informed  CAtm ,  that  Uerode  Antipas 
iwasconfentingin  the  confpiracicof  Se^ 

!  ianm  >  againft  Tibcrm^  and  that  now(ha- 
uingclofe  intelligence  with  the  King  of 
the  Parthmns)  there  was  fome  noueltic 
intended  againft  Cams,  A  matter  cafily 
to  be  coniefturcdj  by  the  great  prepara¬ 
tion  for  Armes  which  Antipas  made : 
whereby^  inaninftant,  he  could  be  fud- 
dcnlyfurnifiiedwithan  Army  of  three- 
fcoreand  tenne  thoufand  able  fighting 
mcn^ 

incenfed  by  this  report  from 
hisfriendsy  demaundedof  what 

prouifion  hcc  had  in  a  rcadineffe  for  his 


Herod  intrap- 

anrwe«rand"  Tctrarchic ;  Whcfcto  hee  aunfwercd : 

fentimo  per- 
petuall  banilh 
iiicnc  at  Lions 
in  Frauncc. 


Thefubtile 


Thepunifh- 
menc  inflidcd 
on  Herod  said 
hi?  wif^c  He- 
rodias. 


That  he  had  all  things  fitting  for  a  King^ 
Whereupon  Caius  iRftantly  commaun- 
dedj  thathcclliouldbc  carried  prifoner 
to  Lions  InFrancey  and  th^rc kept  in  per- 
pctuall  exile,  Morcoucryby  his  Letters, 
hee  gaue  all  his  goods ,  with  the  T etrar- 
chie  oiGalilee  and  Pereay  to  Agrippa :  ex¬ 
cept  what  appertained  in  proprktic  to 
his  (iftcr  Herodias ,  whom  he  reputed  in¬ 
nocent,  and  for  her  hcc  would  haue  all 
CO  be  intirelyrcfcrucd.,  if  fhs  would  rc-^ 
turnc  into  Itidea  againe .  But  HerodiaSy 
thanking  Castss  for  his  liberalitic,  replied; 

_ _  That  prcfcntly  (he  could  not  make  any 

anfwer  of  He-  vfc  of  this  great  fauour,  becaufe  fhe  held 
rodiastothc  ynteafoiaablc ,  to  Icauc  her  husband  in 
mperour.  calamicic ,  whom  fhe  had  alwayes 

accompanied  in  his  dowring  profperity , 
and  rafted  chercof very  royady. 

Thus  fpakc  this  fiibdlc  woman,  as  ho¬ 
ping  thereby,  that  the  Emperour  would 
alter  his  rigorous  fcntencc,  concerning 
the  condemnation  of  Herode ,  and  that 
fhee  iliould  not  vndergoe  the  relfc-famc 
cenforc,  conlidering  his  fappofall  of  her 
innocencie.  But  Caim  (being  highly  diP- 
pleafcd  at  her  haughtic  ftomacke  )  com- 
maiinded^that  being  d  fpoylcd  of  all  her 
goods  5  fheclLouldwalkc  with  her  huf- 
band  in  the  fame  nature  of  exile .  Thus 
wastheinftrument  of  his  owne 
harme,  by  liftening  (ouer-Iightly)  to  the 
perfwafions  of  this  ambitious  woman: 
for,  if  he  could  hauecontented.bimfclfe 
with  his  eftate ,  bee  had  longer  timccn- 
ioyed  peaceably  his  dignkic  ofTetrarch, 
But  they- both  deferred  iuftly  this  heauie 
penaltie;  bccaufe,  becing  ioyned  toge¬ 
ther  by  inccftuoiis  marriage  5  and  chari¬ 
tably  admonifticd  in  the  grcacneflc  of 


death  S.  John 
Baptift  iufliy 
rcttcngcd. 


their  finnc  r  they  did  put  to  death  thcThe  innocent 

»  *  ,  •  •  r-/  C 

moft  innocent  man  Saint  John  Bapusr, 
vndercolourofarafh  oath,  pretending 
confciencc. 

This  great  downc-fall  happened  vnto 
them ,  about  tenne  ycares  after  the  be¬ 
heading  of  Saint 5  eight  ycarc’  after 
Herode  had  hunted  lejus  chrisfy  and  fent 
him  bound  (clothed  like  afoolcin  white) 
as  vnwilling  to  endure  his  prefence. 

TTicrc  is  not  any  thing  recorded  of  his 
Pofteritie ,  but  that  the  Principalitie  of 
Judea  went  from  the  fonnes  of  Great  He- 
rodey  to  a  yongcr  fonne  of  another  fonne 
Ariftohulus  and  Mariana  an  Afmoneany  to 
wit ,  to  Agrippa  md  Herode  y  of  whom! 
haue  hecrc  let  downc  the  Anceftots  and 
Pofteritie. 


Tranflation 
ofihc  princi- 
pahty  of  lu- 
dca. 


MarianayZn  Afmonean. 

Cjprisy  daughter oi  Salome,  lifter  to 
iMripobuliis, 

Agrippa  th  e  fccond,King  ofchalcis, 
Vrufus  dyed  in  his  youth. 

Herode  the  Great. 

\  \ 

Salomeh\${i{k.tx. 

Berenice  his  wife 

Arpobulm.  Herodias,  Mariana, 

AriBobulm  flayne  by  his  father. 
Agrippa  the  firft  King  of  all  Judea, 
Herody  the  fourth  King  of  Chalets, 
Berenice,  married  to  his  vnckle  Herody 
king  oichalcis ,  who  being  dead,  (he  rc- 
mayned  with  Polemon\dn^  of  Sicily. 

Marianaxo^nzdm^  Ar  chela  its  Helchi- 
asy  andbcgaie  Berenice,  Lcauing  him,fhc 
wedded  Demetrius  of  AlexandrUy  by  who 
fhc  had  Agrippinay 

inoft  faire ,  being  but  yoong, 
fixe  yeares  oldc,  was  affianced  by  her' 
father  to  Epiphanesy  fonne  of  Antiochm^ 
king  oi'^Comagena,  But  he  making  refu- 
lallto  be  circumcifed,  her  brother  Agrip¬ 
pa  gaue  her  to  Hauax,euSy  King  of  the  E- 
mefians.  Afterward  FeliXy  brother  to  Pal¬ 
las  ,  Gouernour  of  Judea  (  by  power  of 
Promifes)madc  hir  to  Icaue  hir  husband, 
and  cooke  her  to  wife.  By  whom  flic  had 
a  fonne,, named  ^gJ^ippa,  who  dyed  with 
his  wife,  attheburnine  of  the  Moim- 
tainc  ^Hefeuus  :  which  made  an  inefti- 
mable  fpoyle  and  wafte  in  Terra  di  Lam-- 
roy  other  wife  called  the  Great  Campania, 

Saint 
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Saint  Paul  makcth  mention  of  this  Vru 
Jillt  y  in  thcfoiireand  twentieth  chapter 
ofthc  A5l s  ofthc  ApoftlcSj  and  the  foiire 
and  t w enticth  verfc  3  affirming  her  to  be 
wife  to  Felix. 


The  life  of  Agrippa, 


He  is  alfo  cal* 
led  Herod,  in 
A^sia.i. 
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CHAR  XIX. 


^  The  life  of  Agrippdy  the frU  man  of  that 
nameycoming  to  be  King  of  ludea. 


Litle  before  the  death  of 
his  grand-father  Berode^ 
being  as  then  but  eight 
yearcs  oldc,  this  Agrippa 
was  ftnt  to  Rome  ^  and 
there,  nourillicd  with 
Drufuy  the  fonne  of  Tyberiu^ .  Hec  was 
greatly  affefted  by  Anthonia  mother  of 
Bermanicus  and  Clattdm  the  Empcroiir , 
inregardcofhis  motherJJ^rwrd’^  whom 
fhc  loued  as  if  fhe  had  becne  her  After. 

Being  come  to  age,  he  retired  into  ld~ 
dea ,  after  the  death  of  Drufm  :  becaufe  * 
Tyberim  expelled  from  his  court,  al  them 
that  had  becnc  friends  to  his  dcceafted 
fonne  5  as  fearing  left  the  fight  of  them, 

t  1  #  n  •  .  ^  «  *  .... 


Agrippa  for- 
fakes  Herod, 
to  Cake  his 
fortune  elft* 
where. 


one  that  rcfpcdled  him ,  but  at  extreame 
incereftj  once  more  hce  intended  tovi.^ 
fite Korney  and  there  againe  to  make  triall 
ofhis  fortune.  Hee  wenttofalute  Tybc-- 
rim  in  the  Ifle  ofCaprea ,  where  he  found 
gracious  entertainement  for  a  few  dayes ; 
vntill  fome  Agent  for  the  Emperoiir, 
wrote  backe  from  Iftdea,  ih^it  Agrippa  did 
owe  thirtie  thoufand  Crowncs  of  the 
Siinne,  to  the  Recciuers  of  the  Emperor. 
Befidc,  that  he  had  formerly  made  many 
efcapes,  cuen  when  the  dayes  for  repay¬ 
ment  came,vfing  nothing  but  fubtiie  and 
cofeningfhifcs. 

Tyberm  much  offended  at  thefc  ty- 
dings,  commaunded  Agrippa  to  auoyde 
his  Court,  vntill  hee  had  made  full  fatif 
fadion;  which  hee  did  (with  great  diffi¬ 
culty)  by  the  means  of  Madame  Antonia, 
Wherewith  Tyberm\^2^%  fo  well  plcafed, 
that  hce  apppynted  him  the  guardian  of 
his  twinne  fonne  Tyberipis .  But  a  little 
before  the  death  of  TyberiuSy  once  againe 
he  fell  into  his  disfauour.  For,beeing  at 
flipper  one  night,  with  Caiti^Sy  the  yoong 
adopted  fonne  of  Tyberim  among  other 
fpecches  paffing  at  the  Table  5  Agrippa 
wifihed ,  that  olde  Tyberim  might  quick¬ 
ly  clic,*to  the  end  that  Cairn  lliould  cnioy 
the  Empire. 

This  wi(h  comming  to  the  cares  of 
Tyberim y  Agrippa  (by  th^  Emperours 


Miferie  fbo- 
nermeeteth  . 
with  enemies 
then  friends. 


(hould  bee  the  renewing  lof  his  forrow 

■&mAgrtppj  became  charged  with  great  I  commaund)  was  clapt  vp  in  clofe  pri- 
doubts,  wheremto  be  had  entred  at  Rome,  fon ,  and  there  fo  kept ,  vntill  fuch  time 
attcrthecxpenceorallhisownemcanes.  --  /  •  1  m  ^  , 

Wherfore  he  wandred  abroad  for  (fome 
times)  with  his  wife  Cypris  y  beggerly, 
poorc  3  and  Vtterly  abandoned  of  bis 
friends ;  fo  th^c  at  length ,  (hamc  and 
pinching  pouertic  would  haue  prouoked 
him  to  {Eorten  hislifc.But  his  wife  Cypris 
making  humble  fupplications  to  Herodi- 
oeSy  the  After  of  her  husband:  fhepreiiai- 
Icd  fo  farre ,  that  Herode  Antipm  the  Tc- 
trarchcjbuilded  a  boufe  for  him  in  the 
cltty  of  Tiberias y  and  afsigaed  him  there 
a  y  earcly  reiicnew.  Not  long  bad  Agrip¬ 
pa  cnioyed  this  benefite  by  his  brother  in 
law ,  but  Herode  giomn%  offended  at  his 
table ,  for  fome  wordes  fpoken  by  Agrip¬ 
pa  ,  ouer-boldely  rcproiied ,  him  angerly, 
terming  him  a  begger ,  and  a  vagabond, 
and  that  he  lined  by  his  bounty. 

Agrippa  grieuinc  at  this  reproach,  for- 
fookc  this  fauour  afforded  by  Herode:  and 
borrowing  fome  fmall  ftore  of  moiiey3of 


as  Tyberim  dcceafted .  Caimy  well  aflifted 
by  his  warlike  troupes,  and  by  his  father 
Germankmy  came  tdenioythe  Empire, 
and  hauing  releafed  Agrippa  out  of  pri- 
fon;  adorned  him  v;ith  the  habits  befee- 
ming  a  King,  fubie6fing  alfo  thofecoun- 
trics  to  him ,  which  Philltp  the  Tetrarch, 
and  tyfanias  formerly  had  commaunded. 
Moreoucr,  he  gauc  him  a  chainc  of  gold, 
of  cqualitie  in  weight  to  the  yron  chainc, 
vvherewith  he  was  bound  lying  in  priCon. 
Hee  remained  a  ycarc  with  the  Emperor 
cairn  at  Rome-y  and  then  tooke  leaueof 
h|mforhisrcturncto/W^4,  to  takepof- 
feflion  ofhis  kingdome. 

Thus  youfee ,  that  hec  who  (before) 
was  not  onely  defpifed ,  in  regard  of  his 
ncceffitic  and  great  debts ,  but  alfodurft 
not  abide  in  any  place ,  for  the  importu- 
nitic  ofhis  creditorsjwas  (to  the  admira¬ 
tion  of  all  fuch  as  fawe  him  in  that  wofull 
miferie)raifed  to  the  magnificence  royally 

which 
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The  life  of  Agrippa . 
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Honors  hea¬ 
ped  more  and 
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Agrippa  by 
ihe  Emperor, 


Agrippa  ma¬ 
ke  th  a  iourny 
to  Rome. 


Philo  the  lew 
fent  Ambada 
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lewes. 
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Emperours 
command. 


which  caufed  feme  to  trcmblc^that  deni¬ 
ed  and  refufed  to  aide  him,  or  had  iniuri- 
oufly  repulfed  him ,  while  he  lined  in  pri- 
uate  eAate  and  e^treame  pouercy*  Soone 
after,  Cdm  Caligula  gaue  him  Galilee  and 
Berea withal)  the  cheuifanceof  Herode 
Antipas  hiscmulatour ,  and  of  his  After 
Herodias^  as  in  our  laft  Chapter  we  haue 
related :  wherfore,  after  he  dad  taken  or¬ 
der  for  his  kingdomes  affaires,  hec  tookc 
his  ioiirney  towards  with  gifts  and 
prelentSjto  dcclareCon  his  owne  bchalfc) 
what  feruiccs  and  acknowledgement  hec 
made  5  for  fo  many  gracious  fauors  done 
to  him  by  Cam. 

During  the  time  that  Agrippa  was  at 
there  happened  a  ftrife  betweene 
the  Citcizens  oi  Alexandria^  and  the  lews 
dwelling  in  the  fame  Citric :  fo  that  ( by 
lottes )  Ambafladours  were  fent  on  ey- 
therpart  to  the  Emperour.  Amongeft 
whom  was  Philo  the  lew*,  whofc  teftimo- 
ny  we  haue  diners  times  made  vfe  of,  in 
the  coiirfe  of  this  prefent  Hiftoric.Therc 
the  lewcs  were  lharpely  acculcd  by  a 
Greeke  named  Appian^ioi  many  faults,and 
cfpecially,  for  obftinatc  contempt  of  the 
imperiall  dignitie ;  bccaufe  in  |(11  parts  of 
thofe  Citties  where  the  Icwes  dwelt, they 
would  not  fuffer  any  Statues  or  Images 
of  the  Emperour  Cains  to  be  creftcdjbuc 
if  any  were  fet  vppe ,  immediately  they 
would  throw  them  downe  veryoppro- 
brioufly. 

Caligula  being  very  furioufly  mooued 
with  this  complaint,  repulfed  the  Icwifh 
Ambafladours  ,  fomewhat  rudely ,  and 
wrote  to  Petronins^  (who  from  the  begin¬ 
ning  ofhis  Empire ,  he  had  fent  Goucr- 
nour  mio  Judea)  that  with  all  the  hafte  he 
could  poflibly  vfe ,  hee  fhould  creft  the 
Emperors  Statue, in  the  moft  holy  place 
of  the  Temple  of  lerufalemy  if  not  by 
confentofthelewes,  yet  in  defpightof 
them,  and  ( by  force  of  Arm  es )  whether 
they  would  or  no. 

Peironmyt'iWm^  to  obey  this  comand, 
yet  knowing  the  execution  would  not  be 
eafie;  called  the  Legions  from  all  parts, & 
being  prouided  of  fufficient  fuccor,  went 
from  Syria  to  Ptolomals ,  carrying  a  braue 
army  along  with  him  .  But  firft  he  made 
knowne  to  the  lewcs  ( by  Ambafladours 
and  Letters, )  wherefore  he  came  in  fuch 
dreadtull  manner,  as  grounded  vpon  the 
Emperors  commaund;  defiring  the  pco* 


pic,  that  he  might  rather  perfourme  it  by 
their  good  liking ,  then  by  the  coiirfe  of 
force  &  violence.  The  lews, not  a  litle  af¬ 
frighted  at  thefc  news,  came  from  a  great 
number  ofTownes  and  Citties,  into  the 
fields  before  Ptolomals^  bringing  no  arms 
or  weapons  with  them  ;  but  entreating 
Petronins^  not  to  fulfill  fo  wicked  a  com¬ 
maund  ,  protefting ,  that  they  would  ra¬ 
ther  endure  a  thoufand  deaths ,  then  fiif- 
fer  the  Temple  to  be  prophaned  with  the 
Statue  of  a  man. 

Contrariwifo,  Petronus  admonifhed 
them  to  take  heede ,  left  this  their  ftiffc- 
necked  opinio,  fhould  procure  the  coun¬ 
tries  deuaftation  by  fire  and  fword;  allcd- 
ging  flil  vnto  them,the  fterne  commands 
of  the  Emperour,  how  gracious  hee  had 
becne  towards  him,  and  (  being  angcrly 
mooued)  would  admit  no  mercy j  to  fuch 
as  difobeyed  him  in  the  Icaft  manner,  ap- 
proouing  his  fpecches  by  examples, of  di¬ 
ners  tormented  in  ftrange  kinds .  He  fur¬ 
ther  defired  them  to  pardon  him ,  in  not 
denying  to  execute  the  Emperors  charge 
impofed  on  him :  bccaufe  they  knew  well 
enough  thcmfelucs ,  that  ncuer  any  re¬ 
fufed  to  fulfill  his  command,  but  was  cx- 
trcamely  punifhed  for  it .  Wherefore, 
hee  rather  intended  to  aduenturc  his  life, 
in  fighting  againft  their  whole  Nation : 
then  to  bee  neld  remifle  or  negligent ,  in 
what  the  Emperour  had  enioyned  him. 

Hccrcupon  the  multitude  rcfolucd  to 
infift  ,  entreating  him  to  pardon  their  re¬ 
ligion  and  iuft  conftancic ,  if  (more  fear¬ 
ing  God,  the  Creatour  of  heaiien  and 
earth ,  and  hauing  often  experimented 
his  hcauy  wrath,by  their  tranfgrcfling  his 
commandements  )  they  did  now  oppofo 
thcmfelucs  againft  the  Emperours  will, 
becingiullof  impietic .  Confidering  al- 
fo,  that  Petronins  himfelfe  confcfled.that 
he  ftoode  in  fuch  feare  of  a  mortall  man 
(whofe  life  was  vnccrtainc)  that  he  held 
it  no  fafetic  for  his  perfon ,  to  tranf^efle 
the  leaft  ofhis  commaunds. 

Petronm^  amafed  at  this  obftinacic  in 
the  people,  and  (after  that  the  aflcmbly 
was  difperfed)  finding  himfelfe  in  great 
pcrpicxitic,  what  hee  fhould  doc  in  this 
dangerous  cafe ;  paufed  a  while  vponit* 
For,  hee  had  beene  particularly  admoni- 
fhed  by  Arifidbulus ,  brotl't^r  to  King  A- 
grippa  y  and  foihe  other  Princes  of  Judea^ 
with  carneft  irnprccatious ,  not  to  foyle 
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The  Icwcs 
held  in  high 
efteeme  their 


auncicncce 
remonics  and 
uaditions. 


"  ■  fence  be- 
twccoc  Pe- 
cronius  and 
.  ■  the  Icwcs  at 
lOICll  Tyberias. 


himfclfe ,  with  the  innocent  blond  of  fo 
great  a  multitude ,  by  the  wicked  com- 
inaund  of  the  Emperours  •  bccaufe  in 
fo  doing,  hce  fhould  brand  the  Romaine 
Empire,  with  fo  infamous  a  note  of  cru¬ 
elty  ,  as  the  like  was  neuer  heard  of  be¬ 
fore,  deftroying  a  whole  Nation,  for  re- 
fufing  to  fuffer  the  Image  of  a  finfull 
man ,  to  be  aduaunced  in  their  moft  ho- 
lic  Temple.  Which  diiiinc  honour ,  no 
man  (  of  vnderftanding  or  good  iudge- 
ment)  did  euer  couet  before  :  but  con- 
trariewife ,  many ,  to  whom  fuch  an  of¬ 
fer  had  bcene  made  ,  did  holdc  it  in  no 
meanc  deteftation. 

They  further  aduifed  him ,  that  hce 
would  write  to  the  Empcroiir ,  and  let 
him  vnderftand  the  peremptorie  refbluti- 
onofthc  people  3  in  defence  of  the  doc¬ 
trine  and  ceremonies  giuen  them  by  Al¬ 
mighty  God,  calming  his  difplearurc  fo 
well  as hec  could,  from  proceeding  in 
fo  cruell  a  fentence.  But  if  it  fhould  fo 
come  topafle,  that  the  humour  of  the 
Gouernour  might  not  bee  altered  ;  yet 
then  hee  had  enough  to  goe  on  in,  and 
Cwhen  hce  did  pleafc)  to  proceede  in 
Armes, 

Betronm  defiring  to  confidcr  in  thele 
matters  more  maturely,  and  to  trie  the 
peoples  inclination  yet  a  little  further; 
went  with  his  Army  to  Jybertas ,  where 
an  infinite  number  of  lewcs  met  him,  in- 
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ccfTantly  entreating  him ,  tha|:  their  fa- 
cred  Temple  might  not  bee  prophahed.* 
W  hy  ?  anfwcred  Petrmius ,  Dare  you 
warre  with  the  Emperour  ?  Fearc  you 
not  the  power  of  the  Romaine  Empire , 
knowing  how  weakc  your  ftrength  is,  to 
contend  againft  fo  mighty  a  'Monarch  ? 
W ee  refift  not  by  Armes  fo  great  a  po¬ 
wer  (cryedoutthe  lewcs  )  but  humbly 
lay  downe  our  lilies  at  C^ipirs  footer  ra¬ 
ther  then  ,  againft  the  Lawcofour  God, 
we  will  fee  the  Statue  of  the  Emperourj 
to  bee  erefted  in  the  holieft  place  of  our 
T emple .  Which  words  were  no  fooncr 
fpoken  3  but  they  all  fell  flat  vpon  their 
faces,  proftrating  their  ncckes  to  any  that 
would  finite  them* 

Vetronius  pcrceiuing  them  fo  rcfoliied 
and  iniiincible,  that  they  rather  would 
die,  then  fuffer  their  Tern  pic  to  be  viola¬ 
ted;  confidering  alfo ,  that  already  (for 
the  (pace  offorciedayes)  they  had  not 
toucht  the  earth  with  any  laborjalthough 


it  was  the  oncly  apt  time  to  fowe  their 
Icedc  ;  after  he  had  confulted  with  fome 
ofhis  friends ,  hce  coucluded ,  that  bee 
would  write  to  the  Emperour  •  Ycr,  be¬ 
fore  he  would  make  any  publication  thcr- 
of,  he  meant  to  prefTc  thofe  people  fom- 
what  further.  So,  caufing  a  mighty  mul¬ 
titude  of  thevnarmed  Icwcs  tomcetcat 
7/^m^,and  to  feare  them  in  moft  dread- 
full  manner  5  he  engirt  them  on  all  fidcs 
with  warrelike  troupes ,  and  his  horffc- 
men  ready  prepared  to  oucr-runne  them. 
Once  more  hce  declared  to  them ,  the  ri¬ 
gorous  commaund  of  the  Romaine  Em¬ 
perour  ,  the  obedience  of  all  the  people 
in  the  like  cafe  5  the  daungcr  wherein  he 
and  al  his  wcre,ifthcy  did  not  effed:  what 
hec  had  comniaunded .  Wherefore  hce 
exhorted  them  3  that  the  Emperours  an¬ 
ger  might  be  endured;  becaufe  fuch  fay- 
led  not  to  reuenge  cruelly ,  the  breach  of 
any  thing  commaunded  by  him. 

But  when  the  Icwcs  cryed  out  all  with 
one  voyce,  that  hec  ought  to  make  more 
account  of  Gods  commaund  ,  then  of  a- 
ny  mortall  mans  whatfoeuer ,  to  trample 
them  voder  his  horfes  feete,  or  flicc  them 
in  pccccs  with  their  Swords ,  that  fo  all 
the  lewes  being  extirpated,  he  might  vfc 
the  Temple  at  his  owncplcafure  :  Petro- 
nius^  entirely  mooned  to  mercy , his  heart 
throbbing,  and  his  eyes  ouer-flowing 
with  tearcs ,  commaunding  filcncc  by  a 
Trumpet,  thus  he  fpake. 
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Eeingyou  are  fo  refolute ,  that  yon  dejire 
rather  to  die^  then  violate  the  Law  giuen 
you  by  God^  lam  not  the  man^  that  (by  a  wic^ 
ked  kinde  of  obedience)  will  foyle your  Tem^^ 
pie  for  which  I  fee  you  endeuotfr  fo  much. 
Nor  will  I  doe  fermceto  the  Emperour  my 
Maifler  ^  in  a  matter  fomonjlroU'S  and  in¬ 
humane:  but  rather  will  be  a  partaker  in your 
perill^  then  pur  chafe  my  life,  by  the  innocent 
blond  of  fo  great  a  multitude .  Be  comforted 
then  in  this  your  Religion  ,  and  returne  to 
your  labour^  'which  (for  fo  many  dayes)  you 
haue  omitted .  For  mine  owne part ,  /  will 
labour  by,  my  friends  and  mine  owne  Letter s^ 
to  alter  this  opinion  in  the  Emperour .  if  hee 
commaund  me  to  Rome ,  and  c ondemne  mee 
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to  deaths  I  wil/gUdly  endure  it :  knowings 
that,  by  my  deaths  a  people  Iming  in  great 
daunger ,  may  yet  preferue  their  Religion  to 
themfelues.  Rory  our  part  ^pr ay  to  Godyhat  \ 
what  lenterprife for  your ffetie^  may  haue  a 
good  ijfue for  alL 


King  Agrippa 
fcafteth  the 
Empcror,and 
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Agrippa  win 
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gainft  Petrc- 


nius. 


When  the  lewes  had  heard  this  Ora¬ 
tion;  as  people  extraordinarily  ioyfulla 
they  beganne  (with  doude  voyces  )  to 
cxtoll  the  pietie  ofPetroniua ,  wifhing  to 
him  all  felkitie.  AndfodainelyjVpon  the 
Affemblies  feperation,  there  fell  a  migh- 
tie  (howre  of  raine  ( all  the  day  beforCj 
and  the  whole  moneth  fore-going  ^  the 
Heauens  were  fo  clcare  and  bright ,  that 
the  earth  was  burnt  by  extrernity  of  heat) 
and  this  the  leWcs  interpreted  to  bee  a 
figne  of  their  happineffe. 

While  matters  proceeded  thus  In  Ju¬ 
dea^  King  ^grippa  being  at  Rome^  vndcr- 
ftoode  the  troubles  in  his  kingdome,  and 
the  occafion  from  whence  they  procee¬ 
ded.  Whereupon  ^  he  made  a  magnifi¬ 
cent  feaft  for  the  Empcrour^confiftihg  of 
all  the  delicates  that  poffibly  could  be  de- 
uifed.C^/>a‘  wel  knewjthat  Agrippa  would 
not  launch  out  in  fuch  liberall  expences, 
but  that  hee  intended  (bme  efpeciall  fuite 
to  him  :  wherefore^with  a  gracious  coun¬ 
tenance  and  frankefpirit  ^  hee  bade  him 
boldly  ask  what  he  would  jproteftingjthat 
he  fhould  not  be  denied.In  a  long  &  well 
prepared  Oration ,  Agrippa^  x^folucd  the 
Emperoiirj  that  hedefirednotany  enri¬ 
ching  of  his  kingdome ;  but  humbly  cra- 
ued  pardon  for  the  lewifh  people,  if,  in 
fearetobe  punifhed  by  God;  they  had 
not  receiuedhis  Statue  into  their  Tem¬ 
ple  of  lerufalem. 

Cam  accounting  it  a  (hamc  and  dif- 
grace  to  him ,  if  heerein  he  (hould  refufe 
his  friends  requeft  :  wrote  to  Fetronm^ 
commending  his  care  for  the  execution 
ofhiscommaund.  Adding  withall ,  that 
if  (with,  the  peoples  liking)  the  Image 
was  already  placed  in  the  Temple ,  fo  to 
let  it  reft  :  but  if  the  people  would  not 
voluntarily  fuffer  it  to  bee  doone ,  by  no 
means  to  offer  them  any  violence.  Soone 
after  came  the  Letters  Tent  from  Petro- 
nm^  concerning  the  ftowte  refolution  of 
the  Icwifh  Nation  :  which  quite  altered 
him  from  his  former  minde,  and  made 
him  highfy  difpleafed  with  his  Captaine, 
foMiotperfourming  what  hee  had  enioy- 


ned  him. 

Wherefore  hee  wrote  againe  to  him, 
that  if  he  would  not  be  brought  to  Rome^ 
and  there  be  maffacred  with  mofl:  horri¬ 
ble  torments :  hee  fhould  make  choice  of 
what  kinde  of  death  himfelfe  pleafed ,  as 
a  punifhment  for  the  contempt  of  his 
commaund. 

It  came  to  pafle ,  and  (no  doubt)  di- 
uinely ,  that  the  fliip  which  carried  thefe 
cruell  Letters ,  was  greatly  tardied  by 
boyftcrous  tempefts  ;  fo  that  an  other 
fhippe  (bringing  the  newes  of  Cdigulaes 
death )  arriued  there  in  ludea  before  it. 
Fearefullindecdc  was  his  death;  but  well 
worthy  fuch  a  monftcr,  who  (hortly  after 
hee  bad  written  thefe  terrible  menaces 
to  Petronm ,  was  maflacred,  with  his 
wife  and  daughter,  by  C hereon  2nd  his 
confederated  confpiratours .  Wbereup- 
^on  Petronm  ^  beeing  infourmed  of  the 
Emperours  death ,  and  thereby  exemp¬ 
ted  from  all  feare  5  ^rcceiiied  the  other 
Letters  of  his  death.  Thereby  heplaine- 
ly  perceyued ,  that  almighty  COD  had 
miraculoufly  preferued  his  life ,  for  the 
good  hee  had  doone  to  the  lewifli  Na¬ 


tion. 


About  the  fame  time ,  claudm  was 
faluted  Emperour  by  the  Souldiours  : 
who ,  becaufc  hee  had  becne  both  coun- 
celled  and  aflifted  by  Agrippaysx  fuch  time 
.as  hee  remayned  in  Rome  :  he  confirmed 
vntp  him  (by  publiqueEdidi:)  the  King- 
dome  of  ludea  giuen  him  by  Caligula  y 
adding  alfo  Samaria  y  and  all  the  other 
parts  and  portions ,  which  his  grandfa¬ 
ther  Herode  the  Great  formerly  poflef- 
fed. 

Moreouer ,  hee  gaue  him  the  Tctrar- 
chie  of  Lyfanias  y  C2\\td  Abelky  with  a 
part  oicUidUy  2nd  Comagena ,  which  hee 
had  taken  from  Antiochm .  He  conferred 
alfo  on  Herode ,  brother  to  Agrippa ,  the 
Kingdome  of  chalets, 

Agrippa  beeing  in  this  manner  richly 
rccompenced ,  returned  to  ludea ,  in  the 
firft  yearc  of  the  Empire  of  ClaudiuSy  and 
afeending  vp  to  Jerufalem ,  gaue  thanks 
to  the  Lord  for  his  good  (ucceffe .  There 
hee  made  a  follemne  great  feaft ,  hang¬ 
ing  vp  in  the  Temple,  the  Chaine  of 
goldc  which  Caligula  had  giuen  him  in 
memory  of  his  miferies  ^  anddiuinedeli- 
uerance. 
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Agrippa  a  fu- 
pciftitious 
cbfcrucr  of 
ancient  tra¬ 
ditions. 


Saint  lanaes 
puttodeathj 
and  S.Petcr 
in  priTon. 
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Luke  i2.zg. 


The  defer ip' 
don  of  lofc- 
phus  concer¬ 
ning  the  nii 
(erable  death 
of  Herod  A- 
grippa. 


His  pompous 
entrance  into 
the  theater  to 
fpeake  to  ihc 
people. 


C\x.woUerufdem y  and  with  fuch  fuffi- 
cient furniture ,  that  Claudius  (fearing a 
reuoltinthelcvvcs,  vndcr  truft  in  fucha 
well  ordered  fortification)  forbade 
grippe  by  his  Letters ,  to  finifli  the  work 
heehad  begiinnc,  Hee  was  alfo  moft  li- 
bcrall  towards  his  fubieds ,  and  (  aboue 
all)  a  fuperditious  obferucr  of  the  tradi¬ 
tions  5  rccciucd  in  the  forefathers  lawc. 
So  that  5  hearing  the  Apoftics  to  valew 
them  ofno  reckoningjto  winne  the  good 
liking  of  the  facrificing  Priefts ,  and  fa- 
uoiir  of  the  vulgarc  people :  Hee  ckccu- 
ted  fomc  of  the  Difdples  of  our  Sauiour 
Chrift  a  and  namely  Ia?nes  the  brother  to 
lohn »  they  bceing  the  fonnes  of  Zebedee, 
Hee  alfo  caufed  Saint  Peter  to  bee  put  in 
prifon ,  during  the  dayes  of  vnicauened 
Bread,  to  bring  him  foorth  to  the  peo¬ 
ple  after  the  Feaft .  But  the  fiuangelift 
Saint  Luke  amply  dcclareth ,  that  Saint 
Peter  was  deliucred  by  the  continuall 
prayers  of  the  Church  :  where  hee  alfo 
dcclareth^  the  miferable  end  ofthis  Herod 
Agrippa. 

Now,  concerning  the  defeription  of 

ahusy  fpcaking  of  his  death :  it  agrees 
the  Hiftdric  ot  Saint  Luke  in  this 
manner .  After  hee  had  reigned  oucr  all 
ludea  for  the  (pace  of  three  yearcsj  in  the 
fourth,  hee  came  to where  hcc 
celebrated  the  Feaft  with  a  great  compa¬ 
ny  ofthclewcs;  caufing  Playcsto  bea¬ 
ded,  in  honour  of  the  Emperour  Clau~ 
diuSy  and  for  his  health. 

.  The  fccond  day  of  the  Feaft,  he  entred 
the  Theater  in  the  morning,  attired  in  a 
Roabc  ofcloth  of  filuer,ti{rued,and  made 
moft  fumptuous  and  artificial!  :  where¬ 
on  when  the  bright  beanies  of  the  Sunne 
did  caft  their  radiance ,  it  caufed  fuch  a 
luflre  by  their  reuerberationj  that  all  eics 
were  dazelcd  with  the  (plendour  of  the 
garment.  Whereupon  it  happened,  that 
fomc  ofhis  Flatterers ,  interrupting  him 
in  his  Oration ;  toldc  him ,  that  heipakc 
like  a  god  5  nay,  and  (with  a  loude  voice) 
called  him  God,  crauing  mercy  of  him, 
bccaufe  (vntill  then)  they  had  feared  him 
but  as  a  man  oncly  •,  but  now  they  plain¬ 
ly  pcrcciacd,that  he  farre  excelled  all  hu¬ 
mane  nature. 

As  the  King  gloried  in  thefe  flatter¬ 
ing  clamours ,  no  way  repro'ouing  them 
for  fuch  impious  bchauioiir:  hee  was  fo- 
dainely  fmitten  with  a  moft  gricuous 


paincinhis  entrailes,  fo  that  very  hard¬ 
ly  hee  could  bee  carryedtohisPaliacc. 
Where ,  after  many  horrible  torments, 
his  life  expired  the  fift  day  :  becing  itiftly 
puniihed  for  the  crude  ic,  which  hee  had 
cxcrcifcd  againft  the  members  of  the  true 
Church  of  Chrift,  whereas  othcrwife,he 
was  very  benigne  and  gracious  towardcs 
all  men,  cfpccially  to  ftrangers  and  Gen¬ 
tiles.  Hcc  reigned  (in  all )  about  feauen 
ycares;  for  hcc  hclde  the  Tctrarchicof 
Phtllip(yt\dtvCaifU  Caligula)  three  ycarcs, 
and  fourc  other  ycarcs ,  the  whole  King- 
dome  of /Wi'4.  He  dyed  in  the  fourc  and 
j  fiftieth  ycareof  his  age^rhe  third  of  the 
Empire  of Claudius^2nd  the  twelfth  ycarc 
after  the  refurredion  of  our  Lord  and 
Sauiour  Chrift  lefus. 

-  Hispoftcritie  hath  drcadybccne  rela¬ 
ted  ,  whereof  Agrippa ,  bccing  his  cl- 
deft  Sonne,  and  of  the  age  offeuen  years 
when  his  Father  dyed  ,  albeit  CUudm 
the  EmperoUr  gladly  defired ,  that  hee 
fhould  fiaue  becnc  fiicceffbur  in  his  Fa¬ 
thers  kingdorac ;  yet  fomc  other  preuay- 
led  fb  farre  with  him  ,  that  all  the  Regi¬ 
ons  (fubieded  before  to  his  Fathcr5)werc 
againe  reduced  intotheVormeof  a  Pro- 
uinccj  and  the  firft  Gouernour  fen t  thi¬ 
ther  to  rule  in  Judea ,  was  Cufpm  F.^duSy 
or  Fadus  Cujpius. 


/xhe  terrible 
&  iuft  iudge  '* 
tnentof  G  oj 
vpon  King 
Agrippa^ 


The  ycarcs  of 
Agrippacs 
reigning. 


CHAP.  XX. 


^  Ofiierode ,  the  fourth  king  of  Chalets^ 
youngeli  fonne  to  Her  ode  the  Create  bro¬ 
ther  to  the JirJl  Agrippa, 


yi^Haue  heretofore  named 
this  man ,  Herode  the 
fourth  j  for  his  better  dif- 
cerning  from  other;  who 
led  a  priuacc  kind  of  life, 

_  sntxW  Claudius  (mooued 

by  the  interceflion  of  bis  btotber  Agrip¬ 
pa)  beftowed  vpon  him  the  Kingdomc 
oichalcfSy  in  tlicfirft  ycarc  ofhis  Em- 
pire,  which  he  cnioyed  the  fpacc  ofeight 
ycarcs ,  furuiiiing  onely  fiuc  ycarcs  his 
brother  Agrippa. 

.  Hhh  2  After 


Agrippacs 
fonncfuccee* 
ded  not  his 
father  in  the 
kingdomc. 


Cufpius  Fa- 
du>. 


Claudius 
made  Herod 
kmgofChal* 
cisjin  the  lirft 
ycarc  ofhis 
Empire. 


Of  Herode  the  fourth. 


6  Booke 


A  debate  or 
contention 
for  keeping 
the  ornamets 
of  the  high- 
Priefts. 


The  liber  all 


igriunt  of 


daudiusto 
Herode. 


Theudas  the 
Sorcerer  his 
abufingchc 
people,  and 
put  to  death 
by  Culpius 
Fadus. 


5.3^. 


A  great  fa- ■ 
mine  in  lu- 
dea,foretoldc 
by  Agabus.^ 
A^sii.zS. 


*  A  people  li‘ 
uing  beyond 
Armenia. 


Adcsli.29. 


The  death  of 
Hcrodc  king 


After  the  death  of  his  brother ,  Cufpi- 
m  Fadfis  bceing  fent  into  luded^  ftrouc  to 
hauc  the  ciiftodieof  the  Roabes  ando- 
ther  ornaments ,  which  belonged  to  the 
Soueraigne  Sacrificers,  and  to  cransferre 
the  Sacrificers  to  Romaine  Gouernours: 
whereupon,  H^r^^taf^’iranfported  himfelfc 
to  Rome ,  at  requeft  made  to  him  by  the 
lewes ,  whole  caiifc  he  maintained  there 
fo  well  3  that  he  obtained,  that  the  gar¬ 
ments  belonging  vnto  the  High-prieft, 
(hoiild  be  kept  in  the  cuftody  of  the  Hie- 
prieft..  Moreouer, hcc  obtained  o{ Clau¬ 
dius,  that  he  fhould  haue  the  charge  and 
care  [of  the  money ,  conlecrated  to  the 
'Xcm^lcoflerufalem.  Hauing  power  al- 
fo,  to  depofe  the  High-prieft,  for  fome 
caufes  of  importance ,  and  to  fubftitute 
an  other  more  fufficient.  A  Graunt 
which  brought  great  gaine  and  profite 
to  the  Kings ;  becaufe  the  Priefts  fought 
by  power  of  mony,  who  ihould  haue  that 
foueraigne  dignitie. 

Cujpius  Fadus  ^Qwcincd  the  Countrie 
of  ludea,  when  acertainc  man,  named 
rheudas,  abufed  infuch  fort  the  vulgarc 
people  by  his  enchauntments  :  that  hce 
brought  them  to  lordane,  promifingto 
make  them  pafle  (  dry-footed  )  ouer  the 
diuided  riuer.  But  Fadm following, took 
him,  by  his  horfe-mcn ,  and  hauing  put 
him  to  death ,  Icattcred  all  the  heapes  of 
his  followers .  G^/w^Z/^i^maketh  mention 
of  this  Theudas ,  in  the  fife  chapter  of  the 
A5fes  of  the  Apoftles. 

Tyberius  Alexander  was  (ent  by  Claudi¬ 
us,  to  fucceede  Fadusin  the  gouernment  j 
vndcr  whom’  happened  that  terrible  fa¬ 
mine  in  ludeay'^hiich  Agabtu  had  foretold 
in  the  eleauenth  chapter  of  ^eABeso{ 
the  Apoftles  3  and  which  was  about  the 
fixt  or  fenenth  ycarc  of  Claudius :  which 
extreamitie  was  fbmewhat  aflwaged,  by 
the  liberalitie  of  Helena ,  Q^ecneof  the 
*  Adiabanes ,  who  caufed  great  plenty  of 
come  to  bee  brought  out  of  Egypt  ^  and 
figges  from  Cyprus  .  Alfo  the  Churches 
oC Greece  and  y4^'J^,gathered  much  mony, 
which  they  fent  to  fuccour  the  brethren, 
that  endured  the  famine  in  ludea. 

Herode^  King  of  Chalcis  dyed  in  the 
eight  yeare  of  the  Emperour  Claudius. 
Hee  had  two  wines,  each  after  othcr3the 
firftwas  ,  daughter  to  Olympia^ 

the  yoongeft  daughter  to  Cxe^t  Herode^ 
by  whom  he  had  AriHobulus.  Afterward, 


he  married  Berenice ^  daughter  to  his  bro¬ 
ther  Agrippa,  who  brought  vnto  him  two 
fonnes .  And  this  was  his  ifftie  or  pofte- 
riticjwhich  was  reputed  quite  confumed, 
by  the  calamities  hapning  in  the  warres 
ofthelcwes. 


AriBobulus.Uzme  by  his  Father 
Herod  the  Great. 


Agrippa  ththx^.  ^ 

Mariana,  d  augh  ter  of  Olympia. 
Herode,  the  fourth  King  of  Chalcis. 
Berenice^  daughter  of  Agrippa  the  firft, 
who  had  by  her  vnckle, 

Berenicindy  Hyreanus. 

Of  thefc  wcrcadc  nothing. 


Agrippa^ehi{{. 

Salome^  daughter  of Herodias^  firfl  ma- 
ried  to  Phillip  the  Tcrrarch. 

Arillobulus^  to  whom  Nero  gaue  the 
gouernement  ofihcLcfler^r;/?w^3and 
h^ih^ySalomCy 

Herode  Agrippa  AriBobulus. 


lofephus  makech  no  other  kind  of  men¬ 
tion  (concerning them)  thaticanfinde. 


CHAP.  XXI. 


qf  of  Agrippa  thelaB,  Sonne  to  theyoungeB 
fonne  of  Herod  the  Greaty  the  laB  King 
in  any  part  of  ludea. 


His  Agrippa^  being  a- 
ged  feuenteenycats, 
was  at  Rome  with 
Claudius  when  his  fa¬ 
ther  dyed  3  and  fuc- 
ceeded  not  immedi¬ 
ately  after  his  father. 


ofChalcis  the 

4»ofthat 

na]ii?« 


The  iflu«  of 
Herod  che  4. 


becaufe  o*"  fomc  enemies  about  ckudius 
therein  were  his  hinderance  :  who  allea- 
ged;  That  hisyouthfull  yeares  were  not 
apt  to  gouerne  fo  great  a  kingdome,  nei¬ 
ther  to  bridle  a  people  fo  rebeUioiis.  But 
indeedc ,  their  pretence  was ,  to  enrich 
therofelucs  by  gouerning  the  Countrey. 

Fine 


Agrippa  hin- 
dred  from  ins^ 
mediate  fuc^ 
ceeding  aticr 
his  father. 


tlf}' 


3k 

'I'CfC 


Ghap. 


ii. 


Agrippa 
made  King 
of  Chilch> 
and  enabled 
nviih  his  vn. 
klcs  power. 


AmoftcrucII 
and  blondie 
attot  Cuma- 
nu3,  whereby 
iioocoJcfl 
then*  hues. 


A  Rookc  of 
Mofes  &  the 
Prophets  wri 
hbg  abufed 
hyav/icked 
Souldicr. 


Cumanus 
next  goucr- 
nor  in  ludea 
to  Tyberius 
Alexander. 


The  vnreuc 
rendbehaui- 
our  of  an  in* 
folent  Soul- 
diour  to  the 
people. 


Fiucycarcs  after  his  fathers  death  '  his 
vnckle//e’rt7^^b'ceingdcad  alfo  :  Clmdi- 

conferred  on  hitn  the  Kingdomc  'of 
ChalciSyZX.  the  age  of  22.  v^earcs.  He  gaiiC' 
him  alfo  the  fame  power  his  vnclde  had^ 
to  keepc  the  treafure  of  the  Temple  of/^- 
rufalem  y  and  to  create  the  High-priefts. 
.Ofwhich  authoritie  AgfiffA  made  verie 
.good  vfe  V  for  (in  a  fhort  time)  he  depo- 
fcd  diuersl,  and'f ibftitutcd  other  at  his 
pleaftirc.  ■  '  '  >  - 

At  fuch  timVas  beganne  his 

rcigne,  Cumanus kviimioludea  fto 
flicceed  'TihcY'ius  AUxandei^ixx  the  pouern- 
.  ment ,  who  greatly  tormented  the  coun¬ 
try  3  which  already  fauored  of  the  fiiccee- 
ding  mine.  Format  Eaftetj  the  fourth  day 
ofvnleaiiencdbreadi  a  Romairi  Soiildief 
of  the  bandjwhich  (according  to.cuftbn'rj 
kept  a  garrifon  about  the  Temple  5  vnre- 
uerendy  flicwed  his  bafe  backc-parc  to 
the  pcople3they  being  dutifully  bufied  in 
the {eruice  ofGod.  -  .  ,7^  . 

The  lewes  not  a  litde  mooued  at  this 
iniurie ,  gaue  very  bitter  fpeeches  againft 
the  Gouernour  Cumanus  ^  >becatifc  hce 
did  not  puniih  this  wicked  a6i:  of  the  SoU 
diour.  .  .  o'  0:^  • 

C umanus  caking  in  difdaync  their  bold 
wordsj  and  fearing  fome  violence  by  the 
mutinous  multitude:  fodainely  ( but  ve-i^ 
ryfecretly)  forhmoned  his' armed  Legp 
ens  and  horfemen  together,  who  difcdl' 
acting  themfeluesbefbre  they  could  be 
fufpebted ;  made  fuch  an  affright  among 
the  vnarmed  pop.ularity5that  they  fled  a-' 
way  foconfufedly crowding. 5. that  more 
then  twenty  thoafand  men  and  women, 
were  trodden  and  crufhed  to  death  in  the 
Streetes  and  other  places ,  to  the  great 
and  erieuous  lamentation  of  all  the  peo¬ 
ple. 

’Another  tumult  aUb  followed  foone 
after,  the  iffuc  whereof  was  not  yet  fo 
pitcifull.  For  fome  theeiiinglcwesj  had 
(vpon  the  highway)  fhrewdiy  beaten  and 
wounded  one  Stephen ,  a  ieruant  to  the 
Emperoiir  Claudius^  dripping  him  out  of 
all  that  he  had  about  him. 

Cumanus  heereac  highly  offended , 
and  not  finding  them  that  had  done  the 
deed  5  tooke  all  the  neighbouring  partSj 
where  the  fault  was  committed.  Which 
being  done, a  Souldiour  finding  a  Booke 
in  his  booty,  which  containd  the  writings 
of  Mofes  and  the  Prophets;  made  a  pub- 


rippa  the  laft. 


'Diuers  Gali- 
’  leans  flairi  by 
the  Samaritas 


Cumanus 
fentto  Rome 
by  Qaarreiis, 
after  whom 
fuccccdedFe- 
lix. 


ijj  i— I.  II  1^1 , 


like  fhew  thereof  in  derifion,  6^  after  tore 
it  to  peeces  ,  in  prefence  of  the  chiefeft 
lewes.  Sodainly  a  great  multi  tiide  of  the 
lews  ranne  (by  croups)  to  C 
th  en  was  the  ordinary  abiding  of  the  Ro*^ 
maine  Goiicrnors)  and  required;  that  iu- 
fticc  might  be  inflidf  cd  vf)on  him  for  this' 
wicked  ajff  rwhom  if  C umanus(}os  the  per* 
fwafion  offbme  )  had  not  beheaded',  to 
fatisfic  the  enraged  peoples  anger  ;*this 
tumult  could  not  haue  been c  appealed^ 
without  very  great  cffufion  of  blood. 

Afterwardjfome  of  the  Gdtleam^fccxi- 
ding  vppe  to  lerufdem  to  the  Feaft,  were 
flaineby  the  which  was' the 

caufe  of  many  miirtbers  committed  [on 
bothfides.  For,  cyther  'part  beeingch- 
couraged  tareuenge3ranne  into  frefli  in- 
iurie^iby  way  ofrobberieSaptittingtto  fire 
and  fword  all  they  met  withall ,  ButVbe- 
cmfc  C umanus  (  corrupted  with  money  )' 
did  notareprefle  thofe  thecueries.doBcby 
neigHboiir  on  neighbour.  Qnarrem^  PrC- 
fidenc  of  Syria was  called  thither  by  the 
contrary  ifdc ,  who  (hauing  receiued  in¬ 
formation  of  the  fadf,  and  executed  the 
authours  of  the  mutinies  )  fent  Cumanus 
CO  Rome ,  to  render  a  reafon  for  the  Pro - 
uince  committed  to  his  charge. He  being 
eoniiidtedaf  aiiaricc  and  crueltie ,  'was 
:  lent  into  exile  by  ClaudiuSy^  in  his  place; 

I  was  appointed  gouernor  of  Judea  and-^ 

,  niaria^  Claudius  FseliXy  brother  to 
;  who  (long  time  before)  was  fent  into  Pa- 
leliine^  to  gouerne  the  Tetrarchy  ofp/;/- 
.//p,  as  is  affirmed  by 

Almoft  at  the  fame  time,  that  is  to  fay, 
in  the  twelfth  yeare  of  his-Empirc ,  cUu- 
\  dm  gaue  to  King  Agrippa  the  Tetrarchy 
(being  deftitute  of  a  Gouernor  j 
which  contained  Trachomtis  and  Batanea*^ 
giuinghimalfo  Abelky  the  Tetrarchy  of  bounds  of 
LyfAHtas,  Thenhegaiietohisvncklepa-  cLaT™ 
ternall  Arijlabului  (brother  to  the  firft  k  Agnppa. 
Agrippa , 

H erode  of  Chalcis)  the  king- ' 
dome  of C balds* 

•  After  thefcaJfayres  thus  pafled  oner, 
the  condition  and  eftate  of  the  lews  grew 
worfe  andworfe;  and  riowbegannethe 
gOLiernement  of  Feelix,  whobccingre- 
prooued  by  lonathas  the  High-prieft,  for. 
his  rapines  and  other  wicked  actions  by 
him  perfourmed,  and  yet  not  daringto 
depofe  him  from  the  Sacerdotall  dig- 
nitic,  becaufeheeftoodein  feare  of  the 
people  j  fubborncddiuerfeRuffianS3who 
_ mh  3  (en- 


The  liberall 


lonathas  the 
high-Prieft 
reproued  the 
rapine*  of  Fe¬ 
lix, and  was 
fccrctly  mur¬ 
dered. 


I 


Of  Agrippa  the  la  ft. 


6  Booke 


Mens  Hues 
bought  and 
fold  as  roffias 
plcafed, with¬ 
out  any  pu- 
niihmeUi. 


The  mifera- 
blcaffli^iios 
of  thelewes, 
noway  to  be 
redreffed. 


Paul  imprifo- 
ncd,pleadcth 
before  Feelix 
and  Drufiha 
A^lcs  14.14- 


The  death  of 
Claudius  and 
reigne  of 
Nero* 


Portius  Fc- 
Husfentto 
goucrii  ludea 


(  encring  into  Icru^ ihm  at  the  f caft  with 
the  multitude)  flew  fo  fccretly  the  High- 
Prieft  lomthas^  and  others  marked  for 
the  fame  purpofe  with  him;  as  very  cafily 
they  were  concealed  in  the  troupes. 

This  attempt  fpceding  fo  vVell  as  the 
Ruffians  could  defire ,  fell  out  to  bee  the 
occafion,  that  (at  euery  feaft)  they  made 
a  market  or  mcrchandife,  of  killing  the 
honefteftof  the  people  :  fometimes  be¬ 
ing  hired  therc-to  by  other ,  fometimes 
out  of  their  owne  {plcene  and  mallice.So 
that  euery  man  ftoodeinfearc  ,  becaufe 
no  one  knew  how  to  fcciire  himfcife;  au¬ 
dacious  boldenefle  dreading  nopunifh- 
ment,  in  regard  of  thcGouernorscarc-^ 
lefle  negligence. 

Tr  oups  of  thecucs  ranne  euery  where 
making  fpoile, though  many  \vcrc  appre¬ 
hended  by  Feelix^  and  executed :  yet  wic- 
kednefle  had  taken  fuch  deep  rootc,  one- 
ly  through  ncgled  in  the  precedent  Go- 
uernours ,  as  it  could  no  way  be  holpen ; 
nopot  by  the  greateft  fcucrity  of  iuftice. 
And  the  word  of  all  wasj  that  thefc  thcc- 
uerics  were  maintayned  by  the  High- 
priefts  authoritic:  amongft  whonij  fuch 
as  were  beft  ftored  with  money  ,  kept 
bands  of  defperatc  villaines  about  them 3 
by  whofe  meanes  they  opprefTcd  fuch  as 
they  pleafed ,  laying  clofe  ambufhes  to 
kill  and  murder  them. 

In  the  thirteenth  yearc  of  Claudius  his 
Empire^F^^/the  Apoftle  was  taken  in 
rufalem^  and  being  led  thence  to  Cafarea: 
pleaded  his  caufc  before  Feelix  and  T)ru-, 
filla,  as  S.Luke  declareth  in  the  foure  and 
twentieth  of  the  Afterward,  Fee¬ 

lix  called  for  him  diuers  times,  and  heard 
him  anfivere  for  himfelfe ,  hoping  that 
Paul  would  redeeme  himfelfe  by  money. 
But  after  hec  had  kept  him  two  whole 
ycarcsin  prifon ;  at  his  departing  from 
ludea ,  hce  left  him  there ,  to  plcafc  the 
lewes. 

Claudius  the  fouretecnthycarc 
of  his  Empire, and  Nero{2X  the  beginning 
of  his  goucriimcntjencrcafed  the  autho- 
ritic  of  Jgrippa^  adding  thereto  part  of 
Galilee^  with  the  Citties  oiTybenasJari- 
cheaandluliada.  Forthwith  hefent  Por¬ 
tia  Fell  us  into  ludea  ^  calling  home  Fa- 
//X,  whom  they  oiCafarea  followed,  and 
accufed  him  ofcruelty ,  rapines  and  other 
vniuft  dcaling;but  he  efcaped  by  the  cun- 
I  ning  of  his  brother  PaUas .  So  foonc  as 


Fortius  FelluswsLS  arriued  in  ludea  ^  hce?^ 
gauc  audience  (  at  Cafarea  )  to  Paul  and 
the  Icwcs  his  accufers  :  and  as  he  inten¬ 
ded  to  fend  Paul  to  lerufalem^  he  (fearing 
the  ambufhes  of  the  lewes)  appealed  to 
the  Emperour  Nero, 

Some  few  dayes  after,  went  to 

Cafarea  with  his  fitter  Berenice ,  oncly  to 
falute  the  new  gouernor :  which  fifter(af- 
ter  the  death  of  her  husband  Herode  of 
chalets)  liuedfo  familiarly  with  her  bro¬ 
ther,  that  there  was  greatfulpidon  of  in- 
cettuous  acquaintancc,F4/^/  was  brought 
before  them  to  pleade  his  caiife ,  and(in  a 
wel  couched  oration)  fo  approued  bis  in- 
noccncie ;  that,  according  to  the  Kings 
owne  opinion ,  he  might  haiie  gone  at  li¬ 
berty  ,  if  hec  had  not  appealed  to  Cafar, 
Not  long  it  was,  but  F4«/ was  lent  (with 
other  prifoners)  to  Rome^  in  the  firft  yearc 
of  Empire,  as  is  auouched. 

Agrippa  returning  to  lerufalenty  offen¬ 
ded  the  Prietts  very  gricubufly,  by  a  buil¬ 
ding  ereded  in  the  Pallace  royall ,  and 
fomewhat  ncarc  to  the  Temple  :  for  hee 
could  thence  difeerne ,  whatfoeucr  the 
Prietts  did  in  the  inward  parts,  and  when 
they  loytered  in  the  facrificcs  and  diuine 
Scruicc,  The  Prietts  holding  this  adion 
vnlawfull,  ereded  a  wall  (on  the  Temple 
fide)  of  the  like  height ;  whereby  Agrippa 
was  not  onely  hindered  from  feeing  the 
Teraple,but  alfo  a  great  part  of  the  Gity. 
The  King  infitted,  that  the  wall  fhould 
be  beaten  downe  5  but  the  Prietts  lb  pre- 
uailed(by  means  made  to  PoppeaAa^  Em- 
perours  wife)  that  Nero  allowed  the  wall 
toremaincas  it  did. 

Heereat  Agrippa  being  exceedingly 
offended,  depofed/^y^/^the  foucraigne 
Sacrificcr, placing  Ananias  in  his  roome, 
who  was  of  the  Saduces  Sed,  a  man  very 
bolde  and  crucll.  He  (Feftus  dying  in  Ju¬ 
dea  ,  and  k^Lbinus  his  fucccfToiir  flaying 
fomewhat  long  ere  he  came)  tooke  occa^ 
fion  to  cxcrcife  crueltie  againft  many 
worthy  perfons ;  efpecially  againtt  James 
the  fonne  oUofeph ,  brother  to  our  Lord 
lefusChrifl  by  an  other  mother ,  a  man 
(in  the  iudgement  of  all  them  dwelling  in 
lerufalem)  excelling  in  innoccncie  of  life 

and  picty,who  was  thrownc  down  head¬ 
long  from  the  higheft  wall  of  the  temple^ 
and  (by  command  of  the  laid  Ananias)  o- 
ucrwhelmd  with  ftonesjabout  thrccfcorc 
yearcs  after  the  birth  of  Chrifl. 

For 
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EDifTcd  from 
his  Office  by 
Agrippa. 


Florus  a  more 
wicked  goucr- 
nor  then  Al-; 
binus,  fcnc  as 
a  iufi;  plague 
and  vttcr  ruin 
of  the  levres. 


The  time  fore 
Pfophefiedfor 
thedeftrudiS 
of  Icrufalcm, 
was  now  fully 
cometopafle 


The  greedy  & 
infatiable  co, 
uctoufnes  of 
Albinus  the 
Gouernour. 


For  this  wicked  deed  3  he  wasaccufed 
htioiz  Agrippa^  who  feared  the  Romanc 
GoucrnoiiTj  named  now  neerc 

approaching  5  and  alfo  ftoode  in  fearc  of 
the  peoples  fury  ;  wherefore  Anama^s  was 
difmiffed  from  his  Office,  cxcrcifed  by 
him  but  three  moneths  onely .  And  yet 
he  ceafed  not  to  commit  great  cruelties^ 
againil  them  that  were  of  his  ownc  con¬ 
dition.  For,  in  regard  of  his  great  power^ 
hec  had  many  Theeiies  (kept  at  his  char¬ 
ges)  of  whom  he  made  vfe  to  murtherhis 
enemies  priuily.  Befide^hec  made  them 
breake  into  the  Garners  of  cornejto  Real 
the  Tythes  therein  cticloled ;  which  bec- 
ing  often  done  without  any  puniflimcntj 
was  the  caufe  of  ftaruing  to  death  mahie 
ofthe  poore  Prieftsw 

being  ouercomc  with  infaiia- 
ble  couetoufncCTe^carcd  for  nothing  clfc 
but  onely  to  get  wcakh  together,  by  any 
vile  meanes  whatfoeucr :  wherefore, fuch 
ofthe  Priefts  as  gauehim  Gold,  hee  win¬ 
ked  at  all  their  wickednefle,  and  permit¬ 
ted  Theciies  to  doe  what  they  lifted,  if 
their  kindred  or  friendes  would  redeeme 
them  with  money.  By  which  rncanes,  in 
iTiort  time,  all  Ju^dea  was  full  of  Theciies^ 
all  things  turned  copfie  tiiruy,  no  lufticc 
exercifed  in  any  place ;  and  there  was  no 
adle  fo  horrid  or  execrable,  but  it  might 
quickly  be  pardoned  for  money. 

Gefm  Floru4  was  fenc  as  fucceflbr  to 
this  Hotfe-leech,  who  farre  exceeded  the 
rapines  of  Albinus ,  by  infinit  other  wic¬ 
ked  courfes ;  fo  that  the  lews,  reputed  aU 
hiniis  a  Saint  vnto  this  other.  For  Flortis 
proceeded  nor  couertly ,  nor  after  the 
cunning  manner  of  his  predeceflbur:  but 
by  open  violence,  (corning ,  ftealing, 
rudely  raking,  and  doing  whatfocuer  bee 
pleafed  5  for  will  onely  was  a  Law  to  him. 
And  furcly  it feemed.  that  he  was  meerly 
fent  by  deftiny  to  the  levvcs,  fo  to  irritate 
them  by  open  iniiiries,  and  blindc  them 
from  all  defire  of reuenge,as.finally  to  be 
their  vttcr  ruinc.  For,  the  whole  country 
being  oucr-runne  with  Theeucs,and  the 
people  grownc  defperately  defiroiis  of 
warrc;hadahopcoffome  other  Domi¬ 
nion,  groaning  vndcr  the  tyrannical Ro- 
maine  rule,and(in(otri(h  zeale)  were  per- 
(waded  to  rccouer  their  liberty. 

In  breefc,  the  time  was  come,  vrhich 
Chriftaud  the  Prophets  had  forctoldc, 
concerning  the  dcftruflion  of  the  whole 
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Priefthood,  and  policy  ordained  by  Mo- 
fisAnd  diuinc  authority:  confidcring, 
that  the  Meflias  had  already  becne  fenr, 
forthcloueofwhome,  both  the  Prieft¬ 
hood  and  policy  had  bin  (till  that  time) 
diuincly  preferued  •  Wherefore,  vnder 
GeJ^fus  F lor ,  thrcefcore  y ceres  after  the 
Natiiiity  ofChrift,  fine  and  thirty  y ceres 
after  hec  was  crucified  and  rifen  againe, 
the  twelfth  of  Neroes  Empire,  the  feuen- 
tecnthoftbis^^r///>4  now  in  queftion; 
and  three  ycares  before  P^«/was  put  to 
death  by  Nero:  the  warre  began  to  waxe 
tempeftuous,  bccaufc  the  Icwcs  rcuoltcd 
from  the  Romanc  EmpirCjand  entred  in¬ 
to  mutiny  againft  G^far, 

.  could  cafilyhaue  quenched  this 
warre  in  the  beginning  5  but  that  hec  ra¬ 
ther  affefted,  to  nourifli  and  feedc  the 
flame  newly  kindled,  by  prouokingthe 
lewes  dayly  more  and  more,  ftill  adding 
iniiiry  vpppniniury/vntillrhe  fire  flewe 
foorth  both  farre  and  ncere,  that  final- 
ly,  it  wrought  thedeftruftion  of  all  U- 
dea. 

-  At  the  beginning  of  this  rcuolt,  Agripf 
pa  labored  very  fcridufly  jto  ftay  the  I  cws 
from  this  furious  defirc  of  warre ,  and  to 
rcg^inc  peace  and  tranquility,  by  requi¬ 
ring  pardon  ofthe  Romanes  for  their  of¬ 
fence,  which  they  might  haucobtayned 
on  mcanc  conditionsjin  regard  it  was  ve¬ 
ry  cuident,  that  they  had  fome  iuft  caufes 
ofrcbclling,  by  the  outrages  done  vnto 
them  by  But  hecamefoftiortof 
their  expedation ,  they  hating  nothing 
more,  then  to  hc^c  of  peace  or  cquity^as 
(very  hardly)  he  efcaped  theyr  violence. 
Pcrceiuing  then  the  Nation  fo  enraged 
for  fight,  ic  (like  men  blindfolded)  thro¬ 
wing  themfelucs  impetuoufly  into  per¬ 
dition  5  he  retired  from  their  furious  cn- 
terprize,  andfentayde  to  Fefpajianin  U- 
dcAyXo  tame  the  head-ftrongcourfe  of 
tbofeRcbeilcs,  forefe^ing  already  in  his 
foulc,  the  lad  mine  of  all  the  Icvvilh  peo¬ 
ple. 

Hccrc  I  could  wcaiic  vp  the  fagge-end 

oftfiis  Hiftory,  with  report  of  the  lewilh 

warife,  which  lofephus  and  other  authors 

haut  defer ibed  1  but  that  mv  heart  will 
-  ^  ¥ 

not  ferue  me,  to  difeourfe  thofe  ftraunge 
&  milcrable  ouerthrows,  which  (in  their 
pitilelTc  cuents)  did  cxceede  [humane  be- 
lecfe.  For  no  Hiftory  is  found  of  any  na¬ 
tion  whatfocuer,  that  was fb  long  time 
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uoked  in  the 
li.Mearc  of 
Nero  the  em¬ 
peror. 
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ble  eftate  of 
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whole  yearcs 
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Bands  of  par- 
tialiiy  and  fa¬ 
ctions  in  le- 
rutalem. 


I  {hut  vp  from  all  fiiccour,  wofully  tormen- 
Itcdj  and  finally(wholy  confounded, with  | 
numberlefle  calamities)  almoft  altoge-  ^ 
Thciewcsre-  ther quite  raced  out^anddellroyed.  For  | 
after  that  the  lewcswerc  reuoltedin  the 
twelfth  ycare  (as  is  affirmed)  of  Nero^thc 
army  of  the  Romanes  neucr  ccaied  for  fix 
wholeyccrcs  together,  cruelly  torauage 
the  countrey  of//^^^4,  becaufc  from  time 
to  time,  the  lewes  (by  their  inuinciblc 
pbftin  acy)  prouoked  the  vidorious  foldi- 
ers  to.fuch  tyrannies,  as  the  like  were  ne- 

uer  heard  of*  .  • 

'  V  But  though  I  (pare  to  relate  the  deua- 
ftation  of  the  whole  countrey;  who  can 
leriifaiemjfix^  conceiue  (with  true  iudgement)  but  the 
miferies  of  the  Citty  lerufalem  it  fclfe  ? 
Which, before  it  beheld  the  Komane  ene¬ 
my,  for  the  (pace  of  fixe  whole  yeers,  felt 
(within  it  felfc)  farre  more  cru ell  dome- 
fticke  aduerfaries :  as  beeing  diuided  and 
torneinpecceSjbySeds,  Faftions,  and 
Seditions  of  Theeues,  fighting  amongfl: 
themfclues  (When  they  had  none  elfe  to 
qiiarrell  withall)  for  rapines,  murthers, 
and  other  mifeheefs,  cuery  Faction  thin¬ 
king  to  fupporc  it  felfe,  by  dooing  iniuric 
vntoitfelfc,  and  furmounting  one  ano¬ 
ther  in  number,  and  manner  of  nOucl  vil- 
lanies  and  extremity. 

Furie  grew  on  to  (iich  horrid  perfe- 
dion,  that  if  any  Manor  woman  were 
c(ieemcd  holy,  religious,  and  modeft  t 
thefc  were  arguments  fufficient,  to  yeild 
a  pregnant  reafbn  for  their  death  5  and 
the  goodes  of  the  richeft  Cittizens, 
muft  bee  brought  foorth,  and  laydcbc- 
fore  their  doores'  ,  while  the  Fadious 
fought  who  lliouldenioy  them*  To  kill 
people  of  meane  or  fimplc  condition, 
wasbut  toridde  them  out  of  the  turbu¬ 
lent  crowdes ,  for  they  were  efteemed 
but  as  a  charge  to  the  Citty,  and  hinde¬ 
red  the  way  when  the  Hedge  fhould  bc- 
ginne :  for  this  they  accounted  their  wi- 
(^eft  coiirfe,  and  beft  mcanes,  to  abide  a 
long  lingering  fiedge. 

If  any  man  durft  but  fpcake  a  word, 
orexprefTe  by  any  apparant  figne,  that 
hce  difliked  the  prefent  Licenfe  vnto  all 
Villanies,  it  was  prefently  termed  Trea- 
fon,  and  flatcc  confpiracy  with  the  Ro- 
maines;  yea,  it  was  a  finne  deieruing 
terrible  punifhnient .  And  as  great  an 
offence  it  was,to  mourne  or  lament  for 
Parents  or  Friends,  being  flaine  or  mur- 


The  riehcli 
Citizens  in 
moft  wofull 
perplexity. 


Such  matters 
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with  the  Ro¬ 
manes. 


thered  in  thefe  vprores. 

To  prophane  the  verie  holyeft  part 
of  the  Temple,  with  Rapes,  Murthers, 
and  MalTacresjthey  fayde,it  was  fighting 
in  defence  of  the  Temple ,  and  for  the 
Religion  of  the  coiihtrcy.  To  bcarc  a- 
way  Wolently  the  riches  out  of  thcTem- 
plcsTreafuric,  and  to  wafte  them  in  all 
Villanie  and  abhominable  cxceffe:  this 
was  tcarmed,borrowing  money,  where¬ 
with  to  defend  the  feruicc  ordayned  by 
G  O  D.  And  vpon  paine  of  death,  no 
roan  durft  flye,  or  get  him  gone,-  from 
thc(e  horrible,  diucllifh,  and  dangerous 
courles.  •  "  ’  - 

Moreoiicr,  fuch  as  dwelt  in  the  Citic, 
beheld  ^(befide  thefe  publike  mifcrici) 
their  ownc  bodies,  their  wiues,  children, 
and  goods,  cxpo(ed  to  the  violent  &vn- 
bridled  attempts  ofthofe  mcrcilcfle  Vil- 
laines .  In  breefe,  there  could  not  be 
thought  or  deuifed  any  iniury  or  oppro¬ 
brious  behauiour,  which  the  mifcrablc 
lewes  might  fcare  or  exped  from  the  E- 
nemy,  but  they  firft  madetriall  thereof 
vpon  themfclues, vfing  no  refiftance  at  all 
againftit;  Wherefore, the  coming  of  the 
enemies  army  was  no  way  dreadful  vnto 
them,  but  rather  gladly  defired^  and  cuen 
but  as  a  tollcration,or  rather  a  recreation 
(when  the  City  was  (harply  aflayled)  the 
feditious  fadions  were  enforced  to  ioync 
their  forces,  for  repulfingthe  encmy,and 
to  breath  awhilc,from  their  owne  domc- 
ftickc  thccueries  and  warres. 

The  laft  fix  moncths  of  this  warre,  af¬ 
ter  that  the  Gitty  was  round  engirt  with 
enemies,  and  themfclues  had  pilled,  pol¬ 
led,  and  miferably  fpoyledall  that  they 
could  by  their  intcftinc  robberies ;  they 
began  to  feelc  a  faminein  the  heighth  of 
extremity,  which  was  accompanied  like- 
wife  with  fo  greeuous  a  Pcftilence,that  in 
the  time  of  the  fiedge  ,  abouc  cleauen 
hundred  thoufand  me  died  by  the  plague 
and  famine .  During  this  war  alfo,  great 
multitudes  wer  daily  murdred  within  the 
wals,by  the  mutinous  and  rebellious  fac- 
tionifts :  Cc  in  thcalTaults,  furprizals,  and 
racking  of  the  city  3m  any  millions  of  peo¬ 
ple  lott  their  Hues.  Alfo  in  the  war  time, 
there  were  taken  97000.  perfons,  who 
were  partly  fold  as  flaues,  and  partly  di- 
ftributedto  rounde  neighbouring  great 
Cittics,  there  to  beegiuen  and  dcuou- 
red  by  wildc  beads,  in  publique  Playes, 

and 
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and  fantafticke  fpedlaclcs .  Sonic  other 
were  compelled  to  fi ght  as  Fencers  in  the 
Theaters,  with  the  like  fury  as  hoftilee* 
nemies  .*  and  fbme  were  fent  into  Adorer 
(byhugetroopes)  to  cut  out  a  Channcll 
betwcenc  the  ^gAum  and  Ionian  (eas. 

By  thefc  pittifull  examples  of  Gods 
hcauy  wrath,  againft  the  contemners  of 
his  Sonne  Chrirt,and  the  doctrine  Euan- 
gelicall  5  almoft  all  this  nation  was  vttcr- 
ly  cxterminatcd.Hapning  by  the  Diuine 
permiflion,  that  at  the  Fcaft  of  vnlcauc- 
ned  bread,  when  the  lewes  were  wont  to 
mectc  at  Ierufalem,homt\ic  fartheft  parts 
of  all  Ii^dea*  the  Citty  (hould  be  thus  be- 
fledged,  and  all  the  defperare  Robbers, 
Theeiies,  &  Ruffians,  difperfed  through¬ 
out  the  whole  Regions,  fhould  (cuen 
then)  be  retyred  to  lerufalem)  to  flicker 
ihcmfeliies  in  her  fortificar ions* 

Aftex  th^t  P^ejpafian  (  for  about  the 
fpacc  of  flue  yearcs)  had  firft  of  all  fubdii- 
cd  well-neere  all  Iiidea\  conquering  ma¬ 
ny  ftrongly  municed  Cifties,yea,dcftroy- 
ing  and  burning  them,  onely  through  the 
wilfull  obftinacie  of  the  inhabitants ;  in 
the  Jaft  halfc  yearc,7/^/^  brought  his  Ar¬ 
my  to  the  Citty  of  lerufalem^  and  there 
planted  his  fledge,  in  the  fecond  ycare  of 
the  Emperor  his  Father  5  and  the  fledge 
continued  for  the  fpace  of  flxc  moneths, 
which  tearmethby  Macedonian 
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Xantiejua.  ^  fApnll 

Artemijion^  J which  in  ourV  May . 
Dention.  (^Language  Jiunc. 

Panemon^  Tare  thus  cal-'^Iuly. 

Loion,.  yed:  /Auguft. 

Gorfiaion^  J  ^September 


•  CHAP. XX 1 1. 


The  two  and  twentithday  after,  Titm\ 

faVinP'  /in  h'lii/*  foi  Prep 


A  breefe  Collection^  of  the  principall  Acci¬ 
dents  which  happened  in  the  time  of  the 
fiedge. 


He  fourth  day  of  the  firfl: 

^Xantiijua  (which 
is  Aprillwith  vs)  theCitie 
oi lerufalem  was  befiedged, 
ncere  to  the  fcaft  of  Eaftcr. 


cflaying  (’in  vaine)  to  hauc  it  yeildcd,rai 
fed  his  Bulwarkcs,  and  prepared  his  En¬ 
gines  to  batter  the  City. 

The  feuenth  day  Artemifion^  which 
is  ^Baz^etha  (that  is  to  i ay, the  new  ci- 

ty^  the  firft  wall  being  taken)  which  was  a 
part  of  the  Citty  beyond  the  Temple  to- 
wards^/y^,  newly  annexed, and  enuiro- 
ned  with  walks  by  the  firft  Agrippa )  was 
feized  on  by  the  Romanes. 

The  twelfth  day  of  the  faid  month, the 
fccond  wall  was  taken,  and  yet  the  fame 
day  it  was  rccoiiercd  againe. 

,  Thefixteenth  day,  the  Romanes  ha- 
iiing  taken  the  other  wal  again  the  fccond 
time,  enioyed  the  bafe  or  lower  part  of 
the  City,  which  the  lewes  called  Acra^^ 
was  fcated  beneath  on  a  little  hill. 

The  one  and  twenty  day,  two  parts  of 
the  Citty  w'cre  loft,  when  the  lewes  (be¬ 
ing  gracioufly  entreated  by7/>«^)difdai- 
ned  to  embrace  peace.  Then  the  Soiildi- 
ers  began  to  mount  their  fcaladoes, ncere 
to  the  Towrc  called  Antonidy  ioyning  to 
the  third  wall,  where  their  Enfignes  and 
Bulwarkes being  raifed  intweluc  dayes, 
they  were  againe  as  quickely  burned  bv 
the  lewes.  .  '  ^ 

All  the  whole  moneth  of  Dentiony  the 
which  anfwercth  to  that  of  lunc,  the  Ro¬ 
manes  were  fcrioufly  bulled, in  engirting 
the  whole  Citty  with  a  Wall,  to  hinder 
the  .bringing  of  vi(ftualles  to  the  lewes, 
and  alfo  to  bereauc  them  from  all  means 
of  flight. 

The  firft  day  of  Panemon,  which  refer- 
reth  it  felfe  to  our  luly pritm  taking  com- 
paffion  on  the  people,  whom  he  knew  to 
dye  by  the  extremity  of  the  Famine  and 
Pcftilence,  onely  through  the  obftinacie 
offome  among  them  5  being defiroiis  to 
deliucr  them  without  long  delay,  he  cre- 
ded  new  Terraffes  vp  aloft, and  began  to 
batter  the  third  wall, called  Antonia^  verie 
difficult  to  be  furprized  .  This  Antonia, 
was  a  moft  magnificent  building, and  ve¬ 
ry  ftrongly  munited  ncrc  to  the  Temple, 
foLire  fquarc  in  forme, ^  and  carrying  the 
greatneffeofa  very  large  Caftk.  Berod 
the  Great  had  builded  it, in  fauour  of  the 
Soueraigne  Sacrificers,  and  gauc  it  flic 
Marke  Anthony  the  Triumuire. 
Within  that  goodly  Monument, the  Or¬ 
naments  belonging  to  the  High-Prieftes 
were  continually  kept. 

The 
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The  Antonia 
wonne. 


The  fixt  day 3  the  AntonU  was  wonne, 
bccaufc  the  walls  fell  downe  of  thcfclucs, 
on  that  fide  where  the  Icwes  haddevn- 
dermined,  to  get  foorth  of  the  Cittie, 
with  intent  to  burne  the  enemies  ram- 


i  The  farpri 


piers. 

The  eight  day  of  Loion^  which  is  the 
moncth  of  Auguft,  afticr  that  the  lewes 
had  becnc  many  times  exhorted,  to  de¬ 
fire  peace  offo  gracious  a  Conquerour  5 
after  they  had  rcpulfed  his  often  Ambaf- 
fages  by  bafe  iniiiries^  and  wicked  abufes: 
the  Temple  was  forcibly  taken,  beeinga 
worke  well  worthy  of  admiration.  And 
(contrary  to  the  £di(ft  o(T^tus)it  was  fet 


zing  and  bur-  fircbv  thc  offended  Souldiers.So  that 

nint»ofthe  .  %  •  .  r-  ^ 


ningofehe 
I  Temple. 


it  burned  thc  very  fame  day,  when  as  (fix 
hundred,  threefcorcjand  nineteen  ycares 
before  pad)  it  was  burned  by  Nahuchodo- 
nofor^  Collonell  of  thc  Chaldeans; 

The  battcric  1  'fhe  twcntith  day,  was  thc  batterie  of 


I  the  high  Towne  (called  the  City  of  Da- 
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uid)  begunne :  after  that  the  Icwcs  (once 
morcadmonifticdtolay  downe  Armes) 
refufed  peace,  being  gently  offered  vnto 
them.  . 

Thc  feuenth  day  of  Gorpmon^  which  is 
our  September,  the  high  part  of  the  Ci¬ 
ty  was  taken :  thc  FortrefTc  whereof  was 
thc  Temple,  as  thc  Antonia  was  Bulwarkc 
to  the  Temple. 

The  eight  day,  all  thc  City  of  lerufa- 
(pilled  &  ranfacked  before)  was  con- 
uerted  all  into  afhes* 

The  fourc  and  twcntith  day  of  06i:o- 
celebrating  the  birth-day  of  his 
brother  Domitian  in  Cdifarea  (a  Cittie  on 
thc  Sca-coaft)  bad  Playes  there  of  ftindry 
kindcs :  wherin  were  brought  forth  three 
thoufand  Icwescaptiuesjfomc  of  them 
being  deuoured  by  bcafts,  thc  reft  killing 
one  another ,fcncing  and  fighting  each  a- 
gainft  another. 

Thc  feuenth  day  of  Nouember,  T/- 
tm  went  to  Berytha^  a  City  in  where 
he  celebrated  the  Natiuity  of  his  Father 
yefpajia^  &  where  (in  fporcs&paftimcs 
prefenteJ  before  thc  Romans  and  Greci¬ 
ans)  a  great  nfiber  of captiuc  Icwes,  were 
fome  trodden  to  death,  others  hackt, he¬ 
wed, and  tornc  in  pccccs. 

I  haue  collefted  this  fmall  difeourfe, 
concerning  the  wofull  confummation  of 
this  Cicty, which  fomeiime  was  thc  prin¬ 
cipal!  fcatc  of  Gods  people, and  ofhis  di- 
uincDodrine:  from  thc  eight  ycaic  of 


KingP4«/^/reignc,  vntill  the  finall  dc- 
ftrixftion,  being  cleiicn  hundred,  thirtic 
and  feuen  ycares .  Thc  due  Obferuation 
whereof,  may  ferue  to  teftify  thc  mighty 
anger  of  God,  againft  the  defpifers  of  his 
Sonne,  anAofhis  word  in  him  rcucaledj 
examplingvs,  from  falling  into  thc  like 
calamities,  cither  by  a  violent  appetite  of 
opprclfing  thc  trueDoftrinc,  or  to  dar¬ 
ken  &  obfeure  it  by  falfe  interpretations, 
or  (vttcrly  contemning  it)  by  wandering 
into  eucry  wickednefle. 

Now  I  rcturnc  againc  to  Agrippaytho 
(according  as  hath  bccne  faydc)detcfting 
the  furious  madneffe  ofhis  Nation ,  and 
cuidcntly  fore-feeing  their  wofull  ruinc) 
fent  ayde  loFefpaJian^  making  W arre  a- 
gainft  the  Icwcs,  and  by  that  means  part¬ 
ly  faued  his  ownc  Countries, from  the  la¬ 
mentable  fpoilc  happening  in  this  warre. 

being  dead,  and  cholcn  Em- 
perour,  he  proie(ftcd  a  iourncy  to  KomCy 
with  Tito'S  the  fonne  oiFefpaJian ,  to  cn- 1 
treatc  thc  confirmation  in  his  kingdomc 
by  the  new  made  Emperor.  But  contrary 
winds  intercepting  them,  they  could  not 
compafle  what  was  intended :  but  rcccy- 
ued  tydings  necre  vnto  Achaia^  of  Galbaes 
death!  which  was  the  reafon,  that  Titus 
returned  towards  Syria^  Agrippa  holding 
on  his  courfe  for  Rome,  But  Italy  beeing 
embraced  with  ciuill  warre,  becaufc  Otbo 
(fuccclTor  to  Galba)  being  flainc ,  and  Vi- 
prefuming  to  thc  Empire,  Agrippa 
wasveryhaftily  called  backe  lo  Judea  by 
Letters,  where  he  afliftcd  fefpajian  to  bee 
falutcd  Emperor  by  his  foldicrs,  and  fafe- 
ly  to  conduft  a  well  prouided  Armic  to- 
wardcs/f4/y,  with  purpofc  to  encounter 
the  Captaincs  of  Vitellm ,  So  he  left  his 
fonne  Titus  (with  fome  legions)  to  bcatc 
down  the  Icwcs,  efpccially  them  oiler u- 
falemy  as  hath  bin  faid  before. 

I  findc  no  other  matter  of  Agrippa^  or 
any  other  of  thcpoftcrity  of  thc 

Great :  but  onely  Philo,  writing  of  Agrip^ 
/>4yfaithjThat  he  reigned  feuen  and^twen- 
ty  ycares.  He  dyed  then  (by  Philoes  ac¬ 
count)  in  thc  threcfcorc  and  eighteenth 
ycarc  of  Chrift,  thc  feauenth  of  yefpa- 
Jian,  andthefift  ycarc  after  thc  dcftruc- 
tion  of  lerufalcm* 

Philo  further  faith,that  this  Agrippa  had 
a  fonne,  named  Agripine,  who  reigned 
thirty  ycares  after  thc  death  ofhis  father : 
whcrcforchc  attained  to  the  year  an  hun¬ 
dred 
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dred  and  eight  after  the  death  of  Ghrift, 
and  to  the  eight  ofTraiane  the  Emperor, 
which  yeare  being  ouer-fpent  with 

yeares, foretold  would  bcthelaft  of  his 
reigne. 
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CHAP.XXIII. 


of  three  great  and  notable  Doubles^  which 
the  ancient  Phtlofophers  knew  not  how 
to  refolue^and  for  what  cauf 


Thcfccond 
doubr,a  libi¬ 
dinous  and 
fenfuall  defire 
in  man  10  the 
fiefh. 


HE  ancient  Philofophcrs, 
illumined  by  the  gifte  of 
God^  made  curious  fearch 
into  all  things  belonging  to 
nature and  verified  al  their 
propofitions  (without  contradiiSbion  or 
repiignancie)by  other  propofitions  meer 
ly  natural!.  Notwithftandingjthcy  neuer 
knew  how  to  refoluc  three  things ,  verie 
doubrfull  and  of  importance ,  neyther 
could  yeelde  a  reafon  for  the  caufes  of 
their  origmall. 

Thefirftwas,  that  they  well  knewea 
defirc  giuen  to  man  by  nature,  that  hee 
would  neuer  dye,  neither  feele  any  paine 
or  greeuance  whatfbeuerjbut  to  line  hap¬ 
pily  in  the  pleafures  of  this  world ,  with¬ 
out  the  want  or  neede  of  any  thing;  and 
yet  hee  could  neuer  artaine  to  the  end 
thereof.  On  the  other  fide,  hailing  made 
this  propoficion,  that  God  and  Nature 
neuer  did  any  thing  in  vaine,  &that  this 
appetite  in  man  enfued  thence,  whereof 
they  coueted  to  finde  the  caufe ;  confide- 
ring  befide,  that  in  all  other  narurall  ef- 
fedfs  the  propofition  alwayes  did  verifie 
it  felfe ;  they  were  vtterly  confounded  in 
infinite  perplexities,  being  neuer  able  to 
compaffe  the  end. 

T  he  fccond  was,  theyifaid  &  affirmed 
naturally  in  like  manner,  that  eucry  man 
felt  in'himfelfe  a  peruerfe  carnall  inclina¬ 
tion,  or  fcnfuality  >  quite  contrarie  to  the 
formcr.appetire  of  vnwillingneffe  to  dye: 
and  yet  this  carnall  lufting  defire,Gaufeth 
a  man  fall  into  diuers  difeafes,  which  are 
the  abridging  of  life,  yea  hafteneth  on 
death,  wherto  his  other  appetite  is  an  vt- 
cer  enemy. 

Moreoiier,  many  couet  after  riches 


and  pompe  ,  feeking  to  winne  them  cou  - 
ragioufly  in  the  field;  where  fooneft  of  all 
they  meete  with  death,  or  clfe  bear  away 
wounds,  maimes,  afiBidions  of  mind,  & 
other  misfortunes, quite  contrary  tocheic 
defire indeed. 

The  third  doubt  proceeded  from  the 
order  of  nature,  all  inferiour  things  bee- 
ing  goiierned  by  their  fuperiour ;  as  wee 
fee  the  elemenrs  obedient  to  the  celeftial 
bodies  ;  the  Orbes  and  Spheres  to  the 
mooning  intelligence,  and  all  the  intelli¬ 
gences  to  the  cheefefi:  of al,which  is  God 
loiied  and  defired.  Onely  in  man  is  this 
order  periierted ;  for  he  being  comppfed 
of  a  foule  and  a  body ,  the  flelE  which  is 
the  vileft  part  of  all  other,  ftands  repug¬ 
nant  to  reafon, yea  and  to  the  foul, which 
is  the  very  noblefi:  part  of  all;  and  (which 
is  farre  worfe)  draweth  it  to  the  bent  of 
his  owne  wicked  will.  And  therefore  the 
Apoftlefaide  ;  That  hee  felt  a  Laweinhis 
members^  refugnat  to  the  law  of  his  ihoghts^ 
andattra5fedhim  to  fn. 

The  Philofophcrs  that  were  before  the 
comming  of  Chrifi,  neuer  knew  how  to 
find  out  the  occafion  of  this  difbrder:  yet 
making  curious  fearch  for  it,  fell  into  ma¬ 
ny  and  fundry  errors.  Wherefore  ^na- 
goraslziA^  :  This  exorbitant  irregularity^ 
happened  at  the  beginning  of  the  worlds  and 
when  all  things  were  confufed  in  the  ancient 
chaos.  For  the  intellect  beingfeparated  by 
difeord,  and  rcioyned  by  concord^  all  thin(r s 
were  created good^  and  well  or  deredin  their 
kmde :  onely  man  excepted^  whofe  fejh  hee 
fawtobeill  di/pofed,  and  difagreeing  with 
the  reaf enable  foule.  And  therforCy  euen  (ts 
in  that  chaos  thefe  two  things  were  difeor^ 
dant  :fo  in  like  manner  afterivard^  they  Hill 
continued  repugnant^  contrary  to  the  rule 
order  of  dl other  things  in  the  world  .  In 
this  manner,  this  poore  Philofopher  im¬ 
puted  the  blame  of  all,  to  the  Diuine  in- 
telledt, which  is  God  himfelfe. 

Others  faideiT'/^^^r/^/k  proceeded  from 
the  celeHiall  conHellationSy  render  the  which 

man  is  engendred^andreceiueth  birth.  For 

AriHotle  durft  neuer  bee  fo  bolde,  as  (o- 
penly)coyeeld  arefolution  of  this  doubt- 
full  difficulty ;  but  feemed  (as  it  were) 
to  contradid  himfelfe  fometimes,  fay¬ 
ing  ;  Senfuality  is  naturally  enclined to  euil^ 
howbeit  {with  great  difficulty)it  may  fame- 
time  be  ruled  or  tamed  by  the  moral  venues. 
And  in  another  place  hcfaithjrt^^  fe. 
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Hetty  which  f'S  atcheeued  by  the  'vertues  mo~ 
rdUis  the  gift  of God.^y  confequence  then 
thofc  morall  vcrtucs,  in  whofe  operation 
the  happinefle  of  man  doth  confift  5  muft 
be  the  gift  of  G  O  D,  and  no  way  natu- 
rall. 

ContrarywilcjthcManichccSjdefirous 
to  render  a  rcafon  for  this  peruerfe  difor- 
der^faide  :  That  there  were  two  foulesin 
mm^  the  one  goo  d^  rndde  of the fub  stance  of 
the  Prince  of  Light  5  and  the  other  baddey 
made  of  the  fub  fiance  of  the  Prince  ofdarke^ 
nejfcy  and  thefe  do  caufe  this  coniimtall  corn- 
hate  in  man* 

Orlgen  afterward  faidc  5  That  before  the 
creation  of  the  worlds  all  things  were  confer- 
ued in  Heauen  which  finned  against  God:  ir 
therefore  (as  a punijhment )  they  were  dtffo- 
[ed  into  ill  complexioned  bodies ,  and from 
thence  enfued  this  controuerjie  in  man* 

All  thefe  deteftablc  opinions  wer  con¬ 
futed  by  Saint  AuguFtinCy  writing  againft 
the  Manichecs  5  where,  by  long  &  preg¬ 
nant  rcafons,  hee  prooueth  the  occafion 
of the  fubuerfion  of  this  order  5  and  that 
becaufe  they  had  no  vnderftanding  in  the 
facred  Scriptures,  they  vttcrly  loft  that 
light.  For  in  them  is  declared  to  vs,  the 
fiillrefolution  of  thefe  doubts,  and  there 
may  plainly  be  difeerned,  that  thefe  two 
propofitions  arc  good  and  true, and  both 
of  them  in  the  order  of  N  aturc.  To  wit, 
that  God  and  nature  ncucr  did  any  thing 
voide  ofpurpofe,  and  that  it  is  very  con- 
ucnable,thata  man  (by  nature^  fhould 
notdcfirctodyc,  but  to  Icade  ahappie 
kindc  of  life, and  yet  without  power  of  at¬ 
taining  thereto  5  not  becaufc  he  hath  this 
defirc  giuen  him  in  vaine,  for  itistrucly 
naturall:  but  to  obtainetheendand  ef- 
fc£k  therof,  is  a  matter  accidental  to  man, 
and  not  naturall. 

For  it  is  plain  and  apparant,  that  God 
created  man  immortall,in  fuch  fort,  as  cf- 
fcdiially  (according  to  the  very  foundeft 
opinion  of  all  Diuines)he  could  not  hauc 
dyed,  nor  be  fubieded  to  any  miferic,  if 
hec  had  obferued  his  commaundemen  t. 
But  hailing  rranfgreflcd,  hee  ought  iuftly 
to  fuffer  death  ,  and  the  miferies  of  the 
world  i  therefore,  becaufc  he  obeyed  not 
his  command, he  incurred  death  and  all 
afflidions .  So  that  by  the  finne  of  difo- 
bcdiencc(as  the  Apoftlcfaid)dcath  came 
into  the  world.  Hereby  it  appeareth  the, 
that  death  was  not  (at  the  firft)  natural  to 


our  prime  father,  neither  fuccefliucly  cn- 
fuing  to  vSjbutaccidcntall  5  bcecaufc  it 
was  not  the  intention  of  God. 

Thus  come  wee  then  to  refolue  this 
doubt,  that  defire  not  to  dye,  nor  endure 
any  paincs  5  is  giuen  to  vs  by  nature,  and 
not  in  vaine  .‘becaufe  the  power  was  gi¬ 
uen  vs  to  obtiine  the  effed,  but  in  regard 
of  our  difobcdience,  the  defire  ftil  remai- 
netb,  and  cannot  be  taken  from  vs.By  the 
felfefame  rcafon  is  the  fecond  doubt  an- 
fwered :  for  of  our  felues,  by  carnall  ob- 
(coenity,  and  gluttihous  gourmandize , 
wepurchafcdcath,andmake  way  to  this 
difbrdcr. 

In  like  manner,  the  third  is  rcfoliied 
by  Adams  finne  committed,  whereby  he 
loft  the  originall  righteoufiicfle  which 
God  had  giuen  himj  which  feruedhim  as 
a  bridle |o  moderate  himfclfe  byiuft  or¬ 
der,  and  fo  this  harmony  fell  into  confufi- 
on.For  the  foule,  which  ought  to  gouern 
the  body,  as  beeing  the  thing  moft  noble 
and  excellent  ;  came  afterward  to  bee  go- 
uerned  by  the  fenfe,  andj  by  the  bodye  • 
Andfowecfeeeuidcntly,  that  this  fub¬ 
uerfion  is  noway  naturall,  but  acciden¬ 
tal!. 

By  this  mcanes  then,  the  propofition 
remaineth  firmc  &  iruc,thac  thofe  things 
moft  worthy  and  moft  noble ,  ought  to 
gouerne  them  of  lefle  noble  and  inferior 
quality :  which  faylcth  nor,  ncyther  can, 
as  well  wee  mayobferue  in  the  ccleftiall 
bodies.  And  if  in  man  it  fallcihout  o- 
therwife,  it  is  by  accident  of  the  faulte, 
deferuing  this  and  worfc,  but  not  by  Na¬ 
ture. 
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CHAP.  XXIIII. 


of  fuch  Ceremonies  as  were  'vfed  ty  the  Ro- 
psoines,  before  they  mooned  any  warre. 


Vch  as  hauc  reade  the  fa¬ 
cred  Ceremoniesj  and  Re- 
’  ligious  obferuationswhich 
were  vied  by  the  auncicnc 
- Romaines,  as  well  in  mat¬ 
ters  concerning  peace,  as  attemptes  and 
enterprizes  ofwarre :  doe  not  make  any 
wonderment  at  all  of  the  great  Vidories 
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by  them  obtained,  againft  fo  many  furi¬ 
ous  people, and  moft  potent  nations.  On 
the  contrary  aKb^they  marucll  not  ac  the 
decadence  of  that  Empire,  which  began, 
when  they  began  to  contemne  thofe  Ce¬ 
remonies  and  religion  •  For  we  may  ob- 
(erue  by  infinit  hiftorics^full  of  examples, 
that  fo  long  as  they  were  bell  obedient  to 
religion^  their  Common-wcalcs  profpe 
red  fo  much  the  more  happily,  &  the  en- 
terprizes  of  their  Captaipcs  fell  out  then 
fucccfliucly.  As  was  well  noted  in  Pom^ 
fey^  Brenntfs^  and  infinite  other,  who  al¬ 
beit  they  were  idolaters,  and  neuerknew 
the  true  God;  yet  itfeenied(ncuerthelcs) 
that  by  certaine  mcanes  of  terrcftriall  re¬ 
tribution, God  fauoured  them  that  were 
religious.  And  it  might  be  perhaps  to  this 
end,  that  like  as  the  people  were  then  zc- 
lous  in  a  religion,  whereof  they  had  nei¬ 
ther  foundation,  or  any  perfc(51:  belecfe  5 
they  wouId(by  far  ftronger  reafon )  bee 
good  obferuers  of  the  true  faithyifit  had 
bin  rcucalcd  to  thcm3as  now  it  is  vnto  vs. 
The  cfFc(5l:s  then  make  it  euidenr,that  hea 
ucn  neuer  lefcthcm,withoutfomc  appa- 
rance  of  good  profperity,&  fortunate  fuc- 
cefle  in  their  tcmporall  affaires. 

The  Ceremonies  which  the  auncienc 
Romaincsobferued  in  times  of  warre  or 
peace, were  many  and  diuers :  wherein  I 
mull  needs  be  fil€nr,bccaufe  the  relating 
of  them  all,would  require  more  time  the 
I  am  alowcd^and  it  might  offend  to  fpeak 
offomc,and  not  of  othcr.My  intent  ther- 
foreisjto  make  relation  of  fine  only,  and 
efpecially  by  them  obferued,  before  war 
was  mooued  againft  any  Prouincc.  To 
the  end, that  modernc  Princes  may  per- 
ceiuc.how  farre  out  of  the  way  they  wan¬ 
der, in  attempting  war  inconfiderately,&; 
making  no  confultation  firftto  GOD; 
wherein (ifthey  iudgerightly)  they  may 
conceiue,  that  ill  fucceflehappencth  to 
them  by  no  other  occafion,they  liuing  in 
Religion  fo  farre  inferiour  to  Eebnickes 
and  Idolaters. 

When  newes  came  to  concer¬ 
ning  the  rebellion  of  fomc  Prouincc,  or 
of  any  trouble  giuen  by  fome  barbarous 
Prince  to  their  countries,  ortoanic  of 
thdr  confederatesrthey  (ent  amballadors 
to  him, by  whom  the  Senate  gaue  to  vn- 
dcrftandjthat  they  would  know,  in  what 

maner  the  wrong  receiued  fhouldbere- 

paired^with  refraining  from  offering  the 


like  afrerwardj  wherein  finding  obftinacy 
then  war  was  intimated.  I  he  Senate  ha- 
uing  created  a  Captain  for  this  expediti¬ 
on, called  the  Sacnficers,vvho  were  com¬ 
manded  to  inuocate  the  Gods  with  their 
prayers:for  the  Romans  neuer  went  forth 
to  fhed  the  blood  of  their  enemies,  vntill 
the  Priefts  had  firft  wepr^  and  made  their 
folcmnc  prayers  in  the  Temples.  After¬ 
ward', the  Senate  bceing  alTembled,  went 
to  the  temple  ofIupicer,wher  they  fworc 
a  moft  folcmn  oath.  'That  at  all  times  when 
the whom  the  inftant  watre 
was  ^Vih\\d'\(id)wcnldreijuirea  new  con fe~ 
der  ation  with  them^  dr  de fire  pardon for  the 
offence  paftyclemency  Jhould  neuer  be  denied 
himJYhis  being  don, the  Conful  elected 
for  th  e  cnterprizcjwcnt  to  the  Capitolc, 
and  there  made  a  folemnc  vow,  to  fuch  a 
one  of  the  Gods  in  whom  herepofed  c6- 
fidcnccjto  offer  fome  lingular  thing  vnto 
him,ifhe  returned  home  victorious  from 
the  war.  And  were  the  offering  of  neuer 
fo  grbt  value,yet  the  people  ftoodc  obli¬ 
ged  to  pay  it.  Then  the  banner  of  the  Ea- 
gle,beirig  the  ancient  cnligne  of  the  Ro- 
mans^was  broghr  forth  into  Campus  Mar- 
tius-^yNhxch  thejr  did,' to  let  the  people  vn- 
dcrftandjthatin  Rorne  ther  might  no  fcafts 
be  cckbrarcdjfo  long  as  their  fellow  Citi¬ 
zens  and  kindred  were  in  war;&  lb  bring¬ 
ing  out  the  cnlignes,  deliuered  them  to 
their  feucral  Captains.  But  firft, a  Prxtor 
mounted  on  the  gate  cMcd'Salaria^  caii- 
fing  a  Trumpet  there  to  found,while  the 
foldicrs  receiued  ihefr  pay.Wherby  may 
be  gathered;  that  they  ftird  not  their  ar¬ 
mies  at  any  time, till  they  had  firft  appea¬ 
led  and  honored  their  Gods, and  likewife 
made  their  orifons  for  the  prolperiticof 
their  Captains,  and  vertuous  carriage  to 
their  enemies  in  Conquering  them.  For 
if  their  Conruls(appoinced  for  war)in  c6- 
quering  any  ProiiinCc  or  city,  made  not 
cuident  teftimony,  afwell  of  their  vertue 
as  valor, they  were  greeuoully  punilhed 
by  the  Scnac .  Hereof  we  haue  many  ex¬ 
amples, but  two  only  lhall  leruc  my  turn: 
the  one  for  vfing  vertue  in  his  campcj  the 
other,  for  ducpunifhmcnt  infliifted  vpon 
him,who(being  vi(ftorions)  foiled  his  rc- 
putanon  in  baft  manner.  Fabrhius^c  c- 
ing  encamped  with  his  army  of  Romanes 

w  ^  ^  I  A  fl  *  Am  At  A  I*  ^  . 
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before  Fidena^^  fthoolmaftcr  of  the  Cit- 
tic  came  forth  with  the  Sonnes  of  diuers 
principall  Cictizens,  as  intending  to  gra- 

1“  tifie 
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crecherous 
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The  Confuls 


tific  the  Confull  with  them ,  and  fo  pre- 
fented  them  vnto  him.  T  he  Confull  (al¬ 
beit  hec  might  hauc  detayned  them,  and 
and  thereby  haue  made  himfelfe  Lord  of 
the  Cittic )  riot  onely  refufed  to  accept 
them  :  but  ftripping  the  Schoolemaifter 
naked,  and  binding  his  hands,  hec  gauc  a 
Rod  to  eucry  Schollcr ,  and  fo  fent  them 
(whipping him)  backc  to  their  fathers. 
This  bcnignitic  tooke  fiich  preuayling 
power  in  the  foulcs  of  the  Cittizens;  that 
they  yeelded  thcmfelues  inftantly  to  the 
Romames. 

The  other  was  thus.  In  the  yeare  of 
Ronfes  foundation,  318.  warre  was  deli¬ 
berated  by  the  Senate  and  Confulles,a- 


ofRomcmake  gainft  the  and  other  people  in- 

warreasainfl;  P  t  •  •  _  km _ : _ 


warre  againft 
the  Sarmates 
and  Lucius 
Piuswa-s  ap¬ 
pointed  for 
the  expediiio. 


habiting  by  the  Mountaine  Caucafm^ 
which  (according  to  Cofmographers) 
dcuiding^^4  in  themiddeft,  termina- 
teth  SyrU  on  the  one  fide ,  and  finifhetli 
Indk  on  the  other  ^  where,  by  extremitie 
of  cold^  the  Vine  hath  no  ability  to  grow. 
Lucm  Rius  was  created  Confull,  and  ap¬ 
pointed  for  this  expedition  5  where,  wa¬ 
ging  cruell  warre  againftthem :  Fortune 
was  one  while  fauourablc  to  him,  then 
againc  frowning.  But  in  the  time  of  a 
truce  concluded  betwcenc  them,  Luc'm 
very  friendly  entertained  the  Sarmates 
Gaptaines,  and  hauing  diuers  times  ban- 
ketted  them ,  perceiuing  that  they  were 


lickeroufly  affeded  to  wine,  becaufc  it 
was  a  rarity  among  them ;  at  laft  he  made 
them  a  bountifull  feaft,  wherein  he  fitted 
them  with  great  plenty  of  wine-,  that  they 
(in  drunken  loue  to  him)  yeelded  the 
whole  Prouince  tributary  to  the  Roman 
I  people.  The  warresfo  concluding,  &:rhe 
Confull  being  returned  to  Rowe,  hee  de- 
mandedTriumphes  5  which  not  only  was 
denied  him  by  the  Senate,  but  alfo  his 
forme  of  vidory  (b  abhorred  by  the, that 
publikely  they  did  put  him  to  death,  and 
for  his  greater  defamation,  engraued  an 
Epitaph  on  his  Tombe,  (peaking  in  this 
manner. 

TheEfitafhaffointedhy  the  Romawes,to 
be  engrauen  on  the  Tombe  of 
Lucius  Pius^ 

Here  lyeth  the  Confull  Lucm  Pm  5  who, not 
by  Armes  in  the Jielde,  but  by  carrowjing  at 
his  Table  5  not  by  the  Lance,  but  flenty  of 
wine,con^uered  the  Sarmates . 

And  yet  the  Senate,  not  fatisfied  with 
this  his  difgracc^  caufed  publikely  to  bee 
proclaimed  thoroughout  Rome^  that  all 
(whaifocucr)  had  bene  wonne  in  the  Ro- 
maine  peoples  name,by  Lucius  Pmf\\o\^ 
be  accounted  as  nothing .  And  wrote 
(morcouer)  to  the  Sarmates,  they 
denyedany  Conqueftx)f  them  5  but  re¬ 
ferred  theiri  vnto  their  former  priuikdgc 
and  liberty* 


Wine  bro^ht 
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ror. 
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; 


CHAP.  I. 

of ihe  Gduernement  and  AdminiB  ration 
of  InBice  ohferued  in  the  Commonwealth 
of  Luca. 


Tea  is  a  noble  Cittic  (feated 
in  the  Country  of  Tufeany) 
fo  called  o^LucomenuoyK^m^ 
of  the  T uf canes. Strabo(2\i% 
ih^iLucais  a Citie nearc to 
the  mountaincs  of  Luna  (and  nowadayes 
the  Country  is  called  Lunigiana) that 
the  Region  yceldcth  very  woorthy  men, 
apt  and  able  in  valour  for  Armes :  ther6 , 
being  a  tnultitudc  of knights,fr^ni  whom  I 
the  Senate  receiued  the  Military  order. . 

But  becaufe  we  are  to  difeourfe  of  ; 
times,  I  fay,  thatZ-z/^r^is  now  found  to  b4 
about  two  miles  in  circuitcyfeatcd  fingii- 
larly,  and  in  a  good  place.  Itcontaincth 
about  foure  and  thirty  thoufand  perfofls 
within  the  walks ;  and  there  are  rich  fa¬ 
milies  ,  bccaufe  the  men  ofthis  Citty  dd 
traffickc  greatly  in  merchandife ,  ande- 
fpccially  in  matters  of  Silkes  :  for  which 
(amongeft  allChriftians)  they  haucfio 
meane  name  .  In  the  ihn^of  GaBrucio 
CaBracani  (who  was  of  the  Jnterminelli) 
he  became  Lord  thereof,  there  beeing  a 
diuifion  of  many  families, that  would  not 
obey  a  Tyrant;  they  vfed  the  Arte  of  ma¬ 
king  hike  togcthcrjdcriuing  great  wealth 
from  diuers  parts  oi Italic.  They  brought 
alfo  into  Florence ,  the  Artes  of  making 
cloth  of  goldc  and  filuer ,  whereby  they 
attained  to  incftimablc  riches  •  The  men 
arc  (naturally) very  curteous  and  modcfl, 
not  niggardly,  but  bountifull,  and  there¬ 
fore  profperity  commeth  the  more  free¬ 
ly  vpon  them.  The  Lucan  tongue  in  Tuf- 
cany ,  is  held  to  be  very  fwectc  and  pure, 


becaufe  they  haue  no  medling  with  noy- 
ous  accents,  which  arc  common  to  all  o- 
thcr  cities  of  the  Prouince,  This  fb  fmall 
a  cittie ,  hath  a  long  time  maintained  it 
fclfe  infrccdome,and  fo  ftilldoth  ,  with 
■good  and  fubflantiall  orders. 

The  Councell. 

TTEr  maine  foundation  (as  it  is  in  all 
other  Common-wealths)  conhftcs 
of  theCounccll;  becaufe  on  them  de-* 
pend ,  and  from  them  arc  dcriued  all  the 
other  Magiftrates  ,  that  arc  rhembers  of 
a  bodic:j(b  well  ordered.  Thcfe  Councel- 
Ibrs  do  difeourfe  on  the  State  occafions, 
and  are  (iqdecde)  Fathers  of  that  Com- 
moh-wtdth;  It  is  compounded  of  three 
kihdei^f ^crlbn^  bccaufe  fbme  are  ordi-  ‘ 
n^'ily^bt  the  CdWel,a^  they  continue 
"a  whole  ycare  •  Some  others  are  iniiitcd 
'ad  heneflacimm ,  and  arc  not  ordinary. 
Sbmc  others  arc  fubrogatcd  inihc  place 
of  fuch  as^die,  and  fo  endure  for  a*  full 
ycarc.  This  Councell  confifteth  of  an 
hundred  and  three  fcore  Cittizens ,  but 
ordinarily  are  in  number  an  hundred  and 
twcncie.  ; 

The  Signoria. 

The  City  o^Luca  is  diuided  into  three 
parts,  which  ( there)  they  vfctotcarme 
Terueri ;  The  one  is  of  S.Saluadore,  the 
fecbiid  of  S.Paulme^  and  the  third  of  S. 
Martine,  The  Councclldoe  eled  the 
Signorie  from  the  three  forenamed  TVr- 
hkri^  that  is,  for  eucry  Teruero  they  cre¬ 
ate  three  men, which  arc  nine  in  ful  num¬ 
ber.  Bcfidc thefc,  ihtffdit(ki\\QGonfalo- 
niercy  who  is  the  head ,  or  chiefe  of  the 
Common-wealth,  &  (for  examples  fake) 
hcisfirftelcdcd  from  the  Ter zdero  of  S. 
Sauiour ;  next  from  that  of  Saint  Pauline:^ 
and  the  third  time  from  that  of  Saint 
Martine  :  and  the  Terueri  being  once  fo 
gone  oucr ,  the  Gonfaloniere  rcturneth 

I  i  i  2  for 
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of  the  Ballots 
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for  clcflion  to  S.  Saumr,  and  fo  fuccef-  ofthcLordesor  Signiors,  they  remainc 
finely  (each  after  other)  according  to  the  with  him :  yet  notwiihftanding  he  cinot 
forefaid  order,  !  difpofeofthem  without  the  authoritic  of 

'  By  thefe  men,  and  by  the  Gonfdonkre  the  Signiory.  And  liihcComandatore^xo- 
lining  abroad, other  are  to  be  clc6i:ed,ca!-  j  pone  the  Applications  to  the  SignoriCj^ 
led  Antiani^  and  the  elcdion  is  made  in  there  they  paffe  two  thids ;  the  Gonfdo- 


this  manner.  Three  men  are  chofen^who 
they  tearme  Ajfortitori^  one  for  each  Ter- 
dero.  ThefCj  hauc  the  charge  of  coun¬ 
ting  the  Ballots  ofthera  that  arc  cletScd, 
culling  out  fuch  as  they  think  fitteft,  after 
that  the  Counccll  hauc  made  choyfe  of 
many  men*,  and  then  they  elcd  the  Gon- 
faloniere .  And  in  making  this-cledion, 
number, or  I  *e  Ajiortkm  fit  in  Counccll  feparately 
clsrcbaiotrcdiinaplacc,  and  account  the  Ballots  vntill 
ouci  againc.  come  to  thc  number :  which  beeing 
not  compleatc,  they  reballot  them  ouer 
againc, vntill  they  be  an  hundred  &  cigh- , 
ty  in  number .  And  neither  fuch  as  arc 
fob ro gated 3  nor  the  other  ballotted,  arc 
publifh’cd  to  the  Councel  jbut  oncly  arc 
made  knowne  to  the  AffortHpri.  And  her 
caufe  no  fraud  or  deceit  may  enfu  by  the ' 
v^mW/jtwoprincipall  chofen  Fryars  ! 
arc  as  their  affiftants  :bne  of  the  order  of" 
S.Dffmmckey, and  the  other  of  S.  Franr . 
ces,  ,  V  ; 

'  Thefe Affortitorihsint, Authoritic,  tp ; 
bring  the  men  ek^led  to  the  Mag^ftrates, 
at  fuch  time  as  they  think  fittiAg  in,|euc;  ? 
ral  monthsiand  this  deputation  done  by  * 
Ajfortiton  (who  are  theprime  men  of  * 
Lua :)  it  is  kept  by  them  in  recrct,&  they . 
are  fworne  not  to  reuealciL  iThc  .#i/y2>r^^^^^ 
^<?ricrcated,  then  they  create  the  Seigni¬ 
ory, who  cannot  bee  vanquifned,  if  they 
haue  two  third  partes  of  the  jBallots,  air 
thogh  the  forefaid  Ballots  arc  to  be  fecn 
by  none  but  oncly  by  iht  Affortitoru  The 
charge  of  the  Seignory  is  to  hear  (freely) 
matters  of  iuftice  and  punifhment,beipg 
alwaies  prefent  in  the  Palace,  &  may  not 
depart  thence  vhder  capitall  penalty;  the 
publike  purfe  paycth  their  expences. 

By  this  forenamed  body  of  ten,pnc  o- 
dier  officer  is  chofeu,  whom  they  callc<7- 
mandatore^  and  this  new  man  they  make 
ncere  vnto  them, his  gouernment  lafting 
no  longer  then  three  daics;  in  which  time 
he  hath  liberty  a^id  authority  to  commad 
all  the  others  yca^and  the  Gonfdomerc,  & 
is  Patron  in  cuery  bufincs.And  althoujgh 
the  fopplicar ions  which  com  to  the  Sig- 
nory^arc  prefented  to  the  Cow/if^datpre^S)C 
if  he  wil  not  prefent  them  w  the  colledgc 
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mere  propones  them  afterwardes  in  the 
Councell.The  authority  of  the  Signorie 
cxtcndethvntoftraungcrs,  but  not  oner 
the  Citizens: and  they  propone  al  things, 
but  conclude  nothing. 

The  Secretaries  Office, 

The  Office  of  the  Secretaries  (who  are' 
three  in  number)is  very  important.Thefe 
men  hauc  authority joncly  in  matters  of- 
fenfiuctothc  maieftyof  the  Common- 
wealth,bcing  abfolutcin  that  cafe ,  &  arc 
abouc  the  Gonfdomere,  But  true  it  is,thac 
they  can  do  nothing  without  the  Gonfa-, 
lomere^  and  before  they  conclude  any  ac- 
tion,thcy  muft  mndcr  the  caufe  vntothe 
Counccll.  Sometime  it  fallcth  out,  that 
fccking  iudicioufly  into  the  matter,  they 
accomplifh  it,  &  afterward  render  a  rea- 
fon  for  it  to  the  Councc!,when  they  haue 
done  it :  cither-  bccaiife  they  coulde  not 
congregate  the  Councell  in  the  inftant, 
or  jn  regarde  the  caufe  necefl'arily  requi- 
rcdjto  liaue  fuch  fodalne  expedition. 

Councell  of  C onference, 

**  ’The  volloquicjor  Councell  of  Con- 
|ercncc,ircompofed  of  iS.Citizens,  and 
jhey  arc  cleftedby  the  Counccll .  Thefe 
‘men,  ifthc  Lordcs  are  doubtfull  in  any 
mattcr,and  that  the  cafe  cannot  be  cafily 
deliberated:  they  meet  together, and  diP- 
courfc  on  the  caufe  propounded  to  the 
Counccll^  and  after  they  haue  difcufied 
it  pregnantly ,  then  they  determine  toge¬ 
ther,  whether  it  is  tobce  granted  by  the 
Councelljorno. 

>  The  Councell  of  fixe, 

(  ,  Thefe  fix  men  (being  of  (bund  reputa- 
tion)hauc  charge  of  the  expences  &  pro¬ 
fits  for  common  imployment.  They  pro- 
uide  and  command  all  things, which  pafle 
in  mony  accounts,  and  arc  as  Gouernors 
of  the  rents  and  rcucnncwcs.  They  haue 
alfo  a  CharoberlainCjWho  is  the  executer 
of  their  deliberations.  Andallthcfc  arc 
Hkewife  chofen  by  the  greater  Counccll. 

The  Rota, 

‘  In  many  Cities  of  Italy,  this  office  is  or¬ 
dinary,  confiding  of  three  forraine  Doc¬ 
tors  3within  the  compaffc  of  fiftie  miles. 
One  of  them  hath  the  Title  of  PoteHata  5 
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Matter  of  the 

Poieftates 
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and  a  forrain 
lodge. 
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plenty  of  corn 


CoBunifTariet 
for  occafions 
ofwarreand 
their  prouifio 


the  fccond  is  ludge  df malefadorsj  &  the 

third  is  Judge  in  ciuillcaufes.  Byturnes 
they  hauc  their  (eucrall  changes^and  cuc- 
ry  fixe  moncths,  one  of  the  Centers  as 
Poteftate,  beeingfirftiudge  of  malcfa- 
<Sors  5  and  his  Office  of  Poteftate  beeirig 
paftjhcc  bccommeth  Judge  in  caufes  ci- 
uilh  So  that  each  one  of  them  is  J^ote- 
ftate.  Judge  for  Malefaft oursj  and  Judge 
in  ciuil  occafionsjas  it  comes  to  his  turn. 
Ifthe  Poteftate  haue  (perhaps)  a  Citizen 
in  his  power ;  he  doth  no  more  but  form 
the  Procefle,and  fets  do  wne  (in  writing) 
hisowne  opinion ,  what  is  themerite  of 
the  delinquent,  and  fo  it  pafleth  vntb  the 
Councell  j  who  cither  commend,  tearc, 
or  temper  the  opinion  and  fentcncc  of 
the  Poteftate;  and  then  in  fuch  a  cafe,  the 
Poteftate  entreth  into  the  Counccll.  On 
ftrangers,  the  Poteftate  may  abfolutely 
dctcrminCjWithout  any  other  :  And  in 
brecfe,thefe  three  men  do  allb  dilcourfe 
on  ciuill  matters. 

The  Mar  chants  Court. 

Thcfe  officers  are  nine  in  numberjbe- 
ing  elefted  (by  threes)  out  of  the  T 
roes .  They  hauc  a  forrainc  Dodour  for 
their  ludgCjbeing  their  Affiftant .  They 
iudge  in  caufes  appertaining  to  roerchan- 
dife^their  authority  ftrctching(in  the  (aid 
mattcrs)to  blood. 

The  office  for  Store,  - 

In  like  manner  there  are  nine  Officers, 
&  fo  chofen  out  of  the  Terzierocs.  Thcfe 
men  arc  the  prouiders  of  Come,  that  the 
Citty  may  continually  be  fiirnillied  thcr- 
with, and  they  hear  all  caufes  concerning 
the  matter.  Prouifionftill  beeingmade 
for  cucry  three  y eares,  and  the  Garners 
diligently  relpcdcd  where  the  Conic  is 
kept,  being  ftillfupplicdj  that  there  may 
benovvsnt.  ^ 

*  Six  Commifiioners, 
Andbccaufcthoroughout  the  whole 
CountiCjCertain  aflcmblics  arc  ordained 
ofTuch  perfons  as  are  meete  to  manage 
armes :  for  this  efpcciall  bufinefles,  and 
fuch  occafions  as  may  happen  in  times 
ofwarrc;  thcfe  fixe  Commiffarics  haue 
authoritie  to  mufter  and  make  ready  bads 
ofSouldier$,and  all  fuch  things  as  arc  rc- 
quifite  for  them.  VVhatfoeucr  belongcth 
to  this  bufinefle,  pafleth  thorough  they r 
power^and  thcirfcntcncc  in  them  caricth 
allowance. 


For  Health, 

There  arc  likewife  three  c(f)eciall  J^re- 
fidentSjfor  matters  concerning  the  coun¬ 
tries  hcalth.Thefe  Officers  do  regard,tbat 
all  the  food  may  be  found  and  good  j  that 
all  filch  and  vneleanneffe  may  be  fent  out 
of  the  Citty^  and  men  imploying  all  dili¬ 
gence, to  conferue  the  people  from  being 
offended  by  any  peftifferous  accident,  or 
whatfpeuet  annoyance  may  be  preiudici- 
alt  to  health. 

The  Councell  for  difobedience, 
Andbecaiifcincuery  Citty,  there  are 
found  too  many  perfons, not  enclincable 
to  any  goodnefle,  butpradifing  to  line 
vicioufly, addicting  themfelues  to  lewdc 
coiirfcs,  and  aremecrely  oppofite  to  all 
well  inftituted  rules,  for  lining  ciuilly , 
in  good  order;  therefor, c  the  men  of  Lu- 
ca  hauc  a  Councel, which  they  entitIe,for 
difobcdience,  and  inflicting  puniftimcnt 
on  fuch  (as  by  their  vile  cxample)may  be 
the  mine  of  a  well-policied  Common¬ 
wealth.  And  the  forme  of  the  irdifcipiinc 
(in  this  cafe)  carieth  fomc  correfponden- 
cie  with  the  OHracifme  vfed  amongft  the 
Athemans--^  only  hcreifi  is  this  difference, 
that  the  AthenUi^shdLTdOcici  fuch,  *  whofe 
greatheffc  and  power  grew  fufpitious  to 
the  people,  and  fo  fentcnced  them  for 
ten  years,  wheras  here  it  extended  but  to 
rafcalify  onely,  and  the  fcntcnce  lafting 
but  three  yeates^ 

T^he  office  for  Lodgings^ 

Eight  Gentlemen  afe  appointed  to  this 
Office,  who  hauc  charge  for  vndcrftand- 
ing  the  affaires  of  all  ftrangers^omming 
into'the  Citty,  and  what  bufinefles  they 
hauc  there.  All  hofts  ftand  bound  to  giuc 
in  writing  the  names  offuch  Gueftes,  as 
come  fronvany  part  abroad,  and  arc  not 
of  the  Citty,  and  thofc  names  they  muft 
deliuer  to  thcfe  officers.  And  ifpcrchace 
fomc  one  tell  a  lye ,  reporting  one  thing 
for  another;  he  is  then  examined  by  the 
ftrappado,  bccaufe  the  truth  of  his  bufi- 
nefle  thcrCjOught  to  beknovi^nc.  Such  as 
approuc  themfelues  good  and  honeft, be¬ 
ing  nofpics  or  treachers  to  the  Citie,  arc 
kindely  entertained,  their  Lodginges  or 
dcrly  appointed;  and  their  cxpenccs  well 
rcfpccted. 

'  The  Guatd, 

The  Signorie  elc6leih  an  hundred 
Soldiours,  liuing  within  fifty  miles  com- 
pafle,  to  bee  as  a  Guarde  for  the  Pallacc, 
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Cotumiflaries 
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and  out  of  this  hundred  are  chofen  Cap- 
caines  and  Colloncls.  Tbefc  men  haue 
good  Wages,  if  they  be  called  to  guard 
the  Walks  in  the  night  time :  wheras  o- 
therwife,the  guard  for  the  vvals  confifteth 
of  Cittizens  artificcrSjfuch  as  haue  wiues 
and  children,  and  are  waged  with  three 
Crowncs  each  mancuery  month.  At  the 
gates  ftand  men  of  the  country  ,and  each 
gate  alfo  hath  two  Cittizens  Commilfa- 
rics :  one  of  them  being  there  early  in  the 
morning  at  the  gates  opening,  &  fo  con¬ 
tinuing  til  dinner  time^  and  at  his  parting 
commeth  the  other, who  ftaycth  there  til 
Euening,  when  the  gates  arc  ihutte  in  a- 
gaine. 


Beauty  ofbo  / 
dy  is  no  mean 
bid  sing  in  a 
Prince. 


CHAP.  1 1. 


henejite  ^ind  honor  it  is  to  a  Prince^  to 
haue  a  comely  bodye^  a  gracious  counte-. 
nance^and  venerable  ajpect. 


.The  faying  of 
Pythagoras, 
concerning  a 
crooked  body 


N  E  ofthc  parts(in  mioe  o- 


pinion)  which  maketh  the 
Maieftie  of  a  Prince  to-  bee 
«oft  venerable  ({pcakingof 
exteriour  graces)  isbeautie 


cicerJnTufcnU- 
lib.  cap. 7, 


of  body :  which  we  fee  to  be  accompaoit 
cd  with  fingular  grauity,  and  which  yeel- 
deth  argument  of  wifedome  and  know¬ 
ledge.  *  ;  'r 

And  although  the  rule  of  Pythagoras 
hath  often  bene  noted  to  faik,  affirmingj 
That  in  a  crooked  body here  can  neuer  dwell 
a  right foule  (bec'aufe  we  haue  fecne  in  an 
ill  iTaapedbody,  to  reigne  diners  choyce 
yertues)  yet  that  which  is  moft  frequent 
and  ordinary,is  to  fee  the  contrary.  And 
if  an  honourable  afped  and  reprefentati- 
on,feruedtono  other.endina  Prince, 
butto  encrcafe  his  authority  and  reuc- 
.rence,  yet  are  they  much  more  dignified, 
iffomcfignes  ofvertue  and  bountic  doe 
beare  them  company.  As  on  the  contra- 
xy,thcy  are/dimini(hedby iW  (hape-  and 
deform  ity  .  ^  For  Cicercf  ftycth  ,5  The  habi¬ 
tude  of  <vehue  is  of  fuch  efficacie\  that  it 
maketh  to  hue  him  that  is  fojfefed  there- 

'Ts>itk,  '■  Euep  fo,.  Makftie  iu  the  perfon 
pf  a  Prince/ hath  ^  veneration  mcercly 
in  it  fclfe/  which  atttadeth  the  heartes* 


of  his  fubieds  vnto  loue:  vrged  thereun¬ 
to  (perhappes)  by  no  expreffe  fantafic, 
that  a  Prince  ought  to  bee  vertuous, and 
conforme  his  adions  to  the  beauty  of  his 
body. 

This  reafon  (it  may  be)  hath  induced 
many  barbarous  people  to  iudge,  that 
there  was  no  man  capeabk  ofa  good  (pi- 
ritjto  bring  any  great  attempt  to  fuccef- 
full  end  5  but  onely  fuch  a  one,  as  was  en¬ 
dued  (by  natur^  with  a  goodly  propor¬ 
tion  of  bodyjand  an  honorable  prefence. 
Macrobius  dcclareth,  that  in  the  Ifle  of 
Meroe  on  Nilus ^  theinhabitants(who  arc 
faid  to  Hue  halfe  a  gaine  as  long  as  we  do) 
vfe  to  ekd  as  their  Prince,  him  whomc 
they  know  to  be  the  ftrongeft,  and  of  far 
goodlier  prefence  then  any  other.  There 
is  no  man,  but  will  repute  a  deformed 
Princcjyet  vertuous;  ought  to  be  prefer¬ 
red  before  him  of  goodly  perfon,  and  vi¬ 
cious  ;  but  when  wee  come  to  make  c- 
quality  of  them,  our  affedion  will  rather 
kanc  to  the  comely  body,  thcii  vnto  the 
counterfeit. 

Demetrius^  the  fonne  of Antigonus^vi^s 
offuch  a  goodly  and  honourable  repre- 
fcntation,  that  there  was  neither  Painter 
or  Caruer  that  durft  attempt  to  portrairc 
him ;  for  there  was  in  him  both  a  fwcctc 
cornpkxibn,and  terror  mixed  together, 
yetioyned  with  fuch  manfuctude  gra¬ 
uity,  as  it  plainly  appeared,  that  hee  was 
mecrcly  borne,  to  be  affcded,fcared,and 
rciierenccd  altogether .  Wee  rcadc  of 
Marius  (who  had  (b  many  Triumphs) that 
he  was  of  fuch  a  venerable  afpcct,as  bce- 
ing  prifoncr  to  his  enemy  Silla :  a  French 
man  was  fentby  him  to  murther  him . 
Who  entering  into  the  prifon,  with  his 
weapon  ready  drawne,and  noting  in  him 
a  vcric  gbuc  and  drcadfulfafpect;  he  bc- 
pme  fo  difmayed  and  terrified ,  that  hee 
f  cturned  backe,kauing  the  prifon  open, 
and(by  that  means)  was  the  caufe  of  pre- 
feruing  his  life.  Alexander  Macedoni¬ 
an  (being  but  of  mcanc  flat  lire ,  and  not 
ouercomcly  countcnanccd)walhing  with 
his  dccrely  affeded  Friend  the 

Mother  of  KingX)^yi;^(bcing  veriedefi- 
rous  to  falute  Alexander)  offered  her 
courtefies  to  Ephefiion,  making  him  ma¬ 
ny  humble  reuercnccs.  For,  feeing  him 
to  bcc  fo  goodly  a  man  ofpcrfon;fhe  ve¬ 
rily  thought,  that(ofneceflity)  hee  muft 
hz  Alexander  M 
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Of  a  Princes  Countenance. 


The  benefit 
df;nanly  ap- 
parance  to 
Countries  & 
Common* 
wealcs. 


Example  of 
deformity  in 
Philopoemen 
Gouernor  of 
the  Achayaiis 


ACittyof  A- 
chaia  on  the 
borders  of 
Attica. 


A  pleafant 
hiftory  of 
Philopomens 
hunting. 


I  The  Citizens 
wife  fuppofed 
Philopomen 
to  be  fome 
more  fightly 
perfonjthen 
he  appeared 
in  her  eye. 


V  c 


Hiftorics  make  report, that  Alcibiades, 
Seif  to,  and  many  other,  did  highly  h  onor 
and  make  great  che  dignitic  of  their  aii- 
thoritiCj  onely  by  their  fightly  appea¬ 
rance:  wherewith  alfo  their  innated  ver- 
tucs  being  combind^  did  ineftimablc  be- 
nefitc  to  their  fcuerall  Countries  and 
Common-wealcs.  On  the  contrary  ^  we 
finde  that  many  Princes  and  Captaines, 
as  well  auncient  as  moderne,  haiie  bene 
defpifed  for  their  lowe  ftaturc,  and  other 
defedis  of  honourable  prcfcnce. 3  ciien  to 
the  peril  of  their  liuesj  whereof  I  purpole 
to  produce  two  examples  oncly. 

Philof (interns ,  Duke  of  ihz  Achaians^ 
•and  much  renowned^  was  of  fo  lowe  fta- 
turCj  mif  (hapen  prefcnccj  and  deformed 
countenance  3  that  when  he  attyred  him- 
(elfe  in  mcchanicke  habire  (as  oftentimes 
he  vied  to  doe)  he  feemed  rather  to  bee 
ofvilcandvulgare  place,  then  woorthy 
to  haue  gouernement  of  the  people.  Uc 
was  greatly  addicted  to  hunting  ,  and 
therefore  reforted  very  often  to  Megam. 
It  fo  cbaunced  on  a  certaine  day  ^that  this 
defirc  of  hunting  carried  him  further  off, 
then  hcehad^any  willing  intent- to  goe ; 
fo  that  hee  arriued  at  the  houfe  of  a  Cit- 
tizen  neare  adioyning ,  who  was  a  fingu- 
lar  friend  of  his ,  and  had  lately  before 
beenc  marryed .  He  had  but  one  feruant 
in  his  company  j.becaufe  the  reft  hee  had 
fent  to  other  places, <  and  being  come  to 
his  friendis  houfe,he  knockt  at  the  doore: 
and  the  women  looking  foorih  at  their 
window  ^  demaunded  whaf  they  would 
hauej  when  the  feruant  replyed.  That 
Philof(emenes  ^  Duke  of  the  oifetew 
came  to  haue  entertainment  there. 

The  woman  being  much  amazed,  that 
a,man  offuch  worth,  and  fo  much  vnex- 
pefted,  fhould  comeonfucha  fodaine 
thither,  and'  (^hauing  neiier  (eefle  the 
Duke)  reputing  thefe  to  be  but  two  of 
his  feruants,  which  came  before  to  giue 
knowledge  of  hiscoming ,  bccaiife  they 
were,  thus  alone ;  without  returning  any 
other  anfwer,  cameand  opened  the  dore 
to  them;  When  they  were entred into 
,the  houfe,  (he  fent  one  of  her  feruants  to 
adiiettife  her  husband  fpecdily  (who  was 
then  abroadat  the  next  village : )  requi¬ 
ring  Philafosmenes  &  the  other  with  him, 
to  lit  downc  in  the  meane  time ,  while 
fhebeftirred  hcrfelfe  to  prepare  flipper. 
About  the  houfe  trots  fhc  and  her  maid, 


her  thoughts  much  bufied  and  molcftedj 
beginning  one  thing,  and  then  another, 
but  neuer  going  thocow  or  fiiiifhing  any, 
though  (he  had  but  little  time  of  allow¬ 
ance.  Atlaft,  looking  on  Philopcemenes, 
who  fate  muffled  in  his  cloakc,  and  might 
be  more  cold  then  hee  would  make  fhevv 
of  (whereat  ( happily)  fhe more finiled, 
then  at  hisdeformitie)  llie,  Ibmewhat 
roundly  (like  a  nimble  ftirring  hufwife) 
prayed  him  to  lay  by  his  Cloake ,  and 
help  her  to  make  a  good  fire ,  becaufe  her 
other  feruants  were  elfe-whcre  imploied, 
and  that  flipper  might  be  madereadiein 
due  time,  againft  che  coming  of  his  Lord 
andmaifler. 

•  Hecreupon,  he  tooke  a  hatchet  which 
file  gaue  him,  and  fell  to  cleauing  wood 
for  the  kirchin.;  hauing  formerly  giuen 
order  to  his  man,  to  take  no  other  know¬ 
ledge  of  him,  left  the  woman  lliould  dif- 
cernc  any  fcrupleofthc  deceit.  While 
hee  ftoode  ftoutly  to  this  employment; 
home  came  the  mafter  of  the  houfe,  who 
knowing  Philopcemenes ^  and  wonderincr 
to  fee  him  fo  homely  bufied ;  did  him 
humble reuerence,  faying;  Mj Lor d.this 

is  no  office  for  you  to  ^ndergoe .  Whereto 
(fmiling)  hee  replyed ;  Worthy  friend ,  let 
mee  alone ,  /  doe  but  pay  the  penaltie  due  to 
my  deformities 

In  our  time,  F^r^/^-^rWKing  oispaine^ 
who  had  the  title  of  Catholtke^z  very  wife 
and  difcrccc  Prince ;  but  of  ftaturc,rathef 
too  lowe ,  then  of  any  mediocritie ,  and 
although  hee  had  a  royall  face,  and  was  a 
man  of  great  gouernement;  yet  it  appea¬ 
red  plainelyin  him  ,  that  it  was  notcor- 
refpondent to  his  other  members.  Be- 
fides ,  hec  vfiially  wore  his  garments  of 
cloth ,  whereby  he  was  rather  thought  to 
bcaCittizen,  then  any  way  taken  to  be 
a  King. 

The  King  trauailing  (on  a  time)  to  Na^ 
accompanied  with  Quecne  ifabeliy 
andbeeing  there  loiiingly  expeded ;  by 
occafion  of  weather ,  hee  arriued  at  a  ha- 
uen  towne  on  the  Sea  coaft  (called  *  Pu- 
teoU)  with  his  onely  Gaily ,  the  reft  bec- 
ing  much  better  prepared,  remaining  be- 
hinde.  Landingthere,  he  was  honoura^ 
bly  recciued  by  the  Inhabitants ,  accor¬ 
ding  to  the  extent  of  their  power  in  fuch 
a  place.  While  the  Pallacc  was  furnifh- 
ing,  and  prouifion  for  his  diet  preparing; 
hec  walked  alone  by  himfclfe  in  a  Half, 

where 


This  doubr-  , 
lefle  file  wold 
not  haue 
doacjbut  that 
flie  tooke  him 
for  feme 
meane  fer¬ 
uant. 


Philopomen  ^ 
clcueth  wood 
for  the  Kic- 
chcn^toniakc 
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^  A  Towne  in 
Campania, 
eight  miles 
flora  Naples 


3^ 


1 


Of  a  Princes  Countenance. 


7  Bookei 


The  confe¬ 
rence  bc- 
twccne  a 
blunt  Fifher- 
man  and  the 
King. 


The  Fiflier- 
man  would 
not  credits 
outward  ap- 
parancc. 


The  Kings 
pleafant 
words  to  his 
Lords. 


Another  Hi- 
ftory  concer¬ 
ning  the  fame 
kingjbut  in  a 
morediilaile- 
full  manner. 


The  King  in 
danger  of 
life  byhii  de¬ 
formity. 


where  (very  fo one  after)  apoore  blunt 
fifherman  came  to  him^who  (by  chance) 
had  taken  a  goodly  fifhjwherewith  he  in¬ 
tended  to  preftnt  the  King .  The  Fifher¬ 
man,  not  knowinghim,defircd  to  vndcr- 
ftand  where  the  King  was  :  he  prefcntly 
anfwercdhim;  I  am  he.  ThcFiiherman 
brake  foorth  into  loude  laughter ,  imagi¬ 
ning  that  hcc  had  mcercly  mocked  him  5 
wherefore  bee  prayed  him  agayne^totell 
him  where  the  King  was;  and  he  againc 
affirmed  himfelfe  to  be  hee .  But  the  Fi- 
iherman ,  difeerning  in  him  no  maiefti- 
call  refemblance,  either  for  his  perfon  or 
habitc  3  and  no  attendants  about  him  fit¬ 
ting  for  a  King;  returned  backe,  andcar- 
ryed  away  the  fifh  with  him .  Hcrcat  the 
King  could  not  chofc  but  fmilejand  fomc 
of  his  clpeciall  Lords  and  Fauourites  im¬ 
mediately  entring  (after  they  had  faluted 
him  with  their  wonted  reuercnce)  laugh¬ 
ing  outrightj  thus  bee  fpakcvnto  them. 
hordes^  didyee  not  meete  a  Fifherman  going 
foorth  f  ifyott  doe  not  goe  and  giue  him  af 
furance^  that  Jam  your  King^  wee  fhallloofe 
the  heH  Fifh  that  euer  if  aw .  Inftantly  the 
Fifherman  returned  backe  againc  ^  and 
beholding  himCwhom  he  fo  much  neglc- 
ded)  to  bee  (b  ductifully  reucrcnced  by 
fuch  worthy  perfons;  be  beganne  to  con- 
ceiuc  in  his  foulc ,  that  (vndoubtedly)  he 
was  the  King,  and  falling  vpon  his  knees 
before  hira,\  he  humbly  prefented  the  fifh 
vntohim. 

Wee  may  account  this  for  a  merry  ac¬ 
cident,  in  regardcof  another  which  hap- 
ned  to  him ,  and  by  the  fame  occafion  of 
mitcenfuring  his  perfon .  For,  at  ano¬ 
ther  time,  the  fame  King  being  at  Barcel- 
lonAt  going  in  Proceffion  with  his  court¬ 
ly  attendants,  as  way  ting  on  the  Sacra- 
ment ,  on  the  day  dedicated  to  that  fol- 
lemnity :  hcc  was  fodaincly  fee  vpon  by 
a  Spaniard  y  whogauc  him  lb  mightie  a 
ftrokc  with  a  great  Dagger  on  his  neckc, 
as  had  bcene  fufficient  to  finite  off  his 
head;  but  that  the  blow  was  rebated  by 
a  great  chaine  of  goldc,  being  then  (acci¬ 
dentally)  about  his  neckc.  This  Spaniard 
being  taken  ,  and  fiifpcftcd  that  hcc  had 
fome  other  complices  in  the  aftion ;  was 
put  to  the  tortures, where  he  would  con- 
fefle  nothing  elfe  ,  butoncly  tbathewas 
moued  out  of  his  owne  mind  to  do  it,  in 
mecrc  hatred  he  bare  to  the  King.  Hcerc- 
uponhewasdemaunded,  what  occafion 


fhould  fo  prouoke  him  to  hate  the  King  ? 
He  anfwcrcd;  Truely  nothing  elfe ,  but 
beeaufe  his  countenance  did  not  plcafe 
him,  for,  it  appeared  fovngraciousvnto 
him ,  that  if  they  did  fet  him  at  libcrtic , 
yet  he  would  kil  him,whatfocucr  came  of 
it.Qgeftionlcflcjit  was  a  ftrange  cafe,that 
a  man  fliouldfo  defpcratcly  endanger  his 
owne  lifcjbccaufc  a  King  was  not  formed 
to  his  liking. 


CHAP.  III. 

of  the  inhumane  aSf ions  ^  andmonfrous 
cruelties  of  Ariflotimfts  the  tyrant*^  a  fub- 
ieJd  weU  befeeming  a  Tragedy, 

RifiotimuSyyiuict  the  fauors, 
and  forces  of  King  Antigo- 
nus^  tyrannically  vfurped  o- 
uer  the  "^Eleujians^  cxcrci- 
fing  his  power  fo  intempe- 
rately ,  that  he  omitted  not  any  kindc  of 
iniury  or  crucltie ,  whereby  he  might  af- 
fli(ft  the  miferable  Cittizens  5  for  he  was 
(by  nature)  more  inhumane  and  criicll, 
then  any  man  lining  in  his  time.  Hcc  ad¬ 
ded  to  this  his  cruel  di(pofition,the  coun¬ 
cell  of  barbarous  men,  to  whom  hcc  not 
onlygaue  thcruleofthckingdomc,  but 
alfo  the  gardance  of  his  owne  perfon.  A- 
mongall  the  extraordinary  cruclticsjthat 
which  he  inflifted  on  Phtlodamus^  a  very 
honourable  Cittizen,  deferuetb  to  be  re¬ 
corded  for  a  moft  efpeciall  example. 

This  Philodamfss  had  a  daughter  of  ad¬ 
mirable  beauty  &  Angular  graces,  named 
Mica^oa  whom  a  foldicr  called  Luciue^pn 
efpeciall  fauouritc  to  the  Tyrant)  became 
fo  extremely  enamored;  that  (in  a  bold  & 
imperious  manner)  he  fent  to  her  father, 
commadinghim  to  fend  him  his  daugh¬ 
ter.  Philodamus^  much  affii^cd  at  fo  faw- 
cie  a  commaund,& knowing  what  power 
LuciwhzA,  with  the  Tyrant ,  fearing  alfo 
what  might  happen  to  him  and  her  mo¬ 
ther;  laboured  by  perfwafions ,  that  his 
daughter  fhould  go  to  him.  But  the  yong 
Virgin,  who  more  prized  honor  then  life, 
by  mecre  inftinft  of  her  noble  education; 
fell  on  her  knees  before  her  father,  &  cm- 
bracing  his  knee  very  ftriftly, humbly  en¬ 
treated, that  bee  would  not  expofe  her  to 
fuch  monitrous  difhonour,  but  rather  to 
fee  her  dead  before  his  face,  then  deliuer 
her  to  fuch  fhame  and  Indignitie. 

The 


*  Elcuftsa 
Citty  ia  Ac- 
tica  ncere  A- 
chens>where 
Ceres  had  a 
a  Temple. 


Tyrants  are 
commonly 
gouerned  by 
barbarous 
perfons. 


The  lamenu- 
bic  Hjijtory  of 
Philodamus 
and  bis  faire  * 
daughter  Mi- 
ca. 


The  Ycrtuotti 
entreaties  of 
Wica  to  h.cr 
Father. 


Chap.  3 


\ 


Luciu’^octh 
hitnrdfc  to 
thchoufcof 
Philodamus, 
where  (in 
ojoft  inhuman 
manner)  be 
bcatcih  Mica. 


iltte' 

Iflt' 

tltiotf 

ti,# 


Lucius  defpe. 
ratclykilleth 
faire  Mica> 
which  procu* 
red  death  to 
(bme,and  ba* 
niihmentco 
other. 


The  father  being  moiiedbyhcrteares 
to  compaflion ,  fatedowneby  hiswoflill 
wife^and  forrow  now  fang  griefe  in  three 
fad  parts,  which  admitted  no  leifnrc  for 
a  finall  refblution.  Whereat  Lucm  gro¬ 
wing  impatient,  through  the  violence  of 
hishoteand  fiery  luft,  feeing  the  mayd 
not  brought,  according  to  his  wicked  ex- 
peftation :  he  ran  himlelfc  to  the  houfc, 
where  finding  her  on  hir  knees  before  hit 
parents ,  fafl  holding  her  fathers  legge  in 
hcrarmes;  with  heauy  threatnings,  hce 
commanded  her  to  arife,  and  goe  thence 
along  with  him  immediately.  Shcc  con¬ 
tinuing  her  wofiill  complaints  j  refufing 
to  rife,  or  liften  to  his  menaces^  thccru- 
cll  man ,  tearing  off  her  garments  to  her  . 
naked  skinne  ,  did  ftrike  and  beate  her  in 
moft  vnmanly  manner  5  all  which  (lie  en¬ 
dured  with  a  moft  conftant  courage ,  not 
breathing  foorth  fb  much  as  afigh,  but 
as  one  prepared  to  fuffer  his  vttermoft 
cruelty. 

On  their  knees  fell  the  mburncfull  fa¬ 
ther  and  mother,  before  the  wretched 
man,  not  able  to  abide  fo  rufiill  a  fpedfa- 
cle ,  entreating  him,  to  take  pitty  on  the 
Virginc ,  and  their  age.  Bur  fecnig  they 
could  not  prciiaylc  with  this  mercilcfle 
barbarian  5  they  called  for  helpc  to  the 
godSjand  men^  whereat  heb  wexing  cx^ 
treamely  difpleafed,  drew out  his  fvvord|  J 
and  flew  the  Virgine,  -as  thus  (he  embra; 
bed  the  knee  of  her  father  ^Although  thii  j 
horrible  cruelty  mooucd>uotrhe  Tyratit  • 
aibte,  yet  tho^Gittizens  fodiftafted  the 
decdc5  that  fomcofthera  hccpunifhbd  i 
with  prefeht  death ,  and  bauiflicd'  fotne 
dthetj  fo  that  eight*  hundred  fearefully 
ftedde  into  Aetolid:  who  afterward  wr^ 
titig  backc  to  theTirant,defired  fb  mucli 
fauotir  of  him  j  that  their  wiues  and  cbiP 
dren  (with  feme  part  of  their  goodes). 
might  bee  feut  thither  to  them ,  to  line 
with  their  husbands.  *  ,  v  -^  > 

The  woraen,not  a  little  glad  at  this 
good  rhotion ,  beganne  to  nniakc  vp  their 
fardclls,  fbmeprouiding  wagons,  others* 
horfes,fof  eoniicying  thence  their  goods 
and  children!  - 

Vpon  the  day  appoynted  for  their  de¬ 
parture,  all  the  Gates  were  fet  open  for 
them  to  paffe  out  at  •  their  waggons  and 
horfles  loaden  with  their-  children  and 
goodsj-and  as  they  offered  to  iffue  forth, 
diuers  Sergeants  and  Catch-poles  (ftan- 


rant. 


ding  ready  for  the  purpofe )  cryed  out  to 
them  with  dreadfull  threatnings ,  to  ftay 
and  paffe  no  further,  ouerihrowing  the 
waggons  and  horfles,  laden  with  their 
goods  and  childrcn/o  that  they  were  not 
able  to  efeape  out  of  the  crowds:  butbe- 
,hcld  their  yoong  children  bniifcd  in  pee- 
ccs  vnder  their  hec]s,ihey  not  being  any 
way  vnable  to  helpc  them.  Afterward, 
Xuch  women  and  children  as  were  lefca- 
liue,  the  Souldicrs  afl^mbled  them  toge¬ 
ther,  drilling  them  on  before  them,  (like 
beards  of  cattell  )  beating  them  with 
ftaues  towards  the  Tyrants  Pallace  ^  who 
-(caufing  all  their  goods  to  be  taken  from 
them)  imprifond  them  and  their  children 
together.  .  ^ 

This  horrible  cruelty  did  highly  dit 
plcafc  the  Gittizens ,  who  not  knowing 
how  they  might  beft  incite  the  Tyrant  to 
pitty  their  wines  :  tookc  fixet’cene  veftall 
:;Virgins,  confccrated  to  Dionijim^  andjat^ 
tyring  them  in  their  religious  habites : 
they  tooke  facred  things  out  of  the  Tem¬ 
ple  in  their  hands,  and  (infollcmne  man¬ 
ner  of  a  Proceffion)  went  towards  the  ty¬ 
rant  5  to  crane  mercie  of  him  for  the  wo¬ 
men  and  children.  The  Souldicrs  ^  who 
ftoode  as  a  guardc  about  the  Tyrant ,  be¬ 
ing  mooued  with  rcuerencc  to  thofe  holy 
^Virgins  5  made  way  for  them  ,  that  they 
might  the  cafier  come  into  his  prefence> 
jiriBotimmiSooidiing  audience,  to  vn- 
dcrftand  whattKefe  women  defir cd^  and 
gathering  by  the  very  entrance  into  their 
Oratiop  5  to  what  end  the  full  feopc  ay> 
med  5  hec  gauc  very  difdaincfull  lookes 
vpon  his  Guard,  reprouingthem  rough¬ 
ly  and  rigoroufly ,  bccaufe  they  fuffered 
them  to  come  fo  nearc  him .  Whcrcup^ 
on,  the  rude  Souldicrs ,  without  any  rc^ 
garde  oCcheir  Sexc  or  religious  cotiditi; 
on^  fmotcihcm  with  the  ftaues  of  their 
halberds, giuing  them  many  cruell  blows 
aiid  baftinadoes ,  vntill  fuch  time  as  they 
went  away  from  him,  being  each  of  them 
condemped  in  tw<^  Talents  fine  befide, 
becaufc  they  had  prefumed  fo  boldcly  to 
enter  into  his  prefencc. 

There  was  a  noble  Cittizen  in  the  CP 
tie, named  two  of whofc  chil¬ 

dren  the  tyrant  had  put  to  death ,  and  yet 
( in  regardebf his  age )  did  not  account 
him  any  way  to  be  fufpciftcd.  This  wor¬ 
thy  Gentleman,  beipgno  longer  able  to 
diirc,  the  outrage  and  crucicic  infjiacd 

- . .  on 

- -  ^ 


I  The  mon* 

I  ilrousand 
I  cruell  adc  of 
ArifiotitruSj 
vpon  poore 
women  and  : 
children. 


A  Procefsion 
of  fixreenc 
veftall  vir|ins 
to  pacific  the 
cruell  Tyrant. 


i 


4 


The  Ycftall  . 
virgins  cruel¬ 
ly  vfed  by  the 
Soldiours  a- 
bouiAriftoti* 
mus. 


Helldnicus  a 
Noble  Citti¬ 
zen, prafti- 
feih  reuengc 
vpon  the  Ty¬ 
rant. 
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Of  Ariftotimiis  the  Tyrant.  7  Bookei 


•  A  Region  in 
Orccccjbc- 


cwccQc  Acar- 
lunand  Pho* 
cis. 


AriRociraui 
being  in  fcare 
goeth  CO  bit 
women  pi  ifo* 
ners,  and  cru* 
clly  threat- 
ncth  them. 


Megeflcna, 
wife  CO  the 
Noble  Lord 
Thimolcon, 
chiefe  among 
all  the  women 


on  his  Countrey  :  determined  to  findc 
out  Tome  apt  occadon^and  to  reuenge  all 
wrongs  by  the  death  of  AriHotmm .  In 
the  mcanc  while, the  other  CittizcnSjihat 
were  fled  before  into  AetcUd^hzuin^  mu- 
ftred  fo  many  men  togiihcr  as  they  could 
poflibly  procurcjcntrcd  into  open  armes^ 
and  came  into  the  Eleujum  confines , 
where  they  fortified  themfelucs,  and  dai¬ 
ly  drew  more  and  more  to  their  fadion, 
determining  prefent  warre  vpon  the  Ty¬ 
rant  ,  many  neighbouring  friends  aflift- 
ing  them  with  fupplying  forces ,  fo  rhat 
they  cncreafed  to  an  indifiTercnt  armie. 

Vpon  thefe  proceedings ,  the  Tyrant 
became  afflicted  with  very  great  feare,  fo 
that  he  went  to  the  women  whom  he  de¬ 
tained  prifbners,  and  being  a  rnan  of  a  di- 
ucllifh  fpiritjcoueting  to  compaffe  what- 
fbeuer  he  would  haue,  rather  by  rigorous 
menaces ^then  any  faire  or  gentle  means) 
commanded  them  very  roughly, to  write 
to  their  husbands  by  Amballaaoursjihat 
they  fhould  dcfift  from  their  prefent  cn- 
terprifc  :  otherwife,  hcc  would  inftantly 
maflacrc  ai  their  childrcn^and  caufc  them 
to  be  beaten  ftarkc  naked  throughout  the 
Cittic.  To  thefe  threatnings  the  women 
returned  not  any  anfwcr,  which  incenfed 
him  with  the  greater  rage  aeainft  them  5 
and  bee  ftcrncly  commaunded  them,  to 
giue  him  refolution  what  they  would  do. 
Some,  not  hauing  the  boldncflfc  offpirit 
to  reply,  floode  ftcdfaftly  looking  vppon 
the  reft ,  as  queftioning  in  their  (bulcs, 
which  of  them  fhould  rctume  die  anfwcr, 
yet  making  no  account  of  all  his  threat¬ 
nings. 

Among  this  company  of  worthy  wo- 
men,  was  one, named  wife  to 

ThimoUony  who,  as  well  in  regarde  of  her 
husbands  Nobilitie,  as  her  ownc  innated 
fingular  vertues  %  was  held  to  be  the  very 
chiefeft  of  thcm,&(with  the  likccficcme) 
they  honoured  her.  This  Lady, when  the 
Tyrant  came  in  among  them,  would  not 
rifetogiue  him  any  rcucrcnce,  neythcr 
fiiffcr  any  of  the  reft  to  do  oihcrwifc  then 
as  (he  did.  She  hauing  heard  the  Tyrants 
mcnaccsjfitting  ftil  vpon  the  ground, and 
returning  no  fignc  at  all  of  rcucrcncc,fhc 
fpakc  chus« 


man. 


I 

^  The  Anfvfef  of  MegeJlenA  to  the 
TjrMt  ArUiotimM. 


Longer  would  Megelfem  hauc  conti¬ 
nued  her  difeourfe  ,  but  that  the  Tyrant 
(bccing  vnablc  to  bridle  his  rage)  com¬ 
manded  the  Ladies  (bnne  to  be  brought 
thither ,  that  there  hcc  might  be  flainc  in 
her  fight  •  But  whileft  the  Officers  were 
feeking  among  the  reft  of  the  imprifoned 
children  for  her  fbnnc;  the  mother  (with 
anvndauntcd  courage)  calling  him  by 
his  name,  fayd.  Come  hither  to  ine^  Jweete 
Bojy  and  rather  die  by  thy  mothers  hand, 
then  endure  thebloudy  crueltie  of  a  Tyrant. 
Thefe  wordes  fb  amazed  AriJIotimus, 2nd 
kindled  fuch  outragions  chollcrinhimj 
that  ( drawing  foorth  his  Sword)  hcc 
purpofcdto  hauc  flainc  the  Lady.  But 

oncofhis  chiefeft  familiar  fricnds,namcd 

ChHon,  ftandingby,  caught  her  ia  his 
armes,  and  pacinea  his  fury. 

This  chiton  was  one  of  thcm,who  pra- 
ftifed  with  Heiianictu  the  Tyrants  death 

as  vnablc  alfb  to  fuffer  his  cruelties.  Hcc 
hauing  fomewhat  calmed  the  cxircami- 
ty  of  his  rage ,  caufed  him  to  put  vp  his 
Sword  agaync ;  plaincly  telling  him,  that 
it  was  a  matter  monftrous,  andillbcfcc- 
ming  the  dipiiic  of  a  Prince,  to  foilc  his 
band  with  the  blond  of  a  woman. 

W^ithin  a  while  after ,  there  hapned  a 

fti 


An  admlra- 
rable  &  wor¬ 
thy  rcToludoa 


uiawomaa, 
to  the  amaze¬ 
ment  of  die 
Tyrant. 


Chilon  one  ol 
the  Confede¬ 
rates  with 
HcUinloutCo 
dcliuer  his 
Counnyhttm 
tyranny. 


Irangc 


A  Risiotimiis,  if there  remained  in  theca- 

’^^nymfedome  ^  then  yrouldeli  thou  not  The  proud 

loilyofthc 
Tyrant  wifely 
fcpiouedl^a 

they  fhould  doe*J?ut  rather  thou  vpouldri  fend  wo. 

their  wiues  to  them^  rtith  better  ffeeches  and 
more  woorthy  conf  deration  ,  then  thou  hast 
'vfed  toward  them,  making  a  mocker ie  of vs^ 
ly  a  moH  bafe  and  difhonourable  deceit.  And 
noWt  when  thou fee  ft  thy f elf e  able  to  doe  no¬ 
thing  elfe  j  thou  prefume  si  (by  our  meanes ) 
to  \begmle  our  husbands  by  faire  wordes ,  as 
formerly  thou  hafi  abu/e d  our  credulitie. 

Thou  decetuefi  thine  owne  iudgement,  for^ 
wee  will  not  fuffer  them  to  be  agayne  ouer- 
reached  by  thee  5  neyther  doe  thou  imagine 
them  to  bee  fo  foolifli,  as  to  fhteld  their  chil¬ 
dren from  deaths  orpreuent  the  Ioffe  of their 
poore  wiues  Hues ,  they  will  for  bear e  to  exe¬ 
cute  that  whereto  they  Jland  obliged:!  meane 
the fir ee dome  of their  Countrey,  Foryhe  Ioffe 
of'vs^  their  children  is  not  foyrkefome  to 
them ,  as  the gladfomcfatisfaHion  willbeyo 
dcliuer  their  people  and  Countrey  from  out¬ 
rage  and  cruelty. 
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Aftrangc 
prodcgy  pre¬ 
figuring  the 
death, of  Ari- 
ftotimm. 


A  Wiizard 
relaieththe 
intent  of  the 
Prodigy. 


Aviiionreene 
byHellanicus 
in  his  fleepe, 
tohailenthe 
death  of  Ari- 
ftotimus. 


l(J 

iitf 


*A  Citiybe- 
•twccnc  the 
Hils  OiTa  and 
Oiympus, 
where  lupiter 
had  a  Temple 


ftrange  prodigic ,  as  foretelling  the  death 
of  the  Tyrant.  For,  being  in  bedde  with 
his  wife,  whileft  the  Cooks  were  making 
ready  his  diet,  an  Eagle  was  feene  to  ho* 
uer  oner  the  Lant-horneof  thcPallacc, 
and  letting  fall  a  great  flone  dirc^ly  into 
it  (it  being  oner  the  Chamber  where  hee 
lay )  it  made  a  great  noyfe  in  the  fall;  and 
giuing  a  fearefull  loud  llioute,  the  Eagle 
vanifhed  from  the  fight  of  all  that  beheld 
it.  The  Tyrant  awaking,  with  the  con- 
fufed  murmure  of  fiich  as  had  feene  itjand 
not  a  little  difmaied  when  it  was  reported 
to  him  5  fent  for  a  cunning  Soothfaycr, 
in  whome  hee  repofed  no  mcane  confi¬ 
dence,  to  vnderftand  what  the  meaning 
hecreof  might  bee.  The  Wizard  bade 
him  be  of  good  courage  ,  for  it  figured 
nothing  elfe,  but  that  lupiter  bad  anc- 
(pcciall  care  of  him,  and  fent  his  Eagle  fo 
to  exprelfe  it .  But  he  told  the  Cittizens 
quite  contrary,  in  whom  hedurftrepofc 
his  truft,  bccaufe  he  knew  their  hatred  to 
^dHottmus  :  and  bade  them  be  bolde, 
that  fome  fodayne  and  ftrange  kindc  of 
death,  fhould  (in  a  ftiort  while)  happen 
to  the  Tyrant, . 

Heereupon  Hellmicus  and  his  Confe¬ 
derates  ,  thought  fit  to  delay  the  time  no 
longer,  but  concluded  to  kill  him  on  the 
morrow  following ;  becaufe  the  veric 
fame  vk^x.^HellAnicu6  fleeping  in  his  bed, 
feemed  to  fee  one  of  his  Tonnes ,  that  be¬ 
fore  had  beenc  flaine  by  the  Tyrant, who 
cryed  out  aloude  to  him ,  faying  5  Deare 
father  why  dee  you Jleepe  thus  f  Wherefore 
doe  you  trifle  away  thetimef.  Stand  you  in 
doubts  that  you  [hall  not  be  made  Prince  of 
the  Cittie  ?  Hellanicus  confirmed  by  this 
Vifion,  went  carcly  the  next  morning  to 
finde  his  vowed  friends ,  haftening  them 
to  execute  the  deed  determined. '  At  the 
Telfefame  time,  Ariflotimus  had  recciued 
tydings,  that  Craterus\Nas  comming  to 
affifthim  with  a  great  power  of  Souldi- 
ers ,  and  that  hee  was  already  fet  foorth 
from  '^'Olympia .  Which  news  were  not 
a  little  welcome  to  him ,  lb  that  feeming 
now  free  from  all  feare^he  walked  abroad 
to  take  the  aire,  lb  me  fmall  diftance  from 
the  Pallace  ,  accompanied  onely  with 
Chilon ,  not  attending  for  any  more ,  al¬ 
though  they  came  dropping  after  one  by 
one  •  Which  Hellanicussn^  obferuing, 
thought  it  now  a  fit  time  to  execute  the 
enterprife,  and  without  giuing  any  fig* 


nail  to  ihe  reft  of  the  confcdcracie,  he  lif¬ 
ted  vp  his  hands  to  Heauen ,  fpeaking  a- 
loude  5  What  flay  yee  for  y  valiant  Gentle¬ 
men  ?  why  make  yee  not  now  the  goodliefl 
fleet acle  that  euer yet  was  feene  f 

was  the  fiiftthat  drew  his  wea¬ 
pon,  and  killing  one  that  came  laft  from 
the  Pallace,  who  offered  to  fteppe  in  the 
^tyrants  defence;  Areflotirnus  efpied  Thra- 
fibulus  and  Lampidm{x}no  whom  he  moft 
trufted)  drawing  their  weapons  likewifc 
vpon  him.VVhcreuponjhoping  to  cfcape 
their  violence ,  hee  ranne  into  the  Tem¬ 
ple  o\' Jupiter ,  where  he  was  flaine  by  his 
owne  followers .  Afterward,  his  bodic 
being  thrownc  forth  into  the  open  ftreet, 
the  people  cryed  out ,  Libertic  y  Libertie. 
The  women  were  the  firft,  that  (making 
way  through  the  throngs  )  came  thither, 
who  ioyfully  embraced  them,  that  by  the 
tyrants  death)  were  the  happy  deliuerers 
oftheirCountrey .  In  the  mcane  while, 
multitudes  flocked  to  the  Pallace,  where 
the  wife  of  Arifiotmus  (  hauing  heard  of 
the  murder  of  her  husband  5  and  doubt¬ 
ing  how  the  people  would  deale  with  hit) 
(hutting her  Chamber  doores  about  her; 
there  with  her  Chaine  fhee  ftrangled  her 
felfe. 

The  Tyrant  had  two  very  goodly  and 
bcautifull  daughters,  ofyeares  apt  and  a- 
ble  for  marriage ,  who  hauing  heard  of 
their  fathers  death ,  had  lockt  themfclues 
vp  clofe  in  a  Chamber;  from  whence 
they  were  drawnc  by  the  peoples  vio¬ 
lence,  and  in  their  furic  they  would  haue 
flaine, them.  'hwiJtiegeflenaymtbiiims 
other  of  the  Ladies ,  ftoode  in  their  de¬ 
fence,  faying :  That  it  were  an  cuill  deed, 
and  iuftly  dcleruing  blame,  to  kill  them  ? 
confidering,they  had  not  Icarnd  lb  much 
courage  of  the  Tyrant  their  father,  to  ex* 
creife  cruelty  vpon  themfelucs .  By  thefe 
fpeechesthc  people  were  appeafed ,  and 
a  decree  wasfetdowne ,  that  they  Ihould 
make  elcftion  of  their  death ,  and  per- 
formc  it  on  themfclues  with  their  owne 
hands,  if  they  had  the  heart  to  doc  it; 

So  bccing  fent  intd  their  Chamber^ 
the  cldeft  lifter  cxprelfing  no  ap¬ 
pearance,  cyther  by  countenance,  or  any 
'figne  elfe^that  (he  ftood  in  feare  of  death; 
loofed  her  girdle ,  and  faftening  it  about 
a  timber-beame  refolued  fo  there  to 
hang  her  felfe,  exhorting  her  filler  (with 
manly  courage )  to  perfoiirmc  the  like 
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The  words  of 
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X.  Ignorance 
iathecaufe 
why  he  wa* 
created* 


A  Kings  Son 
cares  more 
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in  his  childe* 
bood,chenhis 
Fathers  king* 
dome. 


vpon  her  the  yongcr  daugh¬ 

ter,  taking  her  (iftcr  by  the  hand ,  defired 
her  to  permit,  that  fhee  might  die  firft. 
Whereto  rticc  rcplyedin  this  manner: 
As  during  the  time^  that  Nature  J^ermitted 
'VS  to  Ime  like  SiBers ,  I  neuer  did  willingly 
deny  thee  any  thing  5  Jo far  re  he  it  from  mee 
now yo  refufe  thee  in  thy  latejl  requejl':  how- 
heit ,  nothing  canaffUlimee  more ,  then  to 
fee  thee  die .  No  fooner  were  thefe  words 
fpoken ,  but  Hillaria  taking  the  Girdle, 
ftrangled  her  felfc  therewith  immediate¬ 
ly.  When  ftiec  was  dead,  AJpaJia  knee¬ 
ling  by  her  body  5  and  loofing  her  girdle 
from  about  her  necke ,  turning  herfclfc 
to  Megejlenafii  intreating,  that  their  bo¬ 
dies  might  recciuc  no  (hame  after  death; 
with  the  fclfe-ftme  conftancic  of  cotage, 
(he  ended  her  life  likcwife. 


CHAP.  .IIIL 


^The  reafon  why  men  cannot  know  and 
'vnderBand the  truth  of  rnany  things^ 
while  they  remaine  in  this  life. 


rincipall  caiifes  thefe 
[are ,  why  a  man  can  not 
know  the  truth  of  diuerfe 
things ,  during  his  abiding 
in  this  world ;  which  if  hcc 


could  attaine  vnto,  he  might  repute  him- 
felfe  to  be  wife  indeedc. 

.  The  firft  is  ignorance  of  his  end ,  that 
is, he  knows  not  to  what  end  he  was  crea- 
ted/or  it  is  a  matter  moft  Gcrtayne,that  if 
he  did  know  that;  be  would  labor  no  Icflc 
to  obtaine  it ,  then  he  doth  to  get  digni¬ 
ties  Sc  riches :  wherein  (becaiife  they  beft 
agree  with  his  appctite)thcy  make  him  to 
imagine ,  that  all  his  happines  confifts  in 
them.  But  in  this  cafe  it  fareth  with  him, 
as  with  a  kings  fon  in  his  child-hood. For, 
ifit  be  demaded  of  him,  whether  he  doth 
more  affed  the  fucceflion  in  his  Fathers 
kingdom,thcn  Apples, Cheries, or  fomc 
oth^rfruites,  prclentedinftanrly  to  him : 
queftionlcffe ,  hcc  will  rather  accept  the 
Apples  or  Cherries,  then  the  kingdome, 
bicaufc  be  finds  them  futablc  to  his  yong 
defircs,  ashauing  both  fight  and  know¬ 
ledge  of  them  in  tafte  and  apprehenfion. 

Eucn  fo  it  happeneth  to  a  man;  for  ifit 
weredemaunded  of  him,  whether  he  beft 
hked  to  make  choice  of,  Riches  or  Wife- 


dom :  his  clc£lion  would  ftand  on  wealth 
and  power,  being  mccrcly  ignorant, that 
Wifedome  onely  is  the  chiefeft  wealth, 
and  that  the  Wife  man  only  ought  to  or- 
dainc  and  gouerne.  For,without  Wife- 
dome  and  Knowledge,  power  is  not  po¬ 
wer, but  wcakencs,  and  vttcr  depriuation 
of  power  indeedc  :  And  riches  without) 
knowledge ,  is  but  a  beftiall  pofleflion , 
an  abundance  of  prefumption,and  a  kind 
of  fottifti  fubftance.  Whereas  on  the 
contrary ,  a  wife  man  hath  alwayes  fuffi- 
cient  for  himfelfe,&  othersbefide5hauing 
in  him  that  truly  abounding  trcafurcjthat 
can  neuer  failc  or  decciue  him .  And  all 
this  enfueth  to  a  man,  becaiife  he  is  igno¬ 
rant  in  his  true  end. 

The  fccond  caufe ,  is  the  vfe  of corpo- 
rall delegations,  voluntary  and  fcnfiblc, 
which  oucrwhclme  and  dro  wnc,  not  on¬ 
ly  the  fenfes  of  the  body,but  alfo  thole  of 
the  (pirit  and  intcllcd.  So  that  a  man, be¬ 
ing  thus  wrapped  vppe  inithc  mire  of 
this  world  ^  is  like  the  bcautifull  daugh¬ 
ter  of  a  King ,  to  whom  appertaineth  the 
inheritance  of  her  fathers  Kingdomeibuc 
hauing  committed  adultery  with  fomc 
blacke  deformed  flaue ,  looleth  the  right 
of  her  fucceflion  thereby. 

The  third  caufc  enfueth  by  the  indif* 
pofition  of  fuch  matter ,  as  many  times 
makech  a  man  vncapable  of  learning  and 
knowledge  :  which  commeth  often  fo  to 
paflc,tn  regardc  that  the  region  or  place 
ofhis  birth ,  isvttcriy  difagrccable ,  and 
caufeth  him  to  rcceiuc  a  bad  complexio. 
As  in  fomc  of  the  Eafterne  parts ,  and  of 
Afjricay  where  men  are  borne  fobcaftly, 
by  reafon  of  the  heatesexpteamity ;  that 
they  are  not  capable  of  any  reafon.  And 
contrariwilcjfomc  places  in  the  northern 
parts  are  fo  coldc,  that  verie  furious  men 
arc  there  borne  &  bredjluch  as  the  Gothes 
and  Oftrogothes :  fomc  whereof  feedc  on 
humane  flefh.  And  thefe  people  may  apt¬ 
ly  be  compared  to  an  Eagle ,  that  nath  a 
ftonc  faftened  to  her  fooic ,  to  keepe  her 
from  oucr-violent  flight,  which  com¬ 
monly  is  naturall  vnto  this  Bird  ,  caufing 
her  to  foarc  abouethecloudes. 

The  fourth  is ,  difficulty  in  the  Scien¬ 
ces.  For,  although  a  man  doc  plainelyj 
difeerne,  that  'the  dcfirc  of  his  foule  is  to] 
feeke  attcntiuely ,  as  coucting  to  knowr 
the  truth  of  high  and  deepe  caufes :  yet 
notwithftanding,  he  Andes  them  Ibhard 
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to  be  vndcrftoode  that  he  retreates ,  and 
quite  giucth  ouer  his  enterprife.  Where¬ 
in  he  rcfcmbleth  his  ovvne  eye,  which  fix¬ 
ing  refpeaiuely  to  beholdc  the  Sunne  ; 
the  (plendour  thereof  prooueth  lb  pier¬ 
cing,  that  it  ccclipfetb  and  troubleth  fo 
his  fight,  as  he  is  not  able  to  endure  it. 

The  laft  and  flrangeft  of  all ,  is  an  affe¬ 
ction  taken  by  a  man  in  his  youth,  vnto 
things  wherein  he  hath  beene  inftruCted, 
and  cfpecially  when  his  defire  hath  lafted 
of  fomelong  continuance  thereto.  For 
then  5  Cuftomc  conuerteth  it  felfe  into 
Nature,  and  therefore  workeih'a  fetled 
feare  in  the  mansfoule,  and  a  fingular 
louc  to  thofe  things  embraced,  hating  all 
other  contrary  to  them,  and  the  whole 
wor^d  (almoft)  is  fwallowed  vp  in  this  er- 
roiir.  Do  we  not  obferue  that  children  a- 
mong  the  Turkes ,  before  they  can  reach 
to  the  yeares  of  reafon  ;  doe  vtterly  ab- 
horre  our  Faith  and  Religion;  and  fo  the 
lewes  in  like  manner?  Wee  fee  alfo,that 
countrey  people, by  being  inured  and  ac- 
cuftomed  to  field-dwelling, do  liue  grofe- 
ly,difdayningconuerfation  witji  Courti¬ 
ers  ,  or  fuch  as  inhabite  ciuilc  Citties. 
From  whence  infued  the  Prouerbe ; 
luckie  is  the  Bird ,  that  is  bred  m  a  bad  val¬ 
ley.  For,  byvfe  and  conuerfation  rccei- 
ued  there,  he  cannot  part  thence ,  though 
he  bcholdes  a  much  better  place  for  him. 
And  not  oncly  heerein  is  knownc  the  po¬ 
wer  of  this  habitude :  for  we  ourlclucsdo 
defpife  them  of  another  countrcy(exccpt 
fight  dr  frcqucntationhauc  begot  more 
familiaritie)  and  only  throughibmebad 
and  abufiue  rclations  of  them .  This  cr- 
rour  hath  alfb  preuayled  with  women, 
with  whom,  matters  of  long  vfc  bearc  fo 
highapriuiledge,  that  bee  they  ncuerfo 
bad;yet  they  defpife  the  contrary, bcihey 
ncuerfo  good.  - 

Finally ,  this  affeilion  to  continued 
vfe ,  and  deteftation  Qffuch  things  as  we 
know  not;  cKtendeth  it  fcifetd  all  mat¬ 
ters  in  our  cledion.  ‘  Wherefore,  it  were 
goodtoexpell  thofe  hinderancesoutof 
our  hearts,  to  thc,cnd  wc  may  ( ifpofli- 
bly  wee  can )  know  the  vcritic  and.trueth 
of  things  indeed*  For,  in  the  fcnowjedgc 
of  them,  confifteth  all  contentment  iii 
this  world ,  and  the  way  to  all  TcIiciticin 
that  heereaftcr :  imitating  thegopd  huf 
bandman,  that  intehcling  to  prepare  his 
grounds  for  the  beft  aduantage,  doth  firfl 


Of  ancient  Aufflricsi 


rootc  vp  the  thornes  and  weeds,  becaiife 
his  graine  will  bee  the  better  borne.  So, 
wberi  the  Phyfitian  would  giuc  a  ficke 
man  health ,  he  firft  purgeth  his  ftomacke 
from  all  corrupt  humors;  becaufe  in  mat¬ 
ter  illdifpofcd,thc  former  cannot  induct 
it  felfe.  Let  vs  then  contend  againfl  all 
thefe  impediments;  for  the  rcafbnable 
man ,  that  will  not  yeelde  to  reafon ,  but 
oncly  leane  to  his  ownc  appetite  J  is  like 
to  him  that  will  faylc  ouer  Mount  ayncs, 
or  builde  his  dwelling  in  the  Sea :  for  the 
effed  both  of  the  one  and  the  other ,  are 
depriued  oftheir  proper  ends. 


Comparitons 
aptly  anfwe- 
ring  to  the 
purpol^i 


CHAP,  v: 


*■*  * 

^  ^  of  diuers  Accidents  {monUrous  in  na¬ 
ture)  which  ferued  (Vs  dimning  Au¬ 
guries],  6r  come  Bures  of  things  to 
come ,  in  aide  and  auncknt  times* 


N  precedent  times,  whe 
by  permiffion  oft  he  true 
GOD ,  fundry  Oracles, 
which  were  fpirits  of  illu- 
fion  &  falfhoode, hidden 

_ in  Idollcs  and  Images , 

gauc  anlwere  to  Idolaters  :  many  prodi¬ 
gious  fights  were  fecne  in  the  Ay  re  and 
on  the  earth. 

And  bccaufe  that  in  thefe  latter  dayes 
ofours  (weliuingin  the  light  andtructh 
of  faith  )  none  fuch  arc  now  to  be  fccnc : 
itisamattcrof  fome difficultic ,  to  cre- 
dice  what  learned  Authors  haue  written, 
concerning  thofe  which  hapned  in  their 
times,  - 

'  Yet  (mce:thinketh>  there  needeth 
no'diftruft  at  all;  for  they' bailing  writ¬ 
ten  Hifforics  of.warrcs ,  and  other  occa- 
fions  happening  in  thofe  dayes:  by  infer¬ 
ring  the  mcmoric  of  prodigious  Acci¬ 
dents,  wc  ought  not  to  make  any  ferupu- 
lous  doubt  of  them  ;  but  rathecto  reft 
perfwaded ;  that  as  they  dealt  faithfully 
in  the  one ,  they  vfed  the  like  iufticc  in 
the  other ;  ‘efpccially,  when  they  arc  likc- 
*wifc  confirmed  by  many  and  fundry  o- 
thcr  Authours. 

_ Kkk  ^  Amongft 
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Grauc  Au* 
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ble  credite, 
deferue  not  to 
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tings. 
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Two  great 
Mouncaines 
net  together, 
and  did  much 
harme  to 
TowncSjMcn 
andCatcelh  . 


Hn.fnK9x.1s 


Two  diftant 
Fields  remo- 
ued  Arangely 
into  each 
others  place, 
by  reafon  of 
an  Earth¬ 
quake* 


Amongft  other  Prodigies  in  the  Ro- 
maines  dayes ,  the  moft  notable  was^that 
oiModem ,  vndcr  the  Confulfhip  ofZ««- 
cm  and  Itdius  Sextm,Cot\^  j 

fulls :  where  two  mouncaines  arofeout  | 
of  their  proper  places  j  and  metre  toge- 
ther  fo  impetuoufly ,  that  hurling  a  great 
flame  and  fmoakc  vp  into  the  ayre,  by  the 
violence  of  their  encounter  5  they  retur* 
ned  backe  agayne ,  not  onelie  deftroy- 
ing  villages  which  were  betweene  them, 
but  alfo  killing  an  infinite  number  of  cat- 
tell,  in  the  open  fight  of  many  trauellers, 
and  likewifeof  a  great  company  of  Ro- 
mane  Knights. 

Pliny.,  in  his  ninth  bookc ,  and  in  the 
fifteenth  chapter ,  likewifcrelateth  in  the 
fame  place,  faying,  that  in  his  time,  and 
vnder  the  fame  Empire  of  Nero , 
Marcellus ,  a  Romaine  Knight,  whome 
the  Emperour  had  fent  ( on  his  behalfe ) 
into  thekingdomeof  Naples  :  had  (there 
in  the  maritine  territorie)  two  ficldcs , 
each  diftant  from  the  other,  the  one  bee- 
ing  a  fay  re  meadow ,  and  the  other  verie 
thickely  planted  with  Oliue  trees. 

By  an  admirable  accident,  but  how, 
I  know  not ,  thc(e  two  fieldcs  chaunged 
into  each  others  place  ;  for  theOliues 
field  was  tranfported  where  the  meadow 
ftoode ,  and  the  meadow  into  the  Oliue 
plottes  place  5  and  this  was  conccyucd 
to  bedoone  by  an  Earthquake  .  This  is 
not  onely  reported  by  Plimcy  but  alfo  is 
auouched  in  the  Chronicles  of  manic 
learned  men ,  as  alfo  in  theBookeof  the 
Mountaineswarre. 

And  although  hcc  cannot  be  indii- 


Mcn  meta- 
morphofed 
into  Wolucs 
Enanthesmlibrn 


Fabius  ViUor 
in  lib.zjcap,g, 
ScopasinO. 
lymp.14  ’ 


ced  to  credite,  that  men  m^y^^emeta- 
morphofed  into  Woolucsj  neuier- 
ihelelTeheedcclareth,  ihzi  Euantheh  ap 
Authourofpo  meane  authoritie  among 
the  Greqyms:,  recordeth  the  Arabians  to 
haue  vvtitten ,  that  in  Arcadia  there  is  a 
geeat  ftanding  Poole ,  whereto  men  are 
brought  at  certayne  times  to  paife  tho- 
row  it :  and  as  they  fincke  into  the  fand, 
they  are  inftantly  transfourmed  into  the 
fliape  of  VVooliies  5  and  hauing  conti¬ 
nued  (o  for  the  (pace  and  tearmc  of  nine 
yeares  :  they  doe  rccouer  their  former 
formes  agayne,  according  as 
Bor  in  his  fccond  bookc  and  in  the  ninth 
chapter  5  who  addeth  alfo ,  that  Scopas.^ 
who  wrote  the  OlympiadeSt  fpeakethof 
,  one ,  named  Demarche ,  had  eaten  the 
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bowellcs  cf  a  young  Boy ,  which  they  of 
Arabia  had  facrificed  to  lupicer  Lyceus^ 
and  prefenily  hee  was  transtourined  into 
a  VVoolfe ,  in  which  forme  he  continu¬ 
ed  the  (pace  of  tenne  yeares ,  and  after- 
wardcs  recoucring  the  (hape  of  man  a- 
gaync,  he  wonne  the  vidorie  for  Lute¬ 
playing  at  the  Mount  of  Olympus.  Saint 
AuguUine  in  his  fourteenth  bookc  De  C/- 
uitate  Demand  the  third  chapter  faith,  that 
Farroylto  recordeth  the  fame .  In  mine 
opinion  the(c  transformations  could  not 
thus  happen,  but  rather  were  performed 
by  diabolicall  Artes. 

Now,  concerning  thefo  things  of 
wonder  written  by  Pliny ,  they  arc  not  to 
be  wondred  at ,  becaulc  he  fetteth  downc 
many  matters,  reputed  vtterly  impofli- 
blc,  as  the  transformation  of  a  woman 
into  man ,  and  yet  himfcife  will  not  cre¬ 
dite  the  like  things ,  or  oflcfle  impoflibi- 
litie ,  and  which  haue  beene  apparant  to 
his  ownciudgement.  Notwithftanding, 
fuch  as  confider  well  the  Scriptures, need 
not  meruailc  at  cransformationsjhappen- 
ing  really ,and  not  feigned.  For  we  know 
what  is  written  in  thefeiienth  chapter  of !  Theforccren 
Exodus  and  twelfth  verfe ,  That  the  Rods 
of  the  Nations  were  (  not  in  apparance,  ‘ 
butineffed,  by  fccret  charmes  )  turned 
into  Serpents.  Now, which  thing  is  more 
eafie  ^  to  change  a  Rodde  into  a  Serpent, 
or  the  true  body  of  a  man  ( I  doe  not  fay 
his  fpim)  transformed  into  a  bcaft .  The 
opinion  of  Saint  AuguHine  is  heerein  a- 
uailcable,  where  hcc  faythj  A  certayne 
man  conceiued  in  his  minde,  that  his 
daughter  was  turnediritoa  young  Marc. 

And  bringing  her  to  an  holy  man,namcd 
Hellariony^t  graue  olde  man  looking  on 
her,faid :  /  fee  a  young  Maidy  but  no  Mare: 
for  it  appeared  that  by  his  dcuoutepray- 
ers,  (he  had  rccouered  her  former  (hape 
againc  .Wherefore  we  may  iudge,  that 
fomc  things  arc  fhewne  to  men ,  which 
are  not  indeede;  and  fuch  a  thing  may 
be  apparant,  and  yet  not  cxiftent. 

But  returne  wee  now  againc  to  our 
Auguries.’  It  hath  beene  obferued  diuers !  a  s^aftTc- 
times,  that  in  the  opening  of  a  bea(\,that  |  ing  iiftbowcl 
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no  hcarthaib  beene  found  in  him  :  as  it 


led  before 


happened  at  the  firft  time ,  when  Cajar 
the  Di^tatour  fate  in  his  golden  Chairc, 
and  then  it  was  difputed  among  the  Au- 
rufpices,  if  abeaft  were  to  be  found  with¬ 
out  a  heart. 

Vlinie 


Cxfar. 


xjp 


of 


K 

‘.i 


i-j. 


6. 


A  Nights  accident. 


6ji 


Tli  inUu.  c,7* 
cicero  tn  lib,  de 


Two  hart* 
haue  bene 
found  in  one 
Bcali, 


it;tK 

iniHSif* 

■■,ri 

Ml 
jUctltf 
ie, 

Ji'lrf' 


*  A  Country 
in  she  North 
part  of  the 
lelirr  Afia,  by 
the  fea  fide, 
abeue  Galatia 
/tHl.Gelliui  in 
l/b,i6.cap  IK. 

*  A  free  coun¬ 
try  of  Mace¬ 
donia  by  the 
Riucr  Stry 
mon. 


dul.Oellms  in 
lib.vbi  fupra. 


Aflflanderin 
lib.Prcd’g.e. 
Cu^ui  Ef>i(lius 
in  c  omment. 


Tliniem  his  fourcteenth  bookc  and  the 
fcaucinh  chapter reporteth  5  (b  dothC^- 
cerd  in  his  Diuinations ,  that  Cam  Mari¬ 
us^  offering  Sacrifice  ^iFiica :  euen  in  the 
fame  manner ,  there  was  not  any  heart 
found  in  the  heart .  But  it  might  be  then 
well  obferued ,  that  it  chaunced  not  thus 
by  nature  :  but  rather  was  rightly  to  bee 
prefumed ,  that  falfc  fpirits  did  thus  de¬ 
lude  and  abufe  the  people ,  taking  away 
the  beaftes  heart  in  the  Sacrifice  time , 
knowing  well  thereby  what  was  to  hap¬ 
pen  after. 

Oftentimes  likewife  hath  becne  ob¬ 
ferued,  that  tWQ  hearts  haue  beene  found 
in  one  heart.  For,  wee  readc  that  in  the 
Sacrifices,  which  Adaretts  Marcelliis  made 
before  hce  dyed  in  the  battaile  againft 
Hamiball:  the  firft  day  he  found  no  heart 
in  the  heart  he  facrificedj  and  the  next 
day  followingjhee  found  two.  PUny  wri- 
terh  in  the  place  before  alleaged ,  that  in 
Paphlagoma,^ihc  Partrige  hath  two  hearts: 
fo  likewife  faith  TheophraBu^  ^  themoft 
expert  (among  Philofbphcrs)  in  naturall 
things,  as  Geltiue  dcclareth,  Theo- 

phraHuA  fayth ,  that  in  ^  ,  each 

Hare  hath  two  Liuers .  And  in  fome  pla¬ 
ces  (as in  Euboa)  the  beartes  haue  no 
gaules. 

In  it  is  quite  contrary ,  for  there 

they  are  very  great,  and  double  indiuers. 
And  Frogges ,  which  are  there  called  Ru. 
bettes^  haue  two  liuers,  the  one  vene- 
mous ,  the  other  medicinable  :  fo  that 
when  they  are  dead ,  the  Antes  make 
fearch  for  them,  and  feede  on  that  which 
is  Phyficall. 

Wee  rcade ,  that  on  the  day  when 
Pyrrhus  dyed ,  they  facrificed  the  heads 
of  dead  beaftes,  that  licked  their  owne 
blond  vpon  the  ground. 

The  fame  yeare,whcn  Hamiball 
vanquifhed  by  th^Romaifies ,  vnder  Pub- 
lius  Aelius^  and  CneusCornelm^ConiiAls^ 
Wheatc  was  fecnc  to  growe  vppon 
trees. 

AriBander  (a  learned  Greeke  Author) 
dcclareth  in  his  Booke  of  Prodigies,  and 
in  the  third  chapter  (and  it  is  alfo  confir¬ 
med  by  CneusEpidiuSy  thcRomainc ,  in 
his  Commentaries)  that  fome  Trees 
haue  beene  changedinto  another  kindc 
ofTrecs. 

We  reade  alfb ,  thatin  the  warre  of 

Cmbrians  y  a  great  noyfe  was  heard 


in  the  Ayrc,  like  vnto'  thc  founding  of 
Trumpets ,  and  clafhing  of  weapons. 
And  in  the  third  yearc  of  the  Conful- 
iTiip  oi Marius  y  two  Armies  were  feenc 
iniheheauens,  that  went  from  theEdft, 
tomeetein  the  Weft  :  befides  many  o- 
ther  the  like  Prodigies ,  whereof  Saint 
AuguBine  \n2ktih  mention  in  his  Booke 
ofthcCittieofGod.  . 


CHAP.  VI. 

^  Of  a<verj  firartge  and  admirable  kM:- 
cidenty  which  happened  on  an  Arniie 
in  the  night feaf on* 


Hofoeuer  fhall  reade  aunci- 
ent  Hiftorics ,  needeth  not 
wonder  at  fome  things, hap¬ 
pening  in  thofc  times,  or 
elfc  related  by  fuch  as  haue 
fcenc  them  :  for  fometimes  it  hath  beene 
obferued ,  that  either  the  fame  accident, 
or  elfc  but  little  differing,  hath  chaunced 
in  one  place  as  well  as  another.  Amon<> 
the  admirable  Accidents, which  I  haue 
read  in  auncient  or  moderne  Hiftories ;  I 
finde  that  to  be  very  finguler ,  and  well 
deferuing  memorie  ,  which  happened 
to  Agathocles  ( the  Tyrant  of  Sictlie  )  in 
Affrica. 

This  Agathocles  was  a  man  veryex- 
pert  in  Armes ,  whereby  (becingbutof 
bafe  condition ,  to  wit,  the  fonne  of  a 
poore Potter)  heemade  himfelfe  Lord 
of  the  whole  Ifleof  Sicilie.  Hauing  had 
long  warre  againft  the  Carthageni- 
ans,  and  feeing  himfelfe  befieged  (both 
by  Land  and  Sea)  in  Sjracufa,  by  Amil- 
car ,  with  a  powerfull  Armie  of  LybUns  : 
hce  was  of  fuch  an  vndaunted  courage, 
that,  leaning  the  Cittietotheguarde  of 
his  brother  Antander,  and  hauing  certain 
fhippes  readily  prepared  5  by  the  helpe  of 
a  cunning  ftratageme,  hee  gote  foorth  at 
a  narrow  port ,  with  about  feauen  thoii- 
fand  footemen ,  and  a  (mall  number  of 
horfe  5  and  went  to  land  on  the  (hoares 
of  Affrica .  Hauing  gotc  there  in  pay  fixe 
thoufand  Greekesy  he  went  and  befieged 
Carthage the  Ciric  into  (iich  di- 
ftreffcjihat  the  Senators  knew  not  which 
part  to  take. 

Many  battailcs  were  fought  betweene 
Klc;k  2  them. 
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them  3^  wherein  Agdthocks^xowti  alwaies 
vidorious ;  bccaufe  the  time  fe  fauored 
him,  that  he  had  drawn  no  meanc  troups 
of  horfe  to^take  part  with  him;  The  Car- 
thagimns  (befide  their  Citizens,  and  ma¬ 
ny  ijiercenary  Souldiers  (ingreat num¬ 
ber  )3vhich  they  had  for  defence  of  the 
Citty.,  being  vnable  to  equall  the  caual- 
leric  of  Agathocles )  called  one  of  their 
chiefe  Captaincs  from  Lybia ,  bringing 
.with  him  a  powcrfull  army  into  the  field, 
to  hauc  a  day  pf tryall  againft  K^gatho- 
cles.  After  diuers  skirmiChes  paffingbe- 
.tweene  them ,  yppon  a  day ,  Agathocles 
would  needs  aCfault  the  enemies  Campe 
‘(for  his  men  wanting  vKStuallcs ,  defired 
nothing  more  then  prefent  fight)  but  the 
Icnemy  bein g  very  ft rogly  plantedjwo u Id 
nptiffuc  foorth though  they  were  very 
hotelyfet  vpon  in  their  Fort;  knowing 

and  thedeP 

perate  condition  of  his  men. 

,  Continuing  the  aflault  ftill ,  to  his 
owne  difadiiantags,  he  payed  the  penal, 
tiedue  tohis  boldenefle:  for  the  enemy 
rcpuiredhim  with  great  lofleofhis  Soul- 
!diers  ,  one  part  ot  them  beeing  floync, 
land  the  other  within  compafle  of  thec- 
'nemics  power  •  The  night  preuenting 
thebattailcs  conclufion  j  I  am  to  tell  yec 
an  example  of  wonder ,  which  ftrangely 
followed  thercupon^in  this  manner.  The 
^■C artbaginians ,  after  their  vidorie ,  facri- 
ficing  vnto  their  Gods ,  in  figne  of  their 
tbankefulncfle  (with  a  cruellluperftition) 
a  great  number  of  their  pnfoners ,  both 
Greeks  and  Italians-^  brought  fuch  a  quan- 
dtje'of  wood  to  buniethe  bodies,  that 
the  fire  grew  fb  impetuous;  as  it  not  on¬ 
ly  confumed  the  facrificing  Tent,  butal- 
fo  the  Paiullion  of  their  Cap tayne  and 
‘Generali ,  befides  infinite  other ,  being 
a  lamentable  fpediacle  to  all  that  beheld 
it.  For,  through  the  extreamity  of  this 
accident ,  a  mighty  tumult  grew  among 
^them ,  proouing  to  occafion  the  death 
:o{ many  5  for  fome^labouting  to  quench 
the  fire,  fellintoj't,  andfoperiflied*,  o- 
thers  ftriuing  to  efcape  from  it ,  crow- 
ijed  one  another  to  death  in  the  throngs. 

In  this  night  of  horrourandconfufi- 
on  3  one  nouell  accident  drew  on  an  o- 
ther:  for,  in  the  Campe  of  (Agathocles, 
there  was  found  about  fine  thoufand  Lj- 
bians  newly  arriued  ,  in  whomheedurft 
repofe  no  truft,  for  they  intending  to 


pafle  on  ,  and  to  ioyne  with  die  Cartha- 
gimans  ioxcQs^  wercmifl-Ied,  onelytho- 
row  the  darkenefle  of  the  night.  On  ftill 
they  went  from  Agathocles  Campe,  till 
they  came  within  hearing  of  the  G  uards 
and  Ccntinells  of  the  CarthagimanS'^\N\\o 
imagining  them  to  be  the  Armie  of  Aga- 
thocles^  rc-aflembled  againe  for  a  frefh  af  | 
faulty  and  hoping  to  finde  them  in  difor- 
dcr  (asindeede  they  were,  through  the 
foes  violence)  rayfed  fodaincly  fuch  a 
ftrangenoyfethemfelues,  that  the  whole 
Camp  fell  to  flight,  and  was  vtterly  bro- 
kcn,fo  that  few  or  none  remained,but  all 
were  dilperfed ,  fome  running  thwart  the 
fieldes ,  othersbacke  to  the  Citty,to  fane 
thcmfelues. 

The  Cittizens  hearing  this  noyfe  of 
the  people  (conceiiiingvcrily,tbatit  was 
the  enemy 3 who  had  foiled  their  Campe, 
and  came  now  to  aflault  the  Cittic:)  were 
(b  confounded  withfeare  and  amazment, 
that  they  left  the  Citty  without  any  de> 
fence ,  feeking  how  they  might  beft  fe- 
cure  their  owne  liucs.  So  that  if  Agatho' 
cles  had  receiued  but  the  leaft  intelligence 
thereof,  ^pd  had  gone  immediately  to 
giuc  the  aflault :  this  night  had  made  him 
Lord  of  Carthage^  and  the  whole  King- 
dome  thereto  belonging.  Fortune,  not 
yet  fatisfied  with  blindc-folde  confufion, 
caufed  the  flue  thoufand  (percei- 

uing  whatshad  happened)  to  turric  backe 
vpon  the  difordred  Campe  of  Agathocles, 
who  fearing  afrcfhonfet’ofthe  enemicj 
fled,  fomc  one  way,  fome  another,  and 
fel  into  fuch  a  madding  fury  among  them 
felucs,  that  thinking  their  ownc  people 
(ftill as  theymette)  lohc Carthagmms-^ 
they  flew  one  another  very  cruelly,  the 
obfeurity  of  the  night  not  permitting 
them  to  fee  their  owne  errour.  So  that, 
through  this  inaducrtcncc  or  inconfide- 
ration ,  fiue  thoufand  were  flaine  among 
the  Grecians ,  and  as  many  of  the  Cartha¬ 
ginians,  flying  and  fighting  in  this  confu- 
fed  maner.  By  which  mcanes,  fiueibou- 
fand  men  (erronioufly  mif-ledde)  againft 
their  willes,  brake  three  hoafts  or  Ar¬ 
mies  ,  with  no  meanc  example ,  of  For¬ 
tunes  power  in  adions  of  Armes. 
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CHAP.  VII. 


In  elder  times 
the  combate 
was  honoura¬ 
bly  granted. 


jjipf  , 


The  Law  fx- 
prefly  forbid- 
deth  combate 
toChridian 
Princes.* 


^  ffjTV  indifereete  a  thing  it  Isy  and  greatly 
to  be  bUmed  in  Chrifthn  Princes^  to  per¬ 
mit  the  Due/loy  or  Jingle  Combat  between 
man  and  man. 


The  combate 
is  denied  to  a 
Chriftian  in 
a^ion  liiffc- 
rance,&  fight 


Things  not 
afFe  ■  cd  by 
naturaJl 
mcanes  is 
empting 
God. 


Ike  as  abufe  is  grownc  among 
all  things  (  well-ncare)  in  the 
world  5 by  the  coldncffe  ofeha- 

_ ritie  in  men  >  and  their  roallicc 

augmented  one  towards  an  other  5  Eucn 
fotalleth  itoutinDuellsorfinglc  fights. 
For^  amongeft  great  Princes ,  when  they 
lawfully  cxcrcilcd  themfelucs  in  Armes, 
it  was  honourably  admitted  in  ccrtaync 
cafes  5  and  differences  of  moft  high  im¬ 
portance,  which  could  not  otherwife  bee 
terminedor  difcidcd.But  now  it  is  grown 
to  ftich  corruption,  as  euery  filly  and  pri- 
uate  Souldiour ,  for  very  fmall  or  fimplc 
occafion,  prcfumcthjthatit  is  lawfull  for 
him  to  vndertake  it.  But  that  which  moft 
of  alldiftafteth  me,  is  tofee^ihat  Chrifti* 
an  Princes  oncly  dpc  pernrit  it,  confide- 
ring,  that  in  them  (morethen/n  ^^ny  o- 
thcr)  the  Lawe  dothexprefly  forbidde  in 
iandit  is  encrcafcdto  fuch  an  abufe,  that, 
except  God  amend  it,  it  is  to  bee  feared, 
that  Prelates  of  the  Church  will  alfo  fuf- 

fer  it.  vr-  ■ 

>  0.- 

The  Duell  or^Combatc,  is  denied  to  a 
Gliriftian  man  to  doc  it  ,  tpgrauntic 
and  to  fee  it ,  by  rcafon  both  diuinc  and 
humane,  as  well  CanonicaUas  Ciuilc, 
Ic  is  prohibited  by  ditune  rcafon,  accord¬ 
ing. to  this  argument.  Euery  aftcwhcrc*? 
by  God  may  be  tempted, is  prohibited  to 
a.Chdfii^^  byjthe  commaundement  of 
God  :  For,  it  is  written  5  Thou  [halt  not 
tempt  the  Lord  thy  God •  That  G  O  D  is 
tempted  by  the  Duell  or  Combate ,  I 
prooiic  it  in  this  rnanner :  To  make  triall 
of  things,  which  cannot  be  reduced  to  an 
end  by  naturall  mcancs,  but  oncly  by  the 
HandofHeaiien  :  fuch  attempting  is  to 
tempt  God .  As  ithappeneth  in  cafes  of 
purgation ,  where  it  is  moft  notorious 
ardcuident,  that  (by  naturall  courfc  or 
difppfition)  the  ftrongeft  ,.a(ftiuc,  and 
moft  powcrfullperfon  euervanquifhcth 


the  weaker,  and  of  Icflc  abilitie.  Contra- 
riwife,  that  the  ftrongcr  boclie  iTall  be  o- 
uercome  by  the  weaker  ,  can  not  happen 
but  miraculoufly. 

Bringing  then  two  fuch  vncqiiall  per- 
fons  into  the  field  ,  vidorie  is  defired  for 
him  which  hath  right  and  reafon  on  his 
fide,  to  the  end ,  that  the  rructh  may  be 
made  apparent.  But  then  God  is  temp¬ 
ted  ,  in  fccking,  that  he  flaould  performc 
a  royraclc;  which  muft  needes  bee  fo, 
when  the  weaker  man  conqucreih  the 
ftrongcr ,  bccing  (as  it  were)  dircftly  a- 
[ainftimure. 

I  prcoucit  further  forbidden  by  Di¬ 
uinc  rcafon  after  this  argument :  when, 
a  Law  prohibiteih  a  thing,  it  forbiddeth 
alfbihe  dooingofit  ;  and  a  man  perfor- 
mcih  an  cfpcciall  inhibited  thing ,  when 
bccknoweth  (by  theDiuineLawc)  that 
hecis  not  to  kill  a  man  :  Thc  iCombatc 
then  is  flatly  forbidden  ,  becaufc  thereby 
murder  may  happen. 

.1  yet  prouc  it  otherwife  thus.  The  Di¬ 
uinc  Lawc  forbiddeth  euery  adipn,  that 
differeth  from  the  fountaine  of  charitie, 
which  is  the  fcopc  and  end,  of al  verrues^ 
and  vtterly  expelleth  vice  :  The  adcof 
Combate  is  farre  off  from  charitie ,  lean¬ 
ing  vnto  vice  5  becaufc  charitie  is  nothing 
cl(e,but  to  lone  God  and  thy  neighbour, 
and  he  that  enters  the  Combate  to  kil  his 
neighbor,  is  out  of  all  obedience  to  God. 

It  is  likewife  prohibited  by  the  Cano¬ 
nical!  Lawc,  becaufc  it  euermorc  follow- 
cth  the  diuine  Law ;  and  in  plainc  rcalbn, 
what  the  onc  inhibiteth,  the  other  neuer 
alpweth.Combatis  alfo  forbidden  bythe 
Lawe  of  men,  and  the  proofe  is,  that  cue- 
ry  thing  which  repugneih  and  contradi- 
(fteth  naturall  cquitic,  is  likewifc  prohibi¬ 
ted  by  the  rcafpn  of  man;  becaufc  reafon 
is  grounded  ypon  naturall  cquitie.  The 
rcafon  of  equity  among  men  willeth,thac 
he  which  committeth  a  crime.{fhouldbe ) 
punifhed,and  the  innocent  clearcd:,not- 
withftanding ,  by  Combate  it  falleih  out 
many  times  quite  contrary,  . 

.  /  It  is  further  proued  by  this  argument. 
Natui^all  equitie,whcreon  (as  wc  haue  al¬ 
ready  fayde  )  all  rcafon  in  men  is  groun¬ 
ded  i  is  cntitcly  for  the  ephferuation  and 
encreafcofchcm.  Thata^e  thcnjwhich 
turncrhvnto  the  diminution  and  deflru- 
(ftion  of  men ,  is  quite  forbidden  :  fo 
ought  Combate  to  be ,  bccaufe  thereby 
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Comb  ate  for¬ 
bidden  by  the 
ciuillLaw. 


incn  kill  one  another ,  and  men  arc  of 
greateft  price  in  the  world .  Moreoiicr, 
cucry  aftc  which  repiigneth  the  precepts 
cfnaturall  equicic,  is  torbidden  by  mans 
reafon,  becauleitis  grounded  thereup¬ 
on  .  One  of  the  precepts  is,  that  no  man 
Aiall  defire  profit  or  honour,  by  the  pre- 
iiidice  and  hindcrance  of  another .  The 
;fecond  is,  that  no  man  fhall  wifh  that  to 
another ,  which  he  would  nothaue  done 
to  himfclfc .  The  aftc  of Combatc  con- 
'tradifteth  them  both,  becaufc  hec  which 
jeommethfo  prepared  into  the  field  ,  co- 
ueteth  his  ownc  glorie ,  by  the  fhamc 
land  harnic  of  him  againft  whom  he  figh- 
teth,which  is  his  neighbour;  and  wifheth 
tfiat  to  him’,which  he  would  not  hauc  ex¬ 
ecuted  on  himfclfe ;  for ,  he  would  van- 
quifh  and  kill  him. 

It  is  alfo  forbidden  by  Ciuile  rea(bn, 
and  this  is  the  rule.  Ciuile  right  prohibi- 
teth  cuery  a6ie,  whereby  lufticc  may  bee 
denyed  to  men,  oriniuticdooncthem. 
Now,  in  the  cafe  of  Combatc ,  oft  times 
lit  fallcth'^Hf  quite  contrary-,for  the  inno- 
jeem  man  dycth,  and  the  guilty  offender 
remayneth  aline,'  fo  that  By  this  meancs, 
lufticc  can  not  take  her  due  place. 
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^Mongft'all  the  proper¬ 
ties  in  bcafts ,  thofc  of 
the  Aflc  arc  moft  to  b6 
admired'^  for  hec  is  fo 
mcckc  and  dbmcftickc, 
^its  thar  doth  fay , 
uytakethhi^nanie  off  eating-^  for,  in  defer 
timc^,Tnen’mo  uted  on  futh  bcafts  backs, 
to'faue  themfcluts  fccurcly.  O?  clfc  it  co- 
mcth'of  the  Grcckc  diftion  yffinos^  com- 
pofed  of  A ,  which  is  a  Greek  diftion  pri- 
♦uatiue,  fienifying  Sine ,  Without ,  and  O- 
nps,  whicn  fignificth  Senff^^  IVH  or  Senfe: 
fo  that  coupling  thefe  two  vocables  toge¬ 
ther,  fignificth,  without  Wit^or  Senlcs; 
Hccrcuponichfaid,  ihathccisfcarefull  ‘ 
togocoiicra^BriSgci,  where  water  run- 
nctlt  vndcrncath  jt  :  becaufe  hauing  a 
jWcakc  braync ,  bee  is  (byinftindfof  na¬ 
ture)  fcarefull  to  fall  therein.  He  is  timo¬ 


rous  alfo  to  enter  water,  how  llullow  fo- 
cucrit  bc;  fearing  by  ilic  current  thereof^ 
his  brainc  may  be  troubled,  and  he  drow¬ 
ned;  which  procccdctl)  fioma  kindcof 
knowledge  that  hce  hath  of  his  owne  im- 
perfedion. 

This  creature  is  floiithful!  and  melan¬ 
choly,  becaufc  he  is  coldc,dric,  without 
mcfnory,laborious,and  apt  to  carry  bur¬ 
dens  .  By  rcafon  of  his  great  friigalitic , 
he  cannot  line  in  coldc  Countries,  and  if 
by  aduenture  he  doe  Hue  there :  hec  affe- 
dethnoe  thegcncratiuc  adion  ,  ncythcr 
can  he  there  ingender  •  Hec  bcareth  befl 
vpon  his  rcines,  rather  then  on  his  backc 
or  fhouldcrs  ;  for ,  being  melancholic, 
his  bones  behineJ?  are  the  more  ftrong 
and  dry,  for  there  is  the  figne  of  melan¬ 
choly  ,  and  there  is  his  skinne  fo  thicke 
and  hard,  that  though  he  be  beaten  with 
great  ftaues,  he  cannot  be  killed  without 
muchpaincs.  Alfojbccaufc  he  confiftcih 
of  an  cartbic  nature ,  Kec  is  hardly  difei- 
plinable ,  'and  fatneth  very  little .  Alber- 
tus  Magnus  fayth.  That  by  the  felfc-famc 
rcafon ,  hec  endureth  much  painc  inhis 
hcadjand  dicth,tumbling  his  headafidc, 
and  in  regarde  of  his  heads  weightinefle, 

a  thicke  and  vifciious  humour  falleih  on 
•  •  • 

his  lights  of  lungs ,  which  niiaketh  him  to 
breatnf  With  difficulty  ;-and  fall  downc 
fwowning.  He  cateth  Iittlc,and  the  more 
he  watcheth,  fo  much  the  more  he  drink- 
cth  beyond  other  bcafts. 

In  regarde  of  his  great  coldencfTc  and 
dricnefle ,  hec  can  not  ftirre  to  ingender, 
at  fuch  times  as  other  bcafts  doc ,  to  wit, 
before  the  VVintcr  Equinodfiall  ^  or  clfc 
vndcr  the  Equinodfiall;  but  in  the  month 
of  May ,  when  the  Sunne  mountcrh ,  al- 
moft  to  the  right  angle  of  the  Equinodi- 
a11 ,  and  then  his  groffe  humiditic  bccing 
depreffedand  diminiflicd;  he  isprouo- 
ked  to  the  adc  with  fuch  fury ,  as  if  hec 
wcrcawildcfoalc ,  and  ^ccially  when 
heisyong.  Thcthickneflcofhis  skinne, 
is  caufed  (as  we  hauc  fayd  )  by  his  groffe 
humours ;  and  he  that  mendethhis  fhocs 
with  leather;  of  that  part  of  the  skinne, 
where  the  Affc  hath  longcft  borne  his 
burdens ,  can  not  wcarc  it  out  at  all ,  but 
it  will  long  time  endure,  paffing  oucr  fto- 
nyor  aaggy  wayes ,  and  will  at  thclaft 
growc  to  luch  hardneffe,  as  the  fcctc  can 
notfufferit:  Aliertus  Magnus  (peaketh 
thereof  by  proofe. 
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From  this  drineffe  it  enfueth,  that  the 
milke  of  the  Female  Afle  is  fubtile,  that  it 
cannot  curdle :  and  therefore  it  is  Phyfir 
call  for  fiich  as  arc  in  a  conriimpti5.More- 
ouer,  the  purity  of  this  milkes  whitcneCfc 
maketh  the  skin  of  men  or  women  won- 
deroiifly  faire^and  very  clearc. Hereupon 
Pltny  reporteth,  that  Cnocubine 

to  Nero^  often  vfed  to  bathe  her  bodic  in 
the  Milke  of  a  (hee-Afle .  This  beaft  hath 
acuftometo  Vrinein  the  place,  where 
he  fraelleth  that  another  Afle  hath  ftakd 
before. 

He  is  very  much  hated  by  fmall  Birds,' 
bccaufe  he  bites  of  the  bufhes  &  thorncs, 
where  they  builde  their  nefts :  and  with 
his  crying  noifc,makes  them  fall  vnto  the 
ground ,  or  frights  them  away  when  they 
lit  in  the  bufhes.  The  Rauen  is  his  natu- 
rall  cnemie,  fo  that  when  hce  hath  taken 
any  harmc  on  his  skinne  5  hce  moiinteth 
thereon,  and  pittifully  plagues  it  with  his 
bill.  So  do  the  fmall  Birds  likcwife,bneiy 
to  be  reuenged  of  him ;  but  the  Rauen  a- 
boue  all  the  reft,  labours  to  picke  out  his 
eyes  with  his  beake  5  againft  which  cruel¬ 
ty^  the  hollow  concauity  of'ihemjdoeth 
ferue  him  as  an  efpecial  dcfence,thc  hard 
licflcofhishidci  and  continuall  agitati¬ 
on  of  his  cares  jfor^by  doling  his  eies,  he 
chafeth  them  away  with  bis  eafs  ftirring. 
The  Bear  allb  is  his  cndny^wcarying  him 
(oftentimes)  to  kill  him,  defiring  to  feede 
onhisravvflclh.  ' 

He  will  not  drinke  but  affiich  Sprihgs 
or  W dies  where  he  is  inured),  &  where 
hcc  may  pafle  (without  wetting :  but  that  ‘ 
deferuing  meruaile,  is  •  that  if  the  water 
be  troubled,"  though  hee  be  heuer  fo  thir- 
fty,  he  cannot  be  procured  to  drinke,  vn- 
till  fiich  be  gitien  him  as  is  pure  and  clear.  - 
faith  befide,  that  he  Will  hardly  bee  . 
conftrained  to  drinke,  vntill  his  backe  bee  i 
disburthened  of  his  loadc.  The  iBce-Aflc  ^ 
(bintirdy  afFedeth  her  young  Foalc,  and . 
fs  fo  fearefull  of  it  hy  Nature :  as  fhee 
dreadeth  not  to  pafle  through  fire  to  find 

faith,  that’ the  fhee- Afle  will 
remaine  lb  long  time  ffoip  conceyuiiig, 
vntill  the  graincs  of  Barley,  ftecpte  in  the  * 
blood  of  a  Mulct,  bee  giuen  her  to  feede 
on.  For  the  generation  of  Mule^,  the 
Marcnuifl  beofnolerte  age  then  fourc  - 
ycarcs,and  not  aboiie  tenne.  Now,in  re¬ 
gard  that  (naturally)  no  beaft  will  habitc 


with  any  other  then  of  his  ownc  kindc  , 
fuch  Heardfmcn  as  would  bane  a  Mule 
engendred  by  an  AlTe  and  a  Marc,do  vfe 
this  kinde  of  cunning .  The  young  Aflc- 
'  foalc  is  nourifhed  with  Mares  milk  all  bis 
tender  time,  but  in  fome  obfeure  place, 
for  better  taking  it.  By  this  mcanes,com- 
ming  to  age  (as  adulterated)  he  groweth 
to  lone  Mares.  And  in  like  manner,  nori- 
fhing  the  Foalesof  Mares  with  milke  of 
a  fhec-Afle ;  they  habite  afterwardes  wil¬ 
lingly  with  ftiec- Afles.  And  ifit  happen 
that  the  Mare  be  taken,  and  the  Afle  hath 
yet  vfe  of  her  immediately, her  greatriefle 
will  corrupt,  through  the  extreme  cold- 
nefle  of  rhe  AfTe.  And  fo  it  fareth  with 
the  fhee- Afle,  if  the  horfe  hau'e  ioyned 
with  hcr3and  by  the  fame  reafon.  - 
The  Mule  that  is  bred  of  an  Afle  and  a 
Mare3cannot  cngcnder,ihc  caufc(accor- 
ding  to  AriHotle)  is,  that  the  feede  of  the 
Afle  (as  we  hauc  already  faid)being  cold, 
&  that  ioyning  with  the  feed  of  the  Mare 
which  (hailing  refpcdl  to  the»  fexe  Femi- 
•ninc)  is  al(b  of  coldcompIexion5&  there¬ 
fore, thatengaidred  is  fo  cold,as  itcanot 
be  proper  for  generation.  And  albeit  P//- 
nf  faith,  that  diuers  times  they  haue  yong 
ones :  yet  (for  all  that)  it  is  not  naturallie, 
but  rather  as  a  thing  prodigious.  V  ?  0 , 
^r/i?^ri^granteththat  they  do  engen¬ 
der,  but  the  fruite  cannot  bee  reared  or 
brought  vp.  TheofhraHm  faith ,  That  in 
CaffadocU^Vj  engender  and  haue  yong. 
^r/TF^^^/^’further  faith,  That  the  AfTc  fat- 
neth  more  by  drinking  troubled  Water  ^ 
then  that  which  is  cleare,  and  beft  agrcc- 
^eth  with  Kine.  The  Foale  of the  fhc-Afle, 
'is  of  fb  fhbf  t  memory^  that  following  the 
damme,  ifit  be  but  fiue  paces  bebindhir, 
.ithath  forgot,  and'  folio wes  no  further , 
blit  ftayes  and  flandetfi  ftdne  ftill It  is 
faid,  that  the  fhee- Afle  hath  a  natural  cu- 
-ftomCjWhenfhe  is  ready  to  Foale,  iBcc 
withdraweth  into  fom^e  obfeure  place.- 
but  the  opinion  of-^/Z»m^  M^gnm  is,’^ 
fhe  dothib  in  regard  of  the  weakenes  of 
;:theTo^es  fight.  ' 

Itisathingwellapproucd,  according 
to  the  iudgement  of the  fame  author, that 
TheLiiier  of  an  Afle  being  boylcd,and  af- 
Tetward  rbafted  th,e  fameday,is  verie  fo- 
Ticrai^e  for  the  falling  ficknefle|,  proui- 
ded,  that  it  be  often  vfed :  the  like  power 
hath  his  boofes,  being  burnt,bcatcn  into 
powdcr,and  drinking  the  weight  of  three 
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DuGatcs,and  cuery  day  an  ounce .  An 
cmplaiftcr  made  of  the  fame  powder  jdif- 
folueth  the  Kings  cuill,&  heals  the  chaps, 
which  trouble  the  handcs  in  Winter  by 
cold. 

Moreouer^  the  hoouesfo  beaten  in¬ 
to  powder,  and  applycd  vnto  an  Impo- 
ftumc,  quickcly breaketh  it.  ThcVrinc 
of  an  Alfe,  is  very  auaileablcfor  the  Dif- 
cafe  of  thcRcines ,  caufed  by  groffe  hu¬ 
midities  ;  and  his  dung,  cither  burnt,  or 
not,  made  in  an  cmplaiftcr,  reftraineth 
the  Flux  of  blood,and  fmoking  any  houic 
with  the  Lunges  ofanAffc,  itkillcth  all 
wormes  and  mothes. 

Againe,  his  dung  ftceped  in  Vinegar, 
and  applied  to  the  nofc  in  a  cloth  jccafcth 
the  extreme  blcedingimaking  alfo  an  cm¬ 
plaiftcr  thereof,  and  binding  it  to  the  for- 
hcad,  it  hath  the  fame  vertue .  Pfi/y?  alfo 
faith  jthat  both  the  Milkc  and  bloud  of  an 
A(rc,arc  very  cffe&uall  againft  the  biting 
of  a  Scorpion. 

HisVrinc,  applycd  with  Spickenard, 
cncreafcth  and  conferucth  hairc :  and  his 
bones  beingbroken,  and  the  powder  of 
them  drunke  In  white  Winc,is  very  fouc- 
raigne  againft  poyfon.  AriHotUyAlber- 
tfis  Magnus^  and  reporteth  infinite 
other  Vcrtucs,  abiding  in  this  much  dc- 
fpifed  creature,  which  would  require  too 
long  a  time  to  relate. 
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of  the  finguUr  fertile  and  con^ ancle ^  of 
'  the  I^oble  Lady  AretafUla^  the  enforced  • 
Wife  to  the  Tyrant  Mcoreonr  And  her 
honelf  policy yf or  the  deliuerance  of  her 
Comtrey, 


An  honorable 
Gcnclcman  of 
Cyprus,and  a 
worthy  loldi- 


our. 


HE  vertue  and  conftancic 
of  the  hloble  Lady  At  eta- 
phtla  the  Cyrenean^  defer- 
ucth  to  be  rcmcrobrcd  in  all 
Ages.  ShcwasthcDaugh-i 
ter  of  Jglator, znd  wife  to  Fedimo^vfho  for 
Nobility  and  riches,  was  one  of  the  wor- 
thieft  men  in  the  whole  countrey :  and  in 
thofc  times  (he  was  no  Icfle  endued  with 
Angular  beauty,  then  admired  wifedome 
and  eloquence  in  her  (peaking.lt  came  to 


pafTcjChat  2^icoreon\CiiTpwgthc  gouern- 
mentby  tiranics,  condemned  many  wor¬ 
thy  Ciitizcns  to  death.  And  among  other 
cruelties  by  him  committed ,  hee  caufed 
Melnapiui  (the  Pried  of  Apollo)  to  bee 
flaine,tomakevfurpaiion  of  his  Pricllly 
Office. 

Afccrwnrd,haiiing  treachcroufly  put  to 
death  FedimOy  the  husband  of  Aretaphilx  5 
conftrainedly,and  whether  fhc  would  or 
no,  he  married  AretaphiU .  Continuing 
on  his  pride  againft  his  people,  &:  day  by 
day  cncrcafing  bis  cruelty,  hee  furioufly 
put  a  great  number  to  death .  And  bee- 
caufc  they  were  to  be  buried  without  the 
Citty,  he  was  enftruftedby  (bmeof  his 
pickc-ihankcs,  that  many  counterfeyted 
thcmfclucs  to  be  dead ,  for  their  fafer  e(^ 
caping  out  of  the  City,oncly  thereby  to 
auoid  bis  cruelty.  Hereupon,  guards  of 
(buldicrs  kept  the  gates,  with  long  Iron 
Pikds  and  Bodkins, made  red  hottc  in  the 
fire  5  wherewith  they  pierced  the  bodyes 
carried  by, to  try  whether  they  were  dead 
or  no. 

Thcfc  cruelties,  were  greatly  dilplca- 
fing  to  bis  wife  Aretaphila ,  who  greeued 
to  fee  her  Countrey  thus  oppreffed  5  and 
tofuch  a  height  grewe  her  compaffion^ 
xhzihzixn^Nicoreonfoth^x  former  Huf- 
bands  death, (he  rcfolued  to  make  aduen- 
turc  of  her  owne  life,  to  free  her  country 
from  fo  bloody  a  Tyrant.  And  although 
NicoreonzSQ&cAh^x  extraordinarily,  & 
beftowed  infinite  fauours  on  hcr^onely 
jeo  plcafe  her :  yet  could  fhee  not  quit  her 
thoughts  from  this  magnanimous  deter¬ 
mination.  And,  when  ("through  the  ty¬ 
rants  power)  all  hope  in  the  people  was 
vttcrly  loft  5  for  cucr  freeing  thcmfclucs 
from  histiranny:(hc  only  grew  the  firon- 
ger  in  her  confidence,  that  fhee  fhould 
compafle  the  mcancs  of  his  death. 

Heercinfhe  was  ftill  the  more  encou¬ 
raged,  by  remembring  the  vndaiintcd  rc- 
folueofthe  Thebane  ^  Fheraa^  (b  much 
renowned  thorough  the  world,  coueting 
to  imitate  her  example.  But  bccaufc  fhcc 
had  not  the  benefice  of affifting  Friends 
as  Fberaa  had  ^  fhe  concluded  her  cn tcr- 
prize  alone  by  her  fclfc,  purpofing  to  kill 
the  Tyrant  by  poyfon.  By  which  mcancs 
Ihc  ranne  info  great  dangers  (as  you  (hall 
rcadchcercaftcr)  in  regard  fncfailedma- 
ny  times  of  her  attempting  5  andbeeing 
furprized  at  the  laft  5  all  diffimul  cions 
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9. 


Of  conftant  Aretaphila . 


<^57 


The  Tyrants 
mother  hade ' 
neth  the  death 
of  Aretaphila 


were  not  fufficient,  but  fliee  was  conuin- 
ced  by  moft  eiiident  arguments. 

At  this  time^  Cduia^  Mother  to  the  ty¬ 
rant  (beeing  a  Woman  of  fierie  temper^ 
and  one  that  heauily  hated  Aretaphila)  la¬ 
boured  him  by  earneft  perfvvafionSjto  put 
her  to  death  with  grieuous  torments.but 
the  feriicnt  lolie  oiMcoreon  towards  hir, 
and  her  ownc  couragious  fpirit^in  anfwe- 
ring the  accufations  ofher  enemies  5  oc- 
cafioned  the  delaying  ofher  death .  Ne- 
ucrthclefle^  after  much  clamor  andcon- 
ftraint,  (he  being conuinced  by  apparant 
teftirhonieSj  and  no  longer  able  to  denie^ 
but  that  (he  had  prepared  a'breuage  for 
him.-In  the  preftnceof the  Judges  ^  with 
an  vndanted  and  chccrefull  countenance^ 
thus  fhcfpal^. 


Hue  his  Loue  in  corre/pondencie^  equal! vnte 
hers. 


Her  witty  in* 
finuation  to 
couer  what 
die  had  clofe* 
ly  intended. 


TheSpeech.of  Aretaphila, 

in  the  prefence  of  the  Tyrant^  and 
allher  hateful!  ene¬ 
mies. 


MT  Lord  and  Hmband^  /  freely  eon- 
feffe^  thatadrinke  vans  prepared  by 
■  "  mee  to  giue  thee  5  yet  Jarre  from  fo 
much  £vs  thought^  that pojfon^  or  any  harme- 
full  thing fhould  therein  be  compounded :  btft 
onely  as  a  drinke^  whereby  to  incite  feruent 
loue  andaffe5iion.  For,  feeing  my  fefe  to  bee 
enuied  by fo  many  Ladies  3  in  regarde  of  the 
’kinde  loue  by  thee  extended  to  me^  and  exal¬ 
ting  me  to  wealth  and  honor ^  far  re  beyonde 
any  capacity  tn  them  of  compafring  the  like ; 
fearing  wit  hall  ( mojl  worthy  Lord)that  they 
would  not  (pare  their  <vttermoU  endeuouryo 
kil  that  louing  kindnejjein  thee  towards  me^ 
and  quench  the  intire  ajfeclion  fo  long  conti¬ 
nued  :  I  made  that  Breuage purpojelyyo pre- 
fertie  the  heate  of Loue  in full  power,  and  ra¬ 
ther  ^rge  it  to  a  higher  reach,  then  fuffer  it 
to  quaile  in  the  leas!  degree .  •  If  therefore 
heerein  I  haue  offended^  Reafon(me  thinkes) 
fhould  free  mee  from  punishment ;  in  regard 
that fpotleffe  louefo  confound  that  foul fiend 
hatred)  thereto  procured  me.  Neuerthelejfe, 
if  I  (ball  bee  faide  to  merite  chaFlifement  5  it 
cannot  urge  death,  a^s  to  an  hatefull  impoy fi¬ 
ner  :  but  r atherfich  an  amiable  and  fauou- 
ring  affliction^a^s fuch  a  wife  may  bethought 
worthy  of  who  will  not  (pare  to practife  any 
enchanting  Potions  on  her  timband,to  conti- 


Siich  was  her  conftant  carriage  in  this 
anfwerj  and  appearing  of  fo  (bund  truth 
in  the  Tyrants  opinion^that  by  no  means 
he  would  permit  lliee  lliould  bee  put  to 
death.  Onelyj  througli  their  diuellifh  U 
violent  vrging,  he  fuffered  her  to  be  fur¬ 
ther  tryed  by  Racks  and  Torrurcs3  as  ho¬ 
ping  (that  way)  to'extort  confcflion.C^/- 
^/wcaufingtheextreameft  tortures  to  be 
prepared^  floodc  by,  while  they  were  in- 
flided  on  her, cuen  according  to  the  mea 
fure  ofher  monftrous  cruelty  5  and  fo  ma. 
ny  violences  was  done  to  the  poor  Lady  3 
that  Caluia  her  felfe3  grewe  kvearie  with 
the  very  fight  of  them.  So  that 
phila,nQt  conftfling  any  thing  more  then 
fhe  had  donej  was  deliuered  from  further 
tormenting,  and  adiudged  innocent  by 
Ntcoreon  5  repenting  that  hce  had  permit¬ 
ted  her  to  bee  fo  cruelly  mifufed,  and  his 
loue  now  growing  to  farre  greater  ext  re- 
mity  towards  hetj  made  him  labour  by  al 
amorous  bjandifhments3  and  gifts  of  ex¬ 
traordinary  valew^  to  reconcile  faiiour, 5^ 
qualifie  all  conceiued  vnkindnefte  in  her . 
And  fhc,  being  a  wife  and  Iprightly  min¬ 
ded  Lady,  had  her  owne  diftretion  (o 
much  at  command,  that  {he  could  feeme 
•as  earneft  in  loue  to  him  as  euer ;  yet  car¬ 
rying  an  inward  vnconquerable  remem¬ 
brance  of  her  Councreyes  Opprefsions, 
and  her  ownc  cxcreame  wrongSj  waiting 
but  time  and  meanes  for  iuft  reuendgCj 
which  offered  it  fcife  to  her  in  this  man- 


Nicoreoh  ad- 
'micrctli  fur¬ 
ther  tryali  by 
tortures,  but 
wil  not  let  her 
dye. 


Cruelty  con¬ 
quered  by 
raildjpaticntj 
and  conflanc 
lufferance. 


ner. 


.r-Shc  had(by  Fedimo  her  husband)  a  yong 
daughter, of adiliirable  beauty  and  vertu- 
oLis  qualities ,  named  Miraguarda-  and 
A7V^;^^^;^had  a  Brother,  named  Leanderd, 
youthfull,  gallant,  and  fomewhat  diffo- 
liite  in  affedion  to  women,  which  made 
her  the  more  diligent ,  to  procure  liking 
in  him  towards  her  daughter,  and  eafily 
file  preuailed  therein, by  the  help  ofamo- 
rous  enticing  drinkes,  and 'other  deuices, 
wherin  (he  wanted  no  furtherance  ofher 
cunning  Phyfitian*  Befide,  the  witty  en- 
fttiidions  fliee  had  giuen  her  daughter, 
for  her  carriage  in  the  company  of  Lean- 
der-^  caught  fire  on  the  Tinder  of  his  affe¬ 
ction,  in  fiieh  violent  manner^  that  (’in  all 
haft)  he  entreated  his  Brother  to  graunt 

his 


Aniicompa* 
rable  difered. 
on  in  Areca- 
phil^j’. 


Miraguarda, 
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Of  conftant  Aretaphila. 


7.  Booke 


The  mamage 
the  ortely 
mcancscobe 
reuengedon 
the  Tyrant. 


The  perfwaia- 
ons  of  Mira 
guardatoLe- 
anderfor  kil¬ 
ling  his  Bro¬ 
ther. 


Lcander  is 
won  to  mur- 
thcf  his  Bro¬ 
ther,  afsifted 
therein  by  his 
faithlulfiiend 
Dannillcs. 


his  marriage  with  Jl//>4^«4;‘^^whcrto  he 
as  quickely  gaueconfenCj  prouidcdjthat 
he  could  induce  the  good  liking  of 
Uphila  therto,  which  was  not  long  in  ob¬ 
taining  (chough  cxcufed  with  feme  fewc 
faint  and  modeft  doubts)  becaufe  it  was 
the  onely  mark  flic  aimed  at^to  compaffc 
that  which  (he  further  intended. 

Leander^  being  married  to  his  beloued 
MiraguArdUy  their  muiuall  affeftions  fo 
fwectly  fimpathized  together^as  he  could 
neuerbefatisfied  with  hcr  louclycmbra- 
cingSj  nor  fliec  contented  without  his 
company.  During  the  heatc  of  this  reci¬ 
procal!  fierie  temper  on  both  fidcs,  Mi^ 
r4^/#Wr2,ingenioufly  inftru^ed  thereto 
by  her  mother  (knowing  (he  could  crane 
nothing  of  her  LeWer,  thatcyther  hcc 
durft  or  would  deny  her)  aduifedhim  to 
the  killing  of  her  brother.  And  fo  futable 
were  her  witty  remonftranccs  to  his  ycil- 
ding  foulc(alledging  the  a£l:e  to  be  gene¬ 
rous,  the  freeing  of  his  country  from  ty¬ 
ranny, and  a  certaine  affurance  to  himfclf, 
that  in  requitall  of  fo  bleflcd  a  benefit, the 
people  could  not  choofc  but  clc&.  him 
their  King,  by  whom  they  enioyed  theyr 
longdcfired  deliuerance)  that  be  liked  the 
motion  extraordinarily. f>Ior  left  (hcc  off 
fo,but  plyed  him  ftill  vnto  the  famepur- 
pofe,  thatif  hec  did  makcdeniallof  the 
deedc ,  the  Cittizens  ( in  their  violent 
hatred  to  the  Tyrant)  would  aftc  this 
Tragedy  thcmfclues,  as  therto  they  were 
all  folemnly  fworn  5  and  then  there  could 
be  no  fccurity  of  his  own  life. 

Soprcuailingwcrc  thefe  perfwafions 
with  Leander^  that  inftantly  he  confpired 
againftiVwr^^/;,  perceiuing  ihd^iAreu- 
phtU  did  not  difallowc  it  5  and  imparting 
his  intent  to  Vamilles^  his  familiar  &  ve¬ 
ry  faithful  friend :  by  his  affiftance  he  flew 
him,  fleeping  in  an  Arbor  of  his  Garden, 
and  thereby  became  Lordc  of  the  King- 
dome.  The  poffcflion  whereof  made  him 
fo  proud  and  powerfull,  that,  defpifing 
Aretaphila  and  herworthy  counfels;  the 
world  might  plaincly  pcrcciuc,  that  hec 
was  rather  a  murthcrerof  his  Brother, 
then  a  confpirator  for  his  countries  free- 
domc,  becaufe  he  gouerned  by  iniuftice 
and  improuidcncc  5  albeit  (afterward)  he 
began  to  reuerence  his  mother  in  Lawc 
fomewhat  more  refpc£tiuciy,  thouglrthe 
people  were  ftil!  oppreffed,  by  many  ex¬ 
treme  violences. 


\ 


'Aretaphila  perceiuing,  that  fhcc  had 
not  yet  deliuered  her  country  from  tyran¬ 
ny^  concluded  to  compafle  it  by  his  death 
likewife.  Hcereupon,  by  fccrcrintelli- 
gcncc,  (he  wroughtwith  Anabius^  a  war¬ 
like  Prince,  and  a  Natiue  of  Lyhia^  to  rife 
in  Armes  againft  wherto  he  was 

very  cafily  induced .  Hcc  being  at  hand 
with  a  potent  Army,  Aretaphila  conuer- 
fing  with  Leartder^  told  him,th3t  his  Cap- 
taincs  were  not  cquall  in  courage  and 
ftrength,  tothofc  brauc  Wan  ioiirs  that 
came  with  Anabm^^r\i  therefore  it  wold 
prouc  difaduantageous  for  him,  to  make 
hazard  ofhis  wcake  forces  againft  him, 
being  not  certaine  ofhis  owncfubic&es, 
whom  he  had  too  much  prouoked  by  his 
harfh  vfage  5  and  therefore  farre  vnfic  to 
be  trufted  in  trial  of  warre.  Wherforc  flic 
aduifed  him,  to  labour  by  honeft  &  plau- 
fiblemcancs,  that  a  pacification  might 
pallc  becwcene  them ,  promifing^to  pra- 
£tifc  fuch  mcanes  her  fclfe,  that  hcc 
(houldhaue  a  friendly  imparlance  with 
Anabm^ 

Leander  liked  well  the  Counfcll  of  his 
mother  in  law,  and  praied  her  to  proceed 
therein  •  whercuppon,  ihec  dealt  for  the 
day  of  their  meeting .  Preuailing  fo  well 
(inthcmcanctime)  by  faithfull  Mcffcn- 
gers  to  Ambiwj^^t  when  Leander  (hold 
come  forth  to  confer  with  him;  he  cither 
(hoiild  kil  him, or  take  himprifoncr,  pro- 
mifing  a  great  fum  of  money  for  the  per¬ 
formance  thcrof.i:^W^r  being  fearful  by 
nature(as  commonly  all  Tyrants  arc)dai- 
ly  deferred  the  entcrparlancc  :  but  bis 
mothers  prefling  him  with  fharnc  ofbafe 
cowardife,  and  faint-harted  cffiminacy, 
(  fliec  promifing  togoe  along  with  him 
in  company)  procured  him  to  iflue  forth 
vnarmed.  Anabius  comming  on  to  meetc 
him  with  his  trainc/.^4;/^(frmade  a  timo¬ 
rous  flay,faying  5  hce  would  not  pafle  any 
further, vntil  he  had  his  guard  about  him. 
But  Aretaphila^  one  while  by  faire  fpec- 
ches,  another  while  by  foule  reproa^s, 
calling  him  nothing  but  coward  at  cuery 
wordjftil  made  him  to  walkc  on  alog  with 
her,  and  taking  him  by  the  armc,  as  to  in- 
fpirc  him  with  couragc,brought  him  for- 
cily  to  Anabius^  and  deliuered  him  vp  as 
hisprifoncr,  whofafcly  there  kept  him, 
vntillthcpromifcdfummcof  mony  was 
fenthim. 

Aftcrwardjfhc  returned  backc  to  the 


Anotker  at. 
tempt  of  Art' 


taphilaforthc 
dIeJiucrance 
of  her  coun* 
trey. 


Aretaphila 
contriuct*-  a 
meeting  be- 
iwccnc  Lcan¬ 
der  &^Anabi- 
us.  ' 


Tyrants  arc 
fcarfull  vnto 
themfelucs. 


Aretaphila 
deliuered  Le- 
andcr  pri  lo¬ 
ner  to  Anabi¬ 


us. 


Cittie, 


cn 


'4 

IJllI 


at 


% 


Chap. 


lo. 


*1^ 


if; 

Hi 


A 


Aft 


tali 

itoft 


- 


(fftf' 

M 


jp 

? 


The  death  of 
Leander  and 
Caluia  his 
Mother. 


OfEuxinus  the  Philofopher. 


Aretaphila 
made  Prin' 
eefle  of  the 
Countrey. 


Read  Ca?!ius 
Rbodeginus 
in  his  military 
Difeourfea. 
Likj*cap.^. 


11 

n 

C 

1 

I 

Ij 

I 


More  obtay- 
ned  then  they 
defiredor  ex* 
peded. 


City,  there  manifefting  the  manner  of 
her  fucceffe,  and  how  (lice  had  deliuered 
her  Countrey  from  the  Tyrants  power : 
Whereupon,  thefummcofmoncy  was 
collcded  and  forthwith  fcntvnto  Ambi- 
us.  Then  was  Le'4W^  deliuered  to  Are^ 
taphiU^\ij\\o  inftantly  gauc  him  into  the 
Magiftrates  power  ;  fo  that  by  gcnerall 
(entcnce,  he  was  fbwed  vp  in  a  facke,  and 
drowned  in  the  Sea,  after  he  had  feen  his 
Mother  Caluia  burned.  All  the  Citizens 
flocking  before  Aretaphila^\xvi^h\cA  them 
(clues  on  their  knees,  confefling  the  iuft 
merit  of  her  praife :  becaurc(with  fo  great 
pcrill  of  her  life)  (he  had  faued  her  Coun¬ 
trey  I  enforcing  her  to  vndergoe  the  Go- 
uernment,  which  fhee  did, and  ruled  gra- 
cioufly  vntillfhe  had  reduced  the  eftate 
topcrfcftpeacc.  Then,  refigning  vp  her 
Omceinto  the  Senates  hands;  (bee  cn- 
tred  a  Monafterie  of  Sacred  Virgines, 
where  fhee  lined  priiiately ,  and  peace¬ 
ably  paflfed  the  remainder  and  reft  of  her 
dayes. 


CHAP.  X 


of  the  Famous  PhilofopheeEuxmusfA/id  of 
a  Letter fent  by  the  iS^te  of  the  Athem- 
ans^tothe  Lacedemonians. .  ^  \  - 


EtweenC'^^'p/i&ew;^/  and 
Lacedemontms^^  viti^  fcftiell 
warte  was  waged,  about  the 
difference  ofeertaine  Con¬ 
fines,  and  in  the  field  of  bat- 
taife,  the  Lacedemonians  being  foylcd  and 
difeomfited  by  the  Athenians:  the  van- 
quifhed  defired  truce  with  the  Vidors, 
and  for  their  eafier  attaining  therto,they 
fent  (as  Ambaffador)  the  renowned  Pbi- 
lofophcr£«A:/;^^,  who  (pake  in  fo  elo¬ 
quent  a  ftyle  to  the  Senate,  andonely  in 
the  praife  of  peace,  deiiuering  fuch  lear¬ 
ned  and  pleadng  allegations,  as  not  only 
truce  was  granted  to  them, but  alfo  they 
freely  gaue  them  thofc  Confines ,  which 
they  pretended  was  appertaining  to  the, 
and  (by  the  chance  ofwarre)  hadde  loft. 
Such  power  had  the  Orationi  deliuered 
by  Btixinus  j  and  the Senat  of  Athensh^cV 


to  the, acquainted  them  with  their  mind: 
in  this  mancr. 


H 

The  S enate  and  People  of Athens  fend  health 
and  peace  to  the  Lace  demo- 


mans. 


call  the  Goddes  to  Wit- 
neflc,that  in  the  late  pafTcd  bat- 
tell  betweene  vs ,  Wee  more 
greeued  to  fee  you  fo  bloodily  vanqui- 
(hed,  then  wc  ioyed  in  our  ownc  fortune 
ofvidory;  becaufethe  effedsofWarre 
are  fuch,  that  damage  is  cerraincto  the 
Conqueror,  and  benefit  to  the  Conque¬ 
red  is  doubcfull  .  Wee  could  heartily 
hauc  wifhed,  that  the  demaund  by  you. 
now  propoundedjhad  bene  before  in  like 
manner  required :  but  Rich  is  the  lot  faine 
both  on  you  and  vs,  that  you  haue  loft 
very  much  in  this  warre,  and  yet  wee  can 
boaft  ofno  benefit  thereby.  For  the  rule 
ismoftcertaine,  thatwhatfoetier  is  ap¬ 
pointed  by  the  Cods,  cannot  be  compre¬ 
hended  by  humane  iudgement,  nor  im¬ 
peached  by  the  power.of  man. 

You  require  truce  for  three  moncths, 
to  the  end,  that  in  that  timc,an  agreemet 
may  bA  Concluded  betweene  vs.  Wee  re- 
turncyouanfwcr,  that  the  Senate  of  A- 
thens  ncQCt  vied  to  make  truce,  after  they 
had  begun  a  W  ar :  obferuing  (as  a  moft 
ancient  Lawc)  that  either  they  accept  of 
crucll  warre,  or  elfe  freely  condifeend  to 
pcrpetuallpcacc.- 

Wee  labour  and  praSife  in  the  times 
of  peace,  to  allure  Wife-men  into  our 
Schooles,  to  helpe  vs  with  their  counlell 
in  the  times  of  Warre  5  and  now  they  ad- 
uife  vs,  not  to  make  a  truce  on  fufpeacd 
conditions  :  whetein  wee  thinkc  they 
coimfellvswcll,  becaufea  counrerfeyte 
peace  is  more  dangerous  then  an  open 
waged  warre. 

The  Philolbpher  Euxinus  your  Am- 
baffadour,  hath  fpoken  (b  eloquently  in 
the  Senate,  that  wc  hold  it  vnreafonable, 
TO  deny  any  thing  by  him  named  ;  and 
therefore  it  is  a  matter  morehoneft,  to 
grant  him  peace  that  requires  it  by  kinde 
words,  then  him  that  rudely  askes  it  with 
the  W  capon.  Wherefore  wc  tel  you, 
and  now  giue  you  to  vndcrftand3that  our 
Senate  (with  a  frankc  and  free  hart)gran- 
teth  to  you  Lacedemonians, loyall  peace, 

deli- 


ilie  euents  of 
warre  9rc  vtf 
cercaine  lo  - 
cither  (idc* 


Whatheauen 
hath  ordaind, 
is  not  to  bee;, 
difappoiiitcd. 


Good  wordes 
do  (  fee  more 
then  weapons 
can  doe. 
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The  occadon 
ofihcwarbe 
cwetn  the  two 
Scacet. 


A  worthy  c* 
ilimacion  of 
Learning  and 
learned  men. 


Honourable 
counfel  gmen 
by  the  Athc-  ^ 
nians  to  the 
Lacedemonh 
ans. 


A  bufy  talker 
canneuerbee 
a  Wileman. 


I  deliucring  you  from  all  fiifpition  of  war ; 
And  this  wee  doe ,  that  the  world  may 
know,  the  Athenians  arc  of  fo  great  fpiriie 
againft  the  audacious,  andfo  woorchie 
friends  tofuch  as  arc  wifc,that  they  both 
know  how  to  chaftifcfoolifh  Captaincs, 
and  how  to  be  commanded  by  difcreetc 
Philolbphcrs. 

Well  wot  yee,  that  all  our  difference 
hath  grownc  about  pofleffion  of  Townes 
leated  on  the  bankes  of  the  Riucr  Milina. 
By  this  letter  we  tell  yejand  fweare  there¬ 
to  alfo  by  the  iromortall  Gods,  that  wee 
freely  renounce  all  right  wee  can  pretend 
vnto  thcm,on  this  condition;  that(at  our 
mecting)you  fhal  giuc  vs  your  Ambaffa- 
dor  Enxintis :  for  the  happy  Athenians  do 
more  affed  a  Philofopher  in  their  fchool, 
then  a  whole  Prouince  for  their  Com¬ 
monwealth,  Xti  Lacedemonians  account 
it  no  ade  of  leuity  in  vs, to  change  towns 
and  territories,  to  bee  gouerned  by  one 
oncly  man :  becaufe  the  Philofopher  can 
teach  vs  how  toliue  well,  whereas  fuch 
Countreyes  may  giuc  vs  occafion  of  dy¬ 
ing  ill.  And  in  regard,  that  (of  aunci- 
ent  enemies)  we  now  declare  our  felues 
your  true  louing  Friends:  We  not  onc¬ 
ly  deliiier  you  from  Warre,and  fend  you 
Peace  5  but  likewife  will  giue  you  Coun- 
fcllhowtoconferucit;  for  the  Phyfickc 
that  preferueth  health,  is  farre  more  ex¬ 
cellent  then  that  which  cxpelleth  difea- 
fes-  And  this  is  theremedy  which  wee 
giuc  you. 

As  ye  dcfire,that  youryongmen  fhal 
cxcrcifo  thcmfelues  to  Armes ,  in  like 
manner  bee  as  diligent,  that  your  Chil¬ 
dren  may  haue  Learning  in  due  time ; 
For,asWarrc  is  made  with  cruell  wea¬ 
pons,  fo  with  fwectc  words  is  peace  foo- 
neft  obtained  •  And  thinkc  not  (Lace¬ 
demonians)  that  wee  hccreto  aduifo  yee 
without  caufc  jfor,  in  leaning  the  coum 
fell  of  the  Wife ,  and  fuffering  ydleneffe 
to  encreafe  among  the  people:  it  engen- 
dreth  feditions  and  ciuill  Warres,  oncly 
to  make  men  murther  one  another..  Nor 
would  we  haue  ye  chinke  vs  friends  to  bu- 
fie  pratlers  jfor  our  ancient  Father  Socraf 
appointed  j  that  the  fieft  LefTon  read . 
to  a  Scholler^in  our  Academy  5  was,  that 
forthefpaceof.two  yeares,  bee  fbould 
not  dare  tofpeakeaword  5  beecaufe  it  is 
a  matter  impoffible,  that  any  man  can  be 
wife  in  fpcaking,  except  he  be  admirably 


patient  in  filencc,  and  knowethhowc  to 
bold  his  peace. 

Mayitpleafoyouthcn,  topermitte 
Euxinus  to  remaine  with  vs,  and  imma- 
ginc,  thatifwec hope  for  benefite  by  his 
prefcncc  3you  may  reft  alfurcdjthatifrom 
foch  counfcll  as  he  giues  vs,  you  cannot 
rccciuc  any  damage.  For,  it  is  a  very  an¬ 
cient  law  in  Athens^  that  the  Senate  may 
neuer  attempt  any  Warre,  vntil  our  Phi- 
lofophers  haue  firft  made  examination, 
whether  the  caufc  bee  iuft  or  no.  So  wee 
ccaffe,  praying) both  your  and  oiirim- 
rnortall  Goddes,  to  prefer ue  you  and  vs 
in  pcrpctuall  peace ;  for  that  onely  is  per- 
petuall,that  ftands  confirmed  by  the  will 
of  the  Gods. 


CHAP.  XI. 


fhe  true  Module  and  Vatterneof  Gouerne- 
menty  to  be  obferued  in  any  Common- 
wealth  3  deriued  from  the  communitie 
among  Bees  ^  and  how  many  wayes  they 
maybeexarnflestotnenm 


HE  forme  of  a  Ca- 
monwealth  obforued 
amongfiBees,  mee- 
thinkes  is  (b  proper 
andanfwerable  vnto 
that  of  men:as  it  may 
bee  verily  prefumed, 
that  GOD  gaue  them  it  by  a  Natural! 
inftinS,  and  for  an  inftruftion  vnto  our 
manner  of  Go^emcment .  This  little 
Creature,  is  named  by  the  Latines  Apis^ 
a  deriuation  from  the  Greekc,  which  fig- 
nifieth  to  bee  without  feet ;  not  in  regard 
that  it  hath  no  feete,  but  bccaufe  they  do 
ioync  fo  clofcly  and  aptly  with  the  body, 
as  if  indeede  it  had  none  at  all.  ; 

Many  haue  written  of  their  proper¬ 
ties  and  qualities  5  as  AriHotle^  Pliny ^  and 
many  more ;  befide,  I  find  in  elder  times, 
thzz  Hili/cus  Tatiusvf^s  vcric  inquifitiue, 
to  vnderftande  the  properties  of  thefe 
Creatures,  and  that  he  might  render  the 
founder  rcafonsof  his  knowledge  3  hce  li¬ 
ned  in  Forefts  and  folitarie  places,  where 
beft  he  might  attaine  to  his  owne  intent. 

And 


A  conuenlcnt 
law  for  cueric 
Chrlftian 
kingdomc. 


The  deriuach 
on  of  the  La- 
tinc  word  A- 
pis  from  the 
Greekc. 


Hilifcas  Tati- 
us  a  diligent 
fcarcher  into 
the  proper¬ 
ties  of  Bees. 
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Ariftojnachus 
wrote  diuerfe 
bookes  of  the 
Bees  qualities 


A  kindle  of  re- 
ligidus  rcuc- 
rence  obfer- 
ued  in  Bees, 
before  com- 
ming  forth  of 
their  hiues. 


Men  are  not 
born  for  ihetn 
felues,  but  for 
their  countrie 
alfo. 


iisrn 


'ri 


No  more  biiq 
one  king  irwe- 
ueiy  hiue  lor 
order  of  Go  , 
'uernment. 


fi 

W 


Mutualllouc 
and  charity 
among  the 
1  people.!},  no 
f  nieanc  happi 

f 


And  AnIiomnchu4  likewife,  for  the  fpacc 
of  forty  ycercs  (without  attending  to  any 
other  exercifc)  gauc  himfelfe  wholly  to 
the  fame  labour :  and  both  of  them  wrote 
diners  Bookes  very  apt  and  worthy  for  all 
pofterity. 

The  firft  and  moft  notable  thing,  ob- 
ferued  in  the  writings  of  moderne  men, is, 
that  they  hauc  noted  an  admirable  kinde 
of  Religion  in  thefc  little  Creatures:  For, 
before  they  wil  ylTueforth  of  their  Hiues, 
they  bow  downc  their  heads  forwarde  in 
fuch  humble  manner,  as  if  they  were  de- 
uoutly  at  meditation  on  their  knees.  De¬ 
claring  therein  (euenby  Natiirall  inftinft 
as  it  were)  to  vsjthat  we  fliould  not  vnder- 
take,  or  beginne  any  thing,  before  wee 
hauc  firft  honoured  God,and  recommen¬ 
ded  our  endeuours  to  his  gracious  good- 
nefle,  that  they  be  begunne  and  ended  in 
his  name .  Very  refpedfiue  are  they,  that 
by  the  foode  they  gather  from  fwcet  Flo¬ 
wers,  they  may  produce  hony,beneficia]l 
both  for  others  and  themfelues  5  demon- 
ftrating thereby,  that  men  fhould  labour 
(by  vcrcuoiismeanes)  to  performegood 
adions  in  their  life  ti  me,  auaileable  both 
for  themfelues  and  others  5  confidering,ic 
is  a  duty  required  in  men,  and  for  which 
they  are  born,not  to  labor  for  themfelues, 
but  alfo  for  their  Countrey,  and  their 
Friends. 

They  arc  content  to  Hue  in  their  owne 
habitation,  without  intruding  for  dwel¬ 
ling  in  anothers  houfe.  As  a  notable  ex¬ 
ample  to  vs,  that  (for  thefpeacc  of  the 
Common-wealth)  eiiery  man  fhould  reft 
contented  with  his  owne,  without  coue* 
ting  or  vfurping  ought  from  any  other. 

Huery  Hiue  hath  his  Kingjand  both  he 
and  his  attendants,  doe  (him  noyfes,  cla- 
moiirs^and  windes.  VS^hich  teachcthvs, 
that  we  ought  to  haueonechcefe  Com¬ 
mander  in  one  Common-wealth,  by  who 
all  the  reft  may  be  well  goueincd :  &  that 
we  iliould  fhiinnethefmoake  of  Ambi- 
tion,ia  being  greater  one  then  another  in 
the  Common- wealth,  to  the  end,  thajc 
there  may  be  good  ciifcipline .  Al(o,v/c 
fhould  file  from  all  windes  of  vanitiesjtii- 
mulrs,  partialities,  and  enmities.  Flight, 
labour, foodcjand  fruite  is  common  alike 
tocLieryone^  to  let  vs  vnderftand,  the 
mntuall  lone  and  charity  which  ought  to 
be  among  Cittizens,  in  being  helpful  one 
CO  another ;  and  partaking  likewife mo¬ 


thers  diftrefles ,  for  by  this  mcanes,  mens 
mindcs  become  linked  together  in  fuch 
amity, that  the  Commonwealth  flourifh' 
eth  in  peace  and  quictnefle,and  is  a  good- 
ly  prefident  to  other  eftates. 

Thefe  creatures  liuc  without  lubrici- 
tie,  although  they  engender  more  then  a- 
ny  other .  Which  inftfudeth  vs,  that 
for  the  peace  and,  repofe  of  the  people , 
men  fhould  haue  care  of  childrens  gene¬ 
ration,  to  perpetuate  their  owne  kind  and 
the  Common-wealth,  withoutlufting  af¬ 
ter  adulteries :  but  to  Hue  chafte  and  tem¬ 
perate  in  pleafures  carnal),  the  hbertie 
wherofdoth  procure  contentions,  quar¬ 
rels  ,3  nd  death. 

They  doe  refpeft  their  King  with  fuch 
loue  and  obferuance, that  they  account  it 
an  honourable  deede  to  die  for  him.  And 
Sum  Ambrofe  faieththus  :  TheywtU  not 
fiyeabroady  they  fir  si:  fee^  ^whether 

he  willfiyefoorth^  orno :  that  they  may  keepe 
him  company i  in  finding  foode ^  and  other  ef- 
fe^  s for  common  benefit  e*  Which  may 
minifter example  vnto  men,  for  honou¬ 
ring  their  Prince,  to  whom  GOD  hath 
giuen  fuch  Aiithoritie ,  to  bee  aflifted 
and  imitated  in  thofe  paines,  which  he 
takethforihe  good  ofhis  people,  hee 
being  the  principall  of  the  Common¬ 
wealth.  .  ‘ 

They  endeuour  continually,  to  eled 
fuch  a  one  for  their  King,  as  (in  appa- 
rance)  is  moft  Noble, as  alfo  the  mildeft^^ 
not  vfing  his  fting  againft  'anie  other',' 
which  onely  is  as  a  puniftimencfor  offeri-- 
ders.  Aduifing  vs  heereby ,  to  dedt  fiich 
for  our  Gouernors  and  rVIagiftrates,  as; 
are  of  generous  Nature,  difcrcete,w;ife, 
and  debonnaire .  And  thefe  fmall  crea- 
tiires,  are  of  fuch  nature,  that  they  who 
are  of  greateft  bodie  amongft  them,  ar^ 
alfo  (commonly)  the  moft  humainq 
and  gracious.  Signifying  nothing  elfe 
to  vs,  but  that  he  ought  to  be  moft  milde 
and  courteous ,  that  is  exalted  vnto  the 
higheft dignity,  as  well  in  Nobilitie  of 
bloode,  as  in  wealth  and  vertuc:  which 
thii>gs  naturally  beget  enuy  in  others,and 
yet  deftroy  themfelues  by  biimanitie,  and 
conuerteth  into  lone.  Moft  obedient  arc 
they  to  their  King;  andifany  one  hauc 
declared  difdaine,  or  difbbedicnce,8<:  the 
famebccdircerneJ :  heeneuer  attendeth 
for  other  corre6tion,  but  inftantly  flayeth 
himfelfe  with  his  fting.  Whereby  we  arc 

L  ^  ^  ad- 


A  worthy  pre- 
fidentof  con- 
tinecy  inJif®. 


Ambrof/mlib, 
deC<em  DoiTii 
cap  y. 
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In  what  maft- 
ncr  the  Bees 
elc£t  Sc  make 
cHoife  of  theit 


A  note  for 
fuch  as  are 
highly  aduan- 
ccd.j‘ 


Loue  and  fi¬ 
delity  to  our 
fuperiours,. 
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No  idlcnes  a< 
mongft  the 
Bees,  but  all 
imployed  in 
fcuerall  offi¬ 
ces,  8c  all  for 
general  bene¬ 
fit. 


A  good  admo¬ 
nition  for  Cit- 
ties  &  incor¬ 
porate  towncs 
to  auoyd  ydle 
liuers. 


The  weapons 
of  defence  for 
tberafe]ues,& 
offending  ene 
tniestotheix 
State. 


How  they  are 
naturally  ad- 
di^ed  in  their 
diet  and  feed¬ 
ing,  and  what 
leaues  and 
.  Sowers  doe 
moft  delight 
them. 


ddmonifhed^to  be  faithfull  and  louing  to 
our  Prince  or  Magiftrate,  and  fearefull  to 
offcndjCucn  to  death  it  felfe. 

No  Bee  is  flothful  or  idle  in  the  Hiue  5 
for  fome  6ye  forth  to  combatc  againft  o- 
ther  in  open  field :  others  watch  to  fecke 
for  foode;  others  contemplate  times,  to 
forefte  when  ftormes  and  raines  will  cn- 
fiie ;  others  compofe  the  hony  Combes  5 
others  lay  afide  the  waxe  by  it  fclfe,  and 
thereof  others  make  little  Ledgers^  caries 
and  rounds,  in  very  ftraunge  and  wondcr- 
full  order,  NcuerthelelTe,  in  fo  many  and 
fundry  offices,  no  one  intrudes  into  ano- 
thers  bufineffe,  or  dare  make  any  ftealth 
or  robbery  from  his  companions :  but  by 
his  ownc  labor  and  vertue,hce  feedeth  a- 
broaden hearbes  and  flowers,  and  yet 
brings  a  part  of  his  pains  home,  for  genc- 
rall  good  of  the  Commonwealth.Herein 
wc  hauc  a  notable  inftru£i:ion,to  abhor  3c 
banifliout  of  our  Cities,  flothfull  rogues 
and  idle  vagabonds,  that  will  not  hue  by 
their  owne  labour  as  they  ought  to  doe . 
Wherefore  through  fuch  debofhment  Sc 
negligence  in  men,  all  fuch  vices  arifein 
Citties,  asdqe  corrupt  good  manners, 
and  ouerthrow  order:  for  cuery  one  (hold 
liue  vpon  his  owne  cndcuour,  without  v- 
furping  ought  ofothcrsj  and  what  he  hath 
fuperfluous,  is  for  gcncrall  aide  of  the 
Common- wealthjand  lobe  rainiftred  to 
others  ncceflities. 

Nature  hath  giuen  them  flings  tq  de¬ 
fend  ihcmfelucs,  and  offend  fuch  as  dare 
alfaile  themjor  prefume  into  their  citty  or 
hiue :  and  although  they  are  not  of  any 
great  corpulencejyet  notwithflading  they 
hauc  vnconqucrable  corage  Sc  prudence. 
For  with  the  gum  of  trees ,  they  annoync 
the  (upcrficies  of  their  hiucs,to  the  end,  f 
no  beaft  or  other  enemy  may  enter  in  at  a- 
ny  rift  or  chinke  5  and  if  the  paffage  or  if- 
fiie  be  ouer  large,  they  labor  diligently  to 
reflrain  and  make  it  lefle.  By  which  exam¬ 
ple  men  are  admonifhed,to  bee  flout  and 
couragious  for  defence  of  their  countrie, 
and  wifely  to  forefee,  that  no  Vices  enter 
into  their  Common-wealthy  that  may  in- 
fcdjcorruptjor  poyfonit. 

By  narurallinftinft,  they  areenclincd, 
that  each  one  flaies  on  the  firft  flqwer  hee 
finds, and  parts  not  thence  away,  vntill  he 
hauc  taken  his  refedion  and  norifhment  ; 
whereof  he  wil  difeharge  himfelfejbeforc 
he  feckes  out  any  other .  And  much  they 


frequent  the  leaues  and  flowers  of  the  0-> 
line  tree,  making  there  (bm  long  abiding; 
feruingvs  as  an  example  ,  what  fobriety 
weefhould  vfeinthecourfe  of  our  Life. 
When  they  feed  on  the  flowers  of  the  Al¬ 
mond  tree, their  hony  is  the  more  fauoury 
and  temperate  $  whereas  contrary-wife, 
when  they  feed  on  bitter  herbs  or  flowers 
it  is  far  lefle  (weet :  notwithftanding,  it  is 
thinner, very  mundificatiue, profitable  for 
the  epilations  of  the  Liner,  and  good  for 
the  d!ropfie,as  alfo  to  heale  the  biting  of  a 
mad  dogge. 

Such  as  hauc  made  trial!  by  experience 
of thefe  creatures,  doe  iuflifie,  that  when 
their  king  cannot  fly  jhe  is  carried  abroad 
by  troops  of  them ;  and  during  the  time  f 
heliucthfofickly,  the  femalesarcfepara- 
ted  from  the  males.  But  when  he  is  dead, 
then  they  conuerfe  together  again;  which 
dcclarcth,what  pitty  and  piety  wee  owe  to 
our  Prince  and  countrey ,  and  that  men 
(hold  gladly  fupport  and  fuffer  for  one  an¬ 
other  •  The  fling  of  the  female  is  fharper 
then  the  males.  Sc  there  are  many  males, 
that  hauc  no  flings  at  ail.  Hereby  we  may 
vnderfland,  that  the  tongues  of  women 
arc  more  piercing  then  mens.  Sc  ofttimes 
cau(c  very  great  inconueniencesiin  which 
refped,  they  (hoiild  be  kept  lliort  Sc  tem- 
pcratcd,that  their  laui(h  liberty  breed  no 
blame  and  contention  among  neighbors. 
The  befl  Bee  is  litlc, round,  clofely  plump 
bending  in  the  mid(l,and  lead  hairy.  Som 
feed  on  flowers  of  the  mouncaines,othcrs 
onthem  of  Gardens  and  husbanded  pla¬ 
ces  :  the  firft  whereof,  are  much  lelfe  then 
the  otherjas  alfo  more  ftrong  and  robufl, 
to  endure  labor.Befide,according  to  P/f^ 
they  are  of  far  dreadfuller  afpea,  abiding 
in  the  rifts  of  trees, or  in  fome  final  vaults. 
And  what  fairer  example  can  nature  af¬ 
ford  vSjthen  of  their  flrength  and  abilities 
For,  fuch  people  as  are  not  educated  in 
delicacies,  butincontinuallexercifls  of 
mind  and  body^are  moft  profitable  mem¬ 
bers  for  the  Common-wealth.  Clofely 
they  ply  their  workc  in  their  bines,  6c  feed 
on  the  fuperabundance  of  their  Combes, 
knowing  by  mcerc  inftindl:  of  nature  that 
if they  (hold  not  do  fo,6c  giue  vigilant  at- 
tendancerSpiders  wold  get  into  the  hiue, 
&  there  kil  the.  When  they  hauc  but  final 
(lore  of  hony, the  moft  of  them  keepes  the. 
entrance,^  it  may  not  be  taken  from  them! 
vntill  they  arc  better  prouided.  A  worthy! 
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prefidcnttomhn,  tobanirti  allfuperflu- 
ous  things  out  of  their  Common-wealthy 
Icaft  by  the  meancs  of  them,  the  venome 
of  hatred  may  be  bred  among  the^  which 
may  procure  the  death  of  one  another . 
And  when  dearth  or  fcarlitie  happens  in 
their  Cities,  vigilancy  is  ncedtully  requi¬ 
red,  to  preferue  fuch  ftorc  as  they  hauc ; 
that  it  may  not  bee  elfwhcre  tranfportedj 
be  fo  publike  calamity  enfue  thereon. 

There  are  a  kind  of  Bees  which  labour 
not  to  produce  hony,  but  cate  that  iJrca- 
dy  made,  and  they  are  longer  then  tne  o- 
thcr ;  the  good  Bees  haue  continuall  war 
with  them  ,  to  cxpell  them  out  of  their 
Commonwealth.  Signifying  to  vs,that 
flothful  perfons  fhouldbe  excluded  from 
other  mens  company:and  fuch  as  fccke  to 
feed  by  others  fwcat .  Their  King  neucf 
flies  abroad,  but  he  is  atteded  round  with 
a  great  company  of  Bees  jand  if  it  fo  hap¬ 
pen, that  they  meet  with  another  flight  of 
Bees, 'that  likewife  haue  their  King  with 
them, they  Icauc  their  owne,to  accompa¬ 
ny  the  new  King.  And  if  their  ownc  King 
contcnd,to  reduce  them  againe  vndcr  his 
obedience  *,  they  kill  him ,  and  follow  the 
other  newly  made  choife  of,aad  him  they 
elcd  as  their  king.  This  cxcefle  hapneth 
very  fildom,  is  one  of  the  two  imperfe¬ 
ctions  which  thefe  creatures  haue  in  their 
gouernmentrbefidCjit  is  nccclfarie,that  in 
cucry  kind  there  fnould  be  fomc  vice.  If 
they  chance  to  ftinghard,  they  put  foorth 
the  whole  length  of their  fling  5  whereon 
thcmfeliies  die  withall,becaufe  their  bow¬ 
els  iCTuc  out  thereby. 

I  Their  Kings  and  Gouernors  fling  but 
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iildome,  although  they  are  thereto  pro- 
uoked  j  forfomefay,  that  they  haue  no 
fling  at  all.  And  Hmy  is  not  c€rtainc,whe- 
ther  they  haue  any  or  no :  but  notwithfla- 
dingjhc  is  well  affured  that  they  fling  not: 
Neither  care  they  that  the  king  (hould  be 
fo  armed,  prouided,  that  he  bee  of  good 
goucrniiienc,valiant,&  maicflicall:  which 
proueth,that  Princes  ought  to  be  benign, 
milde,and  patient  rneuer  to  take  any  de¬ 
light  in  cruelty ,but  rather  to  be  gentle  & 
mcrcifull.  Such  is  the  cicanlinesof  thefe 
creatures,  that  they  cannot  endure  any 
foule  or  noifom  fauourj  &  therforc  when 
they  returnc  to  their  Cittic  or  Caftlc  (for 
fuch  they  account  their  Hiue  to  be)  they 
difeharge  their  bellies  in  the  airc,^  many 
timcs(throughbad  fmellcs)they  become 


fickly,and  fo  foone  as  any  one  of  them  dy- 
eth,  the  reft  hurle  him  out  of  the  Hiue. 

They  grow  ficke  alfo  thorow  idlcnes,  and 
therefore  they  will  notfufterany  to  bee 
floihfull  amongft  them  t  and  the  fm ell  of 
boiled  fifh/uch  as  CreuifeSjLobfterSjand 
Crab-fifh  is  deadly  to  them.  An  excellent 
example  for  men  to  Hue  cleane  &  neatly, 
free  from  a  vicious  life,  carefully  refpeCi- 
ing  both  their  foules  and  bodies. 

The  windeisvery  contrary  and  hurtfull 
for  them ;  and  therefore  when  it  is  great, 
ftifte  and  boyfterous ,  the  hiucs  ought  to 
>  be  carefully  couered.  W arme  places  they 
affeCi:  in  winter, as  other  creatures  do,and 
in  Summer,  frefli  aircs  arc  moft  fitting 
for  them.  It  is  very  neceflary  to,  vfe  dili¬ 
gence,  when  the  bony  is  taken  from  the : 
becaufe,ifoucrmuch  be  taken  away,  they 
will  labour  little  5  and  if  more  likewife  be 
left  then  is  conuenient,  they  will  bee  the 
lefle  diligent  in  making  more,&  therefore 
a  moderate  and  reafonable  quantity  muft 
remain,according  to  the  number  wherof 
they  confift.  W  hat  worthier  example  to 
men  can  there  be  then  thispdeclaring  that 
in  the  commonwcalthjcucry  thing  ought 
to  be  moderately  meafured;  becaufc  o- 
ucr-great,  pompous,  and  luxurious  dyer, 
do  but  deftroy  famous  families^  abound¬ 
ing  in  alfupcrfluousrbings.  And  yet  not 
to  be  too  niggardly  and  fparing  in  proui- 
fion  needfully  requir^ed.For  as  by  the  firft 
children  and  feruancs  may  become  care- 
Icfle  and  negligent  5  fo  by  the  latter,  they 
may  grow  wretched  and  dcfperatc. 

Another  diligent  care  is  required  in  the 
that  make  vfe  of  Becs,to  witte,  that  when 
they  hearc  their  great  fwarming  noife  in 
the  hiuc,it  is  a  fignificati5  thatthey  wold 
be  gone  and  leaue  the  hiue:  but  then  if  the  hiue. 
hiue  be  gently  fprinkled  ouer  with  fweetc 
wine,they  will  not  ftir  abroad  •  Such  as 
keepc  them  may  cafily  take  note  hecreof, 
becaufe(  ordinarily)  they  make  no  other 
noife  then  when  they  are  flying:Whercin 
we  areinftriKficd,  that  by  fwcet  language 
and  kind  bchauiour,we.  may  qualify  fterne 
anger  in  difeontented  brethren.  , 

^Arisiotle  further  faith,  he  did  wel  obferue 
it  by  experience,  that  their  feet  before  arc 
Ihorter  then  them  behind  5  which  is  fo  gi- 
uen  them  by  nature, for  their  eafier  rifing 
from  the  ground.  He  faith  moreouer,that 
vyhen  the  bony  corruptcch  in  the  hiue,  it 
engendreth  certaine  wormes, which  make 
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7  Boob 


webbes  like  vnto  Spiders ;  whereby  they 
wexe  fickCjand  dye.  Avery  apt  example 
for  men,  to  bee  vigilant  and  refpedtiue  of 
themfclucsjthatihcfwectdaies  and  pro- 
(perity  in  the  worlds  doc  not  fo  corrupt 
their  foulcsj  as  to  beget  the  baneful  worm 
of  ambitionjwhich  is  deadly .  In  moy ftc 
times  oi  raincs,  they  multiply  greatly,  by 
reafon  of  the  humidity :  and  con  trari  wife 
they  dccrcafc  in  the  times  of drought, tho- 
row  want  of  moifturc.  Alfo  in  Winter, 
their  ftrength  much  faileththem,  in  re¬ 
gard  of  cold  weather,  fnowes,  and  windcs 
out  ofthc  North  5  which  hindercth  theyr 
fruitcfulncflc,  and  therefore  they  keepe 
clofely  hidden.  But  when  the  Flowers  of 
Beans  begin  to  fprout,  they  come  abroad 
to  labour  .•  and  the  firft  worke  they  doc  at 
home,  is  to  buildc  their  dwelling  houfes, 
next  to  engendcr,&  then  to  yeeld  hony. 

They  make  three  feucrall  rampiers  be¬ 
fore  their  Combes,  as  their  guardc  and 
ftrcngthjthe  firft  cruft(bcingvtmoft)they 
make  bitter  5  the  fecond  (within)  fomc- 
what  fweeterjand  the  third ,thickcft  of  al, 
becaufeit  ioyncth  next  to  the  Combes  5 
&  thus  is  the  foundation  of  their  defence. 
A  good  indrudion  for  men, how  to  Ihapc 
their  building  in  this  worlde,  to  vfc  dili¬ 
gence  in  their  prouifion,  fo  foonc  as  they 
can,erpccially  of  things  neccffaryjthcn  to 
marry,  for  encreafe  of  childrcn,and  ftill  to 
keepe  employment  in  naturall  excrcifcs  . 
W  hen  they  flye  foorth  vpon  (bmc  vrgent 
occafions,  and  are  preuented  by  night,  fo 
that  they  cannot  rcturne  home  vnto  their 
ownc  habitationjthey  fleepe  topfic  turuy, 
the  vpfide  downe,bccaufc  cold  mifts,fogs 
and  rainesfhould  not  offend  their  wings, 
to  hinder  their  flight  home  to  their  owne 
houfes,  or  execution  ofthek  other  enter- 
prizes  and  affaires. 

Sentinels  they  hanc  ofthek  ownc  ap* 
pointment,  who  make  a  noife  at  break  of 
day,  by  which  found  they  all  awake  5  and 
turning  thcmfelucs  on  their  fectc ,  they 
make  a  noife  againe  to  their  Sentinels,  as 
athankfullfigncofioy  :  but  then,  vppon 
another  found  from  the  fame  Scntincllcs,* 
they  arc  all  filenr,  as  attending  what  inftat 
charge  is  to  be  giuen  them.  Informing 
ouriudgements,  in  times  of  warretobcc 
very  vigilant  5  well  prouided,  and  no  way 
negligent  .  Excellent  experience  hauc 
they,when  raincs  and  vnfeafonablc  times 
will  cnfuc,  which  they  forefee  by  flying  a- 
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broad  in  the  Euenings,  about  their  owne 
necdfull  occafions  3  and  finding  it  to  fol¬ 
io  w  as  they  feared,  they  will  not  by  anic 
meancs  boudge  from  home. 

They  haue(bcfidc)  a  marucllous  order 
among  them  5  namely,  that  theyoungeft 
Bees  flyc  abroad,  and  bring  home  the 
foodc  5  the  elder  fort  biding  at  home,  to 
drefle  and  prepare  it .  But  that  which  is 
yet  far  more  admirable  is,  that  when  the 
yong  ones  arriiic,ladcn  with  hearbes  and 
flowers  laborioufly  3  fome  of the  aged  fort 
do  meet  them  at  the  entrance,  and  help  to 
cafe  themoftbeir  burthen  .Morcoucr,fiich 
as  come  fo  home  ouer-charged,  fecke  the 
fweeteft  akes  to  pafle  thorow,  and  where 
they  arc  ealmeft  :  as  fearing,  Icaft  rude 
winds  ftiould  make  them  let  fal  what  they 
hauc  carefully  gathered,  or  dry  vppe  their , 
honey,  and  therefore  they  flye  lower  to-  [ 
wards  the  ground  :  and  fuch  as  can  bring ! 
home  no  lading,  are  woont  to  carrie  little  } 
ftoncs  or  graMcll,  that  by  the  weight  of  j 
them,  they  may  the  better  refiftirapetu- 
ous  windes.  ! 

By  this  precedent  example,  yong  men  a  notable  ad* 
are  admonilTiedjthat  they  ought  to  ftirre 
and  labour  in  the  Commonwealth;&  the  porting  of  the 
more  aged,  to  preferue  the  fruits  ofthek  Common* 
paincs.  Yong  men  alfo,  that  do  bufy  their , 
braincsin  the  blufterings  of  ambition  5! 
fhould  take  a  lower  flight,  and  nccrcr  to 
the  ground,cftccming  thcmfelucs  to  bee 
no  more  then  men :  confidcring  vpright- 
ly  in  their  follies,  that  whatfocuer  benefit 
enfueth  by  their  paincs  to  the  Common- 
wealth,thcy  ftand  bound  thereto  by  obli-^ 
gation.Let  no  man  therefore  oucr-ween  ) 
or  ftriuc  to  outgo  or  be  abouc  other,  ex-  i 
cept  his  contention  be  honorable,  &  that 
bis  trauell  may  moft  aduance  the  good  of 
the  Commonwealth. 

W  hile  thus  thefe  poore  creatures  arc  * 
laboring  abroad3their  Ki.  abides  at  home,  wcrfully  de* 
hailing  a  ftrong  court  of  guard  about  him  cof«  J’J  *''' 
wcl  armed  with  their  flings, for  the  defccc  Guard ;  &  fly 
ofhis  perfon.  He  goeih  abroad  but  very 
fildom,  land  when  it  is  his  pleafurc  to  goc 
forth,  he  is  (in  like  manncr)royally  atten- 
dcd.But  whe  he  wil  haue  his  army  abroad 
to  any  cxpcdition3threc  daies  before, loud 
fummons  is  giuen  for  orderly  preparatid. 

If  any  troop  of them  fwerue  from  follow¬ 
ing  him,thcy  find  their  error,  by  fmclling 
to  the  ground  where  the  King  hath  paft,S^  ’ 
fo  purfue  in  that  tra£l,vntill  they  ouertake  ^ 
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him.  It  is  to  be  admired;  how  highly  they 
are  comforted  in  his  prefence:  for  if  he  be 
loft  by  their  ncgligcnce^the  army  loofeth 
it  feltejand  then  they  go  to  ioync  with  an¬ 
other  King.Pfo^  alforcportcthj  that  whe 
their  king  diech,ihey  are  fo  full  of  anguifh 
and  (brroWjthat  they  will  neither  feed  nor 
flyc  abroad  for  any  prouifiom:  fo  that  if  he 
be  not  taken  away  dead  from  before  the, 
they  will  alfo  dye  with  greefe  and  hunger. 
Tutoring  vs  hccrein,  that  if  ftnfcs  Sc  vari¬ 
ances  happen  among  vs,  they  lhould  not 
laft  of  any  continuance:  '  alfohoN^enhe 
death  of  our  Prince  (houldbe  irkefom  to 
vsjbecaufe  little  benefit  corneth  by  chan¬ 
ging  Gouernors.  Thus  we  percciueyhovv 
many  good  examples  may  bee  deriued 
from  the  Bees  Common-wealth,  not  vt- 
terlyvnncceflary  for  our  imitation,  l 
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Ike  as  God,  who  hath  crea¬ 
ted  vs  without  our  fclucs,  wil 
not  faue  vs  without  our 
felucsreuen  fd  hath  he  giuen 
the  ground-workc  of  ^all 
meancs  for  our  faluation,  which  is  Faith, 
with  hope  ofall  thofebleflings,  which  (in 
the  ancient  Law)  he  bath  promifed,  con¬ 
cerning  the  life  to  come ,  which  alfo  hee 
hath  reucalcd  by  his  ownc  (bnne,  and  arc 
not  to  bee  obtained  without  belcefc  and 
hope  in  him .  But  humane  frailty,  or  to 
(pcake  more  properly,  Faith  in  man  is  fo 
weakc,  that  when  theglorie  which  Cod 
hath  ordained  for  that  life  is  preached  to 
him,he  an(vvercs,he  belecues  it :  But  yet 
nocwithftanding(faith  he)  it  is  a  matter  of 
no  mcane  mcruailc,  that  offb  many  men 
ashauc  dyed  5  not  fo  much  as  one  man 
returned  back,  to  tell  vs  the  (ccrcts  ofthat 
other  life.  . 

The  very  greateft  figne  ofincredulity, 
that  can  be  in  the  heart  of  man(in  mine  o- 
pinion)is  this  carneft  defire,  to  wifh from 
Coda  rcuclation  of  the  life  to  come.  For 
feeing  that  faith  confifteth  in  ^lecfc,  and 
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CO  hope  in  Inch  things  as  arc  nor  apparant 
if  they  were  reucalcd  to  vsrwhy  then  faith 
remaincth  no  more,  and  fb  the  fingularc 
meancs  offaluation  ibould  be  taken  from 
vs  I  fay  morcoucr,that  by  fuch  manner  of 
reuelation,  not  onely/hould  faith  bee  de- 
ftroyed,  but  alfo  jt  would  bcc  an  occafion 
in  vs,whcrcby  to  runne  into  great  error  a- 
gainft  God,  as  wee  may  cafily  prooueby 
this  argument.  \«. 

Admit  the  cafe, that  our  father  jmother, 
or  brother  were  raifed,and  returned  again 
into  this  world ,  cuen  in  the  fame  fiefh  as 
they  parted  from  y  s :  and  to  the  end,  wee 
mi^hc  the  more  confidently  credit  thern, 
to  be  the  very  famc^ per(bns,thcy  did  cate, 
drinke,&  ebnUerfe  with  vs(as'ouf  blcffcd 
Sauiorofthc  world  did  with  fiis  Apoftles, 
to  auoidc  allfcrupleof  doubt,  that  they 
were  not  fhadowes  or  phantafmacs)  they 
reucalingto  vs, matters  belonging  to  that 
concealed  life:  no  doubt  need  to  be  made 
but  wee  would  liften,  and  verily  bclceue 
vvbatfoeucr  they  faid  to  bee  true .  If  this 
were  fo,all  were  but  man,  hauiog  a  bodfie 
anda  fouI,atid  we  belecuc  him,  whom  v\^© 
credit  to  be  but  a  man,whois  a  liar  by  oa- 
turc.Hcrcoh  then  it  followcth,  that  in  gi^ 
iiing  faith  to  hiofijWC  fhal  fticw  our  fclucs 
rather  to  belecuc  a  manpaturally  a LJyarj 
then  God,who  is  the  foucraigne  truth  in¬ 
deed,  and  cannot lie,bMt  hath  ofeentimes 
repeated  to  vs,  what  rewarde  is  prepared 
for  the  good,  and  what'piinifhmcnt  for 
the  wicked.  -  ■  ^  - 

I  thinkc  then,thcre  is  no  manjbut  he  wil 
confcfle  it  a  grecuous  finne,  if  hee  (bould 
lend  faith  to  a  rcuclation, dcfircd  by  a  ret- 
chc(d  man,  to  bclceue  the  creature,  rather 
then  the  Creatoiv  Let  no  man  then  couet 
that  which  may  redoundto  his  own  dam¬ 
nation  y  confidcringjwhat  God  hath  bc- 
ftowed  vpbn  him,  and  alfo  whtit  is  denied 
for  his  faluation,  when  hee  may  belpc  to 
workc  it  with  fcare  and  trembling.  Tfall 
arc  tyed  to  this  conclufion,  fo  much  the 
more  it  bclongeth  to  a  ’Chriftian,  whom 
our  Saiijor  hath  taught  to  bcleeucj  whaic- 
focuer  hee  hath  reucalcd  in  the  Scripture, 
And  faith  in  iheParabfeof  the  Glutton, 
that  to  know  hcauenly  things,  ^ee  haue 
the  Lawc  and  the  Prophets  to  inftrudl  vs 
fiilBciently. 


An  argument 
to  appreo  le 
the  infallibili¬ 
ty  of  the  mat¬ 
ter  alledgeJ 
of  rcuelatiops 
by  the  dcadc. 


Godoncly  is 

crue,&alinen 

lyars. 


The  creature 
ought  not  to 
bcleeucd,  but 
the  Creator 
oanly. 
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CHAP.  XIII. 


^  V  i  #  -  . 


•  y.  .  .  . 

of  d  Oijputaticn  made  in  Anthche^  in  the 
f refence  of  King  Vtolomy^  by feuen feue- 
rail  AmbaJfadors*y  to  know^which  of ^heir 
kin^domeshad  the  beFt  VA^esmd  Cu- 

^  . '  '  :  .  *  .  4-  "  O* 

SV  01ft€Sm 


The  argum^t 
moucd  to  the 
Ambaifadors 
by  the  King,  | 
for  a  rcfbluti* 
on  therein. 


■e) 


For  the  Ro- 
maines. 


Carthage. 


Sicily* 


Rhodes. 


Athens. 


Ing  Ptolomy  being  at  AntF 
ophey  hmhd&iAois  from 
ihtRonMineSy  Carthagenh 
mSySicilianSy  Rhodians^  J- 
thenidns^  Lacedemonians 
^yonian^^imt  thither  vporf  feucrall  oc- 
cafiotns  to  him;  And  fitting  at  fupper  with 
the  King,  a  difputation  chaunced  to  bee 
mouedicocerningthe  condition  of  their 
Countries  and  Common- wcalcs,  which 
of  them  was  beft  policied , ;  andprouided 
ofgoodLawes  and  commendable  Cu¬ 
ftomes.  The  difputc  was  long  debated  & 
maintained  among  them,  being  defend¬ 
ed  with  good  and  fufficient  reafons  * 
Whctcuppon,  King  being  defi- 

rous^to  be  refolued  in  the  truthj  comma- 
dedcach  man  toTpeake  the  cuftomes  in 
their  kingdomes  :  whereby  might  beft  be 
difeerned,  which  of  the  Prouinccs  meri¬ 
ted  moft  to  be  commended. 

The  Ambaffador  for  the  Romanes  firft 
began^and  anfw.eredinthis  maner  #  We 
hold  our  Temples  in  great  and  reuerend 
relpe^t  5  wee  are  obedient  to  our  Goucr- 
nours ;  and  grecuoufly  we  puniih  wicked 
and  lewd  liuers.  .r:  r  m 

'He  for  next  fpakc,  faying.  In 

the  Common- wealth  of  Carthage^  our 
Noblemen  fight  for  vs  5  our  Plebeians  & 
Mechanickes  labour  for  vs  5  and  our  Phi- 
lofbphcrs  cnftru(ft  vs. 

He  for  the  Sicilians^  faid.In  bur  Com- 
moh-  wcalth,  luftice  is  inti  rely  kept  5  our 
Negotiations  are  truly  managed,  and  all 
Hue  equally  together. 

Hee  forthciJW^4/s^5  faidc.  Incur 
Common- wealth,  our  olde  men  are  ho- 
neft  \  oumyoungmcnbafhfully  modcft; 
and  our  women  Hue  folitarily ,  vfing  but 
feSy.words.  ; 

The  Athenian  Ambafladorfaide.  In 


our  Common-wealth, we  neucr  confenr, 
that  rich  men  fhali  be  partial!, poore  men 
idle, nor  our  Gouernors  ignorant. 

^  HefortheZ.4r^’^^^»(;;;/^;;j',faid.  In  our 
Common-wealth ,  enuy  cannot  rcigne, 
hecaulc  we  arc  all  equally  nor  auarice^be- 
caufe  all  our  goods  are  in  common  5  nor 
idlcncffe,becaufc  all  labour#  , 

In  our  common-wealth  (faid  the  Am- 
bafladour  for  the  Sicyonians)  wee  permit 
none  to  voyage  foorch  abroad,  becaufe 
at  his  returning  home,  hce  (hal  not  teach 
&  inftru£l:  vs  in  matters  of  noucltiesj  nei¬ 
ther  do  we  fufferPhyfitians,  who  maykil 
our  healthful!  men;  nor  do  we  allow  O- 
rators,  becauft  wejiouetnot  quarrelling 
caufes. 

When  }^\n%Ptolomy  bad  heard  all  the 
feuen  Ambaffadors,  he  highly  commen' 
ded  all  their  kingdomes  5  affirming,  that 
they  were  all  well  and  iufliy  gouerned . 
That  each  of  them  had  good  Cuftoms, 
worthily  deferuing  commendation :  and 
that  it  was  hard  for  him  to  iudge,  which 
of  them  was  beft  ruled  and  ordered .  So 
the  Ambaffadors  taking  their  leaue  of the 
King,  returned  home  vnto  their  feuerall 
countries, very  ioyful  and  contented,  that 
the  king  had  dealt  with  them  fo  graciouf- 
ly  in  iudgement. 


CHAP.  XIIII. 


f  '  V  M.  .  -  ,  •  •  * 

of ayeryproud'dnd fumptuoHSJemfle  {dc- 
■  dicatedto  renus)in  the  City  of  Corinth], 
^  in  the fer  nice  whereof  were fine  hundred 
,  ,  Ladies  :  Andoftheanfwerofan  Abbeffe 
to  agreatLord, 


N  Corinth ,  the  principall 
City  oVAchau^  lined  a  ty¬ 
rant,  famous  for  wealth  6^ 
vicious  life,  firnamed  Heri- 
on*^  whocaufedafumptu- 
bus  Temple  to  be  built  in  the  middeft  of 
the  City,  in  the  maner  of  a  Monaftery ,  8: 
dedicated  it  to  the  .  ^In 

this  abhominablc  Temple ,  were  more 
then  500.yong  Ladies  &  Gentlewomen 
ofAjiayihom  their  fathers  there  offred  to 
the  Goddeffe  P’^enus^  and  to  her  feriiice  : 
ibthat  fuchof  them  as  were  moft  wan- 


jparta  or  La 
cedemon. 


Sicyonia. 


The  anfwere 
of  King  Pto¬ 
lomy  to  the 
Ambafladors, 


*A  part  of 
Greece, con¬ 
taining  Atti¬ 
ca. Boctit, 
Megai'is^  Ae- 
tholia,  and 
Phocis. 
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Chap.  15'.'  Of  Venus  .Temple  in  Corinth. 


A  wicked  CU-, 
ftomc  obfer- 
ucd  in  this  dc- 
icftiblcTcna- 
ple. 


No  married 
wiuesor  wid- 
<iowcs  mighi 
offer  in  chi* 
Tc®pic,but 
Virgins  onely 


ExercHes  too 
good  for  fo 
lewd  a  kinde 
of  life. 


Monaftciies 
of  lewd  Nuns 
in  lappan^ated 
their  abhomi- 
nablequaliiies 


ton  and  lafeiuious ,  were  held  in  greateft 
eftimation ,  and  reputed  to  be  moftholic 
and  religious.  It  was  not  lawful!' for  any 
of  them  to  go  out  of  the  Templc^but  each . 
one  might  there  finnevand  plcafc  her  fclfe 
with  fuch  as  flice  beft  liked ,  andas  often* 
as  (hee  would :  fo  th^t  all  their  S^digtoa 
confided  not  in  being  honeft  and  vertiu 
ous  maydens,  but  they  had  power  to  doe 
what  they  plcafcd.  ^ 

A’mongthcm  was  an  other  Lawc  alfo, 
that  if  any  of  them  had  a  mind  to  marrie, 
(hee  muftgaincor  winne her  dowric3  by 
the  infamy  of  her  body ,  which  was  per¬ 
mitted  that  fhe  might  fo  doc^  Mprepuer, 
that  befidc  her  husband  ^  (he  mighi  hauc 
an  amorous  friend  :  forj  in  being  dedica* 
ted  to  the  goddeffe  of  Loue  ^  they  inten¬ 
ded  ,  not  to  loofe  the  name  of  Wanton 
and  Amorous.  And  no  married  wife  or 
widdow  3  might  offer  in  this  Temple,  but 
onely  virgines .  And  fuch  as  were  fo  vn^ 
happy,  or  wretched  in  fortune  3  to  come 
and  offer  their  Oblations  there  before  a 
yearc  was  expired,  became  a  (he  diucll  in 
this  hcllifii  fanftuaric;  and,  of  achafte 
virgin,  a  fhamelcffe  and  lafeiuious  fttum- 
pet,  - 

All  (uch  as  had  admittance  there,  were 
expert  in  reading,  writing,  fingingjplay- 
ing  on  inftrumenrs,  and  dancing.  Wher- 
by  men  were  allured  thither  extraordina¬ 
rily  ,  and  it  was  no  fhame  for  them  to  bee 
feene  there.  ^ 

The  like  Temples  are  (at  this  day  to  be 
feene)  in  the  Fortugall Indues yXw  the  Pro- 
uinces  of  lafpan ,  where  there  are  aboue 
eight  hundred  Monaftcries ,  the  Icafl  of 
which  hath  more  thenthirticNunncs  in 
it,  called  there  Bonz^es*^  whereof  there  arc 
two  forts  :  one  clothed  in  blacke,  theo- 
thcr  in  lighter  colours. 

It  is  a  common  fame  in  thofe  Coun¬ 
tries,  that  thefe  Bonus  doe  feede  on  a  cer- 
tayne  hearbe,  to  auoyde  conceiuing  with 
childe;  but  if  conception  cannotbepre- 
uented,  then  they  cate  another  hcarbe3to 
deftroy  the  infant  concerned  .  They  cn- 
ftru(Sf  yong  maydens  in  reading,  and  fuch 
is  the  fottilhnefTe  of  the  people,  to  credit 
verily,  that  they  can  deliucr  the  fbules  of 
their  deccaffed  parents  from  Hell  5  and 
therefore  (inthatrefpeft)  they  are  great¬ 
ly  honoured  and  reucrenced. 

We  our  fekies  in  thefe  dayes  (almoft 
monftrousand  nfifcrable)  necdcnpttra- 


uailcfo  farreoff,  to^find  out  Monaftcries, 
where  Religious  women  or  Nunnes  (if 
wee  may  tcarme  them  Religious  )  leade 
their  Hues  as  lewdly  and  diftblutely  ,whcr- 
of  thcmfclucs  make  no  other  conceale- 
ment ,  but  that  all  commers.and  goers, 
finde  there  exceeding  kindc  Wellcome; 
Which  enfueth  by  ouer-much  libertic 
ydleneflc,  drelfe,  by  being' placed  there 
by  their  parents  3  c^ontrary  to  their  ownC 
liking.  But thc^ood  and  yerciioufly dif- 
\  pofcTfwheteofthcrc  are  many  )  are  not 
comprehended  amongeft  thefe  debofhed 
women  ;  Andasforthc  vokiptuousatid 
immodeft  3  they  tcgatde  not  whoknowes 
their  roofeneflc,and  may  well  fay  of  therni 
feluesv  asan  AbbcfTcdid  ,'ofwhom7V/- 
cholas  Boyerm  maketh  menrion  in  bis  Dc- 
cifions.  She  had  fortic  Nunnes  vndcr  her 
charge  ,  and  there  belonged  to  that  Mo- 
naftcry  twenty  Priefts.'  *  *  ^ 

It  came  to  pafle ,  that  a  Prince,  whofe 
prcdcceflbiirs  had  founded  that  Monafte- 
.ric,  paffing  rhatway,  and  yifi  ting  the  Re¬ 
ligious  companies ;  found  all  (elle-where) 
in  good  order,  except  the  number  of^ 
Priefts,  and  thefe  Nunnes,' whofe  number 
hCithought  not  well  ordayned ;  whereup^ 
on  hec  fayde to^thc  AbbefTc.  Truely  Ma¬ 
dame, «  me  thihkes,  that  in^ftcad  offourry 
Nunnes,  foriie  Priefts  had  beene  better 
appoynted ,  and  twenty  Nunnes  onelie 
had  beene  iufficient .  My  Lord  (  quoth' 
(he)  perhaps  thcordcr  is  not  fo  ill  contri- 
ucd3  as  you  imagine  it  to  be ,  neither  is  it 
to  bccondemned ;  for,  ofthe  forticNuns 
hecrc  appointed  jtwenty  arc  for  the  twen- 
tie  Priefts^  and  the  other  twenty  feme  for 
yi  comers  andgoers. 


CHAP.  XV.  1; 

^  ofthe  Oracle  of  Apollo  in  the  ]Jle  of  Del- 
phosy  the  Origmall  thereof  and  -upon  what 
occajionitcam* 


He  moft  renowned  Oracle 
longfinccin  Afa^  was  that 
o{ Apollo  iwxhc  Iflc  of  Del- 
^phoSy  whither  reforted  infi- 
'nite  perfons,  and  from  all 
parts  of  the  world  :  offering  there  great 
gifts,  and  confultingon  efpcciall  matters, 

becaufe 
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Nicholas  Bo- 
ycrusinli.  de 
Decif.Dift.17, 
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In  what  man 
ner  anfwer 
wa*  giuen  be¬ 
fore  theTcm* 
pies  cre^ion. 


Tbcrcafon 
for  building 
ihc  Temple. 


la£iant.Grm- 
m*t.in  Achil. 
UatJib.Tbe^ 


JamblicM  lib, 

cap,s. 


*  One  of  ihc 
names  giuen 
to  Bacchus* 
Cibele, mo¬ 
ther  of  the 
Gods* 


bccaufe  more  aunfwcres  were  returned 

1. 

thence,  then  from  all  other  Oracles.  At 
the  fir  ft,  there  was  a  deepc,  crooked, win¬ 
ding  cauc  or  ditch,  out  of  which  iflueda 
winde,  that  blew  extremely  at  the  mouth 
or  entrance  j  thereon  was  feated  ayoong 
Virgine,  dedicated  to  Apollo  j  thatgaue’ 
aunfvvcre  to  all  things  demaunded  of  her. 
This  winde  was  the  diuelf,  who  blew  into 
hereares;  and  before  the  Temple  was 
builded  in  Delphos ,  a  fhe-Goat  defcerid- 
ing  downe  into  that  caue  or  ditch, becaiuc 
fuddenly  filled  with  a  diuin'e  Spirit,  daun-' 
fing,  skipping  and  leaping  for  toy ,  as  the 
like  had  neuer  bin  fccne  before.  Whereat 
the  Goatc-hcard  wondering ,  followed 
her  downe  intp  the  cauc ,  and  beganne  to 
forc-tell  of  things  to  come .  Many  more 
befide  made  prQpfc  in  the  fame  manerj  (b 
that  whofp.eucr  would  know  what  was  to 
cnfuc,moft  put  his  head  into  the  entrance 
of  the  cauc*  >  • 

But  in  the  end,  this  could  not  be  doonc 
without  daungcr,  andlolTc  of  many  per- 
fons:  whereupon  a  Temple  wascrc6kd 
iOv^/>^?^t?thcDiumer ,  and  the  Prieft  na¬ 
med  who  made  choice  of  a  Vir- 
ginc,  to  be  placed  on  the  Trtpos :  where¬ 
of  Laclantius  the  Grammarian  fpeaketh 
thus,  interpreting  this  Verfc  of 
Statius/mhis  firft  Booke oi his 

SdtiepriJcafidesTdpodam. 

Tripos  (faithhe)  ^^r/>iei//4mm^^/x 
radicibiis^  ApoUini  conjecrou  y  propter  him 
dimmtionis.  lamblichfts ,  in  his  booke  of 
^tAegjpmn  Myfterics,faith;  SybillAy  in 
Velphis  duobtis  modis fujeipiebat  Dem/Oy  *vel 
per  fpiritum  quendam  tamenigneumquey  qui 
erumpebat  alicubi  ex  ore  antri  cuiuf  damySt^l 
f  dem  in  adyto  fuper  fedem  Aneam  ,  h^iben- 
tern  tres  aut  qmtuor pedes  Deo  dicatamy 
The  Virgine  that  was  the  Organe  ot  Ap^- 
loy  fitting  on  the  Tripos .  held  a  Rod  in  her 
hand ,  and  was  crowned  with  a  grcenc 
Chaplet  ofLaiirell.  * 

Many  other  Oracles  there  were  in  di- 
uers  other  places.  Liber  w  as  the  Oracle  of 
ihc  Sicilians-,^  Ceres y  ih^toUht  ^odians*^ 
Diana,  ohhc Ephejians*,  *Berecwthia  ,  of 
the  Romaines^  of  the  Palesiines\  It*- 

nOy  of  the  Numidians  ^  Ventd^s  .oixhtThe- 
bansoxi^  Cypriots’,  and  many  others,  in 
whom  poorc  abufed  Idolaters.rep^ed  all 
their  confidence ,  rendring  to  thenvthek 
Vowes  and  Sacrifices,  albeit  vtterly  in 
vainc  •  For,  the  anfwers  of  thefe  Oracles, 


were  nothing  elfc  but  ydlc  imaginations, 
and  roccrc  fables  proceeding  from  the 
diucll  ,  the  father  of  lies.  And  by  good 
right  were  filch  abufes  and  fupetftitions 
condemned, by  them  that  had  knowledge 
of  our  true  cternall  God;  as  Damd,Baruchy 
and  other  Jioly  men ,  who  detefted  fuch 
Idollsand  Images  of  the  Gentiles,  made 
ofgoldcj  filucr,  ftonc,  wood,  andother- 
mattcr,and  by  tbehand  ofman. 


;  "'GHAP.  XVI.  ■ 

!  IJi 

€[[ what  Icare  our  Elders  had  in  ancient  Times, 
concernifigthe  performance  of  their  Sa» 
crifices. 


N  aundenr  cuftomc  (  good 
and  commendable)  hathc' 
ucrmorc  becnc,  notonclie 
on  the  bchalfe  of  Chrifti- 
ans  ,  but  alfo  amongft  the 
Ethnickes’:  in  acknowledging  the  benefice 
they  rccciued  from  God  ;  not  by  wordes 
alone,  but  alfo  by  effeas  and  exterior  Sa¬ 
crifices  .  So  that  there  is  no  Nation  fb 
barbarous ,  but  hath  confefted  his  God, 
by  fonic  outward  figne.  And  the  Roman 
Senate  did  alwayes  holde  Religion  in  ve¬ 
neration ,  that  fo  often  as  they  met  tojgc- 
thcr  (as  Rarro  rcpovtcth.)  Although  they 
had  afaires  of  great  importance  y  androhich 
required  haflte  diligence  :  yet  the  firfi  thing 
that  they  propounded  to  themfelues  (bfore 
decifion  of  any  doubts)  was  religious  humilh 
ation  to  their  gods y 

At  all  times ,  and  whenlbeuer  the  Ro- 
mainc  Confiills  or  Emperours  fhould  go 
forth  to  warre,  they  neuer  would  prepare 
for  the  field,  till  they  had  firft  facrificed  to 
their  gods,  faying;  All  felicitie  and  prof 
peritie  proceeded from  them .  And  Mar  cm 
Aurelim  faith;  They  helde  it  for  an  infallible 
rule,  that  ther  e  can  be  not  hing per  fell  among 
mortall  men ,  except  it  bee  perfected  by  God, 
Lycurgm ,  the  auncient  Law-maker  of  the 
Lacedemoniansy  among  other  Lawes ,  or- 
dayned  :  That  no  man  fhould  be  foboldeto 
frekeforfauor from  a  Prince y  except  he  were 

knownetoferue  the  Gods  diligently,^  ox  do 

I  alledgc  chefc  examples,  as  intending  to 
confirnic  my  faying  by  Pagans  and  Ido¬ 
laters  :  but  onely  to  make  vs  blufh  with 
fhame,by  feeing, how  farre  they  exceeded 
vs  in  pictie  and  religion. 

For, 
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For  5  if  wee  would  rcadcHiftorics,  wc 
tTio^ild  findc ,  that  Gentiles  and  Pagans 
fought  carefully ,  to  rccoucr  all  their  ne- 
ceflities  from  the  gods. 

In  the  time  of  Fakius  and  Puh- 

Hus  Dedus^  they  warring  againft  the  Sam- 
mtes  and  Hetrurians^ihe,  Roman  Matrons 
performed  wondertull  things  ^  neuercea- 
fing  day  and  night ,  in  offering  great  Sa¬ 
crifices  to  the  gods ,  faying  :  If  they  mre 
once  appeafedy  they  needed  not  to  Jland  in 
feare  of  their  enemies. 

Butlcaue  we  Idolaters,  and  let  vs  fecke 
what  the  auncient  children  of  God  did, 
who  at  all  times ,  and  whenfoeucr  they 
were  afflided ,  had  their  rccourfc  to  Sa¬ 
crifices  ,  when  they  would  expreffe  their 
thankefulneffe  to  Almighty  God,ior  bc- 
nefites  receiued .  Noah ,  after  hee  came 
foorth  of  the  Arke,  ere(^ed  an  Altarc,fa- 
crificed  thereon ,  and  the  facrificc  was  fb 
acceptable  to  God  jthat  he  promifed  him, 
neuer  more  to  drowne  the  world  agayne. 
Good  being  gone  from  the  houfe 
Laban  y  to  giiie  thankes  to  God ,  built 
an  Altarc, which  hee  confecrated  to  God. 
The  children  of  ifrael^  bceing  afflifled  in 
the  wilderne(Ie,(ayd :  Let  go  on  for  three 
dayesj  and  afterward  wee  wi/l  facrijice^nto 
our  God. 

Wc  rcadc  in  Efdr/iSyXhzi  after  the  chil¬ 
dren  of^4^/wcr«rcturncd  ,  to  re-cdific 
their  Temple,  that  they  might  facrifice  to 
God;  they  were  fo  carefull,  that  building 
widi  one  hand,  they  belde  their  weapons 
in  the  other,  to  defend  them  from  their  e- 
nemies. 

In  Leuiticus ,  mention  is  made  of  innu¬ 
merable  Sacrifices,  whereby  God  pardo¬ 
ned  offences  committed.  Hereupon  Da- 
^/(f/bcing  in  the  captiuitie  of  Babylon^  and 
feeing  the  Sacrifices  to  be  forfaken,  fayd  : 
In  thefe  times  ^  there  is  heereneyther  Prince^ 
Gouernoury  nor  Prophet^  nor  HolocauBy  nor 
SacrifcOy  nor  Oblationy  nor  Incenfe^r place 
to  offer  our  Firli-firmtes  on  before  thee:  Re  > 
ceiue  therefore  ^Sy  with  our  Joules  brokeny 
andour  ffrites  caH  downe  ^  Eli  as  2X^0  y  la¬ 
mented  grieiioufly  ,  becaufe  the  Alcares 
were  ouerthrownc ,  and  in  his  earneft 
zcalc  to  God,  vnable  to  fuffer  fuch  ruine, 
defired  to  die .  For  without  ^11  doubt, no¬ 
thing  is  more  niilerable,  then  when  the 
fcruice  of  Almightie  God  is  defpifcd,  and 
^  where  it  faileth,  a  punifhmeni  from  God 
|furelyfoIloweth, 


Aarons  {om\ts ^Nadab  and  AbihUy  were 
confumed  with  fire  from  heaiien ,  before 
all  the  peoplcj  hccaufe  they  obferued  not 
the  Lawc  ordayned  fot  the  Sacrifices. 
King  Balthafar^  prophaningthe  vefTels  of 
gold  and  filuer, dedicated  tp  the  Temples 
fcruice,  to  ferue  his  wines  &  concubines 
for  drinking  therein  at  his  Table  :  diuinc- 
ly  fawc  a  Hand  writing  on  the  wall ,  fore¬ 
telling  his  nccre  approching  riiincjfo  that 
he  was  taken  by  his  enemies ,  and  flaync 
the  fame  inftant .  Achab^  hauing  propha- 
ned  the  holy  place,  crededa  Temple  to 
thcIdoll^44/ ;  but  aftcrwardcs,  going  a- 
gainft  the  ,  he  was  flayne  with  an 

Arrow  fho  t  froitj  a  bowc. 

The  Records  of  Hiftorics  doc  alfo  tell 
vs,  that  hauing  made  a  Stable  of 

Gods  Temple,  after  hee  had  robbed,  ran- 
rackt,&  fpoylcd  lerufalewy  became  there-* 
by  fo  abominable  to  GOD  ,-that  thence 
forward  he  was  moft  vnforturiatc .  And 
although  hcc  had  before  vapquifhcd  two 
and  twcntic  Kings^  yet  at  the  |laft,himfclfc 
was  mifcrably  oucrcome .  The  fonne  of 
Darius  was  foprpwdeand  prefumptuous, 
that  hee  would  not  onelyabufe  men ,  but 
e uen the  gods  alfb,  andfent  fourcthoii- 
fand  men  to  bcate  downe  the  Temple  of 
Apollo  :  but  io  great  ahayleand  temped 
fell  from  Heauen,  that  deftroyed  them 
euery  man.  For  this  caufc,the  good  Em- 
Marcus  Aurelius y  writing  a  Letter 
to  the  King  of  Trinacria-y  reprpoued  him 
grcatlyi,  becaufe  he  had  beaten  downe  a 
moity  of  the  temple,  to  enlarge  bis  houfe. 
Thou  thiniejl  (quoth  he)  that  the  fio.nesand 
morter ,  w herewith  the  T mple  was  built  y  to' 
be  of  fmaU  'value  :  it,is  'very  true  but  the 
Gods  to  whom  they  are  dedicated ,  ArctmoB 
mightie.  Iwifh  therefore  ff ihou  would  haue 
peace  whh  the  RomaineSy  (  hauing fcandalL 
sc^edRomey  andgrieued  the  Senate)  that  iboti 
(houldejl  take  as  much  of  thy  houfe  to  enlarge 
theTemplCy  as  thou  hafi  taken  from  it  y  and 
build  tt  A  great  deale  higher yand  wider  then  it 
was’yAndthenthoufhalt  be  happie  y  in  taking 
nothing  from  the  houfe  of  the  Gods  y  butra- 
ther  that  they  poffejjepart  of  thine. 

The  KAthenianSy  who  were  alwaycs 
conquered  by  the  Lacedemoniansy  in  many 
wars  which  they  haue  had  together :  com- 
playncd  to  their  God ,  becaufe  they  had 
exceeded  in  their  Sacrifices  to  him ,  farre 
beyond  thofe  of  the  Lacedemonians ,  But 
the  Oracle  of  luf  iter  made  them  anfvvcrc 

thus; 
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Of  the  Soule  of  Man. 


7  Booke, 


The  Oracle 
of  lupitcr  an- 
fwering  the 
Athenians, 


I  Peter  J5J. 


thus.  The  humble  and  Jincere  Sacrifices  of 
the  Lacedemonians y  are  more  agreeable  to  the 
Gods  y  then  all  the  exteriottrfomfe  of  the  A- 
thenians.  In  which  rclpeft,  we  holdc  it  as 
a  Gatholiqiic  maxime  3  That  God  giueth 
earc  to  the  prayers  of  the  humble,  and  re- 
protieth  thofe  ofeheprefumptuous.  Dens 
enim  fuperbis  refiHity  humilibm  autem  dat 
gratkm.  For  God  refifteth  theprowde, 
and  giueth  grace  to  the  humble  j  fo  (ayth 
Saint  Peter. 


Variety  of 
conie^urcs 
diucrflydeli- 
ucred. 
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GHAP.  XVII. 


^  of  diners  and fnndry  opinions  of  the  Phi^- 
lofopherSy  concerningthefeateoftbefoule 
in  the  body  of  Man  5  Ani  a  contrarie  con- 
teSiure  of thePlatoniffs. 


Tbile  iHdalc'm 
Ub.Alleg9r^Ug, 
cap.^. 


e  rs  I 


Opinion  of 
Chriflians. 


Aug.inhb.vey.- 


The  opinion  \ 
of  the  PJato- 
nifts  concer- ; 
ning  the  figns 
Cancer  and 
Capricorne. 


Lato  and  Democritus  fay.  That 
the  feate  of  the  Soule  is  in  the 
head.Straton  the  Philofopher 
limitteth  it  5  Betweenetheeye- 
brovpes .  Erafiratus  within  the 
skinne  or  filrtic  of  the  Braine.  Heradttus 
placeth  it  j  inthe  outward agitatfon.  Mof 
chion  pvitilt  place ,  throughout aU  the  bo* 
'die.  XenocrateSy  in  the  crowne  of  the  head. 
P-armenideSyEpicuruSy  the  Stoickes  and  Ae* 
gyptians^  lodge  it  wholly  in  the  heart :  as  the  ‘ 
1  like  doth  XerxeSyKingotPerfia, 

thought  It  to  be  in  the  eares.  Empedoclesyn 
the  heape  or  pile  of  the  blond.  Pmloxhe  lew, 
iin  his  Booke  of  Allegories  of  the  La  we, 
iaith  thus.  The reafonable  facultk  or part  of 
the  foulcyis  in  the  head^  the  irrafeibley  in  the 
hearty  and  the  concupifeibley  in  the  groine^  or 
tower  part  of  the  belly. 

Butwe  Chriflians  3  hold  it  to  be  in  the 
heartyyshetKC  proceedeth  good  and  euill 
cogitations.  Saint  Augulfmein  his  booke 
concerning  the  knowledge  of  true  Life, 
writeth  thus;  The  Soule  is  dilperfed  tho- 
roughoutallthebodp  y  and  keepeth  wholly  in 
euery  part  thereof.  Very  true  it  is  (fay  th  he 
alio)  thatityeeldeth  far  greater  efeUs  and 
a,BionSy  infome  one  place, ^  then  other :  either 
by  the  Willy  which  tn  that  place  fendeth  out 
I  Sisfirengtb  5  or  elfe  by  thofe  infirumentSy 
proper  and  commodious  for  aClion. 

:-The  Platonifls  fay ,  That  the  Soule  def 
cendeth  by  Cancer ,  and  mount eth  agayne  by 
Capricorne^  and  I  thinke,  that  from  hence 
they  ground  this  coniefture.  BecaufeCan- 
cer  is  the  houfe  of  the  MoonCy  the  vertue 


whereof  goucrnctli  oucr  the  vegetable 
parts  jitviuifiechthe  body;  And  Capri- 
cornels  ihchonkoiSaturney  which  pre- 
fidcth  for  contemplation ,  whereto  the 
Soule  being  freed  from  the  body  it  may 
walkeatlibercie. 


CHAP.  XV III. 

^  How  men  ought  tofhunneand  auoyde  Cu- 
riofitie  5  And  what penalties  and  punifij- 
ments  were  appoynted  by  our  Auncients, 
for  curious  people. 


H  E  Athenianshad  a  Lawc, 
which  was  well  obferued  a- 
mongthem^  iwhcrcby  cile¬ 
ry  man  was  forbiddeni  (of 
what  degree  or  qualiric  foc- 
uer  he  were)  that  hec  iTiouId  not  dare,  to 
enquire  of  any  flranger ,  newly  arriued  in 
their  Cittic :  from  whence  he  came, what 
heewas  ,  nor  what  he  fought  for  5  vnder 
penaltie  for  him  that  demaunded  fuch 
qiieftions ,  to  be  well  whipt  withroddes, 
and  banilhed  his  Countrey.  The  end^for 
which  our  grauc  Auncients  made  flicb 
Lawes,  was,  tokcepc  men  from  the  vice 
ofcuriofitic;  whichis  alwayes  oucr-rea- 
dy ,  to  pric  into  other  mcn^  affaires ,  and 
be  rcgardleflc  of  their  ownc. 

Plutarch,  Aulus  GeUiusand  Pliny  doc 
tbinkc^  that  they  can  neiicr  fufficiently 
commend  Marcus  Portim  the  Romainc, 
bccaule  no  man  did  cuer  hearehim,  to 
enquire  what  newes  were  at  Rome  5  nor 
how  the  people  liued  in  their  houfes.  His 
talke  alwayes  was ,  of  fuch  things  as  hec 
kneW'  was  profitable  for  the  Common¬ 
wealth,  or  elfc  fitted  fuch  demaunds  as  re¬ 
quired  ncccflary  anfwerc ,  PlatOy  writing 
of Dioryfius  the  Syracufany  fpeaketh  thus: 
The  curious  many  that  would  know  the  life 
and  allions  of mother  man-,  is  more  friend  to 
his  memies ,  then  to  himfelfe .  Fory  hee  will 
quickelybejitrre  his  tongue  y  in  talking  of  his 
enemy y  and  what  hkrme  hee  knowethby  him^., 
but  neuer  cares  what  foule  0 fences  himfelfe 
hath  committed. 

A  King  oi Sparta  requefted  Pindarus  to 
tell  him, what  was  the  moft  difficult  thing 
for  a  m an  to  doc  \  Whereunto  Pindarus 
thusreplycd;  nothing  is  more  eafie fora 
many  then  to  reprooue  an  other ^  nor  more  dif 
„  _ _  '  ficulc 
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jiculz ,  then  to  endure  reprehenjion  in  him^ 
fdfe. 

Penethes,  who  among  the  Thebanes  was 
aPhilofopher  much  renowncd3Could  ne- 
uerbe  numbred  among  the  curiousj  nor 
condemned  with  the  malicious .  He  ha- 
uing  liued  as  a  Philofopher ,  for  the  (pace 
ofthirtieyearcsjin  the  Academies  ofr^^- 
bes  5  being  blamed  by  (bme  3  becaufc  hee 
did  not  reprehend  the  finnes  which  hee 
fawe  committed,  anfwered :  when  I  know 
that  I  haue  no  finne  in  my  felfe^then  will  I  be- 
ginne  to  reprooue finne  in  other. 

Plato  departing  from  Sicilie^  for  his  rc- 
turne  to  Greece  ^  and  taking  his  Icaue  of 
Dionyfius ,  the  King  (pake  thus  vnto  him. 
After  thou  commeft  among  the  Philofo- 
phers  of  Greece:  O  how  ill  wilt  thou  fpeak 
of  me  3  and  of  my  tyranny  ?  Plato  anfwe¬ 
red  5  Doubt  not  (  Dionyfius)  what  I  fhall 
fpeakeofthee  in  the  hearing  of  Philofo- 
phers:  for  their  manners  are  (bvcrtuous3 
and  themfelues  fo  imployed  in  their  ftu- 
dies;  that  they  haue  notimetoheareidle 
talke.Moreoucrhcfayd  5  Know,  O  Dio- 
nyjiu^,  ifthoubceftignorant3  thatfuchis 
the  height  of  our  Philofophie ,  as  to  per* 
fwade  and  councell  men^Then  euery  one 
(hould  iudge  himfelfc  3  and  not  to  bufie 
his  brainSj  to  defame  or  reproue  the  Hues 
of other, 

PhilippideS:,  who  was  thefirft  inuenter 
of  Comedies,  being  a  great  friend  to  king 
Lyjimacbus-^  the  King  conuerfing  with  him 
vpon  a  day,  fayd  5  What  doft  thou  defirc 
of  me  (  O  Fhilippides )  and  I  will  freely 
graunt  it  thee,  whatfoeuer  thou  requireft? 
The  greateft  grace  (quoth  Philippidesyi:\2X 
thou  canft  giue  me,  is3  neuer  to  acquaint 
mec  with  any  of  thy  fecrets .  O  wife  and 
worthy  anfwere !  read  by  many ,  and  vn- 
derftoode  of  few :  For3ifthis  Philofophcr 
would  not  know  the  ftcrets  of  a  King , 
much  lefle  would  hee  vnderftand  them  of 
his  neighbours. 


CHAP*  XIX. 

^  of  the  three  Conquefis  of  England^  by  the 
S axons,  Danes  and  Normans  5  occafioned 
by  the finnes  ^either  of the  Princes^  or  of tht 
People^  or  of  both. 

TF  wee  confiderthe  three  diuerfe  Con- 
-*^qucfts  England y  finccit  reccyuedthe 


Chriftian  faith ,  and  the  ftate  thereof  at 
theTame  time,  together  with  the  iudge- 
ment  and  teftimony  of  the  graueft  Au¬ 
thors  that  haue  written  thereof;  we  fhall 
cafily  (ce,  that  the  lame  haue  proceeded 
of  no  other  caufc,  but  by  the  linnes  of  the 
Princes, or  of  the  People, or  of  both.  For, 
although  the  infirmitieof  man  is  ruch,as 
there  neuer  wanteth  matter  for  Godslu- 
flice  to  punifh  in  Common-wealths  (  by 
reafon  whereof,  we  fee,  that  in  all  Coun¬ 
tries  ,  the  people  are  fcourged  more  or 
Icflc  from  time  to  time,  not  onely  parti¬ 
cularly  euery  one  in  his  owne  perfon,with 
mifaduenturcs,  fickcneflc,  loflc  of  goods, 
deathofchildren,  and  fuch  like,  butalfo 
generally,  with  plagues,  famine,  inunda¬ 
tions  and  warres )  yet  the  fubuerfion  of 
Common-wealths  neuer  chaunceth,  but 
for  (bme  great  excefle  of  finne  j  eytherin 
the  Prince  3  or  in  the  People,  or  in  both; 
And  commonly ,  after  many  warnings  & 
admonitions  giuen  by  gentle  and  fweete 
corre(f^ions.  Such  being  the  longanimi- 
tic  and  patience  of  Almighty  God,  that 
he  laycth  the  Axe  at  the  foote  of  the  tree, 
longbcforche  cutteth  it  downe,  and  tri- 
eih  all  means  to  cure  thefoares  of  his  fer- 
uants,  by  Icnetiucs  and  fomert rations,  ra¬ 
ther  then  by  cauterifings  and  incifions,  or 
by  cutting  oflf  theinfeaedmeber,  which 
hee  neuer  doth ,  but  when  there  is  no  o- 
ther  remedy. 

This  courfe  (we  fee)  hee  helde  with  his 
owne  people,  for,  though  hee  often  cha- 
ftifed  them  with  famine,  peftilence,  inua- 
fions  of  enemies,  and  ciuile  wars :  yet  (af¬ 
ter  a  while) he  euer  reftored  them  to  tran- 
quilitie',  plcntie  and  peace,  vntill  they 
prooued  fo*  incorrigible,  that  the  Pro¬ 
phet  leremi  in  the  fecond  chapter,  and  the 
thirtieth  verfe,  lamented,  in  the  perfon  of 
God  ,  that  all  his  Fatherly  correaiohs 
were  loft  vppon  rhem,  faying  :  FruBra 
percufifidos  veBros  :  I  haue  beaten 'and 
chaftifed  your  children  in  vainc.  And  a* 
gaine ,  the  aforefayd  Prophet  in  the  fifth 
chapter  apd  in  the  third  verfe,  faith  to  Al- 
mightic  God ;  PercufiBi  eos^  Thou 
haft  beaten  them  (O  Lord)  and' they 
haue  nof  beenc  foric;  thou  haft  confu- 
medthcni,  and  they  hauerefuftd  tote* 
ceiue  cortedion ,  As  who  would  IJiy , 
there  is  no  other  remedy  left,  but  repro¬ 
bation,  fubuerfion,  and  vttcr  extirpation 
of  them.  And  therefore  Almightie  God 
_ _ _ _ gaue 
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gauc  them  oner  into  the  hands  of  their  e- 
ncmies;  firfl,  the  tenne  Tribes  in  Sama¬ 
ria^  as  in  the  fourth  booke  ofthe  Kings  the 
feuenteenth  chapter  and  eighteenc  veiTe, 
which  were  all  taken  with  their  KingH^- 
fea^  and  tranflated  mo  Syria .  And  after¬ 
ward  alfo,  the  other  two  Tribes  in  Juda^ 
were  carried  into  captiuitie  by  Nabucha- 
donofor  king  of  Babylon ,  where  they  re- 
mayned  three  fcore  and  ten  yeares .  And 
though  they  were  afterwards  reftored  to 
their  Countrey  ^  and  their  T empic  re- 
edified  5  yet  at  length  they  were  (for  their 
extreame  ingratitude,  andperuerfe  obfti- 
nacic  )  vtterly  ruinated. 

The  like  proceeding  Alnaighty  God  v- 
fed  vvith£;jg/W,  in  the  time  ofthe  Brit- 
tames  ^  after  theyreceyued  theChriftian 
Faith  5  forhechaftifedthem,  fomecimes 
with  dearth  and  famine ,  fometimes  with 
pcftilcncc  5  and  other-whiles  with  inenr- 
fions  of  their  enemies ,  and  with  ciuill 
warres  amongeft  themlHues  :  fo  long  as 
the  fame  fufficed  to  reduce  them  vnto  re¬ 
pentance,  and  amendment  of  their  fin- 
full  lilies ,  as  fometimes  it  did  ;  which 
their  famous  Countrey-man  Beda^  and 
auncient  Guildas  called,  the  SagCy  doe 
tcftific  :  Declaring ,  that  the  BrittaineSy 
being  partly  driuen  by  famine ,  and  part¬ 
ly  by  inuafionof  Ssottes^  and  ViBes^  cy- 
ther  to  abandon  the  Country ,  or  to  hide 
thcmfelues  in  the  Mountaines ,  Woods, 
and  Caiics  5  craued  helpc  and  fuccour  of 
the  Romaines ,  writing  vnto  them  that 
lamentable  Epiffle ,  whereof  Guildas  ma- 
keth  mention  5  in  the  which  they  fayd  : 
Our  barbarous  enemies  doc  dnwe  vs  to 
the  Sea,  and  the  Sea  doth  driue  vs  backe 
to  them  agayne  :  fo  that  of  two  kindes  of 
death  we  hauepur  choice  *,  that  is  to  fay. 
Whether  we  willhauepiir  throates  cut, 
oE.elfe  be  drowned . .  Thus  wrote  they  to 
the  Romaines. 

But  being  not  fuccoured  by  them ,  by 
reafon  of  their  great  warres  at  the  fame 
time  with  AttiU  y  they  beganne  to  hauc 
recourfe  to  the  mercic  of  God ,  and  to 
rclie  wholly  vppon  his  hclpe*(as  the  fore- 
fayd  Authors  haue  reported)  and  fo  (with 
his^affiftance)  aflayled  their  enemies  out 
of  the  Caues  and  Woods  where  they  lay 
hidden  y  and  nocpnely  gaue  vnto  them 
gtea^  puerthroWes ,  but  alfo  drouctbcm 
ouc  of  the  Countrey  5  and  fliottly  after 
hadfuch  plenty  of  come  ^  fruitc ,  and  all 


kindc  of  viftualles ,  that  the  like  had  ne- 
ucr  beene  feene ,  nor  heard  of  before  in 
many  ages .  Whercuppon  followed  the 
effc(S ,  which  Mofes  noted  and  lamcnted 
in  the  children  of ifrael cuter onomie  the 
one  and  thirtic  chapter  and  the  three  and 
twentieth  verfe  5  Incrsjjatm  eH  dile^m 
( fayeth  hee)  ^  recdcitrauit :  The  belo- 
ued  people  of  God  was  madefattc,  and 
then  they  beganne  to  kickc :  fhat  is  to  fay, 
(ashce  cxpoiindcth  it  eiien  prefently  af¬ 
ter  )  Incrajfatus^  imf  inguatusy  diktat hs  de- 
reliquit  Veum  faBorem  ftmm .  Being  be* 
comp  faire  and  fattc ,  they  forfooke  their 
God  and  Creator  5  fb  fell  it  out  with  the 
Brittaines, 

-  For ,  they  prooued  fb  vngratcfull  for 
Gods  great  mercy  towards  them,  that  (as 
the  aforefaid  Authors  doc  affirme  )  they 
fell  into  the  cxtreamiric  of  all  mikhiefe 
and  wickednefle .  Non  folum  feculares  a;i- 
Not  oncly  Secular  men,  biitalfo 
the  Ecclcfiafticall ;  giuing  thcmfelues 
wholly  to  drunkennefle ,  to  animofitie 
and  contention,  enuy,  cruelty,  hatred  of 
trueth,  loueoflies,  and  all  vice.  Where- 
vponour  Lord  fcourged  them  with  fuch 
a  peftilent  mortalicie ,  that  (  within  but  a 
while)  there  were  not  men  enow  aliueCas 
ihcfe  Authors  teftifie  )  to  buric  the  dead. 

And  when  that  fufficed  not  to  reiioke 
them  from  their  vicious  Hues  -  Non  multo 
foB(S^\A\Beda)  acriorgentem  feccatrieem 
<vltio  diri  fceleris fecuta  eB  .  S hortly  after, 
atEarperpunifhraent  of  fuch  deteftable 
wickednefle  followed  vpon  that  finnefull 
people .  For  the  ViBes  and  Scots  beganne 
againe  to  make  fuch  irruptions  vppon 
them  ,  that  (  not  being  able  to  withftand 
them)  they  were  forced  to  call  in  the  Sax¬ 
ons  to  aflift  them.  Quod  Domini  nut  u  (faith 
Beda)  dtjpojitum  ejfe  eonsiaty  ^c.  Which 
it  is  manifefi:  was  done  by  Gods  dilpofiti- 
on,  to  the  end  that  their  wickednes  might 
recciue  due  punifhment.  For,  within  a 
while ,  the  Saxons  did  confederate  them- 
felucs  witE  their  enemies ,  and  picking 
quarrells  againft  them ,  deftroyed  all  the 
Countreywith  fire  and  fword,  burning 
vphoufeSj  villages,  andtowncs,  and  kil¬ 
ling  all  fortes  of  people  infomuch,  that 
riiany  fledde  into  forraine  Countries , 
and  others  hid  ihemfelues  amongft  the 
hilles  3  mountaines  and  wooddes ,  vntill 
acknowledging  the  iuft  iudgeinent  of  Al- 
mightie  God  vpon  them ,  they  called  to 
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Chap.  19.  The  three  Conquefts  of  England. 


The  reUpfeof 
the  Britaines 
into  tiaeir  for¬ 
mer  vices. 


The  vices  of 
the  Cieargie 
and  Lay  tie  in 
Britaine. 


jJii 

# 

,g^ 
ifi 


The  horrible 
finncs  of  the 
Princes  of  Bti- 
taiiiejbcfore 
the  conqueft 
thereof  by  the 
taxons. 


him  for  mcrcic .  ymmino  confenfti  auxtli- 
umcoelelie  frecante*^  Crauing  hclpcfrom 
Heauen  with  vniformc  content ,  where¬ 
with  Gods  mercie  was  mooued  to  giuc 
them  Ambrojiu^  Anrelidnu^  for  their  cap- 
tainc ,  anddiuerfe  notable  viftorics  1  by 
his  meanes.  And  efpccially  at  Blackamore 
in  Yorkethire  (for  fo  was  called  M^ns 
Badonictis  ^  as  faith  Folydore  Virgil  in  his 
third  bookc)  where  they  made  fuch  great 
flaughterofthem  ;  as  that  (for  fomecer- 
tayne  ycares )  they  did  not  further  molcft 
them. 

For,  beeing  Gutldasin  his  bookc 
De  Excid^  Britann.  reporteth  )  ni  indefull 
of  their  former  calamities,  and  of  afflidi- 
ons  laid  on  them  for  their  finnes :  all  forts 
ofmen  fpirituall  and  temporall ,  as  well 
the  Princes  as  their  fubieds ,  did  cueric 
one  their  ductie  in  his  vocation .  At  iUU 
{jiziih  Guild od)  d€cedentibfi^^(lyc.  But  they 
being  dead ,  and  another  Age  fuccediug, 
ignorant  of  the  miferies  paft,  and  corrup¬ 
ted  with  prefent  cafe  and  plcafure  5  All 
trueth  andiufticewas  fofiibuerted  :  that 
there  appeared  notfo  much  as  anie  fight 
thereof,  in  all  the  aforefaid  ftatcsof  men; 
Except  is  paucis^  (y  'valde Excepting 
a  few,  and  thofe  very  few .  For,the  kings 
(faith  he)  were  Tyrants ,  the  Judges  moft 
wicked  and  corrupt;  the  Prtefts  negligent 
of  their  ductie.  Rarb  fdnijicantesy^  nun^- 
quampuro  cor  de  inter  altartA  Jlantes^  Sel- 
domc  fecrificing ,  and  neuer  comming  to 
the  Altar  with  a  pure  heart.  Ignorant, 
impudent,  fimoniacall,  lafeiuious;  and 
all  fortes  of  Lay  men  loaden  with  wicked- 
nefle,  with  murder,  parricides,  pride,  a- 
dulteries,  fwearing,  periuries,  blafphe- 
mies,and  all  kindes  of  iniquitic. 

And  now  to  fhew  fomc  particulari¬ 
ties  of  this,  and  how  iuftly  the  vengeance 
of  Almightie  GOD  wasi  powred  out 
vpponthe  whole  Kingdome:  The  fame 
|Authour,in  the  place  before  cited, touch- 
eth  briefly  the  Hues  of  fbmc  of  the  Kings 
and  Princes ,  which  liued  in  his  time :  as 
of  Conliantius ,  Aurelius^  Comnus^  Vor* 
tiporms,  CunegUfus  ^nAMaglocuntts^  tax¬ 
ing  them  with  tyrannic ,  periurie,  facri- 
legious niurthers  3  and  parricides  (com¬ 
mitted  cuen  before  holy  Altars)  adul¬ 
teries,  horrible  incefts ,  breach  of vowes, 
of  religion  and  chafHtic;  yea,  and  two  of 
them  w'lthbeaftly  Sodomie. 

For  the  which  enormities, and  the  ge- 


nerall  corruption  and  wickednefTcof  the 
whole  Kingdome,  Iieethreatncth,  or  ra¬ 
ther  prophefieth  vnto  them  ,  vtter  ruine 
and  deftrudlion ;  which  ( fhortly  after) | 
worthily  fell  vppon  them ,  as  the  Brittijh 
;  Chronicles  by  Geoffrey  of  Monmouth  in 
the  twelfth  booke  of  his  Hiftorie  and  the 
fifteenth  chapter ,  alfo^  acknowicdgeth : 
For  heefayth.  That  King 
(who  was  thelaft  of x\\^Brituinesizc^ 
vfed  thefe  wordes ,  as  hee  fledde  by  Sea 
into  Frauncey  with  the  reliques  of  the  Bri- 
taine  nation;  Fa  nobis peccatoribjis  ob  imma- 
nia feeler  a,  noBra^  Woe  bee  to  vs  fin- 

nerSjfor  our  grieuous  fins,  wherewith  wc 
neuer  ceafed  to  offend  GodjWhile  wehad 
time  of repentancejand  therfore  now  the 
punifhmcntofGodfallesvpon  vs,  which 
roots  vs  out  ofournatiuefoilc.  Thusfaid 

K.Cndwallader^  and  more  to  that  purpofe. 

Afterward  hapned  the  inuafion  of  the 

panesywho  firft  by  piracies,  &  afterby  o- 
pen  wars,  cruelly  infefted  &  troubled  the 
rcalme  at  fundry  times, for  the  fpace  of  al- 
moft  200.yearcs.B11t  the  good  king  y^lu. 
redy  or  Aljredy  Founder  of  the  famous  V- 
niuerfity  of  Oxenford ,  recouered  all  for¬ 
merly  loft,  &  drone  the  Danes  out  of Eng- 
/4W;  except  fuch  as  were  content  to  be¬ 
come  Cbriftians,  to  whom  hegaucthe 
kingdomes  of  Northumberland,  and  of  the 
EaH- Angles y  who,  during  his  time,neuer 
mooued  warre.  And  they  of  the  Eaftcrnc 
parts, ftirring  afterward  againft  his  fonne, 
called  Edward y  were  by  him  vttcrly  oiier- 
throwne ;  as  alfo  the  other  in  Northum¬ 
berland,  in  like  manner,  and  vpon  the  like 
occafion ,  were  fubdewed  by  his  Grand- 
childc  iMielJlanei,  who  made  England  a 
Monarchic,  which  fo  remained  and  floii- 
rifbed  without  further  infeftation  of  the 
Danes,^\Mix\^  the  reigne  offour  kings, the 
fucceflbrs  of  Adeljlane-^  to  wit, his  two  bre¬ 
thren, and  Eldred(\vho  fucceeded 
one  another)and  thetwofons  of  Edmond, 
c^Wed  Edwin  2nd  Edgar,  which^^^^;*  was 
(for  his  excellent  vertues,  and  prolperous 
reigne)  called  Hcnor  ^  delscid  Anglorum, 
The  honour  and  delight  of  England :  or, 
2slngulphustc2tmcihh[my  Honor ^Roja 
Regum :  The  Honour  and  Rofe  of  Kings. 

Of  whom  ic  is  written,  that  in  his  time, 
all  Eccicfiafticall  Orders  flourifticd,  lear¬ 
ned  and  vertuous  men  were  highly  eftec- 
med,  all  ciuill  and  forraine  warres  ceafed, 
and  he  was  called  the  King  of  Albion,  bc- 
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ing  no  leffe  powerfull  by  Sea ,  then  by 
Land  •  No  ycare  of  his  reigne  paffed , 
wherein  hce  built  not  a  Monafterie  5  or 
clfedid  fome  great  and  notable  good  to 
his  Countrey  :  And  fuch  were  his  ver- 
tuesjand  great  fame  for  felicity,  that  there 
came  principall  men  from  out  of  all  the 
Countries  adioyning ,  to  fee,  and  be  ac¬ 
quainted  with  himii 

Now  5  whereas  the  Da^^es  returned  a- 
gainc  into  England^  fhortly  after  Edgar ^ 
in  the  reigne  of  his  fonne  Etheldred-,  and 
not  onely  molefted  it  with  incurfions  ( as 
they  were  wont )  but  alfo  conquered  and 
poffeffed  it  for  a  time :  it  may  well  be  pre- 
fiimcdjthat  they  were  but  the  inftruments 
of  Gods  iuftice  therein  5  and  that  this  con- 
queft  made  by  the  Varies,  proceeded  of 
the  finnes,  partly  of  the  famous  King  Ed¬ 
gar  ( though  hee  were  dead  before  )  and 
partly  of  his  wife  Alfreda ;  and  laftly  ,  of 
their  fonne  Etkeldred ,  in  whofe  time  the 
Countrey  was  conquered.  For,  although 
King  excelled  in  all  pietieandver- 
tue  in  his  latter  dayes*,  yet  he  did  an  adc 
in  his  youth ,  whereof  it  may  be  thought, 
that  his  children  andpofteritie  payed  the 
penaltie. 

This  I  fay  ,  for  that  after  the  death  of 
Efreda  his  wife  (  by  whom  hee  had  King 
Edwardi\\c  Martvr)  hee  fell  in  lone  with 
Alfreda,  wife  to  a  Noble  man  called  Ethel- 
woolfe ,  whom  (with  her  confent)  he  cau- 
fed  to  be  killed,  to  the  end  he  might  mar- 
rie  her .  How  grieiious  this  finne  was  in 
the  fight  of  Almightic  GOD,  and  how 
iuftly  puniiTicd  in  his  poftcritie,  wee  may 
well  iudge  by  the  like  offence  of  King  Va- 
uid^viho^  to  the  end  he  might  marry  Bath- 
(heba,  procured  the  death  oUVri^vs  her  hufi 
band,  for  the  which,  the  Prophet  Nathan, 
in  thefeco!id  booke  of  the  Kings,  chapter 
twclue,vei(eten,  told  him  from  Almigh¬ 
tic  Godj  that  the  fword  fhouldneuer  de¬ 
part  from  his  houfe  5  and  that  his  fonne 
in  the  Cradle ,  (hould  die  therefore  •  Be- 
fidc,  Almightic  God  permitted  (forpu- 
nifbmentof  that  finne)  that  all  his  other 
children  (except  Salomon)  diedmoftvn- 
fortunately.  ItoxAmnon,  hauingdeflo  ti¬ 
red  his  fifter  Thamar,  was  killed  by  his  bro¬ 
ther  Adonias  by  Salomon  y 

and  latily,  Abjolon  rebelling  and  fighting 
againft  his  ownc  father  K\x\QVauid,  was 
miferably  flainc,  hanging  on  a  tree  by  the 
haire  ol  the  head.  And  therefore  no  mar- 
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uell,  that  the  like  finne  of  King  Edgar,  was 
alfo  feucrcly  piinifhed  in  his  children. 

To  this  purpofe,  it  is  to  be  noted,  that 
his  marriage  proouedmoft  vnfortunate, 
not  only  to  the  fruit  that  proceeded  iher- 
of,  and  the  whole  Realmc  (as  fhall  be  de¬ 
clared  hereafter)  but  allb  co  king  EirrW, 
his  fonne  by  his  former  wife ,  who  fhort- 
ly  after  was  killed ,  by  the  meanes  of  Al-  ‘ 
freda  his  ftepmother ,  for  the  aduauncc- 
mentofber  fonne  Eltheldred.  Wherein 
I  cannot  but  note  (by  the  way)  the  feiicri- 
tie  of  Gods  Iuftice  in  punifhing  finne  , 
feeing  the  (ayd  young  Prince,  being  very 
holy  and  innocent  of  life, could  not  efcape 
the  temporal!  punifliment,  due  to  his  Fa¬ 
thers  offence. 

But  to  proceede ,  fuch  was  the  com¬ 
mon  opinion  of  the  innocencie  and  holi- 
neffe  of  this  young  King  Edward^  and  c- 
normitie  of  the  finne  committed  by  Alfre-  ^egefihReg!' 
day  in  the  murder  of  him ;  that  the  conceit ' 
ofmoftmcnatthatti?ne was  (as  William 
o^Malmesburie  witneffeth)  that  the  Con- 
qiieft  of  Englandhy  the  Danes,  was  a  piD 
nifhment  of  God  for  the  fame;  which  wcl 
may  be  fb  prefumed,  erpecially,if  we  adde 
thereunto  the  offence ,  not  onely  of  his 
father(\yhcrcof  I  haue  already  fpoken)but 
alfo  of  his  brother  Etheldredy  for  whofe 
caufc  hce  was  murtheredj  and  in  whofe 
time  that  Conqueft  hapned .  For  it  may 
be  thought  moft  confbnantro  the  Iuftice 
of  Almightic  God,  that  Etheldred  (being 
the  fonne  of  the  wicked  Alfreda,  and  fruit 
ofthecurfed  marriage  5  yea,  andwithall, 
moft  wicked  of  himfclfe)  lliould  bcare  the 
pcnaltic  as  well  of  his  owne,as  of  both  his 
parents  finnes  ;  As  partly  was  fore-tolde 
at  his  cpronatiottjby  Dunjlane  then  Arch- 1  t^ra  ihc 
biOiop  of  Canterbury,  faying :  That  for  his  nueftof  Eng- 
Mothers  fin  in  the  murder  of  King  Edward, ' 
both  hee  and  his  children  fhould  bee  feuercly  |  j^ingui^bai 
punilhedy  and  his  Ktngdome  transferred  to 
grangers. 

And  it  wee  doe  confider  the  manner  of 
his  life  5  and  the  nature  and  qiialitie  of  his 
offences  5  we  fhall  find  them  to  be  the  ve¬ 
ry  fame ,  which  the  Scriptures  affirme  to 
bee  the  cau fe  of  the  tranflation  of  King¬ 
doms  from  one  nation  to  another^  where- 1 
oiEcetefuHicu^  filth  :  Regnumde  gentein  ' 
gentem  transfertur,  Kingdomes  arc 
transferred  from  one  nation  to  another, 
becaufcofiniufticc,  iniuries,  calumniati¬ 
ons  and  diuers  deceits.  In  which  kindc  of 
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Idem.lbid. 


Canutus.lbn 
toSwenoin- 
uaded  Eng¬ 
land* 


(innes  King  Etheldred  exceeded  5 

forhchadhisearesfo  open,  and  (hewed 
fuch  faiiour  to  all  kind  of  accufers  and  ca¬ 
lumniators  ;  that  (as  VolydoreVtrgtll faith) 
No  mans  life  W/ts  in  fecuritie ,  Befidcs ,  on 
cuery  light  occafion,  fpoyld&baniihed 
the  richelt  and  wealthieft  of  his  fubietf^s, 
beeing  alfo  addided  to  all  kindc  of  riot 
and  dilfolution .  And  therefore  William 
of  Malmesburie  writeth  of  him  briefcly 
thus  :  Eim  •vita  curfm  fmmin  frinapio^ 
mif tr  in  medio  ^  turf  is  in  cMtu :  The  courfe 
of  his  life  was  cruell  in  the  beginning, mi- 
(erable  in  the  middeft  ^  and  (hamefiillin 
the  end. 

Furthermore ,  he  was  fo  cowardly  and 
bale  minded,  that  heewas  no  leffe  con¬ 
temptible  to  ftrangers  abroad,  then  hate¬ 
ful  to  his  ownefiibieds  at  home.  Where¬ 
upon,  the  D^/^^i'tooke  courage  to  enter 
England  againc ,  who  made  him  graunt 
them  a  yearely  tribute ,  wherewith  they 
were  content  for  a  time  5  and  after  turning 
thither  agayne ,  forced  him  to  die  into 
Normandie^  and  to  leauc  his  kingdome  to 
Sweno  who  exercifed  all  kind 

of  cruelty  vpon  the  Englifh^  and  enioyed 
the  Kingdome  as  long  as  he  liucd.Which 
was  not  paft  fine  yeares .  After  whofc 
death ,  Etheldred rccoucicd  it  againe,and 
poflefled  it  two  yeares ,  whileft  Canutes 
fonne  to  Sweno  was  held  bufied  at  home, 
with  a  rebellion  of  the  people  of  Nor- 
VP  ay.,  . 

In  which  mcane  wldilc^Btheldred retur¬ 
ned  like  the  dogge  to  his  oldc  vomitc  of 
cruelty  and  iniuftice,cfpecially  againft  the 
Danes  (  who  had  bcene  for  (b me  yeares 
planted  and  marrowed  in  England)  cau- 
(ing  many  of  them  to  be  killed  with  cruell 
torments  •  And  amongft  others,  Sigifre- 
dm  and  Morgandm^  two  of  the  noblcft  of 
themjwercfalfly  aceufed  offained  crimes, 
and  put  to  death  for  the  feme.  Befidcs, 
Prince  Edmund  fonne  to  Etheldred^  raui- 
(lied  the  wife  of beingawoman 
noleflc  admirable  for  her  beautie,  then 
commendable  for  her  chaflitie.  All  which 
when  Canatus  vnderltood, being  mooued 
with  defire,  as  well  to  reuengc  thefe  iniu- 
ries  done  to  his  Countreymen,  as  alfo  to 
recouer  the  Kingdome  of  England y  con¬ 
quered  by  his  father  :  hee  palled  oucr  thi¬ 
ther  with  an  Armie,  and  put  all  to  fire  and 
fword  j  whereupon  Etheldred  dyed  with 
forrow. 


And  although  his  fonne,  fornamed 
Ironjide^aftcv  diuers  confli61s,and  a  com- 
bace  fought  hand  to  hand  with  Caniuus) 
pol^cffed  the  one  half  oi England  by  com- 
pofiiion :  yet  within  a  yeare,  Canuttu  en¬ 
ioyed  the  whole  by  the  fodaine  death  of 
Edmond a  priuy  as  he  was  ea- 
fing  himfelfc  5  and  fo  he  remayned  ablb- 
Iiue  King  thereof  as  long  as  hee  did  Hue, 
which  was  about  Ibmc  iwentie  yeares  af¬ 
ter. 

Herein  ncucrthelcffe  it  is  to  be  noted, 
how  the  mercieof  Almightic  God  con¬ 
curred  with  his  luftice ,  and  moderated 
the  rigour  thereof ;  for  that(of  his  infinite 
bounty)  he  determined  by  this  conqueft, 
as  it  feemed, rather  to  chaftife,corre(ft  and 
rcdrelfe  England ^  then  to  mine  and  op- 
prclTe  it^  And  therforCjaftcr  he  had  fome- 
what  fatisfied  the  feucritieof  hisiufticc, 
not  oncly  vpon  the  Realmc,  by  the  fiue 
yeares  cruell  rcigne  of  >  Sweno  (who  ran- 
facked  and  fpoyled  all  forts  of  men,  afvvcil 
Eccicfiafticall  as  Te.mporall)  but  alfo  vp¬ 
on  the  perfons  of  Etheldred^  and  his  fonne 
Edmund :  h^^gm^ihcmCanutus^  fonne 
to  Sweno  ^  for  their  King,  who,  although 
he  was  a  ftrangcr ,  yet  gouerned  with  all 
clcmcncie  and  good  example  of  life ,  do¬ 
ing  continually  adlcs  of  pictie,  making 
good  Lawes  and  wholcfome ,  cafing  the 
people  of  taxes  and  impofitions,  and  dc- 
feruingwellofalleftatcs,  by  the  mcancs 
whereof £»^/Wflourifhcd  (in  his  time) 
in  peace  and  much  plcntie .  Of  whom  I 
can  not  forbeare  ( this  occafion  beeing 
offered)  to  exprefle  and  declare  hecre 
( by  the  way)  a  notable  adle ,  which  I 
wifh  all  Princes  would  well  weigh  and 
confidcCj  in  the  height  of  their  profperity 
and  grea^eft  fortune. 

It  chanced  once ,  as  he  was  walking  at 
Southhampton,  by  the  Sea  fidc,fomc  of  his 
noble  men  flattered  him, and  extolled  (a- 
bouemeafure)  hi^  great  power ,  calling 
him  the  moft  mightie  and  potent  King  of 
all  Kings,  commaunding  abfohitely  ouer 
men,land&fca.  Whcrcuponjto  corred 
their  flatceric ,  and  to  fhew  roans  injfirgii- 
tie ,  he  went  to  the  very  Sea  fide,  and  fit¬ 
ting  do wne,faid  to  the  wanes  (as  the  tide 
wascomingin,)  /  commaundyee^  that  you 
touch  not  my  feete .  And  beeing  prcfcntly 
aftcrwcll  walhcd  with  awauethat  came 
in  vppon  hirn ;  hee  arolc ,  and  turning 
himfelfc  to  his  noblemen, faid  vnto  theme 
M  m  m  2  Loe 
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The  three  Conquefts  of  England.  7.  Booke 


Loe  my  Lords  ^  yon  call  me  Kmg  of Kings  ^and 
Lord  of  Land  and  Sea'^  though  /  cannot  com- 
maundoneof  theje  little  mues  :  Therefore 
know  yee ,  that  the  King  of  Kings ,  and  hee 
that  commaundeth  Land  and  Sea ,  is  the  Fa- 
ther  of  our  Lord  if  us  Chrijl ,  by  whofe  will 
and  prouidence  all  things  were  gouerned . 
And  hailing  thus  faidc ,  hee  returned  to 
WincheHer^  and  tookc  the  Crowne  which 
he  vfed  to  weare  vpon  his  head  5  and  put 
it  (with  his  ownc  hands)  vpon  an  Image 
of  CHRIST  crucified  ^  which  was  in  the 
Church  of  Saint  Peter  and  Saint  Paule^ 
and  would  neuer  after  weare  any  crowne 
fo  long  asheliued. 

Though  this  may  feemc  a  digrcflion 
from  my  matter ,  yet  I  thought  good  to 
recount  it  heere ,  as  w  ell  for  the  raritie  of 
the  example ;  as  alfo  that  it  may  appearCj 
how  mercifully  God  dealt  with  the  peo¬ 
ple  of  to  giuethem  fuch  aKing, 

by  whole  pietie  their  Conqueft  turned  to 
comfort  .  And  this  his  mcrcie  appeared 
much  more  afterward ,  when  it  plcaled 
hisdiuine  Maieftie  fo  fweetly  to  dilpofe, 
that  after  the  death  of  Canutus  y  and  his 
two  founts  Haraldus  and  Hardicanutus y 
or  (as  Poly  dor  e  callcs  him)  Cunuaus  ^\vh\ch 
two  reigned  but  fixe  ycarcs ;  the  Crowne 
rciurned  agayne  to  Englifti  blood ;  yea, 
and  to  fo  excellent  a  Prince  ^  as  was  King 
Edwardiht  Confejfour ,  who  reigned  in  all 
tranquility, peace  and  felicitie  aboue  three 
and  twenty  yearcs. 

Now, although  learning,  religion,  and 
vcrtLie  had  flourifhed  many  yeres  among 
the  Englifti ,  yet  a  little  before  the  com- 
ming  of  the  Normans^  the  fame  was  vtter- 
ly  deftroyed  and  decayed.  For  (fay th  Wil¬ 
liam  of  Malmesbury , who  liued  in  the  fame 
age)  the  PrieBs  were  fo  'zmlearnedy  that  they 
could  fcant pronounce  truely^  the  very  words 
of  the  Sacraments  and  diuine,  feruice .  And 
fuch  was  the  ignorance  generally  of  all 
men ,  that  a  Grammarian  was  hclde  for  a 
wonder;  Religious  men  were  wholly  gi- 
uen  to  delicacie  and  kept  no  rules  of  Re¬ 
ligion  ;  the  Noblemen  and  Gentlemen 
gaue  thcmfekies  to  gluttony  and  lafciui- 
oufneffc ;  there  was  no  refpcci:  of  Religi- 
on,nor  care  of  luftice :  infomuch  that  the 
common  people  ferued  for  no  other  then 
as  a  prey  to  the  Nobility ,  who  fpoyled 
and  ranfackedthem  at  their  plealure.  It 
was  a  common  cuftome  when  men  had 
got  their  maid-lcruantswithchildc,  ey- 


ther  to  fend  them  to  the  Stewes,  or  to  fell 
them  for  Slaues.  Drunkennefle ,  and  all 
the  vices  which  commonly  doe  accom¬ 
pany  the  fame,’  or  follow  thereon,  were 
generally  throughout  the  whole  Rcalme ; 
This  reporteth  mlliamof  Malmesburiem 
fubftance. 

Alfo  holy  King  £^ir4rihimfclfe,  de¬ 
claring  a  Vifion  which  happened  to  him, 
fayd.  That  the  MagifirateSyOS  weUjpirituall 
as  temporally  were  no  better  thenminiBers  \ 
of  the  diuell ;  that  God  was  euery  where  dif  j 
honoured  ,  lawes  contemnedy  truth  trodden 
vnderfoote ,  pitty  and  mercy  banifhedy  cru- 1 
eltiehelde  for  apaBime  and  enter tainement,\ 
XMnd therefore  (fayd  he)  the  wickednefe  of 
the  Englifh  is  now  compleate  andgrowne  to 
the  height ,  and  the  reuenge  and punifbment 
thereof  is fhortly  to follow  m 


Alred.w  vita 
Ed^ardi. 
King  Edwardi 
words  at  his 
death, con* 
cerniBg  the 
finnesofthe 
EDgli(h,&thc 
Conqueft  to 
follow  inpu. 
niflimenc 
thereof. 


This  was  proued  true  by  the  cuent,  which 
in  a  yearc  after ,  when  William  Duke  of 
Normandie y  called  the  Con^uerour,  came 
into  England y  whom  God  made  the  in- 
ftrument  and  minifter  of  his  luftice ,  to 
chaftife  them  •  For,  beciog  admitted  and 
crowned  King  (prefently  after  the  bloody 
battcll,  wherein  km§,Haralde  and  twcntic 
thoufand  men  were  flaine  )  hee  beganne 
to  tyrannize  vpon  all  eftates :  hee  fpoyled 
the  Nobilitie  of their  lands, good^digni- ' 
ties  and  offices ,  to  giue  the  fame  to  the 
Normans .  He  oppreffed  the  people  with 
infinite  and  intollcrabJe  taxes  and  impo- 
fitions;he  depriued  CittiesiBiOioppricks 
and  Monaftericsof  their  immunities  and 
priuilcgcs/orcing  them  to  redeeme  them 
of  him  againe  for  great  fummes  of  mony. 
Hee  tooke  from  Churches  and  Religious 
houfes,  not  onely  fuch  mony  as  they  had 
in  ftore ,  but  alfo  the  holy  vcfTells ,  dedi¬ 
cated  to  Gods  feruice.  Fie  aboliftied  the 
olde  Lawes,  and  ordayned  new ,  caufing 
them  to  be  written  in  the  Norman  tongue, 
which  the  Englifti  vnderftoodnotrwher- 
vpon  there  grew  great  confufion  in  the  i 
excrcife  thereof  in  all  fortes  of  Adions 
and  Pleas,  as  well  criminall  as  ciuilc,  and 
many  men  wrongfully  loft  their  lands , 
and  goodes ,  and  many  their  hues ,  and 
a  gate  was  (at  that  time)  opened  to  all  in- 
iufticc. 

Furthermore,  he  was  not  content  on- 
lie  to  fpoyle  ihe  Englifh  of  their  wealth, 
but  alfo  depriued  them  of  their  pleaflires, 
taking  from  very  many  Noble  men  and 
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Gentlemen,  their  Parkes  andChafesfor 
his  ovvne  vfe  5  but  alfo  ouerthrovvinghou- 
fes.  Churches,  Villages  and  whole  Pari- 
fhes,  to  make  Forrefh .  Inlbmuch  5  that 
{^sFolydoreyirgillxci^oxttth)  to  make  the 
Chafe,  which  now  is  called  NewForreJl^ 
hce  dilpeopled  and  made  defert  all  the 
Countrey  betwixt  Salisbury  and  the  Sea 
fide  j  for  thirtie  miles  (pace  •  And  when 
diners  of  his  Nobilitie  (by  rcalon  of  his 
tyrannic)  rebelled againft  him:  hecookc 
occafion  thereuppon ,  to  vfe  all  kinde  of 
Icueritie  and  crucltic,noc  only  vpon  their 
perfons,  when  they  fell  into  his  handsjbut 
alfo  vpon  whole  Countries  and  Prouin- 
ccs  3  which  hee  fo  fpoyled  and  ranfacked, 
that  they  lay  waftc  forfome  y cares  after. 
Finallyjhis  gouernement^during  the  time 
of  his  reigne ,  (ecmed  to  ayme  at  nothing 
elfe,  but  to  extirpate  at)d  cxtingiiifh  the 
race  and  name  of  the  EngUP). 

Whereto  jfwe  addethe  frequent  wars 
in  England  in  his  time^  partly  by  rebellion 
of  his  Subieds,  and  partly  by  inuafion  of 
Strangers ;  wee  (laall  finde  ^  that  England 
had  not  oneyearcg  no,  not  one  day  of 
eafe  and  repofe,  during  the  one  and  twen- 
tieyearcs  of  his  reigne.  Which  calami- 
1  tie  alfo  continued, or  rather  cncreafcdfor 
;  thirteene  yercs  after  bis  death,  by  the  fuc- 
I  ceflion  of  his  fonne  William  Kufm ,  who 
j  farre  exceeded  his  father  in  cruelcie,  aua- 
I  rice,  oppreflSon  of  his  Subieds,  and  con¬ 
tempt  of  God  and  manrby  rcafon  where¬ 
of,  hcc  was  (b  hated  of  the  people ,  that 
when  his  death  was  knowne  (  which  was 
?Diydrfr,i  10.  ib  fodainc,  and  exemplary,  for  he  was  kil¬ 
led  by  chaunce  with  an  Arrow,  as  he  was 
hunting)  the  people  were  fo  tranfported 
wichioy,  that  they  went  cucry  whereto 
the  Churches,  to  giue  God  thanks  there¬ 
fore,  as  for  the  happieft  newes  that  euer 
came  to  England^  in  hope ,  that  the  laft 
day  of  his  life,  would  be  the  firft  of  their 
libertie.  If  therefore  we  confider  all  this, 
W2  (hall  euidently  fee ,  how  true  the  pro¬ 
phecy  of  holy  king  Edward  proued,  when 
The  Prophe-  1  he  faid  5  That  England  fhould  be giuen  (  for 

Ed  ward^tifc  ^  ^  hands  of mil  and  wicked jpE 

ConfefTor.  fits  for  the  jins  of the  Nobilitie^  Clear gie  and 

Eeofe, 

The  concluE.  Hccre  then  I  conclude ,  that  whereas 
on  of  this  jhe  firft  Conqucftfeeracs  to  hauc  proccc- 

Chaptcr,con-  jj  1  r 
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conquers  the  Priuccsj  and  the  fecondjof thc  offen 
and  the  cai  ces,rathcr  of  the  Princes,then  of  the  Peo- 
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pk*  the  laft  vvas(as  good  King  Edward 
ftificd)in  puniOiment  of  the  peoples  fins 
rather  then  of  thc  Princes .  Whereby  wc 
may  fee  the  fimpathy  in  the  bodypoli 
like, no  lefl'e  rhen  in  thenarurall  body, be¬ 
twixt  the  head  and  the  members  in  the 
participation  for  finne,  or  reward  for  ver* 
rue.  Which  may  ferue  for  a  motiue  to  all 
Princes  and  Magiftrates,to  hauc  cfpeciall 
care,  to  auoyde  the  offence  of  God  ,  not 
onely  by  their  owne  libes ,  but  alfo  by  pu- 
nirhing  and  reforming  their  Subieds,  left 
negligence  in  cyther  may  draw  GODS 
wrath  vpon  both, to  thc  deftrutftion  of  the 
whole  Common-wealth. 


CHAP.  XX. 

The  BatteUof Gaz^a  fought  hetweene  Synan- 
bajha^  Generali  for  Selym  the  great  Turke  • 
And  Gaz^e lies y  Lieutenant  of  Tomumbeyo^ 
t  he  Soldanc^or  SultaneoJ  Egypt,  1^16, 

r 

■s 

Fter  the  death  of  Campfon , 
Selym  intending  to  inuade  £- 
ypty  fent  before  (fromJD^- 
mafeo)  his  Generali  Synanba- 
Jha  into  ludea ,  with  fifceenc 
thoufand  horfe ,  and  a  very  ftrong  power 
ofHarquebufiers ,  feleded  out  of  the  la- 
nizarics  and  Afappes,  only  to  furuey  that 
Region,  and  to  open  a  paffage  way  to  Ga^ 
&a*^  which  indeed  was  very  molcftuous  & 
troublcfomc,  in  regard  of  thc  potent  c/f* 
rabes.  The  city  is  (cated  on  the  fea-coaft, 
and  in  the  confines  of  £^y/>^,neighboring 
vpon  the  hote  fandy  defertsj  a  very  hard 
and  painefull  palTage,  forfuch  as  ioumey 
to  theremoteftjE^j^^,  and  to  the  Citty  of 
Cayro.  The  people  of  Gaz^a ,  being defti- 
tutcofwarlike  garrifonsof  (buldiers ,  to 
(lead  them  in  extremitie  of armes ,  enter¬ 
tained  S'ynanbafha  at  the  very  firft  view, al¬ 
though  in  crafeie  and  difTemblingmaner, 
giuing  him  many  ihankcfull  gratulaiions, 
for  vouchfafing  to  free  them  from  the 
Mamalukes  intolleralble  flancrie  5  in  requi- 
tall  of  which  benefitej  they  promifed  to 
continue  loyalland  feruiccable  to  Selym 
and  his  fuccelfors  for  eueri 
^  Now,  while  Synanbafha  lay  encamped, 
within  an  Arrow  reach  from  the  Citty  Jn 
cxpedatioiT  of  Selyms  coinming,  and 
pradifing  his  beft  meanes  of  vndcr(taa- 
dingthc  courfeofthe  Region  and  Coun¬ 
trey,  that  fhould  allow  them  palTage  into 
_ Mmm  3 _ i^gyfh 
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iEgypt  5  cndeiiouring  befidcjto  compafTe 
fricnafhip  with  the  uirabian  Commaun- 
ders  j  and  fubborning  cercainc  Spies,  that 
went  toC^^r^jtovnderminethe  counfels 
ofthe  Mamalukes  and  Tomumbeyo^  whomc 
(vponC^w^^yJ^;;/ death)  they  hadde  made 
choife  ofto  be  their  Sultane  :  the  inhabi¬ 
tants  oiGaz,a  (beeing  naturally  extreame 
enemies  of  the  preient  Turkifh  Annie) 
gaue  Tomumbeyo  intelligence  of Symnba- 
^^fjcomming;  aducrtifinghim  withall, 
that  this  power  of  Turkes  might  eafily  be 
oppreffed  and  deftroyed,  before  Selim 
could  arriiie  with  his  fupplics :  onelyby 
(ending  a  Itcong  power  oi'Mamdukes^\n- 
dcrconduftoffome.skilfull  Leaders,  to 
venture  vpon  them  at  an  expeditious  ad- 
uantage,  proieded  in  this  maner.  A  time 
(in  the  dead  of  night)  beeing  concluded 
on,  bctweenc  themfelues  and  the  Citti- 
zens,  the  Mamalukes  (hould  make  a  (o- 
dainc  inualion  on  the  flceping  Turks^and 
they  likewife  (at  the  fame  inftant)  would 
yflTue  forth  of  the  City,  and  ioyning  with 
them , make  vnauoidablc  Ipoile  &  haiiock 
of  the  enemies  Camped 

This  adtiife  is  allowed  and  embraced, 
betweene  Tomum^eyo  and  the  Mamalukes^ 
^nd  Gaz^e/Ies  fentwith  (ixthoufand  horfe 
or  Mamalukes^  and  a  ftrong  Armie  of  the 
Arabes.  Scarfely  was  hce  departed  from 
C ayroy  but  (by  certainc  Syrian  Spy cs)  Sy- 
nanba^ah2id  aduerti(emcnt  thereof,  and 
that  (not  flaying  for  any  carriages)  they 
would  be  there  within  two  dayes.  Now, 
as  thefe  newespreferued  the  Turkifh  Ar¬ 
my,  fo  was  it  of  no  meane  moment,  for 
compalfingthe  intirevidory ofthe  whol 
warres.  And  although  Synanbajhah^id  no 
intelligence  at  all  of  the  Gaz>ans  falfhood, 
yet  (being  a  man  of  great  wifedorac  and 
prouidence)fu(peding  what  Treacheries 
might  circumuent  him,  and  fearing  lead 
hce  might  meddle  with  two  enemies  at 
once :  relblucd  to  meet  the  Mamalukes  by 
the  way,  and  fo  try  the  fortune  of  fight . 
So,  diflodging  after  the  fccond  watch,  he 
filently  marched  away  out  of  the  Citcies 
fight,  reaching  fifteene  miles  on  the  way 
towards  Cayro  \  arriuing[  neere  to  a  fmall 
vill  age,  which  had  the  benefit  of  a  plen  ti- 
full  Spring  there  arifing ,  and  therefore 
was  the  rcafon  of  Traucllcrs  vfual  lodging 
there. 

It  fortuned,  that  Sjnanbafha  purpofed 
to  flay  in  that  Village ,  and  Gaulles  had 


the  like  intention  of  breathing  there  feme 
few  houres,  to  refrefh  both  his  men  and 
horfes,  that  he  might  the  (boner  galloppe 
to  Ga%,a  in  the  night  time  :  when,  cuen  at 
oneinflant(a5  it  were)  both  the  Generals 
recciued  intelligence  (on  either  fide)  by 
their  vant-currers,  that  a  mighty  duft  was 
raifed,  and  the  enemy  neere  approached. 

became  much  perplexed  in  mind 
at  this  ftrange  and  vnlookt  for  accident ; 
perceiuing  apparantly,  that  fayling  of  his 
purpofed  intent ,  hce  was  alfb  vnablc  to 
match  the  enemy,  if  he  fhould  encounter 
with  him,  bccaufe  his  horfes  were  halfe 
(pent  and  weary.  Yet  had  he  no  difmay  in 
courage,  although  he  was  compelled  (vp¬ 
on  fuch  a  fodainc)  to  deuife  what  inftant- 
ly  might  be  donc,for  gcnerall  fafety  of  the 
Army.  Whereupon,  he  adtiifed  cucric 
man  to  make  ready  bis  weapon  5  and  to 
confidcr,  that  what  could  not  bee  perform 
med  by  flea!  th  and  ambufh,  according  to 
a  precedent  intention,  required  now  cou- 
ragious  refolution,  and  mufl  be  difpatcht 
by  manly  valour. 

On  the  other  fide,  Synanbafha  hailing 
his  men  fooncr  fet  in  order,  then  Gaz^eUes 
could  doc,  hauing  formerly  aduertifed 
them,  what  vyas  to  be  done  on  the  fightes 
cncounrerjjt^hcarcd  all  the  Kanks  with  ho¬ 
nourable  fpccchcs  •  And  the  iffue  of  his 
Oration, was.  That  flight  mufl  vttcrly  bee 
forgot,becaufe  all  places  round  about  the 
would  be  Ihutvp,  and  iniurious  to  them, 
except  they  were  vigors.  Morcouer3  of 
one  thing  to  perfivade  themfelues  cfpeci- 
ally,  that  no  man  fhould  perifhthat  day, 
but  he  whom  heauen  had  deflinated  vnto 
death,  by  the  mofl  certainc  lawes  of  Fate  5 
and  that  with  equall  perill,  the  Valiant 
fhould  findc  fafety  in  middeft  of  the  ene¬ 
mies  fwordsjand  alfb  the  fcarfull,  death  in 
their  very  fafeft  flight,  through  the  power 
ofineuitablclor. 

The  Harquebufiers  were  in  the  wings, 
were  extended  foorth  in  length  with  a 
fingle  array,  and  no  man  (landing  nerc  to 
another,  for  handling  their  HarquebufTes 
the  more  freely,  and  to  compafTe  the  ene¬ 
my  :  but  the  Pikes  were  placed  in  the  very 
midft,  to  fuftainc  the  impreffion  of  the 
Mamalukes.  But  Gas^elles  appro ching^fent 
the  Arabian  iroopcs before,  to  di^ibc 
the  Wings  5  and  he  himrclf(with  afquare 
battaile )  charged  the  middle  regim  ent  of 
the  Turkes.  The  fight  was  very  cruel, and 
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TKe  Battell  of  Rhodania. 


long  time  doubtfullj  bccaufethe  Turkes 

(though  fuperiour  in  number)  were  not 
able  to  endure  the  power  of  the  Armed 
horlTe.  And  now  being  beaten  from  their 
ground^  and  difperfed,fome  one  wayjand 
fome  another,  by  the  Mamdukes  that 
brake  invponthem,  they  looked  rounde 
about  for  flight,fixing  their  eies  and  harts 
ftedfaftly  for  it. When  {bdainly,by  Syn^n- 
commaund  5  the  Harquebufiers, 
who  (with  their  firft  ftorme  of  lTiotte)had 
driuen  backe  the  Arahesi  reducing  in  their 
wings,  cnclofcd  all  the  whole  battaile  of 
the  enemy. 

Now,  both  men  andhorfc,  were  (a  far 
off)bcaten  down  with  deadly  bullets, ttor- 
ming  vpon  them  in  fuch  multitudesjas  no 
place  (to  exprefle  valour)  was  left  to  the 
enclofcd.  For,when  any  troope  of Mama- 
W^/rannein  violently  vpon  the  Turkes  5 
they,  by  reafon  of  their  nimble  lightnefle 
(being  accuftomed  to  giue  ground )  did 
fvviftly  fly e  backe  :  and  in  all  places  this 
was  their  endeuour,  not  to  encounter  the 
with  their  horfts,  but  onely  to  play  vpon 
them  with  their  Harquebufles .  When 
Gaz^ellesh^y  that  hishorffes  were  tyred 
with  extreme  wearinefle,  and  that  manic 
of  his  ftouteft  men,  were  now  cither  flain 
or  hurtj  and  hehimfelfgrecuoufly  woun¬ 
ded  in  thcncckejhcj  with  the  reft,making 
themfeluesway  with  their  weapons,  fled 
vnto  Cayroy  through  thofe  defarts  that  he 
came,lofingallhis  Enfignes. 

There  perifhed  in  this  battel  the  Cap- 
tainc  q/l  Alexandria^  and  Or  comas  go- 
uernour  oiCayroyntn  of  great  account^& 
befides  them,  a  great  number  of  Arahes^ 
and  almoft  a  thoufand  horfmen  of  marke. 
Nor  did  Synanbafha  win  a  ioyfull  and  vn- 
bloody  vi&ory ,  for  hec  loft  abouc  two 
thoufand  horfc  5and(among  them)fome 
of  his  cheefeft  Captaincs.But  becanfe  the 
fight  had  continued  from  noonc  to  Siin- 
fet,  the  Turkes  were  not  able  to  purfiie 
their  enemies,  their  horfes  beeing  well- 
ncre  dead  with  thirft^and  they  thcmfelucs 
fainting  through  want  of  meare,  and  ex¬ 
treme  labour  j  but  encamped  in  the  place 
where  the  battell  was  foiight,ncere  to  the 
Spring  before  remembred. 


CHAR  XXL 


of  three feuerad  Battails  ^fought  in  the  years 
151^.  and  1517.  hetweene  Selym  the 
Great  J'urke^and  Tomumbeyo  ahe  great 
S  nit  an  JE>gipt. 


£^«^hauingreceiucd  intel- 
ligcncc,  that  Synanbafha 
had  furprized  Gax>ay  oucr- 
tbrownc  Gax>elles^  and  had 
recciued  a  frefh  ftipplic  of 
men  by  Sea,  from  ConBantwofley  for  his 
owne  further  feruicc  he  marched  with  all 
his  Army  towardes  Gazai^  and  (  within 
eight  dayes  more)  recoueredfo  farre  as 
^  Cayroy  rented  to  be  the  Sultanes  cheefe 
k2,uSynanba[ha  ftill  marching  a  daies  iour- 
ney  before  him. 

About  the  diftance  of  fixe  miles  from 
the  Citty,  there  was  a  fmal  village, named 
Rhodania yVjhtioioTomumheyo  (the  newc 
made  Sultane)  had  conueyed  all  his  pror 
uifion  and  furniture  of  great  Ordnance, 
hailing  made  alfo  ditches,  croffc  thwar¬ 
ting  the  plaine  fieldcs,  and  high  wayes : 
which  ditches  were  couered  ouer  with 
light  earth,  and  fmall  ftickes,  artificially 
fhadowingthcmv  But  himfelfc,  with  his 
'Mamalnkes  (who  were  abouc  twelue 
thoufand)  and  a  great  number  of  Arabian 
horfemcn,  fitted  for',  the  intent,  kept  in  a 
place  better  befeeming:  that  when  the 
Turkes  Army  fhoulddrawe  ncerc,  they 
might  be  there  entrapt  and  beaten  downe 
by  the  vndifcoucrablc  Ordnance, ere  they 
could  come  to  reach  the  ^Egyptians  with 
their  Harquebuffes  5  and  then  this  firata- 
gem  hauing  round  enght  them,  hec  had 
the  aduantage  of  immediate  fight,  they 
being  vrterly  difioyntcd^andfaln  into  the 
fnarc  prepared  for  them. 

So  cunningly  and  prouidently  were 
thefe  matters  ordercd,and  perfefted  with 
fiich  anlwcrable  opportunity,  that  not  a 
man  in  the  Army  could  imagine ,  or  vrge 
any  doubt  of  the  dayes  viftory.  And  que- 
flionlclTc,  no  mcanc  difafter  had  mette 
with  the  Turkes :  but  that  the  giddie  hea¬ 
ded  Goddeffc  Fortune,  oucr-fricndly  to 
Selymy  and  cruelly  vnkindc  to  Toj^umbeyoy 
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The  Battaile  of  Rhodania.  7  Booke' 
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as('hadnotchc  worthy  paincs  of  ihtMa- 
malukeSy  bin  treachcroufly  difappointed) 
oncly  through  the  meanes  of  a  few  perfi¬ 
dious  Varlets,  plainly  had  appeared. 

As  in  all  Armies  there  neuer  wantes 
Villaines,  fo  in  the  Sultanes  were  foure 
Mamdukes^  borne  Albanoifes^  who  ftiffely 
{fomacked,  that  Tojnumbeyo  (by  fuffrages 
of  the  contrary  fafiion)  was  aduanced  to 
the  dignity  royall.  And  they,  either  im¬ 
pelled  by  lewd  difpofition,  or  adduced 
by  hope  of  rewardc,  and  morcbountifull 
refpeftjfoj^cfecing  their  ownefide  to  fall 
onwracke,  andwifedome  aduifing^  to 
feeke  for  new  and  more  affured  Friends: 
fled  to  Symnba[hay2iS  to  their  chiefeft  Tiir- 
kifh  Captaine  and  Countriman.  By  thefe 
horfemcn  symnhA[ha^2iViA  ((bon  after)^^’- 
lym^  vnderftood  all  the  counfels  &  intents 
of  the  enemy ,  and  what  an  Ambufeado 
Temumbeyohzi  prepared  for  them,  with 
fingular  fubtilty  and  dexterious  ArtjVna- 
uoidable  from  falling  into  ,  except  they 
forfooke  the  high  and  dircifi  way  .Where¬ 
upon,  becing  guided  by  thefe  Fugitiucs, 
they  fetched  a  great  compaffc  about  on 
jthe  left  hand,  and  (before  breakc  of  day) 
rccoijcred  their  bid  wonted  way,  hailing 
.their  battels  ranged,  their  Ordnance  rea¬ 
dy  mounted,  to  auoyde  the  leafl:  delay  of 
fight5'*and  fo.fliewcd  themfclues  at  the  c- 
nemies  rereward  ,and  neuer  coming  necre 
the  front  of  their  Campe. . 
u’  W  h^vi'tomunibeyo  &w  this,  he  conic- 
sdnred  by  his  enemies march, that  ('by  his 
OWnc  mens  treafon)his  proiiidedambufti' 
.was  difepuered.  And  albeit  his  mind  was 
afflicted  with  matchlcfle  greefe^  to  feefo 
painfull  an  employment  of  his  men,  and 
ibfull  of  expedtation,  to  be  in  a  moment 
vtterly  defeated :  yet  notwithftanding,  he 
being  a  than  bf  vnconqucrablc  courage, 
called  all  his  fenfes  and  valour  tolbdainc 
counfell,  and  fumnioning  his  Captaines 
about  him,  gaue  prcfenc  order  for  thofc 
things  which  were  to  be  done.  And  now 
was  7cmumbeyo  in  fo  narrow  a  ffraitc  and 
nece{fity,^that  all  thinges,  and  at  one  hi- 
ftanc,muftreceiue  order  from  him.  Hcc 
was  to  giue  the  fignall  to  bis  Soldiers,  for 
mounting  on  horfe-backc,  vfing  theyr 
weapons,  turning  the  courfe  ofhis  camp, 
ranging  his  battailes,cncoraging  his  men, 
and  conuey ing  his  Ordcnancc  to  contrary 
quarters,  as  the  occafion  required .  All 
which  things^  as  one  Captaine  could  not 
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performe  alone,  but  very  hardly  and  con- 
fufcdlys  fo  muft  they  needs  be  efleded  as 
rawly,  peruerfly,  and  to  halfcs,  by  manic 
indifcrect  vndertakers. 

But  that  which  moft  hindered  (peedie 
performance,  was  the  hudling  of  men  to- 
gkher,  for  remouing  the  Ordnance  from 
place  to  place, (they  being  illTauored  huge 
pieces,  made  of  Iron,  and  fettc  in  great 
ftockes  of  Wood,  with  Iron  ringes,  after 
the  rude  and  nauall  forme  of  Workman- 
{hip,vfed  in  elder  times :  and  fb,by  rea- 
fon  of  their  cxccfliuc  waightjcould  not  be 
carried  from  their  places,  .but  by  the 
draught  of  many  beaftesj  befides,  great 
heauingwith  iron  Crowes  and  Lcauers, 
requiring  grecuous  labour  of  men .  And 
the  other  great  Field-peeces,mounted  on 
carriages  with  wheeles,  being  drawne  by 
the witleflTe and  hafty  multitude,  with 
great  clamor  of  fiich  as  haled  and  (lioued 
them  through  all  parts  of  the  Campe.-the 
tumultuous  paffage  of  them,  difordered 
men  mounted  on  their  horics,  and  the 
Souldiers  repairing  to  their  enfignes ;  yet 
two  maine  helps  equalled  thefe  hindering 
difficulties  5  namely,  the  chearcfulncffe  ot 
the  (bldiers,  and  the  fingular  conftancy  of 
them  all,  almofl  beyond  the  compafle  of 
mans  beleefe ;  becaufe  they  had  not  con- 
ceiued  (b  much  as  a  thought  of  fearc,  nor 
failed  in  their  hopcfull  hearts,  as  it  com¬ 
monly  happencthinfbdain  aduerfc  chan¬ 
ces,  whereby  old  tryed  Ibldicrs  do  manie 
times  forget  their  ancient  valour.  For,be- 
ing  twice  before  vanquifted  in  battel,yct 
they  refumed  the  greater  confidence  and 
courage;  perfwading  themfclues,that  not 
valour  or  skill  in  fight ,  but  onely  fortune 
fay  led  them. 

Nowe,  when  Tomumbeyoh^ikt  his 
men  in  good  order,  and  the  foldiers  (with 
carneft  defire  of  fight)  reqiieftcd  the  fig¬ 
nall  ;  he  commanded  the  multitude  of  the 
Arabians^  to  bring  their  winges  about  on 
the  rcre  of  the  enemy,  and  to  beginne  the 
fight  firft,that  the  Turkifb  horfmen  might 
be  troubled  and  difordered  with  a  doubt- 
full  danger  offight,beforc  himfclfe  would 
ifliic  forth  with  his  feleded  troops.  Strait 
way  he  commanded  the  great  Ordnance 
(which  by  this  time  was  brought  about, 
and  direfted  againft  the  enemyes )  to  bee 
fhotoff.  And  immediately  the  Turkes 

did  the  like  5  who  had  once  difeharged 
their  fmaller  and  greater  pecccs ,  when 

they 
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they  were  a  iuft  diftance  off^  and  quickely 
re-charging  them  3  had  brought  the  with¬ 
in  an  Arrowes  fhoote  of  the  .Egy  ptians 
Ordnancejfighting  a  long  time  on  either 
fide,  onely  with  dilcharging  their  Orde- 
nance,  while  the  Armies  approched  nee- 
rcr.  In  which  contention,  almoft  all  the 
^Egyptians  Gunners  were  flain^  and  nioft 
of  their  Artillery  difmounied  from  theyr 
wheelesjbeeing  broken  in  peccesby  vio¬ 
lence  of the  enemies  bullets. 

The  Turke  had  very  skilfull  Gunners  in 
his  Campcj  whom  he  had  allured  (by  his 
great  rewardes,  and  rich  entertainment) 
outof/^a/y  and  efpecially 

manyoutofthelewes  rablc^  whobeeing 
expelled  by  the  piety  of  King  Ferdimnd 
out  of  the  Spdnes  5  brought  afeerwardes 
filch  rare  and  vnufed  deadly  Artes  into  all 
rheEaft,  tolpix  ourmen  withalU  The 
Captainc  or  cheefc  man  of  all  thefe  Gim- 
nersj  was  one  lame^ ,  borne  at  Reggio  in 
Lombardie^  a  man  of  extraordinary  skill  in 
thofe  Artes,  who  being  enticed  by  Tur- 
killi  giftes :  had  (a  little  before)  forfaken 
thefcruiceofChrift,  andreuolted  vneo 
Mahomet s  fupciftition.  The  fight  beeing 
brought  (oh  both  fidcs)^  to  handy  ftrokes, 
the  Mamalukes  raifed  a  cruel  and  horrible 
cry,  and  in  three  quarters,  charged  the 
Turkes  with  greatvalour :  For  Sel^m(kcc- 
ping  his  old  order)  fo  marched,  thathee 
approached  in  the  forme  of  a  Crefeent . 
The  Captainc  of  the  djia^^s  inthc  right 
Wing,  was  MuHafha^  and  Imubafha  of 
tht Europeans  in  the  left :  but  himfelfego- 
uerned  the  middle  battell,  wherin  was  the 
fquadronofthe  lanizaries,  with  a  great 
multitude  ofOrdnance. 

But  Symnbalha  being  made  General  of 
the  fieldc,  had  chofen  for  himfelfe  a  band 
ofthevalianteft  men,  taken  andpickt  out 
of  all  the  companies,  to  feriie  for  all  vn- 
certainc  clients  of  the  battailc.  Whereto 
icc  addcd  (out  oi  Selyms  fquadron)  fine 
lundred  foote  of  extraordinary  valor  and 
'wiftnefle,  that  bee  being  ready  in  all  pla¬ 
ces  ofthcbatcaile,  and  for  all  chaunces 
(were  they  ncucr  fo  fbdaine)  might  fuc- 
cour  that  part  of  his  fcllowes ,  which  was 
moft  preffed  by  the  enemy .  So  that  al¬ 
moft  at  one  time ,  when  Tomumheyo  had 
ftood  in  the  middle  battaile  againft  Selym^ 
and  the  wings  of  the  Mamalukes^  had  cn- 
countred  the  TurkilTi  with  equall  Front, 
2indi\\Q  Arabian shdid  fought  valiantly  at 


their  backcs.as  theyjiad  becnc  comman¬ 
ded  5  fourc  fights  were  very  furioiifly  and 
hotly  attached  at  one  time,  and  in  diiicrfc 
diftind  places. 

They  that  were  prefent  at  this  barrell, 
do  report,  that  thorough  the  cries  of  the 
Soldiers,  the  noife  of  Drums  and  Trum¬ 
pets,  the  thundering  of  the  Artillery,  ihe 
clouds  ofduft,and  clafhing  of  Weapons, 
all  mens  minds  were  fo  amazed  and  con¬ 
founded,  that  they, being  al  on  both  fidcs 
alike  blinded  with  furie,  rufhedon  with 
fuch  defperate  madneftc  ,  that  neyiher 
could  the  voices  and  watch  wordes  bee 
/  heard  or  knownc  one  from  another,  nor 
the  Enfignes  feene,  nor  commaundes  of 
Captaines  be  regarded  5  but  eiien  (by  mu¬ 
ni  all  error)  they  (lew  a  great  number  both 
oftheirowne  fellowes^  andalfoof  theyr 
cncmics,without  any  relped:  at  all.  For 
neuer  before  that  day,  had  any  armies  efn- 
countred  together  ,  enflamedvvith  grea¬ 
ter  fplcenc  and  hatred  5  noreucr  had  two 
fuch  mighty  Emperors,  more  conftantly 
andferuently  declared  their  valour  both 
of  body  and  minde  5  nor  with  lefte  care  of 
life  and  (afety .  For,  when  both  of  them 
plainly  perceiued,  that  with  like  daunger 
of thcmfelucs  and  their  Armies,  they  had 
fet  their  Hues  and  Empires  vppon  prefent 
mine  :  they  alfo  well  vnderftoode,  that 
there  would  be  no  other  hope  lefte  to  ey- 
therofthem,  but  that  which  vidorie  it 
felfe  fhould  bring  with  it.  ’ 

Gaz^elies  enflamed  with  defireof 
honor  and  reuenge,  to  rcturne  xhcEuro- 
peansz^oWt  equall  to  that  whkhhee  had 
receiued  at  Gax^a^  charging  Jnnubafha  with 
great  violence,  had  ouer-run  the  formoft 
and  refiftingtroopcs  ^had  beaten  downc 
the  Guidons  ;  and  the  Arabes  purfiiing  on 
hard  arhisheeles,  had  made  thevanqui- 
fhing  companies  (euen  thofe  of  the  Thra-^ 
AansA^hefpilianSymd  Macedons)  to  turne 
their  backes, which  neuer  any  enemic  had 
donebeforc. 

Then  Synanbafha^  beeing  readie  for  all 
occafions  of  viftoty,  flew  vpon  the  fide  of 
the  enemy ,  with  a  frefh  and  powcrfull 
company  of  his  men,  re-enforcing  the 
battell,  which  was  much  declined  &  fouh 
lyfcattercd.  But  anon  after,  Synanbajha^ 
who  had  difeontinued  the  manifeft  vifto- 
ry  of  the  enemy,  by  exercifing  a  fupreme 
adte  of prowefrc,was  flaine,  fighting  veric 
valiantly  before  his  men,  after  that  the 
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The  Battell  of  Rhodania. 


7.  Booke 


Heylius  Dia% 
dai  ius  and 
Giapall  Or- 
coraa»,two 
famous  Cap* 
taines  ofthc 
Egiptians. 


Mmalnkcs  (vndcr  their  fierce  Captaync 
Bido)  had  turned  thcmfelues  prowdlyon 
their  new  enemy.  And  his  horfemen  ftri- 
uing  to  take  vp  their  dead  captaincs  body 
from  the  ground ,  were  ( a  great  number 
of  them)  flaineand  put  to  flight  by  Ga- 
ulles^  who  had  fpread  abroad  his  troups, 
that  hauing  the  more  fpacious  roomc , 
they  might  the  more  freely  vfe  their 
fwords;  in  which  kinde  of  fight  the 
makkes  doc  mod  exccll .  And  alfo  that 
noble  band  of  lanizaries,  being  enclofcd, 
were  oucr-runne  &  flainc ;  after  that  they 
(being  forfaken  of  the  horfmen)  had  long 
time  refifted  very  valiantly. 

In  another  quancr,  MuBafha  giuing  a 
vehement  charge  with  all  his  horfCj'Wpon 


*hc  Armies, 

from  che  4. 

hourc  of  the 

till  Sum 

fei. 


of  the  day,  till  Sun-fee,  neither  was  there  ' 
any  part  of  eyiher  Anuie^but  fuf&red  fun-  j  yndffeegfl-f  ^ 
dry  alccrations,Fortune  being  feme  while  alike  in  both 
profperous,and  then  againc  adiierfe.For, 
both  the  vanquifhed  and  vigors ,  beeing 
madded  with  mutuall  &  implacable  rage, 
fought  with  obftinatc  indurate  hearts  5 
the  Mamakkes  difdaining  ^  that  vi6l:orie 
flmild  be  taken  from  them  5  by  men  (of 
whom  )  they  had  flainc  fo  many ;  and  the 
T chafing,  that  they  whom  they  thad 
before  foiled  in  two  feueralbattclsjfhould 
make  fo  long  refiftance  againft  tbeni.  In- 
(bmuch,  that  their  bodicSjWearied  and  ti¬ 
red  with  wounds,  and  their  armes  faintly 
languifhingj  yet  fupported  onely  by  furic 
&  pertinacy  ofbeart;  fccmed  able  to  hauc 


the  left  wing  of  the  (whcrinco-  maintained  another  daies  murdering,  but 

maunded  the  moft  renowned  captaines  |  that  dark  fhutvp  the  violence  effo  great  a 


The  vndaun- 
lable  fpirit  of 
Tomumbeyo, 
in  the  tlikk* 
eft  throngs. 


Diadarm  and  Giapa// Orc0mas)wt- 
ry  fharply  vtged  them.  A  litlc  before  they 
hadrecciued  a  notable  detriment ,  by  the 
Ordnance,  which  (by  chaunce)  was  (hot 
fro  Selyms  middle  battell  thwart  the  field ; 
which  Mujlapha  perceiuing,and  being  de- 
firous  to  trample  on  olde  ignominy ,  they 
being  once  difbrdered,  conftrained  them 
1  fiercely,  &  bringing  in  his  troupes  frelTily 
vpon  them, brake  thorow»ou€r-rannc  and 
beat  them  downc.  And  being  remarkea 
ble  all  the  battell  oucr,both  by  his  Armes 
andvoyce:  adhortedthe  to  confi- 
der,that  their  ancient  martiall  honor, they 
lately  loft  at  the  battell  of  Alepo ,  muft  be 
recoucred  now  by  height  of  manhood,  or 
(at  vttermoft)  by  an  honourable  death. 

At  the  fame  time  alfo,  Tomumbeyo^  ha¬ 
uing  broken  through  the  midlc  regiment 
of  horfe,  was  come  to  the  foot,and  being 
a  mighty  man  both  in  body  and  ftrength, 
performed  infinite  aftions  of  worth  with 
his  Cemitaric :  the  Arabiam  likewife  en- 
clofcd  the  outer-wings  ofthc  Turkesy  for¬ 
cing  them  ( in  many  places)  to  fight  with 
double  front.  And  J’^/^/waduaunced  for¬ 
ward  his  footcTquadron,  which  was  his 
onely  and  aflured  helpe  in  this  extremitie, 
whofc  charge ,  neither  the  fierce  barded 
horfe ,  nor  the  vidors  men  could  abide : 
bccaufe  moft  part  of  his  Souldicrs  being 
harquebuficrs ,  and  beeing  impaled  with 
pikes,  did  much  mifehiefe ,  for  their  im- 
moucablc  force,  being  clofcd  into  the  ar¬ 
ray  of  one  body,  bare  downe  all  that  they 
incountrcd.Yet  they  fought  with  variable 
cud  on  both  fidcs,  from  the  fourth  houre 


(laughter. 

T who  (no  doubt)  was  van¬ 
quifhed,  dilbufting  the  entire  ioffc  of  the 
fields  firft  cpmmanded  retreat  to  be  foun¬ 
ded,  that  his  men,  who  now  could  not 
match  the  other  fquadron ,  might  feeme 
not  to  haue  bin  beaten  backe,buc  onely  to 
be  led  backc:  which  be  cor.ceiucd  to  be  of 
no  meane  moment, both  for  thj:  cftablifh- 
ing  ofhis  fouldiers,&  maintenance  of  his 
ownc  authority.  As  one  that  being  dccci- 
ued  in  his  firft  hope ,  might  promife  him- 
felfc(as  men  in  mifery  coramoly  do)  more 
profperous  fuccefle  afterward,  prouided, 
th?t  he  fainted  not  in  corage.  Whereup¬ 
on,  preferuing  ihofe  few  powers  left  him, 
he  intended  a  frefh  reparation  of  wane. 
Thcbattcll  being  broken  off  by  the  nights 
countcrmad,the  T t^rks  beingvi(ftors,won 
the  cnimies  tents  and  Ordnance,  purfued 
the  Mamakkes  ftill  very  late  in  the  night, 
albcii(almoft  in  maner  of  flight)thcy  mar¬ 
ched  towards  Cayrp- 

In  the  flight  were  taken  Diadarm yVtho 
could  make  no  fpecd,  by  refbn  ofhis  grie- 
uous  wounds, and  with  him  Bidonyhmm^ 
one  ofhis  knees  broke  with  a  falcon-ihot, 
which  alfo  flue  hishorfe.But  the  next  day, 
Selym  caufed  them  both  to  be  flain,  cither 
in  regard  they  could  not  be  healed,  or  as 
thinking  them  to  be  acceptable  facrificcs 
for  ^^pc2fin%Sy»mba/ha for whofe Ioffe 
hcelgreatly  lamented .  Now  albeit  the 
Turkes  had  nobly  vanquifhed ,  yet  was 
their  ftrength  mightily  empayred  ,  and 
by  the  mcancs  of  thefc  fortunate  battclls, 
wherein  the  4.part  of  them  was  fpent  with 
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1  fickcneffc  and  wounds,  and  a  great  num¬ 
ber  of  their  Horfesvtcerlyfoylcd,  cfpcci- 
ally  through  the  tedioufaeffe  of  this  daies 
feruicc. 

Thefe  were  maine  motiues^  to  hinder 
Selym  in  his  wonted  courfe  of  expedition, 
becaufe  (as  yet)  he  was  ignorant, what  dc> 
notion  the  ^Egyptian  inhabitants  ofCayro 
bare  towards  him  ^neither  did  rumour  af¬ 
ford  him  any  intelligence,  where  Tomum- 
beyo  had  beftowed  himfelie,  of  what  hee 
furthet  intended.  For,  till  he  had  delibe¬ 
rately  confidcred  on  all  thefe  occafions, 
he  would  not  adiienture  the  fafety  of  his 
owncpcrfon,and  perillofhis  whole  Ar- 
mie,tothe  mercy  of  innumerable  Citth 
zens,  and  in  the  greateft  Cittieof  the 
World.  Wherefore,  abiding foiire  dayes 
fpacein  his  old  Campe  at  Rhodama^c2w- 
fing  the  wounded  to  bee  cured,  and 
his  flaine  fouldiours  to  bee  buried ;  but 
the  bodies  of  his  enemies,  he  left  to  be  de- 
uoured  by  Birds  and  Beafts .  And  then 
diflodging  thence, and  marching  towards 
Cayro  ^  he  encamped  on  a  plain ,  between 
old  CAyro  and  BuUch:  for  the  City  of  Caj- 
ro  is  diuided  into  three  T o  wnes ;  old  Cay- 
ro^  new  Cayroy  and  BuUch ^  for  their  more 
commodious  feruice  of  water* 


royfour  daies 
acRhodania. 


The  valiant 
corage  of  To  * 
niucabeyojnot 
withftanding 
all  hi'  g'  ee* 
UOU8  mis  for. 
runes  &  Ioffes 


CHAP.  XXII. 


of  the fecond  Battell  at  CayrOy  betweem  Se¬ 
lym  and  Tomumbeyo. 


Omumbeyo^  becing  all  this 
while  nothing bruiied,  not- 
withftanding  fo  many  la¬ 
mentable  Ioffes  and  difa- 
fters  5  ftill  affembled  toge¬ 
ther  the  Mamalukes  &om  allpartSjand  pit¬ 
ched  his  Campe  in  a  moft  commodious 
place,  betweene  new  Cayro  and  the  riuer 
Nilnsy  wherein  he  had  eight  thoufand  M- 
thyopian  llaues  or  bondmen, which  kinde 
of  men  he  had  not  (till  then)made  any  vfe 
of,  in  regard  of  an  ancient  Rebellion  by 
them  committed.  Befidejfetting  open  the 
old  Armory, he  gaue  armor  and  weapons 
to  the  Mamalukes  Tonnes,  and  to  Moores 
which  vvere  their  retainers ,  as  alfo  to  the 
lewes  and  Arabians,  preparing  for  farre 


fliarpcr  warre  againft  the  Turks,  then  for¬ 
merly  had  bene.  But  atferward>hauing  in¬ 
tend  d  a  fodaine  camifado  vpon  the  Tur- 
kifli  Campe,  and  the  fame  againc  vnluc- 
kiiy  difeouered  to  the  Turkcs(who  beeing 
readily  prepared  for  it,  repelled  (though 
with  Tome  Ioffe)  his  formoft  rankes^he  by 
the  aduice  of  all  his  CaptaiQes,entred  the 
City  of  Cayro, 

Ihcmotiuchcereto  was,  becaufe  the 
Mamalukes  (hauing  bene  foyled  in  all  pre¬ 
cedent  battailcs  )  confidered  with  them- 
fellies,  that  they  muft  now  make  warre  af¬ 
ter  fome  other  manner  of  way :  in  that 
regard,  aduifed  him  to  fortifie  the  Cittic, 
placing  ftrong  Courts  of  guard  in  the 
moft  coniicni^it  parts  thereof,  to  hinder 
euery  way  their  enemies  entrance .  And 
being  in  this  lamentable  condition,  that 
they  muft  needes  fight  for  their  houfes, 
wiuesjand  children ;  they  helde  it  highly 
honourable,  and anfwerable  to  the  glorie 
oftheir  ancient  valour,  to  dye  fighting  in 
their  fight ,  and  cuen  before  theyr  ownc 
doores. 

Heercupon,  c^ch' Mamaluke  going  to 
his  own  houfe,  furnifhed  all  bis  hoofliold, 
and  the  very  toppe  of  his  houfe  with  all 
kinde  of  weapons  ;  inftantlyalfo  entrea¬ 
ting  the  Egyptians  in  each  ward  &  ftrcetc 
to  take  Armes  againft  the  common  eruell 
cnemiejnotfuffcringthemfelues  to  bee 
flaine,  and  their  wiues  and  children  carri¬ 
ed  away  as  flaucs .  For  (quoth  they)  if 
the  faiiage  and  infatiate  enemy  do  winne 
the  vidory,  as  accidents  of  warre  arc  al- 
wayes  doubtfull :  no  (pare  will  bee  made, 
no  not  of  fuch  as  beare  themfelucs  but  in¬ 
differently  jleaning  in  help  to  neither  fide* 
becaufe  vidory  fwclles  with  fuch  infolent 
liccnce,as  he  relpeds  not  any  man but 
fuch  as  (without  doubtful  ftaggering)rLin 
defpcrately  to  affift  his  fortune,  when  war 
ftands  ypon  vneertaine  fucceffe. 

Moft  of  the  Egyptians  that  were  rich 
and  wcalthy,as  ificy  did  well  forefee,  that 
alteration  in  the  State  and  Empire  would 
be  very  hurtfull,  and  bring  great  Ioffe  and 
hindcrance  to  their  wealth  and  Trafficle: 
fo,  in  dcuotion  and  helpe,  they  were  not 
failing  to  the  Mamalukes .  As  on  the  con- 
trary,mofl:  of  the  poorer  Citizens, and  no 
meane  mufotude  of  the  worfer  fort  (who, 
being  voidefofdanger3do  ciicrmore  gaine 
by  others  Ioffes)  rcmembringallthevilla- 
mes  and  extreme  oppreffions,  which  they 

had 


I  His  proic<51es 
and  intencios 
alwsyes  were 
vnfortunately 
difeouered.  a; 


The  Mama- 
lukes  relolued 
ro  dye  in  the 
fight  of  the  ir 
wiues  &  chil 
dren. 


Viftoric  ad- 
micteth  no  re. 
fpc^l  of  pcr-i 
fons. 


/ 


The  bafer  fort 
make  their 
be  ft  benefice 
by  fiftiing  in 
troubled 
ftreames. 


58^ 


The  Baccaile  of  Cayro. 


7  Booke 


Tomumbeyo 
fortified  the 
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belonging  to 
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had  fuffered  (for  the  fpace  almoft  of  three 
hundred  yearcs)  vndcr  the  Mamdukes^  in 
very  wofiill  and  wretched  flauery ,  they 
kept  themfcliies  within  doores  jawayting 
for  the  fights  fuccefTe  :  iocondly  hoping, 
that  the  time  was  now  come,  for  punifh- 
ing their  proud  oppreflbrs^  and  that  re- 
uengc  would  be  fought  by  the  blond  of 
ftrangers^theiffuc  for  ting  fo,  that  theyr 
eyes  fhouldbcfamfied,with  apleafing& 
long  expefted  fpedade. 

In  the  mcane  time,  T mumbeyo  with 
moft  indulgent  care  and  labour,  fortified 
the  gates,  and  all  the  waies  of  the  Citties 
entrance,  appointing  Captaincs  for  cue- 
ryftreet,  Inciicry  market  place,  Court, 
and  aflcmbly  of  people,hc  made  very  wit¬ 
ty  and  pcrfwafiue  Orations,  permitting 
no  idle  loytcring  in  tlie  wbrkesj  and  final¬ 
ly  (which  is  faidc  to  be  the  hardeft  matter 
in  diftrefle  and  danger)  he  carried  an  vn- 
appalled  countenance,  dcliueringfignes 
of  extraordinary  hope  and  valour  no  way 
to  be  daunted,  MamAlukeSy  oucr 
and abouc neceffity  (which in  cxcreami- 
tics  makes  men  mad  and  defperate  5  yea, 
kindlcth  courage  in  errant  Cowards^  be¬ 
ing  ftirred  vp  by  emulation :  did  fpeedily 
and  coiiragioufly  execute  the  duties  and 
offices  of  worthy  Captaines  5  for  eiicrie 
one  of  them,  as  his  wit  and  inuention  beft 
inftrudled  him,  made  trenches  thwart  the 
moft  paflable  ftrectes,  laying  alfo  great 
Logges  of  Timber  crolTc  vpon  them.  O- 
thers,  made  priuy  pits  and  holes,  with 
fliarpe-poinicd  ftakes  furely  faftened  in 
them, whereon  the  enemies  vn  warily  fal¬ 
ling,  might  gore  and  fplic  thcmfeliies.  O- 
thers  likewife  fitted  the  houfes  and  Win- 
dowes  of  euery  turning  ftrecte,  with  fuch 
plenty  of  fhot  as  their  ftore  and  ability  af- 
fordedj  and  allthefe  thinges  were’pertor- 
med  with  fuch  expeditionjas  no  man(not 
the  very  Mamahkes)v![\^dz  it  nice, or  ftrai- 
ned  coiirtcfie,io  take  the  pickaxe  &  fpadc, 
or  to  do  any  fcruile  feruiccable  Worke  ; 
whereby  it  appeared,  that  nothing  could 
be  thought  deuifed,  but  it  was  as  expedi- 
tioufly  effeded. 

Now, although  the  Citty(being  vcric 
great  and  old)  had  no  wals  to  enclofe  it  5 
yet  there  were  Gates,  and  but  certayne 
wayes  for  entering  into  it ,  one  whereof 
was  a  dired  and  very  broad  ftrcct, leading 
from  the  Haft  gate  to  the  Gaftle,  and  into 
the  middeft  of  the  Citty.  The  reft  ofthe 


wayes  wer  but  very  narrow  ftrceis  or  paT 
fagcSjfomewhatvnfightly  and  difgrace- 
full,  where  no  Ordnance  could  be  drawn, 
nor  an  aranged  battcll  mcctc  with  his  op- 
pofite.  Into  this  mainc  way  or  ftrecte  had 
Tomumbeyo  cfycchWy  brought  a  power, 
bccaufe  he  well  pcrcciucd,  that  their  ene¬ 
my  would  couet  entrance,  in  regarde  of 
the  fpacioiis  admittance .  But  the  other 
quarters  ofthe  City  further  off,  heckept 
with  fmall  guards :  yet  the  inner  &  middle 
part,  where  the  Caftle  ftood,was  guarded 
with  a  fufficicnr  power,for  the  better  fup- 
ply  of  all  other  placcs,where  the  enemies 
cry,  or  their  owne  folio wes  pcrill  might 
call  their  affiftancci  For  the  Citie,  bcii?g 
the  greateft  of  all  other, with  fo  fmal  a  po¬ 
wer,  could  not  be  defended  round  about, 
namely, wayes  lying  open  into  it  in  cucry 
place.  ( 

When Selym  had  rccciucd certaine  in*- 
telligcnce,  that  Tmumbeyo  was  entted 
Cajroy  and  all  the  Mamalukes  (gathering 
their  ftrength  into  one  maine  head)  wold 
try  the  vtmoft  fortune  ofwarre :  hce  mar¬ 
ched  with  his  Army  necrer  to  the  Cittie. 
All  the  way  he  encouraged  his  troopeSjto 
confidcr  with  thcmfeliies  aduifcdly,  that 
now  they  muft  intend  an  entire  conqueft 
ofthofc  Enemies,  whom  they  hadi  alrea¬ 
dy  fo  often  vanquifhed  jand  to  take  a  little 
the  more  paines,  that  their  vidorious  re¬ 
wards,  mightbe  anfwcrable  vnto  theyr 
brauc  cndeuoiir,for  which  they  had  for¬ 
merly  coueted  with  immoderate  defirc^. 
So  paufing  a  while,  and  commamjding  a 
Trumpet  to  fummon  general  fi!e.ncc,thus 
againe  be  proceeded. 


One  maifle  or 
cheefe  ftrecte 
in  the  City,aii 

the  reft  bm  of 
flenderpaf- 
fage. 


A  briefe  Oration  of  SeJym, 

tohis  Souldiers. 


Sclyms  armie 
inarcheihon 
toward  grand 
Cayro, 


F 


Riends^mdFe Howes  in  Armes^  let  wee 
intreat you  to  remember^  that  there  re- 

•  /  w  ^  » 


maineth  now  hut  a  few  wretched  men 
with  a  forfaken  naked  King^  who,  being  late¬ 
ly  (pent  with  wounds  and  feare,were  not  able 
to  endur e  the  field,  but fiytng  thence  coward- 
ly,haue  verily  determined,  to  expert  at  home 
{in  the  fight  of  their  wiues  and  children)  the 
fupreme  and  laB  cast  of  t  miferable  life. 

Egyptians  (of  their  owne 
accord)  hanefentfor  me 'for  they  deadly  ha- 


He  encoura- 


twg 


geth  them  by 
their  late  re- 
ceyued  good 
fuccelTe. 
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The  entrance 
ofSclyminto 
Cayro  ac  Baf- 
fuel  gate,  and 
manner  of  his 
further  pro-* 
cceding. 


No  fury  com* 
parable  to 
fierce  con  ten 
tion  for  yido- 
lie* 


The  great 
harm  done  by 
the  ambuihed 
trenches  and 
downfals. 


ting  the  Mamalukes  'very  name :  doe  with 
greedy  dejire  expe6}  their  deBruHion ,  and 
pr  omife  to  fight from  their  owne  houfeSy  'ut¬ 
terly  to  deHroy  the  race  of thofe  wicked  fa- 
uage  men.  N euerthelejfe^  the  abfolute  'victo- 
ry  of  the  whole  war^  confisieth  in  'vtter  van- 
^uifhing  the  remnants  of the  defeated^ffr  tho- 
rowly  affrighted  Army  5  becaufe  they  can¬ 
not  bee  accounted  as  ouercome  ,  that  are 
yet  hopefuU  in  Armes^  and pojfeffe  the feat 

of  the  Empire y  euen  the gr cate fi  Citie  there¬ 
of 

Thefbuldiersfoules  were  on  fire  with 
defirc  of  fpoilcjand  being  all  readily  ran- 
kedjWanted  but  the  fignall  for  irruption . 
Whe  S  elym  cnciing  at  Baffuel^ditfcnt  in 
bis  horft  troopes  at  many  places  at  once; 
but  the  Janizaries  entred  at  the  broader 
paflage,  where  the  horfe  (on  cyiher  fide) 
meeting  together, a  crucll  &  bloudy  fight 
began  in  the  turning  ftreets ,  and  narrow 
lanes.  The  foot,  haling  out  their  Falcons 
and  Culuerings  before  them  in  the  front  5 
flanked  all  the  ftreetes  with  them  as  they 
went  along,  making  them  naked  of  anie 
defendants.  But  when  they  came  to  the 
munitions  and  trenches,  labouring  to  re- 
moue  the  logges  and  beapies  j^vbich  wcjrc 
great  hinderaiices  vnto  their  paflage ;  the 
Mamalukes  gaue  them  very  valiant  refift- 
ancejand  cither  fide  Ihewcdfuch  rare  co¬ 
rage  and  valour:  as  hciicr(ift  our  memory) 
did  men  encounter  mpre  fiercely  &  blooi^ 
dily.For  both  the  Mamalukes  zxidi  Turkes 
ftoodc  on  their  higheft  tearmes  of  man- 
hoodjvfing  all  their  cunning  flights  &  po¬ 
licies  ofwar,  in  this  one  deadly  dagerous 
fight  5  neither  part  bccing  ignorant,  that 
this  was  the  laft  hope  of  life  and  Ernpyre, 
Fortune  equally  and  indifferently  prefen*- 
ting  them  with  honorable  rewards  for  the 
Conqueror ,  and  fhamcfull  difgracc  /or 
thevanquifhed.  . 

Mighty  flaughter  was  made  at  the  mu¬ 
nitions,  by  reafon  that  the  Turkes  rafhly 
running  vpon  thceoucred  trenches,  pits, 
and  downfals, were  ouerthrown  on  heaps 
one  vpon  another,  the  hindmoft  tbrufting 
them  on  that  were  before  5  others,  becing 
gored  fpitted  on  fliarpc  pointed  flakes; 
vpon  which  aduantage,  the  Mamalukes 
wiues  and  children  (with  man-like  hardin 
nefle)  hurled  and  tumbled  down  tiles  and 
great  flones  on  them  thus  ouerthrownc 
beneath,  beating  out  the  braincs  of  verie 
many.  On  the  contrary  fide,  the  Turkes 
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The  Battell  of  Cayro. 


A  cunning 
crafty  mancc, 
of  fighting  in 
the  Egyptians 


with  their  HarquebufiTes/ctclu  offfuch  as 
they  faw  in  the  windowes,  Si  on  the  hou- 
fes, breaking  open  the  doores  where  any 
harmfiill  thing  was  throwne  downc ,  and 
fighting  in  thofe  houfes  with  diuerfe  c- 
uents.  Alfo  the  Egyptians, beholding  for¬ 
tune  now  on  the  one  fide^and  then  againe 
turned  to  the  other  jaflayled  both  Tides  a- 
like  as  equal!  enemies,  leaning  where  the 
lot  ofvidory  was  likelieft  to  happen,  that 
they  might  appeareonely  to  haue  affifted 
tb  at  part,  and  thought  vttcr  enemy  to  the 
other. 

Many  encounters* happened  in  diuers 
quarters  at  once,  and  according  to  tbeyr 
confufed  running  in  the  ftrccts,  now  this 
company,  then  that, lighting  vppon  frefh 
and  new  troopes  of  enemies :  &  they  that 
conftrained  the  viiflors  in  the  Front,  were 
often  intercluded  by  the  aducrfe  part,and 
beaten  downe  in  the  Rcre.It  was  a  wofull 
fight  to  beholdcj  the  diflanccs  Betweene 
houfe  and  houfe,  ouer-flowingwith  ree¬ 
king  blood,  which  ranne  out  of  the  flainc 
mens  bodies,  as  there  they  lay  manglcd.& '  xhe  extreml- 
difinembredonheapes  :  that  the  Duft,  tyofathickc 
which  rofe  like  athickemift  or  dark  cloud 
before,was  now  laide  therewith,  and  not  bTod  of  flain 
to  be  feene  at  all ;  Notwithftanding,  the  mens  bodyes. 
ayre  was  mcerly  darkned  with  the  fmoake 
ofthe  Ordnance  and  lefler  Artilleric,  as 
alfo  clouds  of  Arrowes  (hot  from  theyr 
-bowcs.-andfo  great  was  the  cry  and  cla- 
■mour  among  the  fbldiers,  the  clattering 
of  weapons,  and  thundering  of  theCao- 
nohs,  that  the  very  earth  feemed  to  groan 
and  tremble,  and  the  houfes  were  lent  & 
tome  in  pecces.  They  fought  continually  They  fought' 
two  dayes  and  two  nights,  with  doiibtfijll  two  dayes  and 

fortuHe,and  flender  apparence  of  adnan- 
tage  on  cither  fide :  but  only  that  tHc’^4. 

(being  few  in  nhniber,and  not  a- 
‘ble  to  endure  labour  and  watching)*!iid 
.  retreated  themfeiucs  by  little  and  Inie,  i  n¬ 
to  thcinncr  parts  oftlic  City,  vttef 
'faking  the  formoft  rtlunfitiohs. 

'  The  third  day ,  'when  the  Mamlukes 
were  in  the  very  pitch  of  perill  of  Ipfing 
their  whole  eftatc,  arid  all  that  they  had, 

(which  cafe vfually  aiugmenteth  fupreme 
enterprizes)  cheating  vj>  the  hearts  and 
endeuours  of  all  men,  they  renewed  the 
fight  with  fuch  furpafling  valor,  that  they 
droue  the  Turkes  a  great  way  backe,  and 
intercepted  ccrtalrie  of  their  Faulpons, 

W  hicn  accident,  made  Selym  to  delpairc 
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The  Battell  of  Cayro, 


7.  Booke 


tofetthehou 
feton  fire. 


Aibaam  fuc 
ceffe  bapning 
toMudapha, 
againft  the 
Mamalukcs. 


Seiyindcfpai-|  ofviftory,  fo  that  hcc  Commanded  to  fee 

ry,comm5dea  houfcs  on  firc  in  all  places :  iuft  wrath 

*  againft  the  iEgyptians  5  compelling  him 
to  that  cruell  proclamation^  becaufe  (in 
bis  very  fight,  and  but  a  little  before)  In- 
mbajha  wasgrecuoufly  wounded  in  the 
head, by  a  great  fione  thrown  down  from 
a  window. 

Now  were  the  houfcs  on  a  flaming  fire, 
now  was  nothing  heard  but  waylingand 
weeping  of  the  fuppliant  entreating  JE- 
gyptians:  andnowe  the  Turkes  fighting 
fomewhat  faintly,  expeded  that  retreate 
fhould  be  founded ;  when  Ibdainly  newes 
was  brought  by  many  men  together,  that 
in  another  quarter,  the  Mamalukes  being 
beaten  from  their  ftand ,  and  defeated  by 
enforcing  Mul^aphdy  repofed  theyr  lateft 
refuge  in  flight.  For  MuBapha  thorough 
the  intimation  of certaine  EgyptianSjand 
fugitiue  MamdukeSy  came  to  a  very  large 
ftrcetc,  where  the  Matnalukeshz^  placed 
their  horfes  ready  bridled  and  fadled  5  in¬ 
tending, that  if  any  ill  hap  befell  the,  their 
recourfe  might  bee  thither,  where  taking 
their  horfes,  they  might  efcape  to  places 
of  further  determination.  He  got  al  thofe 
horfes,and  led  them  away,  hauing chafed 
their  guides  within  a  part  of  the  citie, no¬ 
thing  fufpc£l:cd,which  was  very  weake,& 
defended  by  none  biitboyes  and  horfe- 
keepers. 

Which  accidentf  as  commonly  it  hap- 
ncth  in  ferious  and  vnexpefled  chances) 
did  wonderfully  weaken  their  valour  and 
rclblution, wherefore  when  they  wer  thus 
defeated  in  their  hope  of  flight ,  and  they 
(b  roud  ringed  about,  that  the  fight  could 
be  maintained  by  no  other  heipe  or  com¬ 
fort,  but  onely  meere  manhood:being  as 
men  vanquiihed  by  their  own  confellion, 
they  turnd  their  backs.  Many  making  hafi 
to  with  TomuryAeyo  fwho  had  in 
vainc  tried  all  Art  of  valiancie,wiredomc, 
and  policy, [to  auoidc  the  foilc  in  this  bat- 
taile)palfing  oucr  the  riucr  by  boats, went 
into  the  Region  of  Another 

multitude  hid  thcmfeluesin  the  Egypti¬ 
ans  houfes,  and  in  moil  (hamefull  lurking 
dennes.  But  aboue  1 5  oo.of the  valianteft 
Mmdukesy^ed  vnto  the  greateft  Temple 
of  the  Cittyj  where  after  they  had  long 
time  defended  ihemfelucs,  as  out  of  a  ca- 
ftlc, becaufe  they  would  not  yccld  butvp- 
bn  honorable  termes :  at  length,  beeing 
confounded  with  thirft.wcarines, wounds 
I  .  - 


The  Mama- 
lukes  vanqui' 
ihed  and  en* 
forced  CO 

Eight. 


The  great^ 
Temple  could 
be  no  refuge 
for  them. 


A  crucllmW' 


and  the  Ordnance  violently  playing  ftill 
vpon  thcmjthcy  fubmitted  ihcmfelues  to 
the  will  and  pleafure  of  the  Conquerour. 

Part  of  them  were  prcfcntly  flainc  before 
the  Temple,  by  the  angry  fouldicrs  of  Se- 
lym^  he  politicly  winking  thereat;  &  an¬ 
other  pan(fomc  few  dayes  after)  wercca^ 
ried  dowhe  the  riucr  to  Mexmdria* 

The  vidiory  thus  ftanding  for  Selym^e 
fenttwo  bands  to  quench  the  fires,  and  . 

proclamations  were  made  thorough  all  fauourmgSc- 
parts  of  the  Citty ,  that  all  the  Mamdukes  ly®  aitogc- 
which  would  come  in  and  yceldc  them- 1  * 
fellies, and  within  the  limitation  of  twelue  en  to  queneb 
houres  (pace,  (hould  be  fccurcd  from  any 
further  harme.  But  all  fuch  as  were  found 
after  that  time,  fhould  dye  for  their  refu- 
fall;  and  large  rewards  were  promifed  to 
all  the  Egyptians,  that  could  difelofe  the 
lurking  ^4;w4Me/.Contrary  wife,fucb  as 
hid  or  concealed  any  of  them,  were  pre- 
fently  to  be  (pitted  vpon  ftakes,  &  felling 
their  wiues  and  children  as  ilaues,to  burn 
their  houfes  to  the  ground.  Vppon  the 
fame  of  this  Proclamation,  agreatnum- 
berofthem  came  abroad,  who  were  in-  toing  oflbc 
fiantly  put  in  yrons,Sc  afterward  allmoft  Mamaiukesia 
cruelly  flainein  priTon; becaufe  they  were  M 
faid  to  haue  praciifed  an  efeape.  But  Ai*  yeeiaea  them 
uers,  ‘  who  would  not  violate  the  rites  of 
faith  and  friendihippe  by!  betraying  their 
friendsjbcingaccufcdby  their  neighbors, 
fuffered  loflTc  of  lifc,dying  very  conftantly 
for  their  friends. 

After  thb, the  foldicrscncreafing  their 
fury , vpon  the  pride  of  this  viaory,fcarch- 
ing  all  places  y  drew  violently  out  all  fuch 
as  were  hiddcn^and  prcfently  flc we  them, 
fpoiling  alfo  the  Egyptians  houfcs  where 
they  were  found,leauing  no  place  (hut  or 
concealed  from  them.  And  the  very  fame 
day  it  bapned,  that  Gaxtelles  cam  to 
wnohadbeenefent  (a  little  before)  into 
Thehus^  to  Icuy  Arabians,&  to  hire  aides. 

But  feeing  the  cafe  to  bee  quite  changed, 
and  that  he  was  able  to  do  no  good  cither 
bybispcrfonoraduicc  ;  hce  came  with 
three  Arabian  Captaines,and  many  horfe 
with  them,  and  yeeldcd  himfelfe  to  SeUm\ 
who  entertained  him  and  ail  his  traine  ve¬ 
ry  honourably,  euery  man  according  to 
his  degree  and  meri^ 


CHAP. 


The  coming 
of  Gazelles  to 
Cayro,S(  his 
fubmiEionco 
Selym. 
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The  Battaile  ofNilus. 
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of  the  thir  d  and  laB  Batt ell  fought  at  Nilusj 
betroeeneTomumheyo  and  Selym^  with 
the  illfuccejfe  and  difgr ace  full  death  of 
TomumbejOy  and  hard  fate  of  his  Ma- 
malukes. 


rice,  Arfinoe, 
Ptolomais, 
Apol!onia>  & 
Cyrenc. 


«{ito 


jiti 


VT  To^nun^beyo^being({cd 
(as  yc  hauc  heard)  ouer  the 
Riucr  of  Nilpis^  into  that  re¬ 
gion  which  is  called  SeieBi- 
- lying  towards  *  Cyrenai- 

PeVtapolha-  ^^a^l^hough  with  fo  many  difaftrous  raif- 
na,  of  the  fiuc  j  haps  hc  had  formerly  bin  vanquiflied,  yet 
Cities, Bero-  ftiH  hee  made  a  contagious  reparation  of 
the  war.Forjthetc  was  come  to  him  a  po¬ 
tent  fupply  of  Mamalukes  fro  Alexandria^ 
beingfent  for  by  letters  outofthe  Cittic 
Garrifonsj  and  many  more  alfo  followed 
him  in  flight.Befide^the  Arabiansoi Afri¬ 
ca  repaired  to  him ,  and  the  Moores  like- 
wife  which  were  inhabitants  oftbat  conn 
try,promifinghim  their  vttermoft  fauour 
and  helpe.'  Nay  more,  diners  ^Egyptians 
of  Cayro  houfes  and  peoplrhad  bin 

fpoylcd  and  diflionefted,by  the  couctous 
and  luxurious  Turks^  gaue  faith  alfo,  that 
they  would  raife  a  tumult  and  infurrefli- 
on,  if  hc  would  fpeedily  come  thither  in 
the  dead  of  night;  wherby  might  be  com- 
pafled,  thatfuch  Turkesas  were  lodged 
in  the  City  houfes, might  fodainly  be  de- 
flroycd  by  inuafion  of  all  the  people  to¬ 
gether.  For  the  Citizens,  hauingfuffered 
by  them  all  abhominable  and  enemy-like 
partSjCouId  no  longer  endure  the  iniuries 
offuchproude  and  malapart  oppreflbrs. 
Further  they  alledgcd, that  the  Turks^be- 
ing  (before)a  potent  army,  were  now  re-^ 
duced  to  a  contemptible  number:  for,  a 
great  part  of  them  were  flaincinthe  bat¬ 
tels  at  Rhodania  and  CayrOy  and  well-ncere 
all  the  reft  were  fpent  with  woundes  and 
fickneffe. 

While  Tomumbeyo  was  thus  bufied  about 
The  foming  his  nccdfull  pxcpsivmons  ^Albuchomr  the 
of  Aibucho*  very  greareft  man(for  authority,  lands, & 
Sue^ring”^’  riches)  in  all  SeieBica.csimc  to  Selym :  ey- 
tohim  the  in-  rher  to  preueni  the  mifehiefe  of  imminet 
^ntionscf  wane,  to  the  no  meane  peril  of  his  coun- 

Tomumbeyo. 


The  proud  in- 
folcnccof  the 
Turkes,  vpon 
the  Cittizens, 
made  them 
very  contemp 
tibje. 


trcyjOrclfe  to  win  the  vidors  fauour  by 
Treafon :  and  acquainted  him  not  onely 
with  the  new  colledled  powers  of  Tomum- 
beyo^ui  alfo  with  the  praftifes  concluded 
among  the  Cittizens  of  Cayro ,  Which 
when5^^«^vndcrfl:ood,  hecaufed  ftriific 
and  ftrong  watch  and  ward,  to  bee  plan¬ 
ted  in  all  parts  of  theCity;  commanding 
alfo,  that  the  fufpeded  Cittizens  fhoiild 
be  kept  in  the  Caftic ,  which  (vppon  the 
Garrifons  forfaking  it)  very  eafily  hee  fur- 
prized.  Furthermore,  in  diuers  places  a- 
longthc  riucr  of  A////^,he  ordered  a  great 
number  of vcffelleSj  well  furnifhed  with 
Ordnance  and  foldiers,  to  defend  the  fur¬ 
ther  banke  of  the  riucr. 

NeuerthclcfTc,  confidcring  aduifedly 
with  himfelfe,  how  perilloufly  he  had  of¬ 
ten  fought  with  moft  valiant  enemies,and 
how  difficult  it  would  be  for  him  to  inter¬ 
cept  Tomumbeyoy  who  (by  flight)  ftill  into 
wafte  and  vnknowne  Regions  prolonged 
the  Warre,  flill  getting  frefh  and  newe 
fupplies.  Confidcring  alfo, that  his  ownc 
power  was  fo  fmall,  and  fo  far  fromfuc- 
cour,  as  it  might  eafily  bee  oppreffed  in 
that  mighty  Citty,  by  huge  multitudes 
of  men  of  vncertainc  Faith.  Vppon  thefe 
difcrccte  confiderations,  hee  defired  ra¬ 
ther  to  conclude  the  Warre  by  fome  ho¬ 
ned  compofition’,  then  by  forcible  fur¬ 
ther  contending,  to  entangle  himfelfe  in 
new  dangers. 

•  And  fo  much  the  rather,  becaufe  hee 
had  intelligcn9e  by  them  of SeieBica^  that 
frefh  Companies  of  Horfle  were  Icuycd 
from  all  partes  by  the  Mamalukesy  which 
had  fledde  into  diuers  Regions:  and  the 
Nauie  like  wife ,  which  was  fent  into  the 
ftreights  of  the  Red  Sea ,  in  the  Arabian 
Gulffc  againft  the  Portugalsy  ftoode  now 
vppon  the  hopcfull  expedation  Porte 

SueZiUa,  ^ 

In  the  Nauy  were  aboue  three  thou- 
fand  Mamalukes y  md  AmyraJfeSy  and  Ray 
Salomon^  all  very  expert  Captaines:  and  a 
great  number  of  braffe  Pecces :  whereby 
it  appeared, that  Tomumbeyo  might  gather 
ability,  to  repair  e  his  former  receiued  in- 
iuries,and  fo  returne  againc  to  the  Cittie, 
being  fent  for  thither  by  his  friends. 

But  the  maine  motiuc  of  all ,  was  his 
care  of  the  Perjian  affairs,  left  Humbracof 
/4(whom  he  had  fent  before  to  the  moun- 
um^Taurfis)  fhould  notproouc  able  to 
match  the  Perfian  power ,  whereby  hee 
N  n  n  2  fhould 
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X 


The  Ambafla- 
dors  barbarou 
Hy  murdred. 


A  bridg  buil- 
'dedouer  Ni¬ 
lus  by  Selym, 


Toraombeyo 
diarufted  the 
Prouincials 
condancie  to 
him. 


(hould  be  excluded  out  of  the  leflcr  Afia 
and  Syria^  before  the  Fleet  from  C onUm- 
tinople  could  come  to  Ale^candrUy  with 
new  fupply  of  Viftuals  and  foldicrs.Here- 
upon,  he  fenc  very  honorable  men  of  the 
Clcargy,  and  likewife  certaine  iEgypti- 
ans  of  great  eftimacion  amongft  them,  as 
Ambafladors  from  him  vnto  Tomumbeyo. 
The  effeftof  their  Commiffion  was  brief- 
fly  thus.  To  counfcll  him  fora  ceflation 
from  Armes,  and  now  (at  length)  to  ac¬ 
knowledge  the  Vigors  great  fortune,  en- 
gaging  their  faith  to  him,  that  if  (in  fup- 
pliant  manner)he  would  come  to  Selym*^ 
by  humanity  and  fauour  of  the  Conque- 
ror,he  fhould  quietly  enioy  the  kingdom, 
which  he  was  not  able  to  hold  by  power. 
But  if  hee  would  proccede  and  continue 
Warre,  carcleflely  forgetting  his  owne 
weakeneffe :  then,  whenwarres  fortune 
was  thorowly  found  and  determined  5  ac¬ 
cording  to  his  iufl;  defert,  he  (hold  expefi: 
no  condition  of  dignity  or  life,  at  difplca- 
fed  hands.  Thefc  Ambafladors  be¬ 
ing  come  into Seie^ka^vjcvc  (withfran- 
ticke  and  barbarous  cruelty)  all  flainc  by 
certaine  Mamdukes^  before  they  had  any 
audience. 

Which  proud  and  cruell  deede,  brake 
off  all  further  patience  in  Selym^  who  was 
a  man  by  nature  (though  not  otherwife 
mooned)  extraordinarily  vehement  and 
fierce.  Immediately  he  proclaimed  a  voy¬ 
age  into  Seiectica  againft  Tomumbeyo^  co¬ 
rn  anding  victuals  and  other  prouifion  for 
it.  Moreoucr,he  gathered  Boats  from  all 
parts,  caufing  a  furc  and  a  very  broadc 
bridge  to  be  built  ouerTV/Z^^riuer  :  as  al¬ 
lowing  it  neyther  a»{werable  vnto  his 
dignitic,  nor  futing  with  thevrgent  oc- 
cafion,  to  make  his  paflage  ouer  with 
Boats. 

When  Tomumbeyo  had  intelligence  by 
his  Spies ,  as  alfo  from  the  Gittizens  of 
Cayro^  thatfuch  an  intention  was  prepa¬ 
red  againft  him ,  and  (b  ftrong  a  Bridge 
made  ouer  ;  hcc  (doubting  the  vn- 
faithfulnefleofthe  Prouincialles,  whofc 
hearts  he  feared  to  be  reuoltedftom  him, 
by  the  treacherous  departure  of  Albucho- 
mar)  determined  to  try  the  felfe-fame  for¬ 
tune  of  battell,  which  had  fo  oftentimes 
deceiued  his  hopes.  For,hc  being  inferior 
in  all  things, could  not  now  lengthen  out 
the  war,nor  make  cxpciSation  of  his  ene¬ 
my  :  neither  did  he  hold  it  good  for  him, 


to  fly  againc  with  lofle  of  his  dignity,  and 
thorough  farther  wilderncflcs  of  hazard¬ 
ous  aducnturc,and  dangerous  fuccefle. 

Wherefore,  confulting  with  his  Cap- 
taincs  SeCommanders,  concerning  this 
laft  attempt, which  he  and  his  Mamdukes 
were  to  makc^  by  breake  of  day  he  depar¬ 
ted  fro  accompanied  with  4000. 

horfe,and  twice  fo  many  Moores  and  A- 
rabcsfootjcontinuing  trauel  night  &  day 
til  they  came  to  iV5'/«^,that(by  a  bolde  and 
fodain  aduenture)  he  might  dcceyue  the 
TurkcSjwho  (as  he  vnderftood)  (u(pc£fed 
no  fuch  forwardnes,in  wcakc,vanquifhed, 
&  more  then  halfe  difmayed  men,whcras 
celerity  would  forftall  any  fame  of  his  vn- 
lookt  for  comming ;  fo  to  deftroy  ^  part 
of  the  T  urkifh  power,  which  firft  had  ad- 
uentured  ouer  the  riucr, before  they  could 
rcceiuc  fuccour  by  their  following  Fcl- 
lowcs.  Nor  did  the  fpacc  of  time  beguile 
his  opinion, becaufc  the  hours(being  tru¬ 
ly  accounted)  made  iuft  agreement  with 
his  fpcedy  march  thither;  and  cuen  as  hec 
formerly  conie£liircd  fo  fel  it  out, that  the 
vaw-wardoftbe./^4;?j  hadalrcadie  paft 
thcRiuer.  ButtheMuIcters  and  boyesof 
Selyms  Camp,fccking  for  the  pleafanteft 
places  for  pitching  their  Tents,  raynging 
ouer  farre,  were  the  firft  that  deferied  the 
duftxi)fth€  approching  enemy :  whereof 
MuHafhahtxng  certified,  the  allarum  was 
prcfently  giuen. 

This  rumour  fb  danted  all  hearts  with 
fcare,  both  of  them  that  had  already  paf- 
fed  the  riucr, and  theirs  alfo  which  ftoodc 
ready  to  follow  after  them :  that  Tomum¬ 
beyo  charging  the  Ajians  with  incompara¬ 
ble  valour,  while  they  were  making  them- 
fclues  ready 3  and  reforting  vnto  their  En- 
;  figncs,flew  them  in  the  Front ,  that  diirft 
endure  the  fhockc  of  the  affailants)dilper- 
fed  the  reft, and  forced  them  to  fljght:and 
all  the  vantgard  was  wel-necre  ouer* run, 
and  trodden  downe ,  befide  the  diforder 
of  the  reft ;  before  MuHapha  (albeit  hec 
fought  fcarlefle  in  the  van,  &  very  chear- 
fully  encouraged  his  fouldicrs)  was  able 
to  rctainc  them  that  fledde,  or  to  repayre 
the  other  in  array.  For,in  this  fodaine  and 

vnexpeaed  chance ,  eucry  place  was  full 
ofthe  peoples  confufed  hudlings  toge¬ 
ther, flaughter,  flight,and  fearc :  and  all  a- 
long  the  riucr  (banke  both  aboucand  be¬ 
low  the  newc  made  Bridge,  were  diuers 
companies  of  men  difeerned,  looking  ru- 

ful- 


His  departure 
from  Sciedi- 
ca,toprcucnt 
the  intention 
of  the  enemy, 
by  a  fodain  & 
vnexpefted 
fttaiagcm. 


The  difeouery 
ofTomum- 
beyos  neere 
approaching. 


Sodaine  acci* 
dents  in  Ar. 
miat  may  dac 
a  bold  rcfol  • 
ucd  Leadcr,c* 
fpccialy  when 
the  troops  fall 
into  difordc'/ 
red  confufion 


'I 


All’' 


The  Bridge 
was  rpacious 
and  large  for 
paffage. 


5climroakcth 
a  notable  fup- 
ply  bv  the 
help  of  his  Ja¬ 
nizaries  fent 
ouer  in  fmall 
Boats. 


The  Tariares 
paffed  ihcRi- 
uer  Niiuswith 
(heir  hoifcs. 


.11.  The  Battell  of  Cayro. 


fully  behind  them^  and  crying  out  to  their 
fellowes  for  (iiccour.Many  alio  being  en¬ 
forced  (by  thevrgingtroopeofthe  Ene¬ 
my)  totheverybrinkeof  the  banke^  fell 
headlong  downe  into  the  riuerjand  many 
alfo  periled  at  the  end  or  hcade  of  the 
bridgCjby  reafonthey  could  not  paffe  o- 
ucrit,  bccinghindredby  them  that  were 
continually  fent  from  the  further  fide^be- 
fide,  many  that  would  haueafeended  the 
bridge jbeing  impeached  by  fear^Si  thruft 
backc  by  their  owne  fellowes, were  drow¬ 
ned  in  the  riuer. 

The  bridge  was  fo  broad,  that  4.horfc 
in  rank-might  well  paffe  oucr  together,  & 
a  great  number  fent  ouer  in  an  houres 
(pace.  But  becaufe  the  Ordnance  was  to 
bedrawne  ouer ,  fewer  horfe  were  fent, 
then  cither  the  greatneffc  of  the  danger, 
or  fodainneffe  of  fuch  a  chance  did  vrgent 
ly  require.  Nor  was  there  any  heipe  in  the 
Ordnance,  which  could  notlpeedily  bee 
drawne  ouer ,  or  fliot  off  from  the  hither 
banke  to  the  other  againft  the  Encmie , 
without  great  danger  to  themfelues,  by 
reafon  that  their  owne  men  ftoodc  in  the 
way.  In  the  mcane  time,  Selym  who  ranne 
downe  to  theriuers  fide, at  the  beginning 
of  this  hurly  burly, filled  fmall  boates  with 
lanizarics  Harquebufiers5&  lent  them  o- 
iicrto  fuccour  their  diftrefled  fellowes* 
commading  the  horfe  alfo  to  make  what 
,  haft  they  could  oucr  thebridge,  the  nihi- 
ble  Marriners  vfing  their  beft  paihs,  in  of¬ 
ten  pafling  and  returning  with  frefh  fup- 
plies^fo  that  within  a  fhort  (pace  they  had 
conueyed  ouer  many  bands  of  lanizaries, 
whofc  comming  confirmed  the  disorde¬ 
red  Ajians^  and  now  boldly  they  endured 
the  enemies  violence* 

Alfo  Canogla^  fox\  to  a  Tartar  king, en¬ 
couraging  his  rroopes  of  Tartares  to  take 
the  riuer  with  their  horfesj  attained  to  the 
further  bank  of  the  riuer,  to  the  admirati¬ 
on  of  all  men,  aiidlofingbutfewc  of  his 
men  Tor  the  Tartares  hauing  learned  to 
fwim  ouer  the  violent  and  mightic  Riuer 
of  r mats  and  Vdga  with  their  horfes,wcre 
the  more  apt  forpaflage  hecre .  At  the 
fame  inftant  alfo,  T omumheyo  fore-feeing, 
that  the  fpeedy  victory  confifted  therein, 
endcuoured  with  his  tbickeft  troopes,  to  . 
win  the  head  ofihe  bridge, that  pulling  a- 
way  the  form  oft  boats, and  cutting  in  fun¬ 
der  the  cables,  which  fattened  the  reft  to- 
gether,&  to  the  bankes :  the  whole  bridge 


I  being  fb  let  loofe  at  libcrty,mightbecari- 
edaway  with. the  ftreames  violence,  all 

the  Turkes  that  were  vpon  it.  This  caufed 
a  very  dangerous  conflidl:,  forche  chofen 
and  beft  armed  Mamalukes  conftraining 
the  front/ought  with  lingular  valor.  And 
on  the  other  fidcl?,  MuBapha,  perceiuing 
the  prefent  pcrill, brought  vp  the  colours, 
and  all  the  valianteft  of  his  foldiours,  to 
make  good  that  place  ;  fo  that  both  fidcs 
contended  with  fuch  furpafling  manhood 
as  the  weightinefle  of  the  cafe  .required . 
Forjthe  Mamalukes  faw  manifeftly,  that  if 
I  they  could  winne  that  place,  theyfhould 
(with  very  fhorc  workc)ouerthrow  all  the 
enemies  former  viiSorics :  and  the  Turks 
as  plainly  percciued,that  except  they  kept 
and  preferued  the  bridgc,the  fafety  of  the- 
feliie3,the  whole  eftate  of  the  army , yea  5d 
the  ruine  of  their  Emperorjlay  now  at  the 
ftake,and  all  brought  to  ytter  defpaire. 

Hereupon, fb  preuailed  by  his 
Harqucbufiers,&  troops  of  Greek  hoffe, 
which  in  fundry  companies  had  paffed  the 
bridge:  that  the  enemies  were  repiilfed  & 
forced  to  retire  a  great  way  backe .  Now 
Tomumbeyo ihsLt  he  might  giue  fomerefpit 
to  his  Mamalukes  xo  hxc’SixhQ.  themfilues  a 
while,being  riot  able  to  fight  fiercely,  b^- 
caufe  their  horfe  were  fpent  and  tired,  & 
’that  after  a  frefh  repairing  oftheir  firegth 
he  might  aduentrirc  theektreme&  lateft 
fortmie  of  the  ^attcll ,  encouraged  the 
Moores  and  Arabians  to  maintaine  the 
fight, vntill  x\\t^Mamduke's\x%A  breathed  a 
little .  W  hich  when  they  had  valiantljl 
performed,  Mamalukes  (^bauirig 

foinwhat  comforted  their  own  bodies  & 

.  liorfes)making  good  their  place,  the  bat- 
‘tefwas  againe  renewed  with  fuch  rigour 
on  their  behalfe,  that^y^^/;?  (diftrufting 
the  vidory)  doubted  not  .Vo  afeend  thq 
bridge,  and  runne  to  fuccour  his  men,  al-: 
though  his  friends  earneftly  labored  him 
to  the  contrary;  ’  ^  ^  ; 

"  His  coming  (which bVought  frcfli  hope 
into  his  Souldiers  heartSi  thty  coiieting 
to  win  reward  and  praife,  by  doing  forik 
feruiccablc  adion  in  their  Emperors 
light)|repreflcd'all  the  criciriies  be^ftleti- 
deuoiir,  and  were  forced  vnto  flighf, 
oncly  through  the  valiancie  of  thelarii- 
zaries .  Purfued  were  they  ouer  all  the 
Fieldes,  by  thofe  Horfe  which  had  beenc 
at  the  fight,  and  likewife  by  the  Tar¬ 
tares,  who  gaulled  them  very  greeuoufly 

Nnn3  vvith 
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1  with  their  Arrowes.  Btit  afterward,  Mu- 
Cayerbey^  and  Gaz^elles^  were  fent 
with  a  company  of  frefh  andfivift  horfe, 
to  follow  them  that  fledjand  not  to  fiiffer 
T omumheyo  to  cfcape :  who  the  third  day 
after,  was  found  by  certaine  Pcazants, 
ftanding  in  a  Marifh  vppe  tothewaftein 
W  atcr,  among  Bull-ruihes  and  Reedcs  5 
and  they  (forfeare  of  death)  deliucred 
him  to  the  Captaines,  who  brought  him 
to  Selymy^\io  would  not  vouchfafe  to  fee 
him. 

After  he  had  caufed  him  to  bee  a  long 
time  in  vaine  tormented,  to  difclofc  the 
treafurcs  of  Campfen  5  at  laft  he  gaue  com¬ 
mand,  that  he  ftiould  be  carried  about  all 
the  famous  fkeets  of  the  Citty ,  riding  on 
a  vile  Camels  backc,  and  in  poore  ragged 
Garments,  with  his  hands  bound  behind 
him^  and  then  to  bee  hanged  vp  with  an 
halter,  for  the  murthcring  (as  liec  preten¬ 
ded)  ofhis  Ambaffadors ,  although  the 
Noble  Prince  was  altogether  guiltleffc 
thereof.  The  like  fate  alfo  befell  to  all  the 
Mamalukes  tbzt  were  in  prifon,  or  could 
be  taken .  After  the  fhamefull  death  of 
Xomumbeyo^  who  was  executed  the  thir- 
Lteenth  day  of  Aprill,  Anno  15 17,  all  the 
whole  Empire  ol  the  Soldan  ycelded,and 
likewife  all  the  Princes  that  had  bcene  tri¬ 
butaries  to  the  Soldan,  cuen  vnto  the  do- 
minions  of Prel^relohfi, 


Rings  Inuen;' 
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nity  of  man. 
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CHAP.  XXIII. 
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of  the firHinuention  of  wearing  Binges :  to 
whd'enditWits  ^  And  of  many  ancient 
[  md  admirable  things y  tending  ^nto  the 
famepurpofe» 


*  >  -  t  / 


Mong  all  other  Jewels 
and  Ornaments, inuen- 
ted  by  the  fpirite  and  in- 
duftry,  or  rather  by  the 
vanity  of  man  ,  to  cna- 
bellifh  &  beautify  him- 
fclfc  withall ;  there  is  not  any  compara¬ 
ble  to  that  of  Rings .  bee  it  for  riches,  or 
curiofityin  wprkcmanftiip.  For,  oucr 
and  belide  that  they  are  made  in  a  round 
and  circular  figure,  which  is  the  moft  per- 
fc£t  of  all  other :  they  are  befidc  fo  fubic^l: 


and  light,  that  they  may  be  worne  on  the 
leaft  finger  of  the  hand.  Neuertheleffe, 
they  are  alwayes  made  of  the  very  richeft 
mettall  of  all,  and  accompanyed  with 
ftones,  the  moft  precious  and  exquifite 
that  are  to  be  had,  and  valcwcd  to  bee  the 
onelyefteemed  things  in  the  world.  Be¬ 
hold  then,  what  meanes  the  ambition  of 
men  found  out,  to  weare  a  ring  vpon  one 
finger,  vale  wing  in  price  the  worth  of  a 
Citty  rforjitisnotvnknownc,  there  are 
fbme  fuch  precious  ftones,  that  arc  eftec- 
med  as  a  world  of  Gold,  and  yet  notwith- 
ftanding,  they  hinder  not  the  hand  from 
the  vfe  of  any  exercife  whatfoeuer.  And 
albeit  that  Rings  hauc  ferued,  and  yet  do, 
to  fome  other  more  neceflary  ends  &  cf- 
feds,  then  thofe  before  related :  yet  the 
very  principal!  point  which  brought  them 
into  vfejwas  to  glad  and  delight  the  eye, 
andtodeliuer  an  outward  tcftimonic  of 
Nobility,  and  (hew  theperfons  eftimath 
on.  But  bccaufc  they  are  now  grown  ve¬ 
ry  common,  and  yet  much  efteemed,  I 
will  fet  downe  certaine  ancient  Hiftories, 
incident  to  our  prefent  piirpofe,not  great¬ 
ly  irkfomc  to  rcade  or  hcarc. 

In  the  firft  place, it  is  not  refolutely  de¬ 
termined,  who  was  the  prime  inuentcr  of 
Rings ;  and  yet  fome  do  fay,  that  the  firft 
Rings  knownc  to  be  worne,  was  in  the  re¬ 
membrance  of  Prometheus^  who  (as  the 
Poets  faigned)  beeing  chained  to  a  rockc 
by  the  appointment  of  lupiteryW^s  deliue- 
red  hy  Her culesy  with  the  permiffion  of  lu- 
piter*^mt\\  this  condition  neuertheleffe, 
that  in  perpetual  memory  of  his  imprifon 
ment,  the  faidc  Prometheus  ftood  obliged, 
to  wcarc  inceffantly  a  ring  of  gold,encha- 
fed  with  a  ftone  of  the  rocke  whereto  hce 
was  prifoncrj  and  thereby  fome  hold,that 
the  vfe  of  rings  tookc  thence  the  firft  bc- 
ginning.P//;^  and  many  other  authors  re¬ 
puted  this  difcoiirfe  for  a  fable,as  al  Chri- 
fiians  ought  to  do :  and  becaufc  it  is  a  Ica- 
fing,and  friuoloufly  feigned,  I  mcanc  to 
infift  thereon  no  further. 

Concerning  mine  owne  opinion ,I  am 
of  the  mind,  that  the  inuention  of  Ringes 
came  not  by  one  man  only,  but  from  ma¬ 
ny,  and  in  diuers  times  jconfidering, it  ne- 
ucr  was  any  note  of  great  cunning, to  take 
the  fingers  bigneffe  by  a  thred,  and  with 
that  mcafure  to  make  a  Ring  of  Golde 
or  Iron  i  (lich  as  aunciently  were  worne 
by  thevcrychcefcftLordesofZ.W^’^?-?/^ 

and 
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and  Romcy  before  they  gaiie  thenifelues  o 
uerto  the  fuperfluicies  and  dilTolutions, 
which  afterwardes  reigned  in  all  things. 
And  vndoubtcdly,  the  cuftoine  and  ccre- 
monie  continued  long  time  amongft  the 
Romdines^  that  the  Ring  of  Honour, which 
the  husband  fent  to  his  fpoufe  on  the  mar¬ 
riage  day  3  was  made  of yron ,  Plinie  dif- 
courfing  on  the  antiquicic  of  Rings  ^  faith  ^ 
That  they  were  not  in  vfe  in  the  war  time 
betweenethcGr^^iSr^jand  7>w;y  ;  confi- 
dering  that  Homer(yvho  wrote  thereof  ve¬ 
ry  amply)  makethno  mention  at  all  of 
Rings,  much  leifc ,  that  they  (ealed  then 
with  Rings.  Andyetnotwithftanding,he 
fpcaketh  fufficiently  of  Chains  and  Brace¬ 
lets  5  which  were  at  that  time  wornc,  and 
of  the  manner  of  clofing  and  fcaling  Let¬ 
ters  :  fo  that  if  Rings  had  then  bin  in  vfe, 
Homer  neuer  haue  let  it  fleepe  in  fi- 
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Vlin,in  lib  7, 
cap.i  8, 


But  the  good  olde  man  Plinie  ^  cannot 
ouer-reach  vs  with  his  idle  arguments  and 
conieiSures  j  for  we  reade  in  Genejis,  that 
lofeph  (who  lined  aboue  fine  hundred  and 
fifty  yearcs  before  the  warres  of  Troy)  ha- 
uing  ejmoundcd  thedreameof  Pharaoh^ 
King  of  Aegypt^  was  by  the  fayde  Prince 
made  Superintendent  ouer  his  kingdom, 
and  for  his  fafer  pofleffion  in  that  eftate , 
he  tooke  off  his  Ring  from  his  hand^  and 
put  it  s^ov\Iofephs  hand.And.fiirely^kings 
did  not  oncly  weare  Rings  in  thofe  times, 
becaufe  wc  reade  that  defirin'g 

10  haue  iffiic  bythe  race  of her  fa¬ 
ther  in  lawe  (who  was  brother  to  lofeph) 
had  his  company,  vnder  colour  ofbccing 
a  common  whoore,  and  receiued  as  pre-\ 
fents  from  him ,  his  Staffeandhis  Ring. 
In  Mofes  timc,which  was  more  then  foure 
hundred  yearcs  before  T '^oy  warres ,  wee 
find  Rings  to.  be  then  in  vfe  5  for  we  reade 
that  they  were  comprehended  in  the  or¬ 
naments  ,  which  Aaron  tfie  High-Prieft 
jiaould  wcarc ,  and  they  of  his  pofteritie 
afterward ,  as  alfo  it  was  auouched  by  Jo- 
fephu<r. 

Whereby  appeareth  plaincly,  that  the 
vfe  of  Rings  was  much  more  ancient, then 
Pliny  reporteth  them  in  his  Coniedures : 
but  as  he  was  a  Pagan,  and  ignorant  in  fa- 
cred  writings ,  fo  it  is  no  maruell,  if  th'efe 
things  went  beyond  his  knowledge.  Ac¬ 
cording  ashimfelfe  apparently  manifeft- 
etb,  Ipeakingofthem  ofhisowneCoun- 
trey :  for  hee  fay  th ,  the  vfe  of  Rings  were 


anciently  fo  rare  in  Rome,  Si  fpccially  fuch 
as  were  of  gold ;  that  there  was  no  annei- 
enc  Statue  to  be feen  ringed,  except  thofe 
of  the  Kings  ,  Numa^  znASeruinsTnllins^ 
for  all  other  Statues  were  without  Rings . 
Heefayth  morcouer,  that  (ordinarily)  no 
ocher  Rings  were  wornc  in  Rome,  but  of 
yron,  and  chat  the  cuftomc  of  the  Romans 
w  as^to  giuc  Rings  of  gold  (by  way  of  pre- 
rogatiue)  to  AmbafTadours ,  which  they 
fent  to  any  King ,  or  to  fome  ftrange  Na¬ 
tion  •  And  yet  notwithftanding,  they  that 
entred  Rome  triumphantly, wore  no  other 
Rings  then  of  yron,  although  crownes  of 
gold  were  allowed  for  their  heads  ,&  long 
time  did  this  cuftomc  continue. 

AfcerwardjVvhcn  the  Romaines  became 
more  braue  and  fumptuous ,  yet  did  they 
exprefly  prohibite  in  Rome ,  to  all  mecha¬ 
nical!  pcr(ons,and  men  of mcanc conditi¬ 
on,  to  weare  Rings  of  golde :  except  they 
were  rancked  with  the  Souldiers,  m  Re¬ 
main  Cauallerie, which  was  a  third  eftate, 
betweene  the  Ord er  of the  Senators ,  and 
the  common  popularities  asnow-adayes 
is  our  Nobilitie .  Whercuppon,  Rings 
were  fo  priuiledged ,  that  in  giuing  li¬ 
cence  to  any  one  to  weare  a  ring  of  gold, 
it  was  as  much  as  to  ennoble  him,  and  to 
p'afle  him  for  a  Gentleman.  For,as  Pliny, 
Dion,  and  many  other  haue  left  in  their 
„\yritings,  the  i?^w;^Knighrs  were  known, 
and  thofe  of  the  Military  Order,  amongft 
^thc  common  people ,  and  diftinguifhed 
from  them  by  Rings, which  they  wore  on 
their  finger$  :  euenas  cuidently  as  Sena- 
tourswerc  knowne  by  their  long  Purple 
Roabes,  embroidered  with  large  headed 
nailcs.  For  this  caufc,  the  Poet  Horace 
attributed  Rings  to  the  Cauallerie,  befto*^ 
wing  on  them  the  nameof  Knights,  or 
Gentlemen. 

This  priuiledge  then  of  wearingRings 
ofgolde,  mightnotbegraunted,  butio 
fuch  as  had  accomplifhed  fome  highen- 
terprife,  or  that  were  men  of  power  and 
worthily  deferued ,  And  affuredly  I  this 
prerogatiue  was-fo  affeaed  generally, that 
lulius  Cdtfar,  coucting  to  embolden  his 
Souldiours  by  remunerations  and  promi- 
fes  rafter  along  Oration  made  to  them, 
hee  would  lift  vp  his  finger,  infigne,  that 
thcyfhould  enioy  whatfocuer  hepromi- 
fcd.  And  all  his  Army  concciuing^  that 
by  this  figne ,  hee  would  permit  them  to 
weare  Rings  of  golde,  which  intimated 
_ _ _ afmiich, 
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afmuch,  as  that  they  (liould  all  beknights; 
were  the  more  fprightly  encouraged,  and 
ferued  him  with  moft  chearful  difpofitio. 

Very  true  it  is ,  that  in  the  time  of  the 
Emperoiirs  3  this  prehcminence  was  gi¬ 
uen  to  many  that  deferued  it  not,  as  wee 
may  fee  in  Imemll  and  Suctonm^  as  alfo 
in  the  Commentaries  or  Chronicles  of 
lulim  C^far ,  and  of  Vitellim  .  Ncuer- 
theleflCatheEdid  5  wherebyjt  was  inhi¬ 
bited  to  Mcchaniekes  to  weare  Rings  of 
golde  3  was  not  in  force  at  the  fecond 
warre  againft  the  CarthaginknSy  and  the 
ouerthrowof  ^cRomaines  which  happe¬ 
ned  at  C annas :  for^according  as  Pliny  and 
Tittis  Lmius  doe  report ,  three  buftiells  of 
Ringd  (belonging  to  the  RomainesihmQ, 
in  the  battell  of  cannas )  were  found  a- 
mong  the  flaughtered  bodies.  In  like  ma- 
ner^as  Cicero  alleadged  in  his  fift  pleading 
againft  Verres ,  he  vfed  thefe  very  words  5 
when  a  Generali  of  the  Romaine  Army  ^obtai¬ 
ned  any  viclorie^  hee  ordinartly  gaue  a  Ring 
to  his  SecretartOy  as  a  reward  for  his  faith- 
fdneffe.  Many  other  things  were  alfo  in 
cuftome  then ,  which  wee  will  heereafeer 
more  at  large  difeufle :  after  we  haue  pro- 
uedty  Examples  and  Hiftories^  to  what 
end  Rings  were  worne  in  elder  times  *and 
in  what  manner* 

Firft  then^  our  reuerend  prcdcccflburs 
vfed  to  weare  their  Rings,  on  the  next  fin¬ 
ger  to  the  leaft  vpon  the  left  hand  j  accor¬ 
ding  as  it  was  obferued  by  the  Statues  of 
"Numa^  and  SerumTallus,  Remain  kingsj 
becaufe  that  finger  was  called  Digitus  An¬ 
nularis^  The  Ring  finger ,  And  certainely 
(yisPlinie  faith  in  his  feauenth  Booke  and 
eighteenth  chapter)  the  Ring  worne  vp¬ 
on  the  left  hand  3  was  a  mecrc  exprclfion 
of  modefty :  the  imaginingj  that 

it  was  a  matter  ouer-curious  and  fuper- 
fluous,to  weare  any  Rings  at  al:  and  ther 
forC3to  make  the  lefler  (hew  of  them, they 
did  euer  weare  them  on  the  left  hand.Nor 
can  we  fey  (according  to  that  this 

was  done  to  any  other  end,  but  becaufe 
the  left  hand  was  more  at  liberty  then  the 
right  inthemannagingof  Armes,  itfer- 
uingthen ,  but  as  a  defence  to  thebodie3 
in  carrying  onely  Shields  and  Targets,  as 
Souldiers  vfed  then  to  doc,  the  right  hand 
hauing  no  fuch  cafe. 

Ncuerthclcftejfome  do  faVsthat  Rings 
were  worne  on  the  left  handjfor  the  more 
(afetieand  aflurance,  confidering  that  it 


is  the  hand  leaft  employed;  and  that  the 
Ring-finger  was  eleded  for  the  fame  rc- 
fpcift  :  For  it  is  leafl fet  to  labour  of  all  the 
fingers  j  as  MacrobiusfdAih.  Piirfuing  the 
fame  calc, and  alleging  Pliny  for  the  point, 
he  addeth  thefe  w  ords;  There  is  a  ^eine  or 
nerue^  commingfrom  the  hearty  which  taketh 
his  ending  in  the  Ring-finger  for  which  caufe 
and  reafon^  that  finger  deferjieth  to  be  crow¬ 
ned  with  golde .  Aulus  Gellim  alfo  is  of  the 
fame  opinion.  Others  affirme,  that  Rings 
arc  worne  vpon  that  finger,  forphyCcke, 
or  phyfic^lly;  and  that  the  vertue  of  preci¬ 
ous  (lones  enchafedMn  them,  doe  pene¬ 
trate  to  the  heart ,  by  meancs  of  the  fore- 
named  veinc.  grounding  his 

conceit  vpon  the  Pythagorian  numbers, 
whereof  the  Egyptians  made  vie;  alleageth 
many  other  reafons  concerning  Rings, 
which  I  pafle  the  lightlicr  oucr ,  as  ftem- 
ing  to  bee  matters  of  (hiall  importance. 
We  will  rcfoluc  then  on  the  laft  opinion, 
appearing  to  bee  the  moft  receiuable : 
although  we  fee  rings  to  be  worne  indif 
ferently,  vpon  all  the  fingers  that  arc  on 
the  hand. 

Macrobius  doth  auouch,  that  the  moft 
principall  caufe  of  inuenting  or  finding 
rings,  was  to  feruc  as  Seales  ;  for  in  for¬ 
mer  times ,  cucrie  man  cauled  to  be  cn- 
grauen  in  Stones  foenchafed  in  Rings, 
what  did  beft  pleafe  his  ownc  mindeand 
affedion,  and  wherewith  tofeale  vp  his 
Letters. 

This  was  then  the  reafon  of  bringing 
Rings  in  vfe,  although  now-adayes  they 
arc  that  way  leaft  imployed  *  and  allured- 
ly ,  men  (in  elder  dayes  )  were  fo  curious 
for  well  keeping  their  Rings  and  Signets, 
that  they  would  feale  with  them  veriefel- 
dome.  Which  I  thinke  not  to  be  fo  vied 
amongft  the  RomaineSy  becaufe  they  were 
fo  jneare-handed ,  as  not  onely  they  fca- 
led  their  Letters  with  their  Signets  ,  but 
alfo  fcaled  therewith  their  Chefts,  Cof¬ 
fers,  Ambries,  Cub-boordsand  purffes, 
that  kept  the  houfholde  keyes ;  yea ,  and 
foaled  their  Cellers,  wherein  were  their 
ftored  wines , for  fcarcleft  theylhouldbc 
ftollen  away  from  them;  and  MarcusTul- 
Hus  Cicero  himfelfe  fayth ,  that  his  mother 
did  the  lame. 

^  Now  cocerning  the  vfe  of  foaling  with 
Rings,  it  is  very  ancient,  according  as  we 
may  rcadc  in  many  Examples  and  Hifto- 
ries ,  efpccially  iu  the  facred  Scriptures, 

where 
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where  it  is  faid.  That  Quecne  lefahcl^  wife 
to  Achab  King  oiSamarky  fealed  with  the 
Kings  Ringjthc  Commaund  whereby  ftie 
fent  to  hauc  Naboth  put  to  death :  and  yet 
nolwithftanding  ,  this  was  fiftccnc  hun¬ 
dred  yeares  before  the  foundation  of  the 
Cittieof^t?;w^. 

Morcouer ,  when  the  Prophet  Darnel 
(by  the  Kings  commaundemenr)  was  put 
into  the  Denne  of  Lions;  the  ftone  which 
clofcd  the  mouth  of  the  favdc  denne ,  was 
fealed  with  the  Kings  Ring,  and  the  rings 
of  all  the  Princes  in  the  kingdome:whcre- 
by  appeareth ,  that  Rings  (eriicd  them  to 
fealc  withall ;  as  now  they  are  vfed  in  any 
Kingdome,  when  the  King  confirmeth  a- 
ny  efpcciall  priuilcge. 

And  in  thefe  venerable  elder  times, 
Stones  were  chchafed  and  fixed  in  Rings, 
vpon  which  ftones  were  cut  and  engrauen 
diuers  formes  and  figures ,  deuifed  onelie 
to  feale  withall.  Heereupon  did  the  Poet 
write  : 

/  knew  the  Letter y  and  the  faithfuU (lone. 

Afmuch  to  fay  ,  as  he  knew  the  partie 
from  whence  the  Letter  came ,  by  the  fi¬ 
gure  engrauen  vpon  the  ftone  in  the  ring, 
implying,  that  he  knew  the  Seale .  In  re¬ 
gard  wherofjwhen  men  made  their  rings, 
they  ftudied  to  exceede  one  an  other  in  ri¬ 
ches  and  coftlincfle,  cfpecially  Kings  and 
other  great  Lords ;  witnefle  the  fo  much  ] 
renowned  Scale-ring  of  Polycrates  aTy-‘ 
rant  in  the  Ifle  of  Samos .  And  although 
many  did  fufpe£f  the  narration  of  that 
Seale,  as  a  matter  meerely  fabulous :  yet 
notwithftandingj  Cicero^  Plinie^  Strabo  and 
HerodotuSyAot  holdc  it  for  a  true  hiftoric, 
affirming  it  to  be  an  Emeraijld  engrauen, 
wherewith  this  Prince  vfed  to  feale  his 
Mifliues  and  Patents ,  asbriefly  wee  will 
fay  fbmewhat  of  the  difeourfe. 

This  Prince,  hauing  long  time  lined  in 
great  profperitie ,  neuer  finding  Fortune 
any  way  contrary  to  him,knowing  alfb  in 
others  her  inftabilitie  to  be  foch,  as  it  was ' 
impoffible  for  a  man  to  palle  through  the ' 
courfesof  this  life,  without  experimen¬ 
ting  her  variable  trauerfes ;  was  willing  to 
fal  into  a  voluntary  misfortime,as  hoping 
(by chat  mcancs)  to  fatisfic  whatfoeuer 
Fortune  could  inflidl  vpon  himi ..  Hereup¬ 
on,  taking  the  Ring  which  he  fo  highly  c- 
fteemed ,  he  threw  it  into  the  very  deepeft 
place  of  the  Sea,to  haue  the  Icffe  hope  for 
eucr  finding  it  againe;  which  yet  he  did, 
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maintaincth  ,  by  the  aduicc 
of  Amajtits  K\Ci^,oiAegypt,  and  his  confe¬ 
derate.  It  hapned  ,  that  within  fome  few 
dayesafter,  a  Fifher-man  prefentedhim 
with  a  fifta  caught  in  the  Sea  ,  which  wa4s 
very  great ,  and  much  remarkcable .  As 
the  Cooke  belonging  to  Polycrates  was  in 
dreffmg  the  fame  fifti ,  be  found  in  the  bo- 
wells  thereof,  the  Ring  which  his  Lord 
had  thrownc  into  the  Scajan  accident  ve¬ 
ry  admirable ,  and  fortunate  to  Polycrates, 

When  King  heard  thereof,  hec 

departed  from  the  league  of  fricndfhip 
which  hee  bad  long  continued  with  Poly- 
crates ,  fending  him  expreffe  word  by  his 
Ambafladours ;  that  it  was  impoffible  for 
a  man  to  be  fo  fiirtunate ,  but  ere  long  he 
miift  fall  into  farre  greater  misfortune,  c. 
ucn  to  the  piitying  ofhis  beft  friends.  As 
it  hapned  to  him  in  fhort  time  after :  For, 

King  Darm  making  war  againft  him,  was 
-taken  in  the  faid  war  by  Orandtis^  Lieiite.- 
nant  generall  to  Darm ,  who  caufed  him 
to  be  hanged  and  ftrangled.  This  came 
thus  to  pafle,  two  hundred  &  thirty  ycres 
before  the  foundation  of  the  Cittie  of 
Rome, 

Pliny  fayth ,  that  the  Stone  cnchafcd  in 
thiscoftly  Ring,  was  aCornalline  :  yet 
.  Herodotus  affirmeih  it  to  be  an  Emerauld; 

.but  there  appeareth  fome  defed  hecrein, 
.becaufcP///y;  fayth  ,  How  wasitpopblein 
jhofe  timeSy  that  an  Emeraulde  could  bee  en- 
grauenf  In  briefe,  it  was  an  ordinarie  mat¬ 
ter  among  Princes ,  to  fealc  Letters  with .  - . 

their  Rings.  As  we  may  obferue  by  Alex-  [hek  rILV  i 
anderxht  Great  ,who(according  as  ^in^ 

.tmCurtius ,  and  many  more befidc  dpe'a-i 
uoucb  )  being  willing  to  acquaint  Hefhe- 
flion ,  his  choice  fauouritc ,  with  a  fecrec 
which  he  had  fet  downc  in  a  Letter,  (hew¬ 
ing  it  to  him  ,  hctookethcRing  from  his 
finger,  and  fet  it  to  Hef  hellions  as 

afigneoffealingtbcm  vp  withfilencc, 

Suetonius  fayth,  that  Offauius  the  Em- 
perour  vfed  the  forme  of  a  Sphinx  mhis 
Scale;  whereupon  the  Poets fained,  that 
the  Sphinx  was  a  monfter  like  to  a  *Har-  \  ' 

pU ,  which  demaunded  many  doubtful!' 
queftions  of  paffengers ,  ouerthrowirig 
and  alfo  killing  fuch  ,  as  could  not  refolue 
their  Riddles .  Whereupon  the  Romaines 
emblazoning  the  Seale  of  OStaum  ^  vftd 
as  a  commo  faying;  that  his  Sphinx  might 
raife  fome  fuch  doubtfull  caufe,  as  would 
be  very  difficult  to  refolue.  And  this  made 
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ludith  10^4, 


Offauius  to  alter  his  Seale  ,  engrailing 
therein  the  Image  of  Alexander  the  great, 
Meccenas^  a  great  faiiouritc  of  the  fayde 
O^aum^  had  a  Frogge  engrauen  in  his 
Scale;  and  although  that  creature  is  na¬ 
turally  very  timorous  :  yet  notwithftand- 
ingj  the  Remains  greatly  feared  the  Frog 
of  Mec(enas ,  becaiifc  by  vertue  of  the 
Mandations  fenc  vnder  that  Scale ,  they 
payed  great  fubfidics  and  tributes  •  Ppm- 
/e/thc  Great  had  a  Lion  in  his  Signet. 

Inbriefe,  Signets  were  (b  much  refpe- 
(Scd,as  it  is  well  rcmembrcd,that  the  Sig¬ 
net  Ring  oisilla ,  moued  that  moft  crucll 
warrcjwhich  happened  bctwcenc  him  and 
Marm .  In  that  Ring  was  engrauen  the 
Image  of  Bocchna  y  King  oiCarthay  or 
Mauritania  y  whom  Silla  tooke  with  king 
lugurthe-y  which  was  fo  highly  difplea- 
fing  to  Marm^  to  whom  Sillayjz^  Lieute¬ 
nant;  ashce  tooke  occafion  thereby ,  to 
enter  open  Armes  againft  him.  PliniedX- 
fo  faith  5  that  the  SociaUwarre,  which  the 
Romaines  waged  againft  their  confede¬ 
rates,  was  moued  by  the  mcancs  of  a  Sig¬ 
net,  which  procured  the  enmitie  between 
^  Drufus  and  Scipio. 

But  paffing  from  thefe particular  Sig¬ 
nets  of  diuers  Princes,  we  are  to  oWerue, 
that  thcRomains  caufed  their  ownc  pro¬ 
per  figures  to  be  engrauen  in  their  Rings. 
As  is  well  dcliucred  by  Plautus'^  who  in- 
tfoducciha  Bawde  in  one  of  his  Come¬ 
dies,  that  by  the  impreflion  of  a  Ring, 
knew  the  iefts  and  countenance  of  a  foul- 
dicr  her  friend .  Neuerthelefle,  when  the 
Emperours  reigned  in  Rome-^  fuch  as  then 
were  plcafing  to  them ,  carried  their  Ima- 
engrauen  in  their  Signets.It  may  then  • 
be  helde  for  certaine  5  that  (almoft)  from 
the  beginning  of  the  world(by  that  which 
hath  already  bccnc  faid)Rings  were  in  vfe 
tobeewornc ,  euen  as  now-adayesthey 
arc  in  many  Countries,  where  Armes  and 
other  dcuices ,  are  ordinarily  carried  in 
Rings. 

Wccmayconcludcthen,  that  Rings 
were  made  (at  the  firft)  forbraucric,  and 
ohcly  to  giue  delight  to  the  eie;  as  alfo  for 
fomc  other  rcafons ,  whereof  wee  fhall 
fpeake  hecrcafter.  And  vndoubiedly,the 
cuftomcof  wearing  Rings  harhbeeneof 
long  continuance;  for,  bcfideiheHifto- 
ries  and  Examples  before  related ,  wee 
readcofthat  couragious  woman  ludith j 
who  hauing  fwornc  the  death  of  Hole- 


fhernesy  fhec  put  off  her  mourning  gar¬ 
ments,  and  tocxecutc  her  intention, (hee 
clothed  herftife  with  goodly  habites,  en¬ 
riching  hir  comely  perfon  with  Bracelets, 
Rings  and  carc-rings.  The  Romains  likc- 
wife  wore  Icwelles ,  and  Rings  on  all  fin¬ 
gers  of  the  hand ,  except  on  the  middle 
finger ,  which  is  the  greateft  aboue  all  the 
other,  and  which  thcyholde  to  bee  infa¬ 
mous;  for  areafon,  whereof  I  purpofe 
not  now  to  fpeake. 

Pliny  faith,  that  after  the  vidlory  which 
Pomfey  obtayned  in  Afta ,  the  Romaines 
greatly  inured  thcmfcliics  to  wcarc  rings; 
and  brauery  grew  then  into  fuch  requeft, 
that  in  Winter  they  vfed  to  wcarc  bigge 
rings :  but  thofe  appoynted  for  Summer, 
were  much  more  light,  fiibtile  andinge- 
nioufly  made .  Alfo  ,  they  named  theyr 
Rings  according  to  the  fingers  whereon 
they  wore  them,  as  is  affirmed  by  lulim 
Pela^us.  PlinieidXxhy  that  the  fecond  fin¬ 
ger  ,  or  that  whereon  the  Romaines  bc- 
ganne  to  weare  their  rings,  next  vnto  the 
Ring-finger,  was  the  firft  finger,  which  is 
neareft  to  the  pulfc;  and  then  afterwards 
they  wore  them  on  the  litle  finger.  Morc- 
oucr  he  faith,thac  many(in  his  time)wore 
three  Rings  on  ech  finger :  ncuerthelcffe, 
fuch  as  were  moft  dainty  and  curious , 
would  wcarebut  otic  Ring  only  vpon  the 
whole  hand. 

From  hence  it  enfued ,  that  euery  Na¬ 
tion  beganne  tofecke  very  diligently  for 
ftoncs  that  were  of  greateft  price  and  va¬ 
lue;  ohely  to  ferue  in  Rings  as  Signets, 
and  thereon  to  engrauc  their  dcuices. 
Notwithftanding ,  among  the  ftones  of 
tChoiceft  eftceme ,  that  of  Pyrrhus  (who 
waged  warre  againft  the  Romaines)  in 
‘aiihcient  times  was  accounted  to  be  moft 
excellent.  For,  in  that  precious  ftonc, 
(  without  any  hclpe ,  inuention  or  arte  of 
man)  was  naturally  difeerned,  the  figures 
of  nine  goddeffeSjand  a  yong  naked  child 
ftandingby  them :  fo  that  they  were  cen- 
fdred,  oy  graue  opinion ,  to  bee  the  por¬ 
traits  of  the  nine  Miifes,  and  of  Apollo,  A 
matter  very  ftrange ,  and  fomew hat  diffi¬ 
cult  to  be  credited :  ncucrthclefTe,  many 
Authors  (worthy  bclicfc)  doe  auouchit 
for  a  true  hiftorie,  efpccially  Plinie.  And 
queftionles ,  according  to  the  iudgement 
of  Philolbphcrs ,  this  might  happen  thus 
naturally, by  the  great  and  imroeafurable 
hcatc  of  matter  confifting  in  the  fayde 
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ftonc  5  or  clfc  by  fomc  correfpondencic, 
or  celcftiall  influence  3  with  the  Stars  and 
Planets,  cuen  as  a  woman  may  produce  a 
monftcr,  wholly  different  from  humane 
kind,  and  by  the  fclfc  fame  influences. 

Albertfis  Magnus  faith ,  that  he  fawc  at 
CoUen^  in  the  chappcll  of  the  three  Kings, 
a  Stone,  wherein  was  naturally  figured 
and  difeerned  two  mens  heads,  placed  vp- 
on  a  Serpent.  LeonardusCamillus^  in  his 
Mirrour  of  precious  Stones  fayih ,  that 
this  may  be  fo,  naturally^  affirming  morc- 
ouer,  to  haue  feene  (eauen  trees, all  of  one 
forme ,  naturally  portrayicd  in  a  Stone. 
And  not  to  tie  myfelfcto  other  mens  te- 
ftimonies,  Ihaueobferued  in  Columnes 
of  Marble  and  lafpcr,  men  naturally  figu¬ 
red,  and  many  other  (h apes  bcfide,very 
remarkcablcjboth  for  the  diuerfitic  of  co¬ 
lours  ,  and  fingularitic  of (hadowes  natu¬ 
rally  thereto  belonging .  And  therefore, 
feeing  fo  manic  credible  perfons  haue 
written,  concerning  the  precious  Ring- 
ftone  oil^m^Pyrrhfu  :  it  might  very  well 
be,  that  the  Nine  Mufes  were  therein  na¬ 
turally  figured ,and  appearing  to  the  life. 

Now,  for  that  which  is  reported ,  as 
touching  the  Ring  of  GigeSy  King  of  Lydia^ 
(which  P/?>/eattributcth  to  King  Midas) 
it  feemes  a  matter  ftrange  and  incredible. 
This  Ring  had  fuch  a  property,  that  being 
on  the  finger,  and  turned  to  the  in-fidc  of 
the  hand,  the  wearer  went  inuifible  5  but 
turning  it  to  the  out- fide  ,  then  he  was  vi- 
fible  againc,  and  to  be  feeue  of  all  men  as 
before  5  all  which  was  made  (bpublique- 
ly  knownc,  that  men  tooke  it  onenfiuely , 
when  they  were  demaunded,  if  they  had 
(cenc  GygesKing^  or  no .  Plato  the  diuine 
Philofopher  fayth  in  his  Booke  of  Com¬ 
mon-wealth  ,  thatby  rcafonofacertaine 
tempeft  and  earthquake,  the  ground  ope¬ 
ned  ,  and  a  great  deepe  gulfc  was  publike- 
ly  difeerned.  Gyges,  being  then  a  S  hcep- 
hcard,  butamanofboldefpirit,  defeen- 
ded  downc  into  the  gulfe,and  found  there 
agreathorfle,  which  was  of  Braffc,  and 
hollow;  within  which  horfle  was  a  dead 
body,  of  a  Giant-like  and  prodigious  fla- 
tuc.  He  looking  confider^tly  on  the  huge 
body  ,efpied  a  Ring  vpon  his  fingerjwhich 
heiookcoff,  andhauingput  it  vppon  his 
owne,  found  himfclfc  fodaincly  returned 
to  hisfellowcs :  where  they  (as  thcn)wcrc 
keeping  Cattell. 

It  came  to  pafle ,  that  Gyges  (  acciden¬ 


tally)  turned  the  ftone  in  theRing  toward 
the  palme pfhis  hand,  and  ihch  hcard  his 
companions  talking  of  him ,  as  if  hee  was 
abfent  from  their  company ;  .whereupon, 
becing  wife  and  ingenious,  hee  prefently 
conceiucdjthat  this  proceeded  from  fomc 
hidden  vertue  in  the  Ring.  So,  finding  it 
to  be  true ;  and  trufting  to  the  (ecrct  ver¬ 
tue  thereof,  he  went  to  the  Court  ofCan- 
daules  King  o{ Lydia,  where  hee  prcuayled 
fo  fortunately ,  that  he  obtained  the  loue 
ofthc  Queene.  Afterward jhauingflainc 
the  King,  by  meanes  of  his  wife,he  ppflef- 
fcdhimfelfeofthe  kingdome,  apd  fo  be¬ 
came  King  of  Lydia.  Cicero  takc^h  this 
narration  of  ,  nootherwife  thenalsa 
tnorall  Fable ,  applyed  by  him  to  colour 
what  he  fayd.  PhiloBratus,  difoourfing  of 
Serpents  and  dragons  in  the  Indiaes^fdkh, 
That  in  certaineSconcSjthc  heads  of  Ser¬ 
pents  and  Dragons  arc  to  be  fcenc ,  natu¬ 
rally  figured;  and  that  this  may  be  proued 
by  the  Ring  of  Gyges .  Seeing  then  ,  that 
fo  many  famous  Writers  make  mention 
of  Gyges  Ring,  we  may  well  allow  it  to  be 
a  true  Hiftorie,  and  no  Fable. 
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S  touching  the  before  rc- 
metnbred  Ring  of  Gyges ,  al¬ 
beit  I  will  not  refolutcly  af- 
firme,  thatithad(indcedd) 
any  fuch  propertic  (  as  clfe- 
whcrc  in  other  places,  according  as  hath 
bccnc  obferued  by  cxperienccjand  as  may 
be  gathered  by  the  writings  of  diuers  cre^ 
dible  authors,  cocerning  precious  ftones, 
hauing  wonderfull  and  vnfpcakcablc  q  ua- 
litiesand  vertucs: )  yet  notwithflanding, 
making  no  (uch  flrangc  reckoning  of  that 
ring, Magicians  haue  promifed  to  execute 
far  greater  matters,  then  the  ring  oi Gyges 
was  able  to  do.  Therefore, if  that  which  is 
written  oiGiges  be  true, I  am  of  the  mind, 
that  he  did  it  by  the  Art  ofMagick, rather 
then  any  other  vertue  cMc :  as  all  they  doc, 

that 


The  Author 
refufeth  to 
iuRiiie  the 
hidden  vertue 
of  Gyges  ring 


V 


6^6 


®  Of  Precious  Stones. 


7.  Booke 


Magicallmat* 
icrs  perfor¬ 
med  by  Aftro* 
logic. 


More  vertues 
repuicd  to  be 
in  precious 
{lones»then 
ihe  Author 
credicetb. 


Of  the  Di* 
amond,and 
his  properties 


The  Amc« 
thyft. 


TheKubye» 


The  Carbiin* 
cic. 


TbeCorall. 


The  Cryftal). 


The  lacintli. 


that  compafle  all  their  intentions/  by  the 
power  of  Aftrologie,  obferuing  timeSj  as 
alfo  the  alpeds  and  influences  of  Statres 
and  Planets ,  whereunto  they  aferibe  pe¬ 
culiar  rulesjwhcrcofwc  purpolc  tofpeake 
fomewhat. 

But^returningto  the  vertues  and  pro¬ 
perties  of  precious  flonesj  It  is  very  ccr- 
tayne,  that  our  grape  Ancients  did  place 
fuch  ftoncs  in  their  Rings,  and  wore  them 
vpon  their  fingers ,  oncly  to  be  fenfiblc 
of  their  properties.  NeuertheleiTc ,  ab 
though  they  fhould  be  indued  with  great 
vertues,  yet  I  amperfwaded,  thattheyr 
qualities  are  not  fo  precious ,  as  procla¬ 
mation  is  made  of  them.  Whcrefore,not 
CO  ftand  on  defeiphering  their  virtues  par¬ 
ticularly,  I  will  dived  my  Readers  to  fiich 
Bookes ,  where  their  natures  are  at  large 
deferibedj  contenting  my  felfc,  to  fpeake 
offomc  fe  w,  as  they  hauc  bcene  (in  fomc 
mcafure)  related  to  me. 

Firftthen^  itisfaidcof  the  Diamond, 
chat  it  is  very  Angular  againft  (brccric , 
charmes  and  enchaiintmcnts ,  naturally 
ftrengthening  the  heart  by  his  vertues : 
but  efpecially  againft  illufions  of  phanta- 
fies  and  fpirites,  which  terrifie  by  fodaine 
affrightings.  Alfo  I  rcadc,  that  it  is  excee¬ 
ding  good  for  women  with  child,  for  the 
conferuation  of  their  fruit.  The  Amechyft 
feructh  as  a  counter-poyfon,andlikewife 
is  a  defenfatiue  againft  drunkenneffe.  The 
Balais  or  Ruby,reftraincth  the  inordinate 
appetites  of  the  flelh ,  and  is  a  foucraigne 
help  to  the  health  of any  body.  The  Car¬ 
buncle  is  very  preferuatiuc  againft  pefti- 
Icntiall  and  infc(ftingayrcs,and  aflwaging 
luxurious  orcarnall  defires,  doth  greatly 
comfort  and  delight  the  heart.  The  Co- 
rail  contayncth  in  it  diners  efpcciall  pro¬ 
perties  j  foritftenchcthorftayeth  bleed¬ 
ing  ;  it  is  a  preferuatiuc  againft  gaftly  vi- 
fions ,  and  dreadfull  dreamesj  it  is  like- 
wife  very  chcarefull  to  the  heart  and  vitall 
fpirits.  As  concerning  thcCryftall,  it  is 
foucraigne  againft  fuch  perfons  or  things, 
as  can  enchaunt  or  charme  by  their  looks 
or  fight :  and  it  alfo  is  a  reftridion  and  de¬ 
fence  ,  from  dreaming  of  offenfiue  mat¬ 
ters.  The  lacinth,  is  cordiall  and  comfor¬ 
table  to  the  heart,  in  like  manner  as  the 
Corall  isj  and  is  alfo  a  foucraigne  prefer- 
uatiuc  againft  the  peftilcncc. 

It  is  credibly  reported  and  written, that 
wearing  an  Emerauldcon the  finger,  it 


maketh  the  partie  chafte  and  continent, as 
hating  and  defpifing  the  lufts  of  the  flefh.  I  exiled 


ftoncof  Cha* 
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And  fomc  holdc  it  for  ccrrainc ,  that  if  it 
be  wornc  on  the  finger  of  a  M  aide,  that 
hath  loft  her  virgin  honour,  it  will  break 
immcdiatly .  It  is  alfo  greatly  aoailcable 
againft  euill  fpirits,  againft  tempefls,  and 
againft  the  falling  fickenes.  The  Cornal- 
linc  moderateth  all  wantort  appetites, and 
glads  the  heart  wonderfully ;  thisftoncis 
thebeft  of  all  other  to  fcale  withall ,  bc- 
caufc  waxc  will  ncuer  cleaue  vnto  it .  The 
Topaze  doth  appeafethcpaflionsof  the 
mind,  affwageth  the  imperuous  tempefts 
ofchollcr  and  phrenfies ,  quite  ouenhro 
weth  the  melancholy  humour;  and  final 
ly,  itpurifieth  the  blood  •  Behold  what 
feucrall  vertues  rcmaync  in  the  forc-rc- 
membred  Stones. 

Many  other  there  arc,  of  great  and  ex¬ 
traordinary  vertue,  which  I  Icrpaffcthe 
lightlicr,  referring  the  Reader  to  jirijlotle 
(alihou^  the  booke  of  Stones, and  bear¬ 
ing  bis  name,  was  none  of  his  worke ,  by 
plainc  appearance;)  and  to  ^Wertu^  Mag- 
in  his  Trcatife  ofMinerall  matters;to 
the  Poet  Marhodeus^  in  his  Booke  of  pre¬ 
cious  Stones ;  to  Serafion ,  in  his  Booke 
of  Simples ;  to  IJidoru^s^  in  his  fixt  Booke 
of  Etymologies;  to  Bartholomem  the  En- 
glifhinan ,  in  his  Trail  of  the  Properties 
ofnatiirall  things  5  and  (aboue  all)  to  Leo¬ 
nardo  Camiltoy  in  his  Mirrour  or  Glalle 
of  precious  Stones.  FUnie  alfo  hath  writ¬ 
ten  of  them  in  many  places ;  likewife;^;?- 
centms^  and  many  other,  whom  I  (pare  to 
name  for  breuities  fake. 

But  I  pray  you,  let  vs  beftow  a  little  . 
confidcration ,  on  the  pcrfpicacitie  and  cyofmfn**^ 
ready  apprehenfion  of  mans  (pirit,  in  fin-  *  enchafing 
ding  out  the  mancr  and  meanes  to  fet  and 
enchafe  precious  Stones  in  Rings,  there-  Ring^*” 
by  to  cnioy  their  proprieties  and  vertues. 

Nay,  there  were  fomc  that  coniieighed 
poifon  into  their  rings,  to  compafTc  their 
owne  fpeedy  death,  if  any  misfortune  did 
throw  them  into  any  dangerous  difafter ; '  RmgsTnS 
notwithftanding  it  enfued  from  the  infti-  (imes. 
gation  ofthediiiell,  inducing  diuers  aun- 
cient  Pagans  to  defpaire,  as  may  be  ob- 
ferued  in  fundry  oldc  Hiftorics .  Efpcci- 
■ally renowned whovfoaUyca-  ...ennso. 
tied  poyfon  in  hi$  Ring,  whereofhedved  Hannib.li. 
in  Bythim,  bccaufe  he  would  not  fall  into ' 
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hehauing  flainc(bcforc)ihe  father  of  Fla- 
mtnmm  Italy :  to  whom  Prujias  King  of 
Bythinia^  would  hauc  deliucrcd  Hannibal^ 
thereby  to  wiiinc  grace  with  the  Remanes, 
PlinieP^^th^  that  the  great  Athenian  Ora- 
tour  Demon henes ,  imitated  the  very  fame 
example, 

^jHeliogobalus ^  a  very  vile  conditioned 
prince ,  ordinarily  carryed  ppyfon  in  his 
Ring,  and  to  the  fame  end ;  albeit  s  Lam- 
pridius  in  reporting  his  life,  hede- 
ferued  not  fo  honourable  a  death ,  as  im- 
poyfoning.P/i^  fpeaks  of  this  matter, and 
maner  of  carrying  poyfons  in  rings, to  bcc 
an  ordinary  obferuation ,  and  very  com¬ 
mon  in  his  time. 

Morcoaer,tbofc  ancient  fore-goers  did 
Angularly  obferue  the  afpeds ,  &  influen- 
ces  ofStarres,  as  well  by  forging  them  in¬ 
to  their  rings ,  as  alfo  by  engfauing  them 
in  ftoncs,  when  they  were  to  be  cnebafed, 
by  thofe  meanes  to  giue  them  vert  uc  :  a 
moft  wickcd,vile  &  vnworthy  adion,  not 
meet  to  be  remembred  amog  Cbriftians, 
And  afluredly  there  are  many  Authoiirs, 
which  difeourfe  on  thofe  Images  dc  Car- 
rafters, made  by  obferuation  of  Aftrono- 
micall  Conftellatiorw ,  and  which  made 
promife  of  mountaines  and  meruailes  by 
thofe  meanes .  Affirming,  that  oucr  and 
befide  the  naturall  vertucof  theftonc;  it 
attained  to  a  new  ftrength  and  quality,  by 
the  Image  engrauen  thereon,  as  alio  by 
the  alliance  and  propinquity jwhicb  it  had 
with  the  meitall  wherein  it  was  placed. 
And  they  would  maintayne ,  that  thofe 
Planets  and  Starres  gaue  influence ,  and 
communicated  their  virtue  to  thofe  rings, 
(forged  in  that  ceremonious  manner;  cuen 
as  to  the  things  fubiefted  to  their  influen¬ 
ces;  and  fb  by  this  means,thc  naturall  ver- 
|tiic  of  thofe  Aones ,  was  fortified  by  the 
Magicall  vertue  thus  attained  vnto. 

In  this  manner,  they  baptized  (by  the 
name  of  naturall  Magickc  )  this  colligati¬ 
on  or  connexion  ,  which  they  performed 
byhearbs,  mcttalls,  perfumes  and  carra- 
fterSj  and  which  they  vnited  or  combined 
together  in  one  ring,  faying  :  That  rings 
compofed  in  that  n*aner,wcre  foucraigne 
againft  the  Apopkxic  or  dead  palfie,  and 
angihfli  in  the  fidcs.  Some  there  were 
made  proper  to  rcioycc  the  heart,to  bealc 
and  mirtigate  the  rage  and  fury  ofa  niad- 
man^and  alio  that  they  ferued  aspreferua- 
duesagainfipoyfon,  and  for  many  other 


difeafes;asto  conferue  a  man,cucn  for  the 
enertfafing  of  his  naturall  ftrength  •  In 
briefe ,  they  attributed  many  admirable 
proprieties  to  thefe  Rings, wherein  brcuir 
tie  conftraincth  me  to  be  frlent.Notwkh^ 
ftanding,  whofocucr  defiretih  to  be  beew 
in  further  informd,may  make  his  r.ecGurfe 
to  the  Mirrdiir  of  precious  Stones,  fee 
downe  by  Leonardt^s  Camillm.TinA  to  Cor^ 
ndtus  Agrippay  in  his  Bookeof  Secret  Phk 
lofophic ;  to  Alberttfs  Magnus ;  and  T^fe- 
theus,^  Philofopher  highly  renowned, dif 
Gourfing  on  this  Argumcnc;  as  the  like 
doth  lusimatus^  Sojlerinus^mdA'wxzxIto- 
ther .  Neucrtbcleffe ,  Tdoe  not  great, 
ly  rely  on  what  they  haiic  fayd  •  btcaiifc  I 
ncuer  experimented  the  vertue  of  Magi 
call  Rings.  .  -r 

.  True  it  isjthat  fuch  as  make  profeffiob 
hccrcof,  do  fay  and  auouch.  That  by  ob- 
feruing  the  Conftellations,  rcquifiii^alB 
well  for  forging  the  mettall,  as  for  engra- 
uing  the  ftone  enchafed  in  the  Ring ,  and 
vnder  the  Planet  named  Mars ;  that  ring 
dotii  fortifie  the  hcart,and  hath  the  reren- 
title  veraie,  working  many  ocher  great  ef- 
Tefts,  almoft  incredible ,  Likewifc,  ftich 
Rings  as  are  made  vnder  the  influence  of 
-Merame,  doe  adornc  the  fpeakingofa 
man;  and  maketh  him  a  Angular  Orator, 
as  alfo  apt  to  dcalc  in  merchandife.  And 
fo  the  like  may  bee  fayde  of  fuch ,  as  are 
made  vnder  the  obferuation  cfother  Pla- 
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Others  cngrauc  in  their  Rings,  the  car- 
"rafters  belonging  to  the  Agnes  ofthez^- 
diackey  and  according  to  their  triplieities, 
faying that  they  of  the  firft  triplicitie,  as 
namely,  Leo  and  Sagittarius  ^  doc 
feme  fot  coldc  difeafes,  for  Feauers  occa> 
Aoned  by  phlegmc,  and  for  dead  PalAes'. 
Alfo  the  carafters  appertaining  to  the  fe* 
cond  and  ayrie  triplicitie,  as  Gemini^ Libra 
and  Aquariusiy  are  Angular  againft  corrup¬ 
tion  and  putrifaftion  of  the  blood .  And 
fo  doe  they  fay  of  ocher  triplieities  of  the 
Agnes ,  according  to  their  Elcmcntarie 
qualitic.  And  indeed,  this  obferuation  is 
very  auncient ,  and  vvaspraftifed  along 
time  amongeft  the  oldeft  Philofophers^ 
^^svtWchaldeanSy  and  AegjptianSy  as  the 
[ems. 

Some  alfo  affirme ,  that  thefeauen  for¬ 
tunate  Rings,  which  King  Lircbas  gaue  to 
AppoloniusThyanaU'S  (according  as  Philo^ 
firatus{vji\\)  were  of  the  fame  temper. 
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Farther  affirming ,  that  the  fayd  Prince 
did  daily  weare  a  Ring,  anfwerable  tb  the 
Planet  that  day  reigning  ;  by  the  which 
meanes  jhe  preferued  himfelfc  for  an  hun¬ 
dred  y  cares, being  alwayes  as  in  the  flourc 
of  his  age.  The  grand-father  to  this  King 
Idrchas^lmcd  an  hundred  and  thirty  yercs, 
by  vei  tue  of  the  aforc-fayd  Rings,  beeing 
continually  in  manly  verdure.  And  herc- 
vpon  5  the  Greekes  made  great  vfe  of  thefe 
Magicall  and  fophifticated  Rings,  is  may 
be  fccnc  in  the  Comedies  of  Ariflophanes, 
where hcc  bringeth  in  a  man-Bawde,  per- 
i  emptorily  contcftingagainftDf/^fti^ ,  who 
had  threatened  him  >  and  thefe  are  his 
words :  / cdre  not  for  dll  the  threatnings  that 
cdn  dgdinfl  mejodmng  this  Ring  'vpon 
my  finger  j  vphich  his  MtHreJfe  fiolde  j or  a 
Vrdchmd.  And  Viewing  the  Ring,hc  pro- 
ceedeth  thus :  With  this  Rmg  I  ml  keep  my 
fdfe  from  his  teeth^dnd from  his  bdrking, 
Erdfmtis^  fpcaking  of  thefe  Magicall 

Erkmus  Ro*-  Rings  jhath  the fc  words :  Some  daily  vfe  to 
weare  Rings,  wherein  are  certayne  caraliers 
engrauen ,  ^nder  obferuation  of confi  e nati¬ 
ons  and  afpeHs  of  Starres^  and firmely  holde, 
that  they  feme for  difeafesin  the  Jides,  and 
are  proper  (  alfo  )  for  diuerfe  infirmities. 
Others  Jmtigining  this  to  be  true^  do  counter^ 
felt  thefe  Rings',  but  all  is  rheerely  ahufe.F or ^ 
togiuethem  fuch  njertue*,  the  courfe  of  the 
Starres  nmfi  be  diligently  ebferued ,  and  the 
€onflella;tionswhen  they  are  made,  Notwith- 
fiandi'ngy  many  regarde  not  the  influences  of  ^ 
.  the  Starres  at  all  5  but  onely  rejpeSl  the  na¬ 
ture  of  the flone  enchafed  in  the  Rmg^and  the 
carracler  there  engrauen  .  This  may  bee 
feene  inihe  Bookes  of  the  wings  of  Roge- 
rm,  and  in  the  writings  of  LeonardusCd' 
millm ,  as  alfo  of  Tetellm  and  Caclus ,  in 
ihofe  bookes  which  are  attributed  to  Sa¬ 
lomon  their  creditc  3  and  which  amply 
doe  difeourfe  thereon .  For,  according  as 
T etellus  fayth,  a  lafpar  ftone  enchafed  in  a 
Ring ,  hauing  the  Image  of  a  Maiden  cn- 
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cafe^but  let  fuch  as  pleafe,makc  their  oWn 
experience  of  them. 

:  But  returning  againc  to  Rings  &  Sig¬ 
nets  5  in  Spaine  (erue  in  all  contraSs, 
in  Bead  of  full  determination :  alfo  in  mat¬ 
ter  of  marriage,  the  two  parties  giuc  riHg^ 
to  cch  other, as  a  fignall  and  confirmation 
of  the  mtituall'  promife^  which  they  haue 
made  one  to  an  other.  In  like  manner, 
when  religious  women  doe  vndertake  the 
veilc  5  in  figftc  of  their  profeffion ,  Rings 
are  giiien  them,  as  well  from  the  religious 
houfe,  as  from  their  Parents, in  teftimony 
of  this  true  and  chaftc  marriage..  There  is 
yet  an  other  poynt ,  concerning  this  cafe 
inqueftion ,  and  though  of  fmall  impor¬ 
tance,  yct'ic  doth  diners  needfull  fefuiccs. 
Many  will  change  their  Rings  from  one 
finger  to  another,  for  better  reraembring 
fomc  occafion  to  be  performed,  which  o- 
othcrwilc  might  rcmaync  forgotten 
Wherefore,  if  we  confider  well  the  vfe  of 
rings,  they  arc  notfo  much  to  be  blamed, 
as  Pliny  and  fbme  others  doe :  For,  (in  all 
times)  men  of vertue  and  honour  haiic  v- 
fed  them.  Hereto  we  may  adde,that  God 
created  goldc  and  precious  ftoncs,for  the 
feruice  of man ,  and  to  maintainc  him  in 
healthy  enduing  them  with  fuch  fundrie 
proprieties ,  to  the  end  they  might  be  the 
more  commodious  for  men .  Finally , 
Rings  arc  particularly  attributed  vnto  Bi- 
(hops,  in  figne  of  dignitic. 
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If  Whenc  e  it  came  at  the  firjt^  that  the  name, 
of  Gentleman  wasgiuen^afwel  to  Knights, 
as  to  thej onnes  of  Prejidents  ^  Counc oi¬ 
lers,  what  Armes  the  ancient  Romans  ear¬ 
ned  :  And  whence  came  the  inuention  of 
'  emblaix^ning  Armes  fir  [I  m  Efcutchions. 


'n^rauc^r-  thercon  ;  prcfcrueih  the  wearer 


ponXnesI^  fiom  ill  fpirits,and  frqm  water.  If  a  Lambe 
■i  be  engrauen  thereon, the  Ringdefendeth 


from  the  Apoplcxic ,  and  cureth  alfo  the 
feauerquartanc.  ACornallincalfo ,  ba¬ 
iling  the  fliapc  of  a  man  figured  thereon, 
holding  in  his  hand  fomc  goodly  and  rc- 
fpcdable  thing  ^  doth  Bench  the  fluxe  of 
blood .  In  britfe,  theylpeake  offo  manic 
matters,  pleafant  toheare,  and  very  hard 
to  be  credited :  as  I  can  fay  nothing  in  the 


‘  H  E  cuBome  ordinarily  ob- 
ferued  in  Fraunce,  Italy  and 
SpaWyis  to  call  him  a  Gentle¬ 
man  3  that  is  a  Knight  extra- 
<Bcd  of  a  noble  houfe;  cfpeci- 


ally  fuch  a  one,as  is  a  Gentleman  by  name 
and  Arms  Alfojwhen  a  Kiug  fends  a  man 
of  noble  houfein  Embafficjhc  flileth  him 
foin  his  Patent, by  thefe  words:  jfiendyou 
A  Gentleman  of  my  houfe.  Kings  and  Prin¬ 
ces  ,  as  well  in  thefe  dayes ,  as  in  times 
paB  i  vfed  to  haue  (ordinarily)  in  theyr 
Courts,  men  of  learning,  and  Knights, 

who 
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who  were  naoied  GenriciDen  of  the  kings 
houfcjor  Gentlemen  feruants*  And  ihefc 
Gentlemen  were  difeended  of  great  ho.tH 
in  the  Kingdonic^  as  well  ScholIer8;al8 
Souldi^s,  and  they  rcmainedxontirinalily 
in  the  Court  5  attending  on  the  Kingiit 
limes  of  peace  and  warre*  Wherefeo?^ 
the  name  of  Gcntleman^fignifies  afimicb 
as  Noblcmman,  and  cxtradcd  of  a  mbk 
linage .  Neiiertheleffc,  itappeareth  not 
much  differing  from  dur  purpofc  5  to.fay 
fomewhatj  concerning  whence  came  the 
xiame  of  Gentleman,  or  of  Gentillitie^tp.- 
gethcr^with  the  cuftome  .of  bearing  Arm^ 
in.Efcutchions,  ...  ,  ^ 

As  touching  the  firft  pointy  the  na  me 
pf  Gentile  camq  from  xh^  Lmhes^  who 
called  filch  men  Gentles  or  Gentile^  ^  as 
were  ofone  and  the  fame  race^and  ofonc 
fclfe  fame  name  5  being  at  libertiCj  and  of 
free  condition  from  all  .Aptiquitie  :  and 
thofe  houfes  alfo  were  tearmed  ; 
cient  Geritiles ,  euen  aS;ppw*adayes  w.ce 
call  them  houfes  of  Noble  race,  houfes 
of  Gentlemen  :  VsIhich  Ckero  well  wlt- 

nefleth,  in  hi^7^^c^jf,,^eaking  thus  : 

call  them  Gentiles ,  that  are  of  one  name^  and 
whojrom  all  times  haueheene  of  jvee  conditi¬ 
on  :  fo  that  no  parjtor  parcell..qf  their  xvace^ 
wa^euer  feruaht  or  fatief and.  much  lejfe, 
degraded  fiom.honouf-^apdpf  ihe  Romaine 
Rurgejhip  in  his 

Topickes ,  ive  'call ancient  Geritiles  \  all  fuch 
as  are  iffued  f  one  ancient  houfe  and  race^ 
Jranke  andfiee :  as  were  the  Scipioes  ^  the  fa¬ 
mily  of Ufutm,ir  other  nokle  houfes  of  Rome. 

ckmdt  Cl.  o.  Jil^ewife  taketh  this  name  of  Gentile, 

YoStCi  j  •vcy  F or  one  that  is ^  of  our  race ,  and  that  beareth 
I  the  fame  name  and  i^rmes  as  we  doe. 

The  learned  Budeus ,  (peaking  of  dc^ 
iioires  or  duties  ofparcntagejobierued  a^ 
mong  the  Komaines^  .faych  ;  They  were 
three  in  number Duetie  of  p on  fangumiie  ^ 

D  utieof Uoud  and  linage  in  dir  eel  line-^  And 
duety  of  Gentilitic^  'as  much  to  fay,,  as  when  a 
man  is  difeended  of  the  fame  name  f;  Arme s  . 
The  tide  then  of  Gentle  or  Gentility  ^was 
and  fhould  be  attributed  ohcly  to  Noble 
houfes.  And  therefore  the  name  of  Gen^ 
tlcman  among  the  Romaincs ,  valued  as 
much  as  a  Nobleman  among  the  Caftili- 
ans and  French.  And  alTuredly ,  the  Ro¬ 
maine  Gentlemen  did  (ordinarily)  fhew 
tlic  Images  and  Deuices  of  their  prcdcce(^ 
Tors ,  that  had  illuftrated  their  memorie 
by  their  Worthy  dcedcs  :  and  this  repre- 
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fenrationpf  Nobility^,' *was^:bigMy  eftce- 
med  among  the  Romaincs,  eiien  asystftto 
this  diy,ar:e  aheient  Armesjy/  and  tenons 
and  Standard?,  belcrnging-  to  therpfede- 
cefToursibTGcntleuaai  j  whawowld  nor* 
forget;  any  thing  of  Antiqiiitic  (concern¬ 
ing  thciolinagcjin  fuiTO  orationff,'madc 
at. die  obfequies  of  their  parents  j’  thereby 
to  haue,  the  ,man  aceounted  fo  much  the 
niore.Nipible. '!>  •  brre  ^  c  •'*:  ii 

.  t  In  this'fefpcift 

the  change  and/plcaxJing  hdmadeagainft 
him ,  faying  ^  Tfse  hohodrs  and  efiate^  which 
thou  hafi:ofl\^hed:'i.Wereg^^  for 

rc/pelliofphe  fmpakieamdgds,of  thy predecef- 
fours^pfwhm  ihoulanneJTthe  colour  ohely^ 
fo  that  thou  canfl  not  be  denied ta  be>d  GBntle- 
man.:  And  ia  andtheP.placCy (peaking of 
bimfejfe:,  he  confbfTeth  :  Tdhaue nolma- 
g^s  of  his  race  for  byhis'exceilmtknowlcdgey 
admir able  wjjedjome  f  and  highly  ejleemedelo- 
(psence,  he  fo  niuch  ennobled  himfilfe  p  ihat 
he  came  ia  be  Confull  of  Rome,  enioytng  other 
degrpeiandp/erogatiues  iemn'osifheehad 

heene^  alGentleman  of  race ,  and  ifuedfom 
the  hmfepfp  •  S enatour^  Which'  himfelfe 
alfo-ftirthfir  con(e(reth  in  his  laft  pleading 
^^ivbi^  Ff/res  ^  (aying-:  Thou  beeing great 
Su  rueypur  of  Rome  I  for  feme  efpecullferui- 
ces  doM  by  thee  to  theCormon-wealth  .hall 
aplace apppyntedfor  thine  Image,  '^andenioy- 
ejl  the  prmledges  of  a  Gentleman,  ' 

V 1  rcade-jkhat  the  Romaincs  were  verie 
caref  ul  of  i  h  ofe  i  m  a  ges  ,wh  i c  h  we  re  c  ailed 
Stemmates'Soi  commonly  they  were  made 
bfwaxe,  and  placed  ouer  the  portallcs  of 
their  houfes^  or  elfe  prouidently  kept  in 
aptly  contriued  boxes and  fo  preferued 
in  places  appointed  for  theyr  ftanding,  as 
witncfteih  luuenal,  Martial^  Reneta^Plime^ 
and  many  more.  ’ .  I  . 

And  when  there  was  queftion  of  fomc 
publique  ceremony  or  offtiperall  pompc, 
the  people  of  the  houfes  would  make  a 
goodly  ftiewof  the  Images  belonging  to 
their  Aunceftours ,  with  their  names  fix¬ 
ed  vpon  them ,  according  as  Plinic repot- 
teth.  He  al(b  dcclarcth  in  his  ninth  booke 
and  fitt  chapter,  that  the  Romaincs  would 
place b'cfort:  their  hou(cs,  thcEnfignes, 
Penonsand  other  Coates  of  Armes  and 
fpoyles ,  which  they  had  wonne  from 
their  enemies  in  war,  and  remained  there 
to  perpetuitie  ;  fo  that  if  the  houfe  were 
(bide ,  it  was  notlawfiill  for  the  buyer  to 
take  them  away,  bccaufcthcy  ferued  for 
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I  Jong  before’ 
the  Romaines 
time. 


an  honour  and  prchcminencevnto  their 
houfes. 

^Ercwn  hence  cainc^thc  cuftonic  of  bear- 
Thc  paginal  ing  Atmes  in  a  Efcutchian^as  now^adaics 
Aruban  1  Gentlemen  vfeto  do.  Notwithftanding, 
it  feemes  that  the  emblazoning  of  Armes, 
receded  their  originall  fromthofe  deui- 
ccis  j  jWhich  were  on  the  Banners  and  En- 
fignesjs  as  well  of  the  Romaincs,  as  other 
ftrange  NatiohSj  and  carried  by  them  in 
waj^e  A  As  at  this  very  day^the  Emperors 
bear^  an  Eagle  in  their  Armes  5  becaufc 
lulifis  Cdfar ,  the  firft  Emperour  of  Rome^ 
catriedian  Eagle  in  his  Enfignes.  As 
much  may  be  (aid  cocerning  the  Flowers 
de  Luces,  which  the  Kings  of  Franceczi- 
rie^  and  of  diners  other. 

NoWjXonGcrning  mine  ownc  opinion^ 

I  finde^  that  long  time  before  the  Romains 
were  j  the  Armes  of  Gentlemen  were  in 
vfe.  For,  it  is  faid,m  the  firft  Booke  of  the 
Mac^habfes ,  Simon  ^  Captaine  gene- 
rail  of  the  lews  armic,  made  a  very  fump- 
tuous  fepulcher  for  his  father,  mother  and 
brethren,  which  was  enriched  with  Pyra- 
midsand  Pillars ,  whereon  wasengrauen 
Ships,  in  maner  of  a  Deuice^and  thereon 
were  fixed  coats  of  Armes,  wherewith  he 
had  yanquiftied  his  brethren  .  ^MeJfaU 
Coruiritis  ^  m  the  Oration  which  he  made, 
to  honour  the  linage  of  the  Emperour  O- 
c^auius  ( although  the  Oration  deferued  , 
not  the  title  of MeUaU ,  alleadging  Virgily 
vpon  that  he  wrotejaffirming  Antenor  the 
Troian^  to  be  the  founder  of  Pa'dua)  fay  thj 
The  T roims  Armes  uvere placed  by  Antenor y 
on  the  Temple  of  new  Padua and  that  the 
emblazon  of  the  Armes, was  a  Swine  in  a 
field  goldc.  Sothat,if^(f^/4diofpeakc 
truely  5  the  vfe  of  Armes  is  very  auricient. 
Heereupon  I  conceiuc ,  that  the  embla. 
zons  of  Gentlemen,  took  name  of  Armes 
or  Armories,  becaufc  they  were  continu¬ 
ally  engrauen  neare  to  their  Armes .  For, 
zs  Mejj  ala  {ziih'y  Our  Auncients  ^  after  they 
had  obtained  any  ^i^orie  ^  ordinarily  placed 
in  their  Temples  ^  the  Armes  and  EnfigneSy 
wherewith  they  wonne  the  njiciorie from  the 
enemie* 

Wherefore  we  may  well  fay,  that  the 
name  of  Gentleman ,  aadthc  manner  of 
bearing  Armes  in  Elcutchions^  is  no  mo- 
derne  matter,  but  very  auncienr;and  that 
the  name  of  Gentle  or  Gentile,  came 
from  thofe  ordained  and  appoynted  for 
horflemen  in  the  Romaine  Cauallcrie : 


Meffala  coy.  in 
QrciMadm 


^erat. 


who  were  of  the  third  eftatc  or  degree  a- 
raongft  the  common  people.  And  they 
that  wore  the  long  robe  or  Gowne,  were 
the  Order  of  Senators,  and  their  fonn# 
aunciently  cz\kd  Patricians^  afmuch  to 
fay,as  ilTued  from  fathers.  For,in  the  time 

oi Romultts  y  zccoxdit)^  2s  Titles  Liuius z- 
uoucheth  :  The  Senatours  were  called  Fa-  th1rsr&\hcir 
therSy  and  their  fonnes  Patricians  \  and  this  ^  fonnes  Pa- 
degree  was  the  moji  noble  and  chiefe^  in 
Rome .  Other  Gentlemen  ,  that  were  not 
of  this  ranckc ,  were  ftilcd  Knights ;  from 
whence  infued,that  Gentlemen  in  Spaine 
arc  called  CheuaUers.  The  like  wee  fay  of 
the  long  gowned  men ,  who  commaund 
ouer  the  people,  as  Senatours  5  and  yet 
notwithftanding ,  they  come  after  the  o- 
ther .  Briefly,  the  name  oi Knight  is  come 
to  fuch  credite as  the  very  greateft  doe 
holdc  thcmfelues  honoured  to  bee  called 
Knights  :  albeit  the  name  oi  Knight  was 
but  itbc  proper  title  of  a  Souldierof  the 
ordnances ,  or  of the  light  horfe. 


The  Troyans] 
Armes  vpon 


new  Padua. 


Mefakinlib* 
vhi  fipra» 


The  name  ot 
Gentleman, & 
bearing  Arms 
very  ancient. 
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CHAP.  XXVI. 


The  name  o{ 
Knight. 


'I[  of  the  Septuagint ,  or  SeauerttieTranjla* 
tours  of tne  olde  Tell  amenta  out  of He- 
’  ,  brue  into  Greeke :  At  what  time  itWiU 

V  ’  doneiandfor  what  occajion. 


Very  man  is  very  bricfe,con- 
cerning  the  tradudion  of 
the  Scauentie  perfons,  who 
tranflated  the  Oldc  Tcfta- 

^  r  TT  5  .  in  many,  con- 

ment  out  01  Hebrew  into  cemingthe 


% 


Greek  s  but  yet  very  few  do  know, whence  ^epiuaginc, 
it  came ,  and  wherefore  that  tranflation 
was  fb  appointed :  wherein  aflLiredly,ma- 
ny  Diuincs ,  in  their  publique  preaching, 
hauc  declared  oucr-much  (loath  &  negli¬ 
gence.  Firft  then  it  is  to  be  oblcrued,  that 
this  Tranflation  of  the  Scauentie  men, 
hath  becnc  only  in  the  Church  holily  and 
religioufly  relpcded  :  but  in  the  time  of 

Pope  Dam^fu,  Szm  Hierme  cotiucrtcd  Thecredite  ft 
It  into  Latine.  And  to  fpeak  ferioufly  ,rhe  authority  of 
tradudionof  the  Septuagint  hathbeene  cheSepwa- 
offuchauthorilic,  ihatitisalleadgedfot 
diu'me:  forfoitappearcth  byourbleffcd 
Sauiour  andhis  Apoftlcs ,  in  often  allcd- 
ging  Scriptures ,  according  to  the  faidc 
Tranflation. 

And 
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Thcneccfsity 
of  the  Scrip- 


The  Tranfla- 
tion  of  the 
Bible^iyo. 
ycarcs  before 
Cbrifts  incar* 
nation^ 


Andbecaufe  thehiftoricof  that  Trin* 
flationis  very  worthy  and  famous,  I  will 
fee  downe  that  which  is  fay  d  by  Saint 
gtiHine^vci  hisBookeofthe  CitieofCod, 
Iofepht4^  the  lew,  Eufeblus^  Jujlh 

nus,  Ruffini^^'y  and  many  other. 

Here  is  to  be  noted,  that  the  fine  books 
oiMofes^  the  Prophets ,  and  other  Hifto- 
ries  of  the  holy  Bible, were  fir  ft  of  al  writ¬ 
ten  in  the  Hebrew  tongue,  Which  was  the 
firft  vfiiall  tongue  among  men  ^before  the 
confufion  of  Tongues ,  which  haippened 
at  the  buildingof  the  Tower  of^^^/toJn 
that  tongue  and  language  God  fpake  firft 
to  his  Prophets;  as  the  like  our  bleffed 
Lord  and  Sauiour  did,  when  he  was  con- 
uerfant  among  men.  This  language  then 
being  particular  to  the  Iewes,and  the  my*- 
fteries  arid  prophecies  (as  alfo  the  coming 
of  Chrift)being  concealed  therein :  it  was 
very  requifi tc ,  that  fuch  myfterics  (hould 
bee  written  in  a  tong  more  common  then 
the  Hebruc  :  as  that  was  then  among  the 
Gteekes ,  who  were  foie  Gouernours  of 
the  wide  Vniuerfe^  by  thefrefh  and  re¬ 
cent  vi(9:orics  oi Alexander  the  Great.  So 
that, by  the  frequentatioh  and  traffique  of 
men ,  the  Grcekc  tongue  had  courfe  ge¬ 
nerally,  and  was  efteemed  the  moft  com¬ 
mon, of  ail  other  Languages  whatfoc- 
ucr. 

\ 

To  the  end  then,  that  the  myfterics  of 
facred  Scripture  ^  might  bee  vndcrftobd 
of  euery  one ,  before  the  comming  of 
fus  Chrift;  it  was  requifite  of  ncccflitic, 
that  the  Scriptures  (hould  be  traduced  in¬ 
to  a  common  and  vulgar  tongue;  for  fearc 
left  the  Icwcs  at  the  his  coming, 

iTiould  fupprefle  them^jor  clfe  falfific  them 
(for  that  race  of  people  \^as  of  boldc  and 
moft  wicked  inclination)  bccaufc  it  might 
not  bciayd,  that  the  Chriftians  had  added 
ordiminidiedany  thing  from  the  Scrip¬ 
tures,  according  to  their  ownc  humour 
and  phantafie.  And  therefore,  about 
two  hundred  and  feauentie  yearcs  before 
the  Incarnation  oficfus  Chrift,  It  plcafed 
thc:goodncfle  of  Almightie  God ,  to  in- 
f^xizPtolomie  Philadel0}i^sK\x\^  of  Egypt ^ 
to  procure  the  t  ranflation  of  the  holie  Bi- 
bIe*But  feeing  we  arc  fallen  into  difeourfc 
of  that  Prince ;  we  will  reach  into  his  Hi- 
ftorie  fomewhat  higher. 

After  ihzt  Alexander  tlic  great  had  fub- 
dued  (  which  he  performed  in  fmall 

compafle  of  time)  and  that  he  had  ranged 


Qfchc  Scpcuaginc. 


* 


yot 


a  great  part  oi Europe  and  Ajfrica :  he  died  I 
without  any  lawfull  heire,  that  might  fuc- 
ceede  him  in  fiich  great  Empires  .  He  be¬ 
ing  dead,  the  Princes  and  Captains  of  bis 
Court ,  who  were  all  moft  valiant  apd  fa¬ 
mous  men:  laboured  by  forte  of  Armes 
to  poffcirc  thcmfelues  of  what  they  pof- 
fibly  could ;  So  that  the  kingdomes  apper¬ 
taining  to  Alexander  onely ,  became  diui- 
ded  into  many  parts:  ioi  Anttgontu  poflef- 
fed  himfelfc  of  Sekuchuf  oi Chaldea, 

and  of  many  other  ProuiiiceL  B)r  the 
fame  mcanes^fb  Ptolomie,  the'  (onneof 
i.agm  made  himfelf  king  of Egypt,  of Phx- 
htcia,  oiCyprm,md  diiierfc  other  Coun¬ 
tries,’  among  which  then  vVas  one. 
Being  Lord  otiudea,  he  made  there  many 
great  booties,leading  'away  ftore  of  lewes 
captiiics  into  Egypt,  where  hcehad  ordai¬ 
ned  the  chiefe  feate  ofhis  Kingdomc*  So 
that  he  was  the  firft  King  of  Egypt 
called  \iKt\it\ic  Ptelowie :  which  namcre- 
mayned  hereditary  to  the  jiicceflours  in 
the  fayd  Kingdome;  fdr,befiare  that  Cam- 
by/esyfonntio  Cyrus Per fta,  had 
conquered  Egypt,  all  the  Egyptian  Kings 
called  thcmfelues 

But  returning  againe  loom  Ptolomie, 
after  he  had  reigned  a  long  time ,  hj?  dy¬ 
ed,  and  the^uccceded  hmPtoimkPU- 
ladelphus,  who  likewife  reigned,  pe'acca- 
\>\f\n  Egypt.  •  _ 

This  Prince  gaucleaiic,  and  fet  atli- 

bertie  aU  the  Icwes ,  which  his  father  led 
prifoMrs  into  E^pt .  And  then  it  came 
to  palic ,  aecording  to  the  pleafurc  of  At 
mightic  GOD,  that  this  King  crewed 
a  goodly  Librarie,,  in  Alexandriathi  ca- 
pitall  Cittic  oi Egypt,  hy  thcmeancs of 
Demetrius  phalareus  the  Athenian-,  a  man 
much  renowned  for  his  knowledge ,  and 
to  whome  hec  gaue  full  power  and  com- 
miffion.  So  that,  bythcdiligenccjof/>^4. 
lareus,  hec  compaffed  the  finifhing  ofthe 
faireft  and  moft  compleatc  Libratic ,  that 
diet  was  fccne  in  the  world,  as  well  for 
number  ofBookes,  as  the  qtialitie  of  Au- 
thours,  and  diiucrfitic  of difeiplines. 

This  King ,  vndcrftanding  that  the 
Books  ofthe  lewcs, contained  admirable 
and  vnexprelfable  myfterics ,  refolued  to 
haue  them  reduced  into  the  Grecke  lan¬ 
guage  .  And  to  elfedi  this  bispurpofc,he 
difpatched  an  Embalfie  to£/f4&w-,Princc 
ofthe  Icwifh  Synagogue,  with  great  pre- 
fentsjintrcating  him,in  m^mofy  of  fauors 
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by  him  to  thofc  of  hisNation^and  for  the 
good  neighbourhood  bctwecnc  them,  to 
fend  him  a  Bible  in  Hebrue.^s  alfo  fuch  ler- 
ned  and  skilfull  men,  as  could  tranflate  it 
into  the  Greeke  longwt.  Icfephu^  and  Eu- 
feb  'm  hauc  fet  downc  the  forme  of  the 
Letter,  which  was  as  follpweth : 


The  Icwei 
were  diuers 
limes  brQght 
as  captiues  in¬ 
to  Egypt,by 
feuerall  kings 
conquers  o- 
uer  them* 


KingPtoIomy 
vfed  great 
kiodnefl'e  and 
humanity  to 
the  lewes* 


He  defireth 
the  full  furni 
lulling  of  his 
goodly  Ly- 
brary. 


l^he  Temur  of  the  Letter, 

fent  by  King  Ptolomy  Phi- 

‘  Udelpht^  y  to  Eleaz,ar  the 
High-Prieft. 


Ptolomy  4  King^  to  the  High-Priefi 
Eleax^Vy  health. 


NOman  can  be  ignorant,  that  manic 
lewcs  haue  dwelt  in  thiskingdome  of 
Egypt y  being  brought  thither  prifoners  by 
the  PerfiajtSy  at  fuch  time  as  they  fubiuga- 
ted  li^dea.  And  againe,  when  the  late  de* 
ccaffed  king  my  father  brought  diuers  hi¬ 
ther  alfojto  whom  (ncuerthcleffc>my  faid 
Lord  &  Father  trufted  fo  much,  that  they 
did  him  feruice  in  his  warres :  yea,hc  plan¬ 
ted  them  in  ftrong  forts,  by  way  of  Garri- 
fons,  to  keep  the  Egtptiam  in  awe  &  fearc. 
As  for  my  felfe,  from  fuch  time  as  I  came 
to  the  Growne,!  hauealwaics  vfed  huma¬ 
nity  towards  your  Nation,  and  haue  fent 
homcmorc  then  looooo  that  were  detai¬ 
ned  here  as  flaucs,paying  their  ranfomc  & 
charges  to  them  that  held  them  prifoners. 
Such  as  defied  to  follow  the  wars,to  them 
I  haue  giuen  wagcsjcucry  one  anfwcrablc 
to  his  worth  and  merit.  Many  ofthcml 
hauc  lodged  in  mine  owne  houfe  ordina¬ 
rily , as  hoping  by  this  means,  to  do  fbme- 
what  acceptable  to  God,  who  deliucred 
this  Kiogdome  into  my  hands. 

And  the  better  to  declare  the  affeilion 
I  beare  in  doing  all  pleafures  that  I  can  to 
youjatid  all  the  reft  of  your  nation,  afwcll 
for  the  time  prefent  as  to  Come ;  I  haue 
determined ,  to  caufe  your  Bookes  in  the 
Hebrew  language,  to  betranflatedinto 
the  Greek  tong,becaufc  I  would  not  hauc 
my  newly  creded  Library, to  rcmainc  vn- 
furniftit  any  way.  And  therefore  you  {hall 
do  me  a  great  fauor, to  chufc  fixe  auncient 
men  out  of  each  Tribe,  that  are  expert  in 
your  Lawe,and  well  verfed  in  the  Grecke 
for  this  intended  tranflation.  Noje  doubt¬ 
ing,  but  that  it  will  redound  to  our  great 
honour, and  ample  contentment  of  mind. 
For  this  purpofe,!  haue  fent  vntoyou  Aft- 


dreas  and  AriBeus,wtho  more  at  large  will 
informcyouof  mine  intention  ;  to  them 
haue  1  dcliiicrd  large  fummes  of  gold  and 
filuer,to  fulfill  the  Sacrifices  as  I  hauc  ap- 
poynted  them ,  defiring  you  to  fend  mcc 
by  them,  fuch  as  may  further  this  negotia¬ 
tion.  AflTuring  you,  that  you  cannot  doc 
me  a  greater  plcafurc,  nor  more,  to  mainr 
taincthc  fricnd{hip  begun  betweenevs: 
if  (as  I  intreat  you)  this  may  be  done  with 
fome  expedition.  Ptolomie, 


After  that  the  High-Prieft  had 

receiued  the  Kings  Letters  ,  and  vndcr- 
ftood  the  further  truft  referred  to  thcAm- 
balTadors*,  he  entertained  them  very  ho¬ 
norably  ,recciuing  (with  chearefulllooks) 
the  golde  and  filucr  font  by  kihg  Ptolomie^ 
which  (according  to  jofephm)>fi2k%  a  migh- 
tie  quantitic.  And  bailing  aflTemblcd  the 
principall  men  of  the  tweluc  Tribes  oilf- 
raely  hcc  acquainted  them  with  the  Kings 
intention,and  to  what  end  he  had  font  the 
Amba{Iadors.Whcrcin,to  fatisfic  his  dc- 
fire,  they  elcdcd  out  of  each  Tribe  fixea- 
ged  men,  well  experimented  in  the  Lawc, 
and  expert  in  the  Greek  language.For  the 
levpes  had  a  cuftomc  to  fend  their  people 
into  AjiAy  to  Icarne  the  Greek  and  Latine 
tongues ,  as  alfo  the  Artes  and  Sciences 
comprifodvndcr  thofc  languages ,  cuen 
as  yet  to  this  day  they  obferue  the  lame ; 
fo  that  all  the  men  made  choice  of,  were 
feuenty  two .  -  After  they  were  thus  cho- 
fon,  they  were  fent  with  the  Ambaflfadors 
to  King  Ptolomie  y  and  the  Bookes  of  the 
Old  Tcftamcnt  with  them,  written  (as/;- 
y^/^^fayth)  in  moft  places  all  in  golden 
Letters ,  and  vpon  fuch  parchment ,  the 
moft  ingenioufly  made  that  cucr  was 
fecnc.Morcouer,hc  fent  diuers  great  gifts 
to  the  faid  Prince,  returning  him  anfwcrc 
in  maner  following. 


5^  T he  Anfinere  of  the  High. 

Prieft  Eleazar,  to  great  king 

Ptoltny  PhiUdelfhus^ 


Elea&ar,  to  his  jriend  King 
Ptelomfe,health. 


T  Am  very  glad  of  yout  prefent  welfare, 
■*:  and  the  health  of  Quecne  uirjinoe  your 
wife, with  the  young  Lords  yout  Sonnes, 
or  any  thing  youcanwifli  to  your  con¬ 
tentment  :  certifying  you  likewife  of  my 

inftant 


Two  men  of 
great  honour 
and  Worth, 
fent  by  the 
King. 


Elcazar  en¬ 
tertained  die 
AtnbalTackxs 
very  honou¬ 
rably. 


Thelawcj  by 
frequenting 
AHa^leamed 
the  Grecke 
and  Latine 
Languages, 


ThcHigh- 
Piicfts  vfed 
to  write  very 
familiarly  to 
fuch  kings, 
with  whom 
they  were  lea* 
gued  in  amity 
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linftant  healthfiill  condition .  By  the  Mif- 
fine  youfent  vntoinee,  I  vnderftand  the 
wire  loue  and  afFe6lior)jwhich  you  bcare 
to  our  Nation,  and  hauecaufed  your  let¬ 
ters  to  bee  publikely  read  before  all  the 
peoplc^and  to  let  them  fully  vnderftand, 
what  holy  dcuotion  you  declare  towards 
God  5 1  hauc  expofed  to  open  view,  the 
twenty  Veffels  of  gold,  and  thirty  of  fil- 
ucr,  together  with  fifty  Cups,  and  a  Ta¬ 
ble  of  filuer  for  the  facrificcs,bcfide  forty 
Talents  of  gold,  and  as  many  of  filuer, 
lent  by  you  to  furnifh  the  Ornaments  of 
our  Temple.  All  which  I  hauc  receiued 
from  the  hands  of  the  Noble  Lords 
dre/ts  and  AriHeus^  your  faithfull  Coun- 
(ellors  and  Ambafladors,  who  haue  am¬ 
ply' cnftru(9:ed  vs  in  the  caufcbyyou  re¬ 
quired.  And  thcrcfdrc,wc  hauc  fent  them 
backc  againc  vnto  yee,  offering  our  felucs 
by  thcm,to  accomplifh  your  good  plea- 
fure.  r  i  .  ' 

And  becaufethc  extraordinary  great 
fauours  which  you  haue  done  to  them  of 
our  Nation,arc  fuch,as  it  is  impoffiblc  for 
vs  to  vfc  or  return  any  condigne  requital : 
weemuft  makeour  rccourfcto  folcmnc 
prayers  and  facrificcs,  for  the  profperity 
of  you, of  your  Quecnc,and  of  the  Noble 
Lords  your  fonnes.  In  which  holy  adion, 
all  our  people  very  voluntarily  defirc  to 
imploy  their  vtmoft  paines,  in  crauing  of 
God, to  further  and  finifh  your  defires,  as 
may  beft  ftand  with  the  conferuation  of 
your  Eftatc,  and  maintainance  of  your 
Kingdome  in  glory  and  honour. 

Now  concerning  the  Tranflation  of 
the  Bookes  of  our  Law*  by  you  fo  greatly 
and  carnefily  defired^  we  haue  elcdled  fix 
Auncients  out  of  our  feucrall  Tribes,vvh5 
we  fend  vnto  you,with  the  Bookes  of  our 
Bible-  But  when  the  Tranflation  fhallbc 
perfeded  5  according  to  the  office  of  a  iuft 
and  louing  king,  wee  defire  that  they  may 
be  fent  back  againe  to  their  natiue  Coun¬ 
try. 

Eleaz4r^dnd  the  people  of  the  lewes  ^ 


Of  the  Septuagint. 


When  Km^PtolomyhzA  rcccyucd 
the  Letters  of  Elaz^ar^  with  the  Books  of 
the  Bible,  and  fuch  Prefents  as  were  fent 
hy  Eleaz>ar*^  he  moft  royally  welcommcd 
the  feuenty  two  aged  men,  and  (aslofe- 
phus  faith)  ioyed  not  a  little  for  their  arri- 
u all.  Their  lodgings  being  prepared,  & 
all  things  ncceffary  for  their  imploy  ment. 


they  fctlcd  thcmfelucs  to  the  Bibles  tranf 
lation:  wherein  h^pened  an  admirable 
and  miraculous  caftj  for  the  feuenty  two 
men  being  placed  feparatcly,  according 
to  the  kings  Commiflion,  without  any 
mcanes  or  power  of  conferring  one  with 
another :  after  they  had  thus  diuidedly  fi- 
nifhed  their  Tranflation,  they  all  appea¬ 
red  before  the  King  with  their  feucrall 
labours, and  were  found  therein  all  fo  co¬ 
forme  and  agreeing,  that  one  man  had 
not  a  fillable  more  then  another  ^  which 
doiibtleflc  could  not  bee  done,  without 
the  power  and  clpeciall  grace  of  the  holy 
Ghoft, according  to  the  faying  of  S.  L; 

gHTtinefrenem and Tertulhm\w^)\o auou-  oi/iL  * 
chethiii  his  rime,  to  haiie  fee^ne  ar  A/ex- 
,  Wm  in  the  written  Bookes  of  the 
feuenty  two  Tranflators,  vndejc  their  owm  GentUei 

hands  ,  which  were  in  Hebrew  and  id 
Greeke.  - 

'As  much  is  (aid  and  maintainedby  Iu-\  ^  v.- 
Jlinm  the  Philofophcr,in  the  book  of  Ad-  ' 

uertifements, which  he  wrote  to  the  Gen- 
tiles  and  Pagans,  where  he  Ipeakcth  thus. 

King  P tolomy  cauf  fd  to  bee  builded  without 
the  C my  of Alexandria  feuenty  two  Ha/Ie  s 
to  lodge  therein  feparatcly,  thefeuenty  two 
TranJlators,and  there prouided for  them  ^ /I 
things  necejfary^  in  mojl  honourable  manner. 

In  which  places  the  Tranjlators  remained^ 
without  feeing  one  another ^mtill the  tran f- 
lationwaspefeBed.  May  more,he  affir- 
meth  to  haue  feene  the  ruinesand  olde 
wals  of  thofc  buildi^igs, which  were  eftee- 
med  as  rcliques  and  facred  things.  A  nd  al¬ 
though  S.Hieromesind  Ruffinm  dodifa- 
gree  concerning  the  number  of ,  thofc 
Halles  or  Chambers ;  yet  notwithftand- 
ingjthat  is  no  matter  of  any  moment,  c6- 
fidering  (according  to  S.  AtiguHine^  and 
many  other  Authors)  each  Tranflatour 
wrote  his  bookes  alone  by  1  jimfeIfe,not  a- 
ny  way  conferring  one  with  another,  and 
yctneuerthelefle,  all  the  Tranflations 
were  found  conformable. 

And  afluredly,  when  I  confidcr  adui- 
(edly  on  this  myftcry,!  hold  it  for  a  migh¬ 
ty  miracle,  that  they  fhould  agree  in  fiich 
a  conformity  of  ftilc,  order  and  method, 
traducing  matter  fo  long  and  diuers,  al¬ 
though  they  had  bcenc  admitted  altogc- 
thcr,and  had  begun  the  worke  with  their 
ownc  agreement,  becaufc  wc  fee  it  a  mat¬ 
ter  of  no  mcanc  momcnt,to  finde  two  me 
agreeing  vpon  one  and  the  famp  point, 

 when 
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when  they  are  to  intermeddle  with  one 
argument  together.  But^  after  the  tranfla- 
tion  wasfinifliedjthelcwes  which  dwelt 
in  Egypt,  and  were  very  learnedly  skilfull 
in  their  Law,  commended  thefc  Sacred 
writings  to  the  King,  wherewith  heewas 
rtioft  highly  plcafed.And  according  as  lo- 
Jefbus  and  Eufebii^  do  m  aintaine.  King 
Ftolomy^  bceing  amazed  at  thofe  Scrip¬ 
tures  ,  and  the  holy  myftcries  in  them 
comprized,  demanded  of  Demetrius  Pha- 
Ureus^y^ho  had  the  charge  of  his  Library, 
how  it  hapnedj  that  Lycurgus^  S olon^  and 
other  Law-makers,  were  filent  inthis  law 
ofthc  Icwes  ?  Whereto  Demetrius  thus 
anfwetcd-  .  ,  v 

S’/r,  this  Law ,  as  your felfe  hauefujfici- 
eutly  ^eeue^  came  from  Cod  5  and  no  Lawyer 
euer  durfi  ^efo  boldy  to  middle  with  it  <vn- 
reuerentiy^  or  mifufe  any  tey,t thcr ein  c ontai- 
ned,  iheopompus  was  Jmitten  with  the  hand 
ofheauenmth  an  extraordinary  perturbati¬ 
on  in  his  fenfeSy  and  mighty  paine  at  his  hart : 
becaufe  he  medled  with  the  holy  HiHories  of 
'ijje  Hebrues  among  his  ownCy  beautifying  the 
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with  borrowed  wordsy  aiid  rhetoricallphra- 
fes.  But  'vpon  bis  true  repentance  and  humi^ 
Uation  to  Cody  committing  hmfelfe  wholly  to 
his  mercy  y  it  was  reuealed  to  him  in  his  Jleep : 
that  this  difalier  happened  to  himy  becauf  ?  he 
durli  be  fo  holdCy  to  embelhfh  and  enrich  the 
JincerityofholyScripturCy  with  curious  and 
adorning  words ;  and  thereby  to  impart  them 
to  Pagan  and  Infidell Nations, 

I  remember  alfo  to  haue  ready  that  Theo¬ 
dor  us  a  Tragic  all  Poety  losi  his  fight fodainly 
for  taking  a  place  of Scripture  to  maintaine  an 
\  argument  Hi  his  Tragedy  :  andyet'vpon  his 
'vnfeigned repentance ^his fight  was  refiored 
tohimagaine. 

King  Ptolomy  wondering  at  this  dif- 
courfe  oi  Demetrius  the  tranflated 

Bible  in  his  Library,  and  hauingthankc- 
fiilly  refpeded  the  ancient  lews,  he  Iken- 
fed  their  departure,  gining  to  each  man 
fumptuoiis  giftsjthanking  likewife(by  his 
Letters;the  Wmcc  Eleai^ar^  to  whom  he 
fent  Kingly  prefents .  Thusyou  fee, how 
the  tranflation  of  the  Septuagint  was  per¬ 
formed,  they  being  men  (as  S.AuguPline 
and  S^iinx  Hieromi^ii^)  that  then  had  the 
fpirit  of  Prophefie:  which  appeared  plain¬ 
ly,  in  that  our  bleffed  Lord  and  his  Euan- 
gelifts,  alledgcd  Scriptures  according  to 
iheir tranflation.  Andifperhappes  any 
thing  is  found  in  the  Hebrew  Bible, which 


is  not  in  the  tranflatio  of  the  Septuagint, 
wee  may  well  fay,  that  the  holye  Ghoft 
would  not  reucalc  it  by  their  means.  And 
contrary  wife,  if  fomc  thing  bee  in  their 
tranflation  ^  isnotintheHtbrue  text: 
we  muft  verily  bclceue,  that  the  blefled 
Spiricc  reuealed  the  paflage  by  their 
mcanes.  For  the  felfcfame  Spirit  that  di- 
reded  the  Prophets,  when  they  fet  down 
their Prophcfics in  writing,  gouerned 
the  feauenty  twoTranflatours  in  tradu¬ 
cing  the  holy  Bible^lb  (aith  S.  AuguBine^ 
concerning  the  verfion  of  the  Old  Tcfta- 
ment. 

This  was  the  firft,  before  the  comming 
oflcfusChrift  5  for>  after  our  Sauiours 
Pallion,  A^uilaihz  lew  wrote  another . 
Two  other  tranflations  were  afterwardes 
performed,  but  by  whom  it  was  not  kno- 
wen :  notwithftanding,  they  came  to  the 
h  ands  of  Saint  Eierom ,  as  Eufebius  m.a- 
keth  mention  in  the  fixt  bookc  of  his  Ec- 
clcfiafticall  biftory.  By  tbefe  tranflations 
the  Bible  was  reduced  out  of  Grcekc  into 
Latinc  :  but  Saint  Hierom  did  his  out  of 
Hebrew  into  Latinc,  without  flaying  on 
the  Septuagints  labour,  nor  the  other 
Greckc  tranflations  •  Bcfide,Pfalmes  and 
other  thihges  are  fung  and  fayde  in  the 
Church, whereof no  difputation  neede  to 
be  madc,whcthcr  they  were  of  SMteroms 
writing  or  no. 
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CHAP.  XXVII. 


^  of  the  admirable  'vertues  and proprieties^ 
which  God  and  Nature  hath  giuen  'vnto 
the  Ant y  Emmet y  or  Pijfe-mire:  And 
what  wortly  examples  haue  from  it  bin 
dcriued. 
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Ou  may  well  fay ,  that  it  is 
no  difficult  matter  for  mce, 
to  fpeake  ofthc  Nature  and 
properties  of  Creatures, ha- 
uingformyPatronesI,  Mai- 
ftcrs,and  Guides,  AriBotlcy  Pliny y  Aelia- 
nus  y2Xi^  many  other,  writing  on  that  ar- 
giimcut :  but  bccaufe  my  defire  extend- 
cth  it  fclfc  beyonde  ordinary  compaffc, 
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^mbrof,  inHo- 


epueting  things  cup'ous  3  andknownc  to 
few  people  5  I  piirpofc  to  fay- fomething 
of  the  Ant,  Emmot,  or  Piffc-naire,*  albeit 
in  regard  of  the  creatures  fmalncffe^fonaq 
may  thereby  take  occafionto  condemne 
my  difeourfe,  NcuerthclelTejlet  their  hu.-? 
mors  feme  them  howfoeucr,  I  cannot  ex¬ 
clude  this  creature  out  of  our  rich  &  fpa- 
cious  Forreft :  for  there  is  not  any  garden 
bow  warily  or  clofely  foeucr  it  bee  kept  5 
but  the  Ant  will  make  his  entrance,  cuen 
indefpight  of  the  Mafter  and  Owner.  And 
hpw  little  in  our  iudgemeni  and  fubftacc 
of  the  creature,  it  feeroetb  to  vs  ^  ^yet  ma¬ 
ny  renowned  Authors  haue  written  won- 
derfull  things  thereof. 

.Very  true  it  is,  that  P/z/^^  fayeth^  This 
creature  is  unprofitable^  and  of  no  worth  at 
all^  but  onely  for  it  felfe :  when  contrariwife^ 
the  Bee,  as  little  us  it  iSy  dpeth  {neuerthelejfe) 
giuc  a pleafing  tasie  to  our  food ^  by  the  fweet 
Jauour  of  his  hony,  whereas  the  Ant  doeth 
gnaw  and eate  them .  But  yet  in  another 
place,  he  Kpeaketh  wonders  of  the  Ant,&: 
extolleth  it  extraordinarily.  For,  concer¬ 
ning  the  blamefull  imputation  hce  impo- 
fethon  this  little  creature,  it  proccedeth 
fromacertainekitlde  of  Couctoufneffe , 
whereunto  man  is,fo  inclined  for  bis  own 
particular  profit,  that  he  would  dcriue  be¬ 
nefit  from  all  creatures ,  how.fmall  foeucr 
they  be,  being  greatly  offended,  that  our 
Ant  (hould  prouidc  it  felfe  of  one  poore 
graine  of  Come .  But  if  we  would  confi- 
dcr  things,  in  fuch  kinde  as  duly  appertai- 
neth  to  them,  weifhould  findc  more  pro- 
fit  from  the  Ant,  then  from  the  Bee.  For 
the  Ant  ferueth  vs  as  an  example  of  indu- 
ftry,  prouidcnce  and  friendfhip,  and  of 
m^ny  other  vercues  befide  ,  related  at 
Salomon  in  his  Prouerbes,  who 
fondcch  the  fluggard  to  the  Ant,  to  confi- 
der  what  paine  and  folicitude  flie  taketh, 
andtolearnedifeipline  and  diredion  of 
her.  F  or  ^hampg  neither  guide  orCaptaine^ 
or  any  to  command  and  direep  her  :  fheeprcr 
pareth  her  food  in  the  Summer  for  Winter.  - 

From  hence  it  enfued,  that  Saint  Am^ 
brefe  ('(peaking  of  this  filly  little  creature^ 
vfeth  thefe  words :  The  deffeignes  and  enter- 
prifes  of  the  Ant  ^  being  iuHly  confidered^  do 
farreexceede  her  power  andjlrength.  And 
although  fhe  haue  none  to  incite  her  to  labor : 
yet  not  wit  hfianding ,  by  a  certaine  kind  of do¬ 
minion  or  authority ,  fhe prouideth  for  after- 
claps  and  future  necef skies  •  Behold  what 
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Saint  Ambrf chzih  faide',  who  fpeaketh 
much  more  amply  concerning  the  pro 
prieties  of  this  little  Ant  ^.whereon  Cicero 
iikewife  difoourfing,  fayeth  iTbat  the  Ants 
G ommomveaUk  is  to  be  aduifed  to  euery  Cky. 
For,  not  oni?!)/  they  haue  vndeilknding 
like  other  Animalles :  but  alfothey  haue 
fenfe,  rcafon,-  and  memory,  .* 

,  Pliny ^  ArilMt/e,  and  Elianus,  are  veric 
ffayediniudgernent,  for  their  confidcra- 
tion  of  the  Ant ,  and  not  without  great 
reafon:  for  in  duly  obferuingher  forme, 
her  dreadfull  afpedl ,  her  bardneffe,  her 
liuely  colour,  and  her  piercing  fnowte  ^ 
there  is  not  any  Lion  fo  fierce  as  this  crea¬ 
ture,  were  it  but  as  great  as  it  is  littlcj  it  is 
fo  firong, bold, and  dreadfull.  ^ 

Firft,  there  is  not  any  animall,  that  can 
carry  the  weight  ofhimfelfe  r  but  the  Ant 
carricth  and  draweth  ten  times  a  heauier 
load  then  it  felfe,  fo  that  if  ihis  final  crea¬ 
ture  were  as  great  as  a  horfe,  it  would  ea- 
fi!y  bcare  the  burthen  of foure  W aggons. 
Gcherbeaft&can  hardly  defend  thefelues 
,againfl  her  affaults  5  for,  although  (hce  is 
fofmallaworme  ,  yctndtwithftanding, 
her  teeth  are  fo  ftrong,as  the  very  hardeft 
..graine  of  Corhe  is  not  able  to  withftande 
them.Nay,lhc  wil  carry  hard  ftones  in  her 
teeth,  and  howfoeuer  ilie  faftencth  vpop 
them,  ihce  will  fquafti  and  bruife  them, 
holding  them  fo  forcibly;  tbar  no  pincers 
are  able  to  open  her  mouth.  And  fo  opi- 
nitiue  is  fhe  is  of  her  power,  as  (hce  will 
rather  fuffer  her  felte  to  be  rentin  peeces, 
then  to  forfake  whatfoeucr  ihceholdeth: 
which  ftrength  would  be  farre  greater,  if 
her  body  were  equiualent  thereto. 

But  leauing  her  ftrength  (  whereof  fo 
fmall  account  is  made,  in  regard  of  her  li- 
tleneffc)  let  vs  fomewhat  confider  the  na- 
turallinftind,  together  with  the  vertue  & 
wifedprae  abiding  in  her.  For  nature(tho- 
Eoughout  the  whole  wide  worlds  bath  not 
produced  any  other  creature  ,  making 
moredcmonftrationofvcrtue ,  then  the 
Ant :  nor  fuch  profeflfion  of  amity ,  indu- 
ftry,prouidence,  and’  diuers  other  fingu- 
lar  vertucs,  as  wee  lhall  haue  occafion  to 
fpeakc  of  hcercafter,  in  theyr  apte  pla¬ 
ces.  ‘ 

In  the  prime  place,  Ants  haue  the  form 
of  a  Commonwealth  among  thcmielucs, 
according  as  Pliny  faith^for  they  haue  nei¬ 
ther  King,  Lord,  nor  any*  Commander  5 
as  much  is  affirmed  by  AriPfotle  and  Salo¬ 
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mom  And  yet  their  Commonwealth  is  fo 
well  policicd  and  ordered*  as  theyhauc 
ncuerany  Warre  orciiiill  contention  a- 
mong  them.  Likewife  they  arc  neuer  fecn 
to  fight  or  kill  one  another /as  men  doe: 
biit,as  hath  bene  obferued,  all  labour  for 
the  Weale-publike,  Without  laying  afidid 
any  thing  for  priuatc  vfcj  as  other  Crea¬ 
tures  do  3  that  fight  for  feeding  of  theyr 
bellies. 

Antshelpe  and  aflift one  another,  in 
condu£i:ing  home  their  ftore,  and  make 
their  prouifion  generally  for  all  together; 
andifanyonebe  ouer-loadcn  or  wearie^ 
hisfcllowc  giues  his  fupply,  and 'in  fuch 
decent  manner^as  one  is  no  hindcrance  to 
another .  And  if  there  be  any  thing  oucr 
hcauy  to  bee  carried  away  with  their  pro¬ 
uifion,  they  take  fo  much  thereof  as  is 
needfull>  andeafie  to  bee  trained  along, 
going  on  together  fo  chearfull  and  dexte- 
rioufly,  that  they  may  wcllbcfaid,  to  bee 
creatures  fit  and  apt  for  portage.  O  ther  ‘ 
creatures  hauc  their  neflcs  and  retreats  a 
partby  thcmfelucSj  fothat  (oftentimes) 
they  necelfarily  war  againft  them  of their 
kinde,  for  their  nefts  and  lodgings:  wher- 
asihelikcfilly  Ants  hauc  but  one  roome 
or  receipt  for  them  all  in  general, without 
any  diuided  chambers  or  Parlors  for  par¬ 
ticular  perfons ;  by  which  meancs,  they 
maintainelouc  and  fricndfliip  one  ^vvith 
another,  therein  giuingvs  a  familiar  ex¬ 
ample,  to  vfe  the  like  Ibciable  vertuc  as 
they  do. 

Moreouer,the  rnduftry  which  they  de¬ 
clare  in  their  Caue  or  roome,  is  a  matter 
maruellous;bccaufcif  it  bee  poflible  for 
them,  they  will  alway es  make  their  dwel¬ 
ling  ncrc  to  a  ritier,  or  fome  little  running 
brookc,  and  plant  the  earth  which  they 
bring  to  the  mouth  of  their  cauc,to  feme 
as  a  rampicr  againft  rough  winter,  as  fea¬ 
ring  leaft  water  fhould  winne  entrance;  & 
within  the  entry  ,  they  windc  and  turned 
diners  waycs,to  the  end,  that  their  maine 
abiding  (hould  not  cafily  be  found5&  the 
mouth  or  doorc  is  very  narrow,  in  regard 
of  the  fpacioufncffe  within. 

Bcfide,  they  haue  three  roomes  orfta- 
ges  within  their  Caue  5  one  whereof  is  for 
the  males,  the  fccond  for  the  Females , 
where  they  produce  their  yong  ones,  for 
there  arc  male  and  female  of  thcfefmall 
Creatures.  In  the  third  ftagethey  make 
their  Garner,  wherein  they  beftow  theyr 


food  and  prouifion,  according  as  AriBo 
tie  affirmeth.  Vfing  their  ftore  fo  meafu- 
rably,  as  they  neuer  haue  any  want  ofvi- 
ftiials.  And  bccaufc  the  moft  parr  of  their 
piirueyancc  is  Conijto  preferue  it  in  fuch 
fort,  that  moyfttire  may  nor  make  it 
(prout;  they  bite  and  nibble  the  Graine 
within  the  midft,  where  th^  fp routing  yf- 
fuech  foorth;  a  thing  moft  Admirable  and 
miraculous  in  Nature,  notwithftandihg, 
Fliny many  other  good  au¬ 
thors,  do  auouchit  to  be  certainc  &  true. 
If  they  finde  their  Come  to  bee  wctcc  and 
moiftned  with  winter  raines,  theyBaue  a 
naturall  vnderftanding,  to  dry  and  refrclh 
it  againc  in  the  Sunnc,to  p  referue  it  from 
putrifying.:  ib  that  the  little  poore.  Ant  is. 
neuer  idle  either  day  or  night, for  then  (he 
vieththeh'elpeofthe  Moone,  when  the 
Sunne-fhine  is  denied  her,  which  enfiieih 
from  incomparable  prudence. 

Such  as  haue  written  on  this  argument, 
and  daily  experience  confirmes  the  fame, 
that  the  Ants  arc  well  inured  tothefela- 
bors ;  for  they  dayly  romc  abroade  from 
their  Caues,to  bring  home  frefh  and  new 
nourifhment.  And  after  that  fuch  nouell 
prouifions  is  brought  in ,  whether  theyr 
knowledge  confifteth  in  the  fmclling  it, or 
by  a  naturall  inftinft  giiien  from  God,  en- 
ftrudting  how  to  ord  er  and  vfe  it,all  come 
forth  together,  to  refrefh  both  their  olde 
and  new  prouifion,  and  following  theyr 
guides  in  great  crowds, eonucy  their  ftore 
in  all  by  one  way,  without  the  Icaft  iniiiry 
one  to  another :  bccaufc  in  doing  a  kindc 
ofcouttefie/they  make  way  for  each  o- 
thers  free  pairage,and  fometimes  walk  on 
in  couples  together. 

Now  here  is  a  further  matter  tobeob- 
ferued,  what  order  they  keepe,when  they 
come  to  the  place,  where  they  do  charge 
themfelues  with  their  prouifion.For  feme 
get  the  Come  out  of  the  ftraw;  Others, 
carry  it  to  the  Caue, at  the  entrance  wher-  j 
of,  there  ftand  diners  other  rcadie  tore- ! 
cciuc  it,  and  fo  conuey  it  into  the  garner,  i 
euery  one  doing  his  duty  according  vnto  1 
his  office  and  degree.  And  when  they  ca- 
ry  a  Peafc,a  Chichc,or  fbme  other  grain, 
more  weighty  then  a  graine  of  Wheatc; 
three  or  fourc  vndertake  the  burthen  ,  or 
fo  many  as  the  cafe  rct^uireth ,  pacing  on 
very  gently  together,  without  any  crow¬ 
ding  or  diforder. 

And  if  by  -chance  they  tome  vnto  any 
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place,  itkefoiiieoroffcnfiiic  to  their  paf- 
fage,the  order  is  admirable  which  they 
obferue  therein.  For^  fome  raife  vp  the 
loade  aloft,  and  others  labour  to  thruft  it 
forward,  byftepping  vndertoeafetheyr 
fcllowcs :  and  if  any  meete  them  acciden¬ 
tally  by  the  way,  they  all  lay  hclpcto  get 
home  the  burthen.  And  being  come  viito 
the  Caues  entrance,  if  the  graine  be  grea¬ 
ter  then  the  mouth  thereof  vvill  admitte  : 
they  cut  it  in  quarters,  and  focarry  it  into 
the  Granary.  In  the  while  of  this  their  bii. 
fie  toile^othcrs  are  ndt  negligent, in  brin¬ 
ging  home  puriieyance  befidc:  fo  chat 
wee  may  ray(iii  conclufion  of  this  point) 
all  generally  labour  for  the  Wealci-pub* 
lique.  : 

After  their  prouifion  is  thusmadcjiand 
their  Garner  well  ftored.  for  the  feafon, 
they  fortifie  and  faft  clofc  vp  the  Cauc,  a- 
gainft  the  iniuric  of  winters  ftormes  and 
raine ;  norifhing  themfelucs  all  the  while, 
with  their  plenty  formerly  brought  in . 
W  hich  naturall  inftind  is  denied  vrreo  all 
other  Animals,  man  oncly  excepted  r  and 
yet  there  are  many  men,fcarfcly  prouided 
for  a  morrowes  neceflitv.  Moreoner,that 

«r  ^ 

the  Ant  maketh  a  double  prouifion  for 
her  agCjisvery  confidcrablej  for'  accor¬ 
ding  as  Firgil  faith ;  sheprouideth  for  her 
gedyecres^which  enfuethto  her  byinHinB^ 
of  Nature^  fregmngHill{euery  yeare)  for 
a  follomng  Winter  ,  implying  the  Winter  of 
her  age. 

This  creature,  hath  alfo  a  natural!  in¬ 
clination,  quite  contrary  to  all  brutifh  bc- 
hauiour.  For,fhefecmeihto  haue  fome 
knowledge  of  God,  and  a  kinde  of  religi¬ 
ons  vnderftanding.For  as  Fliny  and  AUan 
do  both  affirmCjthey  obferue  Religioufly 
^certaine  feftiiiall  daies,  as  all  the  newe 
Moones  5  a  matter  fomewhat  bard  to  bee 
credited,  and  yet  pofliblc  neiierthelefTe.. 
The  lame  authors  fay  alfo,  that  they  haue 
a  naturall  kind  of charitie  amongft  thern^ 
bccaufe  they  will  bury  their  dead,  euen  in 
meere  companion. 

Cleanthesxt\>oxici\\  an  admirable  hifto- 
ty  5  which  by  Aelian  xs  maintained  to  bee 
.clemthes  becing  a  learned  Pbilofo- 
pher,  and  fitting  one  day  by  an  Ant  hil- 
locke,  to  confider  their  naturall  difpofiti- 
on:  he  efpied  two  Ants  bearing  a  thirde 
Ant  that  was  dead,  and  comming  neerc 
to  the  Caues  entrance ,  which  belonged 
to  the  other  dead  5  they  fet  downe  theyr 


load,  and  two  other  Ants  came  out  of  the 
Cauc  to  them,  feemingto  confer  6^  ralke 
together  by  outwafd  aftion.  Thelaft  two 
returned  into  thecaue  againe,  &  brought 
footth  a  little  Wormc  betwccnc  them, 
which  the  other  received  of  them ,  as  in 
payment  for  their  paints,  and  returned 
backe,  leaning  the  dead  Ants  bodie,-  that 
they  of  the  Caue  might  giue  it  bUriall,the 
which  they  prefcmly  did,  fofooneas  the 
other  were  departed. 

Vndoubtedly,it  is  a  matter  maruellous, 
that  thefe  creatures, being  fo  final, asfom 
of  them  can  fearfely  be  fcenc,  (hould  thus 
feme  as  an  example  to  to  ftudy  peace 
and  concord,  and  to  b^'good  houfe-kce- 
pers,  laborious,  prouident ,  andcharita- 
blc^  aptly  therein  enfiruding  the  fpirit  & 
vnderftandingofmcn  5  not  reputing  the 
Ant  to  bee  fo  vnbcncficiall,  zs  Plinie  did  , 
thogh  it  produce  no  hony  or  other  food. 
Yet  it  is  greatly  auaileable  for  the  health 
ofman,cfpccially  herEgges,  which  (as 
P//;?/ faith)  being  incorporated  with  the 
milke  of  a  Bitch,  healeth  all  paine  and  an- 
guifh  in  the  cars.  If  they  be  beaten  in  pon¬ 
der,  they  make  an  Vnguent,  which  mixed 
with  fait,  taketh  away  all  pimples  and  pu- 
fhesin  the  face  :  and  Ants  beeing  eaten, 
dobth  cure  all  difeafes  incident  vnto  the 
eyes. 

Neuerthelcflejbecaufe  thispoore  A- 
nimall  feeds  on  graine,  herbes,  and  fruits 
of  trees,  onely  to  conferuc  her  fclfe  in  her 
being,  and  to  perpetuate  her  generation, 
whereby  fome  damage  may  redounde  to 
the  fields :  reuengefuil  man, finding  him- 
felfe  offended  at  fo  little  harmc,  hath  in- 
uented  a  thoufand  wayes  to  worke  her 
death.  For  (as  Pliny  fayth)  the  power  of 
Origan,  incorporated  with  fulphure,  and 
a  little  vnflaked  Lime,killeth  Ants.  He 
fayth  moreouer,that  damming  vppethe 
mouth  oftheir  Caue  with  Sea-mud  and 
Afhes,tbey  can  neuer  get  forth .  Not- 
wichftanding, there  is  not  any  thing  more 
proper  to  kil  Ants,  then  the  Hearb  called 
Heliotropmm*PiX\ii  htCidc  ^Auicenne  ftudied 
in  a  whole  Chaptcr,how  to  be  thedeath 
of  this  poore  Creature,  taking  as  much 
paines  therein,  as  ifit  had  bcene  to  expel 
the  pIaguc,or  the  feaiier  quai  tanc. 

ireadcofeertaine  Ants  in  the  Regi¬ 
on  of theX>W^^,  who  doe  inhabite  the 
Eajl  Indtaes^iovt^ixdi  the  North  feafhorcs, 
which  are  as  groffc  and  great  as  Wolucs, 
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and  the  people  fearc  them  as  they  do  Ly- 
ons,  according  to  the  teftimony  of  diners 
Authors.  And  fomc  fay,  that  in  digging 
and  turning  vp  the  earth,  they  throwc  vp 
great  quantities  of  gold  5  which  the  coim- 
rry  people  go  to  gathcr,whcn  theft  dtead- 
full  Ants  are  retired  5  which  they  dare  not 
dojiftheybutfent  them  in  the  fields.  For 
fometimes ,  theft  Antes  hauing  winded 
ihofefeekers  for  Gold,  ruihfoorth  vpon 
them,  and  kill  as  many  as  they  can  meete 
withall. 

And  they  hauc  no  other  means  to  feck, 
for  gold  with(afcty,butby  comming  thi¬ 
ther  mounted  yppon  light  Camels,  for 
their  better  expedition  in  flight.  And  if 
(by  mifchancc)thcft  Ants  do  winde  theft 
Gold-findersj  they  hauc  fomc  pcece  of 
flefh  hanging  about  them,  which  (bdain- 
ly  they  let  fail,  and  fo  efcape  away.  Final¬ 
ly,  it  feemeth  a  thing  monftrous,that  our 
Ants  Ihould  be  charged  with  wings ;  Ne- 
ucrtheleflTe,  there  is  a  common  Prouerbe, 
faying :  To  the  damme  of  the  Ant^  vDtngs are 
frofer.  Whereby  it  appeareth,  that  fomc 
further  meaning  is  hid  therein:  becauft 
fuch  creatures  as  haue  Wings,  the  winds 
will  Carrie  them  whether  they  pleaft.  ^ 


Riding  on 
light  Camels, 
to  efcape  fro 
thofe  Ants, 
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CHAP.  XXVIII. 


Fromvphence  it  froceedeth^  thatfome  men 
li»e longhand  other tfarrekffer  'v^hiUm 
A»d  what  complexion  is  the  be yt  for  li- 
uing  long*  Alfo  how  we  are  to  a^nderjland 
the  place, where  it  is faid^that  The  dayes 
of  a  man  are  numbred. 


HE  ApoftleS.P^^/fayeth, 

That  all  tnen  are  fubie^  once 
todye^  and  therein  all  men 
are  equall  and  alike.  Not- 
withftanding,  there  is  a  dif¬ 
ference  in  the  tearmes  of iifcjbCcaufe  fbm 
liuc  long,  and  other  lelTc  (pace.  Neucr- 
theleffc  (diSlob  laith)  The  time  of  our  life  is 
compafed^  and  no  man  can  pajje  the  boundes 
which  God  hath  limited  and  determined  to 
our  life .  Theft  things  then  Handing  thus 
('as  in  truth  they  do)  it  is  not  ill  or  amiffc, 
covndcrftandthat  which  caufcih  the  life 
of  man ,  wherefore  one  liueth  longer  then 


another;  what  complexion  is  moft  pro¬ 
per  for  longlife :  and  laftly,  how  it  ought 
to  be  vnderftood,  when  it  is  faid,  that  our 
dayes  are  counted  and  determinedi  being 
no  way  able  to  paffc  on  fiirthef,which  arc 
points  fiifficicmly  obfeure,  and  compre¬ 
hended  by  few  people. 

To  vnderftand  therefore  the  cauft  of  Theherraony 
long  life,  it  bchooueth  vs  to  prefuppoft 
in  the  firft  place,  that  the  life  of  man,  and  j  qJatol  go- 
maintenance  of  this  his  humane  bodie,  ' wcmeihebo 
confifleth  in  the  concord  and  hermony 
ofthefoure  Elementary  qualities  where¬ 
of  it  is  compoftd,  as  namely  heate,  colde, 
iTioyfturc,and  drinefft.  But  exprcffely  in 
the  proportionable  hermony  of  heate  and 
moifture,  which  AriBotle  well  declarcth : 
who  oncly  maketh  mention  of  the  conue- 
nicncy  of  theft  two  qualities,  for  the  fup- 
port  and  continuance  ofman.  In  like  ma- 
ner,  wc  percciue  by  experience,  that  man 
hath  little  care  of  his  owne  failing, fb  long 
as  he  keepeth  his  natiirall  heate :  for  that 
heate  is  the  principall  inftriimcnt,  to  eon- 
ftruc  the  vegetatiue  foulc. 

Now,  tofpeakc  vprightly,  the  life  of, 
man  confifleth  in  nothing  clfe, "  then  in  wheremthe 

maintaining  the  inltrumcnts  and  organes  mainly  confi- 
ofthefbulejamong which,  naturaliheat  ftetbnaturaii 

(by right) holdeth the  prime  place:  for  I’hTchttL 
this  heate  isfb  ncceflary  to  fupporc  mans  Urumenc. 
body,  as  whenfocuer  it  is  failing,  the  foul 
is  conllraincd  to  forfakc  the  body,&  giiie 
a  period  to  the  life  of  man .  And  becauft 
this  naturall  heate  holdeth  of  fire,  which 
(of  bis  owne  nature  )  confumeih  vvhatfb- 
cucr  it  racetetb  withall :  it  was  trucly  con- 
uenient,  that  another  contrarie  qiialitic 
fhould  be  oppofed  againftit,ifor  confer- 
uationoftheinferiour  bodies.  Vppon 
which  occafion,  God  placed  the  radicall*bBmour‘‘'*'* 
or  naturall  humor, with  this  natural  heate, 
onely  to  nourilh  and  maintainc  it ,  cuen 
as  fire  feedeth  it  ftlfe  by  Oyle.  And,  in  re¬ 
gard  that  this  radicall  humour  confumeih 
and  diminifhcch  it  ftlfe  daily;  to  fupply 
defend  it,  it  was  neceffary,  that  ail  Crea¬ 
tures  fhould  browfeand  feede,  and  that 
by  meanes  thereof,  the  humor  (being  the 
caufcofdigeftion)  fhould  fupply  the  na¬ 
turall  defed. 

^  But  fecingthat  (according  to  ^tichreaufc 

the  humor  which  is  cauft  oi  digcftion,  15  '  of  digcl^ion,is 

nciicrfopevfeaasthe  radicall  and  natu- 1 JX'.  Ar/. 
tall,  although  itferueth  much  for  mainte*  dicalhumoi. 
nance :  of  necclfity  the  radicall  humor  dc- 1 

caveth 
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Life  ladeth 


longer  or  Icf- 
fer  time,  ac¬ 
cording  to  the 
proportion 
and  tempera¬ 
ture  of  the  ra- 
dicall  humor^ 


Lifcdicth,lo- 


cayeth  it  fclfc  dayly  ( for  the  accidental! 
humour,  caufeof  digeftion,  is  neuenfo 
perfed  as  the  radicall ,  which  vanifheth  a- 
way)  and  by  this  meanes  of  intircly  vani- 
fhing,naturallheatc  loofeth  it  fclfc,  and 
the  body  takes  ending.  For  jif  the  humour 
radically  and  caufc  of  digeftion ,  were  fo 
perfed  as  the  naturall  humor  vanifhed  a- 
way,a  man  fhould  Hue  infinitely,  accor¬ 
ding  asDiuines  fay  .Who  maintain^that 
the  propriety  of  the  Tree  of  life,  which 
God  placed  in  the  tcrreftriall  Paradife , 
confifted  in  this  principally  :  that  eating 
the  fruitc  thereof  3  it  fhould  rc-eftablifh 
the  radicall  humor, that  elfe  would  vanifh 
&  be  loft.  From  hence  it  enfued,  that  this 
tree  was  prohibited  to  and  af¬ 
ter  they  were  excluded  out  of  tcrreftriall 
Paradife.  Forjifourfirft  Parents  had  kept 
themfelues  in  their  originall  righteoufnesj 
they  and  their  fucceffors,  feeding  on  the 
frukeofthat  tree,  had  liued  eternally  in 
the  flower  of  their  time,  without  eucr  ta- 
fting  corruption,  or  old  age:  vntill  fuch 
time  as  God  had  glorified  theyr  bodyes, 
without  enduring  the  paffageof  death. 
But  feeing  that  humane  Linage  hath  loft 
this  prerogatiue  by  finne,  which  brought 
death  into  the  world  5  it  is  no  wonder,  if 
this  defeift  fheweth  it  fclfe  in  vs  all. 

Proceeding  nowc  to  our  former  pur- 
pofe,  I  fay,  that  lifeendureth  more  or 
leffc,  according  as  the  radicall  humour  is 
concordant  and  proportionable:  for  they 
in  whom  thefe  qualities  are  moft  tempc- 
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failcywho  hath  as  much  of  the  moj  ft  hu 
mor  as  ofhcat,bccaufc  itis  ncceflary,'that 
a  proportion  fhould  be  obferued  therein: 
that  is  to  fay ,  hcatc  to  exceed  humid itic 
proportionably,  For,one  thing  beeing  a-* 
gent, hath  no  great  vertue  in  working  on 
the  other  jifit  furmount  not  the  part  pati¬ 
ent.  And  this  did  ArtHotle  co\x^xt\y  de¬ 
clare, when  he  faid  j  Among  tbofe  two  qua¬ 
lities  before  remembred^  there  ought  to  bee  a 
little  coldnes  mingled,  to  moderate  the  heat  of 
the  r adicaU fire,  to  the  end^it  may  not  who  Hie 
confume  the  humour  naturall.  And  drinejje 
alfo  is  as  requijite,  to  dry  the  radicall  hu¬ 
mour  0  that  it  may  not  extinguifh  the  natu- 
ralljire.hs  we  often  fee  to  happe  in  yong 
childrenjthat  dy  by  ouermuch  humidity ; 
notwithftandingyamong  thefe  fourc  qua- 
Iities,heatc  and  moifture  are  held  for  the 
principal!,  as  being  viral!  complexions, & 
caufing  life.  As  for  the  humors  cold  and 
dry,  although  theylferue  greatly  to  the 
confcruacion  of  liferyet  neuertheles  thefe 
two  qualities  are  held  for  the  doore  &  en¬ 
trance  to  death. Bccaufe  cold  is  enemy  to 
heate,  wherein  principally  confifteth  the 
point  of  life;  anddrinefle  is  oppofite  and 
contrary  to  moifture, which  yet  is  the  no- 
rifher  of  naturall  heat.  According  as  wee 
fee  in  aged  people, who  grow  to  be  colde 
and  dry, when  they  draw  nerc  to  deathjas 
chiefly  in  dead  bodies ,  which  ordinarily 
arc  dry  and  cold.  A  man  thenfaccording 
to  the  good  temperature  of  heaue)  ought 
alfo  to  temper  his  complexxion  by  thefe 
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rate  and  beft  proportioned.  Hue  longeft,  I  fourc  qualitics,and  that  in  fuch  fort:  as, to 
and  not  fuch  as  abound  in  thofc  qualities,  maintainc  his  heate  in  the  firft  place,  and 


From  thence  it  cometh,that  wee  fee  ma 
ny  fmall  animals, who  hauc  leaff  heat  and 
humidity,  to  Hue  (neucrthcleffe)  longer 
then  they  that  arc  of  bigger  and  greater 
bulkc,  and  abound  more  in  the  faidc  qua- 
liriesjwhich  likewife  commeth  fo  to  palTc 
in  trees, as  well  as  in  men.So  that  we  may 
fay,and  fay  truly,  that  long  life  confifteth 

. . ^ in  the  temperature  and  iuft  proportion  of 

fing  her  com-  heate  and  moifture :  which  wanting  their 
panioas  heaie  j  companion  life^diflolucth  it  fclf.  For 

when  hcatc  ouer  aboundeth  humidity,  it 
confumeth  the  body  in  little  time,  as  may 
bcdifcernedinchollcrickc  men.  Where 
contrariwifc,by  exccfliuc  humiditie,hcar 
feeleth  it  fclfe  to  be  quenchcd,as  in  Fleg- 
matickc  perfons  it  happeneth  in  the  fame 
mancr.Neucrthcle(re,we  do  not  by  thefe 
examples  vndcrftand,  that  hce  muft  alfo 


and  moy  dure. 


humidity  next  aftctjcaufing  cold  and  dry 
to  do  feruice,according  to  their  offices  & 
quarters.  By  which  meanes,  they  that 
findenot  themfelucs  thus  proportiona¬ 
bly  tempcrated,are  naturally  offhort  life: 
thus  then  you  fee  the  caufes  of  long  life,' 
Now  remaineth  that  fomewhat  Ihouldi 
be  faidcjconcerrring  the  beft  complexion 
of  all  other;  for  the  maintenance  of  long 
life.  Firft  of  all  then  is  to  be  noted,  that  of 
the  fourc  complexions, as  Cholcr.flcgmc 
Blood,  &  Melancholy,  blood  is  the  beft, 
to  help  him  in  the  length  oflife-for  blood 
is  hot  &  moift, which  qualities  are  the  ap- 
teft  to  prolong  life.Biit  the  humidity  muft 
not  be  watry,but  airyjbeing  hot  &  moiftj 
and  fo  the  fanguine  complexion,  partici¬ 
pating  offomc  temperate  heat  and  moi^ 
fturc  fofficiet  to  norifti  the  heat,  it  is  mofi 

PpP  ,  pro- 
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proper  of  all  the  complexions  to  make 
long  life.  As  for  the  Cholerike  coplexion  , 
it  is  of  leffc  continuance ,  becaufe  the  vi- 
uacity  and  force  of  his  fire,  and  alfo  of  the 
heat e,  cannot  long  endure  with  his  dry- 
nefle.  ThcPhlegmatickc  &  watriecom- 
plexion,cannotbec  digeftedbyheate,  in 
regard  of  his  excefiiue  humidity:  &  there¬ 
fore  faileth  eafily  into  corruption ,  which 
(in  the  end)procureth  death. 

The  melancholy  complexion,  bccing 
earthie,  abridgeth  life  byhiscoldnefle  & 
drought,  which  are  qualities  contrary  to 
heate  and  moifture :  and  therfore  it  is  not 
to  bee  wondred  at,  though  they  fhorten 
life^by  ouer-abounding  in  fome  bodyes. 
Notwithftanding,if  Choller  mingle  it  fclf 
with  Phlegme ,  and  that  it  furmounteth 
proportionably  the Phlegrtie;  that  Com¬ 
plexion  alfo  is  very  apt  to  maintainc  long 
life.When  likewife  blood  furpafleth  Me¬ 
lancholy  in  a  good  proportion,that  com¬ 
plexion  is  good :  for  the  heate  and  humi¬ 
dity  of  the  blood  do  beguile  themfelues, 
with  the  cold  and  drinelTc  of  melancholy. 
W  hereby  we  may  gather,  that  there  are 
compounded  Complexions^  which  are 
much  better  then  the  Sanguine  fimplic, 
to  prefer  lie  and  profper  the  length  of 
life. 

By  that  which  formerly  hath  bene  faid, 
wee  may  perceiue,  that  the  life  of  man  is 
limited  by  power  and  vertue  of  his  Com¬ 
plexion  ,  and  by  the  proportion  of  Ele¬ 
mentary  qualities :  fo  that  the  diuerfitie  of 
proportions  doc  caufe  the  diuerfity  of 
tearmes  oflife  in  man  •  And  fome  hold^ 
that  a  man  may  line  fo  long  as  naturall 
heate  lafteth ,  andthe  radicall  humor  gi- 
ucth  maintenance.  Alfo,  whereas  fome 
fay,  that  the  life  of  man  hath  his  limit,  be¬ 
yond  which ,  it  is  impoflible  for  him  to 
paffc  jit  is  to  be  noted,  that  although  the 
complexion  and  naturall  vertue  of  man, 
mayfupply  andmaintaine  vnto  thclateft 
point  5  yet  notwithftanding,of  a  thoufand 
men,  hardly  one  attaincth  to  that  point, 
becaufc  there  are  fo  many  difafters  which 
happen  accidentally,  or  elfebyfomc  dif- 
order  5  that  the  moft  part  die ,  before  na¬ 
ture  fades  in  them, cither  by  hungcr,pcfti- 
lenGe,poifon,  gpurmandize,  whoredomc, 
bad  victuals,  or  by  difeafes,caufcd  thorow 
infinit  cxceflis  in  mc^by  them  daily  com¬ 
mitted, and  fe  the  true  naturall  tearmeof 
mans  lifc,is,whcn  nature  faileth, being  the  1 


vttcrly  impoflible  for  them  to  paflethat 
point. 

Thus  arc  we  to  vnderftand  that  place  in 
where  it  is  fayde :  Lordy  thou  hafi  esfa- 
blifijed  the  bounds  of  mms  lifcy  which  is  im- 
fofible  for  him  to  go  Whereby  may 

clcarely  be  difeerned,  that  a  man  may  ve¬ 
ry  eafily  fhorten  his  life,  but  not*  leng¬ 
then  it.So  that  we  lee  many  of  good  com¬ 
plexion,  and  likely  to  liuea  Worldcof 
yearcsiwho  neuerthelcfle  are  of  fhort  life, 
by  fome  exteriour  caufe,which  baftens 
the  expiration  of  their  daies.Notwithfla- 
ding,  thatpaflage  in  /j'i' may  bee  other- 
wife  vnderftoodjin  regard  of  Gods  prelci- 
ence  or  foreknowledge ,  who  giueth  to  c- 
ucry  one  histcrmeoflifej  be  it  by  his  na¬ 
turall  complexion,  or  by  fome  other 
mcanes, which  he  hath  afligned  to  the  life 
of  man.  And  becaufe  ther  is  nothing  hid¬ 
den  from  the  wifedome  of  God  ( for,  hce 
knoweth  all  the  caufes  and  accidents  that 
can  happen  to  man)  it  is  impoflible  for 
man,  tohaue  any  power  of  lengthening 
his  life,beyond  the  ordination  of  God,  al¬ 
though  there  were  contingent  caufes. 

In  this  relped  it  may  be  faid,  that  there 
arc  two  tearmes  in  the  life  of  man ,  one 
whereof,dcpendcih  vpon  thehermony  & 
proponionof  the  Elementary  qualities 5 
andthe  other  is  according  to  the  preor¬ 
dination  andprcfcicnceof  God.  Between 
which  tearmes,  there  is  onely  this  diffe¬ 
rence,  that  a  man  may  come  or  proccedc 
lb  farre  as  the  firft,and  yet  without  pafling 
it  j  but  all  men  attaine  to  the  fecond.  And 
although  that  (by  courfc  of  nature)  fome 
one  may  pafle  on  to  his  fccond  termeryet 
notwithftanding,thcre  is  not  any  that  can 
go  beyond  it  5  as  the  like  may  bee  fayde  of 
other  creatures  and  plants. 


CH  AP.  XXIX. 


the  life  of  man  hath  beene  abridged  and 
fhortned from  the  beginning  of  the  World 
^  that  in  diuers  times. Of  the  diuerjit y  of 
termes  allotted  to  men :  With  many  htUo- 
ties  tending  to  that  J^nrpofe^  e[fecialiy  of 
fuch  as  haue  lined  longeB. 

« 

LJ  Ailing  fhewne  how  to  maintainc  this 
life, 8c  declared  allb  the  rcafons,  why 
fome  Hue  longjSc  others  leffc  timcj  it  may 
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pearegoodto  vndcrftand^  at  what  times 
the  naturail  hermonie  of  the  Elementary 
qualiiics(which  fupport  the  body  of  man) 
began  to  grow  into  decadence  5  which, 
from  the  beginning  of  the  world,  euen  to 
this  inftant  day  ,  hath  kept  alwayes  in  di¬ 
minution  , concerning  the  temperature  of 
Complexions,  with  the  quality  of  foode, 
which  do  conferiie  and  eftablilh  life ,  and 
yet  mans  life  daily  waxing  to  be  IdTe  and 
Icifc  in  continuance. 

In  the  firft  world,  men  liued  eight  hun¬ 
dred  and  nine  hundred  ycares,  according 
as  we  haue  already  declared  in  our  former 
volume,  and  the  eight  Chapter*,  where  is 
amply  related  the  yeares  of  our  auncient 
forc-fathers,  farre  differing  from  ours. 
Our  prefent  intention  and  purpofe,  is  to 
(peakc  concerning  the  decadence  of  the 
age  of  man  5  a  matter  very  remarkcable,& 
whereof  the  facred  Scripture  doth  make 
mention.For  it  is  written,that  the  firft  de¬ 
clining  of  mans  ycares  or  age,  was  ruled 
and  limited  to  an  120.  yeares,  immediat- 
ly  after  the  flood,  according  as  we  read  in 
Genefis,  where  the  Lord  God  himfclfe 
(aid.  The  life  of mm  (hall  he  m  hundred  and 
twentie yeares.  Not  that  hcc  faith,  that  a 
man  cannot  out-liiie  fix  (core  ycares  ^  but 
as  if  that  the  reft  or  ouer-plus  of  his  life, 
will  be  but  wearifomc  and  infupportable 
old  age. 

who  was  long  time  after  the 
deluge, liued  an  hundred  feuenty  and  fine 
yeares.  laacob  was  an  hundred  and  thirty 
yeares  oldc,  when  he  went  down  into  JE- 
gype,  where  hec  yet  lined  ten  yeares  lon¬ 
ger.  And  fo  of  many  other  to  bee  allcd- 
ged,  that  liued  many  happy  yeares.  Since 
then,  the  life  of  man  became  fhortned  a- 
gaine,  eueninthetimeof  who 

fpeaketh  thus  in  one  of  hisPfalmes.  The 
dayes  of  our  age  is  threefcore yeares  and  teny 
^  thogh  men  hefo  sirmgyihat  they  attain  to 
foure  fcore yeares  •^yet  is  their  Hrength  then^ 
but  labour  and f or  roWyfo  fooneit  fafeth  a- 
W^y^and  we  aregon^.  Now  a  dayes  we  fee, 
thatfuch  as  arc  of  feeble  Complexion , 
I  pafie  not  aboue  fine  and  fifty  ycares,  and 
(very  ftrong  men)  but  three  fcorc&fiue 
(I  nieane  in  lufty  difpofition,  for  operati¬ 
ons  and  aftions  to  be  in  men)  &  therefore 
the  life  of  man  in  thefc  ourdaies,  lafteth 
not  the  twentith  part^  ofthofe  men  lining 
in  the  worlds  firft  Age,  andhowc  much 
fliortcr  they  will  be,  God  only  knoweth. 
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The  ancient  Philofophcrs  labored  ve¬ 
ry  ferioufly,in  feekingareafon  for  this  dif¬ 
ference  and  decadence  in  mens  ycares. 
Some  attributed  it  to*  the  celcftiall  influ¬ 
ences.  Others  alledged  farre  contrarie 
reafons,  as  Tlinie^  and  many  more  befide, 
that  limit  the  life  of  man  to  fixe  fcorc 
ycQLits.Berofus  allovveth  no  more  then  an 
hundred  and  feaucntcenc  •  Pttofiris^  an 
hundred  twenty  fix :  hwiCerfoiinu^s  (fol¬ 
lowing  the  opinion  of  the  Philofophcr 
Effatim)  alTigneth  a  man  to  line  but  foufe 
fcore  yeares.  Diofeorides,  imitating  the  E- 
gyptians,  and  fpeaking  of  the  life  of  man, 
faith ;  It  is  long  or floorty  according  *vnto  the 
poife  or  weight  of  his  heart .  Eucn  as  wee 
haue  more  at  large  delitiercd ,  in  the  pre¬ 
cedent  part  to  this  Volume,  where  manie 
reafons  arc  alledged,  making  to  this  pur- , 
pofe, without  prefuming  into  any  fecret, 
concerning  the  will  and  proiiidcncc  of 
God. 

'  In  the  firft  place,  God  ordaindal  crea¬ 
tures  to  cate  and  drinke,for  maintenance 
of  the  naturail  and  radicall  humor,  graun- 
ting  them  means  alfojto  perpetuate  their 
feuerallkindcs,by  the  ade  of  generation. 
’Biit,as  eatings*: drinking  is  not  fufficient 
cnoughjto  rc-eftablifh  the  radical  humor, 
which  diminiflicth  and vanifheth  away 
of  it  felfe  daily, fo  that  life  may  likewifebe 
loft  as  foone  as  it  *,  fo  is  it  not  poffible  al- 
fq,  to  y  eeld  a  body  by  the  ad  of  gerierati^ 
on,  offiich  compleat  pcrfcdion,as  others 
were,  that  lined  in  the  firft  age  , of  the 
world.  For  the  vertue  [and  pow^t  ofthe 
radical  complexion  (which  is  callcd*the  - 
principal  complexibh)is  mightily- decaj^-' 
ed;&from  hence  ic^enfueth, that  the  lifeof 
man  became  abridged  a^d  fliortnedday- 
ly  more  and  more.  -  h  '  '  ••-nrbr?L 
Another  rearon,vvhich  ncuerthel^^db-' 
pendetli  vpon  the  fofmer,^  this ;  - 

food  wherewith  manfuftaincth  himlelfc, 
hath  loft,  and  commeth  far  (Eort  6f  filch 
vertue,  as  it  bad  at  the-  beginning  of  the 
world.  Sothat  itisvtterly  impolfiblej  to 
haue  mankinde  in  fuch  bodily  perfedioh, 
as  the  men  of  the  firft  worlde  had/’  And 
therfore  the  vertucof  complexion  failirrg 
in  man,  and  the  her  mony  of  the  Elemen¬ 
tary  qualities  beeing  adulterated  and  ba- 
ftardized,  andfoode  likewife.decayediti 
goodnesjit  is  no  maruel,!f oiir  prefeht  life 

bebccomcfo  muchftiortncd.At^  thogh 
thofe  times  then  obferued,  euen/;^ 
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ordinarie  limitation  to  the  life  of  man : 
yet  notwithftanding,  diuers  perfonnes  (a- 
mong  them)  haue  bene  noted  to  line  lon¬ 
ger  then  fome  other,  by  beingof  a  ftrong 
and  good  complexion  5  and,  in  regard  it 
plcafed  God  that  it  fliould  be  fo ,  whofc 
hand  is  ncuer  tied, much  Icffe  fubieded  to 
any  law  or  limit.  Neuerchcleflcjbecaufc 
we  may  not  complaine,  concerning  our 
Ifttlc  time  otlifCj  and  alfo  to  comfort  vs 
in  the  breuity  thereof :  I  will  fet  downe 
certainc  examples  ot  Ibmc  men, that  haue 
exceeded  others  in  length  of  life,  though 
not  (peaking  of  any  in  the  firft  age,  be- 
caufe  fuch  as  I  purpofe  to  difcourl'e  on,  li¬ 
ned  long  (ince  that  large  extent  of  life 
eamc  to  be  fhortned. 

ArpachJhad^{ontit  of 5^’«;,and  Nephew 
to  IVdah^  liued  two  hundred  ycarcs  after 
the  flood ;  and  yet  notwithftanding,he  at¬ 
tained  to  foure  hundred  and  thirty  ycarcs 
before  he  dyed.  Shelah  2\f6h\s(om\c^  li- 
uad  foure  hundred  and  three  yeaires. 

the  fon  oishelak  (ot  whome  the  Hc- 
brewes  took  their  name)  liued  foure  hun¬ 
dred  fixty  and  feuenyeares.  lu  his  time 
happened  the  confulion  of  tongues  :  but 
hefafely  preferuedthe  HebrucCwhich  was 
the  firft  language  of  the  worldc)  becaufe 
he  confented  not  to  the  proud  building  of 
BaMsTowzv. 

Ter  ah  ^  the  Father  of  Abraham^,  lined 
two  hundred  and  fine  yeares,  and 
ham^tdi  an  hundred,  feauentie  and 
fiucycaresjas  alfo  laacob^LO  hundred  fea- 
uenty  flue  yeares ,  after  which  time,  the 
lifetirne  of  men  beganne  greatly  to  dimi- 
nifht  Neuerihcleirc^i^/^^jj/^-/  (ixfcorc 
yeares,  Aaron  (ixe  (core  and  three 
year.cs  :  Sara^  that  ancient  matronc  (fo 
much  renowned)  lined  fixe  fcore  and  fe- 
uen,y^arcs,  and  that  valiant  woman  ludith 
vyho;frpotcoffthehcadof^(?/<y^r;^^^^  ly- 
ued  an  hundred  and  flue  yeares],  as  wee 
may  rcade  in  the  facred  ScriptureSjWbich 
render  true  teftimony  of  all  that  hath  hi¬ 
therto  bin  faid. 

Now;  as  concerning  prophaneHifto- 
ries,  many  are  recorded  to  line  long  time; 
^s:^eIfor^  who  lined  fo  fairc  and  large  an 
extent  of  life,  that  ourreuerend  predecef^ 
fors,  when  they  delired  the  long  life  of  a- 
vthey  wifhed,  that  hec  might  Hue 
yeares,  hee  being  three  hundred 
yeares;  old.,  when  he  went  with  the  Greekes 
to  Troyt  For  Homer  fayeth:  Prime NeHor 
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being  abont  three  hundred  yeares  of agCyWent !  Homer? 
to  fuccour  the  Greekes  againlf  the  Troyans f 
with  a  potent  army  by fea. 

The  fame  is  alfo  auoiiched  by  Omd^ 
Iuuenall^2niTibull(M^  with  many  other 
Authoursbefidcs.  Arganthonim ^\ng\oi 
*  Andalouua  (anciently  called  Tnrditanid) 
lined  an  hundred  and  fiftic  yeares,  accor¬ 
ding  as  affirmeth,  from  the  Poet 
Anachreon :  NeucrthclcfTc  Herodotus^  and 
Silius  ItalicuoyZS^pznKh  Poet  do  auouch, 
that  this  Prince  liued  the  fpace  of  three 
hundred  yeares. 

Valerius  Maximus^  and  Pliny  alfo  fay , 
that  he  reigned  fourcfcore  ycarcs^  and  li¬ 
ned  fixe  fcore  yeares  •  Pliny  likewife  ma- 
keth  a  large  Narration,  of  certaine  Kings 
in  Arabia^  and  many  other  (as^cll  men 
as  women)  that  lined  multitudes  ofyears: 
but  becaufe  matters  fccht  fo  farre  off, may 
raife  doubt  andfiifpition,  Iwillinfert  o- 
iherhiftorics, which  arc  maintained  to  be 
true  and  ccrtainc. 

Valerius -Maximm  Coruinus^  did  liuc  an 
hundred  yeares,at  it  is  auoiiched  by  Vale~ 
rtus Maximus^  hailing  becne  fixe  times 
Corifull  oiRome :  and  further  (aieth,  That 
there  were  fixe  and  forty  yeares  betweene 
bis  firft  Confulfhip  ,  and  the  laft  yeare  of 
his  honor  in  the  fame  dignity,  and  that  he 
lined  the  reft  of  his  age  in  abledifpofition,' 
fi'  that  hce  could  make  good  vfe  of  all 
the  dignities  and  Offices  impofed  vppon 
hiin. 

Stephanusx\\Q Romaneyhctxn^  farre  cn- 
tred  into  yeares,  ferued  as  dancer  before 
the Empe tour inihofc  Secular! Thefc  wetc 
paftimes  w  hich  he  ordained  in  Rome :  and  i 

fcueniy  three  yccrcs  after ,  hec  danced  a- 
gaine  in  the  fporrs  of  the  Emperor  Clau- 
5/^,and  yet  liued  long  time  afterwarde* 

Titus  Fullonius^  borne  in  Bologna^  lined  an 
hundred  and  fifty  lycercs,  as  appeared  by 
the  numbering  and  accounts^  made  from 
fine  ycarcs  to  fiue  yeares  in  elder  times,  & 
wherein  the  Emperonr  Claudius  tooke 
great  paincs  to  be  informed  in  the  truethr, 
for  he  was  very  curious  in  fuch  matters, 

And,nottoeftrange  or  barre  women.  The  long 

from  the  benefitc  ofour  inftant  difeourfe  '  hfe  of  diuers 
but  to  blelTe  them  alfo  with  hope  of  long 

life;itisbbfcrucdthatr^’w^/4,  the  wife 

of  Cicero an  hundred  and  feuentecn 
ycarcs.  Ckudia,  the  Wife  of  OffeHusf^t- 
tainedtoan  hundred  and  (iftcenc  yeares 
ofage^hauinghad  fifteen  male  children. 

Samara 


from  one  loo 
ycartsto  anof 
cher  hundred 


1 


Chap.  2.9. 


Valeria  Ca« 
priola  a  fa* 
moos  Ladia 
Dancer. 


Tlm,mLiQ.c.7 


A  note  well 
worthy  obfcr- 
uation. 


♦ARhctoriti- 
an,{cholIerto 
Empcdoclet. 
and  Matter  to 
Ifocratei. 


A  Cittieor 
Bartica  in 


Spaine. 


SamurA^Romine  Lady  ,*  was  an  hundred 
and  ten  ycares  old  when  fhc  dyed )  who 
being  aged  an  hundred  and  foute  ycares, 
yet  ferued  as  Lady  dancer,  in  the  fccular 
fports  of  the  Emperor  5  hauing 

formerly  danced  in  other  Iccular  paftimes, 
when  fhc  was  fourefcorc  and  clcucn  years 
old. 

reporteth  a  matter  very  admira¬ 
ble, and  yet  truCjthat  in  the  accounts  and 
numberings  made  by  Tittis  and  Vel^ajian^ 
then  Cenfors ,  there  liued  three  men  at 
Parma^  each  of  them  being  aged  fix  fcore 
ycares,  and  two  that  were  fixe  fcore  and 
ten  ycares  old  jbefidc  a  woman^  that  was 
aged  fixe  fcore  and  twcluc  years.  He  faith 
morcoucr,  that  in  Romanky  there  were 
fourc  and  fifty  men,  each  of  them  beeing 
an  hundred  ycares  oldc  /  fifty  feauen  men 
being  aged  an  hundred  and  tenne  ycares : 
fouremen,  aged  an  hundred  and  thirtie 
ycares :  and  other  fourc  men,  who  were 
fcucrally  aged  fixe  fcore  &  fifteen  ycares : 
befidc  fourc  men  more,  each  of  them  be¬ 
ing  feauen  fcore  ycares  old,  a  thing  not  v- 
fuall,  and  hardly  to  befeenc'in  thefe  daics 
of  ours.  /"*  »■ 

But  Icauing  7?^^, let  vs  lookc  vpon  fomc 
further  flrangerS,  that  liued  ldl:i^^p0rgm 
Leontinus^  a  Philorophcrgceatlyrfefiow- 
ned,  who  lined  (iti  very  healthfull  drfpofi- 
tion^  more  then  anhundred  ycares.  Hcc 
hauing  attained  to  an  hundred  and  feuen 
ycares,  was  demanded,  why  hetookefo 
great  delight  to  abide  inthcworldjwhcr- 
to  he  thus  replycd,//^4^^e  Godyl nether  did 
Any  thingy  whereby  I  deferuid  to  bee  blamed 
in  mine  Age,  An  anfwer  very  excellent  and 
fingular,  for  fuch  as  arc  able  to  make  or 
Ipcake  it  truly. 

Seneea  the  Philofophcr, borne  at  *  Cor- 
dnbaj  liued  an  hundred  &  fourteen  yeeres. 
The  famous  Affollonins  Thyaneue  haddc 
paffed  an  hundred  ycares  before  he  dyed. 
Democritus^  by  the  teftimony  oi Diogenes^ 
liued  an  hundred  and  nine  ycaresj  and  dy¬ 
ed,  hauing  neucr  fclcFcaucr,  norany  o- 
therdifeafe*  the  Prince  of  Phyfiti- 


mansL 


ans, liued  (inabfolutc  and  able  difpofiti- 
pn)  an  hundred  and  forty  ycares :  and  dy¬ 
ed  by  defeat  of  Nature,  withoiic  the  fenfe 
of  any  fickneffe. 

^  AHylay  King  of  the  Gothesy  who(in  his 
time^  was  moftcrucll,  and  of  great  power 
liued  an  hundred  and  fourc  y  cars^  feruing 
as  a  feourge  to  niankindc,  and  making  la¬ 
mentable  wafte  arid  fpoile  by  his  warres, 
and  infinite  cruelties.  Mafimiffay  King  of 
GnineAyhuti fourefeore  andffeaucntecne 
yeares,  hauing  reigned  threefcorc .  This 
Prince  ncucr  bad  his  head  couered,  ncy- 
ther  from  the  Sun,  windcs,  or  raines,  of 
greateft  Tempcfts,bivt  continued  fo(barc- 
hcaded)  to  his  very  latcft  dayesr  marching 
alwayes  on  footc  in  his  Armour ,  and  as 
lightly  as  the  youngeft  fou|dicr  in  his  Ar- 
mic;  W  hen  hee  was  foiircfeorc  yeeres 
of  age,  he  bc’gatc  a  Son,  an^feft  (after  his 
death)  fourc  and  forty  fonrj{cs/by  him  be¬ 
gotten. 

As  for  Hermites  and  ancient  Fathers, 
many  arc  recorded  to  liue  long,  onely  by 
their  abftincncc  5  as  Saint  PaulCy  the  firft 
Hermit, who  liued  fixe  fcore  ycares^Saint 
Anthony  the  iEgyptian  Hermit,  who  li¬ 
ued  an  hundred  and  fifty  yeeres ;  and  Cre- 
<?wW(hisCompanion)anhundred.Now 
adayes,  weefindefew,  or  none  at  all, to 
liue  fo  long,  for  (day  by  day)  the  life  time 
of  man  groweth  (hortcr  and  fhorterj 
whereby  it  appeareth,  that  the  end  of:  the 
world  approacheth  necrc#  Neucrthclcffc 
God  hath  declared  bis  wonderful  workes 
in  all  times  5  for  in  the  life  of  the  Empe- 
xom Conradoy  which  was  in  the  yeare  one 
thoufand,  one  hundrcd,and  forty  ,or  ncrc 
thereabout,  a  man  dyed,  who  bad  ferued 
the  Emperour  Charlemagne  in  his  warres, 
fo  large  a  time,  that  this  man  was  founde 
tohaue  liued  three  hundred  and  three- 
fcore  ycares, and  was  c^\eiIohn  of  Time, 
Which  name  was  giuen  him(as  I  thinkc) 
in  regard  of  his  great  age ;  and  I  am  halfe 
perfwaded  alfo,  that  of  him  wasraifed 
thcoldProucrbc,  when  men  commonly 
fsiiie^JohnJohn^trHB  thoU  in  God* 
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Of  the  feuenteene  Prouinces.  7  .Booke 
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CHAP.  XXX. 


A  brief e  Chronologicall Suruey ,  concerning 
the  Netherlands^  diuided  into  feuenteene 
Pfouinces:  with  a  hreuiateof  the  Earles 
and  Princes  there  reigning^  from  Thierry 
(who  was  the  firB  Earle  of  Holland  and 
Z,eland)  to  this  insiant  time* 


Oncerning  the  Ori¬ 
ginal!  of  the  people 
inhabiting  thefccou- 
triesjwcc  findc,  that 
two  Brethren,  fonnes 
to  the  king  oH^Cathes^ 
the  one  being  named 
BattaSyOt  Batton  5  andthc  other  Zelandus^ 
were  the  [firft  Fathers  of  them,  and  that 
(from them)  they  dcriued  their  Names; 
For  thefe  two  Princes, being  too  extream 
ly  purfuedby  the  hatred  of  a  Stepmother, 
and  no  way  pittied  or  fupported  by  the 
King  their  father  (efcaping  many  traincs 
and  machinations, of poyfoning,  murthc- 
ring,and  diuers  other  dangers  by  her  dai¬ 
ly  deiiifcd  and  put  in  pradife  againft  the) 
were  forced  to  forfake  their  natiuc  aby- 
ding,  &  6y  to  an  Illand  within  the  Rhine  i 
where  Battus  determining  lito  make  his 
flay,  called  it  Battauia^y  after  his  ownc 
Name  5 and  that  is  (in  plainer  vnderftan- 
Holland*  ;  ^ 

Zelandns^  not  liking  to  liue  fo  ncerc,or 
with  his  brother  (leaftpurfute  Ihould  fur- 
prize  them  both,  and  rcoenge  there  faften 
which  in  more  defperatc  place  they  had 
auoyded)  he  trauellcd  on  to  the  vttermoft 
confines  of  the  Rhine  ^  and  liking  there  to 
fet  downc  his  reft ,  imitated  his  Brothers 
example  (in  ftyling  the  country)  and  cal¬ 
led  it  Zeland* 

Concerning  their  building  of  Cities, 
Townes,  Caftles,  and  Forts,  which  after¬ 
ward  came  to  be  ruined  &  defaced  againe 
by  warres  with  xht  Romans ^Saxons^  Gauls ^ 
Danes*  &c.  or  to  what  order  of  life  the 
people  difpofed  themfelues,*and  through 
how  many  and  infinite  encumbrances 
(from  their  originail)  they  paffcdjfor  no 
meanc  ftore  of  ycares  together :  thefe  arc 
matters  meerely  exempt  from  our  inten¬ 
ded  breuity,  and  may  more  amply  be  feen 


in  the  hiftory  at  large,  whereunto  I  refer 
any  fuch  defirous  Reader, and  borrowing 
fauour  for  fo  large  a  leap,  I  inftantly  pro¬ 
ceed  to  the  ycare,8^3 .  when  Hollandinii 
became  to  1^  an  Earledome. 

In  the  yearc  before  mentioned,  Charles 
the  Bald,  King  of  France^  at  Bladellin  the 
Prouince  of Camfaigne*  hauing  there  (in 
his  company^  a  gcperallaflembly  ofhis 
Princes  and  Baronsi  for  confultation  of 
many  important  matters  5  plcafed  to  ad- 
uance  the  two  (bnnes  of  Count  Haghen 
(who  was  Vnckle  to  the  King)  for  they  r 
great  d  eferuings  ^  and  for  the  farther  en¬ 
couragement  of  the  like  vertuous  mind¬ 
ed  Gentlemen  •  Walger^viho  was  the  cl- 
deft  fonne,  he  made  Earl  of  Teyfierbaudt  5 
s^nd  Thierry  the  yongeft  fon,  or  Theodor 
(bme  tearme  him,  beeing  formerly  called 
Thierryi^^Ajuitaine^<^  rnadc  carle  oi Hol¬ 
land.  -  ’ 

This  gift  of  the  kings,c(pccially  that  to. 
Thierry  yVizs  much  withftoodby  the  Frix^e 
landers y  as  (corning  to  be  commanded  by 
any  new  Lord  or  Ruler  :  wherefore  they 
confulted  with  tfic  Hollanders  ,  and  a  plot 
was  laid  to  expell  this  new  Earle.  But  it 
prouedto  no  effeft,for  the  king  comming 
ihithcr(it^pjerfon)  with  a  powerful  army, 
made  fuch  an  example  on  the  Ring-lea¬ 
ders  in  this  rcbellidn,  that  the  reft(in  very 
great  humility)  fubmitted  themlclues, ca¬ 
sing  their.  Weapons  not  onely  at  the 
Kings  fcctc,  but  likewife  at  the  Earles,  and 
(vpon  pardon)  they  vowed  their  continu¬ 
al!  bounden  duty  to  Thierry.  His  authori¬ 
ty  was  then  further  ftrengthened ,  in  the 
year  eight  hundred  (ixty  eight,  by  the  let¬ 
ters  Patents  of  King'  Charles y  as  alfo  by 
them  ofLw^xKing  of  Germany*  confir¬ 
ming  him  to  bee  Earle  oiHoUand^Zelandy 
and  Lord  of  Frtx^landm 

'ThisThierrymzmeAGennayOT  lenhay 
daughter  to  Pepin  the  Bald,king  of  Italy* 
fbnne  to  the  livLMpztOTCharlemaigne*\iee 
worthily  foyled  the  Danes,  that  then  pof- 
felTcdthcTowneofrifric-^^,  the  Wiltes 
and  the  Slaucs,  difabling  them  from  any 
further  footing  in  Holland^  which  made 
them  prefume  to  meddle  in  Zeland*  but 
thence  they  were  rcpulfcd  likewife  •  By 
whkh  meanes,  he  remained  afterward  in 
peace,  beautifying  his  Countries  both 
with  faire  buildings  and  good  Lawes.  He 
dyed  very  old,hauing  reigned  40.  ycares, 
and  after  him  fucceeded 
^  ^  Thierry 
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i  Toierry  his  fon,fecond  ofthat  name, 
Earle  of  Holland,  ZeUnd,  and  Lord  of 
Frt&eland,  who  married  with  Hildegarde. 
daughter  vnto  King  Leyoes  of  France,  the 
Stammerer,  and  Sifter  to  King  cW/f  the 
Simplc.Thc  Frix,elanders  did  twice  reuolt 
from  their  obedience,  and  would  not  al¬ 
low  Earl  Thierry  to  be  their  Lord,  flaying 
very  many  ofthem  that  obeyed  the  Earl, 
wafting, (poiling, and  burning  all  the  way 
as  they  went.  But  at  length  they  were  iuft- 
ly  repayed  for  their  infokneie,”  and  fuch  a 
flaughterwasmadcof  the  Frifons  {mih- 
out  any  mercy)  that  few  or  none  of  them 
returned  home  to  their  dwellings.  After¬ 
ward,  he  forced  them  to  make  the  dpores 
of  entrance  into  their  houies,(b  lowe  and 
narrow,  that  they  muftftoope  verie  Ibwe 
before  they  could  get  in ;  and  this  he,  did, 
to  make  them  the  more  humble  and  fer- 
uile,  receiuing  a  new  Oath  of  allegeance 
of  them.  And  hauing  reigned  about  fiftic 
ycares,  being  then  aged  SS.yeares  old,  he 
dycd.leauing  two fonnes  behind  him,  the 
eldeft  whereof  ('being  named  Egbertyha- 
came  Archbyfhop  of Treues,  and  Jrmld 
his  yongeft  foil  fucceeded  him. 

"  J  Arnold,ot  (as  others  will  haue  it)  Ar- 
ndph,  yongeft  fon  to  Earle  Thierry,  follo¬ 
wed  in  rule  as  his  fathers  fticceflbr:  but  he 
held  the  Earlcdomes  of  Holland,  Zeknd, 

1  and  Lordfliip  of  Friz>eland ,  no  longer  of 
the  crown  of  France, hm  of  Otho  the  third, 
Emperour;  and  fo  became  in  fee  to  the 
Empire.  A  veryfcarefull  Cometappea- 
red  in  his  time ,  with  ftraunge  Ecclipl^s 
both  of  the  Sunne  and  Moone,  beeing  as 

- 'f  I  red asblood,  and  terrible  Earthquakes :  a 

,  fire  fell  horn  heauen, in  fimilkude  like 

1 2Q  huge  Xowerj  burning  for  a  long  time; 
after  which  enfued  (b  violent  a  peftilencc, 
that  the  lining  died  burying  the  dcad.The 
FTO^l/^^reuolting  again  from  obedience, 
made  all  his  reigne  a  continuall  warfare , 
and  the  Armies  (on  cither  fide)  meeting 
neerc  vnto  Winckell^  fo  drcadfull  a  battaile 
was  fought  betweenc  them  rthat  iht Hoi- 
/We-rj  fuftained  the  worft,  Comt  Arnold 
being  there  flainc,  and  a  great  number  of 
his  cheefeft  Nobility .  This  battaile  was 
fought  the  eighteenth  of  Odober,  the 
morrow  after  S»Lamherts  day^in  the  yeare 
3  •  So  this  Earle  Arnold^^mu^  reigned 
fine  ycareSj  and  being  thus  vnfortunately 
flainc,  was  buried  by  his  Father  and 
Grandfather, in  the  Abbey  oiEgmom, 


kf 


«,«• 

itik 


lOll 


Adreadfull 


'^akess 

1'  •  '• 


f 


4  third  ofthat  name,  and  (bn 

to  Count  Arnold  y  fuccceded  as  fourth 
Earle  of ZeUnd^  andLorde  of 
Frizeelnnd.  Being  defirous  to  reuenge  his 
Fathers.death  vpon  the  Eriz^ons  :hce  was 
much  impeached  ihcxtinhy  Adelbold'^^By- 
fi>op  againfl:  whom  (nciicrtKc- 

leffe)  hee  preuailed  in  two  foughten  bat- 
taileSjin  the  ycarc  toiS.  and  (with  great 
fiaughter  of  the,,  Frixion 5)  brought  them 
vnder  obedience  t6  his.  youngeft  ton  Flo- 

vyhoili  he  made  Lord  of  them.> ;  This 
Earle  rt/Vrr/,  lining  .afterward  in  verie 
peaGcfpll'daycs,  vndertoake  a  Pilgrimage 
iQrJemfdem^  with  the  Lord  of  Arckell^  his 
loy  all  fubied  5  who  died  at  Hierufalem^  & 
was  there  very  honourably  buried  by  Tfo- 
erry.  After  whofe  return  home,  and  (bme 
yeares  paffed  in  peace  with  his  Wife  arid 
Childrenjhauing  reigned  4^.*  ycares;;  hee 
died  in  Anno  1039.  and  was  buried  by  his 
father  in  the  Abbey  ofEgmonK  * 

5  fourth  ofthat  Name, 'was 
the  fift  Earle  oto//W,^<f/W,  &  Lord 

oiFrhdand^  after  the  decealc  of  Thierry 
his  Father .  In  a  Tourney  of  Princes  and 
L(^rds>  pelformedffor  pleariire)ih  the  Ci* 
tic  oiLiegd  it  Was  this  Earles  hard  happe, 
to  kill  a  Brother  of  the  Byfhops  of  Cullen 
and  Liegd:  wbttehy  enfued  fuch  difeorde 
and  ntolleftation,  that, after  many  aduen- 
tures  of  reuenge,  vndertaken  by  theGer- 
mmeGein\ea'\ex\^  albeit  therein  they  fu- 
ftained  much  loflc  of  men^  the  Earle  was 
ftiot  into  the  thigh  with  a  poifoned  dart, 
ofwhich  wound  hee  dyed  the  fifteenth  of 
May,  Pne  thoufand  foure  hundred  >nd 
dght,  after  he  had go'uerned  nine  yeares, 
and  was  buried  by  his  father,  in  the  Ab¬ 
bey  oiBgmont,  He  was  neuer  maried,and 
therefore  left  not  any  cbilde  to  fucceede 
him.  . 

6  who  (as  you  haue  heard  before) 
was  Earle  oiFrixeUnd,^  now  after  his  bro¬ 
thers  death,  became  the  fixe  Earle  oi  Hol¬ 
land  and  Zelandm  The  former  milTiappe  at 
LiegCy  could  not  as  yet  be  forgotten  by  the 
Bylhops  oi Cullen  and  Z^i^^'^but  they  wold 
needs  profecutefrefhrCuenge  on  Count 
ploris jNho  being  a  man  ofvndated  (pirit, 
defeated  his  enemies  in  two  attemptes. 
Once  by  a  cunning  ftratageni,caufing  dit¬ 
ches  and  pitfals  to  be  made  in  fouth  Hoi- 
toi,couering  them  with  draw  and  grafle, 
fo  that  they  could  notbecafily  difeerned. 
Ac  this  time  a  bloody  batell  being  fought 
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bctwccnc  them 3  there  was  forty  thoufand 
of  the  Earles  enemies  flainc^befide  twen¬ 
ty  fixe  thoufand  more ,  who  were  drow¬ 
ned  and  fmothcred  in  thofc  ditches,  Anno 
Domim  io58,  Thcfccondfoyleofhisad- 
ueefaries,  happened  fourc  ycres  after  this, 
when  the  (putting  the  Germans 

to  flight)  returned  with  rich  fpoiles,  and 
great  ftorc  of  prilbners^  this  was  in  the 
yearc  of  our  Lord  10^2.  Yet  was  it  this 
Earles  ill  fortune ,  to  be  afterward  flaync 
vnarmed,  ashefarevndcranElmej  tak¬ 
ing  the  ayre,  his  enemies  preuaylingby 
this  aduantage  •  He  bad  ruled  in  Holland 
fburetcene  yeares  j  and  in  Prix>eland  ar. 
ycares,and  ly eth  buryed  at  Egmont. 

8,  Gertrude^  widow  to  Earle 
in  regarde  that  Thlerriehcv  fonne  was  in 
his  nonage,  gouerned  thofe  Countries  in 
his  right#  And  intheyeare  ofourLord, 
iod3*  (he  re-married  with  Robert  ihc  fri- 
s:,on  (  fonne  to  Baldwine  of  Lijle  de  Bucke^ 
^^iXt  oiFlaunders)  with  the  good  liking 
ofall the  States  and  Nobilitie.  Hccalfo 
was  made  Guardian  of  young  Earle  Tloh 
errie  ^  and  (had  by  this  Gertrude)  three 
fonnes,  Robert,  furnamed  the  Yong  (who 
went  with  Godfrey  of  Bullen  to  the  holic 
Land,  and  was  (after  his  fathers  deccafe) 
Earle  of  Flaunders-J  Philip,  father  to  fF/7- 
liamo? Ixty  znA  Baldwin  BifhopofTV/^- 
anne-^  befide  three  daughters  alfo ,  which 
he  had  by  the  faid  Gertrude  •  This  Robert 
was  called  the  Frix^on,  notin  regarde  of 
his  birth,  but  of  his  bigge  ftature,ftrcngth 
and  courage.For,hauingpreuaiIcd  againft 
xhzFrsx^ns,  and  hearing  of  his  Brothers 
death,  Baldwine  deMons ,  Earle  of  Flaun- 
ders  5  hee  layd  clayme  to  the  fayde  Earle- 
dome,  and  (notwithftanding  the  oppofi- 
tion  oiRichiid^  widow  to  Ezx\t  Baldwins: 
by  incanes  of the  Flemings ,  he  ouerthrew 
the  King  of  France  in  battclljand  fhe  with 
her  fonne  Baldwine ,  remayning  fatisfied 
with  the  Co  untie  of  Henault ,  Robert  be¬ 
came  quietly  Earle  Flanders,  For  eight 
yeares  fpace ,  hee  carried  himfclfc  with 
great  wifedome  and  valour,  and  dying  in 
the  yeare  of  our  Lord  1077.  was  buried 
in  the  Cannons  Church, founded  by  him- 
felfe  at  Caff  ell  ^  Gertrudes  time  of  rule  >by 
her  fclfc  3  and  Roberts  z(icr^  arc  reckoned 
as  two  (cuerall  gouernements. 

9.  furnamed  the  crookc-bac- 

ked  Duke  of  Lorraine,  in  this  time  of  yong 
Earle  Thierries  minoritic ^was  made  an  in- 


ftrument  (in  regard  of  the  former  quarrel 
of  Count  Floris ,  and  the  Bifiiops  of  Cullen 
and  Liege ,  as  yet  not  reuenged  to  their 
mindes )  to  fuggeft  a  falfe  information  to 
Henry  the  fourth,Emperour,  whereby  the 
fayde  Godfrey  became  an  vfurper  of  the 
young  Earles  right,  for  the  fpace  of  foure 
years.But  as  he  was  fitting  on  the  draught 
to  eafe  his  body,  a  feruant  of  young  Count 
Thierries,  didihrufta  lanclinevp  into  his 
fundament,  whereof  he  died  (not  long  af¬ 
ter)  at 

lo,  Thierrie,  the  fift  of  that  name, who 
(by  crook-backt  Godfrej,zv\A  other  ftrange 
oppofitions)  had  long  time  bcene  debar¬ 
red  from  quiet  poffeflion  of  his  right;  at 
length ,  by  an  abfolute  conqueft  of  the 
Frix*ons ,  in  two  feuerall  great  battells,re- 
couered  all,and  returned  home  as  a  Con¬ 
queror.  Afterward,  he  married  IVhithilde, 
daughter  to  Fredericke^  Duke  of Saxonie^ 
by  whom  he  had  a  fonne  and  daughter : 
ploris  that  fucceeded  him ,  and  Mathilde, 
married  to  the  Duke  of  Qrleance.  Earle 
Thierriehzuing  gouerned fiftcene yeares, 
dyed,  and  was  buryed  in  the  Abbey  or 
Egmont, 

1 1  Florisytht  fecond  of  that  name,  & 
furnamed  the  Fat  or  GrolTe ,  fucceeded 
next  after  his  father  Thierry :hc  greatly  fa- 
uoured  Church-men ,  whereby  the  Ab¬ 
bey  of  Egmonts  reuenews  were  largely  en- 
creafed.  He  being  a  man  of  very  peacefull 
inclination,  little  or  no  difturbanccs  hap¬ 
pened  in  his  time  :  butonelyby  the  Fru 
x^onsMiofoi  their  rebelling,  were  feuerc- 
ly  punifhed ,  and  forced  to  fubmit  them- 
fclucs  to  his  mercy.  Floris  married 

Petromlla,  or  Parnell,Az\x^iti  to  Vidier, 
Duke  of  Saxonie,  and  fifterto  Lotharm 
thcEmpcrour :  By  her  hehad  threefons, 
ThierriSy  Floris  y  called  the  Blackc  Prince 
of  Kenemerlandt 'y  and  Symon,  alfo  one 
daughter  named  Hadewicke,  who  was 
Countefle  of  Gueldres,  Hauing  gouer¬ 
ned  his  Countries  very  honourably ,  for 
the  fpace  of  one  and  thirty  yeares  *,  he  dy¬ 
ed  in  the  yearc  of  our  Lord,  one  thoufand 
one  hundred  thirty  and  three  ,  and  lycth 
buried  in  the  Abbey  of  Egmont, 

12.  fixt  of  that  name,  fuccee¬ 
ded  his  father  and  wasnruch  mole, 

fted  by  the  Frizafns,in  regard  that  his  bro¬ 
ther  Floris  the  Blacke  Prince,  enuying  the 
happines  and  quiet  of  Tifc/frnV,  went  and 
tookc  part  with  them  againfi  him ;  vntill 
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fuch  time  as  the  Emperour  Lotharius  (be¬ 
ing  theyr  vncklc)  had  reconciled  them, 
and  made  them  friends  •  Cdnrade  becing 
ioyned  as  competitor  in  the  Empire  with 
LothArit44y  caufed  a  frefh  quarrell  between 
Thkrrie  and  the  Bifhop  of  Vtrecht ,  he  ra¬ 
tifying  the  former  graunt  oiHmry^  which 
caufed  very  long  contention,  and  much 
bloud  to  be  fhed  on  cither  fide .  Thierrte 
hailing  gouerned  his  Countries  of  tid- 
Und^ZeUnd^  and  Friz-f/^/^^affortie  yeares, 
died  in  the  yeare  1 1  ^  j,  and  lieth  buried  in 
the  Abbey  of£^w;^;?^. 

1 3  Floris  the  third,  eldeft  fonne  of  Tfe- 
errjfy  as  heyre  to  his  father ,  inherited  his 
right  in  Holland y  Z elands  and  Friz^eland, 
The  Frizjons  (preteding  their  former  free- 
domes  and  imperiall  liberties )  made  ftill 
their  rcuoltes  from  time  to  time,  imbold- 
ned  thereto  by  the  often  fiiggeftions  of 
Godfrey  oiRhenten^  Bifhop  ot  ^r^c/?^,who 
(as  his  predeceflbrs  had  done  before  him) 
ftill  queftioned  the  Earledomes  of  Ofrer- 
go  and  Wefrergoe  in  Friz^eland  :  but  the 
"Empexonx  Fredericke ,  went  himfelfe  in 
perfon,  and  made  an  agreement  between 
them.  All  which  notwithftanding,much 
hurt  was  done  on  ey ther  fide,  as  time  and 
treachery  fitted  them  with  apt  opportu¬ 
nity  .  ^  A  great  ccJntrouerfic  happened  bc- 
twcenc  the  Earles  of  Holland  and  FUm- 
derSy  ioxiht\([to{lValchren^  and  Count 
Floris  ( in  triall  of  fight)  became  prifoner 
to  the  Earle  of  Fhunders :  who  neuerthe- 
Icflcvfed  him  princely  5  and  they  becing 
accorded  by  the  Arthbiihop  of  Cullen^ 
and  the  Biftioppc  of  iJege ;  the  great  hole 
nearc  tp  the  damme  or  fluce ;  wasrccof 
uered  with  much  adoe,  by  cafting  adog- 
fifli  thereinto,  and  fpeedy  filling  it  vp  with 
earth,  whereon  they  named  it  Hondidam^ 
that  is,  Dogsfruce .  This  Earle  Floris^  af- 
fifting  the  Emperour  Fredericke  ^  Phillip 
King  of  France ,  Richard  King  of  England^ 
with  many  other  Dukes ,  Chriftian  Prin¬ 
ces  and  Earles ,  at  the  fiegc  of  Damieta  in 
Soria :  fell  there  ficke  in  the  Army, and  di¬ 
ed  i2o8.  hailing  gouerned  his  prouinces 
twenty  feuen  ycares, 

1 4  Thierrie  the  feuenth,  hearing  of  his 
fathers  death  in  Faleftine*^  fucceeded  as 
his  heirc  in  all  his  Earledoms .  The  whole 
time  of  his  regiment,  was  in  war  and  con- 
tinuall  combuftions.  Firft  by  his  brother 
Lord  William  Holland  (who  was  with 
his  father  Floris  inFaleJline^SLnd  performd 


there  many  honourable  fcruiccs)  thorow 
diuers  difagreements  that  happened  be- 
twecncthcm;  notwithftanding,  as  many 
laboured  rccqncilings,  and  pacifications. 
Next,  Baldwine  Earle  of  F launder was 
as  moleftuous  to  him  likewifcjfor  the  Iflc 
oiWalchren:  befidesthe  Friz^ons  rebelli¬ 
ons  and  his  trouble  with  thcBifhops  of 
Cologne  and  Liege  ^  as  al(b  his  imprifon- 
ment  to  the  Duke  of  Brabant  and  then 
the  intrufion  of  the  Bifhop  oinrecht ,  af¬ 
ter  which,  enfueda  peace  and  vnited  ami¬ 
ty  on  all  fides.  This  Count  Thierrie  had  no 
hcircs  male,  but  two  bcautifull  daughters^ 
Adella^  marryed  to  Henry  o^Gueldresypno 
dyed  without  anic  Children,  and  Ada^ 
meanly  marryed  by  her  mother  (after  her 
fathers  death)  to  Count  Levees  of  Loos, tbst 
fothe  gouernement  might  be  dilpofedat 
hcrplearure.  In  the  yeare  of  our  Lord, 
1 203. Earle  dyed,  hauing gouer¬ 
ned  his  Countries  thirteene  ycares ,  and 
and  lyeth  buryed  in  the  Abbey  of  Egmont. 

15  Ada^  daughter  to  Earle  Thierrie, 
was  Countellc  cA'EtollandandZeland,  at 
ter  her  fathers  death;  which  mooued  a 
great  heart-burning  in  the  Lordcs  and 
Gentlemen,  that  they  (hould  line  vnder  a 
Woman,  and  apoore  Earles  command. 
Therefore,  they  fent  into  Frizeland  for 
Count  William  ^  protefting  toalTift  him  in 
attayning  the  gouernement  of  HoSand. 
The  young  CountclTe  ^^4wasfurprizcd 
in  their  firft  attempt,  and  her  husband  the 
Earle  oi Loos  driuen  to  flight;  who  yet 
wunne  the  Bifhop  of  Vtrecht  (  by  money 
and  other  promifes)  to  aydehim,  and  by 
this  means  he  had  fome  fmall  fuccefle  for 
awhile.  But  the  Countefle  Ada  djing 
without  any  children,  ^2^x\tWilliam  was 
then  the  true  and  oncly  heyre  to  Holland 
and  Zeland^  In  which  right  of  his|  hee 
went  with  his  power  againft  the  Earle  of 
Loos^  andfuch  was  his  fuccefle,  that  the 
W omen  did  beatc  his  enemies  with  Di- 
Staucs  and  Stones,  they  becing  glad  to 
caft  away  their  Armour  for  lightnefle  ^  to 
faue  themfelues  by  flight ;  yet  many  were 
drowned  in  the  Ditches,  and  a  great  num¬ 
ber  taken  prifoners ,  with  all  the  Earle  of 
Loos  Tents,  Pauillions ,  Plate ,  lewclles, 
and  Munition,  which  Count  William  roy¬ 
alty  diuided  amongft.his  Hollanders,  re- 
mayning  abfblute  Prince  ot  Holland ,  Ze^ 

landy^nd  Friuland. 

1 6  William^  firft  of  th  at  name,  fucccc- 
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ded  rightfully  in  all  his  Earledoms,  by  the 
death ofhis  Neccetheyong  ComtejfeA- 
da-.  He  had  feme  ftrife  with  Didier  Bilhop 
oi  P^trecbty2nA  Gerard  Vander  Are  his  bro¬ 
ther :  but  (vpon  ccrtaync  Articles)  all  dif- 
pleafurcs  were  qualified .  By  his  firft  wife 
^//x, daughter  to  the  Earle  of  Gueldres^iQ 
had  Floris^  that  next  fuccceded  [im^Otho 
Bifhopof  Vtrechty  mUiamLkutcnzntof 
Holland^  and  two  daughters  3  the  one  was 
Abbcffc  ox  Rhynsbourg  ^  audthe  other  at 
Delfte  •  His  fecond  wife  was  named  Ma^ 
ry,  daughter  to  EdmundoiLancalier ,  fon 
to  Henry  the  third.  King  of  England^  by 
whomhe  hadnoiffue.  Hegouerned  19. 
yearsjand  dying,lics^buried  at  Rhynshomg. 

17  Eloris  the  fourth,  fuccecdcd  his  fa¬ 
ther  Count mlliarnm  his  Earlcdomcs.  He 
cook  great  delight  in  Iiifts  SiTurnaments, 
and  the  Earle  of  Clermont  proclay  ming  a 
publike  Triumph  for  all  commers,atthe 
Countefle  his  wifes  fequeft  (who  greatly 
defired  to  fee  this  Florts^oi whom  ftie  had 
heard  much  commendation:)this  honora¬ 
ble  Erie  of  Holland  tZeUnd^^c.  was  there 
tteacherouflyflaine  5  onely  through  iea- 
lous  fufpition  of  the  old  Erie  of  Clermont  ^ 
who  was  there  likewife  prefently  flainc 
himfelfe,and  the  Countefle  (grieuingfor 
this  great  mifhap)  died  (bone  after.  This 
Count  Eloris  had  a  daughter  named  Ma~ 
thilde^  or  Margaret ^  as  fome  call  her,  who 
was  m  arried  to  Count  Berman  of  Henne- 
berg*  She  defpifing  a  poore  widdow,that 
defired  her  almes  vpon  vrgent  neceflitie, 
holding  in  cither  arme  a  fweet  yong  child, 
both  which, God  had  (ent  hirat  one  birth; 
gauc  hir  very  rcprochful  words  befidc,as, 
that  iBe  could  not  be  honeft  of  her  bod  ic; 
and  (by  her  husband)  hauc  two  children 
lavyfully  begotten .  The  poore  woman, 
gricuingto  be  reiededin  fuch  extreame 
want  and  need,  but  much  more j  to  hearc 
her  reputation  fo  nearcly  touched,  know¬ 
ing  her  foulc  cleare  from  al  difiioneft  dc- 
tedion  :  made  no  further  fuitc  to  the  La¬ 
dy,  but  (falling  vpon  her  knees)  appealed 
to  God  for  defence  of  her  Innocencic,and 
earneftiv  defired,  that  as  fhe  had  coceiued 
and  borne  thofc  two  infants  lawfully  by 
her  husband;  euen  fo,  ifeuertbat  Ladic 
fhould  be  fubied  to  tbccuftome  of  Wo¬ 
men, that  it  would  pleale  him,  to  fend  her 
as  many  children  at  one  birthjas  there  arc 
d  aits  in  the  yearc.  Not  Ion g  afterjthc  La¬ 
dy  concciucd  with  childc  by  her  husband. 


&  (for  her  dcliuerance)  went  into  Holland^ 
to  vifite  the  Earle  her  brother ,  taking  vp 
lodging  in  the  Abbey  of  religious  women 
at  Lofdunena^i  grew  fo  exceeding  great, 
as  the  like  had  ncuer  before  bcenefecnc. 

When  her  time  came ,  on  the  Friday  be¬ 
fore  Palmc-funday ,  in  the  ycare  of  our 
Lord  God  1276.  fhee  was  deliiicrcd  of 
365 .  children, the  one  halfe  being  (bnnes, 
and  the  other  daughters ;  but  the  oddc 
childe  was  an  Hermaphrodite ,  and  they 
were  all  well  fhaped  and  proportioned  in 
their  little  members.  Thefe  children  were 
layd  in  twobafins ,  and  were  all  baptized 
by  Guy  don  ^  Suffragan  to  the  Bifhop  of 
Ftrecht ,  who  named  all  the  Tonnes  lohn^ 
and  the  daughters  Ellx^abeth^  but  what 
name  hcc  gauc  the  Hermaphrodite,  it  is 
not  recorded.  They  were  no  (boner  bap¬ 
tized, but  they  all  died,and  the  mother  al¬ 
io.  ThetwoBafinsarcyettobcefeencin 
the  fayde  Church  of  Lo/dunen ,  and  a  me- 
morie  of  them, both  in  Latinc  and  Dutch. 

The  Latinc  beginning  thus  :  Margareta^ 

C  omit  is  Hennebergix  ^vxor^  ^  E  lor  ent  ^ 

HoUandU  ^  ZelandU  Jiliay  Vnder- 

neath  are  thefe  verfes : 

t 

En  tibi  monflrdfum  ^  memorabile faSlum-, 

Cytale  nec  d  mundi  con dit tone  datum. 

This  Count  Eloris ,  being  fo  treachcrou- 
fly  flainc, as  yec  haue  heard  before,had  his 
body  brought  backc  into  by  the 

Earle  of  and  other  noble  Lords, 

who  buried  it  in  the  Abby  of  Rhynsbourg ; 
he  hauing  honourably  and  vertuouflygo- 
uerned  his  Countries  twcluc  yeares  He 
left  but  one  (bn  named  William^  fix  yeares 
old,  who  was  in  the  tutelage  ofhis  vnekic 
Otho^  Bifhop  oirtrechty  during  his  roino- 
ritie. 

18  H^/^ww,(ecoiid  of  that  name,  (uc- 
cceded  his  father  in  all  hisdomini- 
onsjbeing  all  the  time  ofhis  vnder yeares, 
in  the  gouernement  of  Otho  Bilhop  ofr- 
his  vncklc,who  was  a  very  worthy  & 
catcfull Guardian  tohim .  ThePopcha- 
uing  deppfed  Fredericke  the  fecond,  and 
Conrade  his  fonne  from  the  Empire  :  the 
Princes  Eledors(in  defpight  of  the  Pope) 
made  this  Earle  Wilham  King  of  the  Ro^ 

mans,  and  crowned  him  at  EarteWiiu- 

he  hauing  then  attained  to  the  age  of  aoJ  am  King  of 
yeares.  A  long  &  tedious  trouble  hapned, 
betweenc  him,  &  Margaret  Counteffeof 
Flanders,  a  very  high-minded  and  proude 

woman. 
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King  William 
cruelly  flaine. 
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The  Hiftpry] 
•«£thcdeacb 
of  crleFloris, 


woman/or  the  country  of walchre^ywhcv- 
iii )  after  a  great  foile  and  flaughter  of  the 
FlemingSy  ( taking  part  with  her )  andim- 
prifonment  of  her  two  fonnes  (Guy  and 
John)  fhc  implored  the  aid  oi Charles 

&  fped  thcr> 

by  no  better  then  (he  had  done  beforCjbut 
was  glad  in  the  end  to  (eek  reconcilement. 
This  King  William  built  the  Pallacc  of  the 
Earles  oiHollajjd^  in  the  vilage  o^La  Hage^ 
or  the  Hague,  where  it  is  at  this  day,  and  a 
I  goodly  Cloiftcr  at  Harlem^  At  his  warres 
I  in  weft  Fri Zeeland,  where  he  preu ailed  ve¬ 
ry  fucceffcfully,  he  would  needs(without 
any  other  afSftance  then  himfclfe)  follow 
the  rebells  ouer  the  Ice ,  where  his  horfle 
flipping  in,  himfclfe  almoft  drowned,  and 
nonenearetohelpe  him  (but  enemies  of 
thcFriz>ons,  that  lay  fccretly  inambufh:) 
they  beatc  him  downewith  clubbcsand 
ftaues  5  not  knowing  that  it  was  the  King, 
and  (b  they  flew  him.  But  when  afterward 
they  tooke  better  notice  of  him,  by  his 
Target  and  Armes.thereon  emblazoned: 
in  very  hearty  fbrrow  for  their  foule  deed,' 
they  buried  him  fccretly,  in  a  poore  houfe 
in  the  village  of HoohwondyihiuVmg  fo  to 
wipe  out  all  remembrance  of  him.  But  his 
body  was  after  found,  and  buried  in  the 
Ahbzy  of  Middlehourgy  inthelfleofw/^/- 
chren,  . 

19  Fhrls  the  fift ,  fon  to  YimigXViUiamy 
who  was  flaine  fo  inhumanely;  albeit  hce 
was  but  fixe  months  old,  yet  he  fuccccded 
his  father,  his  vnckle  Fiords  being  his  Go- 
uernor  and  Tutor.  At  ly.yearcs  of  age, he 
wxnt  with  an  army  againft  the  eucr-reiiol- 
ting  Frix^onsymA  ouercame  them  at  a  vih 
Uge  called  Schellinckhout,\^xy  fcucrcly  re^* 
uenginghis  fathers  death  oa  them,  and 
(  by  building  fourc  Caftles  in  Friz^land) 
brought  them  wholly  vndcr  his  obcdiece. 
Afterward,  Comt  Fiords  made  a  voyage 
into  England  where  a  marriage  was  con¬ 
tracted, betweene  Iohn,t\At&  fon  to  Earle 
Florisyznd  Eliz^abeth,  daughter  to  king  Ed¬ 
ward  the  firft  t  John  being  (riot  long  after) 
kni'mo  England,  to  accomplifh  thefayd 
mariage,  where  he  remainea  in  the  Court 
of  England ,  vntill  his  fathers  vnfortunatc 
death, which  briefly  was  thus : 

A  knightliued  in  the  Earles  Court,  na¬ 
med  Ger ar d *van  V dfon,  who  had  beenc  a 
whole  yeares  fpacc  detayned  in  prifon,&  j 
his  brother  beheaded  ,  through  certaine  j 
falfc  fuggeftions  whifpered  to  the  Earle, 


which(afterward)appcaring  to  be  a  mecre 
iniury:  the  Earle  fought  to  repayre  this 
wrong, with  very  efpcciall  fauors  done  to 
the  knight, great  adiiancements,  &  would 
haue  beftowed  alfo  his  concubine  in  mar¬ 
riage  on  him.Which(jw^^  difdaining  Sc 
replying, that  he  would  not  weare  his  calf 
fhooes ;  the  Earle  raflily  anfwerd,  that  he 
Ihould  take  his  Icauings,  in  defpite  of  his 
hart.  To  preuent  marine  with  the  Earles 
minion,  the  knight  beftowed  his  affeai- 
ons  elfe-whcre,  and  wedded  a  Ladieof 
great  honour  and  beauty.  Which  when 
the  Earle  vnderftood,  he  purfued  bis  for¬ 
mer  ralB  folly, to  the  price  ofhis  own  life: 
Sending  Gerard  on  an  employment  of 
much  credit  &  refpea,  and  wherewith  he 
was  not  a  little  pleafcdjnot  doubting  anie 
fuch  wicked  intention.  The  Earle  came  to 
Gerards  houfe,  vnder  color  of  hofpitality, 
and  there  (winning  hertopriuaie  confe¬ 
rence  in  her  bed  chambcr)forcibIy  deflou- 
red  her ,.to  performc his  rafh  proroifcto 
her  husband.  At  Gerards this 
foule  wrong  dilcoiiered,  it  was  purfued 
with  very  bloudy  reuenge,  by  a  refolued 
conlpiracy  fwornc  againft  his  life :  which 
albeit  he  had  fome  warning  of  (by  a  paper 
deliuerd  him  by  a  poore  woman;)  yet  his 
difaftcr  being  incuitable,a  traine  Was  laid 
for  him  as  he  rode  a  hawking^and  twentic^ 
one  wounds  he  receiued  on  his  body ,  by 
the  hand  ofthe  fayd  Gerard,  But  hee  and 
the  reft  ofthe  con(|)iratorsefcaped  not  vn- 
punilhcd,for  they  had  their  heads  Imitten 
off,  and  were  then  laid  vpon  whcelcs;but 
Gerard  w^s  pm  (ftark  naked)  into  a  Pipe 
ftuckc  full  of fharp  nailes3and  was  fo  row- 
led  vp  and  do wne  through  all  the  ftreetes 
of  Ley  den. Then  was  be  beheaded,  &  layd 
on  a  wbcclc,and  al  his  kirired  (to  the  ninth 
dcgree)put  to  deathjand  laid  on  whecles. 

20  After  the  wicked*  murder  of  Earle 
Floris  the  fifty  committed  by  the  Fryz^ms, 
as  hath  becne  declared :  John  his  only  fbn 
(being  then  in  England  with  King  Edward 
his  father  in  law)  was  next  to  fuccecd  him 
as  his  rightfull  heire.  But  before  he  could 
leaue  Englandy  fome  partialities  and  faClj- 
ons  happened  in  Holland  fox  the  goiter  nc- 
ment,which  foone  were  qualified  at  Earle 
being  there  prefent,  notwithftading 
the  fubtile  policicof  Wolfart  of  Borjfele^ 
feizing  the  perfon  of  Earle  lohnymA  Lady 
Elizabeth  his  wifcjthinking  to  haue  the  go- 
uerncment  ofthe  fayd  Earle,  bccaufe,  as 
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The  end  of 
the  race  of 
the  Dukes 
Aquitaine,& 
fuccelsionof 
the  Earles  of 
Heoault. 


yctjhcwis  but  young.  E<ttlc preuai-  1  owne  fitter ,  (being  a  woman  of  better  a- 
led  againft  the  Friaons,  and  the  Biftiop  of  bilitie)  to  lend  her  feme  bread,  which  Ihc 
andhauinggouernedhisCoun-  ;  would  thankefully  repay  againc ,  when 


1301, 


lohn  deRe* 
uelTe  dtownd* 


I  JO?. 


The  good 
EailcWilliatn 


A  wonderfuil 
dearth. 


A  ftrangc  ex* 
ample  of  an 
vnmercifuU' 
filter. 


tries  about  fourc  ycares ,  hec  fell  fickc  at 
jixrlemy  and  there  dyed .  Hewasthefirft 
of  al  the  Earles  oiHoUandy  that  died  with¬ 
out  children :  wherefore  in  him  failed  the 
line  mafculinc  of  the  Earls  from  the  dukes 
of  Aamtdne^  which  Thierry ,  or  Theodor ^ 
the  nrtt  Earle  of  Holland  ^  had  continued 
4^7.yeares.  He  was  buried  in  the  Abbey 
of  Rhinsbourgltm  widdow  Lady  Eliz*abeth 
being  caried  back  into  England^  where  (he 
was  afterward  maried  to  the  Earle  ofOx- 
ford:  So  that  by  the  death  of  Earle  John  in 
this  manner^thofe  Countries  were  dcuob 
uedto  the  Earles  of  Henault^  iffuingby 
the  mothers  fide  fro  the  carles  of  Holland. 

ai  Uhn^thc,  fecond  of  that  name, called 
lohnoi  Henault  (claiming  his  right  from 
Sitter  to  William  king  of  the  Romans) 
fucccedcd  after  John ,  as  Earle  of  Holland  ^ 
Zeland^  and  Friz^landy  He  bad  a  long 
and  tedious  trouble  with  lohndeReueffe^ 
who  perfwaded  the  Emperoiir ,  xhzilohn 
Earle  of  Holland  dying  without  ifliic,  his 
Earicdomes  ought  (in  right)  to  returne  to 
the  Empire  ^according  as  Charls  the  bald, 
Emperor  of  the  Romans^  had  at  firft  giuen 
them  in  fee  and  homage  to  Thierry  of  A- 
qtiitaine.  This  fuggettion  raifed  the  Em- 
perour  Albert  in  Armes  againtt  John  of 
Henault ,  but  the  Bifhop  of  CuUen  com¬ 
pounded  the  matter  betwcenc  them;  and 
John  de  Reuejfe  was  afterward  drowned,  by 
which  means,  Henault^  bauing  go- 
uerned  Henault  thirty  ycrcs,and  his  coun¬ 
tries  of  HollandyZeland^^iViA  Fri&eland  fine 
ycares, died,  &  was  buried  at  F’alenciennes. 

It  the  third,  fonne  and  heire 

to  count  lohn  of  Henault^  fucccedcd  his  fa¬ 
thers  Earicdomes  :hc  was  commonly  cal- 


God  ttiould  enable  her.  She, very  vnkind- 
ly ,  and  without  any  pkty  of  her  extreami- 
ty,dcnycd  her  oftentimes ,  notwithttan- 
ding  the  others  often  vrgings  j  that  (hec 
wasaffured,  that  fhcc  could  not  be  with¬ 
out  bread.  Heercupon  the  vnmcrcifull  fi¬ 
tter  (lying,  both  to  God  andtoherowne 
poore  filter)  fayde :  If  I  bauc  any  bread,  I 
wifh  that  it  may  inftantly  be  turned  into  a 
ttonc :  wherewith  the  heauy  difplcafurc  of 
almighty  God  laid  hold  vpon  her  words, 
and  going  afterward  to  hir  Cupboord(to 
rclicuehcrfclfc)  fhe  found  all  herloaiies 
of  bread  conuerted  into  apparant  ttoncs^ 
and  died  hcrfelfc  with  extreamity  ofhun- 
gcr.  It  is  credibly  faid ,  that  one  or  two  of 
thole  ttones ,  arc  yet  to  bt  ftenc  in  Saint 
Peters  Church  at  Leyden ,  as  a  mcmoric  of 
this  iutt  iudgement  of  God. 

There  is  alfo  recorded  another  memo¬ 
rable  Hittorie ,  of  vpright  lattice  done  by 


Y 


A  worthy  ae-' 


this  good  Earle  WiUUm,  to  a  poore  coun- 


: 


(ion  of  iufiicf 


try-man,  againtt  a  Baylifife  of  South  Hol¬ 
land^  who  had  taken  a  goodly  fairc  Cowe 
from  him,  that  was  the  rclicfc  of  himfclfc, 
his  poore  wife  and  children  5  as  there  arc 
feme  Kine  in  that  Countrey ,  which  doe 
giuc  twenty  pottles  of  milke  and  more,  in 
a  day.  The  Bayliffc  at  the  poore  mans 
complaintTo  this  good  earlc  wiliiam^Viho 
lay  then  fickc  in  his  Bed  at  Valenciennes 
(  yet  neuer  debarred  any  fuiters  from  au¬ 
dience,  were  he  fickc  or  well)  wasadiud- 
ged  to  giuc  the  poore  man  an  hundred 
crowncs  of  good  gold,  for  the  wrong  he 
had  done  to  him ,  which  was  accordingly 
performed  •  But  for  his  iniurie  to  publike 
luttice  (being  himfclfc  an  Officer)  and  ab- 
ufing  the  authority  committed  in  truft  to 


done  by  this 


good  Eatle 


William. 


X^i^he  good  Earle  William^ol)^\%sexx^^ts^  ^  him  5  the  Earlc  Cent  for  an  Executioner, 
iutticcjgood  life,  and  honourable  actions, !  andcaufed  his  head  to  be  fmittenoffby 
In  his  time  hapned  fo  great  a  dearth  and  1  his  beds  fide.  This  q^ood  Count  William^ 
Itmine  in  Holland  i  that  poore  people  dy-  j  bccing  a  vertuous  Prince ,  vidoriousin 
cd  with  hunger,  cuen  in  the  ttreccs  as  they  |  warrc,a  man  learncd^wife^wcl  fpoken^and 
went ;  fecking  alfo  for  hcarbs  and  rootes  |  iudicioiis ,  a  great  friend  to  peace,  gracr- 
in  the  fields  and  woods ,  there  they  were  1  ous  to  all  men ,  and  belpued  in  all  courts, 
likewife  found  dead,  and  in  the  common  |  hauing  gouerned  his  Prouinces  32.y  ears, 
high  wayes  :  little  children  dyed  fucking  j  dyed  ihcniinh  day  of  lunc  1337.  and  was 
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at  their  mothers  bteafts ,  and  fomc  were 
enforced  to  feede  on  their  dead  children. 
In  this  time  offaminc,  a  poore  womanin 
the  Towneof  Leyden,  being  extreamely 
oiiercbarged  with  hunger ,  entreated  her 


buried  with  great  pomp  at 

25  wiUum  the  fourth, fon  to  the  good 
Earlc  WtlHam ,  came  to  his  fathers  Eatle- 
doms  by  lawfuU  fucceilion .  He  was  a  man 
of  high  motit,  &  a  moil  famous  Souldier, 

whereof 


it'll 


i»?r. 


Earle  Wiiliivni 
a  worthy  Sol^  j 
diour. 
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wherof  he  made  good  proofc;  firft  againft 
the  S ay az>iffs  and  Moores ^\v\  the  kingdorne 
Granada  :  Next ,  with  the  Emperor 
lOPes y  and  many  noble  Earles,  aydinghis 
brother  inlawc  £in?4r^the  third  King  of 
England^  againfl  the  king  of France  j  third- 
ly^in  ouer-running  UtbrnnUy  Lmonky^nA 
warring  againft  the  Rujiian  Infidels ,  la¬ 
ding  home  his  men  with  viftory  &  weal¬ 
thy  fpoiles;  Andlaftly,  inpreuayling  a- 
gainft  the  Friz^ons^  Z'oA  Robert  oiArckell 
gouernour  oiytrecht :  Yet  it  was  his  hard 
hap  to  be  flainc  vnknowne  (amongeft  the 
Friz*ons)  before  any  could  haue  power  to 
helpc  him  :  fo  that  he  left  no  lawfull  child 
to  fucceede  him ,  and  therefore  bis  After , 
(becingEmpreffe)  remaynedhis  onelic 
heirc. 

24  Margaret^  wife  to  Levoes  o^Bauaria, 
Margaret  the  (then  Empcroiir  )  and  the  eld  eft  After  to 

Earle  WiUiamy  flaync  (as  you  haue  heard) 
by  ^eFnz,onSy  by  the  Emperors  interpo- 
fition  of  his  authority ,  and  her  ovvne  na- 
tiuc  right,  went  downe  by  the  Rhine  into 
Hb&/f3,accompanicd  with  a  moft  prince¬ 
ly  and  well-befceming  traine,  and  was  ac¬ 
knowledged  to  be  Ladic  and  Princeffe  of 
HdllandyZelandyZnA  Frizeland,  But  Before 
her  returne  back  to  the  Emperor  againe, 
fhee  conftituted  both  his  and  her  eldeft 
fbnnc  (  named  William  oiBamria)  to  bee 
her  Regent  there  in  thofc  Countries ,  for 
afummeof  money  yearely  payed  to  her: 
but  remayning  vnpayd,fhe  might  refume 
all  her  rights  to  herfelfc  againe.  The  Em¬ 
peror  dcceafing ,  the  Emprefte  Margaret 
came  thither  againe,  and  had  refignation 
(from  her  fonncPf'//^w«!^ )  of  all  the  aforc- 
faide  Countries ,  retyring  himfelfc  into 
Beriaulty  as  being  well  contented  there 
to  liue  :  vntill  by  inteftine  dilcord ,  and 
dangerous  pradlifes  of  two  intruded  fa- 
^lionSjCalled  CabiUaux  and  Hoecks  (wher- 
in  both  nobles  and  gentlemen  did  too  far 
entcr)the  mothers  gouernment  did  grow 
vnfufferablc ,  and  Duke  William  was  reco- 
ucred  from  Hendult yto  vnder-gbe  the  foie 
authority.  Two  very  bloody  battels  were 
fought  betweene  the  Emprefle  and  her 
fonne;  and  in  the  firftjEarle  WiUiarh  efca- 
ped  with  great  difficultie,  and  fledde  into 
Holland ,  for  this  battell  was  fought  atZ4 
yere  in  Z eland .  But  in  the  fecond  j  there 


Khc  fadions 
pfCabillaux 
iin<i  Hoecks, 


IJSI. 


great  cfFufi- 
of  blood. 


Emprefle  (by  heipe  of  a  finall  Barkc)  cfca- 
ped  into  England •  and  vpon  an  agreement 
afterwards  made  betweene  them :  Duke 
William  had  the  quiet  pofleffion  of  Hoi- 
landy  Zeland^  and  Fr/2:.fZzWafligncdhim, 
3nd  the  Emprefle  Aiarg^arethoi.^  the  coun- 
lie  ofHenaultywhcrc  (fine  yeares  after)fhe 
ended  her  dayes  ,  and  lyeth  buried  at  F4- 
lenciennes.  - 

25  Duke  being  peaceably  pofi 

(eflTcd  of  his  Scigneurics- according  to  the 
former  cbmpofition ,  being  alfo  Duke  of 
Bauaria,  Palatine  of  Rhine  Earle  of 

.  nault  hy  his  mothers  death,  tooke  to  wife 
;  the  Lady  daughter  to  Henry  duke 

o{ Lane  after  in  England  yh'l  whom  hee  had 
no  children.  Much  ftrife,warre,and  blody 
bickering ,  hapned  betWeene  him  and  the 
Biflaop  oirtrechty  with  fhrewd  difaduan- 
tages  on  eyther  fide  j  till, by  the  meancs  of 
fome  Noblemen, they  were  reduced  to  a- 
mitie.  , 

This  'Di^ewilliam{  vpon  what  occafi- 
on  it  could  ncuerbeknowne)  felldiftra- 
(fted  of  his  fenfes ,  and  flew  a  Knight  with 
a  blow  of  his  fift  :  fo  that  hee  was  fluit 
(vndcr  good  Guarde)for  nineteene  years 
fpace,cuen  till  he  dyed.Hauing  gouerned 
his  proiiinces  of  Ho  llandiZ  eland  and  Friz- 
land  (before  his  madnelTe  )  feauen  yeares, 
2^nAHenaukvi^o. 

26  Albert  oiBamridy  brother  to  Duke 
Williamy  in  the  time  of  his  difl  ra(ftion,was 
lent  for  from  Bauarid  ■  and  made  Goiier-^ 
nor  of  his  brothers  Countries,  in  hope  of 
j  his  recoucry  ^  which  by  no  meanes  could 
j  be  compafled .  Hee  vanqiiifhed  the  Frf 
I  zons  in  many  rebellions,  tooke  the  towne 
I  oiVelfty  and  beheaded  the  Baron  of 
j  hien^  vpon  finifter  reformations ,  which 
caufed  great  trouble  betweene  hirh ,  and 
fixe  brethren  of  the  faid  Baron :  but,  vpon 
their  reconcilement .  Count  Albert  buil- 
ded  the  Chanonry  of  the  Chappell,ac  the 
Court  of  the  ^  ^ 

-In  his  time  3  a  Sea-woman  (byreafon 
of  great  tempeftsatSea,  and  extraordi- 
nariehigh  Tides)  \vas  feene  fwiitiming  in  ( 
the  TuUyderzee^  betweene  the  Townes  of, 
Camden  and  Edam  5  which  being  brought 
to  Edarn^  and  clcanfed  from  the  Sea- 
rabfle  grownc  about  her,  by  her  long  abi¬ 
ding  thererfhe  was  like  to  anothet  womS, 


MatiMa, 
daughter  to 
Henry  Duke 
o£  Lancafter. 


The  Baron  «f 
Eughien  be 
headed. 


A  Sea-Wo¬ 
man  feene  in 
the  Zuyder- 
zec. 


was  lb  much  bloud  fpilt ,  that  (  for  three  ;  endured  to  be  apparelled, and  would  feed 
dayes  after)  the  ojd  Riiier  oiMenfe{2t  full  on  meats  as  others  did  ,  yet  fought  fhe  all 
Sea)*  was  (alloucr)  red  in  that  place.  The  meanes  to  efcape ,  and  get  into  the  water 

-  -  againe, 


1441 


I 


Of  the  Seuenteene  Prouinces.  7.  Booke 


1 404. 


I4f7. 


Philip  the 
I  bolde  Duke 
of  Burgundy. 


agaync ,  had  flic  not  very  carefully  beene 
tended.  Shcedid  Icarne  to  fpinne  ,  and 
exercife  other  womanly  qualities^  bccing 
daily  fecnc  of  infinite  perfons ,  who  haue 
made  perfed  teftimoniall  of  this  rare  ac¬ 
cident,  and  fignifieditfor  anvndoubtcd 
truth ,  auouching ,  that  flie  lined  fifceenc 
yearcs  ,  and  lyeth  there  buryed  in  the 
Church-yard.  Inthe yearcofour  Lord, 
one  thoufand  foure  hundred  and  foure, 
this  famous  Prince  dyed,  after  hee 

had  gouerned  his  Countries  fixe  and  for- 
tie  yeares :  ninctecne  as  he  was  Tutour  to 
his  diftraded  brother  ,  and  twenty  feauen 
as  Prince,  heirc  and  Lord  of  thofe  Coun¬ 
tries  ,  beeing  buryed  at  ihcH^gue  in  Hol¬ 
land. 

27  William^  fixt  of  that  name,  after  the 
death  of  Duke  K^ibertoi  BauarU  hisfa- 
I  ther ,  fucceeded  as  his  immediate  heyre. 
His  firft  wife  was  daughter  to  Charles  the 
fift.  King  oiFramcCym^  iLe  dyed  yong, 
without  any  iffiie .  He  fccondly  marryed 
the  daughter  oUohn ,  fonne  to  Phillip  the 
bold  Duke  of  Burgundy^  by  whom  he  had 
one  onely  daughter ,  natncd'Iaqueline  or 
lacoha^  as  the  Dutch  vfe  to  call  her .  This 
Count  William  wafted  Frix>eland ,  fpoylcd 
Liege^  and  preiiayled  againft  the  Gueldres^ 
and  alfo  the  Lordes  (father  and  fonne)of 
Arckell  at  Gorrkhom ,  and  reconciled  the 
Duke  of  Burgundy  to  the  French  King. 
The  Dolphine  of  Fraunce,  fonne  to  King 
Charles  the  fixt ,  marryed  laquiline^  Count 
Williams  but  hee  being  poyfo- 

ned,  by  putting  on  a  fhirt  of mailc,  dyed 
without  iffiic .  As  Earle  William  himlelfe 
did  not  long  after,  being  bitten  in  the  leg 
by  a  mad  Doggc^which  hurt  could  ncuer 
be  cured.  So  that  the  Lady  Jaqueline  (his 
daughter ,  and  widow  to  the  Dolphine  of 
Fraunce)wi^s  his  true  heire  in  all  his  Seig- 
ncuries  :  Hcc  gouerned  thirtcene  yearcs, 
and  lieth  buried  at  falenciennes  in  Henault, 
28  Jaqueline,  ot  lacoba ,  daughter  and 
foie  heire  to  William  of  Bauaru^{\\cc^tA^d 
her  father  in  all  his  Earledomcs  and  Seig- 
n curies ,  bccing  then  widdow  to  the  Dol¬ 
phine  of Fraunce^  and  yet  but  ninetcene 
yearcs  of  age .  In  regard  ofher  youth  and 
widowhood,  flie  endured  much  molefta- 
tioninher  gouerncment,  chiefly  in  BoU 
land  :  for  the  two  faflions  tookchcada- 
gainc,  and  bandied  their  boldnes  on  both 
fides ,  the  Hb^rfe^fauonringtheCoim- 
tclTcs faction  3  andthe  Cabillmtines\\^y,^ 


lobn  ofBaua- 
ria  Bifhop  of 
Liege, 


lohn  of  Baua* 
ria  the  Biihopj 
reckoned  the 
i^.Earlc  of 
Holland. 


ncmics ,  by  which  meanes  her  rule  was 
greatly  difturbed.  'pox  John  ofe/^4m(for* 
fakinghis  Bifhopprickcof  fought 
to  make  himfclfe  an  Earle,  and  marric  his 
Niece  Jaqueline  (  vttcrly  againft  her  will ) 
and  yet  to  dilpofTefle  her  of  her  rightfull 
inherit ance,for  which  purpofe  he  leagued 
himfelfe  with  the  Cabillantines ,  and  othet 
powerfull  friendsjwho  ncuerthclefle  were 
flaine  in  their  bolde  adiientiire  at  Gorru 
chome.  And,  to  fruftrate  the  Bifhops  vainc 
hope,  the  Pope  difpenfed  her  marriage 
with  John  Duke  of  Brabant ,  albeit  he  was 
hernearekinfman ,  whereby  their  patri¬ 
monial!  inheritaces  were  the  more  ftreng- 
thened ,  and  hee  acknowledged  as  their 
Prince,  in  Henault,  Holland,Zeland^Frise^e- 
land’i'ijLz.  It  were  needclcffe  hcere,  to  re¬ 
late  the  following  raoleftations  of  Johnoi 
Bauaria  the  Bifliop,to  his  Niece  Jaqueline, 
taking  on  himfelfe  the  title  of  Earle ,  and 
therefore,  (by  fomc)  rancked  among  the 
Earles  of  Holland,  or  the  after-marriages 
of  Lady  laqueline^y  to  the  Duke  of  Gku- 
ceHer ,  vncklc  to  Henry  the  fixt ,  King  of 
England*^  the  fourth  and  laft  time  (in  great 
priuacy)  to  FrankeoiBorjfelledLicm^uznx. 
oiZeland,  or  her  (no  mearic  troubles)  by 
the  Duke  of  Burgundy ,  to  whom  thee  rc- 
figned  vp  all  her  Countries .  Let  it  fiif 
fife,  thatfhee  lined  in  continuall  vexati¬ 
ons  ninetcene  yearcs,  and  dying  at  the 
Hxgue^  was  buryed  in  the  Chappell  of  the 
Court  oiHoUand. 

30  Phillip  IdwVQoiBurgundie^  beeing 
(both  by  father  &  mother)  rightfull  heire 
and  fuccctibur  to  the  aforenamed  Coun- 
ttSc/aqucline^  was  thus  entitled  vPhtliip 
Duke  ot  Bourgogne  fir abant,^Tid  Jjembourg^^ 

Earle  of P launders^  Artois,  Burgogne,  He- 
naHlt,HolIand,Zelandi  ^wdNamure*^  Mar- 
quelTe  of  the  holie  Empire  5  and  Lord  of 
Frisc^eland^  Salins  and  Macklyn.  Hee  had 
threewiues  ;  by  the  two  firft  hee  had  no 
children 5  but  by  the  laft  ,  named  Jfabell 
(  daughter  to  lohn  King  oi’Portugall )  hee 
had  three  fonnes  5  Anthony  and  who 
dyedyong,  and  Charles  Martin ,  Earle  of 
Charolois,  and  fucceftbur  vnto  his  father. 

This  Phillip  of  Bourgogne  inftituted  the  or- 
der  of  Knighthood  of  the  golden  Fleece,  * 
and  had  much  difcontentwith  his  fonne 
whom  (at  length)  he  marryed  to 
the  Lady  Margaret^  After  to  Edwardthe, 
fourth,  YdingolEn^nd .  Thercbclls  of 
Gaunt  Sind  Bruges  dearcly  felt  the  valour 
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of  this  Phillips  heebefieged  CaHis,  furpri- 
zed  Luxembourg^  fubdued  X/V^^^and  oner- 
came  ^tUamecom.  Hcc  exceeded  all  his 
prcdecefiors  (dukes  oiBurgognYiKi  riches, 
Seigneuries,  height  ofPompeand  State. 
He  dyed  the  fife  day  oflunc  I4^7.hauing 
gouerned  about  fortie  yearcs.  In  his  time 
was  the  famous  Arte  of  Printing  firft  in- 
uented  5  the  men  of  Harlem  in  HoUmd  dp 
j  challenge  the  firft  honour  thereof,  but 
it  was  reduced  to  perfedion  at  Mentz,^  by 
one  lohn  who  had  beene  Icruant 

to  Laurence  lanfoh  df  Harlem^  as  they  con- 
ftantly  affirmc- 

3 1  Charles^  furnamed  the  Warlike  Duke 
of  Bourgogne^  fuccceded  in  all  his  fathers 
Titles  and  Dignities,  The  Inhabitants  of 
Gaunt  refilling  him,  he  brought  them  vn 
der  obeifance,  and  defeated  the  Liegeou  in 
battell,  which  enforced  to  yccldc  to 
him.He  made  peace  with  the  French  king, 
who  doubted  to  be  detained  ar  Peronne  by 
Duke  Charles,  Vpon  a  frefh  rebellion  of 
the  Liegeois ,  the  duke  forced  King  Levaes 
to  go  with  him  to  the  fiege  of  their  town  5 
which  he  ruined,  and  pradlifed  the  like  to 
the  hoiife  of  Brederode.  He  warred  again  ft 
•the  Fri&ons  •  and  carried  many  Princes  in 
hope  of  his  daughters  marriage .  The 
French  King, and  the  Duke,  fought  to  de- 
ceiue  each  other,  and  thcConftableof 
Saint  F^«/(waxinghatefull  to  them  both) 
they  refblued  his  mine ,  and  (oh  a  Truce 
taken  for  nine  ycares ,  betweene  the  King 
and  Duke)  the  Conftable  was  beheaded  at 
Paris,  The  Duke  warred  againft  the  Smf- 
feSy  and  was  defeated  bythem  ,'both  at 
Granfon  and  Moraty  wherewith  the  Swif- 
fes  were  enriched.  The  Duke  befieged 
Nancicy  and  was  there  flaine  in  battell,  by 
the  treafbn  of  the  Earle  of  CampobachioyZxx 
Italian;  where  beeing  engirt  with  a  great 
troupe  of  Lanciers  ,  he  rcceiued  wounds, 
one  in  the  head  3  the  fecond  in  the  thigh, 
and  the  third  in  the  fundament .  Hee  left 
one  only  daughter  and  heire. 

32  Maryy  daughter  and  heire  to  Duke 
Charles y  the  v^arrelike  Duke  of  Bourgogne y 
fuccceded  her  father  in  all  his  Countries ; 
being  but  cightcene  yearcs  old  when  hee 
was  flaine  before  Nancy y  wherefore  (he  re¬ 
mained  vnder  the  charge  of  the  Duke  of 
CleueSy  and  his  brother  the  Lord  of  Paue- 
feme-  The  French  King  fezied  Vkcardie 
Arthois :  and  (he  hapning  into  the  Gam 
power,  endured  much  trouble,  by 


7^3 


putting  her  chiefeft  feriiants  and  councel- 
Icrs  to  death,  Flemings  were  defea¬ 
ted,  and  the  yong  Duke  o{Gueldres{[2imc, 
Aftcrward,a  marriage  was  concluded  be¬ 
tweene  Maxmiltan  Arch-dukc  of  Aufirky 
fonne  to  the  Emperor  Frederickey  and  the. 
h^AyAPary  oiBourgogne.'sXbtii  fhc  would 
more  gladly  haue  matched  with  the  houfe 
oiFraunce, 

3  3  Maximiliany  Arch^duke  of  AufirUy 
and  fonne  16  the  Emperour  Frederickey 
marying  the  Princefle  Adary  of  Bourgogne*^ 
was  thereby  wedded  to  much  warre  and 
trouble.  For,  firft  the  Guldres 
from  the  houfe  of  Bourgogne .  Next  hap- 
nedthe  battell  oiGuinegatey  wherein  the 
Arch-duke  was  Conqueror :  Thcn,T/^r- 
nay  yecldcd  to  him  ;  truce  was  taken  be¬ 
tweene  him  and  the  French  King,  and  the 
new  tumults  of  the  Cabillaux  and  HoeckSy 
,were  alfo  by  him  pacified.  Dordrecht  was 
furprifed  by  the  yong  lord  o^EgrnonP^zl^Oy 
many  Townes  ’mGueldres  yceldedtothe 
,  Arch-dukej  and  (not  long  after)  followed 
the  death  of  the  Arch-dutchefle  Mary^ 
who  had  (the firft ycarc ofher  marriage^a 
fonne  named  PhUipy  father  to  Charles  the 
fift)  thcfccond  yeare  a  daughter ,  called 
Margaret^  betroathed  in  her  infancie ,  to 
Charles  the  Dqlphinc  of fonne  to 
Lewes  ii.  and  the  third  yeare,  a  fonne  na- 
nkd  Frances ,  according  to  the  name  oi 
Fraunces  Duke  of  BrittaineXm  godfather. 
Maximilian  being  chofen  King  of  the  Ro¬ 
mans, he  made  Engelbert  Earle  of  Najfauy 
Gouernourof  the  Netherlands  in  bis  ab- 
fcnce ;  and  afterward,  vpon  the  bold  info^ 
Icncy  of  the  Ganthois  and  F;r^^(%r(keeping 
the  K.of  Romans  prifoncr)  duke  of 

Saxony  y\^^^  made  fccond  gouernor  of  the 
Netherlands, &:  Gencralfor  the  Emperor 
againft  the  Flemings.  But  Pre- 
dying, his  fon  Maximilia  fuccceded 
him  in  the  Empire,  by  which  means  Philip 
of  AuflrkyionuQ  to  Maximiliariy  inherited 
his  right  in  Flo  Hand  yZeknd;FH%.elandy 
«  34  fccond  ofthat  name,  being 
1 6,  yeares  olde^  and  fiicceeding  his  father 
Maxirnilian^vci^^xoxxvi  the  Netherlandsy 
had  thefe  Titles  :  Philippe  Puch-duV^oi 
Aujlrid  y  Duke  of  Bourgogne y  Lothiery  Bra- 
hanty  Styrid ,  Carinthia ,  Lembourgy  Lux^ 
embdurgy  and  Gueldris  ^  Earle  of  Uaf- 
pourg ,  Flaunders ,  iMrthois ,  Bourgogne, 
Ferretto  and  Kiburch^  Palatine  of  Henaulty 
Holland  y  Zelandy  Namur e  ^v\^Zutphen : 
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Marqueffc  of  the  holy  Empyre,  and  of 
Bourgogjtj  LufidtgTAUc  of  Elf  Aten  of 

Windifmarke^Portneany  S dynes ^  &  Mack- 
lyn.  Vppon  his  full  poficffion  of  the  Ne¬ 
therlands,  peace  was  made  between  him, 
and  Charles  the  eighr^King  of  France^  war 
hapningbei  wixt  the  Arch-duke  and  the 
Duke  of  Guelder s ,  great  inconuenienccs 
followed  thereon :  but  Duke  Albert  being 
flaine  before  Groningen^  the  Arch-Duke 
inherited  the  Realme  of  Spain  by  his  wife, 
being  made  King  of  CafttlefiL  George  duke 
(being then  made  Gouernor  of 
the  Netherlands,  for  the  Arch-duke  Phil- 
//p)  continued  the  Warres  in  Friuland.^ 
For,  vpon  the  death  of lfabeUf}i}fCt\c  ot 
CafHleJanehcx  dw^MCx  being  f  he  oncly 
heyrc,and  married  to  the  Arch  duke  Phil¬ 
lip-,  fhe  hereby  inuefted  him  in  the  realms 
ofspaine,  Leon  ^Granada,  as  abfolute 

King.  Butheenioyed  that  Digniticnot 
long:  for  in  the  yeare  150^.  the  ay.day  of 
September, he  dyed  (fodainly)in  the  Cit- 
ty  oiBourgoSj  fufpe6ted  to  bee  po;^foncd. 
After  the  death  of  Phillip  King  of  CafHle, 
the  Emperor  Maximillian  took  vpon  him 
the  gouernmenrofthe  Netherlandes,  as 
Guardian  vnto  Charles  and  Ferdinand 
Grand  children,  being ihefons  of  PhiUip 
and  /4;?^,King  and  Qi^cne  of  Caftile. 

35  Charles  oi  Ausiria^  fccond  of  that 
natnejucceeded  rightfully  in  al  his  fathers 
Lands  and  Seigneur ics, and  by  the  Enipe- 
rors  appointment,  his  daughter  the  Lady 
Margaret  (Dowager  of  Sauoy^  and  Aunt 
to  the  Princes  Charles  and  Ferdinand)  was ' 
Regent  of  the  Low  countries.  Afterward, 
Prince  Charles  took  polTcflion  of  the  Ne- 
tberlands,and  being  crowned  K.oi spaine 
and  Arragon^  foone  after  followed  the 
death  of  the  'Exxs^exox  Masimi  Ilian  in 

anaflembly»at  Franefort,  forchoyfeofa 
new  Emperor  king  of  Spainc  had 

free  election, by  the  name  oi Charles  the 5. 
Then  was  Lady  Morgaret  (widdow  both 
of  Casfile  and  Sauoy^  and  Aunt  to  the  Em¬ 
peror  Charles)  accepted  as  foie  gouerneffe 
of  the  Netherlands,  in  her  Nephewes  ab- 
fence.  Troubles  hapned  in  Spaine,by  rea- 
foirofthc  Kings  departure  thence,  &  not 
onely  war  re  in  Friuland,  but  like  wife  bc- 
tweene  the  French  and  Bourguignons,as 
alfo  the  warres  of  Boores  or  Pcazants  in 
Germany ;  and  the  Groningeeis  reiefting 
the  Duke  o^GueUresfixdi  yeild  thcmfelucs 
to  the  Emperor ;  then  hapned  the  fccond 


bloody  cdi(ft  from  the  Emperor,  againft 
the  Netherlandprotcftants,  and  then  was 
the  imperial  diet  at  Aushourg^  where  the 
proteftant  Princes  prefented  the  confefli- 
on  of  their  faith .  After  followed  the  dc- 
uouring  inundation  in  the  Netherlandes, 
and  the  death  of  the  Lady  dowager  3/4r- 
garet^  whereby  ^ary  of  AuBria,  fecond 
daughter  to  King  Phillip and  Qnccxx  Jane 
of C/^/7e,fuccecdcd  in  the  gouernmentof 
the  Netherlands.  W^r  hapned  betweene 
the  Emperor  and  the  French  fcing,but  vp¬ 
on  the  coming  of  quccne  Elenor  of  France 
to  the  Emperour  her  bro cher,  peace  was 
concluded  betwixt  them. 

3  ^  W  hilc  Mary  oiAnJlria  gouernd  the 
Netherlandsjfor  the  Emperor  Charls  her 
brother,  great  troubles  hapned  vnto  the 
Proteftants,by  oppofition  of  the  Pope  & 
Emperor  againft  them.  The  Emperor  af- 
fededthe  Empire  for  Prince his 
lonne,  which  bred  a  quarrell  betwixt  the 
Emperor,  and  his  brother  Ferdinand  king  1 
of  Hungary^  to  whom  the  Princes  of  the 
Empire  were  more  cnclincd,thcn  to  Phil¬ 
lip  5  and  then  the  Proteftants  denied  their 
comming  to  the  Counccl  of  Trent.  Philip 
King  of  Spainc  married  Mary  quccne  of 
England :  And  not  long  after,  the  Empe¬ 
ror  refigned  the  Netherlands  to  his  fonne 
King  Phillip  (whereby  he  was  rcckned  the 
3  6. Earle  of  Holland  fz  eland,  &:c.)  and  the 
Empire  to  his  brother  Ferdinand^  King  of 
the  Romans  and  Hungary,  departing  out 
of  the  Netherlands,  to  end  his  dayes  qui¬ 
etly  in  a  Monaftcry,not  far  from  Placentia* 
Referuingan  hundred  thoufand  crowns 
yeerely  to  himfclfc,cmploying  four  thoii- 
(and  for  his  dyct  and  maintenance,  ap¬ 
pointing  the  reft  vnto  young Maydens 
marriages,  and  the  rclccfc  of  Widdowes 
and  Orphanes,  hec  not  liuing  aboue  two 
yeares  after.  When  not  oncly  happe¬ 
ned  his  death,  but  likcwife  the  deathes  of 
the  Queencs  Dowagers  of  France  and 
Hungary,  as  alfo  of Queen  of  Eng¬ 
land  3  after  whome,  fucceeded  her  Sifter 
Elix^abeth*  In  which  time,  EmanueU  Phile- 
bert^  lyukcoi Sauoy,  and  Prince  of  Pie- 
mont,  was  Gouernour ,  and  Lieutenant 
Generali  of  the  Netherlandes,  for  King 
Phillip  I  till  the  King  of  Spaines  marriage 
(bceing  turned  into  teare^,  bythemoft 
vntimely  death  of  the  French  King)  cau- 
fed  Margaret  of  Aujlria,  Baftarde  to  the 
Emperor  Charles  the  fife,  and  Dutcheffe 
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oiParmdy  to  fucccedc  the  Duke  of  Sauoy 
in  the  Netherlands  regiment.  King  FhiUif 
returned  then  home  into  Spainc^ii  bceing 
hislaft  departure  out  of  thofc  countries: 
whereon  (not  long  after)  enfued  the  fub- 
tile  bringing  of  the  Spamfh  Inquifition  in¬ 
to  the  Netherlands^  by  creation  of  new  Bi- 
fhops;  and  fuch  was  the  power  and  priui- 
lege  of  the  Inquifitors,  as  none  were  able 
to  withftand  them^in  confifeation  both  of 
their  body  and  goods  at  their  ownc  plea- 
furc. 

Now  3  albeit  the  tyranny  of  the  Dut- 
chefle  gouernment  in  the  Low-countries, 
was  more  then  the  people  could  well  en¬ 
dure,  yet  (to  put  a  fharpe  fnafflc  in  their 
mouths) K.  Phillip  remoued  his  Baflard  fi- 
ftcr  Margaret^  &  fent  Don  Ferdinando  Al- 
uares^  Duke  of  Alua^  who  quickly  brought 
the  Netherlands  into  a  mo  ft  pittifull  eftate: 
making  himfelfe  fure  of Gaunt^znA  Count 
Horne  and  count  Egmont  (abufiuely)made 
prifoners:  he  built  the  Caftle  of  Antwerp^ 
where  he  crafted  his  own  proud  ftatue,^ 
proceeded  to  apprehend  the  prince  of  O- 
fange  by  Gommiftion,  fetting  down  Arti¬ 
cles  by  the  Spanifh  Inquifition  ( which  were 
confirmed  by  the  king)'  to  ruinate  the  Ne^ 
therlandsiwpon  which  (bone  followed  the 
execution  of  the  fooncs  of  Baxemboarg  at 
Bruffels^  as  al(b  the  Earles  oiEi^Mt^nA 
Horne,  William  oiNajJau  prince  bf  Orangey 
was  made  goncrnov of HollandyZelanddC 
F'trecht  for  the  States,  &^pfoued  very  for^ 
tunatein  many  attempts  againft  the  D.  of 
AlUdy  which  made  him  labbur  his  repeale 
hpme  into  Sp'aineyVJith  PonFrederickebi^ 
(pnne.  Don  Lems de RequefenSy  thegreaf 
Commander  of was  fent  to  fpoyle 
the  dukes  place  in  the  Nether  lands  yf6v  the 
K.pf  SpainCyXo  whom  ^/;^^/former  beha- 
uior  ferued  for  an  example, in  his  procee¬ 
dings  and  notwithftanding,fiis  befieging 
of  Middlebourg  (near  hand  to  famKhinct) 
yet  was  his  fleet  defeated  before  his  faee> 
and  the  town  yielded  vp  by  Collonell Mon¬ 
dr  agony  to  the  Prince  of  Orange, PSitx.  ma¬ 
ny  dangerous  turmoilcs  on  both  fidcs,thc 
States  fent  to  require  fuccour  of Elix^abeth 
Q^of  Englandj  and  foonc-aftcr  dyed  Don 
Lewes  de  Reqnefens  at  Brujjels*^  in  whole 
roome  fiicceedcd  D  on  John  of  AuHria(^^» 
ftard  (bnneto  the  Emperour  Charles  the 
fift)as  gouernor  for  K*Philip  in  the  Nether- 
landsy  all  the  Prouinces  whereof  were,  vni- 
ted  at  the  pacification  of  5  whetcup- 


on,  the  Caftle  was  yeeldcd  to  the  States, 
and  al  the  Spaniards  departed  out  of  Ant¬ 
werp  caftle,  which  was  alfo  deliuered  into 
the  States  hands.I><:?/^7<?/^;^ being  rcceiued 
as  Gouernor, he  fought  occafions  hoW  to 
renew  warre  againft  the  prince  of  Orange^ 
and  diners  difeontentments  ,  as  alfo  trea¬ 
cherous  praftifes ,  being  noted  in  d.  Jjhny 
the  States  grew  iealoiis  of  him ,  he  was, 
proclaimed  the  Countries  enemy;  Then 
was  the  Arch-duke  Mathias  called  to  bee 
Gouernor ,  and  while  the  heart-burnings 
held  betweene  Don  lohn  and  the  States, 
the  Duke  of  Anioit ,  and  Duke  Cafimire  al¬ 
fo  were  required  to  fuccour  them ,  but  to 
little  effect ,  tor  Arthois  and  Wnault :  fell 
from  ihcNetherUnns  generall  vniony  and 
then  folowed  the  death  oiDon  John^of  the 
plague ,  in  the  Campc  neare  vnto  Ma- 


mure. 


Then  Alexander  Eamafey  D uke  of Par- 
mazndi  Placentia  y  baftard  Ncphw  to  the 
King  of  SpainCy  fucceeded  Don  Hhn  in  the 
Netherlands  gouernment :  Whereupon, a 
ft  rider  vnion  (then  before)  was  made  be¬ 
tweene  the' Prouinces  at  rtrecht.  The  D. 
of  Aniou  was  called  to  be  Protedor ,  and 
partly  Lord  of  the  Countries  in  the  Vni¬ 
on  ,  which  made  the  King  of  Spaine  pro- 
feribe  the  Prince  of  Orangey^nd  fet  his  life 
atfab  jiG  which  prolcription  the  Prince 
(rneuery  poynt)  made  his  iuft  anfwcrc. 
Then  wde  valiant  and  worthic  feruiccs 
performed  by  fir  lohn  Not r is  y  and  Cap 
taine(afterwards)fir^<3g^/'«^/7/jf4;w,f.  In  the 
yeare  foUbwing,  the  generall  Eftates  of 
the  Prouinces hauing  declared  Phillip  K. 
of  Spaihe.  fccond  of  that  name  ^  to  be  fal¬ 
len  from  the  Scigneury  of  the  fayd  Pro- 
uincesjin  regard  of  his  cx:raordin.iry  and 
too  violent  gouernment  jagainft  their  pri- 
uilcdgcs  and  freedoms  (folcmnely  fwornc 
by  himfelfe.)  In  way  of  right  and  Arincs, 
took  vpon  them  al  the  gouernment  of  the 
politike  Eftate,  &  of  the  religion  in  chofe 
Prouinces,  breaking  the  Kings  Scales^ab- 
foluing  the  fubieds  of  their  oath  to  him 
and  caufing  them  to  take  a  new  oath,  for 
preferuation  of  their  country,  and  obedi¬ 
ence  to  the  faid  States .  Vponabargaine 
made  by  the  K.  of  Spaine  y  to  kill  the  prince 
of  Orangey  the  faid  prince  was  (hot  by  one 
lohnliuvreguiyZ  bakerupt-merchants  fer- 
uant,who  was  inftatl>dlain,but  the  prince 
efcaped  that  attempt  with  life. Afterward 
he  was  traitcroufly  murdred  by  Balthazar 
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Gerard  a  (high  Beurgusgffw?f )  at  Delfi  in 
Holland  :  whereon.  Prince  Mattricel^t* 
ing  his  Sonne)  fucceeded  his  father  in  the 
goiiernmcnt.  Then  followed  the  liege  of 
AntuerfCi  in  which  time,  the  States  once 
more  5  re  commended  their  caufetothc 
Queene  of  England:  eyther  to  giue  her  the 
full  Soueraigntie  of  the  Netherlands ,  or 
elfe  to  fuccour  and  releeuc  them  with  her 
forces  jVpon  good  conditions  ojffercd.Her 
Maicfty  graunted  to  fend  them  afliftance, 
but  no  foucraignty  or  proteftion  of  them, 
would  Ibe  take  vpon  her:  whereupon, cer- 
taine  cautionaric  Townes  and  Skonces 
were  deliuered  vp  to  her ,  for  repayment 
offuch  fummes  of  monyjas  fhould  be  dit 
burfed  by  hitjand  Articles  of couenant  let 
downe  betweene  them.  k\fo^Robert  Lord 
Dudley^  Baron  of  Denbigh^  and  Earle  of 
heiccBer^  was  appointed  by  the  Q^pf  Eng- 
land^to  be  her  Gouernour  gcnerall ,  ouer 
the  Englilh  powers  in  the  Netherlands. 

In  the  time  of  the  carle  of  LeiceBers  go- 
ucnicmcnt  for  the  Queene,  were  fondric 
worthy  fcriiiccs  performd  by  the  Earle  of 
Ejjeoc^  fir  lohn  Norris^  the  Lord  Willoughby ^ 
fviPhillif  Sidney SxiwiUiamRuffell^^c.  be- 
fidcs  the  fubtile  pretences  of  fir  William 
Stanley^  RowlandYorkeyEattony  and  others, 
who  held  fairc  weather  with  the  Earle  of 
LeiceBery  and  had  the  gouernment 
phen  skonce,  and  the  ft rong  towne  of  De- 
uenterfto  the  great  diflike  of  thcStatcs)yct 
performed  no  fuch  matter ,  as  the  Earles 
hope  was  perfwaded  of  thcm;for, after  the 
death  of  that  matchlcs  noble  Gentleman 
fir  Philip  Sidney y  he  being  (hot  before  Zut- 
phen  fie  thcrof  dyingjthe  Earle  of  Leicefier 
(being  gone  for  England)hoth  Veuenter  & 
Zutphen  Skonce  were  deliuered  vptothc 
Spaniards,  by  bafe  corruption  of  money. 
And  (not  long  after)  the  Prince  of 
bclcagring  Scluicc'^h^  compofition  it  was 
alfo  yielded  vp,afcer  it  had  endured  17000 
cannon  (hot  &  more.  Befide,  vpbn  Ibme 
dilcontentment ,  betweene  the  Earle  of 
LeiceBery  and  the  States  5  the  Queene 
called  home  the  fayd  Earle  into  Englandy 
and  the  Lord  Willoughby xcvmmQAihw 
Gcnerall  of  the  EngliCh  forces .  The  fun- 
dry  worthy  feruiccs,both  by  him,  and  the 
Englilh  performed,  with  the  Spanifhvn- 
doubted  hopes  off;?^/W/Conqueft,  in 
the  drcadcfull  yeare ,  one  thoufand  fine 
hundred  cightic  and  eight ,  Prince  Man- 
rice  his  entrance  into  the  N ethcrlands  re¬ 


giment,  and  the  Dukes  of  ParmaesyNWes 
ixiFraunce>^  all  theft  do  I  paffe  ouer ,  re¬ 
ferring  fuch  as  defirc  farther  fatlsfadion 
therein ,  to  the  large  Hiftorie  of  the  Ne¬ 
therlands. 

The  Prince  of  Parma  dying  at  Karras 
(after  his  retreate  from  Rouen)  the  ftcond 
ofSeptembcr,one  thoufand  fine  hundred 
ninety  and  two:  Maurice  of  Najfau)ooxxxz 
Prince  of  Orangey  Marquclftof  LaVerey 
and  of Elufhingficc.  was  made  great  Cap- 
tainc  and  Admirall  gcnerall  of  the  vnited 
Prouinces  in  the  Low-countries ,  by  the 
:  9XiA  ErneBus  y  Archduke  of^«- 
Jlria ,  was  allb  made  Lieutenant  Gouer¬ 
nour,  and  Captainc  gcnerall  fox  PhiUip  of 
Spaine. 

Pxince  Maurice  prouing  very  fiicceflc- 
full  in  his  warrelike  attempts,  a  Rcncgatc 
or  Apoftate  Prieft  (in  the  habitc  of  Soul- 
diet)  was  corrupted  (by  the  Arch-dukc 
ErneBtis)  to  murthcr  the  Prince  Maurice 
at  Breda  and, vpon  his  ownc  confeflion 
thercofjhc  was  executed  at  the  Af¬ 

terward,  vpon  Prince  Maurice  his  valiant 
furprizall  of  Gronningy  ErneBus  had  dealt 
in  like  maner  with  a  Souldier ,  named  Pe¬ 
ter  de  Four  (  who  had  fometime  ferued  in 
the  companie  of  the  Guarde  to  Prince 
Maurice)  to  vndertake  the  murthcring  of 
him  at  HUo :  the  which  trealbn  being  con- 
fefied  by  the  man  himfelfe,  he  was  execu¬ 
ted  in  the  towne  ofBerghenvp-Z/OomiHexe 
might  bemuchfaid  of  thchonorablefer- 
\aices  of £ixF  ranees  f^ere  y  and  others,  but 
our  purpoftd  breuitie  i$  the  oncly  imbar- 
ment  5  and  the  Netherlands  Hiftorie  ( at 
large  )  may  thereof  difeharge  me .  The 
Arch-duke  Ernejlus  dyed  the  twenty  one 
day  of  February ,  one  thoufand  fiuc  hun- 
dred  ninety  and  fiucj  Mondragons  forces 
defeated  by  Prince  Miurice,  and  La  Motte 
flaine  before  the  Eftates  (vn- 

der  the  Icing  gladly  fought  peace 

with  the  vnited  Prouinces,  and  fent  Arti¬ 
cles  in  writing  to  Prince  MauriceSot  con- 
fideration  of  their  motion  i  This  was  not 
done ,  but  vpon  good  aduice  in  the  King 
o(  SpAJM,  perceiuing  the  Netherlands 
and  Prince  Mauricehis  great  fortunes  a- 
gainft  him ,  adding  euety  day,  (more  and 
more)  to  his  vtter  abolition  thence.  Here¬ 
upon,  the  Cardinall,brotherto 

deceafed  ErneHus,  and  Arch  •  duke  of  >«- 

,  was  lent  (by  the  King)  to  gouerne 
there  forhim }  many  Eafterlings  and  Ne- 
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thcrland  (hippes,  which  had  becnc  ftayed 
in  Spains  to  meccc  the  Indian  flcctc,  were 
fodaincly  rclcafed ;  and  Phillip  of  Naffau 
(who  is  now  Prince  of  Orange  and  Earle 
of  Bnreny  that  had  long  time  becne  reftrai- 
ned  of  his  liberty  in  Spaine)  for  the  better 
countenancing  of  ih*intendcd  biifincs,  he 
likewife  wasfent  along  with  the  Cardinall 
i  Albertus. 

The  Cardinall  being  made  Goiiernour 
for  the  King  of  Spaine  j  tookc  Callice  from 
the  FrenchKing ,  as  his  firft  peece  of  fer- 
uicc:  but  for  Ioffe  thereof,  herecoiiercd 
]La-fereftovf\  Spaniards.  Whereupon, 


the  Cardinall  befieged  HulBva  Flanders^ 
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which  yeclded  in  the  end  :  but  it  was  a 
dcarc  purchafe  to  the  Cardinall ,  for  this 
fiege ,  (  continuing  fomc  two  moncths  ) 
coft  him  the  lines  of  abouc  three-fcorc  va¬ 
liant  Captainesjbefides  other  Comman¬ 
ders,  Collonelsj'andmcnofmarkc,  and 
abouc  fine  thoufand  well  approoued  foul- 
diers,  ^  - 

Then  did  the  King  of  Spaine  difpenfc 
with  himfelfc  for  payment  of  his  debts^ 
which  made  many  Merchants  in  Spaine,!- 
taly,  Antvperpe ,  Amjlerdam,  and  Middle- 
hourg^  rotbccome  Bankerouts.  A  league 
was  made  betweenc  the  French  King,  the 
Queenc  of  England  and  the  ^States ,  a- 
gainft  the  Spaniards ;  and  then  did  Prince 
Mamce2p  to  Tnnrnhodt^ficxt^t  Earle 
of/^rf/'4xwasflainc  .  Amiens  ^Ifo  ms  fur- 
prized  by  the  Spaniards  ^  but  foonebcfic- 
ged  and  rccouercd  by;thc  iTcncb  King^ 
albeit  the  Cardinall  did  offer  fuccour  ^ 
which  prbued  in  vain,  t^rince  Hanrice  be- 
fieged,  and  tookc  the  Tovthc%  -of  Alpeny 
Meurs,Khinherg,  GroUt  Brefarty  Enfcheyde; 
Oldenz>eelyOtmarf9my  Goaty  and  Lingen\^ 
which  Icruiccs  be  performed  in  three  mo- 
neths .  Then  happened  another  treachc-f 
rousplot,  againftthc  life  of  Prince 
ricti  by  perfwafion  ofthc  leffiitcs  of  Da- 
and' vndertaken  by  Peter  Panne,  a 
Cowper  by  tradej;  but  being  then  a  Bro¬ 
ker  or  Bankcrout  Merchant,  who  hauing 
rccciued  the  Sacrament  to  pefformc  thc' 
deede,  cythcr  with  knife,  ponyard,  or  pi- 
ftoll ;  thc  Prouinciall  of  thc  Icfuites  made 
a  long  Sermon,  to  encourage  him  in  thc 
adion ,  and  afluring  him  of  Paradicc,  if  he 
performed  it,  vfed  thefe  words  to  him  be- 
ff  dc5 1  Goe  in  peace,  for  thou  fhaltgoe  like  an 
Angell,  intheguardeof  God .  But  the  man 
(being  terrified  in  confciencc)  difeouerd 


thc  whole  treafon ,  without  any  compul- 
fion ,  and  was  therefore  executed  at  Ley¬ 
den  in  Holland.  Thc  King  of  Spaine  grow¬ 
ing  weakc  and  fickely,  gauc  his  Daughter 
thc  Infanta,  named  ifabella  Clara  Eugenki 
in  marriage  to  thc  Arch  duke  and  C  ardi- 
nall  Alhertus,  with  tranfadion  of  thc  Ne¬ 
therlands  and  Bourgogne  :  whereupon  he 
left  his  Cardinallcs  habite,  and  went  to 
fetch  thz  Infanta.  Soone  after  dyed  the 
of  Spaine,  on  thc  thirteenth  day  of 
September, in  the  ycare  of  our  Lord  God 
13^8.  bceing  fcauenticone  ycarcsoldc, 
and  foure  moneths. 

The  Arch-duke  and  the  /-^;z^rfbcing 
come  into  the  Netherlands,*  had  their  in- 
ftallment  at  BrujfeUs,  Louaine,  Antwerpe, 
^c.  Thc  Emperour  lent  to  the  States, 
concerning  a  peace,  but  their  rcfolution 
hcldc  to  make  warre  in  Flaunders .  Then 
happened  the  fiege  and  memorable  bat- 
taile  of  Nieuport,  where  Prince  Maurice 
tooke  diuers  Fortes  from  the  Spaniards, 
and  ouerthrew  thc  Arch-dukes  Armic,he 
becing  there  in  perfon  :  but  gladly  fled  a- 
way, leaning  his  Armes,  Horfle  of  Com- 
bate,all  his  Houfhold, Artillery,  and  bag¬ 
gage  bchindc  him,  and  loft  fixe  thoufand 
men  ,  befides  eight  hundred  taken  prifo- 
ners,  among  whom  was  Don  Francefco  de 
Mendox^a^AdimraW  of  Arragon,Mzrqi\cffc 
of Guadalelie,^ and  Lieutenant  gencrall  of 
the  Arch-dukes  Army,  who  was  ledde  to 
OoHend ;  Don  Baptifl a  del^illa  noua ,  led  to 
Horne  in  Holimd  5  Don  Alons:>o  RicqueU,  to 
Delft-fion  Gdnz»alo  Hern  Andes  deSpinola,xo 
ytrecht^  Don  Pedro  de  Montenegro,  to  the 
Hague  ^  Don  Pedro  de  yalafeo ,  10  BergheW, 
with  Don  Francifeo  de  Tarres^  and  Don 
Antonio  de  Mendoz,^^  and  Don  Pedro  de 
Leitfna ,  to  Enchuifen  :  befides  thc  Arch- 
dukcsXhrce  Pages,  Count  Carlo Reu^  Don 
Diego  doGuz^man,  and  Mortier :  Don  Pe¬ 
dro  deMfnte-mior^\%  chiefe  Taftcr ;  alfd 
bis  Phiiition,  Barber,  Harbinger;,  Rider 
Gook, Porter jGrooms  of  his  Chamber, 
moft  of  ithc  Archers  ,  Halberdiers  of  his 
Guarde,and(in  a  mancr)  all  bis  houfljold; 
with  three  Priefls  or  Monkes;  forty  Aun- 
cients,  and  thirty  feauen  Pentioners, rear¬ 
med  (by  them)  Ancients  and  Sergeants 
reformed.  Hce  loft  alfo  fixe  pecces  of 
Ordinance,  one  hundred  thirty  and  fixe 
Enfignes  offootc  takenjand  fine  Cornets 
ofhorfle,  comprehending  thc  Mutiners 
Standard,  and  thc  rccoucrd  loft  Colours. 
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Moreouecjon  the  Archdukes  fide  were 
flainc,thcEarleofiS’4;^w^5  the  Earle  of 
La  F^r^>thc  Senefhall  of  MontelimAr^  the 
Baron  of  PimereuS^  chAjfy  Ottingny^  fon 
to  the  Prefident  Rkhadot*^  Don  GAfpAr  de 
SapenAj  Goloncll,  whodicdiat  Oaftend, 
Don  Diego  de  Torres^  Don  GAjpar  de  Loyd- 
^^OjD  on  Gonz>alo  d*EfpimlA^  Don  loan  de 
Pardo y  Don  Garcia  de  T oledo^  Don  Lopode 
Capeta^  Don  Aloux^o  Carcamo^  Don  Louis 
Paccar  do  ^SebaHianVelafc»^  SebaHian  Dote- 
loa^ChrtliionalL Verdugues^  Mattheo  £Ot- 
teuilkyloannettin  de  cafanueua^  the{Pay- 
mafter  Alines many  other  neuer  kno- 
vven. 

Prince  and  the  States",  at  the 

firft  encounter  in  the  morning,  and  laflly 
in  the  battel, loft  about  2ooo.mcn,among 
whom  were  Bernard^  Couteler^  &  Hamel- 
/^;^jCaptaines  of  Korfe,andfomc  tweniie 
Gaptainesoffootjbutno  man  of  marke 
or  fpcciall  note.  In  this  brauc  exployte  at 
Nieuporty  the  vertue  and  valor  of  Sir  F ran¬ 
ees  Vere  Generali)  and  Sir  HoratioVere\i\% 
Brother)  Golonell  ^  will  for  euer  bee  re- 
membred. 

The  occurrences  in  the  following  years 
asthebefiedgingof  Oaftend,  the  enter- 
prize  on  Pl^ignCy  the  praiftifc  to  facke 
Antwerpe  againc,  Graue  yeelded  vp  vnto 
Prince  Maurice'^  alfb  his  honorable  offers 
tothctowncoti’/z^/V^)  and  it  being  ycel- 
ded  tohirti  vpon  compofition,cuen  in  the 
view  of  the  Archdukes  army:  they  require 
a  Jarger  field  of  difcourfc,itheby  this  bre- 
uity  can  be  admitted.  Proceed  we  then  to 
fpeakcof  the  long  continued  fiedge  at 
Oaftend,  which  lafting  three  whol  years 
and  eieuen  weekes,  was  at  laft  compoun¬ 
ded  withall,  and  on  the  twentic  two  day 
of  Scptcmber)i6o4.yceldcd  to  the  Archt 
duke. 

What  numbers  were  flain  in  thislong 
continued  fiege  of  Oaft-end)  can  hardly 
be  gathered)  albeit,  a  note  was  found  in  a 
Gommiflarics  Pocket  (who  had  bin  flain 
the  feuenth  of  Auguftji  ^04.  before  Oajl- 
end)  y/vhcxcinvfcxc  diners  good  obferua- 
tions  j'efpccially  concerning  the  Arch- 
bukes  Campe,  andalfo  what  number 


(of each  degree^  dyed  and  were  flaine 
therein)  during  this  fiedge,  vntill  the  ycil- 
ding  Vp  thereof,  viz)  Mafters  of  the  camp 
feuen  j Goloncls  fifteencj  ScrgcapcMa- 
iors  twenty  nine,  Gaptaincs  565.  Lieute¬ 
nants  iii^.Enfigns  322.Sergeantsipii. 
Corporals  1 1 66.  Lanfpizadoes  600.  Sol- 
diers354563.  Mariners  dii.  women  and 
Children,  ii^.  all  amounting  to  72124, 
perfons. 

To  continue  the  memory  of  thislong 
fiedge,  as  alfb  the  winning  of Slutce*^coun- 
tcrs(of  Sillier  and  Copper)  were  made  in 
the  vnited  Prouinces,  bearing(on  the  one 
fide)  the  figure  of  OaHendy  and  on  the  o- 
thcrjthe  H  o^ns  of Rhinberke^  Graue  ^Sluice 
Ardenbourg^  with  the  Forts  of  Ifendyke  & 
Cadfanty  with’  this  inicription  round  a- 
bout  5  PliistriennioobfeJfajooHiruderaJPa- 
tri&cjuatuor  exnk  njrbes  dedi.  Oaliendbe- 
ingmore  then  three  years  bejiedgedygaue  the 
enemyanheapeofftonesy  and  to  her  Natiue 
Countrey foureTownes .  Another  Coun¬ 
ter,  concerning  Sluice^  bad  thefc  wdrdes 
on  the  one  fide,  Traxity  dupcity  dedity  An¬ 
no  1604.  And  with  the  Armes  of  Zdand 
on  the  other  fide,  were  thefe  words  :  Bea¬ 
rn  populus  cuias  adiutor  Detts,  For  the  fol¬ 
lowing  yeares,  from  1604. to  i6o8.Ifind 
no  cfpeciall  or  memorable  accidents  jbut 
an  enterprize  by  Prince  Maurice ^  on  the 
xinexoi Sfheld  znA  Antwerp ^  with  the  ta¬ 
king  oftheCaftlc  of  nccrc  vnto 

BerghenVptAome^y  Spinolas  taking  of  ling- 
hen  attempt  onBerghen  icGroUy 
tsken  by  coniipofition,&c.  For  a  treaty  of 
peace  happening  betwccnc  England  and 
Spaiinc*  thejike  alfo  chanced  to  be  talked 
on  concerning  thc  Netherlands,  and  ma¬ 
ny  othcrmectings  were  made  tabring  it 
tocffeia. .  At  length  it  was  brought  to 
paflcjby  the  labour  and  cndcuor  of  a  Fri¬ 
ar  (as  it  was  reported)  who  made  manie 
,  errands  between  Spaioc  and  the  Nether¬ 
lands,  vntill  it  was  accompliflied.  Since 
when,  nothing  hath  hapned  of  any  confe- 
qucncc,  but  the  taking  of  the  Towncof 
Guhehe  in  Germany ,  where  the  Prince 
Maurice  didbitxsiMC  himfclfevcry  hono¬ 
rably,  , ^ 
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CHAP.  I. 


Containing^  abreefe  difeourfe  of  the  Origi- 
mil  of  the  Venetians*^  the  foundation  of 
'  Venice  ^  and  how  it  hath  heene  gouerned^ 
fromthe yeare.of  our  Lor d^  42 to  this 
infiant. 


Iftoriographcrs  who 
hauc  written  of  the 
Venetians^  doe  not  a- 
gree  together  in 
their  true  Originall. 
For  fome  doc  write, 

^  _ _  _  that  they  arc  defeen- 

ded  otiht  Venetian  Gaules  y  inhabiting  a- 
Tong  the  Oce an  fea  in  little  Britaigne  j  calr 
led  Armorica ,  whereof  one  of  the  princi¬ 
pal!  Citiics  (beeing  a  ByChops  See)  was  ‘ 
called  Vennes.  Others,  and  (among  theiri^ 
Titus  Lium  yhoxn  in  Padua,gLSi\xQ$  vs,that 
they  came  forth  oiPafhlagonky .  and  that 
their  Captainc  (being  flaync  at 
Troy  the  great)they  went  with  Antemrva- 
to  Italy.  Others  write,  that  this  Nation^ 
hauing  beenc  neighbours  to  the  Cappado^ 
ciansymd  venturing  fight  with  the  Cimme* 
rians ythey  hazarded  farre  further  vppon 
the  Adriaticke  Sea  in  their  Fortune .  The 
moft  common  opinion, is  of  them,  who 
fay,  that  the  Hinitians  or  Henetes  came 
with  Antenor *y^oi^  in  fometime  after  (by 
changing  of  a  Letter )  were  called  Veniti- 
ans  ^or  Venetes, 

Firft  of  all, they  expelled  the  Euganeans 


who  inhabited  this  country  ,  between  the 
Adriaticke the  Alpes y  zi\d  builded 
the  Citty  of  Afterward, by  fucceffe 

of  time,they  increafed  in  fuch  fbrtjas  they 
would  not  be  fatisfied  to  be  Maftcrs(one- 
ly)  of  that  which  had  appertained  to  the 
Euganeans  (confifting  of  thirty  foure  fayre 
Citties  and  Townes  *, )  but  intruded  far- 
thcr^  to  feize  on  Brefano  and  Forli,  Some 
report  this  Countrey  to  be  bounded  with 
the  Riuers  of Pauy  and  that  of  Addcy  as  al- 
fo  the  Lake  oiGuard,  anciently  called  the 
Benacke,  the  ^i^^j,and  the  Adriaticke  fea. 

And  fo  the  ancient  Venitiansm  this  ma- 
ncr,  extended  their  Dominion,  both  in 
longitude  and  latitude,  in  the  moftplea- 
(ant  Countrey  oi Italy :  but  the  (eating  of 
the  places  did  daily  beget  the  elder  cftacc 
of  the  Venitians  hatred  •  For  on  the  one 
fide,  the  ordinary  robberies  of  the  Libur- 
mans,  and  on  the  other  fide,  the  frequent 
andfrightfull  courfes  of  the  Barbarians, 
did  hinder  them  from  any  long  time  of 
continuing  in  quiet .  For,  without  thefe 
impeachments,  this  Nation  had  bin  moft 
fortunate,  in  conquering  (by  the  right  of 
Warre)oncofthe  moft  goodly  &beauti- 
full  regions  in  all  Italy. 

Now  oucr  &  befidc,  that  on  the  foi^th- 
fide,  it  is  enuironed  with  a  moft  calmc 
circuite  of  the  lea,  and  in  regard  thereof, 
is  the  moft  capable  of  recciuing  al  ftrange 
Merchandizes ;  fo  it  is  Iikcwifc  W  atcred 
with  very  dcleftable  riuers, wherby  what- 
foeiiercommeth  from  the  Sea,  iseafilic 
tranfported  to  the  very  Naucl  of  the  Pro- 
uince.  Itaboundeth  in  Poolcs,  Ponds, 
Forrefts,  and  vndcr-woods,  &  the  whole 
Land  is  choifely  fertile  in  Cornc,  Wine, 
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Oyle^andallkindcsoffruites.  It  is  alfo 
plentifully  ftored  with  Countrey  ho  ufes, 
Townes_,  Citcies,  and  Villages,  Caftles, 
Fortes,  and  fuch  like,  verie  commenda¬ 
ble  for  thefeituation  &  enclofurcof  their 
Wallcs. 

Thefcncwinhabitafrvts',  when  their 
wcakeeftate  beganneto  grow  in  fayter 
forme  ;they  were  fiidoiri  exempted  from 
the  Warres  and  incurfion^  of  ftrangers. 
For,  after  many  bolde  infolencics  of  the 
Barbarians, with  continued  Warres  a« 
gainft  each  other,  eucn  from  their  verie 
beginning,  vntill  the  time  of  AttiU :  they 
were  yet  much  more  dreadfully  encum- 
bredsWith  the  furious  aflfault  ofthe  Goths y 
a  Teojpeft  farre  exceeding  in  turbulency, 
all  other  former  difafters  happening  vnto 
them  whatfoeuer .  For firft^  the  Humes 
(a  people  of  Scythia^  dwelling  neere  to  the 
Kiphean  Mountaines) conduced  by  Atti- 
la,  the  Sonne  of  Mandlucke  ^  difperfed 
themfclucs  ouer  Italy y  and  making  horri¬ 
ble  fpoile  wherefocucr  they  went,  fell  in¬ 
to  the  Prouince  belonging  to  the  Vemil- 
ans.  After  a  long  hedge,  they  tooke  the 
Citty  of  Aquilea,  and  Ipoyled  and  burnt 
it  wholly .  In  like  manner  did  they  al¬ 
fo  ruinate  the  two  Cicties  of  Concordia 
and  Altina^md  almoft  all  the  Venitian  re¬ 
gion- 

At  thefcarefullnewcsofthis  Warre, 
the  Fenitians  were  more  amazed  then  a- 
ny  other,  and  fo  much  the  rather ,becaufc 
they  had  beene  formerly  inured,  to  fii- 
ftaine  their  cheefeft  mifhappes  amongefl 
the  Barbarians .  Whereupon  it  is  faid, 
that  (euen  then)  a  great  number  of  per-. 
Tons  withdrew  themfeiues  from  the  firme 
Land,  to  the  Ifles  where  Femce  at  this  in- 
ftant  is  builded :  hailing  thither  from  all 
other  parts,  eipccially  vppon  thearriuall 
of  this  criiell  enemy  Attila, 

Some  (of  the  better  fort  of Padua)?ix&. 
beganne  the  rerreate,  and  being  come  to 
the  entrance  oriffueof  the  Riucr,  which 
was  then  very  deepc  (whence  the  name 
of  Rialto  hath  remaind  to  the  fame  place, 
as  deriiicd  of  the  word  Rmealto)t\\Qy  there 
laide  the  firft  foundation  of  the  Cittieof 


Venice. 

The  meaner  people  oiPadm^cn^oxetii 
by  thefelfe-famefcare*,  fled  thence,  and 
beganne  to  people  ^themfeiues  in  Chiog- 
giayMaUmocco^  and  AlbioU.Som  of  them 
oiAquileia  (at  the  fame  time)  betooke 


themfeiues  to  the  Marfhes  or  Fennes  of 
and,vpon  the  frcfli  rcturne  of  At- 
the  people  ran  (in  mighty  affluence) 
along  the  Coaftes  to  the  Neighbouring 
Hies  •  They  of  Aymleia  beftowedthem- 
fclues  in  Gradd,  a  place  neereft  vnto  firme 
land,  yet  engirt  with  Waters,  They  that 
fledde  from  Concordia y  made  vfc  of Coarli 
and  the  AttinoiSy  fixe  little  Iflands  ncerc 
to  one  another,'  which  they  gaue  names 
vnto,  acording  to  thensfocs  of  the  gates 
oftheir  former  loft  and  ruined  Citties:  to 
VjiiyTorcelioy  Maiorboy  PurianOy Mariano y 
Amianay^nA  Gonfianttaco. 

Thefc  feuerall  pi  aces, where  at  this  pre- 
fent  the  Citty  off^e’/^/V^’isfeated,  were  (in 
elder  times  )  very  ftraight  or  narrowc  I» 
flands,  and  nccrc  vnto  each  otherifauing 
onely  that  they  were  feparated  by  the 
pleafing  courfo  of  Riuers ,  which  ranne 
into,  and  returned  againe  from  the  Sea, 
according  to  the  changes  of  his  fluxe  and 
refl  jxe.  Nor  in  thefeftraights  were  then 
any  dwellings  to  becdifccrncd,  but  one¬ 
ly  of  Sea-Fowles,  that  flew  thither  from 
the  Seas ,  to  difport  themfeiues  vppon 
the  Sunny  bankes  5  and  Fifhcr-mcn  likc- 
wife,  would  fomeiimcs  there  put  in  for 
harbour. 

The  Paduans,  that  tooke  vpthc/^‘4&^, 
were  the  firft  that  beganne  to  builde,  and 
it  was  in  the  very  fame  place,  where  the 
firft  foundation  of  the  Citty  was  layde* 
Namely,  the  fiue  and  twentieth  day  of 
March,in  the  yearc  of our  Lord, 42  i.and 
fecondyearc  ofthe  rcigneof  Pharamond, 
firft  King  of  the  Gaules  or  French-menjin 
the  time  alfo  of  Pope  Boniface  the  firft, 
and  of  Honor ius.  Where- 

byitplainlyappcarcth,  thatatonc  and 
the  (elfe-fame  time,began  both  the  king- 
dome  o( France  ^nA  the  Commonwealth 
oi Venice.  And  that  both  the  one  and  the 
other  hauc  continued  to  this  prefent,  for 
tweluc  hundred  yearcs,vcry  little,  either 
moreorleflTc.’- 

ThisCittyfo  newly  begun,  cncrcafed 
dayly  both  in  people  and  buildings.  But 
fee  what  happened  vppon  a  (bdaine  a 
Grceke  Carpenters  houfe  (or  rather  h^c 
was  one  ofthe  Shipwrights,  named  En- 
tmoptts)h\\m^  on  fircj  confumed  in  a  mo¬ 
ment  (with  a  violent  &  continuall  embra- 
cing)24.fairc  new  built  houfes.  Which 
whenthefe  new  come  inhabitants  percci- 

ued,&:  fearing  that  heauen  was  offended 
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with  this  their  manner  of  beginning,  for¬ 
getting  God,  and  feruing  their owne  ap¬ 
petites.  They  fell  all  to  prayer,  and  made 
afolemnc  voWjto  build  a  Church  in  the 
honour  of  God, and  in  memory  of  the  A- 
poftle  S^AnilAmes ;  at  which  veric  inftant 
time,  a  mighty  temped  of  rain  (as  fodain- 
ly  fell)  whereby  the  reft  of  the  new  begun 
City  was  happily  preferued. 

That  Church  is  yet  at  this  day  plaincly 
to  be  difeerned ,  with  the  marked  and  ap¬ 
pearances  of  great  antiquity  ,  cuenin  the 
very  midft  of  the  Rklto :  And  it  was  then 
confccrated  by  fourc  Byfhops,  to  wit^;  Se- 
ueriahui  by  (hop  oiPadua*^  Ambrofe^  By- 
fhop  o( Altim  •^locundu^ ,  byfhop  oiTre- 
uifa  and  Epodim^  byfhop  of  F^dera^Oy  and  a 
Prieft  Was  there  appointed,  to  performe 
diuine  Seruice. 

The  firft  foundations  of  this  Famous 
Noble  &  rich  Citty,  wcrc  men  ofhonefl  reputc.Noble, 
;  and  rich.  For  the  ancient  Venitiam^'SiX.  the 
chaunge  of their  abiding,  brought  with 
them  thither  their  wiues  and  childre,wiih 
the  very  wealthieft  moucables  which  they 
had,  and  fo  (at  ley  fur  e)  withdrew  them- 
felucs,  to  places  of  a  more  fectire  dwel¬ 
ling.  But  being  impeached  (by  incurfiohs 
of  the  Hmnes)xo  Till  the  groundes^  vppt) 
the  fea  Coafts  jfuch  as  had  any  meanes  be 
apt  commodity,:  gaue  themfelues  to  figh¬ 
ting,  and  to  make  fait,  or  to  tranfport  the 
goods  of  their  ncighboEs‘;cfteeming  the 
benefit  thereby  gotten,tbbe  no  more  dif^ 
boneft  or  vnbeficcing,  then  to  plough  and 
husband  the  grounds  of  others. 

.  As  for  the  wealthier  fcrx,tbey  addicted 
themfelues  to  tralfick  Merchandizes  with 
ftrangersvaiiidrhy  their  frequent  aduentu- 
ring  intordiirCrs  Countries,  fome  of  them 
being  ycry  skilfull  Miners,  and  well  expe¬ 
rienced  in  thetriallof  fcucrall  Oares  oc 
Mettals  hidden  in  thej  ground,  which  by 
induftry  and  endeuour  rficy  found  in  the 
earth, became finetso^yryers  of  tbofe 
Mcttalsjandexrraded  (From  the  grofler 
fiibftanccs)  the  purer  perfedions  of  Gold 
and  Sillier,  whereby,  in  theyr  owne  Lan- 
giut.  Cjthdy  were  termed  OHJiciy^emtA  of 
the  Latine  word  Aurifeic^GolA-imthts^ 
or  Hammermen,  that  (of  thofe  refined 
’Mertals)  could  frame  Pots, Rings, 

Balons,Ewres5or  any  other  needful  mat- 
rerwhatfocuer ,  both  for  the  feruice  of 
God  in  Churches  and  Temples,  and  for 
die  royalty  of  Emperors,  Kings,  &  Prin* 


ces.So  that,  by  the  confent  of  diners  good 
Authors,  as  Liuie,  rlorm^  Capdorm^  j'ro- 
gu4  Pompeiu^y^nA  others,  the  firft  Gold- 
fmiths,  workers  in  Gold  and  Silurr,  and 
framers  of  thole  excellent  mctcalles  into 
fuch  orderly  meanes  for  vie  (within  the 
poLitsoi Europe)  lined  rnFmce,  whereas 
yet  (to  this  day)  do  fcmaine  the  very  beft 
ingenious,  and  perfect  workmen  for  fucli 
matters  (accordingto  the  iudgementof 
many)  that  are  to  be  found  in  any  part  of 
the  world.  Concerning:  fuch  as  remained 
more  ordinarily  at  home,  for  care  &fafe* 
ty  of  die  Citty ;  they  applyed  their  (pirits, 
to  dciiifc  good  hwes  and  cuftoms  for  gc- 
netall  benefit.  During  which  time,  fuch 
was  their  due  rcPpcift  of  iufticc,  &  lb  pre- 
eife  care  of  equity  and  right  to  all  men^  as 
among  fo  great  a  number  of  peoplCjthere 
conldnotbee  any  diforderly  differences 
noted. 

Catholike  religion  they  fo  fingularly 
commended,  and  the  dayly  prefence  of 
fomereucrend  Prelates,  who  had  faued 
thcmfiilues  with  their  Compatriots ;  that 
it  augmented  (among  them)  a  common 
affedion  to  piety.  And  their  affiftance  ap¬ 
peared  verierequifite,  noronely  for  the 
miniftry  of  holye  Offices  5  but  alfo  for  re¬ 
tention  of  the  inhabitants  of  this  new  Ci¬ 
ty, in  ancient  piety  and  religion.  Fearing 
leaft  they  might  be  infeded  with  the  poi- 
fon  of  Arrian  hcrefie^becaufe  nothing  els 
made  more  fpoile  and  hauock  through  all 
the  Prouince,  except  the  weapons  of  the 
GothesmA ^HMnes,  i i ^ 

,  Such  was  the  beginning  of the  City  of 
VenkeimA  in  fuch  manner  ofliuing,  and 
in  fuch  exerciles  fhec  fpent  her  firft  ihfan- 
cyi  till(by  her  vertues)'j[hce  attained  vnto 
greater  groweth,  and  grounded'hcr  fclfc 
in  hct-inftantftate  and  condition.  Ithath 
conftantly  bene  held^  that' this  Gommon- 
wcalth^(euermore^ retained  that  forme  of 
goucrnnrfenr,  which  is  terme d  AriUocm- 
that  is,  that  themoft  noble  and  wor- 
thieft  Citizens  fliouldguide  and  gouern. 
For,  although  it  be  faicle,that  it  hath  bene 
goiicrned  firft  by  Confuls ,  then  by  Tri¬ 
bunes,  ^dlaftly  by  Dukes,  and  Maifters 
of  warlike  power :  yet  notwithftanding,aIl 
thefc  dignities,  being  but  cicdiue,  and 
not  hereditary,  the  eledion  fhould  ( in 
right)  appertain  to  the  moft  Noble Iflan- 
dcrs,and  Gentlemehdfnamc,  by  whofc 
aduieexhe  Common-wealth  ought  to  be 
.  .  mana- 
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8  Eooke 


The  gouernc- 
ment  of  Con- 
fuls,  and  who 
were  the  firft 
in  Venice. 


The  creation 
of  Tribunes, 
and  what  they 
were. 


managedjcucn  as  it  hath  bin, and  ftil  con- 
tiniieth  tothisday. 

Confuls,  to  the  number  ofthrec^wcrc 
chofen  for  two  ye  arcs, and  albeit  that  this 
kindc  of  Gouernment  lafted  for  about  the 
fpacc  ofthreefcorcycares,iyct  wee  finde 
onelybut  three  confecutiue  or  fucceed- 
ingcleftionsofthcm.  The  firft  Confuls^ 
were  Albertus  Phalarius ,  Thomas  Camiia- 
Dado.  Thefc  men  firft  go- 
uerned  the  Citty  in  her  Nonage,  &  fome 
are  of  the  minde,  that  they  were  the  firft 
Authors  of  the  Paduans  flight,  and  their 
retirement  to  the  Lakifh  or  Marifli  Ifles,  * 
as  alfo  of  their  firft  building  there  •  The 
fecond  Confuls,  were  Lucianus  GraulnSy 
Maximus^  or  Marinus  Luem.^  and  Hugo 
FufcHS,  The  third ,  were  Marcus  A ureliusy 
Andreas  Claudius^  and  Albinas  Maursis . 
The  names  of  fuch  as  were  elcfted  after 
thefc,  are  not  to  bee  found  in  anic  Hifto- 
ties. 

After,  that  the  Ifles  (shorn  the  RiaUo 
were  filled  with  inhabitants :  in  fteddc  of 
Confuls,  Tribunes  were  created,  and  for 
their  creation,  the  matter  was  firft  deba¬ 
ted  priuately  by  few  people,  afterward,  it 
was  ordained  and  refolued  in  open  afi 
fembly  of  the  Iflanders :  that  in  each  Iflc 
there  (hould  be  a  Tribune,and  hec  (bould 
bee  a  yearly  Magiftratc ,  to  render  lufticc 
to  the  Cittizens,  and  with  fcucrityjto  pu- 
nifh  their  offencesV  Buttberemaynder 
which  concerned  the  generalitie  of  the 
Common-weale :  was  referred  to  the  ge¬ 
neral!  aflcmbly  of  the  Iflanders,  to  bee  by 
them  determined .  Afterward,  there  was 
but  oncTribunc  created  for  gouernment 
of  the  Ifles  ,  which  continued  for  (bme 
yeatesi  Finally^^thcy  concluded  to  cre¬ 
ate  ten,  wherunto  were  added  two  more, 
who  fhpuld  dwell  in  Heraclea*^  Sithis  Tri- 
bunaty  dignity  held  place  for  more  then 
two  hundred  yeares.  Heercistp  bee  no¬ 
ted,  that  the  Tribunes  of  the  Iflcsiabufing 
their  authorities, did  fo  trouble  the  State 
with  ciuill  diflentiohsyas  it  plainly  appea¬ 
red,  that  the  maine  body  of  theCittie 
would  be  diflblued ,  without  fome  good 
anefimmediate  remedy.  Which  gaue  oc- 
cafionjthat  (tohearc  the  complaints  of 
euery  one)  a  general  alTembly  of  the  Ifles 
was  pqblifliedjand  their  meeting  to  be  in 
Heraclm^  ( 

In  this  aflcmbly,  <J))riHofhero  byfliop 
oi  Grada  was  Prefidentf,  accompanyed 


with  a  great  number  of  the  Clcargic,  and 
after diuineftruicc  was  performed,  the 
fitft  propofition  which  he  madc^was,that 
(for  good  of  the  Common-wealth,  each 
man  might  complainc  of  the  future  Tri* 
bunc,which  being  done, and  the  offences 
no  longer  to  be  cndured,for  publike  bene¬ 
fit  of the  ftate  in  gencrall ,  refolution  was 
fetdowne,  to  make  eledionofa  Duke, 
who  fhould  reprefent  all  honor  and  Ma- 
iefty  in  the  State  or  Seigneury,&  he  (hold 
hauc  power  to  affemble  the  general  coun 
fell,  when  queftions  were  to  be  made,  of 
any  important  matter  concerning  the 
Commonwealth.  He  Ihould  hauc  power 
allb,toelcd  ycarcly  Tribunes  or  Magi- 
ftrates  in  euery  Iflc,and  their  appellations 
to  bee  brought  before  him.  Moreouer,  if 
any  fhould  obtainc  any  dignity,  Prelacic, 
or  Benefice,  by  fuffrages  of  the  Clergy  or 
people :  that  he  fhould  not  enioy  it,or  be 
poflefTed  therof,  without  the  good  liking 
and  confent  of the  Dukc,whofe  power  al¬ 
fo  ended  with  his  life. 

This  being  thus  concluded,  in  the  year 
69^0  PauUucio  was  created  the  firft  Dukcj 
and  fo  hath  that  Ducall  dignity  continu¬ 
ed  euer  fince.  Saue  onely  that  in  the  yeare 
737,aftef  the  death  of  the  third  Duke  Or- 
fo^  it  was  determined,  that  no  duke  fhold 
be  eleded ,  for  fix  yeares ,  but  that  a  Ma^ 
fler  of  the  armed  troopcs  or  Souldiours 
fhould  be  eftablifhed,  and  his  Authoritic 
to  be  annual^which  lafted  no  longer  then 
fiuc  yeares.  For  in  the  year ,742. they  pro¬ 
ceeded  againe  to  a  Dukes  election  9  and 
fince  that  time,  the  Common-wealth  of 
Venice  hath  cuer  more  had  Dukes  &  Prin¬ 
ces  of  the  Seigneury  ;by  whofe  wifedome 
(and  his  counfell  aflifting)  it  hath  bin  pre- 
ferued  in  an  euer  flourifhing  cftace ,  euen 
to  this  inftant  yeare, 
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A  [hort  Summary  y  of  the  Hues  of  the  Dukes 
.  and  Princes  f  Venice ;  And  a  breuiate  al^ 
Jo  of  the  moH  remar  keabl^  aHionSy  in  the 
^  times  of  their  Gouernment.  % 


Who  was  the 
hrft  Duke  os 
Venice. 


'^Auluccio AnnafeHo^  was  firftDukc  of 
■  thcpeople,chofcnin//rr4r/c4,Hetook 

his 


Chap 
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The  Dukes  of  Venice. 


hhOnh  hcfptiiChyil^oj^herOi  Patriarkcbf 
Grada^to  go.u^i:nc  according  to  the  lawcs^ 
§c  ;9  regard  nothing  more  then  the  weak 
p^blikc.  He  p^^:ificd  the  dififcrcncc  which 
Luitprandykit^g  bCihe  Lombards  had  with 

made  friqndfiiip  with  them 
both ;  as  wellby  his  authority  ,  as  by  arms. 
He  brought  the  rebellious  ^W/<?/4wvn. 
der  obedience ,  cncrcafedtheX3itticscur . 
ftqmcs  andrctiencwsj  anddye^j  hauing 
h^Cftc;Dukc  twenty  ycares,  fixe  itioncths, 
an4  eight  dayes^'  ■  I 

^  2  Marceffa-Tigaliamyofthc^^^^ 
ofjffraclea^  W^s  eIc(Si:edhisfuccc(rour,by 
corUipbn  yoyce  of  theipeoplc.He  was  deif  | 
UQute,mpdc(t  arid  affable^but  much  IclTc  ■ 
diligent  in  gouerning,  thqn  his  prcdccefr  | 
(bur.  The  Patriarehat  of  Grj^4  was  trans¬ 
ferred  inrp  by-zW/T 

prmd  y  and  there  h^c  had  great  warreSja^ 
bout  the  diflentions  of  the  BilhppSjwhcr^ 
into  he  would  pot  ihtcrppljcMoTclfc  ^  but  J 
dyed^hauingbeenc  Duke  nitte  Jcarcs,and  ‘ 
tweptyone  dayes^j^;  | 

}  OrfopipMOxZnohXcmitiO^ 
wqnne  himfelfe  great  reputation, by  his  i 
famous  deedes.  fado  the  Bxarcho  had  rc- 
courfe  to  him ,  the  Gracia^  Armic  bceing 
broken^and  fiegc  layd  to  Rauema  by  Luk- 
prand .  He  rc-gaiped  to^;5r»^;madc  the  ^ 
Kings  nephew  his  prifoner,flcw  the  duke ' 
of  FifejfX>ay  and  rcfcated  the  Exarcho  in  his  i 
due  rights  •  Hec  brideled  the  Aqdleians', 
who,  troubled  the  publike  peace^  and  put 
corage  into  the  foulcs  of thq  yonger  forti 
He  was  flaine^by  reafon  of  the  dilTcntions 
oUefoloy  the  elcaucnth  ycare^and  fife  raO- 
neth  of  his  Principality. 

4  Theodato  Hipato ,  fonpe  of  Orfo^w^s 
proclaimed  Duke  5.ycarcS  after  the  death 
of  his  father:  during  which  timc,thepeo- 
ple  were  gouerned  by  a.Marfliall  or  Mai* 
fter  of  the  Souldjcrs :  and  forfaking  Herd- 
cledy  he  brought  the  St2tci6J^alamocco, 
There  he  was  the  firft  created,  and  limited 
his  Confines  with  Aftolpho  King  of  the 
Lombards .  He  was  alfo  flaync  by  Galla  a 
CSxixzcx^ol  Malamocco  y  in  the  thirteenth 
ycarc  of  his  Principalitie. 

5  Galla  de  Malmoccoy  a  wicked  and 

feditibus  man ,  yet  (hewing  himfelfe  as 
Proteftor  of  publique  peace,  was  efta- 
bJifhed  in  the  place  of  But  his 

wickednefle  being  knownc ,  and  that  (be¬ 
ing  but  afubic£f )  be  would  needs  make 
himfelfe  abfolute  Lord ,  hauing  before 


flaync  his  chiefe  Maifter  Theodato  :  the 
people  plucked  out  bis  eyes  ,  and  tookc 
from  him  the  Dignities  which  hec  had  ia 
yearcvfurpcd.  i. 

6  Dommico  MonegArio  ^  oft  Maldviocco^ 
was  feated  in  the  fteadc  of  Galla .  SbttiCr 
what  to  bridle  this  Dukes  authoritic  ^  flic 
people  ibyned  two  yeafely  Tribunes  with 
him.  But  he,  being  a  triini  audacious  apd 
ariogatitv  fought  to  tyrannize  oiier  tbc 
-people :  whereat  they  growing  iri to  furie^ 
plujkt  out  his  eyes ,  the  eight  yearc.^  his 
^Principalitie.  v  *  :  j  {Jii  { 

1  7  Mauritio^  Galbaioy  a  rioblc  Heracleany 
for  His  iuftkejWifedome,  and  Wealth,  was 
.chbfen  to  this  dignity  .He  made  his  foriric 
;Dufce  with  him^^and  they  gouerned  toge¬ 
ther  .  In  bis  time ,  the  Church  of  Grada 
ihcing  mbiefted ;  he  fenf  an  AnfibaB^^Sonr 
to  Pope  Stephen^  to  accord  the  difierence. 
sThc  fiiflioprickc  of  $aint  de  Caftello 
was  then  crctd^cd:  And  hediedj 
ibauirig  gouerned  twenty  three  yeafes.  ; 

V  8,  Giouahm  GaWUoy  hauing  bene  t)ukc 
pine  ycares  ‘with  his  father ,  gouerned 
the  Commonwealth  yef  nine  yercs  mpre, 
arid  after  the  fayd  time  ,  fictmziz  Mauri- 
Uo  his  fonite,  companion  with  him  in  the 
Principality.i  But  they  being  bothofvri- 
fuffcrable  and  wicked  life,  hauing  murthc- 
icdlohf)  Ppxmtchii  ofGraday  throwing 
himdowne  headling  from  an  high  tower: 
Fortunatus^ fucceflbur  in  the  Patriarchate, 
made  a  con(piracieagainft  them^  and  an¬ 
other  was  defied  Duke.  Whereatjbeing 
not  a  little  confounded,  the  father  fled  in¬ 
to  Framcey  and  the  fonne  to  the 

fixtecrith  yeacc  of  their  rule. 

p  j  being  eleded  Prince  by 

them  that  had  intelligence  with  Fortuna- 
tusy  tooke  his  brother  Beato  as  his  aflbei- 
atc,  and  Falentirje  befidefbclng  their  third 
brother)  was  admitted  with  them  in  the 
famedignkie.  And  it  is  worth  the  noting, 
that  of  thefe  three  brethren  is  onelic 

placed  in  the  rankc  of  Dukes  in  the  Coun- 
fcll  chamber  -  of  Venice  ^  whereas  Obelerio 
inciitiFepinKxngoiltaly ,  to  make  warre 
on  the  Venetians :  and  maintaind  the 
Common-wealth, raigning  fine  yeares. 

10  Angelo  Farticipatio ,  after  he  had  wcl 
borne  himfelfe  in  the  warre  againft  Pephy 
was  defied  Duke ,  the  people  bcingfum- 
mond  to  the  Rialto.VLc.  founded  the  Dukes 
palace,  in  the  fame  place  where  that  nOw 
built, ftandeth.Thc  diuifionof the  Empire 

was 


•  »• 


8*  Boolce 


was  made  in  his  time,  and  the  Venetians  wafted  the  , County 

left  in  their  ownc  liberty.  TheCitic  was  wnge  himfelf  on  the  Cbaht  oiComachia^ 


diuided  into  wards^ftrects^and  prednds. 
The  PregadK^x\^  xht^aranta^  who  (for 
criminall  offences)  was  then  inftituted  a- 
mpng them. He  gouerned  i8. years. ^  v 
1 0uftmUno  Par  bcene 

an  f  ^pciatc  in  the  dignity  with  his  father, 
\^fa%(afcer  his  death)confirmed  by  the  peo¬ 
ple.  Hee  repealed  home  his  brother 
who  was  then  at  ConBantimple^  &  accep- 
t^hini  as  his  fellow  ruler  i  hee  madoi  the 
peoples  authority  greater  then  before,  8^ 
gaue  ayde  to  Michael  the  Emperor  againft 
the  Sarazins.  The  body  of  Saint  Marke 
^vv;as  in.  his  time  brought  from*  Alesandria^  I 
accepting  it  into  his  proteftiori^  and  the 
Church  remaining  at  this  day ^was  confe- 
crated  in  his  memory.  He  died  the  fecond 
yeare  of  his  dignity. 

1 3  Giouaml  Participation  remained  3n  tfic 
royalty,  and  enlarged  the  Church  of  S. 
Marke,  pkcing.therein  a  great  mumber  of 
Priefts  and  Canons,  &  appointing  a  Pri^  1 
tmeerio  to  coperne  them.  Hee  caufed  tlw ! 
nc2i^  oi  Ohelerio  to  be  cut  off,  whomc  hee 
had  befiedged  in  the  Ifle  of  Curtia.  He 
made  war  vpon  the  Naurattnesn^cidi  oucr- 
camc  them.  In  the  end,  a  confpiracy  was ' 
deuifed  againft  him,  and  beeing  confined 
;o  Grada^xw  the  eight  yeare  of  his  Prinei- 
palityjhe  (haued  his  head  and  beard,  and 
madchimfelfea  Monke,  in  which  eftatc 
hedyed.  ;  r 

12  7>4ic?wV^?ofPl?&;hauingcar*• 
.ricd  himfclfe  to  the  peoples  contentment 
in  the  warres  againft  Pepm^yj^iS  elcQed 
Duke.Heioyncd/<?^;;hisfbnin  rule  with 
himjand  gaue  fiiccour  to  the  Emperor  of 
ConHantinoplen^\iO  made  requeft  thereof 
by  Theodojiuc  Patricif^. He  was  made  Pror 
tolpotary  of  the  Empire  i  in  help  whereof^ 
he  fent  66.  Gallies.  Lewes,  2.  granted  him 
many  priuiledges,and  in  the  end, hee  was 
flainc  by  a  fedition,in  his  aj.yeare. 

,  14  Orfo  Partkipatio  hauing  appeafed  the 
feditionjWas  made  Du.Thc  Turks  hauing 
fpoiled  Dalmatkycucn  fo  far  as  Gradayvet 
vanquifhed  by  him  and  Giouanni  Partici* 
patiohxs  fon,  whom  he  made  aflbeiat  with 
him  in  his  gouernment.  Baftlim  the  Em- 
pero  r,hi  ghly  honoured  him  for  that  good 
reruice,and  made  Him  Prot^fpatary  of  the 
Empire.  He  gouerned  ly.ycares. 

15  Giouanni  P4rr/V//4r/^,bcingconfirmed 
in  his  dignity ,  tookc  arid  burned  Coma- 


r^^hohad  imprifbned  and*  wounded  Vhtb 
death  his  Brother  Bradoaribll  He  growing 
much  ouctcome  with  ficl(hf(re,cdufcd  the 
Church  ofSalht  S.C^ria^ 

to  be  built  d^vMalornocdd^^'ika  hauing^gd- 
uerned  fiue  y earcs,and  fiitc  mbneths^  re¬ 
nounced  the  Dignity# -- 
:  1 6  Pietro  dandianoy  was  ele<3:cd  after  the 
yoluntarydiftniflion  df  biaf  Prcdeccflourl 
He  was  a  valiaiit  man,  and  VeWe  expert  In 
Armes  5  and  yet  notwitblftafidihg; 
ly-  addifted  tddeudtiohl  He  went  (in 
fdn)  with  led  ;Gallicsigl!nft  the  mdra- 
tihes,  who  (asrTheeucs,)'  t^obbed  and  pur- 
Iby ned  from  the  Venidah^.  FightihgVaf 
liantly  againft'thern,  hee  dyed  at  the  fe¬ 
cond  time,-iwitb  the  Weapons  in  his 
handes.  He  gouerhed  do  longer  then  fine 


■.uv. 


I)omimco  frihmol  islct(by  fome)  In 
^anke  with  the  Dukes  :  hut  others^  Icflfe 
curious  in  fearch  of  thc'Hiftory,  hifleb^ 
mittedhimjbccaufe  h’ewas  duke  but  three 
'moneths,  and  thirtcehe  dayes,  and  no¬ 
thing  is  remarkcable  in  his  timc,buta  cer- 
tainc  priuilcdge,granted  by  him  to  Chiog- 

-  17  Ptetr&Trihunby  ibhnc  of  Dominied, 
was  clewed  T)ukc.  He  obtained  oiGuyda, 
Emperour  and  King  ofTtaly,  a  confirma¬ 
tion  of all  ancient  Priuiledges*.  The  Bar¬ 
barian  Hmnes  c^me  againe  into  Italy 
burned  Heracleay  Capo  dc  Argier,  and  Chi~ 
oggia.  This  Prince  oucrcame  them,  with 
very  much  honour  rand  this  was  the  third 
timc,that  thofe  Strangers  fought  to  vfurp 

on  that  State.  He  gouerrted  twenty  foure 
y cares*  . 

Orfo  BadoarOy  called  himfclfe  Par- 
ticipatio  y  and  was  thefirft  thatchaunged 
his  dame.  He  fent  for  his  fonne  Pietro  to 
ConBantinopley^vxAheeyN^s  made  Proto- 
Ipatarie.  Inthe  yeare  nine  hundred  and 
twentic,  hee  obtained  oiRodulph  U^y  Erii- 
perour  and  King  oi Italy ^  the  confirmati¬ 
on  ofthc  V  enitians  ancient  authoritic,  to 
ftampcMoncycs.  Hee  addiftcd  himfclfe 
wholly  to  piety,  and  in  his  2o.yeare,Iic  re¬ 
nounced  the  Dignitic,  to  make  himfclfe  a 
Monkc,and  liuc  priuatcly. 

19  Tietre  Candmo  the  fecond ,  was  a 
worthy  man,  and  made  Warre  on  Laute- 
fWjMarqucflc  of.^rw,  who  hindredthe 
Traffickc  ofthc  Venitians.  He  oucrcame 
 him 


him,  and  re-conqucrcd  the  pcoplc.Qf  Cji- 
p0  d  liirtA,  He  vanquifhcd  Alhertus  ^oxxw^ 
to  the  Emperor  BerengartPts  ^  who  impa- 
tronizinghimlclfcof  RAuenndy  impeach¬ 
ed  the  paflage  of  the  Venitians  (hippes . 
In  his  time^  Maidens  were  ftollen  by  the 
TeBaineSy  to  ioyn  in  marriage  with  thcm.5 
but  they  were  foonerecouered.  Hego- 
uerned  feuen  yeares. 

'  20  Pietro BAdoaro^rht^onwz  oiOrfo^ 
was  redeemed  by  him  from  the  Sclauoni-  | 
ans.  He  gouerned  but  two  yeares  and  fe-  | 
ucn  moncths,  alwaycs  in  peace,  which  heJ 
much  afFc(9:ed.  MerengArim  the  Emperor  ■ 
did  him  many  fauours,  for  his  great  de- 
ferts. 

. '  1 1  Pietro  Candiano  the  thirds  fonne  to 
the  fccond  Candiano ,  aflbeiated  himfelfe 
in  His  dignity  with  his  Tonne  Pietro:  and 
at  two  feucrall  times  armed  three  8c  thir¬ 
ty  Shippesagainft  the  *]S[arentines-^  but  at 
the  fccond  time,  he  made  peace  with  the. 
His  fonne  being  reproued  by  him  for  his 
bad  beliauiour  5  reunited  from  himjand  a- 
gainft  the  (iommon-wcalth.  The  people 
would  hauc  flainc  him,  but  hee  was  fent 
thecc  into  exile :  wher  ioyning  with  Guy- 
do^  fonne  of  Berengarm^  hee  endangered 
the  Commonwealth ;  whereat  his  Father 
greeuing,dicd  in  his  fifteenth  yearc  of  go- 
uernment. 

22  Pietro  Candiano  the  fourthjbei  ng  re¬ 
pealed  from  exile  (albeit  the  people  had 
fworne  neuer  to  rccciue  him  )  was  made 
Prince  with  very  great  applaufe.  He  dealt 
in  fuch  fort  with  Pope  lohniht  twelfth, 
that  the  Churchc  of  Crada  was  made  Pa- 
triarchall,  and  Metropolitaneof  all  the 
Venitians  State,  and  of  Ijiria^  Otho  the 
Emperor,  granted  him  many  honourable 
priniledges.  He  mined  and  was 
flaine  with  his  Sonne  in  a  (edition  of  the 
people,  hauing  gouerned  about  twentic 
yeares . 

23  Pietro  Orfoolo;w^s  a  man  altogither 
dcuout,  and  was  eleded  by  the  people  a- 
gainft  his  will.  He  would  very  often  walk 
in  an  vnknowne  habit,  tovifitthc  houfes 
of poore  people  and  Hofpitals.  Hccap- 
pcafed  the  diffentions  between  the  Veni¬ 
tians,  and  them  of  Capo  d*IBria^vAio  yeil- 
ding  themfelucs  tributary;  hee  went  with 
Beato  Rommldo  of  Rauenna^  toliueReli- 
gioufly.  He  gouerned  two  years  and  two  1 
months,doing  many  worthy  and  charita¬ 
ble  deeds. 


24  f!^itale  Candiano^  Sonne  oi  Pietro  t\)t 
thirdjmade  the  confederacy  with  the  Em 
I  p^ipvxQtho.  Hefellfickcforoohcbhec 
entcedyppon  his  charge  :  wherefore  hee 
became  a  Monke, hauing  gouerned  about 
a  yearc.  .  . 

'25  Tribune  Memo^  was  very  rich,  bu, 
no  man  of  State .  In, bis  time,  happened 
great  dilTentions ,  betweehe  the  families 
of  APorefina  andj  Callcprina  5  by  rcafbn 
whereof  many  notorious  murihers  w'^re 
comniittcd .  He  tookepart  with  the  Mo- 
rifinh  which  caufed  thefadionto  with¬ 
draw  themfelucs  xoFerona^io  the  Empe¬ 
ror  Otho He  gaue  the  Ifle  of  S.  Giorgio 
Maggiore  to  the  Abbot  of  Morejini :  and 
renounced  the  Principality  in  his  twelfth 
yeare, entering  into  Religion.  r  ' 

26  Pietro Orfeoloiht  feednd,  bceinga 
very  difcrecte  man,  ordered  the  matter  (b 
well  with  the  Emperours  Bajilm  and 
lesm:  that  the  Venitians  were  exempted 
from  Tolies  and  Taxations.Or^^?  the  Em- 
perour  lying  at  rerona^  did  highly  fauour 
him  jandi  among  other  graces;  to  holdc 
one  of  his  fonnes  at  Baptlfmc ,  Hec  was 
the  firft  that  extended  their  Confines  on 
the  Sea,  winning  many  places  in  IBria 
2nd  Dalmatia,  Hauing  caufed  the  Church 
and  Pallace  to  be  finiihed  in  his  time,  hec 
dyediu  the  eighteenth  yearc  of  his  Prin- 
cipaUty. 

27  Ottone  Orjeolo^  hauing  Gouerned 
(bme  fpace  with  his  father  Pietro;oj2&  con¬ 
firmed  in  the  dignity,  at  the  age  of  eigh- 
teene  yeares.  He  wunne  fuch  reputation, 
that  King  of  Hungarian  gaue  him 
one  of  his  Sifters  in  marriage .  In  perfon 
he  conquered  them  of  JBria^  who  were 
become Rcbelles  5  and  went  into  Dalma* 
tia^  in  the  enterprize  agaynft  Crefmura. 
At  length,  the  malicious  enuiers  of  his 
glories,  deuifed  a  Confpiracie  agaynft 
him,  vpppn  the  which,  ihc  was  confined 
into  Greece, in  the  feuentcenth  ycare  of 
his  rule. 

28  Pietro  antrOfUcOy  or  Barholam, 

fucceeded  next  to  Otho>.  But  hauing  not 
well  qualified  all  diffentions,  as  well  con¬ 
cerning  the  Cittizens  remoouing,  as  the 
other  Neighbours ;  he  was  compelled  to 
forfake  the  dignity,  and  make  himfelfe  a 
Mouke.  Brother  of  returned 

from  Conftantinopicjbecing  Patriarche 
of  Graddy  and  be  was  conftituted  in  cx- 
peftation  of  cSming.Hc  continued 

R  r  r  2  about 
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about  a  ycarc  in  the  Palace,  and  forfooke 
the  Principality,  newes  being  brought  of 
‘  Othos  Aczth.  Vommico  Orfeolo  would  then 
perforce  vfurp.thc  dignity;  but  he  was  ex- 
‘  pelled  by  the  people  the  next  morning;,& 

•  t>ommcoFUhaHko^>\^2S  elc<3:cd  du¬ 
ring  his  exile,  by  the  faftioaofthem  that 
I  had  cxcludedP^^w/V^O^'f^^-Iu  his  time 
and  in  the  year  1040.  the  national  Goun- 
cell  was  held,  for  gouernnicnt  ofthc  Ec- 
'clefiaftickes.  He  made  the  family  oiOrfe^ 
fufpitioiis  to  the  State,  by  hisownc 
fneaucs,  and  laboured  for  their  vtter  fup- 
plantation.He  goiterned  ten  y  eares/oure 
monthsjand  tweluedayes. 

.70  VominicoC ontir mi  vvasverie  plea- 
(Ing  to  the  people.  He  brought  Valm^tu 
^  tdpeacCjbeeing  heauily  burthened  with 
the  rebellion  oiZar^.  Hec  fauoured  the 
Normans  againft  Robert  King  of  AfuUa’. 
And  the  difeord  which  hapned  betweene 
I  the  Common-wealthj  and  P^^P^triarch 
of  Ajuileia^vj^s by  him  qualify ed .  Hec 
j  builded  the  Monafterie  on  and 

I  dyed  in  the  eight  and  twenty  ycarc  of  his 

!  Principality.  .  nr  r  i. 

[)o?fimico  SiliirO  ^  himiclfc  liicn 

reputation,  that  JVir<?^/w^,Eniperour  of 
'  ConFtmtinoplei  gauc  him  his  fifter  in  mar¬ 
riage  ;by  whofe  perfwa{ioii,he  made  war 
vpon  theforenamed  VLxogRobert  o^ 
iu^  and  (at  the  firft  attempt^  returned 
with  a  very  honourable  victory ,  pofTcf- 
finghimfelfc  ofDt/r^/.  But  at  his  Iccond 
adiienture,  hce  fought  with  fmall  aduan- 
tage ;  whereby  enfued  the  diminution  of 
his  credit.  He  pergetted  the*  Church  of 
Saint  AUrhesNx^  Marble,  firft  and  before 
any  other,  caufing  it  alfo  to  be  beautified 
with  an  artificial!  Chccker.workc.  He  di¬ 
ed  in  the  thirteenth  yeare  of  his  gouerne- 
ment. " 

j2  Vitale  F alter made  Duke,  he 
immediately  obtained  of  Ales:iuSy  then 
Emperour,  tohaue  the  foucraigntic  of 
Dalmatia  and  Croatia.  Henry ^  fucccflor  in 
the  Empire,  did  him  many  great  fauors  : 
and  commingindcuotionto  Venice,  hec 
helde  one  of  his  daughters  at  Baptifme  . 
The  office  of  proprieties  was  conftituted 
in  his  time,  and  the  workemanfliip  of  S. 
Markes  Church  continued.Hc  died  in  his 
fixteenth  yeare.' 

3  3  Vitale  Michele,  by  his  worthy  aduen- 
turingonthc  fea,  did  very  fane  extend 
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the  Common wr-hhs  limites.  Hce  made 
the  Eafterne  war.  (by  the  pcrfwafion  of 
Pope  the  fecond)  for  Conqueftof 
the  Holy  Land,  with  the  Princes  of  Chri- 
ftcndomc.  ^h^mtoiSmyrna^Suria.^^nA 
•lernfalem  were  then  rccoucrcd  from  the 
Infidels.  He  died  in  his  fixt  yeare.  •  v 
V  34  Ordelafo  Faliero^  fonne  of  Vitale, 
aflifted  King  Baldwine  againft  the  Infidels 
in  conqueft  ofthc  holy  Land :  and  made 
fuch  progrcffion,as  they  deuided  the  Em¬ 
pire  betweene  them,thoroughout  all  the 
^  kingdome  oi/udea.  In  theS.yeareofbis 
'Ptincip^Mty ^J^tilomocco  was  almoft  al  bur 
ned  and  fubmerged ;  by  rcafon  whereof, 
theEpiftopal  Sec  was  transferred  to  chi- 
^g^w.He  went  in  pcrfbn  tothe  Warrea- 
gainft  Zara^  which  was  bcco  m  rebellious, 
and  winning  the  viftory :  he  would  needs 
returnc  thither  againe  a  fecond  time,  and 
on  the  like  occafion  5  where  hce  died  vin 
Armes,  in  the  fifteenth  yeere  of  his  Prin¬ 
cipality.  '  ■ 

'  35  VommcoMicbele,htingn^2idiQ.Tyn\t 
for  his  high  repute  and  merite,  went  to 
giueaideto  the  Chriftians  in  the  Holie. 
Land.  With  aoo.well  appointed  ftiippes 
and  GaKies,  he  made  the  Infidels  to  raife* 
their  fiedge  from  before  Joppa.  Hee  tookc 
Tyre,  which  he  gauc  to  Vtiumoud  Patriarch 
oUerufalcm.  Emanuel  the  Emperor  made 
war  againft  him  5  fro  whom  he  won  Chio, 
Rhodes,  Samos^ity nine, 'SinAJjler.  He  re¬ 
nounced  his  principality,  in  the  13.  yeare 
of  his  rule.  ’ 

3  6  Pietro  Polani,  kinfman  ro  Michele., 
was  a  very  wife  man,  infomuch  as  he  was 
made  Arbitrator  of  the  diffrcnce,betwecn 
Conrade  sind  Enknuel  the  Emperour .  Hec 
made  war  againft  them  o(  Fifa&c  Padua, 
whom  he  conquered.  He  armed  himfelfc 
againft  the  Duke  of  Apulia ,  in  behalfe  of 
the  fame  Emanuelly  to  whole  Empire  hee 
added  many  worthy  pofleffionsj.  Some 
fay,itwashis  fonne  that  won  allthebat- 
tailes,and  that  himfelfe  being  falne  ficke, 
returned  thcncc,and  dyed  in  his  18.  ycarc 
of  rule. 

3y  I>v?mnico  Morejini,  hecfwcpt  the 
Gulfe  of  certaine  Pyrats  of  Ancona ,  the 
cheefe  whereof  bceing  called  Cuifeardo, 
wastaken  and  hanged.  Hce  layedfiedge 
vnto  PolayNhich  he  tooke,  with  Parenz^e*, 
which  Citties  were  become  rebellious  in 
JBria.  He  held  confederacy  with  WiHh 
amVxn^oiSicily,  of  whom  hce  obtayned 

many 
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many  exemptions  for  the  Traffickc  of  his 
Mcrcha^nts*  Zara,  made  the  Metropoli- 
tane  Citiic  (at  his  inftance)  and  hec  fo 
preuayledj  ih^iDomimco  his  Sonne  was 
made  an  Earle.  Hce  beautified  the  Buil- 
dingesof  the  Cittie  of  Venice ,  and  be¬ 
gan  the  Tower  of  Saint  He  dyed 

feauen  moneths  after  the  eight  year  of  his 
Election. 

38  Vitale  Michele  the  fccond,  fubdiied 
the  TarentineSy  which  now  had  rebelled 
the  third  lime.  He  imprifoned  Vtrich^  Pa¬ 
triarch  otAejuileUy  and  twelue  Chanons  y 
In  an  hundred  dayes,  he  put  forth  an  hun¬ 
dred  Gallics,  and  twentie  Shippespnthe 
Sea,againft  the  ^m^^xoxEmamelL  The 
great  Family  of  the  I uliiniant^  were,  in  his 
time  brought  to  one  oncly  man,  and  hee 
was  become  Religious  5  whom  Iiee  tookc 
foorthof  hisMonafiery  (by  the  Popes 
confent)  and  gaue  him  his  owne  daugh¬ 
ter  in  marriage,  becaufehee  woulde  not 
haue  fo  worthy  a  houfc  to  be  extind.Ther 
hapned  a  great  Peftilence  in  his  time,  the 
occafion  whereof,  the  people  (in  theyr 
weake  iudgment)  laid  vpon  him.  He  was 
woundedjand  dyedjhauing  gouernedfe- 
uenteene  ycares^and  xxvii.daies. 

35?  was  the  firft  that 

euer  was  eleded  by  the  eleauen  Eledors. 
In  his  time  there  was  a  great  Schifmc  in 
the  Church,  by  meanes  of  the  Emperour 
Fredericke Barbarojja^  who  caufed  Alex¬ 
ander  the  third  to  forfakc  the  Sec, 
an  hauing  bene  made  Anti-pope,  Alexan¬ 
der  made  his  retirement  to  Venice, where 
hauing  a  longtime  ferued  in  theMona- 
ftcry  of  La  Charita-^  he  was  in  the  end  kno- 
wen,  and  taken  thence  by  the  Prince  and 
Seigneury.  Heereupon,  BarbaroJJa  made 
warre  againfttheVenetians;buthisfonne 
OBauian  being  taken,  he  mediated  rccon-, 
ciliation  betweene  them.  He  died  in  the 
fifcycareofhisgoucrnment. 

40  Orio  MalifierOy  or  MaBrcpetrOyVjOiS 
the  firft  Duke  eledled  by  the  forty^and  for 
that  purpofe  was  created  by  the  death  of 
Zkni.  Hee  had  fixcCouncellors  allowed 
him  to  authorize  his  deliberations.He  re¬ 
conquered  Zaray  that  had  now  the  fourth 
time  rebelled .  Hee  fent  fupply  Vneo  the 
Chriftiansagainft  the  Moores,  whobc- 
gan  to  vfurpe  in  the  holy  Land  88.yearcs 
after  that  BaldwinehdiA  deliuered  it.  Ptelo- 
mats w^s  recouered,  and  Andrenicxsyiiic- 
ceffor  to  Fmanncll  the  Emperorj  deliuerd 
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many  Venitian  Marchants.  Hee  renoun¬ 
ced  the  Principality  in  his  i4.yearc ,  and 
entred  into  Religion. 

41  Henrico  Dandolo^diS  likewif^  cleft- 
ed  by  the  forty.  They  ofe^r^  were  dhcc 
againe  vanquiflied,  and  Pola  conquered  * 
In  his  time  was  the  furprizall  of  ^ConBan- 
tinople^^  the  acquiiition  of  the  Eaft  Em¬ 
pire, wherein  hee  alfifted  the  Princes  and 
French  Barons.  He  died  in  his  thirteenth 
ycare,  being  Generali  of  all  the  Chriftiari 
Army. 

41  Pietro  Zianiyfbmt  oiSebaBian.^^% 
made  Duke  within  a  while  after  the  death 
oiVandolo^  the  Corredors  bceing  then 
firft  inftituted.  In  his  time  came  Ambaf 
fadors  from  Athens  and  Achaidy  to  fiibmit 
themfclues  in  obedience  to  the  Common 
wealth.  Candta  wa^  then  peopled  with  a 
Colony  ot  noble  Venitians.  He  marryed 
ConBance^A^Vi^izx  to  Tancred  Kiof  Sicily. 
Inthcend,  he  renounced  the  Principali¬ 
ty, hauing  gouerned  24.year€s; 

43  Giacomo  Tiepolo^  was  made  Duke  by 
chance,  in  concurrency  of  Renieri  Cando- 
lo^  who  had  as  many  voices  as  he .  Candie 
rebelled;  and  the  feditious  were  fcuefcly 
chaftifed.  that  had  long  borne  the 
yoke,  was  now  reduced  vnder  obedience. 
He  had  Warre  againft  theinof  Ferrara^ 
and  againtt  Ez^z^elino ^snho  would  haue  in- 
iiefted  hirnfelfe  with  Padua,  In  conclufi- 
on,  he  gaue  ouer  the  Principaly  inhis  20- 
yearc,  and  died  foone  after.  -  i  ' 

44  Marino  Morejiniy  was  rn ad e  Duke 

by  the  one  and  fortith,*  by  fcafon  of  the 
precedent  concurrence.  In  his  time  was 
another  Courtly  Noble- man  fent  into 
Candie^  who  builded  the  He  made 

Warre  againftfes:^^^?, '  who  befiedged 
Mantaay^x\i  who  (in  a  furious  rage)  c"au- 
fed  iioo.Paduanstohthcwx^in  pecces, 
which  he  had  with  him  then  in  his  armie. 
He  died  in  the  4.  year  of  his  Principality. 

45  RemeriZenoPodeBa^2XBermoga^2iS, 

cleded  Duke, and  fent  to  be  fetcht  thence 
with  foure  Gallies.  Vnder  him,the  Com¬ 
monwealth  wonne  a  famous  vi<aorie,  a- 
gainft  them  of  Genes  :  but  the  content¬ 
ment  therewith  was  very  breefc,  becaufc 
Michaell  PaleologuSy  expelled  both  the 
French-men  and  Venitians  out  ofCon- 
Bantinople^  being  ayded  by  the  Geneway 
forces,  which  was  eight  and  fifty  yearcs 
afterthc  furprizingof  the  fayde  Citric: 
yet  once  more  (after  chat)  thefelfcfame 
_ _ people 
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people  were  againc  reconquered;  and  ha^ 
uinggouerned  this  dignity  i^.ycarcs,  he 
dyed. 

46  Lorenx^o  Tiepolo  was  made  DukCj  in 
memory  of  the  viftory  hcc  had  againft 
them  oi Genes  at  Tyre .  Hce  allyed  two  of 
,  his  fonnes(vcricNobly)with  two  ftrangc 
Ladies: by reafon whereof,  a  Lawewas 
then  made,  that  the  like  might  not  be  af- 

I’  -:rwarddonc.  He  brought  in  obe- 

ience  to  the  Common-wealth,  and  the 
dognians  were  vanquifhed  by  him  :hcc 
ouerned  feuen  years,  and  hue  and  twem 
j  dayes, 

47  GiousmniContarim^tmg  aged  eigh- 
ie  y  cares,  and  Attiirney  of  S.  Marky  was 
aadc  Duke .  The  law  againft  illegitti- 
nates  was  then  cnafted,  and  rhcyexclu- 
Icd  from  all  publike  Offices.  There  were 
bme  rebellions  moued  in  UirU^  and  by 
hem  oto/^tf/5  but  they  were  quickelyap- 
)cafcd.  At  length,  thoroughvnwclidi- 
iefleofagc,andby  aduicc  of  the  Senat, 
ice  gauc  ouer  the  dignity,  hauing  gouer- 
led  in  this  authority ,foure  y  cares,  and  fix 
noneths.  ^ 

48  Gwmnni  Dandolo  wasclciftcd,  be¬ 
ing  then  abfent.  TheCittywas  (in  his 
:imc)  much  afflifited  by  water an  earth¬ 
quake.  He  made  warre  in  /»7r/4v  agaynft 
the  Patriarch  of  Aquileta^  and  the  Count 
of  Goritia,  At  the  inftance  of  Pope  2^cho- 
las^  he  affifted  the  Archby  (hop  of  Tripoli 
with  25  •  Gallies.  He  died  feuen  monthes 
after  his  eight  ycare  of  rule. 

4^  Pietro Gradanigo^zm2Xioigxc^i to- 
ragc,deliucrcd  the  Common-welth  from 
two  important  dangers  •  One,  was  a  high 
difgrace,  which  happened  inabattella- 
gainft  them  of  Genes.  The  other  was  the 
conlpiracic  of Baiamonte^  which  was  bold 
ly  checked  with  weapon  in  hand,  vppon 
the  place  of  S.  Marke .  It  was  then  orday- 
ned,  that  Noblemen  onely  fhould  go- 
uernc,  and  the  counfel  of  ten  was  then  in- 
ftituted.  Hauing  ruled  22.  years, and  nine 
months,  be  dyed. 

Marino  Giorgio^  was  a  man  of  fuch 
life,  that  they  termed  him  a  Saint.  Vemce 
wascontinually  excommunicated  in  his 
time,  by  reafon  of  the  taking  of  Ferrara^ 
Zara  rebelled  again  the  fixt  timc,&  much 
labour  it  coft,  to  reduce  it  vndcr  obedi¬ 
ence  againc.  After  he  builded  the  Mona- 
ftcry  of  Saint  Dominicke^  and  died  (at  the 
lageofeightyandonc  y cares)  in  his  firft 
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ycare,  hauing  gouerned  ten  months,  and 
ten  dayes. 

*}2GiouanniSoranx^Oyhzd^c  honor  of 
rccoucring^4r4,  and  many  other  places, 
which  had  reuoltedin  his  predecelTours 
time. Negropontt  was  rc-obtained,  &  war 
afrefh  commenced  againft  them  of  Genes* 
The  excommunication  was  quitted  from 
Venice,  by  the  interpolition  of  Francifeo 
kneeling  before  the  Pope,  with 
aChaineof  iron  about  hisneckc.  The 
number  of  Atturneyes  of  S.  Marke^  was 
•increafcdtolixc.  Hcc  gouerned  (ixtccnc 
yeares,  and  (ix  months. 

5  2  Francifeo  Dandolo,  who  had  fo  low¬ 
ly  humbled  himfclfe  for  his  Countreyes 
good,  was  therefore  exalted  to  her  high- 
eft  dignity  •  They  ofPola^  and  of  Fal^ay 
fubmittcdthcmfcluesto  the  Common¬ 
wealth,  which  gauc  way  vnto  the  warre 
againft  the  Patriarch  of  Aquilea.  Padua 
was  taken  on  Albert  Scaliger^znd  T <euifa^ 
and  the  County  remained  to  the  Com- 
mon-wcalth.This  man  was  of  the  league 
with  the  Chriftian  Princes ,  againft  the 
Turkc,ind  in  his  time  were  fixtic  fcuerall 
Ambaffadorsatr<fWf^.  He  gouerned  ten 
yeares,  and  ten  months. 

55  Bartolomeo  GradenigOy  Atturncyof 
S.  Markey  was  made  Duke  at  feuenty  (ix 
yeares  ofage,  by  the  intcrceffion  of  An- 
drea  Dandolo y  and  bis  ceflTation.  In  his 
time  was  Venice  myraculoufly  deliuered 
from  a  mighty  imminent  inundation. 

rebelled,  and  thcrcbelles  were  fe- 
uercly  puni(hcd.  There  hapned  a  great 
dearth  in  the  Citty ,  which  droue  the 
people  to  difeontentment :  he  dyed  in  his 
fourth  yearc. 

-  54  Andrea Dandolo^vfhohzi  before 
rcligncd  his  place  vnto  Bartolomeo  Gra- 
ningOyCzuCed  the  dearth  for  to  ccafcj  by 
fending  for  great  (lore  of  Come  out  of 
Sicily.  Hcc  obtained  of  the  King  of  Ba¬ 
bylon,  free  Nauigation  into  Egypt.  Za¬ 
ra  rebelled  the  feauenth  time,  and  was 
reprized. 

The  Warre  bctwcenc  them  of  Genes 
and  the  Citty,  was  troubled  by  two  great 
accidents  . happenings  the  one,  was  an 
Earth-quake  very  drcadfull;  and  the  o- 
thcr,was  a  grecuousPeftilcncc.  Hcc  go¬ 
uerned  tweluc  yearcs,wanting  fome  fewe 
months. 

^  Marino  Falieroy  was  clcftcd Duke, 
being  then  AmbalTador  at  Rome,  Hauing 


receiued  an  iniiiric  by  forac  particulars^ 
which  was  not  rcucngcd  according  vnto 
his  ownc  dcfirc  :  hec  determined  in  the 
eighty  ycarc  of  his  age ,  to  make  himfclfe 
abfolutcly  Lord,  without  any  controulc. 
The  confpiracy  being  difeouerd  by  Nicho^ 

Lion  I  he  had  his  head  fmitten  off  with¬ 
in  the  Pallacc  •  And  it  was  ordayned,  that 
his  Pidlurc  (hould  not  be  placed  amongft 
the  other  dukes ,  but  the  place  being  left 
voyde,had  only  this  Writing:  This  is  the 
place  of  Marino  Faliero  ,  roho ,  for  his  grie- 
nous  offence ,  had  his  head  cut  off :  hee  was 
duke  but  ten  moneths. 

5  6  Giouanni  Gradenige  had  an  excel¬ 
lent  fpirit  3  but  a  much  mif-fliapen  coun¬ 
tenance.  The  warre  was  renewed  againft 
the  Genes^  which  tearmined  with  a  mutu- 
all  peace  •  He  had  warre  againft  the  King 
o f  Hungarie  for  Dalmatia,  fremfa  was  be- 
fieged  in  his  time ,  and  thither  he  went  in 
perfon .  Hec  gouerned  one  yearc  ^  three 
moncths  and  foureteenc  dayes. 

5  6  Giouanni  DelfjiOy  was  elc(ftcd  Duke 
when  hec  was  in  Treuifa ,  defending  it  a- 
gainftthc  King  of  Hungary ,  TheSenatd 
lent  to  demaund  free  paflage  for  him  5' 
which  being  denyed,  he  came  forth  with 
two  hundred  horfle  to  beard  the  cncmic, 
and  fo  attained  to  Margliera^  where  the 
Senate  in  perfon  receiued  him.  Infhort 
time  he  gauc  end  to  this  warre,  and  rcco- 
t^ciQdiConciltano^Serualla^znA  Afola.  He 
made  peace  for  the  fbueraignty  of  Dalma^^ 
tia  5  and  dyed  aged  forty  and  fine  ycarcs, 
hauing gouerned  fourc ycarcs,  twomo- 
neths,  and  eleuen  dayes. 

58  c^^,vpona  falfc  bruitc, 

of  a  vicforic  againft  them  of  reuolted  Ge¬ 
nes*^  was  made  Duke  in  concurrence  of 
Pietro  Grddenigo  Leonardo  Dandolo ,  and 
Marco  Comoro .  Candie  rebelled  againc, 
and  it  was  regained  with  a  very  great  diffi¬ 
culty.  On  this  occafion,  aluftandfeaft 
was  publiquely  made  in  the  place  of  Saint 
Marke:  he  dyed  two  daics  after  the  fourth 
ycarc  of  his  Principalitic* 

59  Marco  Comoro^  a  man  very  wife  and 
learned ,  was  fent  into  CW/>,  Which  was 
rebellious,  and  there  he  made  a  cruel  blo- 
dy  warre :  the  Pope  graunting  plenary  In¬ 
dulgence  zchlM  fuch  as  went  thither ;  The 
Rebels  being  feuercly  punifhcd,the  com¬ 
mon-wealth  fent  to  Pope  Vrhane  the  fift,a 
certaine  number  of  their  Gallics.  He  go¬ 
uerned  twoycarcs,fiuc  months  ,and  fourc 


and twcntic dayes.  f. 

60  iMndreaContarinij  to  the  Pa¬ 
duans  fearing  to  be  elefted  Duke ,  aqd  as 
prefacing  the  ruinc  which  (in  bis  time  ) 
would  betide  the  Common-wealth.  Fir  ft 
of  all ,  he  made  warre  with  them  of  7>;e- 
(loy  then  foonc  after,  with  Carrara  for  the 
confines  of  .*  andfuchwas  the  for¬ 
tune,  that  C hioggta  being  taken,  the  Citty 
of  mice  found  it  (elfe  to  bee  in  extreame 
danger.  But  in  the  end,  he  went  and  op- 
pbfed  himfelfc  (in  pcrfon)againft  the  cnc- 
micsjvanquiihed  them,and  regained  Cln- 
oggia  :  he  dyed, hauing  gouerned  fiftccnc 
ycares,fourc  moneths,  and  fiftccnc  daies. 

61  Michele  Morifini ,  was  a  man  well 
furnifhed  with  Learning  and  Wifcdomc. 
Some  fay ,  that  in  his  time  the  Iflc  of  The^ 
nedos  was  taken,  and  not  in  the  time  of  his 
prcdcccllbur  Cohtarini,  There  were  di- 
hers  Lawes  then  made  (andamongefto- 
thers)  it  was  ordayned,  that  Homicides, 
who  had  formerly  becnc  hanged,  (hould 
afterwards  hauc  their  heads  fmitten  off. 
He  lined  but  fourc  months,  and  fiuc  daics 
in  his  dignitic,  and  dyed  in  the  thrccfcorc 
and  foureteenc  ycarc  of  his  age. 

,  ii  Antonio Fenier0y\N^S2it\gQxo\xs oh- 

ferucrofliiftic^.  He  confined  one  of  his 
oWnc  Sonnes  in  exile,  becaufc  he  had  Co- 
iicr-lightly)  offended  the  familic  of 
bk renitian*  Hec  ihade  league  with 
az^ZfO  the  Vicount,  againft  Carraraywhzvc-^ 
vpon  he  tookc  Padua.  He  affifted  the  Em- 
pcTouv EmmnueU againft  the  Turkc  5  and 
gaiic  aid  alfo  vnto  SigtfmohdSing  of Hun- 
gand ,  who  after  ward  cs  came  to  the  Em¬ 
pire.  The  place  of  Saint  Marke ,  and  rfiat 
of  the  Rialto^wcxc  greatly  beautified  in  his 
time.  Hec  dyed  two  moncths,  and  three 
dayes ,  after  the  eighteenth  yearc  of  his 
rule. 

6^  Mtchele  Stenoi  had  the  dignitic  of 
Attourncy  of  Saint  Marke,  with  that  of 
Duke.  Hec  wonne  an  important  battcll 
againft  the  Gene  waics .  Carrara  was  now 
the  laft  time  vanquifhed  ,  2nd  Padua  and 
Ferona{\xxpmtd.  lbo/oivicenta,toixcc 
thcmfdues  from  his  tyrannic ,  yccldcd 
themfclucsto  the  Cb^mon-wealth .  La- 
dijlaus  King  of  Hungakia ,  did  likewife  for- 
^otZara  :  Hee  dyed ,  hauing  gouerned 
thirtecnc  yeares,and  three  dayes. 

^4  Thdmdfo  Mocemgo ,  was  firft  Gene¬ 
rali  of  the  Goulfc.  He  embraced  peace, to 
the  end,  that  the  Cittizens  might  traffike. 

_  -  •  . _  Vdina 
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FdimhccSitnt  obedient  to  the  Common¬ 
wealth,  with  the  Countrey  oiFriueU  5  by 
mcanes  of  the  Lords  of  S  audrguam ,  who 
wctc  made  noblc-men  of  femce.  The  Flo¬ 
rentines  were  alfo  fuccoured  againft  the 
Duke  oiMildne,  In  his  tenth  ycre  he  died. 

Frantefco  Fofeari  ftoutly  reprefled 
the  Duke  of  MiUine ,  who  proceeded  too 
far  re  on  the  liberties  of Italy.  Brefdafier- 
gamoi  and  other  Citties  of  Lombardy  were 
then  wotine  :  amongft  which  were  Loda 
2nd  Parma ,  and  Rauennam  Romania*  Hec 
made  alfba  large  progreffe  on  the  Seas, 
euen  into  Morea .  The  Senate  aflifted  Fa- 
leologus  the  Emperour,  againft  the  Turks, 
who  vfurped  Conjlantinople  y  iniheyearc 
1453.  Hce  was  made  Arbitratourby  the 
Duke  oiMiUine^  in  certainc  differences  of 
neighbour-hood.  The  KingofjD^ci/^was 
made  a  noble  Venitian  :  And  afterward, 
the  Duke  ( iq  regarde  of  his  age  and  infir¬ 
mities)  was  difmiffed ,  hauing  gouerned 
thirty  foureyeares,  and  fixe  moneths. 

6  6  Pafehale  Malapiero,  was  appoy nted 
in  the  place  oi Fofeari,  being  Atturney  of 
Saint  Marke ,  who  dyed  two  dayes  after 
his  difmiflion.  He  made  a  Lawe,  That  in 
following  times ,  the  Duke  fhould  not  be 
depofed .  In  his  dayes,  the  famous  Arte 
of  Printing  was  brought  into  Venice,  The 
Arfenall  was  greatly  cncrcafed :  And  hec 
maintayned  the  people  in  peace ,  during 
foure  ycarcs,fixe  moncihs,  and  fiuc  daies 
that  he  gouerned. 

6j  ChriUophoro  Moro ,  a  Prociiratour 
of  Saint  Marke,  was  made  Duke .  He  li- 
ued  for  fome  time  in  peace,  till  the  fecond 
,yeare  of  his  gouernement  5  and  then  the 
Turke  (ptoud  of  his  furprizall  of  Confan^ 
tinople  )  declared  warre  againft  the  Veniti- 
ans.  He  made  peacewith  Pope  P/^the 
fift ,  and  the  Duke  of  Burgundy :  But  the 
Pope  dying,  they remayned alone,  and 
maintayned  warre  which  lafted  twentie 
yeares.  And  yet  he  dyed,  hauing  reigned 
nine  yeares, and  fixe  moneths. 

,,68  NicholoTrono  had  fuch  good  hap, 
.that  (in his  time)  the  Common  wealths 
affaires  went  welfagainft  the  Turke.  Pietro 
Mocemgo,  Generali  inthc  Archipelago yV- 
nited  his  power  with  the  Popes.  The  king 
oi Naples,  and  they  oi Rhodes  fcntcightic 
fiue  gallics  together ,  and  todkc  Satalia,  a 
Citty  of  Pamphilia .  He  made  league  like- 
wife  with  the  King  of  Perji^ ,  againft  the 
Turke.  /^w^'iKingof  Cyprus  covnvnin^io 


Venice y  efpoufed  Catharina  Cornara,  adop- 
tiue  daughter  of  Saint  Marke.  He  gouer¬ 
ned  one  yeare ,  eight  moneths ,  and  fiue 
dayesi 

69  Nicholo  Marcello,  Atcurny  of  Saint 
Markdy  after  fome  laws  made  by  theCor- 
re£i:ors;  was  eleded  Duke.  In  his  time 
there  was  a  confpiracie  in  Cyprus,  to  haue 
the  Kingdome  fall  into  the  power  of  Fer¬ 
dinand  King  of  Naples  •  Pietro  Morcenigo 
went  thither  with  a  great  ArmiCjWhcre  he 
appealed  all  troubles, and  feuerely  chafti- 
fed  the  Rcbells  •  Scutari ,  a  Cittie  in  Li- 
burnia,  was  befieged  by  the  T ^rke^  and  va¬ 
liantly  defended  by  Antonio  Loredano. 
This  duke  gouerned  oneyeare,foure  mo- 
ncths,and  feuenteene  dayes. 

70  Pietro  Mocemgo  was  eleded  Duke, 
in  defert  of  all  his  worthy  decdcs .  tepan- 

was  befieged  in  his  time  by  theTV^r^^, 
and  vertuoufly  maintayned  by  Antonio 
Loredano.  They  brought  their  power  like- 
wife)  before  thelfle  oiStalimenay  but  the 
fame  Loredamo  (  by  his  valour )  defended 
it.  The  daughter  to  King  Ferdinand Q2mt 
to  Venice y  with  the  Cardinall  her  brother, 
where  they  were  roially  entertained.This 
Prince  caufed  a  Money  to  bee  ftamped, 
which  heefiirnaraedby  his  ownename: 
And  gouerned  but  two  yeares ,  and  nine 
moneths. 

7 1  Andrea  Vendr amino  had  fuch  ill  hap 
in  his  gouernement,  that  the  Venitian  Ar¬ 
my  was  two  feucrall  times  put  to  flight  by 
the  Turkes  i  Once  ,ncare  to  Croya  in  Al- 
banUy  and  the  other  in  the  country  of  Fri¬ 
uli.  Hewasagoodly  manofperfon,  and 
had  a  moft  beautif ull  Lady  to  his  wife,  by 
whom  he  had  as  goodly  children ,  whom 
he  allied  in  marriage  with  the  chiefeft  Fa¬ 
milies  :  he  gouerned  one  yeare,  and  eight 
moneths. 

72  GiouanniMocenigo  ^hxoxhcx  to  Pie¬ 
tro  MocenigOy  hauing  continued  the  warre 
againft  the  Turkey  in  the  end  made  peace 
with  him :  ordering  the  matter  fo,  that  he 
left  Scutari  and  Stipula  in  liberty  of  Com¬ 
merce  ,  and  power  to  keepe  a  Deputie  at 
ConBantinople .  Hee  made  warre  againft 
Ferdinand  King  of  Naples ,  at  the  inftance 
of  Pope  Sixm  the  fourth,  which  occafio- 
ned  the  long  warre  called  Sociale .  In  the 
end,  peace  was  made,  the  Common¬ 
wealth  hauing  gotten  Rouigo  &  Polefano. 
The  Cittie  became  much  difgraced  by 
fire,and  a  peftilent  fickeneffe :  The  prince 

 dyed, 


jC  hap, 
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dycdjhauingtaigncdfeauen  ycarcs^  and 
fixe  moneths. 

75  Mdrco  Barbarigo^  the  plague  being, 
ccafedjcaufed  all  to  be  new  buHded^which 
the  fire  had  defaced  inthePallace  *  Heei 
was  greatly  differing  from  all  dthet  Prin- 1 
CCS,  to  wit,  inpardoningjvahdfoTgettin^^ 
particular  iniiiries  doonc  vtitd  him  :  but , 
fuchas  werc  comitted  againft  the  State, , 
he  would  haue  reuenged  with  ftrideft  fc- 
ueritic.  The  grand  Signeur  or  Turke  fent  i 
a  particular  Ambafladour  vnto  him ,  to  ’ 
congratulate  his  elcdion cHcgouerned 
but  nine  moneths,  4  ' 

74  AgoFimo  Burbarigo^  with  flood  the 

progreCTe  of  charUs  the  eighth  King  of 
Fr dunce ^  when  hee  made  warre  againft 
them  of  Arragon ,  for  the  Kingdomc  of 
Naples,  which  he  conquered.  The  Turke 
vfurped  on  the  Common-weales  of  Le- 
panto^ModonaimA  Corona,  TheKingdome  > 
of  Cyprus  was  brought  vnder  the  tutelage 
of  the  Senate,  and  Catharim  brought 

thence  to  Venice.  The  office  U  Sante 
was  created, by  occafion  of the  peftilece : 
This  Duke  gouerned  fiftcenc  yeares,  and 
twenty  one  day es.  f  -r  .  ; 

75  Leonardo  Lauredano  fuftairied  a  ve¬ 

ry  rigorous  war,  againft  the  chiefeft  Prin¬ 
ces  of  the  world  :  thcrebeeinga  League 
made betweene  the  Emperour  Ma^imili- 
an  5  the  King  of  Framce  ^  them  of  Naples^^ 
and  the  Dukes  of  Sauoy  ^Ferrara  ^  and 
Mamua,  incited  thereto  by  Pope  lulm 
-the  fecond .  All  the  wholceftate  offirme 
land  was  furprized, except  Treuifa*^  but  in 
the  end  it  was  recouered.  He  liued  in  the 
Principality  ninetecneyeares ,  cightmo- 
ncths,  and  twenty  dayes.  ■ 

y6  Antonio  Grimani,  being-Generall, 
had  a  moft  infamous  dif-rout  or  foile,  by 
which  occafion,  hee  was  difmilfed  of  the 
charge  of  Procurator  of  Saint  Marke,^nd 
confined  to  cherfo .  He  brake  his  limitati¬ 
on, and  withdrew  himfelfe  to  Rome  lo  the 
Cardinal!  his  fonne :  wherehe  had  fo  ma¬ 
ny  worthy  Offices  irnpofed  vpon  him,  as, 
not  onely  he  was  re-eftablifhed  in  his  At- 
turncys  place  againe  j  but  he  was  likewife 
made  Duke,  at  the  age  offourefcore  and 
two  yeares,  and  gouerned  but  one  y earc, 
ten  moneths,  and  two  dayes. 

77  Andrea  Grtttiy  gaining  the  beft  part 
of  the  glorie,  for  thereprizallofP^^^^, 
was  in  very  great  efteeme .  Hee  dealt  fo 
with  the  King  of  Fraunce^  (towhomehc 


was  prifoner).that:his’Maleftie  allied  him- 
fclfc  with  the  Gommbn'iwealth,and  Bref- 
cia  SLtid  Verona  were  reconquerd.Hc  knew 
very  well ,  How  to  make  his  carriage  plea- 
.firrg  to  the  Sttbate,  during  the  warres  be- 
.tweene  Charksthc  fifth-,  ^Etnpefour,  ^and 
King  Frdmcesxht  firft  ^  as  alfb  againft  5^- 
lyman.  He  gouerned  fiftcenc  yeares^  fea- 
uen  moneths  jand  eight  dayes.  4 
*•  78  FkM  Lando  continued  the  defence 
•of the  Commonwealth  againft  the  ffurke: 
^with  whorh(at  laft)  he aiade  a  peace, know 
ing  howto!.makevfe  thereof,  andmain- 
taine  his  owinc  charge whileft  the  warfe 
continued  betweene  Charles  the  fife ,  .arid 
King  Frames  the  firft.- i  Hee  gouerned  fixe 
•yeares,  and  eight  moneths.  ^  ^  ' 

•  yy  F  i^ancef CO  Donato^ 

.alfoof  this  peace  ,  beautified  the  Citric 
with  many  goodly  buildings^befides  that 
t)f  thcPallace.  He  fentfiiccorto  the  Em¬ 
perour,  againft  certaine  Rebellj  in  C^rmdF 
nie.  The  Princes  of  Gmfe\  coming  to  Ve- 
nice  in  his  time,  were  ciitertaincd  as  fitted 
their  degree.  He  gouerned  feauen  yeares, 
.aiid  fixe  moneths.  .  .  - 

.80  Marco  AntonioTreMfano^^cmn'A- 
together  deuout.labourcd  that  the  Com¬ 
mon-wealth'  might  abound  in  goodneffc 
and  ciuill  manners  5  preiicnting  (  by  his 
owne  worthy  example)  ihatvices  fiiould 
hot  be  wincked  at,  as,  in  too  many  coun¬ 
tries  they  are;  He  gouerned  a  yeare, wan¬ 
ting  three  dayes. 

81  Francefco  Veniero,  could  fo  well 
skill  of  gouerning  the  Common-wealth  , 
that  albeit  the  Turke  (in  his  time)  made 
warre  in  Apulia ,  and  the  King  oiFr dunce 
in  Tufeanie:  yet  all  was  well  at  f^enice^  and 
the  eocene  ofP^?4rWroially  welcommed 
thither.  He  gouernd  two  yeares, one  mo- 
.neth  and  twenty  dayes. 

82  Lorenz^o Friuli^  was  follhcited  (by 
•the  Pope)  to  make  warre  againft  the  Em¬ 
peror.  But, he  being  a  friend  to  the  Com- 
.mon-wealthj  by  no  mcanes  would  offend 
him,  but  mediated  a  pacification  of thofe 
affaires  •  In  his  time  peace  was  made  be¬ 
tweene  Fraunce  ‘Sindspaine,  and  Charles 
the  fift  dyed.  This  PrinCb  gouerned  three 
yeares, clcaucn  moneths,and  eight  dayes. 

83  Girolamo  Friuli^  brother  to  the  pre- 
cedet  prince  jCnioycd  thofe  great  honors, 
which  Pope  Pius  the  fourth  gaue  vnto  the 
-common-wealth :  And  all  his  delight  was 
to  heare  ambafladors  in  the  hall  of  Kings. 

In( 
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In  his  time  the  Gounccl  o(T ^ent  was  con¬ 
cluded,  whither  he  fent  (as  Ambaffadors) ' 
Nicholo  de  Pmt^y^nd  Matheo  Dandolo, 

TheGommon-wcalth  hclde  (at  Bap- 
tiflnc)  the  fonne  to  the  'Dukc  i>to«^7>by  a 
Deputie  borne  of  Margueritof  Fraume. 
He  dyed ,  hauing  gouerhed  eight  yearcs,  * 
two  moneths,  and  foure  dayes.-  i  ’ 

84  Pietro  Loredano^y  the  concurrence 

of  two  others,  was  clc6ied  Dukc,contra- 
rie  to  the  hope  of  all,or  his  owne  expeda- 
tion.The  ArfenaUwas  burned  imhis  time, 
and  there  then  alfo  happened  a  very  great 
dearth  of  all  things.  fuccclTour  of 
Solymah ,  tooke  occafion  to  b  rcake  peace 
with  the  Common-wealth ,  demaunding 
of  them  the  kingdome  of  Cyprus^  and  mo- 
ued  warre  vpon  this  Subie<^  *  He  goucr- 
ned  foure  yeafes,  fine  moneths3  and  eight 
dayes.  ^ 

85  Luigi  Mocenigo ,  warre  being  kind¬ 
led  againQ  the  Turke ,  I0&  the  kingdome 
ofQy>m,2V/V^/i  being  taken,  zndFama^ 

furrendered.  The  Common-wealth 
made  league  with  Pope  Pius  the  fifth,and 
Phillip  King  of  Spme^  fo  that  their  armies 
(being  ioyned  togither  in  the  ycare  of  our 
Lord,one  thoufand  fiuc  hundred  fcuenty 
one)  they  obtayned  a  worthy  viftoriea- 
gainft  the  Turkes .  Soone  after,  Henry  the 
third  jking  of  France  to  where 

he  was  magnificently  entertayned .  This 
Prince  dyed  in  his  feauenth  yearc. 

S6  Sebafiiano  Veniero ,  was  elefted  by 
common  voyce ,  and  with  fuch  applaulc, 
that  diuers  T wkes  ranne  to  him  and  ki^ed 
his  fcctc .  He  created  fiuc  Corredours  of 
chcLawes  ,  for  ruling  the  affaires  of  the 
Pallace.  The  Citty  was  deliucred  of  a 
dangerous  plague,  and  the  Pallace  was  a- 
gaine  very  greatly  defaced  by  fire .  This 
prince  gouernd  not  aboue  a  whole  ycare. 

87  NicholodePontCy  was  created  Duke, 
a  man  very  learned  in  all  the  Sciences,and 
whereof  hce  had  made  publike  profeflion 
in  Venice.  He  paffed  thorow  all  the  honors 
of  the  Common-wealth ,  wherewith  the 
Citizens  could  poflibly  gratifie  him.  The 
Seminary  of  Saint  Markew2$  inftituted 
by  him .  Certaiie  princes  of  lapponia  ar- 
riuingthen  at  Venice  ^  were  by  him  moft 
honourably  entertained.  He  builded  the 
bridge  of  Canareggio :  and  gouerned  feuen 
yearcs,  nine  moneths,  and  thirteen  dayes. 

88  PafchaleCicogmyVioc\xx2XO\xio{S. 
Markcy  was  elected  when  he  was  at  diuine 


Seruice  in  the  Church.  In  his  time  there 
was  great  warres,  betweenc  arid 

Spayhe about Piedmonty  and  betweenethe 
Emperour  and  the  Turke  y  for  fome  parts 
in  Hungaria.  He  caufed  the  lownc  of  Pair 
to  bee  builded ,  in  the  confines  of  the 
Countrcy'of and  a  ncwcaftlcor 
fortreflcjinthelfleofc^^^/w^.  He  had 
the  honor  of  the  wondcrfull  bridge  of  the 
RialtOy  which  he  builded  ;  And  gouerned 
ten  ycarcs,  or  thereabout.  r/  , 

8^  Marino  Grimini , '  Procuratour  pf 
Saiui  Marke  y  was  (b  highly  in  grace  and 
fauourofthc  people,  that  on  the  day  of 
his  Elcftion  5  they  declared  extraordina- 
rie  fignes  ofioy ,  and  continued  them  for 
many  following  dayes .  The  fccond  ycare 
of  his  Principality, he  caufed  the  dutchefTe 
his  wife  to  be  crowned  in  great  triumph. 
At  which  time.  Pope  the  eight 

fent  her  the  Rofe  of gold.  In  his  time  was 
much  ioy  and  triumph  madc,for  the  peace 
concluded  bctwccnc  the  Kings  oiFraume 
and  Spayne .  Vpon  occafion  of  the  Popes 
comming  to  Ferrara^  obtained  by  the  Ec- 
clcfiafticall  Eftatc ,  the  Cardinall  jilda-- 
brandino  paffed  thence  to  Venice ,  where 
he  was  moft  honourably  wel-comed, with 
diuers  other  Cardinalls .  There  was  fuch 
an  extraordinary  oucr-flow  of  waters ,  in 
thefiftycarc  of  his  Principality ,  that  the 
Barkes,  Boates,  and  Gundoloes  Boated 
on  the  place  of  Saint  Marky  eucri  as  if  they 
had  beene  in  a  full  mainc  riuer  •  He  dyed, 
and  was  much  bemoaned  of  the  people, 
hauirig  gouernd  ten  yeares,  and  eight  mo- 
ncths. 

90  Leonardo  Dandolo ,  hauing  by  his 
worthy  defcruings,finguler  wifedome  and 
dexterity,  mannaged  paffed  affaires ,  and 
gone  thorow  all  honors  of  the  Common¬ 
wealth,  giuing  euident  tcftimonic  of  his 
care  and  faithfulrrfcffe ;  was  aduaunced  in 
the  place  ofGrmaniy  the  tenth  day  of  Ja¬ 
nuary,  1^0^.  He  had  beene  fent  Ambaf* 
fadourto  ConHantinople  to  Mahomet  (bee 
being  newly  come  to  the  Empire  of  the 
Eaft)  in  the  Common-wealths  name  ,to 
falutc  him  with  acenftomed  complcmcts. 
He  hath  fuch  a  pradlick  braine,  &  fo  hap- 
pic  a  memory,  feated  inafoulcfo  religi. 
oufly  zealous  for  common  benefited  that 
the  Seriate  hath  referred  move  vnto  him, 
then  to  any  other  of  his  Prcdcceffours. 

The  Cttie  hath  (in  his  time)  beene  ex¬ 
communicated,  by  Paulus  ^intusy  now 

Pope, 


I 


Pas  of  Suze. 


*3- 


OfGun-shot,&c.. 


PopCj  about fome  pretentions  appertain- 
wg  tp  :  But  it  may  well  be  fayd  of 

this  Prince,3^  that,  agaihft  fuch  Thunder^* 
dappesand  Lightning  flafheS  j  heehath 
ftewne  hin^ifelfe  an  immoueable  rockcjin 
defence  of  chat  eftatc  in  general!  •  In  like 
nianer  yt^Otprincipall  Fillers  ofChriftcn*- 
dome,  tbre^tned  greapdifafter  and  mine: 
but  that  moft  Chriftian  Henry  the  fourth. 
King  of  embracing  ihofc  evVo 

Collomnes ,  vpheld  both  the  one  and  o^- 
ther,and  rcdrelTed  all  difcontentment,by 
the  enterniife  of  his  Ambafladours ,  and 
hath  ereded  a  triumphall  Arche  j  totbe 
immortalitic  of  his  glofie  .  This  Prince 
now  liuing  happily  in  peace  v  doth  daily 
Acknowledge  to  Frannce ^  his, particular 
afFe(9ion  for  fuch  fauour,  &  may  (imtirne) 
much  better  declare  it.  God  long  preferuc 
him,and  all  other  good  Princes*.  .  ^ 


^  hi.  -  -  « 
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^  of  [Vounds  made  by  Gm-fhoP^  and  : 
ether ferie  Engines, 
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N  theyeare  of  oiirLotd, 
153^.  the  vidorious  king 
Framces  knt  a  great  Ar- 
mie  vnto  Piedmont^xowi- 


hands  :  of  whom ,  the  moft  part  went  to 
the  Caftle  yillane  ^  where  there  was  a- 

boutfbme  tvvo  hundred  S^aniards^Tothis 
caftle  my  L6rd  the  Conftable  drew  his 
forces  ,  bfecaufe  hee  would  make  his  way 
cleafe  before  him .  It  is  fituatc  vpon  a  lit¬ 
tle  Moiintaine ,  which  giueth  great  aflii- 
ranccto  thofc  within  y  that  there  iban  bee 
no  Ordinance  plah>ed^gainft  it,to  batter 
It  downe .  They  Wbre  fummoned  to  re- 
ftorcit  Vp,  or  clfc'Wert  threatned  to  haue 
it  battered  in  pccces$  which  they  flatly  re- 
fufed :  ahfwaring  wfthall ,  that  they  were 
as  good  and  faithfifll'  feruants  to  the  Em- 
perdtir  ^  as  Mounfieiif  the  Conftable  was 
to  the  King  his  maiftef.  Their  anfwer  be¬ 
ing  vndcrftbode, the  ftmc  night  there  wa^ 
mounted  two  great  Canons,  by  the  force 
of  armes  with  ropes  and  cordcs ,  by  the 
Smt^ersy  where,  (as  m-^fortune  Would) 
thofe  cannons  being  planted  vVCunncr 
by  iridilcretion  fired  a  barrel  ofCun-pou- 
dc/^jcrewith  he  himfelfe  was  extreamc- 
ly  brfrhed ,  together  with  tenne  or  twelue 
foldids.  ‘Moreouer,thc  flame  of  the  pou- 
derwa's  the  caufeof  thedifeouerieof  the 
Ordidance ,  whereby  thofc  of  the  Caftle 
the  njghtfolIowingV  diTcharged  their  Or¬ 
dinance  at  that  place  where  they  difeoue- 
red-  our  Gannons^  infbmuch^that  we  had 
many  of  our  men  hurt  and  flaine. 

The  morrow  after ,  very  early  wee  be- 
ganne  the  battery,  and  in  few  houres  after 
the  breach  was  made  ;\vhich  thofc  of  the 


mlcThurin,  andtorecorl  Caftle  ’percciuing,dcfired  a  parley  but  it 

ter  thofe  to wnes  andra. 


_ ter  thofe  to wncs  andca- 

files,  which  had  beene  taken  by  the  Mar- 
queffc  Du  Guafio ,  Lieutenant  gencrall  of 
the  Emperour, where  Monficur  the  Con- 
ftablcjthen  great  Mafter,  was  Lieutenant 
gcnerall  of  the  Army ,  .and  Mounfieur  de 
Monte^ian  Captaine  gencrall  of  the  Foot¬ 
men  (of  whom  I  was  then  Chirurgian.)  A 
great  part  of  the  Armie  arriued  at  the  Pas 
of Suz>e^w\\cxc  we  found  the  encmie  keep¬ 
ing  the  paffage,  and  had  made  vnto  them- 
felues  certayne  forts  and  trenches;  in  fuch 
fort, that  before  they  could  be  raifed  from 
thence,  wee  entered  into  battell :  in  which 
conflict  there  was  many  hurt  and  flaine, as 
well  on  the  one  fide  as  on  the  other.  But 
they  were  inforced  to  quit  that  paflage , 
and  to  recoucr  the  caftle;  which  they  held 
not  long, but  were  compelld  to  giuc  it  vp* 
marching  away  in  their  fhirts  oncly ,  ha- 
uing  each  of  them  a  white  W  and  in  their 


was  too  late ;  for  in  the  meanc  time  fome 
of  our  fbot-mcn,pcrjceiuingthem  to  be  a- 
ftonifhed ,  mounted  the  breach,  anden- 
tred  the  Caftle,  putting  eucry  man  to  the 
fwbrd  5  except  onely  a  certainc  beautifull 
Piedmmefe ,  which  a  great  Lotd  enter¬ 
tained  into  his  (eruice.  The  Captaine  and 
Ancient  were  taken  aliue ,  but  vverepre- 
fcntly  after  h|j^ged  vpon  the  Gate  of  the 
Towne  3  to  terrific  the  reftof  tbcEmpc-' 
tours  fouldiers,  not  to  be  fo  foole-hardic, 
to  hold  fuch  places  againft  fo  great  an  ar- 
mic.  Now;thc  fouMiers  of  the  Caftle  fee'- 
ing  our  men  rufhing  in  vpon  them  in  fuch 
great  fiiric,  made  all  the  rcfiftance  they 
could  to  defend  themfelucs,  in  killing  and 
wounding  a  great  number  of  our  Souldi- 
ers  with  their  pikes  and  muskets ;  where 
the  Chirurgianshad  a  great  deale  of  work 
cut  out  to  their  hands. 

I  was  (at  that  time)  but  a  yong  Chirur- 

g»an,l 


Tke  Caftle 
ViDane  be- 
fiedged  and 
taken. 


I 


OfGun-shot,  and 


i  The  Author 
cntreihinio 
the  matter. 


A  remedy 
found  by  aC" 
cidenu 


gian  j  and  but  little  experienced  in  the 
Art,  bccaufel  nciier  (as yet)  hadfcenc 
the  curation  of  anic  Wounds  made  by 
Gun-fliot.  TrucitisithatIhadrcad/<?/^;> 
ie  rjg^jhisfirft  bookc  of  Wouri4s  in  ge- 
ncrall,chap,8.  where  he  faith,,  That thofe 
wounds  made  by  fiery  Engines,  do  parti¬ 
cipate  of  venenofity,bccaufe  of  the  Pow- 
derj  and  for  their  curation,  be  commands 
to  cauterize  them  with  the  Oile  of  Elders 
mixed  with  a  litlc  Treacle:  yctneucrthe- 
Icflte^becaufe  I  would  not  be dcceiucd, be¬ 
fore  I  would  make  vfc  of  the  faid  boyling 
oile,  knowing  that  it  brought  with  it  ex¬ 
treme  painc  to  the  Patient,!  obferued  the 
I  methode  of  other  Ghirurgians  in  the  firft 
drcflSng of  (uch wounds;  which  was  by 
the  application  &  infufion  of  the  forefaid 
Oile, as  hot  as  poflibly  they  could  fuflfer  it, 
with  Tents  and  Setons  :  wherefore  I  be¬ 
came  cmbo!dnc3  to  do  as  they  did.  But  in 
the  end  my  oile  failed  mce  ,  fo  that  I  was 
conftrained  to  vfc  in  ftead  thereof, a dige- 
ftiue  made  of  the  yolke  of  an  egge,Oilc  of 
Rofes  and  Terebinth .  The  night  follow¬ 
ing,!  could  hardly  fleep  at  mine  cafe /car¬ 
ing  left  that  for  wat  ofcautcrizing  j  (bold 
find  my  Patients,  on  whom  I  had  not  vfed 
of  thcaforefaid  Oyle,  dead  and  empoyfo- 
ned ;  which  made  mec  to  rife  carely  in  the 
morning  to  Vific  them;  whcre,bcyond  my 
cxpcdaiion,!  found  thofcon  whom  Ihad 
vfed  the  digeftiue  medicine  ,  tofcelebut 
little  paine,and  their  wounds  without  in¬ 
flammation  or  tumor,  hauing  refted  well 
all  that  night .  The  reft,  on  whom  the  a- 
forefaide  Oile  was  applycd,  I  found  them 
inclining  to  Fcauers ,  with  great  painc, 
tumor  ,  and  inflammation  about  their 
Wounds  :  then  I  refolued  with  my  felfe, 
ncucr  to  burnc'fo  cruelly  the  wounded 
Patients  by  Gun-fhot  any  more. 

When  wc  entred  Thurin ,  I  was  toldc 
of  a  Chirurgian ,  who  was  exceeding  fa¬ 
mous  ,  cfpecially  for  his  curing  wounds 
made  by  Gun-fhot ,  with  whom  I  found 
the  means  to  acquaint  my  felfe :  yet  it  was 
nearetwo  yearcs  and  a  halfe, before  hee 
would  acquaint  mec  with  his  Medicine 
which  hee  called  his  Balrae.  In  the  meanc 
time,  Mounficiir  the  Marfhall  o^lMonte- 
]4n ,  who  was  Lieutenant  gencrall  of  the 

V  ^hen  I  toldc  this 
Chirurgian,  that  I  had  a  defire  to  rcturne 
to  Parls^  wichall,  requefting  him,  that  he 
would  performe  hispromife,  which  was, 


to  giuc  me  the  receit  of  his  Bilmc,whicb 
he  willingly  did,fccing  that  I  was  to  leaue 
that  countryiiHc  ftnt  me  to  fetch  him  two 
yong  whelps, one  pound  of  carth-wo^ms, 
two  pounds  of  the  oyle  of  Lillies, fix'oun/ 
CCS  of  the  Terebinth  of  ,  and  one 

ounce  o(Aqm-*vUx :  and  in  my  prefcnccj 
he  boiled  the  whelps  aliuc  in  the  faid  oile, 
vntill  the  flefh  departed  from  the  bones. 
Afcerward,hc  tooke  the  wonilcs(hauing 
before  killed  and  purified  them  in  white 
Wine ,  to  purge  thcmfelucs  of  ihc  earth 
which  they  haue  alwayes  in  their  bodies:) 
being  fo  prepafedihe  boyled  them  allb  in 
the  faid  odle,tiirthcy  became  dry ;  this  he 
ftrarned  thorowa  napkin,  without  anie 
great  expreffion ;  that  doonc ,  hec  added 
thereto  the  Terebinth ;  and  laftly,  the  A‘ 
and  called  God  to  witiiefle,that 
this  was  his  Balme  which  hee  vfed  in  all 
wounds  made  by  Gun-ftiot,and‘in  others 
which  required  fuppuration;witbal, pray¬ 
ing  me  not  to  divulge  his  fecret 

From  thende  I  returned  to  where 
fhortly  after jMounficur  S(lmu^^LcQ.iivev 
of  the  King  in  Phyfickc ,  a  man  greatly  c- 
fteemd  among  learned  menjtequeftcd  me 
one  day  to  dine  with  him,  which  I  did  wil¬ 
lingly  ;  where  hee  asked  me  many  Quefti- 
ons,  and  among  the  reft,  of  the  eflence  of 
wounds  made  by  Gunne-fhot,  and  of  the 
combttftions  made  by  Gunne-pouder. 
Whereupon ,  I  prefcntly  prooued  vnto 
him,  that  thepouder was  not  anything 
venomous  at  all ;  becaufe  that  no  Simple 
that  enters  therein  is  any  way  venomous, 
much  kfle  the  compofition.  Alfo,!  haue 
fccne  by  experience  ,  that  (bme  Souldiers 
being  hurt, will  take  of  the  faid  powder  in 
wine,faying;  Thatpouder  fo  taken, doth 
preferuethc  body  ftom  the  enfuing  acci¬ 
dents,  the  which !  approuc  not.  Alfo,  o- 
thers  hauing  vlccrson  their  bodies,  doe 
commonly  vfc  of  the  faid  pouder  drie,and 
hcale  them  without  any  daungcr  at  all. 
And  as  for  the  Bullcts,they  can  not  con- 
tainc  any  fuch  heat,  that  they  fhould  haue 
the  faculcie  of  burning :  for  a  bullet  being 
(hot  againft  a  ftone-wall ,  it  may  prefent- 
ly  be  belde  in  the  naked  hand ,  although 
the  collifiTion  made  againft  the  Scones, 
(hould  (inreafon)  heatcit  the  more:  And 
as  for  combuftions  or  burnings  made  by 
Gumpouder,!  iieucr  found  any  particular 
accident  in  it,  whereby  the  cure  ought  to 

be  diuerfified  from  the  cure  of  other  com- 
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How  ihs  Pa- 
tiem  ought  to 
be  fituate  in 
the  cxcradi- 
on  of  Bullets. 


buftions.  Whereupon,  I  related  this 
fleiry,  AccrtaincboyofihcKitchin,  of 
Mounficur  the  Marfhall  de 
into  a  Caldron  full  of  oyle  |  almoftboy-< 
ling  hotc  5  to  dreffe  whom  being  fent  for, 
Iwcntprcfcntlyto  an  Apothecaric,  den 
mandingof  hini  fuch  cooling  medicines^ 
which  are  commonly  applycd  vnto  butn^ 
ings.  An  auncieht  Countrey-woman  be¬ 
ing  by ,  hearing  mcc  (peake  of  this  burn- 
ing,  counfclled  mc  to  apply  forthetirft 
drefling  ( to  preuent  the  rifing of puftules 
or  bladdcrs)of  rawc  ohiods^  bruifed  with 
a  little  fait,  I  demaunded  of  this  woman, 
Whether  fhe  had  euer  made  .experience 
of  that  Medicine  before :  Shee  prcfently 
(ware  vnto  me  in  her  language ,  Si  rHefit 
kUfedede-^  which  did  incite  me  to  make 
experience  heercof,on  this  (culiion  of  the 
Kitchin,  where  trucly  I  found  the  morrow 
after,  that  in  thofc  parts ,  where  the  Oni¬ 
ons  had  touched ,  to  bee  altogether  free 
from  vcflickcs  orblifters,  and  the  other 
parts  3  where  the  Onioni  were  not  apply¬ 
cd,  to  be  much  bliftered. 

Not  long  after,  a  certaine  Dutch-man, 
one  of  the  guard  of  the  faid  Lord  deMon- 
te']an^  hauingdrunkchard,by  indifereti- 
oni  fet  his  Flask  afire, whicli  caufed  a  great 
difaftcr ,  both  to  his  hands  and  face  •  and 
being  called  to  dreffe  him ,  I  applycd  of 
the  (aide  Onions  ontheonchalfc  of  his 
face  5  and  on  the  other  lide^f  other  com¬ 
mon  remedies.  At  the  fecond  dreffing,  I 
found  that  part  where  I  had  applied  the 
Onions,tobc  altogether  without  blifters, 
or  any  excoriation,  and  the  other  altoge¬ 
ther  bliftted:  thcnl  firft  purpofed  to  write 
of  the  effed  of  the  faid  Onions. 

Moreouer,  I  toldc  vnto  the  fayd  Sylui- 
Hs^  that  for  the  better  extraftion  of  bullets 
which  are  hidden  in  any  part  of  the  body, 
it  is  requifit,  the  Patient  ftiould  be  placed 
in  the  fame  fituation,  that  he  was  in  at  that 
time  when  he  was  wounded.  Many  other 
things  I  difcoucrcd  vnto  him,  which  are 
contayned  in  this  Bookc  following .  My 
Difeourfe  ended ,  he  prayed  me  very  car- 
neftly ,  that  I  would  piiblifh  it  by  writingj 
to  the  end,  that  that  falfe  opinion  of  Vigo 
might  be  altogether  abolifhcdj  the  which 
I  willingly  confented  vnto ,  and  caufed 
many  inftruments  to  be  cut,  (iichashad 
not  bccnc  divulged,  for  the  extraftionof 
Bullets ,  and  other  vnnaturall  things  out 
of  the  body. 


And  ic  was  fii ft  Imprinted  in  the  ydafe, 

1545.  well  rccciucd, which  caufed  me 

to  renew  it  agaync  ^  and  publifh  it  thefe^ 
cond  time,  in  the  yearc  1$  ^o.  and  laftly ' 
in  the  ycare,  1564.  where  I  haucfcnriched 
it  with  many  other  things,  becaufc  1  hane 
fince  followed  the  warres,  hauc  bccnc  in 
many  battells,and  befieged  Townes, as  in 
^^;:*and  Nedm.  AlfOjI  haucbccne'en'-^  * 
tefrayned  into  the  feruice  of  fiuc  King’^,' 
where  I  haucalwayesdifcourfcd  with  thc' 
moft  excellent  Phyfitians  and  Chirhrgi- 
ans  of  thofe  timeS3to  Icatnc  and  difcoifcr^ 
if  there  were  any  other  methode  of  Way; 
to  cure  thofe’woonds  madc^ by  gun-fhot  5 
whereof  the  moftpartffpecially  thofe  that 
hauc  followed  the  warres^  and  arc  gufddS 
by  rcafon  and  experience  )  arc  of  my  dpU' 
nion,  which  is,  to  vfe  Supputitiiics  ih  tffe 
beginning,,  and  not  boyling  oyles.  Ahcfl 
did  prouft  moreouer  to  the  ky6Syiuius\ 
that  I  hauc  found  thofe  wounds  as  cafic  fo 
cure  (bcinginflcfhy  partes)  as  all  other 
great  contuftd  woiindsarc.  But,  where  rheaufe 
the  Bullet  rheeteth  with’the  bones  and*. that mak«h 
ncruous  parts^  it  teateth,'  dil^ceratcth  j  rounds  by  ^ 
breaketh ,  and  fliiuer^th  in  pceccs ,  rib^  fobeS’ 
oncly;  where  it  toucheth ,  bucalfo  thecif- 
cumiacent  parts,  without  any  mcrcy5  cau- 
fing  great  atcidcnts^vvhich  happen  fpeci^ 
ally  in  the  ioundure^  or  ioynts,and  in  bo¬ 
dies  of  cuillconftitution,  and  in  timefub- 
icCt  to  corruption ,  tliat  is  to  fay ,  where 
-the  Ayreishoteand  moyft,  then  is  the 
cure  moft  difficult, and  oftentimes  impof^ 
fible  5  not  oncly  of wounds  made  by  gun- 
fhot,  but  alfo  of  thofe  which  arc  rtiadc  by 
other  inftrumentsj  yea,  though  they  were' 
but  in  flcfhie  parts. 

Therefore,  the  afbrefaid  accidents  do 
not  proccedc  from  the  venenofity  which 
is  in  thb  powder  3  or  byTKeCombuftioh 
or  burning  of  the  Bullet .  For  proofc  of  Hiftory 
which,  I  will  allcadge  this  obferuation, 
which  I  hauc  experimented  (not  long 
fince)  onthcperfonoftheEarleof(jr?«r- 
dp^-t  L,oxA  oi Achindon  i  a  Scottifh-man,’ 
whom  I  cured  by  the  commaundement  of 
the  Quccne-mother ,  who  was  hurt  with- 
thefhot  ofaPiftoll  cleanc  through  both 
the  thighs, without  frafturc  of  the  bones  5 
he  (landing  fo  nearc  the  mouth  of  the  Pi- 
ftoll,  that  the  fire  tooke  holdc  of  his  bree¬ 
ches  5  neuerthcleffc ,  hcc  was  pcrfcilly 
cured  in  two  and  fhirtie  dayes ,  without 
a  Feaucf  or  anic  other  cuill  accident .  I 
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drcft  him  at  S.  ^ohn  de  Lstran ,  in  the 
houfcofihc  Archiihoppe  o(GUfco ,  then 
Ambartodoiir  iox  Scotland y  whocamcc- 
iicry  day  to  fee  him  drcft .  Moreoucr,  for 
(cftimony,  I  could  produce  Mounfieur 
Brigard yUoGcox  Regent  in  tiic  facultie  of 
Phificke,who  was  an  afliftant  with  me;  to¬ 
gether  mih  lames  GutUemeaUy  Chirurgian 
to  the  King,  and  fwornc  at  Parib\\N\\o  was 
with  mcvntillhis  perfeft  ciiration.  The 
fame  likewife  Mounfieur  HaHSinX>o(Xoviv 
Regent  in  the  faculty  of  Phyfickc  can  te- 
ftifie,  who  fometimes  came  to  fee  him. 
Alfo  Giles  Scotchman  and  Chirur¬ 
gian  ,  euery  of  them  maruailing  how  hec 
became  fo  (oonc  cured  jwithout  the  appli¬ 
cation  of  hot  and  fharp  mcdcines.  Now, 
tfiercafbn  wherefore  Ihauc  madethis  li- 
tlc  Difeourfe,  is  to  demonftrate^that  it  is 
ahouc  30.  ycares  agoe,  fince  1  firft  found 
put  this  maner  ot  curing  wounds  made  by 
gunfhotjwiihout  the  vfc  of  boiling  oiles, 
or  any  other  fharp  or  burning  medicines, 
vnleffe.I  was  con.lraincd  to  vfe  them,  fir 
fuch  accidents  which  hapned  in  Cacochy- 
med  bodies ,  or  through  the  euil  difpofiti- 
non  and  malignancy  of  the  ayre ,  as  I  will 
(hew  more  amply  in  this  Difeourfe  folio- 
j  wing ,  which  I  made  vnto  the  dcccafiTed 
King,  after  the  taking  of  Roan. 


CHAP.  nil. 


OccifionoT 

tbisdircourfe. 


^  A  Anf wer  'vnto  a  cert  ay ne  demaundy  fro- 
pounded  by  the  'viSioriOHs '  Prince  Charles 
theninthy  as  touching  the  qualitie  and  Ef> 
'  fence  of  wounds  made  by  Gunne-fhottCy  at 
his  MaieHies  returne  from  the  fiogCy  and 
taking  of  the  T wne  of  Roan. 


T  one  day  pleafcd  your 
Maieftie ,  together  with 
the  Qnccne-Mothcr,  my 
L.  the  prince  of  La  Roche- 
fur  Ton  y  and  many  other 
Princes  and  great  Lords, 


to  demad  of  me  how  it  came  topaffcjthat 
in  thefc  laft  warres ,  the  moft  part  of  fuch 
Gentlemen  &  Soldiers,  who  were  woun¬ 
ded  by  Gun-ihot,  8c  other  inftruments  of 
war,  died,  or  were  very  hardly  recouered 
from  their  difeafes ,  although  the  wounds 
they  receiued  were  but  of  fmall  apparacc, 
and  the  Chirurgians  which  were  employ- 
cd  for  their  cures ,  did  performe  their  du¬ 


ties  according  to  Art;  1  haue  bin  the  bol¬ 
der  to  publifh  this  d ilcourfir,  to  fatisfic (in 
fomc  mca(ure)  the  duty  of  my  Art,  &:  that 
n7y  Profclfion  might  notbefpotted  with 
thclcaftdiftionor;  and  that  your  Maieftie 
might  vndcrftad  the  rcafo ns, which  might 
haue  bin  the  caufe  of  the  death  of  fo  many 
valiant  me;  the  moft  part  of  whom  I  haue 
(ccnc  ( to  my  great  griefe  )  to  finifh  theyr 
dayes  pictifully,  without  any  poifibilitie 
in  mcc ,  or  anie  other  more  experienced 
then  my  fcife  to  giuc  them  remedy. 

I  know  that  this  following  Difeourfe 
will  aftonifh  fomc  ,^who  rcpofing  them- 
fclues  vppon-  their  ownc  panicular  opini¬ 
ons,  and  not  examining  the  matter  deep¬ 
ly,  will  findc  the  firft  front  of  my  difputa- 
tion  very  ftrangc;becaufe  that  thecontra- 
ry  hath  bccnefb  long  imprinted  in  their 
fantafics.  For  I  doc  hold,  that  the  caiifc  of 
the  malignancy  of  wounds  by  Gun-fhot, 
not  to  proceed  from  any  poyfon  or  veno¬ 
mous  quality  in  the  ponder  (  as  they  ima¬ 
gine)  or  from  the  Bullet  it  felfe ,  being 
rubbed  or  infufedin  any  venomous  mix¬ 
ture.  Neucrtheleflc  ,  if  their  mcckcncITe 
and  patience  will  extend  fo  farrc,as  firft  to 
weigh  the  motiucs, which  firft  moued  me 
to  vnderrake  this  lubiefl ,  which  was  a 
zealcofthepubliquegood ;  towards  the 
which  thcLawc  of  Nature  bindeth  me, 
to  (hew  the  vttermoft  of  luy  power  in 
fuch  things  which  the  fingularprouidencc 
of  Almighty  God  hath  reucaled  vnto  me. 
And  fccondly ,  that  they  will  examine 
with  iudgement,  the  rcafons  which  I 
fhall  vfc  in  this  prefent  Trcatifc :  then  I 
fhall  bee  ccrtaync,  they  will  both  accept 
my  labour  thankcfully  ,  and  free  it  from 
all  future  calumnic .  Other  wife  they  will 
Ihcw  thcmfclucs  to  be  fo  ill  affedioned 
toward  me,  as  if  I  fhould  prefenr  my  felfe 
betore  them ,  enriched  with  all  the  trea- 
furcs  of  the  auncient  Philofophcrs ,  and 
they  fhould  place  mcc  in  the  number  of 
the  pooreft  and  ignoranteft  men  in  the 
world.  To  prcucni  therefore  all  the  Ar¬ 
guments  of  venome  and  poi(bning,which 
the  Aducrfarics  hccrc  abouc  mentioned 
mayallcadgc,  I  will  make  it  plaincvnto 
yourMaicltic-,  that  fuch  as  arc  wounded 
by  gunne-fhot;  1  fay  the  malignancicof 
fuch  wounds,not  to  proceed  from  the  ve¬ 
nome  of  the  Powder ,  bccing  of  it  felfe 
fimplyconfidcrcd  :  and  much  IclTc  from 
the  cobuftion  or  cauterization  which  the 
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The  prefent 
difputacion  is 
cakcntrooi 
Pbilofophcrsj 
Phyficions  & 
Chirurgians. 


The  compofi- 
tion  of  the 
powdec. 


Bullet  fo  heated  by  the  fire  of  the  powJer 
can  make  in  thofc  parts,  which  ic  rendeth 
5r  dilacerateth  thorow  thcvioicnce  there¬ 
of;  although  ncuerthelcffc  fome  do  ftriuc 
to  maintayne ;  allcdging  for  all,  rcafons, 
That  a  certaync  Tower  full  of  powder 
hath  hceretofore  bcenc  feenc  ruinated  in 
an  inftant,  oncly  by  the  mcanes  of  a  Can¬ 
non  lEot.  Alfo  of  a  thatched  houfe  (ct  on 
fire  with  a  Musket  fhotte.  Morcouerjbe- 
caufc  that  fuch  wounds  which  arc  made 
by  Gunne-fhottc,  we  commonly  behold 
their  Orifices  and  other  circum-iacent 
parts  fo  blackc,  as  if  an  aftuall  Cauicr  had 
paffed  thereon.  As  alfo  the  fall  of  a  cer¬ 
taync  cfcarrc,  as  they  fay .  All  which  Ar¬ 
guments  atefo  ill  framed  ,  that  they  de- 
(cruc  no  authoritie,  bccing  builded  on  fo 
(lender  a  foundation ;  much  lcfie,that  the 
rcfolution  of  your  demaund  fhould  be  ta¬ 
ken  from  them ,  as  I  truft  to  giuc  you 
plainely  to  vnderftand  in  the  Difputation 
following.  Which  (after  I  had  feenc  a 
great  number  of  thofe  wounds,  and  dili¬ 
gently  obferued  them,  handling  them  ac¬ 
cording  to  themethode)  Ihauecollcded 
from  the  auncient  Philofophers,  Phyfiti- 
an8,and  Chirurgians  to  prefent  vnto  your 
Maiefty ,  and  to  withdrawc  your  mindc 
from  the  admiration  of  the  lamentable 
death  of  fo  many  braue  Gentlemen  and 
Souldiers. 

Now,  to  enter  into  the  matter  propo- 
fed,  and  toanfwerthe  Arguments  before 
alledged^we  are  firft  to  cxamine,whcthcr 
there  be  anypoyfbn  inclofcd  in  the  pow¬ 
der,  or  no :  And  if  there  bee ,  whether  it 
may  infedl  by  mcanes  of  the  pretended 
poyfon  thereof.  Which,  that  it  may  ap- 
peare  plainely ,  wee  muft  fcarch  into  the 
conipofition  ofthe  fayd  powdetjConfide- 
ringthat  itisnotoffubftancefimplc,  but 
compound :  and  fo  by  examining  the  na- 
,ture  of  fuch  Simples^which  enter  into  the 
^compofition  thereof ;  Imeanc  their  qua- 
litiesjcffcdsjand  operations ,  we  (ball  the 
fooncr  aitainc  to  the  fcope  and  intention 
pretended. 

As  for  the  Simples  .it  is  a  moft  aCTured 
thingjthac  there  are  but  three  in  all,which 
make  the  compo(ition  thereof ,  that  is  to 
fay  ,  coalcsof^willow  or  birch,  fulphurc, 
and  fak-petcr,  and  fometimes  Ac^ua-'VttA: 
which  ingredients  feucrally  confidcred, 
arc  altogether  exempt  and  free  frompoy- 
fon,  or  any  venomous  quality.  Andfirft 


for  the  coalcs,  there  is  hot  any  thing  con- 
fidcrablc  in  them,  vnlcfleitbccadrying 
quality,  offubtilefubfiance ,  by  mcanes 
whereof  it  is  apt  to  take  fire,  cuen  as  a  lin- 
nen  cloth  burned  into  Tinder  doth  the 
(|>arkcs  that  fall  from  a  Flint  (lone.  Sul- 
phurc  is  hotc  and  drie,  ncuerthelcffc, not 
cxccfliuc,and  of  a  more  oilie  and  vilciious 
fiibftancc  ,  yCt  not  focafie  to  inflame  as 
coalcs ,  although  ic  doth  retaine  the  fire 
more  forcibly  when  it  is  once  inflamed, 
and  is  very  hardly  extinguifhed .  As  for 
the  falt-petcr,  it  is  fuch  ,  that  many  make 
vfe  thereof  inftead  offalt.  Now  let  vs  exa¬ 
mine,  whether  there  be  any  vencnofity  in 
the  nature  of  fhcrefimplcs^namcly,in  that 
of  fulphure ,  which  is  the  moft  lufpcd'cd. 
T)iofcorii65  in  his  fift  bo6kc,chap.  jy.  pre- 
feribeth  it  to  be  taken  in  an  Eggc,  inth'c 
aftmaticke  paflion,  coughes^  and  to  fuch 
which  fpit  matter,  and  thole  th^t  haiic  the 
'laundifc.  hx\AGalertm  his  ninth  booke  of 
his  Simples,cha.36.  ordaineth  it  as  a  topi- 
call  remedy ,  vnto  fuch  who  are  bitten  by 
venomous  beads  5  and  in  all  malignant 
pradifcsoritchings ;  as  for  the  Aqua-'vi- 
it  is  a  thing  fubtile,  that  it  willcua- 
poratc  ific  be  fet  in  the  ayre  ^  bcfidcs ,  it 
is  vfed  by  moft  Chirurgians  inwardly  in 
drinkes,  and  outwardly  in  embrocations 
as  a  moft  fingiilar  medicine,  Thefe  things 
confidcred,  make  mcc  to  affirmc,  that  the 
whole  compofition  of  powder  is  altoge- 
ihct  free  from  venome  orpoy(bn,  feeing 
that  thcli^grcdients  are  altogether clcarc 
from  the  lead  touch  in  that  kind. 

Morcoucr,  Ihaueoblcrucdittobcc 
the  praftife  of  the  Hollanders ,  becing 
wounded  by  Gunnc-lbotte ,  to  diffoluc 
two  charges  of  powderin  Wine ,  and  to 
drinkc  it  off,  hoping ,  by  that  mcanes  to 
'be  freed  from  all  future  accidents  which 
might  happen  to  their  wounds  (although 
I  doe  not  approoue  thereof,  becaufc  iris 
a  moft  infufficient  remedy.)  Alfo ,  (uch 
vlccrs  which  are  made  through  the  com- 
buftion  of  powder,arc  of  no  other  nature 
then  thofc  that  arc  made  by  fire ,  or  fcald- 
ing  water.  But ,  wherefore rtiould  I  al- 
Icdgc  any  forrainc  example  ?  Do  w^c  not 
fccamongft  ourowncfouldicrs,  I  do  not 
know  on  what  occafion,but  only  to  (bew 
thcmfclues  brapc  fclJowcs ,  to  cmpiic 
their  charges  of  ponder  inro  their  cuppes, 
and  drinkc  it  without  anic  inconucnicncc 
at  all  5  and  others  in  like  manner^  bccing 
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hurt  on  any  part  of  their  bodies  j  will  ap¬ 
ply  of  the  fame  vpon  their  vlcers  to  dric 
them/  and  findc  much  profit  by  it.  As  for 
thofe  which  do  affirmc  that  it  is  not  in  the 
powdetj  but  the  Bullet,  which  being  fub- 
tilly  pierced  in  many  places  ,  or  filled  vp 
withvenome,  orftieped,  rubbed,oi  mi¬ 
xed  with  any  poyfon ,  caufeth  the  afore- 
fayd  daungerous  accidents ;  To  fuch  do 
I  anfwcr  without  further  trouble,  that  the 
fire  (et  to  the  powder-,  is  fufficient  to  pu- 
rifie  the  poyfon  of the  Bullet,  if  any  there 
were  5  the  which  can  not  be  done  (by  im- 
poyfoned  Swords ,  Pikes,  Arrowes,  and 
filch  like,  becaufc  iheypafle  not  tborow 
the  a<Sion  of  the  fire.  Briefly  ,10  confirme 
my  opinion  to  be  true,  there  is  not  anie 
one  of  thofe  that  were  in  yourMaiefties 
Campe  at  Roan^  that  doth  not  affuredly 
know.,  that  thofe  Bullets  which  were 
fhotte  againfl  thofe  of  the  Townc,  to  be 
altogether  free  from  poyfon .  Ncucrthc- 
lelTc,  the  befieged  Townef-men  affirmed, 
that  all  thofe  BiJlets  were  poyfoned  •  Al- 
/o,  the  Souldiers  ofyoiir  Maiefties  Camp 
bad  the,  fame  opinion,  . of  fuch  Bullets 
.which  were  fhpt  at  them  out  of  the  town, 
chat  they  were  all  impoyfoned  by  them  5 
rather  belccuing  and  iudging  of  the  qua- 
j  litic  of  the  wounds  by  their  euill  fucceffe , 
then  by  the  Caufes  whereby  they  were 
made* 

True  it  is ,  that  as  in  Phyfickc,accord- 
ingto  the  Sentence  of  fjyppocrates iniht 
j^ptdemes  j  as  Cale»  noictn  on  the  twenty 
fcntcnce,  and  the  twenty  one  of  the  third 
Sciftion  of  the  third  booke, all  difeafes  are 
called  Pcftiicntiall  and  venomous  ,  being 
from  common  and  general  caufes  of  what 
k^nde  foeuerthey  be,  and  fuch  kill  many 
perfons :  fo  in  the  like  mancr,  we  may  call 
filch  wounds  as  arc  made  by  Gunne-fliot 
venomous which  are  more  difficult  to 
healc  then  others;  not  becaufc  they  doe 
participate  of  any  venonofity ,  but  from 
Ibmc  gencrall  caufe  depending,  either  fro 
the  Cacochimie  of  the  body ,  putrifadion 
of  the  airc,  or  the  corruption  of  the  vidu- 
alls,  whereby  thofe  vlccrs  are  brought  to 
be  more  malignant  Cacocthes,  and  rebelli¬ 
ous  to  all  medicines. 

To  affirmc ,  that  it  is  oncly  the  combu- 
fiionof  the  bullct,which  caufeth  the  afore 
faid  danger ;  I  cannot  concciuc  their  rea- 
fons, feeing  that  the  Bullet  is(for  the  moft 
part)  made  but  of  lead,  and  therefore  vna- 


blc  to  indurc  any  great  hcatc,  without  be¬ 
ing  altogether  diffolued, which  we  ncucr- 
ihclcflTe  do  fcc  to  paflfc  thorow  a  coat  Ar¬ 
mour,  and  to  penetrate  the  body  through 
and  through,  and  yet  to  rcmainc  whole.  . 

Moreoucrjwc  do  obfcruCjthat  if  a  Bul¬ 
let  be  (hot  againft  a  flone ,  or  againft  anie 
folid  matter,  it  may  in  the  fame  inftant  be 
handled  of  vs  in  our  hands ,  without  feel¬ 
ing  any  notable  hcatc ,  although  the  vio¬ 
lent  ftriking  and  colliffion  made  againft 
the  ftone ,  fhould  in  rcafbn  cncreafc  the 
hcatc ,  if  anie  there  were .  And  which  is 
more ,  ifa  Bullet  bee  (hot  againfl  a  bagge 
full  of  powder ,  the  fire  will  not  endanger 
it.  This  I  dare  be  boldc  to  fay  and  affirmc 
moreoucr,  Thatifaquantiticof  powder 
fhould  take  fire,  being  kept  in  a  Tower,  or 
any  other  place,  by  the  meanes  of  a  Bullet 
fhotjit  was  not  the  heatc  of  the  Bullct,but 
rather  the  violent  ftriking  of  the  Bullet  a- 
gainft  the  ftones  of  the  (aid  Towcr,which 
might  caufe  fparkes  of  fire  to  fall  amongft 
the  powder;  cuen  as  the  fmiting  of  a  ftcele 
againft  a  flint  ftone.  The  like  wee  may 
iudge  of  fuch  thatched  houfcs  ,  which 
haue  benefct  on  fire  by  a  musket  fhot,to 
hauc  rather  proceeded  from  fomc  wadjcl^ 
ther  of  T owe  or  Paper ,  rammed  in  with 
the  powder,  and  fo  fired  with  it .  But  that 
which  doth  moft  confirme  mce  in  the  af- 
furance  ofminc  opinion ,  is ,  that  if  a  ball 
ofWaxcbcftiotoutofa  Musket,  itfec- 
Icth  no  force  of  fire  at  all ,  for  then  would 
it  melt;  ncucrthelcATe ,  it  will  pierce  an 
inch  boord .  An  argument  of  fufficient 
weight  to  proouc,  that  the  Bullets  can¬ 
not  be  Co  extreamely  heated  by  the  force 
of  the  powder ,  that  they  ftiould  caute¬ 
rize  and  burne ,  as  many  hauccftcemed. 

And  as  for  that  blackencflc ,  which  is 
ordinarily  found  to  be  about  the  Orifices 
offuch  wounds,and  other  adiacent  parts: 

I  affirmc,  that  this  acciden  t  doth  not  pro¬ 
ceed  from  any  qualitie  offire  accompany¬ 
ing  the  Bullet ,  but  becaufc  of  the  great 
convulfion  that  it  maketh.  For  it  cannot  whence  it 

enter  into  the  body  otherwifc  then  by  an  ^  prodccdcih, 

extrcamcand  incredible  force,  becaufe  it  l'‘>a«wouncs 
is  ofa  round  figure.  o-adebygur,.] 

Vpon  this  point ,  if  the  wounded  per¬ 
fons  thetnfelues  be  demaunded;  I  bcleeuc 
they  will  teftific  the  tructh  of  my  faying , 
bccaulc  they  arc  no  Iboner  fttookc  with 
the  Bullet )  but  they  doe  feele  in  the  fame 
inftant ,  as  ifa  club  or  fome  other  heauie 

burthen 
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burthen  wfrc  falheon  the  o653tidcdparrj 
in  the  which  they  fccle  aheauy  painCjWith 
a  benunamed  4L»pha£lion  of  the  part  5 
which  diffipateth  and  fometimes  extin- 
guifticth  the  naturall  heatc^ji  together 
with  the  fpirites.  contayned  therein  5  froin 
whfence  there  foloivech  ofccniDimes  a  gan-, 
grcnc-  and  iiiQrtificaridn  Qf the  part^ry ea. 
foinetimes'  ofi  the » whole  bod)^w » Aod^asr 
fcfc^c  Efcacre  iJvhichthey  affinne  there, 
toiBc^and  falhawayi  as  they  fay  ^  tKcy  doe. 
ibuft  themlelvesj  for  it  is  onelj? fome  ccr?- 
iuii^cportioQTofirHe  iti^brane$  laud,'  con-? 
^edi  Qeih  dila5ceiatcd?4>.yithdiBullc)C/f 
which  hebdineth  corrupted,  4i1d;fo  fepes 
f ateth  it  fclfefcorpiche  found  'p4rts  which 
^ogreatly  contufed.  u  ^  ; i  ‘jl>  r  ■  ;  nr •; 

•  ♦Although  thit  ih'efc  reafons  doc  make 
itih^MJtfethendo^'^  that  there  is  ud  y enof 
nib  usfqualitietint  the  po  wdetv  JboBadion 
of  fire  carry 6d ‘Wikh  the  BuWetjsbn’euer- 
thekiTe,  manypbulldihg;lthcrb  dpiriions 
iwpon  Snaturall*  EhilofepbieiiPxb)e 
tay  nethecontriaae  affirniin^’  that  Gant 
rft>n  (hot  is  IHcb  yi^ptlietkppcjiidf  Thun+ 
det  5  which  butft  foorth  of  the  Gloudsift 
the  middle  Regiorijof  the  ay.Bc^and  fo  fall 
violently  on  thcearthi  Frbm>the|vvhieh 
fimilitudc  they  wDiildJinferrebarid  xdn- 
clude ,  that  thercisbodi  fiiiej  and;a  ycnor 
moils qualitk  ititheBullet , ,  as  it proceer  i 
dethoutof  thccpouth  ofithc  G^annon  iil  I 

kno  w  t  Ithanke  C^'d) 
ing  ihgcodccedffrom/ai  grqflreafidyifcuf . 
ousexhalaiiori^i^y  mcansjofvapQuf  coh> . 
ioyiicd  with  it^/3oth  neucBbrcakcffoorth 
^ftWiGlouds  ^penetrate  below;  ^ 
itfdrawethirtgllbrihgeth  immediately 
with  M  a  ocrtaiiibvf re  ibmetimes  more 
fubTkj^lonifetifhes^fnore 
itlg^td  the  diuerfitie  of  the  n'satter^  where- 
of  the  exhalation  is  Compof^^  *►*' 
cd  wfJteth  in  the  fccond  Booketi'f  his  Naj 
thrall  Queftiotts ,  chapter  4^  j thai^  Acre 
are  three  kindes  of  Thimder^r#difa5ing 
the  one  from  the  other ,  accordingtd  im 
qttantitle  and  manner  of  their'inflamma- 
tioti  V-  Thc  firft,  by  reafon  of  the  matter 
thereof,  it  being  mqft  thin  andfubtle,  it 
doth  pierce  &  pcnetbtc  fuddcnly  the  obf  ^ 
ieaswhkh  ittoubheth.  The  fccond  kind,  j 
by  reafon  of  the  violence  thcrC6f3br^aketh  * 
and  diflipateth  the  fame  things  ^  becaule 
tbC'  matter  thereof  is  more  violent ,  and 
cdmpitft  as  a  tempeft .  The  third  fort  be¬ 
ing  compofed  of  a  more  carihic  matter. 


burncth  with  manifeft  tokens  of  the  heate 
thereof,  I  alfo  know, that  the  Thunder  is 
of  nature  peftilentiall  and  fedde ,  beeaufe 
of  the  grofc&  flimy  matter  thercoi^vybich 
being  blirnd,Ieaucch  behind  itfuch  a  din- 
king  fauor,  that  all  animals  do  fo  much  a- 
uojd  it,that  ifk  do  happen  to'  fal  into  their 
dennes^ochcr  places  ofhaunt^they  will  vc- 
terly  abandon  and  forfakc  fiich  places  5  fo 
much  do  they  hate  the  infcdious  flinke  of 
tjiat  poifpn .  The  (ame  is  nOted  by  oUus 
MAgnmyXn  bis  Scptcntribnall  Hiftorie,' 

;  that  in  :icer:ayne'"place$  Where  Thundec 
hath  fake,  pr^ntly  after  the  fall  thereof, 
thcifields  h beene fo uhd  afterwards  to 
b^s  cqngi^d.^fewedqucr  with  fulphqre, 
nenerthek(ft..vnprdfitabJg5and  almoft  ex-^ 
ijnguilhed-  f  IFor  ^11  tftefe  reafons ,  I  muft 
nojC;cpnft0e,that  the  blow?  ofGan-ibd^l 
are  accompany ed  vyith  ppy^n  and  fire, as 
the  clappes  of  Ibundef  af^.f  f  or  although 
they  4oe  ag^odibe  one  with  the  other^  in 
fome  fimllittide^itis  notthcrefore  i^^  th'eif 
fubftance;agd  matter, ibur  rather  in  the 
manner  which  they  haue  to  batter,  tc^c, 
and  diffipacer  th^  obiedts  .which  they  doe  1 
m.eetc  with ,  that  is  to  fay,  the  elappes 
o£>  Tkirider  /through  the  force  of  fire; 
,4nd  of  the  bokc  or  done  fometimes  >em 
gendered ‘thereinr:  and  the  blowts  loS 
Giinne-fllot<  By  the  rfieancs  of  the  Ayrc 
forced  away  by  itnpctuofitk  ^  and  fo  cout 
the  Builfec,  caufeththclikedifa- 
ftef  *  ! Wh^trif f/fliouldbdxronuidtcd  by 
drongcr  Arguments,  foithat  Iwerceri? 
forced Jto  auoueh'  ,  that  Thunder  and  the 
^Cannon  to  be  of  the  likeTubftarice ;  yecT 
(hpiildneuerbec  forcedftofay,;  that  the 
fhotte  of  the. Gannons. aiadl  Muskets  dc^ 
participate  of  a  fieric  qualitic!*  faith 

in  the  fecond  Bobkc  of  bi^Hidorie ,  apd 
the  5 1. chapter,  that  among  Tliundcr,one 
kfode  is  compofed  of  a  marvellous  drie 
matter,  dilfipaiing  allfoeh  Aing^it  mec- 
tcA  wichall;  jneuerthelofli^oWithoiK  anic 
of  burning;  'othersfofamore  humid 
nature, which  in  like  mamier  burneth  not, 
fmi  blackethand  difcolorcth  much ,  more 
Aen  ihe  firft.  Others  are  eompofed  of  a 
very  cleare  and  fubtile  matter ;  the  nature 
whereof  is  mod  maruelfoiis  ’,  forfomuch 
that  it  is  not  to  be  doubted(as  4’ hath 
wcH(aid)  that  there  is  therein  a  certaync 
diuinevertue  :  and  it  is  irf  melting  Golde  1 
or  Silucr  in  a  mans  purfe,;  the  purl e  it  felfe 
not  beeing  fo  much  as  toiicft^d  ihcrewifo. 
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Alfo  in  melting  a  fword  ^  the  fcabbcrd 
thereof  remayning  whole.  Alfoj  in  dit 
foluing  into  droppes  the  yron  headof  a 
Pike  3  without  burning ,  or  fo  much  as 
heating  the  wood  •  In  (bedding  the  wine 
out  of  a  veflelljwithout  burning  or  break¬ 
ing  of  the  caske.  According  to  the  afore-' 
fayd  teftimonyj  can  alfurc  you ,  and  tbat^ 
without  any  prciudice  3  that  thofe  Thun¬ 
ders,  which  onelie  breake  and  diffipatc' 
without  any  burning  5  and  fuch  which  do 
leaue  effedts  full  of  great  admiration,  not 
to  be  much  vnlike  in  fubftarice  to  the  Ca¬ 
non  Ihott ,  and  not  thofe  which  carrie 
immediately  with  them  the  adbon  of  fire. 

‘  •  T o  prooiic  my  faying  tru‘c,  this  one  ex¬ 
ample  (hall  fufficc .  A  certainc  Souldicr 
reccyiicd  a  wound  in  his  Thigh  with  a 
■Musket  (hot,  from  whence  lextradled 
a  bullet  5  the  which  becing  wrapped  in 
'  the  T  affatie  of  his  breeches ,  made  a  ve^ 

I  ty  deq)e  wound  •  Neuerthdellc,  I  drew 
lit  forth  of  the  wound  with  the  feme  Taf- 
fatie  5  it  being  without  any  figne  of  burn^ 

'  And  which  is  more ,  I  hauc  feenc  ma¬ 
ny  men  5  who  not  bceing  flidt  j  nor  ank 
thing  touched  therewith ,  vnlefle  it  were 
in  their  apparrell  only;  hauc  lecciucd  fuch 
an  aftonifhment  by  a  Camidn'fhot ,  that ; 
,  Onely  paffed  nerethem  :  tKatthcir  mem¬ 
bers  thereby  hauc  become  blackc  and  li- 
uid;  arid  fhortly  after,  hauc  fallen  into  a 
gangrene  and  mortification ,  whereof  iti 
the  end  they  haue  dyed. '  ' 

Thcfe  effedts:  arc  like  vnto  thofe  of  the 
thunder  before fpoken  of.  Ncucrthclefle, 
there  is  not  inuhem  any  fireorpoy^Gn: 
which  maketb  mcc  conclude ,  that  there 
is  no  poyfon  itt’the  common  and  ordinal 
rie  powderr  'Seeing  therefore,  that  this 
difafter  wasTcommon  to  all  thofe  which 
were  hurt  in  thefe  laft  watres ,  and  yet 
neither  by  fire  or  poyfon  tharfb  many  va¬ 
liant  men  dyed .  To  what  caufc  may  Wee 
impute  this  euill?  I  am  fo  coiifidcnt  of  the 
true  caufc(my  Liege)  that  I  hope  prefent- 
ly  to  make  your  Maieftic  vndcrftandthc 
fame,  to  the  end  that  your  demaund  may 
be  fully 

-  Thofe  which  haue  confumed  their  age 
and  ftudy  in  the  fecrcts  of  nafurall  Philo- 
fophie  ,  haue  left  vs  this  ambngeft  other 
things, for  aiitbcntickc and  appooued of 
all  times .  Which  is ,  that  the  Elements 
doefymboUzc  in  fuch  fort  the  one  with 


the  other,  that  they  doc  fometimes  tranf- 
forme  and  change  thcmfclues,thconc  iii- 
to  the  other,  in  fuch  fort  that  not  onelie 
their  firft  qualities,  which  arc  hcate,cold- 
nes,  drinefic  and  moyflurc:  but  alfo  dieir 
fubftances  arc  changed  j  by  rarificatioriOT 
condenfation  of  thcmfclues^  fo  the  Ere . 
doth  conpert  it  felfc  ordinarily  into  ayre,f ' 
thcairc  into  water ,  theWater  into  earth  5 
and  contrariwife  the  earth  into  watcr^ithc 
water  into  ayfe,  and  thc  ayre  into  firci 
The  which'Wee  may  dayly 'behold 
proouc  it  by  thofe  bcHoWes^df  Goppcc 
which  the  Dutchman  brings  vs  ,  tkfng 
compofed  in  the  forme  of  a  BoH  3  Which 
bccing  filled  with  water^iand  hauing  but 
one  hole  in  the  middbft  of  the  SphcricaU 
forme  thereofs  recciucth  the  tranfhluta- 
tion  ofthe  water  withmitintoayre^iho- 
row  theaftion  of  the&o,  .ncarc  vnto  the 
which  the  Boll  mbft  bee  placed  5  and  fo 
thrufteth  theiireforth  ofic  with  violence^ 
making atcontinualfnbyfe  dr  found, vntil 
all  the  ayte  begeme  foeaxhof  it .  The  like 
may  be  ktiownc  by  Egges  or  Cheflenuts; 
forcythcrof  ihcin  being  put  into  the  fire 
before  they  are  crackt,  or  the  Rhinds  bro¬ 
ken  ,  prcfently  the  watery  humidity  con¬ 
tained  in  them,  doth  conuert  it  fclfcinto 
ay  re,  through  the  aftionofthc  fire  rand 
the  ayre  in  making  his  pafFage,  burfteth 
the  fhell,becau(c  it  occupkthmorepl^e 
being  in  theformc  of  a^^re^into  the  which 
it  was  chaunged  byrarificationcaufedby 
the  fire,  thcii<it  did  vndcr  jthc  forme  of  wa¬ 
ter;  ar^not^findingpafTage,  tsconfirai- 
nedto  make  one  by  violence,  according 
vnto  the  ipropofition  helde  for  moft- cer- 
taync  and  i  true  amongeft  all  Phyfitiansj 
that  is  toTay^  of  tharone  part  of  earth  is 
made  tcofic  of  water  ;  and  of  one  part  of 
water  is  made  tenne  of  ayre,  as  of  one 
part  of  aire  ten  of  fire.  I  do  fay  and  affirpie 
fo  much  of  the  matters  contayned  in  the 
faid  Gun  ponder, which  by  meancs  of  the 
fire  is  conuerted  into  a  great  quantity  of 
ayrc;  the  which  bccaufe  it  cannot  be  con¬ 
tained  in  the  place,  where  the  matter  was 
before  the  tranfroutation  thereof,  is  com¬ 
pelled  to  iffue  foorth  with  an  incredible 
violence ;  by  meancs  whereof,  the  bullet 
breaketh,  ftiiucrcth  and rendcib  all  that  c- 
iicr  it  meets  with,yct  doth  not  the  fire  ac¬ 
company  it..  Eucn  as  we  fee  a  Bow,  or  a 
Sling  (hootc  foorth  an  Arrow  or  Stone, 
without  any  aire  at  all. 
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But  the  bullet  driueth  before  itfuch  a 
fubtlc  windcj  and  fo  fwiftly  agitated,  that 
fometimes  the  very  windc  it  fclfe,  wilt 
out  the  aaion  of  thcBullcc^caufeth  ftrage 
and  wondetfull  effea,s.  Fort^mctimc$5l 
baueknpwncrit  make  a  fra^ure  in  th^ 
bones,  without  gny  diiufion  pf  the  flefh  • 
Andheercinit  may  be  cQmpgted  (as  wee 
faid  bcfore)ynto  the  effe(3:  ofjh  under;  e? 
wen  fo  we  fee,  that  if  the  faidc  powder  l^c 
inelofed  in  Mines  and  Vaults^of  the  eartb  j 
and  being  conuerted  into  akcthorotigh 
ihiP  afiion  Qftbcfirc  fet  ivnto  it,  howc  it 
Idocth  ruinate. and  reuerfe  hugc  mafles  of 
legrth  almofl:  as  bigge  as  Mountaincs.  Al- 
fpi  in  this  yeare,  in  your  Maiefties  Townc 
of  a  certaine  quantity  of  powder^ 
but  newly  made  in  the  Arcenali,  by  taking 
fircjcaufed  fuch  a  great  tempeft,  that  the 
wbpic  Xowne  (hopke  at  it :  for  with  an 
horrible  fqrydt  leuclled  with  the  Earth  all 
th^  houfesnecrevneothgt  place,  anddif- 
eoucred  and  battered  down  the  windovve$ 
of  all  thofc  that  flood  within  the  fury  of  it. 
Andtobebriefe  (eucn  asaclapof  thum 
!4er)  it  did  reuetfe  heerc  and  there  many 
men  halfc  flaine  5  taking  away  from  fome 
ibeir  cyes,from  others  their  hearings  and 
left  others  nolefle  tome  and  mangled  in 
rficir  members,  then  if  fourc  horfes  had 
drawne  them  in  pieces  ;and  all  this  by  the 
pnely  agitation  ofthe  ayre,  into  whieh 
lubflance,>the  powder  was  cpnuerted* 
,Thc  which, according  to  the  quantity  and 
quality  of  th®  matter  thereof,  and  accor¬ 
ding  to  his  motion,  cither  more  or  jefle 
violent,  hathcaufed  fo  many  wonderfull 
accidents  in  our  Proujnpes;;  altogether 
like  vnio  thpfe  which  arc  caufed  through 
the  inclofing  of  windcs  ip  the  bowels  and 
canities  ofthe  earth,  not  being  perfpira- 
bie*  The  wbicbjflriuing  to  hauc  vcnt,blo- 
eth  with  fuch  ,a  flrong  and  violent  agitati¬ 
on, that  they  tnake  the  earth  to  trembled 
quake  thereat :  thereby  dcbolifhing  Cil- 
tie8,and  ruinating  buildings, and  tranipor- 
ling  them  from  one  place  to  another.  As 
the  Townes  of  and  anci¬ 

ently  much  celebrated  in  the  Country  of 
.Greece^  pcrifhing  by  Earth-quakes  Can 
witneflevntpys^ 

I  omit  fo  difcoiier  (as  but  little  feruing 
IP  our  purpofe)  ihow  the  winde  cnclofed 
in  the  Entrailes  of  the  earth,  maketh  a 
^  noyfr  of  diners  founds,  and  very  flrange, 

\  according  to  the  diuers  formes  of  die 
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conduits  andpaflagesjthroiigh  the  which 
it  iflucthby,eLien  after  the  manner  ofmu- 
ficall  Inftrumcntsj  the  which  being  large, 
do  giuc  a  great  and  bafe  found,. &:  being 
narrowjdo  make  high  and  fharpe  notes, 
and  being  crooked  or  replicd,makc  diuers 
founds  ;  as  wee  fee  by  cjtperience  in  the 
Huntfmans  home, and  in  Trumpets,  the 
which  alfo,  being  moiftned  with  water, 
dp  make  a  hollowgurgulingfound. 

In  like  manner,  thefe  noifes,  miirmu- 
rings,and  clamors,  are  fundry  wayes  di- 
uerfified, according  to  the  places  whence 
they  proceed^  in  fuch  fort,  ihatfomtimcs 
hath  bene  heard  a  clamorous  cry,  repre- 
fenting  (as.itTccmcd)  the  aflfauk  of  a  Cit- 
fy  ,the  cryes  and  Jo  wings  of  B  uls,  or .  the 
neighing  pf  Horfes,  roaring  of  Lyons, 
found  of  T rumpets,reporis  of  Artillery, 
and  many  other  drcadfull  thinges  •  yea 
fometimes  humane  vpyces.  As  it  is  re¬ 
ported  by  .one, who  had  heard  a  voyce  (4s 
it  wcre)pfa  woman  bcatlng^whichmade 
(as  heimagined)  fuch  a  wofull  and  grcc- 
uous  laiWentationj  wherc-with  he  became 
fo  greatly  affrighted,  that  he  had  fcarfcly 
breath  (ufBcicnt  to  make  this  report.  But 
.when  he  had  well  vnderftood  the  caufc  of 
tWs  plaintiue  voyce, he  was  prefently  deli- ; 
uered  from  that  fcarc,  which  other  wife 
might  haue  killed  him. 

But  fomc  perhaps  will  fay,  thatthefe 
things  haue  alwayes  bene, and  no  leffe  or¬ 
dinary  in  the  times  paft,  then  they  are  at 
this  prefent ;  and  therefore  it  is  a  great 
folly  in  me  to  alledgc  them,  forseificient 
caufcs  ofthe  death  of  fo  many  men.  The 
which  imputation,  Iftiould  freely  con- 
feflcjif  1  fhould  prefent  them  for  fuch; 
but  feeing, that  by  them  I  would  oncly  pa- 
ralel  and  compare  the  iropetuofity  of  Ar¬ 
tillery, with  that  of  thunder, and  the  mori¬ 
ons  of  the  earth  5  which  being  fo,  it  will 
appeare,  that  itmaketh  nothing  againfl 
my  firfl  intention,  as  I  hope  to  demon- 
ftratc  clccrely,  that  I  am  flandcred  with¬ 
out  acaufe,  if  you  pleafe  to  giuc  care  to 
the  deduction  following.  In  the  which,  I 
will  plainly  and  briefely  defrribe  the  true 
caufes  ofthe  late  mortality ^  which  hap- 
ned  among  your  Highncfle  Soldiers. 

Araongft  the  things  neceflaryforour 
liucsjthcre  is  nothing  that  can  more  alter 
our  bodyes,  then  the  ayrejthe  which,con^ 
tinUally  (willing  or  vnwilling)  we  infpirc 
by  thole  conduites  which  Nature  hath  ap- 
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pointed  for  that  end  i  as  the  mouth  j  the 
nofe,  and  generally  through  all  the  pores 
oftheskinne  and  Arteries  therein  infix¬ 
ed,  whether  wee  cate,  drinke,  watch,  or 
flcepcjordoc  any  other  aSion,  whether 
Natural,  Vitall, or  Animall.Froim  thence 
it  commcthjthat  the  airc  infpired  into  the 
Lungs,  the  Heart,  and  the  Brainc^  and  v- 
niuerfally  in  all  the  parts  of  the  bodic,  tO 
refrefin,  and  in  fome  meafifre  to  noutifti 
thefame,  isthecaufe  that  a  maivcannot 
line  one  minute  without  infpiration  ^ 
cording  to  the  which  wonderfuU  benefit, 
the  excellent  Phyfitiart  Hippocrates  hzth 
pronounced,  and  that  iruly^thatithe  aire 
hath  akinde  of  Diuinity  in  ilJ  becaule^ 
that  in  breathings  and  blowing, ouer  all 
parts  of  the  world  YniuerfaIly,jt^oth  cir^ 
euinuolue  all  things  therein ‘?Srttayned : 
nounfhing  them  miraculoufly  ,'{ftrcngth- 
ning  them  firmly,  and  maintaining  them 
in  an  amiable  Vnion  ^  altogethefilymbo^ 
lizing  with  the  Starfes  and  Plancb,  into 
the  which  the  diuine  prouidencc4s  intu- 
(ed,  which  changeth  the  aire  at  his  plca- 
fure^  and  giucih  it  power  not  only  oper 
the  mutation  oftimesand  fealdnsjbut  al- 
fo  of  the  alteration  of  naturall  bodyes4 
And  therefore  the  Philofophers  andPhy- 
fitians  bane  expreffely  cotrimandedj-that 
we  fhould  hauea  principall  regardevnto 
the  fituation  and  motions  of  the  heauen- 
ly  bodies,  and  eonftitutions'ofthc  Ay  re, 
when  the  preferpatton  of  health  ,  or  the 
curationof  difeafes  arc  inqueftion  :bpc 
cfpcdally  the  courfe  and  mutation  of  the 
airc  is  of  great  power,  as  wee  may  cafily 
iudgeby  thefoiire  fcafonsofthe  yeare. 
For  the  Airc  being  hot  and  dry  in  Som¬ 
mer,  our  bodies  in  like  manner  doth  thcr- 
by  become  heated  and  dried :  and  in  win¬ 
ter  the  humidity  and  coldnclTe  of  the  ayre 
doth  like  wife  fill  our  bodies  witH  the  very 
fame  qualities  5  in  fuch  order  ncucrtheles, 
and  in  fo  good  adifpofition  of  nature,  that 
although  our  temperatures  feemetobec 
changed,  according  to  the  foure  feafons 
of the  yeere ;  we  neuerthelelTe  receiue  no 
harme  thereby,  if  thofc  times  doe  kcepe 
their  feafons  and  qualities  free  from  ex- 
cclfe.  But  to  the  contrary,  if  thefeafons 
be  fo  peruerted,  that  the  Somcr  is  colde, 
and  the  Winter  hotte,  and  the  other  fea- 
fonsin  the  like  diftcrnperaturc*,'ibis  dif- 
cord  bringetb  with  it  a  great  perturbati¬ 
on,  both  in  our  b6dye«  and  in  our  fpirits, 


Conftrained  ncucrthclcffe  to  receiiic  the 
danger,  by  rcafon  that  the  caiifcs  are  ek- 
treame,  and  on  cuery  fide  CncompalTe  vs; 
fothat  wc  arc  conftrained  to  lodge  it  in 
Vs  by  thofc  Oi^ancs  and^  C^ndititcs  ap- 
poiilted  by  Nattfre  to  that  ertd,  as  paftlyv 
td  expell  the  fuperfluo^s-^^ecrementi- 
our  nourifhmcnt ,  zkdfMlfto  rcceywi 
the  faid  extcrUall  caufcsjwbteh  is  the  ayi^ 
or windc, producing  invs  dii^rs  effc^%',- 
according  to  thole  parts  of  the  World  fr& 
whence  they  do  proceedi  ' '‘7  ^  lui/r 
■r  For,  it  bCeingf6,tbat^thc^  Southerly 
Windcs  are  hot  and  moyflVlthat  of  'the 
North  cold  and  dry.j  the  feaftetly  'W 
for  the  moft  part  are  clcare  and  pure; 
the  Wcfterly  cloudy  and  fubied  tdirSn^^ 
yet  it  is  a  moft  affuredthin^Vthat  the  aire 
Which  wc  do^inlpire contiilual!y,holdcth 
dnall,  and  through  all,thequalitic  that'M 
moft  predominant.  And  thprefore, 
ihduld  of  nec^flity  confide?  in  all  'difei^ 

‘fes,  and  the  inConucniences  whicht  happi 

therein,  the  quality  of  the  winds,  and  th^ 
power  which  they  haue  oUer  the  bodie^^ 
^pWppocrateshUh  lerncdl'y  left  vs  by  wrH 
ting, in  the  third  Booke  of  his  AphorifmSi 
<2hap.^, .  and  17.  faying.  That  our  bodies 
do  rccciuc  a  great  alterat  ion  through  the 
vidiffitude  of  the  tinves  and  feafons  of  th^ 
yifcare.  As  by  the  South-windc  our  bodyes 
areTubiedt  to  all  difeafes,  bccaurethat 
^naoyfturc  is  their  primitiuc  caiifc ;  it  alfo 
Weakncthoi»  natural!  hcate,the  which  tn 
•  the  oppofite  cafeds  much  fortified  tbo^ 
"fdugh  acold  and  dry  windci  which  alfb 
■maketh  our  fpirits  more  quick  and  fubtic. 
Tbeyerity  of  which  fentence ,  the  inh^- 
bit^ants  of  the  Territory  of  Narbonnedot 
too  much  experiment  to  their  dammage. 
For  being  themfelues  between  e  the  lufti^ 
cft'andhealthflilleft  people  of  all  France  *^ 
yet neucrihclclfe  they  thcimfeliies  are  ve^ 
fickly  for  the  nToft  part  their  bodyCs, 
Teane,  their  countenances  lad  and  hcauyjf^ 
their  faces  tawny ,  or  of  an  Oliue  coloiw>, 
domanifeftly  fhew  the  fame.  AIlb  amon| 
other  difeafesj  they  arc  almoft  all  fubicift 
to  the  white  Leprofic  5  and  the  laft  Vlcers 
‘which  they  haiic  ^  which  we  make  no  ad- 
count  of  at  FoiFiters  or  P^Wjdo  ordinari¬ 
ly  continue  with  them  a  wholcyearc  to¬ 
gether.  Not  for  any  other  caufe,  as  they 
thcmfclues  confefle,  and  as  all  ftraungers 
know  that  haue  liued  in  their  country,  but 
onely  becaufc  they  are  for  the  'moft  parti 
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Wafted  and  breathed  vponwitha  South-  Somanykindcsofvenomous  Deaftes,  as 
crly  Vyinde,which  in  their  language  they  I  Frogges,  Toads,  Graftioppers,CaterpiI- 
&makeththcairetobegroffe  |  lers,Spiders,Flies,Wai{>es,Snailc5,Ser- 


and  dowdy  5  caufing  in  their  bodies  al  the 
effe(^s  which  arc  attributed  by  Hippocrates 
CO  the  Southerly  winds,in  his  third  booke 
and  fife  Aphorifinc,  that  is  to  fay,  when  it 
reignethjit  dulleth  the  hearing,  dimracth 
the  fight,  fwellethand  aggrauateth  the 
hcadjwcakneih  and  abateth  all  theforeds 
of  the  body. 

Alfo,  when  Hippocrates  comparcth  the 
temperatures  oftheoncqiialitie  with  the 
other,  he  refolueth  vpon  this  pointy  That 
thedryfeafons  arc farre  more  hcalthfull 
then  the  humid,  thathauc  -continued  for 
a  long  fucceffion  of  time ,  bccaufe  cxcef- 
fiiie  humidity  is  the  true  matter  of  putri- 
fadion,  as  experience  telleth  vs.  For  wee 
fee,  that  in  thofe  places  where  the  Marine 
or  Sea-winds  bauc  long blownc, all  kindcs 
of  flefh  (though  neutr  feWw  and  freCh) 
will  corrupt  in  lefle  then  an  hourc.  Thefe 
things  beeing  confidered,  that  itismoft 
neceflaryfor  the  conferuationof  our  bo¬ 
dies  in  health,  that  the  Icafons  (hould  fol¬ 
low  their  naturall  temperatures,  without 
any  cxcefle  or  contrariety,  there  is  no 
doubt  to  be  madcjbut  that  our  bodies  wil 
fall  into  many  vnnaturall  difeafes ,  when 
the  naturall  qualities  of  thefcafbns  arc 
peruerted  thorough  ihceuill  difpofition 
oftheairc  andwindc,  that  predomina- 
teth  therein.  It  being  fo,  that  for  thefe  7. 
yeares  fpacc  hcerc  in  France y  the  feafbns 
of cuery  y care  haue  not  kept  their  ordinal 
ry  qualities.  In  the  Sommer  wee  haue  but 
little  hcate,  in  the  W inter  a  little  or  no 
cold  at  all.  Alfo  the  other  haue  bene  con¬ 
tinually  diftempered  with  rainc  and  moy- 
fture, together  with  much  foutherly  winds 
whofe  nature  we  haue  declared  before,  & 
this  throughout  all 

I  know  no  man  fo  little  fcenc  in  natural 
PhilofophyjOrin  Aftrologie,  which  will 
notfindctlaeairetobethe  efficient  caufe 
offo  many  cuils,which  for  tfiefc  3. yeares 
fpace  haue  happened  in  the  Kingdomc  of 
For  from  whence  (hould  proceed 
thofe  contagious  Peftilences,  which  hap¬ 
pened  indifferently  to  old  and  young,  to 
rich  and  poorc,and  in  fo  many  places, but 
from  the  corruption  of  the  Ayrc  ?  From 
whence  fhould  procccdc  fo  many  kinds  of 
Feaucrs,Pleurifies,  Apoftumes,  Catars, 
defluftfonsof  fmall  Poxcand  Mcazcls.^ 


penes,  Vipers,  Snakes,  llizsrds,  Scorpi 
ons,  and  Afpickes,  but  onely  from  a  pu- 
trifadionrefultingfrom  the  humiditieof 
theairc,  accompanied  with  a  languifh- 
inghcatc.  Thisii-it  (Ifay)thathath  en-; 
gendered  in  vs,  andin  all  the  Country  of 
FranceSo  'm^ny  ftrange  and  vnknownc 
accidents.  Behold ithctieforc  how  our  na¬ 
turall  heacc  hath  benew^kned,  how  our 
blood  and  humors  haue  bcefi$  corrupted 
through  the  malignity  ofthc  ayfe,  which 
thefe  Southerly  winds<haue  caufed^  tho¬ 
rough  the  hote  and  ‘moyft  quality '  f Herc-^ 
of  .  '  .‘'K; 

Thus  much  I  haue  obferucd,that  wlicf 
there  hath  bene  need  dfPhlebotomizing, 
there  hath  beene  but  little  bloud  drawnc 
from  any  ,  whether  they  Wet  yong  ot  old, 
wounded,  or  not  of  fo  good  or  cuill  tem- 
perarurc,  but  it  hath  bene' corrupted',  and 
appeared  of  white  or  •  greenifti  Colours 
This  I  haue  alwayes  obferued  in  thefe  laft 
Warresjand  in  other  places  where  1  haue 
bene  called  to  cure  the  wounded :  fuch  as 
haue  bene  phlebotomized  by  the  preferip 
tion  of  the  Phyfitian ,  either  for  the  pre- 
uention  of  accidents,  or  the  furtherance 
ofthecure.  In  all  which,  I  fay  in  different¬ 
ly,!  haue  found  thebloodeputrificd  and 
corrupted. 

Thisbeeingfo,  itmuft  needes  follow, 
thatthcfiefhy  parts  ofour  bodies  cannot 
be  otherwife  then  cuilly  difpofed :  and  aU 
our  bodies  Cacochymate5  feeing  that 
their  riourillimcnt  which  is  the  blood,  is 
putrified,  and  the  ayre  altogcthercorrup- 
ted.  From  whence  it  followeth,that  thofe 
bodies  which  were  wounded  in  the  flefoy 
parts,  were  difficult  to  cure,  confidering 
that  there  was  in  them  a  perdition  of  fub- 
ftanec ;  the  which  hauing  neede  of  the  re¬ 
generation  of  the  flefh,  could  not  bee  ac- 
complifhed, neither  by  Medicines,  nora- 
ny  Art  of  the  Chirurgianjfuch  &  fo  great 
was  the  Cacochimy  or  euill  conflirution 
of  their  bodies .  Eucn  as  in  an  Hydrop- 
tickeperfonjthcrccan  no  flefh  be  regene¬ 
rated,  bccaufe  the  blood  is  too  colde  and 
watery  .-and  in  the  Elephanfick  or  leprous 
difcafc,theflelh  and  other  parts  do  abide 
in  puirifadiion,  bccaufe  of  the  corrupted 
bloodwbercby  they  arc nouriftcd.In  like 
manner,  in  wounds  of  Cacochymed  bo-^. 
_ _  dies. 
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dics)  there  can  be  no  regeneration  made 
of  any  good  fubftance,  bccatife  that  to  re- 
ftorc  a  lawdable  flefh  in  the  wounded  part 
itisrequircdjthat  the  blood  fhould  not 
offend  neither  in  quantity  not  quality,  & 
that  the  offended  part  bee  in  it  naturall 
tempcraturci  All  thefe  things  were  wan¬ 
ting  in  the  times  of  thefe  laft  War  res:  and 
therefore  it  is  not  to  be  wondred  at,  it  the 
woundcs  which  were  thenreceiued  (al¬ 
though  they  were  but  fmall  and  of  little  | 
cofequence  in  the  noble  or  ignoble  parts) 
haue  brought  with  them  fo  many  tedious 
accidents,  and  in  the  end  death  5  becaufe 
that  the  aire  which  doeth  cncompaffc  vs, 
maketh  the  wounds  to  be  corrupt  and  pu- 
tr  ified ,  by  realbn  of  the  infpiration  and 
tranfpiration  thereof,  cfpecially  when  it 
fclfe  is  corrupt  and  puirified,by  altering  & 
corrupting  the  hunaors. 

Of  this  point  I  haue  had  the  experience 
in  many  Wounds,  which  I  haue  bin  cal¬ 
led  to  dreffcjthat  haue  rendred  a  moft  in- 
fupportablc  {linking  rauour,as  acercainc 
witneffe  of  corruption  and  infc6lionj  in- 
fomuch,  that  the  affiftants  could  hardlic 
endure  to  be  prefent  at  their  dreflings.  It 
need  not  to  be  here  alledgcd,that  this  was 
for  «^ant  of  being  clcanely  kept,  oroften 
drcffingjOr  for  not  adminifleringto  them 
things  neceffary :  for  this  corruption  was 
as  common  to  Princes  and  great  Lords, 
as  vnto  poore  fo!diers  5  whofe  wounds  (if 
by  chance  one  day  cfcaped  wherein  they 
were  not  dreft,  fo  great  was  the  number 
ofthehurt  foMiers)  you  fhould  findc  in 
them  the  morrow  after,  agreatquantitic 
ofwormeSjWith  a  marucllous  {linking  fa- 
uour.  And  morcouer,  there  hapned  vnto 
them  many  Apoftumes  in  diuers  parts  of 
their  bodies  oppofite  to  their  hurts .  For 
if  they  were  (hotte  in  the  right  {hoiilder, 
they  (hold  haue  an  Apoftume  on  the  left 
knee  5  and  if  the  wound  were  in  the  right 
lcg,thc  Apoftume  would  arife  in  the  leftc 
arme.  As  it  hapned  to  the  late  K.  of  2^4- 
/#4r,to  Mounfieur  de  Neuers^^nd  to  Mon- 
fieur  de  Mdany^nA  almoft  to  all  others . 
So  it  feemeth^that  Nature  being  fo  much 
oppreffed  with  corrupted  humors,  could 
not  be  fufSciently  purged  and  dilcharged 
ofthemby  woundsonelyjbutfent  fomc 
part  of  the  corruption  to  fbme  other  part 
either  hidden  or  apparent.  For,  if  the  A- 
poftumes  appeared  not  outwardly,  they 
{hould  be  found  in  the  inward  part  5  as  in 


thc^Liuer,Liings,6lr  Splcen.Ffo  thofe  pu- 
trifadibns  were  ftirred  vp  certain  vapors, 
which  thirough  their  combination  with 
the  heart,  caufeth  continual  Feaucrs;with 
the  Liucr,a  let  and  hinderance  of  the  ge¬ 
neration  of  good  bloody  &  with  the  braiii 
fwoonings,  faintingSj  convulfions,  and 
confcqucntly  death. 

Now  bccaufc  of  thofe  aforefayde  acci¬ 
dents,  it  is  vnpoffibic  for  any  Chirurgian 
(were  he  ncuer  fb  expert)  to  correfl  the 
malignity  of  the  aforcfaid  woundsrneucr- 
theklTe  thofe  that  arc  employed  therein, 
ought  not  to  be  reprehended ;  bccaufe  it 
is  impoflible  for  them  to  warre  againft 
God, nor  againft  the  aire,  wherein  often¬ 
times  arc  hidden  the  rods  of  his  diuinc  iu- 
llicc.  If  therefore,  according  to  the  fen- 
tcncc  of  ancient  who  faicthj 

That  all  contufedwoundes  ought  to  bee 
brought  to  fupputation ,  thereby  to  bee 
pcrfcdlly  cured  5  which  method  wee  arc 
foriirimes  conftrained  to  change,  bccaufe 
of  the  putrifadious  Gangrenas  and  mor¬ 
tifications  which  doc  accompanie  fuch 
wounds,  thorough  the  corruption  of  the 
aire  ^  and  can  any  blame  or  acciifc  vs,be- 
caufc  we  arc  conftrained  through  nccefli- 
ty  to  change  and  alter  that  manner  of  cu- 
ration,and  infted  offuppuratiue  medicins 
to  vfc  other  remedies ,  to  refift  fiich  acci¬ 
dents  which  not  oncly  happen  in  wounds 
made  by  Gun-{hot,but  alfo  by  fwords  or 
ftaucs;  which  remedies  fhall  be  deferibed 
in  this  prefent  Difcourfe.Bcfides  humane 
caufes,  that  man  is  ill  inftruded  in  the 
knowledge  of  Celeftial  things, which  doth 
notbelecue  for^certaine,  that  the  wrath 
ofGodhangcthoucr  vs,  to  punnifh  the 
faults  which  ordinarily  we  comic  againft 
hisMaiefty.  Hisfeourges  are  prepared 
ready,  hisrods  and  weapons  hauctheyr 
roinifters  alwaics  at  hand,  to  execute  the 
commandement  ofhis  diiiine  iuftice,into 
whofe  fccrets  I  dare  enter  no  further,  but 
will  conclude  with  the  opinion  of  the  beft 
aduifed  Praftitioners,  that  the  principall 
occafion  of  the  aforefaide  mortalitic,  did 
procccdc  from  the  pure  and  determinate 
will  of  God,  who  by  the  temperature  that 
he  hath  giuen  to  the  ayre  and  windes  (as 
chcHcraldcsof  his  diuinc  luftjcc)  hath 
made  Vs  apt  to  rcccyue  the  aforefaide  in- 
conucnienccs, which  we  haue  incurred  by 
our  iniquities. 
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E  vndcrftand  humane  Artes 
(as  well  Liberalljas  Meehan- 
nicall )  to  bec  allthofe,  that 
Man  (infpired  by  God)  hath 
iniiented  his  ncccffitie  , 
commoditie,  or  recreation.  Amongeft 
which  alfo  is  Phifickc ,  the  praftife  of na- 
turall  Philofophie  vppon  the  bodies  of 
men,  for  whom  all  mechanicall  Arts  were 
deuifed;  as  Artes  liberall  for  cxcrcife  of 
the  minde.  We  except  onely  from  all  or¬ 
dinary  profeffions  of  M  303  the  facred  Sci¬ 
ence  ofDiuinity  5  which  we  vndcrftand, 
not  eo  come  within  compaffe  of  this  c6- 
parifoDjwhcn  we  extoll  Phyficke  to  be  a- 
boue  all  humane  Arts:  bficaufeit  is  ney- 
ther  Art  or  humane  Science  j  but  a  mat¬ 
ter  mecrely  and  purely  dinine,  not  inueil- 
ted  by  men3but  iufufed  by  God  5  concer- 
I  ning  foules,  and  not  bodies ;  eternall,  in¬ 
fallible,  immutable,  hauing  (for  obieift) 
God  Almighty,  Creatorofthe  World, 
who  made  it  of  nothing,  and  forthc  fer- 
uice  ofman.  In  whom  we  are  to  confider 
a  reafonable  foule,  the  body,  and  bene¬ 
fits  which  are  giuen vnto  him,for  the  fup: 
port  and  maintaining  of  his  life. 

Diuinity  hath  her  efpeciall  care  of  the 
foule,  and  next  to  her, Moral  Philofophy. 
Skill  and  knowledge,  reftrained  vntojhu- 
maneLawes,dodifcourfcon  goods  and 
proprieties  appertaining  to  men,  rende¬ 
ring  to  eiiery  one  that  which  is  his  owne. 
Betweene  them  both  is  Phyficke,  confer- 
uing  the  body  in  health,  expelling  Difca- 
fes,  and  fauing  from  death ,  fo  farre  as  it 
plcafeth  God  to  permit.  If  then  the  ex¬ 
cellency  of  profeffions,  is  to  be  efteemed 
in  and  by  their  fubieifts, according  as  they 
ought  to  bee  :  Phyficke  will  thenafllime 
the  fecond  place.  For,  the  foule  is  more 
then  the  body,  and  thebodie  more  then 
garments. 

I  will  not  heere  conteft  with  my  Grand ; 
Mafters  the  Magiftrates,  who  haue  pow¬ 
er  oucr  mens  bodies ,  as  well  in  cafe  of 
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life,  as  death  :  fpr  their  authority  is  no-  "  - 

thing  clfc  but  a  mccre  declaration  5  either  Magift^r^tesL 
ofpardoning,  orpLinilliing  with  death,  caiesofiifeot 
according  to  the  quality  ofdcfcrt.  As  for  , 
the  power  ofabfolutjon  or  pardon ,  ifit  j  ty  from  God. 
be  in  grace ,  as  the  foie  Prince  or  Soiic- 
raigne  Magiftratemay  do  it :  it  proceed- 
eth  from  the  priuiledge  giuen  him  by 
God,  and  not  from  any  knowledge  of  the 
Lawes.  Like  to  the  other,  that  declarcth 
the  innocence  and  preuention  of  the  ac- 
cufed.’the  which  is  properly  to  fane,  or 
giuejiife,  bccaufe  the  party  ftandingfo  ac- 
cufedjhath  not  therefore  deferued  death. 

And  as  for  power  of  putting  to  death, 
therein  is  no  praife ;  at  leaft,  it  ought  not 
to  be  compared  with  the  power  of  fauing 
life. For,  fo  much  doth  the  Phyfition  (the* 
grace  ofGod  affifting)  to  man,  bccing  at¬ 
tainted  with  deadly  difeafesjand  doubtles 
fliould  dye,  except  they  were  fuccoured 
in  fuch  manner.  Now, whether  it  is  cffec- 
table,or  no,  and  that  (by  the  Art  of  Phy¬ 
ficke)  life  may  be  prolonged:  that  we  fhal 
more  amply  relate  in  the  following  chap¬ 
ter.  Onely  oiir  intent  heere,  is,  to  fhewe 
the  exccllcncie  of  man  5  to  confirme  the 
excellency  of  that  Art,  which  is  dedica¬ 
ted  onely  to  his  conferuation. 

The  principall  dignity  of  Man,  is  in 
this,  that  God  hath  vouchfafed  to  beftow 
on  him  his  owne  Image  and  rcfemblance, 
giuing  him  an  immortall  foule.capable  of 
the  Diuinity  :  in  regard  that  all  thinges 
were  fubmitted  to  him,  for  his  ncccffitie, 
commodity, and  recreation;  hauing  made 
(for  hisferuice)  Heauen,  Earth,  the  Sea, 
and  all  that  is  in  them.  For  God  hath  no 
neede  of  any  thing,  made  by  himfelfc:  All 
is  for  our  vie,  and  therefore  it  is  eafic  to 
vndefftand  and  know,  that  Man  is  more 
worthy  and  excellent  thcn;all  the  worlde. 

Sojto  fpeake  truly ,  Heauen  and  Earth, 
which  haue  had  a  beginning;  were  ordai¬ 
ned  for  an  ending,  and  to  wexc  olde  like  a 
Garment.  Onely  Man  fhall  neuer  end, 
but  change  his  condition,  and  ot  becing 
mortal), he  (hall  become  immortal!;  in  a  Man  was' ere 
fhort  while  after  the  foule  fhal  rccciuc  her 
diuorcc  from  the  body, taking  it  vp  again, 
in  much  more  glorious  manner  then  be¬ 
fore,  and  in  (uch  a  perfe<ft  temper,  as  nc- 
uer  can  be  fubiecl:  to  corruption. 

Seeing  then,  that  Man  is  the  worthieft 
thing  in  all  the  world,befidc  al  other  what 
(beuer ;  the  Science  ordained  for  his  per- 

 (bn. 


Wherein  the 
cUeefcftdig- 


haue  ending, 
but  ro  change 
his  prefenc 
Condi  sioD. 


Man  the  only 
worihy  thing 
in  althe  world 


\ 


y'}6 


Of  Phyficke  and 


8 .  Booke 


The  Antiqui 
iy,lncce(Mtic, 
andvuUtic  of 
Man. 


Adam  was 
Phyfitton  to] 
bimrclfc. 


what  attribu¬ 
tion  is  made  M 
toPhyfick  by 
profane  hiflo* 

lies. 


Chirurglons 
termed  vulne 
raiy  Pbyfitidf 


Philo(bphcrs> 
Kings,  and 
Pnncri,  liauc 
bin  Phyfitions 


fonjitiuft  needs  bee  the  moft  excellent  a- 
boiie  all  other,  next  vnto  that  which  pro¬ 
perly  conccrncth  his  Creator.  For,  Man 
is  the  moft  worthy  creature  of  all*  and  fby 
confcqucncc)  the  Art  or  Science  which 
maintaineth  him  in  life  and  health,  is  the 
onely  excellent  of  all  humane  Arts*  This 
is  aftrong  argument, for  the  prcheminccc 
and  dignity  of  Phyficke,  according  to  the 
Angularity  of  the  fubied  whereon  it  dif- 
courfeth. 

I  could  giue  a  glance  at  fome  other  mat¬ 
ters,  which  make  (in  like  manner)  for  his 
commendation:  As  his  Antiquity,  Nc- 
ceffity,  and  Vtility,  together  with  the  Au¬ 
thority  ofthem,  that  haue  the  more  rcuc- 
renced  and  cftccmed  him,  for  the  fame 
reafons.  As  concerning  his  Antiqiiitie, 
no  man  doubteth,  but  it  is  as  oldc  as  the 
tranfereflion  of  Adam^  and  that  (b  foonc 
as  he  had  finned,  he  (thcreby)bccam  fub- 
icfttofickncflc.  HcmuftnecdsbcPhyfi- 
tiontobimfelfcjtowhom  God  had  giuen 
knowledge,  concerning  the  vertue  of  all 
thinges  whitfocucr,  and  caufinghimto 
cjuc  them  fcucrall  names,  anfwercablc 
and  according  to  their  fcucrall  proprie¬ 
ties. 

Prophanc  Hiftorics,  doc  attribute  the 
inuention  of  Phyfick  to  god  ApfiHa^v/hich 
is  the  Sunne :  fignifyingtherby, that  from 
the  Sun  proccedeth  the  vertue  of  Plants, 
and  other  medicaments,  which  the  earth 
produccth.  Hereupon  they  cfoncludc,that 
JEJ  ^lapius  (the  firft  that  made  profefsion 
of  this  Art)  was  his  fonne  ^  and  he  the  Vg* 
thev  of Machaen  ^PodAlirim^  vulncraric 
Phyfitions  (otherwifed  called  Chirurge- 
ons)  whowcrcinthe  warreofTr^y^,  the 
Hiftory  whereof,  is  the  very  ancienteft  in 
the  world. 

Now,  concerning  Antiquity,  it  is  one 
of ihofc  conditions ,  that  commendeth 
fomcthing;prouidcd,  that  it  hath  bccnc 
continued.  For,  if  it  be  neither  vfe-ablc, 
norbcncficiall,  it  will  foon  haue  ending. 
But  we  fee  (ciicn  to  this  inftant)that  Phy¬ 
ficke  hath  bccnc  well  maintained,  cucr- 
morc  in  augmentation,  beauty,  and  libc- 
rall  bounty.  And  that,  by  induftric  of  the 
checfcftpcrfonsthathaucbin,  not  onely 
Philofophcrs  by  profefsion,  butlikcwilc 
by  Kmgs,Princcs,and  other  men  of  grea- 
teft  cftccmc,  it  hath  bccnc  highly  honou¬ 
red,  according  as  ancients  Hiftorics,  and 
their  learned  labors  left  to  vs  of  Phyficke, 
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do  plainly  teftifie.  i 

True  it  is,  that  the  Romaines  did  let  it 
paffc  by  them,  for  about  fixe  hundred 
ycarcs,as  holding  it  in  deteftation/or  the 
cruelty  of  fome  Chirurgeons  which  came 
fonh  of  Grcfce^  a  Nation  to  them  very  fuf- 
pitious*  But  fince  thofc  tirncs, Phyfitions 
were  honoijrcd,mucIi  rc(pc6tcd,&  main¬ 
tained  in  Rome  ;  holding  rankc  with  the 
cheefeft  Noblemen  and  Knights. 

Now, touching  the  Nepefsity  thereof,  I 

../•  r/i”  I-  T>.  .  Ofmcneccf. 

It  IS  lo  manitcft,  as  nothing  more.  But  it 
feemeth,  that  this  maydiminifh  the  ex¬ 
cellency  of  the  Arc*,  bccairfc  icisnotex- 
pctiblc9rdcfireabIcofitfelfe,  but  onely 
for  ncedc.  Like  as  in  Moral  Pbilofbphy, 
that  is  moft  cftccmed,  which  isdcfirablc 
of  it  felfc  (As  to  haue  child  ren,tbcn  affcc- 
table,  for  fome  other  refped,  as  to  haue 
goods  for  thofc  child ren^)  Eucn  fb,  Phy¬ 
ficke,  being  not  defirablc  otitfeIfc(likc  to 
Mufickc)  butforncccfiity;  it  appeareth 
to  be  the  Icflc  commendable, eucn  as  Mc- 
chanicall  Arts,  which  cannot  palTc  with¬ 
out  vfc.  Y ct  noiwithftandin  g,this  is  con-  Mcaianicall 
trary  5  for, the  more  ncccffary  Phyfick  is, 

(b  much  the  more  it  is  to  bee  defired ;  and  ^ 

the  excellency  of  her  effefts,  maketh  her 
to  be  the  more  excellent. 

And  hccrc,  Vtility  or  commodity  ioy- 
netb  with  it,  commending  it  in  the  high- ! 
eft  degree.  Forjas  there  is  nothing  in  the  ° 
world  more  welcome  then  Health  ,  nor 
mote  dcfircablc  then  long  life ;  Phyficke, 
prouiding  both  for  the  one  and  other,  is 
the  more  bcncficiall  to  the  contentment 
of  men,  then  any  other  humane  Science 
can  be.  For  (by  the  contrary)  as  whofo- 
cucr  that  hath  not  health,  •  is  vnprofitablc 
to  the  world :  eucn  fo  he  }  hath  ly  ucd  but 
a  lidc  whilc,brought  therto  the  Icflcr  be¬ 
nefit  with  him.  For,  as  the  Father  of  Elo¬ 
quence  faydjPfV  are  not  home for  our  felues 
onely  t  hut  our  Farents^K'tndred.^  Friends y 
our  C  ountreyyea  the  rohole  world  •  all  thefe 
do  'vrg&from  us  fome  emolument  ^  and  com¬ 
modity » 

1 1  remaineth  now,to  confirmc  al  thefe 
reafons  by  great  and  good  Auihoritic,  of 
fuch  as  haue  much  cftccmed  and  extolled 
Phyficke,  and  the  profcflbrs  ihcrof,  com¬ 
mending  it  infinitely  by  their  Writinges . 

In  the  performance  whereof, •  I  (hall  con¬ 
tent  my  felfc,  with  the  exhortation  made 
in  EcclefianicuSy  and  the  rcmonftrancc  of 
our  grauc  father  Hipfocrates.^^ox  is  he  to 
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be  fufpeSed  in  the  matterjbccaufe  he  was 
aPhyfition:for,hcwas  ncuer  mercena¬ 
ry,  nor  at  the  feruice  of  any  man ;  but  free 
and  moft  libcrall  ofhis  profeflion.  And  he 
it  was,  thatfirft  diuided  Phyficke  from 
Philofophie.Becaufc  (in  elder  daies)Phy- 
fitions  were  not  diftinguiflied  by  them- 
fclucSjbut  Philofophcrs  did  contemplate 
vpon  difeafes,  and  their  remedies  among 
naturall  thinges  .*  for  their  vfe  principally 
(as  witnclTeth)  who  bad  moft  need 
abouc  other,  in  regardc  of  their  bodycis 
wcaknclTc, being  oucrcome  with  eonti- 
nualldcprcffionsof  Age, 

Hippocrates  then  was  the  firft,  thatdciii- 
dedthis  Art  from  Philofophy,  aud  made 
profeflion  thcrofpublikcly^as  (afterward) 
did  Diodes^  Prasagorasy  chrjfjippsis^  Hero- 
philus.^nd  Erafil^ratfUyzW  his  fucceflours. 
And  they  (at  length)  diuided  Phyficke  in¬ 
to  three  parts,for  better  accommodation 
thereof  to  ficke  perfons*.  referring  mcchaf 
nicall  people  to  manual!  operation, called 
Chirurgery,  and  the  preparation  of  Me¬ 
dicines,  wnich  arc  tearmed  Pharmack  or 
Apothecaries  skill,  according  as(in)thefc 
our  dayes)  it  is  cxcrcifcd  among  vs.  But 
it  is  by  mercenary  people  (for  the  moft 
part)  whofc  teftimonie  in  the  Art  of  phi- 
fick,  can  carry  here  no  credit ;  no^not  that 
of  Galen  himfclfc,  although  he  was  one  of 
the  firft  fubieded  feruarits  thereto. . 

Wherfore  that  (hall  fatisfie  me,  which 
is  recorded  by  fo  great  a  Father,  after  I 
hauc  made  rccitall  of  the  words  oiEcclefi- 
4/?/c/^,thc  wifedome  oileft^  the  fonne  of 
Sirachy  writing  thus  in  his  38.  Chapter, 
verfe  I .  Honor  the  PhjJition  with  that  honor 
which  is  due  mnto  him^  becauje  of  the  necefi- 
ty  thou  haji  ofUm-for  the  Lord  hath  created 
him.  2.  Healing  commeth  of  the  moli  High^ 

and  the  Phyjttionfhallbeehonoured  euen  of 
Kinges.  3 The  knowledge  of  the  Phyjition 
exalteth  his  heady  and  in  the  fight  of  Princes 
he  fhall be  had  in  admiration .  4. 7'he  Lorde 
hath  created  Medicines  of  the  Earthy  and  he 
that  is  wife  will  not  abhorre  them.  5 .  Was 
not  thewater  made fweete  with  woo  doy  tbat 
fnen  fhould  know  the  vertue  thereof  I  6.  So 
he  hathgiuen  knowledge  •vnto  men^  that  hee 
might  be  glorified  in  his  meruailoHs  workes. 
7.  With  f  uh  doth  he  heale  men  ,  and  taketh 
away  their paines. 

8 .  The  Apothecarie  maketh  his  commixti- 
onSy  andyet  hee  cannot  finijh  his  cwne  work : 
fofy  it  is  from  Gody  that  health  comneth  touer 
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9.  My  fonne y  fade  not  in  thy  (icknejfefiut 
pray  ^nto  Godyind  he  will  make  thee  whole. 

10.  Leaue  off fiom  finney  and  order  thine 
hands  aright  y  and  clenf ?  thine  heart  from  all 
wickednejfe. 

Offer Jweete  Incenfey  and  fine  flour e 
for  a  remembrance  ^  make  the  Offer  ing  faUCy 
for  thou  art  not  the  fir  If  giuer. 

12.  Then giue place  to  the  Phifitionfor  the 
Lord  hath  created  feVw,  let  him  notgoe  from 
thee y for  thou  haft  need  of  him. 

1 3.  The  koure  may  comcy  that  their  enter- 
prkes  may  haue good  fucceffe. 

'[  14.  For  they  (hall alfo pray  vnto  the  Lofdy 
that  hee  would  profier  that  which  is  giuen 
for  eafcy  and  their  Phyficke  for  prolonging 
life. 

Thefediuinc  words  do  conclude  (& 
verie  fufficiendy)  our  purpolc,  for  the 
dignity,  excellency,  neccflity,vtility,  and 
prcrogatiiie  of  Phyficions :  condemning 
all  fuch,  as  hold  them  in  vile  eft:eme,  and 
(in  them)  do  defpife  the  great  goodneffe 
of  Almighty  God,  who  hath  beftowed 
vpon  men  fuch  meancs  of  healing .  Let 
vs  now  heare  what  was  fpoken  by  the  Ic  ar- 

Hippocrates.  The  good  oldc  man,  in 
thcBookeof  the  Lawc ,  complayned  fo 
long  fince,  that  (euen  in  his  time)Phyfick 
was  but  flendcrly  eftcemed,  in  regarde  of 
abufc  ^much  more  then  muft  it  needes  be 
now  at  this  day. 

The  Art  of  Phyficke  (faith  hcc)  ^  the 
moB  apparant  of  all  other  :  but  by  the  ig¬ 
norance  of  fome  that  vfe  it  y  and  fuch  as 
indge  of  the  Profeffours  9  it  is  too  farre  ouer- 
gone  bj  A U other  Artes.  The  faulte{mee- 
thinkes)  proceedeth  principally  from  this: 
That  in  CittieSy  there  is  no  punifhment'  ap¬ 
pointed  to  the  Art  of  Phyfickcy  as  to  other. 
Except  difhonours  done  ity  which  are  not  in- 
jliBions  fufficient  for  fuch  as  fayle  there¬ 
in,  i 

They  may  wellbee  compared  vnto  the  A- 
Hors  in  a  Tragedie,  who  haue  the  habitCy  vi- 
fage,  and  outward  behauioury  of  thofeper- 
fonnes  which  they  reprefent  and  counterfeit . 
In  like  manner ,  there  are  many  Phy (itions 
tn  name  and  repute  •y  but  verie  few  that  are 
the  men  indeede.  For  yin  him  that  would 
truely  haue  the  knowledge  of  Phyfickeyfixe 
feuerall  qualities  or  conditions y  are  neceffa- 

rilyrequiredy  which  followe  thus.  i.  The 

Nature.  2.  VifcipHne.  3.  Good  Man¬ 
ners.  4.  Learning  from  his  Childe-hoode. 
_ T  tt _  ^.Loue 
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5 .  Lane  to  the  toyle  and  labour  5  6*  And  ob- 
fer  nation  of  apt  times  and feafons^JVith^nd 
by  theft  he  fhall  become  a  good  Phyjition^  not 
onely  in  namejbut  in  deed  alfo.^But  Ignorance 
is  a  wicked  treafure^i^  a  leweB  of  vtle price ^ 
to fuch  as  haue  it^  and  Hue  but  as  in  a  dreame 
or  opinion, 

P//;wpurfuing  this  matter,  and  to  the 
fame  purpofe,  taxing  the  vulgarc,  that 
know  not  how  to  diftinguifu  betwccnc 
the  good  and  baddc  Phyfidon,  liftcning 
onely  to  fuch  as  arc  full  of  talke,  making 
great  vaunts  and  bragges  of  thcmfelues, 
hath  thefe  wordcs :  They  get  (faith  hec)  a 
little  talie  of  the  Arte  onely  y  and  their  ra[h 
iudgement fodainly  conceiuethy  thatprefent- 
ly  they  are  skilfuIiFhyfitions*^  albeit  (inanie 
kinde  of  lying)  there  is  no  greater  daunger, 
yet  it  is  not  eafily  difeouered^fo pleafing  is  the 
fweetnejje  to  a  man^  in  perfwajion^and  corn- 
mending  himfelfe. 

Moreouer,  there  is  notanjLaweyforthe 
punifhing  of  capttaUignoranee^  where  it  im¬ 
port  eth  the  Hues  of  men^  neither  is  there  ame 
example  of  vengeance :  for^  they  'vndertake 
matters  of  difficulty  and  danger^  and  make 
their  proofes  by  killing  men^  and  yet paffe  vfh 
pumjhed  for  thus  murdering  men,  Nay^  'and 
that  which  is  farre  worjfey  when  themfelues 
do  iuHly  defer ue  the  reproch:  they  excufeity 
by  the  ficke  patients  intemper ancie^  and  im* 
pudently  doe  lay  their  ownefinne  ^ppon  the 
dead,  i‘ 

I  thought  it  expedient  to  fetdowne 
thefe  words,  to  the  end  it  may  be  known, 
that  (cuen  in  thefe  dayes  of  ours)  there  are 
many,  that  wearing  the  maskc  and  appa- 
rance  of  Phyfitions ,  caufc  Phyficke  (tho¬ 
rough  their  abufes)  to  bee  greatly  defpi- 
fcd.  Eucn  as  many  other  things(good  of 
themfelues,  or  ncwtralJ)  are  made  worfle 
then  they  be  indeede,  in  regard  that  they 
are  very  cafily  abufed.  But  becaufe  Ihauc 
formerly  promifed.to  declare  in  another 
Chapter,  whether  life  may  be  prolonged 
by  Phyficke,  or  no,  which  is  an  adion 
Angular  and  excellent  :  I  will  nextefet 
downc  in  ample  manner,  what  mine  opi¬ 
nion  is  concerning  that  point., 


CHAP.  VI. 


whether  it\beepofibley  orno^  to  prolong  the 
life  of  manyor  woman y  by  Phyficke, 


His  Queftion  hath  alwaycs 
appeared  to  bee  verie  diffi¬ 
cult,  and  hath  much .  afflict¬ 
ed  the  verie  greateft  (pirits : 
as  lying  hid  and  concealed 
in  the  darkefl  and  deepeft  fccrccic  of  Na¬ 
ture  ;  and  therefore  it  hath  bene  the  more 
painfull,  to  fuch  as  hauccurioufly  fought 
after  it.  Tbercafonsofthem  that  haue 
debated  it,  arc  fo  ftrong  and  powerful!  on 
either  fide  5  that  hardly  can  any  refblution 
bee  yccldcd,  or  what  beft  may  be  faide  in 
the  cafe.  For  'thcrc  arc  very  many  Argu-! 
mcnts,abfolutdy 'concluding  3  that  the 
life  of  man  cannot  be  prolonged,  by  any 
rctnidics  or  mcancs  of  Phyficke .  On  the 
contrary,  Phyfitions  haue  and  doc  main- 
tainc,  that  it  is  poffible.  Therefore,  for 
the  better  difeiding  of  this  doubt,  I  will 
firft  of  all  defend  each  of  the  feuerall 
fidcs,  and  in  the  end  (like  to  an  honeft 
and  indifferent  Arbitratour)  dcliuer 
therein^  mine  owne  opinion  and  iudge¬ 
ment. 

'^at  there  is  atcarmcor  limitation, 
appointed  vntd  the  life  of  raan^  and  that 
hec  cannot  goc  beyond  it  by  any  meanes 
whatfo^crswcchauc  (in  the  hrft  place) 
that  which  the  patient  man  lob  faid,  chap  t. 
14.  verfes  1. 5.  infpired  by  the  Spiritc  of 
G  od*.  The  dayes  of  Man  are  fhort^  the  num  • 
ber  of  his  Monet hs  are  with  the  Lord  5  He 
hath  ordained  the  boundes  and  limits  of  his 
Ufe^  which  he  cannot pajfe. 

Ansi otle^Sixvueth  the  fame,  in  hisfe- 
cond  book  of  generation  and  corruptioni 
Tne  time  and  lifi  ^faith  he)  ofeuerythingy 
hath  his  infinite  count  and  determination ; 
Fory  in  all thinges  there  is  an  order ^  and  all 
life  and  time  is  meafured  by  a  period,  A  Ifb 

in  his  founh  booke  of  the  Generation  of 
Creatures,  hec  faycth  3  /r /k  but  reafona. 

buy  that  there  /bouUbeperiods  and f/afons 

as  we  a  for  Craweth  ^  as  for  Generation 
and  Life  :  which  are  accounted  by  dayes ^ 
monethesy  yeareSy  or  other  times  that  are 
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decreed  for  them  heere.  And  Auerroes  ex¬ 
plicating  the  fame  things  that  Are, 

haue  {^necejfmly)  life  determined  <vnto 
them. 

Seeing  then,  that  all  the  works  of  Na¬ 
ture  do  (ncceflarily)  confift  on  a  certain¬ 
ty  of  order,  fo  that  th^y  neither  can  bee  o- 
therwife,  or  auoide  it :  And  feeing  alfo, 
that  Art  is  heercinmuch  inferiour  to  Na¬ 
ture :  it  may  cafily  bee  concluded  (as  G/i- 
/^//difputethin  thcBooke  called  Maraf 
mus)  that  life  is  no  way  to  bee  prolonged 
by  any  cunning.  Whereunto  Auicen  con- 
fenteth,  where  hee  mafcethan  expreffc 
fearch,  for  the  caufes  of  our  ineuitable 
death,  faying  iThis  natur  all  death  is  wndi- 
uidable  to  eucry  man,  differing  one  from  an¬ 
other^  according  to  their  prime  complexion , 
^ntiU  the  time  they  haue  in  their  power  ^  for 
confer  uing  their  natur  all  humidity.  For,  e- 
ueryone  hath  his  tear  me  prefixed,  which  is 
diners  in  their  indimfionJ?y  diuerfity  of  their 
temper :  who  haue  natur aUtearme s ,  which 
in  other  arefhortned,  andyet  all  according  to 
the  will  ofGod,^c. 

If  then  the  tearmes  of  life  arc  prefix¬ 
ed  and  afsigned  to  eiiery  perfon ,  by  the 
will  of  God,  and  his  ordinance  (Nature 
beingbutaferuanctoGod,  .to  wit,  efta- 
blifhing  things  (by  order  in  this  World) 
from  their  beginning  5)it  is  not  to  bee  ex¬ 
ceeded  or  out-ftept ,  by  any  mcanes  in 
Man,but  onely  by  the  grace  &  goodnefle 
of  Almighty  God.  As  to  King  Ex^chias^ 
to  whom  the  Prophet  had  fignified 
his  death.  Yet  vpon  his  Repentance,  life 
was  prolonged  to  him  for  fiftcene  yeares, 
onely  by  the  mercy  of  God  .  Whoalfo 
protnifethin  his  facred  Law  long  life  vnto 
children.  That  Honor  their  Father  and  Mo¬ 
ther^  and  arc  no  way  ingratcfull  to  them. 

Thus  we  fee,  if  (contrary  to  thefe  alle¬ 
gations  focertaine)  wee  can  extend  and 
prolong  the  naturall  termes  of  life, by  any 
ordinances  or  remedies  in  our  Arte .  Be- 
caufc  there  arc  fbmc  ftorc  of  rcafons, 
which  pcrfvvadc,  that  not  onely  the  order 
of  N  at  ure,but  alfo  our  induftry,doth  pro- 
mife  long  life.  Firfl  of  all,  Aftrologcrs  do 
maintaincit,  where  theydifcouifeonc- 
ledtionsjfigurcSj and  Images.  And  this 
hath  bene  confirmed  by  experience, in  the 
care  and  diligence  of  Phyfitions  to  manic 
perfons,  who  being  afsifted  by  remedies 
and  good  goueinment ;  haue  maintained 
themfeliies  in  health.  And  being  crazy  & 


fickly,  haue  held  out  for  long  time;  wher- 
as  othcrwife,thcy  had  dyed  yong,and  ne- 
iier  fecne  fo  many  yeares. 

Plato  &  AriHotle  (great  and  graue  Au¬ 
thors)  without  all  exception,  doc  teftifyc 
(to  this  purpofe)  that  a  learned  man,  na¬ 
med  Herodicus^  the  moft  fubicit  to  fickc- 
neffe  of  any  in  his  time ;  did  yet  heuerthe- 
lelfe  line  an  hundred  yeares,  by  great  skil, 
and  exquifite  manner  of  Gouernment. 
Galen  alio  (in  diuets  places) confeffeth  his 
ownc  naturall  infirrhity^biu  he  faith  with- 
ailjthat  he  had  fo  Welcorrcftcd  it,as  hard¬ 
ly  was  he  (at  any  time)  ficke  \  at  Icaft, after 
he  gauc  himfclfe  wholly  to  exercife  Phy- 
fick.  Except,  when  he  was  once  or  twice 
affeded  with  the  Ephemerie  (  which  is  of 
a  daies  continuance)  onely  being  painfull 
to  him,  in  trauailing  to  vifit  his  Friends. 
And,  if  wee  may  credicefome  that  haue 
written,  he  lined  abouc  feuenlcore  years, 
which  may  be  counted  a  goodly  time. 

We  iliall  not  need  to  cite  the  authority 
oiPlutarke,  who  fpcaketh  of  manic  Verie 
weak  (yet  delicate^bodicSjthac  lined  long 
time  by  the  rneanes  of  ibis  Art :  bccaufe 
we  fee  thefamc  now  daily  experienced 
on  as  many.  Nor  fhall  we  hkcwifc  ncede 
to oppofc againft  them,  diuers  intempe¬ 
rate  and  diflblutc  perfons,  that  daily  h  iiie 
'defpifed  all  good  gouernment;  and  yet 
nbtwithftanding,  haue  attained  to  great 
yeares,  yea,  to  decrepiie  age.  For, it  is  ve¬ 
rie  ccrtaincjthat  if fuch  perfons  as  are  wcl 
borne,  and  of  good  temper,  woulde  line 
and  be  aflifted  by  Phyficall  means  in  their 
ncccflitics:  they  fliould  be  flower  to  Age, 
and  hauc.the  benefit  (doubtlefl’c)  of  long 
lifc.^  Which  is  cafie  tp  prone, bccaufe  wee 
oftentimes  fcCjthat  fome,who  are  vnhclth 
full  by  nature,  or  clfc  by  accident ;  do  yet 
liuelonger time,the others ihacare  more 
flrongand  luftie.  Becaufe  flrong bodies, 
trufting  onlie  in  their  ftrcngth;do  line  dif- 
orderly, without  any  lawc  or  gouernment 
at  all.  Others,  being  fober  and  continent, 
abftaining  from  hurtfull  things ,  and  ob- 
feruing  a  certaine  manner  of  lining,  by 
dirc<5i:ionofa  skilfiill  Phyfition  iiidcede; 
haue  hadde  their  life  time  longer,  and 
much  more  healthfiill .  Whereiippon 
grew  the  old  Prouerbe ,  A  crackt  Pitcher 
{fometime)  lalletb  longer,  then  one  that  is 
new. 

Heercupon  Galen  faidc  well :  It  is  ^erie 
credible,  that  fuch  men  Hue  lefetime;,  then 

Ttt  2 


Sickly  Hero- 
dicus  thacli  > 
ued  an  hun¬ 
dred  yeafesi 


Galcfls  expe¬ 
rience  appro- 
ued  on  hiin- 
fclfc. 


IntciDperate 
bodies  haue 
liued  long, 
wiikoutany 
helpc  of  Phy  • 
iicke. 


ts 


Of  pcrfo'nnes 
wel  born,  and 
of  good  cciU- 
pcr.’ 


I 


7^ 


Of  prolonging  life  by  Phyficke.  8  Booke 


For  fuch  as 
defpifc  the  art 
of  Phyficke. 


The  radicall 
hutiQOLir  and 
naturall  heate 


irdiforderdo 
(horten  life, 
good  gouern* 
raent  may 
prolong  it. 


The  rcafbn  of 
the  fodaine 
ftealingof 
aga  vpon  vs, 


Life  kept  and 
rccayned  in 
great  extrea- 
mity  by  drin- 
kesand  Cor* 
diah. 


^  \  Philofo* 
pherthat 
1  lughcd  at 
the  follies  ol 
the  worldc. 


is  ordained  them  by  Nature :  who  (being  ig¬ 
norant)  do  def^ife  the  health  full  maner  of  Li¬ 
ning.  For,  the  Science  of  Phyfickc^proui- 
ding  for  the  health  and  life  of  Man,  hath 
fuch  vertiiej  as  if  any  one  fhal  rafhly  con- 
temne  the  ordinances  thercofjhe  not  on¬ 
ly  liucth  in  mifery,  and  all  irkefomnefle  of 
difeafcs^biitalfociutethoffhis  length  of 
life,  and  abridgeth  the  tearme  which  Na¬ 
ture  had  prefixed  for  him ,  anticipating 
his  death,  and  (as  we  may  well  fay)  there¬ 
by  aittcth  his  owne  throate.  As  much  to 
fay,  when  (by  vfingcuill  gouernment)  he 
confumcih  his  radicall  humour,  fooner 
then  it  was  ordained  for  him,  or  fuffoca- 
teth,  or  quencheth  his  naturall  heatt:  on 
both  which,  do  confirf the  continuance  of 
life* 

Now,  if  fuch  be  the  law  and  nature  of 
contraries,  that  they  are  faid  to  be  in  one 
and  the  fame  fubieift  5  as,  if  the  one  hold, 
the  other  alfo  muft  do  the  like :  it  follow- 
eth  then  necclTarily  ,  that  if  the  one  can 
fhorten  life,  the  other  like  wife  can  pro¬ 
long  it.  And  fecingit  is  moft  euideni,that 
if  the  life  of  Man  may  be  abridged,  by  di- 
uersfaultcs  andblemifhesof  cxceffe:  it 
may  alfo  as  fufficiently  be  concluded,that 
life  may  bee  prolonged  by  good  goucrnc- 
mgnt  and  difcrecte  order.  For,  although 
the  difeommodities,  which  depend  vpon 
the  principles  of  our  generation,  arc  not 
(by  any  means)  to  be  auoyded  or  preuen- 
ted  (as  the  effluxion  and  continual!  difli- 
pation  of  our  whole  fubftance,  which  is 
done  by  naturall  heate,beeing  the  reafon 
of  Ages  fooner  enfuing,  in  regard  of  cx- 
cefliueand  ineuitable  cxficcation:)  yet 
notwithftanding,  it  may  bee  tardyed  by 
Phyficke,  and  fo  hindered,  that  the  laft 
day  (hall  not  come  fo  foone ,  nor  fo  ha- 
ftily. 

Hath  it  not  beenc  (almoft)  in  gencrall 
obferuation,  that  diuers  haue  lien  gafp- 
ing,yea,cuen  ready  to  giue  vp  the  ghoftj 
who  (ncuerthelclTc)  haue  bin  continued 
in  life  for  longer  time,  by  taking  a  fmall 
quantity  of  Malmcfie,k/^^«4'x;/>^,  Aci^a 
Imperialis  ^ihc  Confe(aion  of  K^kermes^ 
or  fome  other  cordiall  thing?  The  period 
and  laft  limit  of  life  becing  then  fo  neere  5 
hath  it  not  bene  deferred(by  thofe  means) 
vntill  another  houre  ?  It  is  reported  of 
laughing’^  that  being  entrea¬ 

ted  by  his  Houfholdferuants  (feeing  his 
health  very  crazie)  that  hec  would  banifh 


all  greefe  and  forrow  from  his  houfc,  du¬ 
ring  the  Thefmophorian  Feafts,which  were 
then  neere  at  hand, by  prolonging  his  life 
till  then ;  that  he  did  it  by  thefinel  ofHo- 
ny,  though  fome  others  fay,  that  it  was 
by  the  fauour  of  hot  bread.  Thus  you  fee 
whatour  Phyfitions  haue  deliuerdjwher- 
in  there  is  a  verie  great  apparance  of  tru- 
eth. 

Wee  haue  heard  the  two  parties  plead 
and  debate,  by  contrarietie  of  fentences 
and  rcalbns  on  either  fide :  it  behooucth 
now,  to  qualifie  the  contention,  and  to 
refolucon  that  which  hath  the.bcft  hold. 
And  to  the  end,  that  it  may  bee  done 
with  the  greater  cunning  5  it  is  neceifarie 
alfo,  to  diftinguifh  the  tcarmes  of  life  5 
that  fome  are  fuper-naturall,  others  natu¬ 
rall,  and  others  accidentarie,  which  wee 
call  fhortned  or  abridged. 

We  call  thofe  fuper-naturall,  which 
GOD  Almighty  ordained  and  prefix¬ 
ed  to  fome,  out  of  his  owne  meere  will, 
fuch  as  arc  not  to  bee  inftituted  by  anie 
Arte  or  Councell .  As  the  date  of  vcric 
longlife,  which  God  appointed  in  the 
firft  Age  of the  Worldc,  and  before  the 
Flood,for  the  multiplication  of  mankind: 
and  cfpecially  to  ^ah,  for  the  reftaurati- 
on  thereof. 

Thofe  which  we  tearme  Naturall,  arc 
they  that  be  beflowed  vpon  euery  man, 
according  both  to  the  diuerfity  of  tem¬ 
per  and  building, as  they  are  in  the  princi¬ 
ples  and  foundations,  eytherftrong  or 
weake  *  In  regard  whereof,  fome  may 
Hue  long,  others  leffcr  while ,  according 
vnto  the  order  of  Nature  •  And  they 
that  doe  attainevnto  thefc  tearmes  (the 
grace  of  God  aCfifting)  except  they  fal  in¬ 
to  diforder,  or  fome  inconuenience  hap- 
peneth  to  them;  which  are(alre3dy  to  bee 
called)  the  limit  s  or  termes  of  the  thirde 
kindjand  which  we  haue  named  acciden¬ 
tary,  or  accidental!,  that  may  happen  in, 
or  to  any  age,  by  cafuall  and  inopinate 
cafes  5  as  Wounds,  Poyfons,  Burnings, 
fals, mines,  fhipwrackes, plagues,  and  o- 
ther  populate  harmes.Such  inconucnicn- 
•ccs  are  (moft  often)  ineuitable,  and  itly- 
cth  not  in  the  Science  ofPhyfickc,  to  vfe 
any  precaution  againftthem  5  but  oncly 
to  hcalc  the  harmc  already  happened,  if  it 
bcpoflible.  So  leaning  thefc  tcarmes  of 
life  to  the  arbitration  of  fortune  (which  is 
nothing  clfc,to  fpeake  more  pioufly)thcn 
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then  the  pure  will  of  God,  without  order 
of  Nature,  as  clfewhcre  we  haucenftru- 
£lcd;lctvs  fpeakconcly  concerning  the 
tcarme  of  naturall  life,  and  explicate  the 
manner  thereof  more  amply. 

All  the  Philofophcrs  and  Phyfitions 
do  agree  together,  that  we  ought  to  mca- 
fure  and  bound  the  continuance  or  dura¬ 
tion  of  our  life,  on  that  which  may  leng¬ 
then  naturall  heatCj  andtheradicallhu- 
^d  the  Radi '  I  NoWjto  the  end  that  thcfe  things 

call  humor  do  I  may  laft  the  longer  in  vs,  our  gbodMo- 
prolonghtc. '  Nature  (as  Galen  fpcaketh)  hath  pla¬ 
ced  in  vs  a  mcruailous  power,  which  by 
continuall  application  of  Nourifhment , 
defendeth  the  ordinary  diffipation  of  our 
fubftance  and  Radicall  humour,  maintay- 
ning  our  naturall  heate ,  as  well  by  this 
mcanes,  as  by  refpiration,  and  the  pulfe 
of  Arteries.' 

An  admirable  j  But  fuch  akinde  of  power  as  we  termc 

vs  by  N«ure.  1  Nutritiue,  being  limited,  and  not  infinit ; 

'  cannot  alwayes  defend  and  conferue  the 
fayde  humour  in  fuggefting  another. 
Whereby  it  commeth  fo  to  pafle,  that 
the  body  wexing  dry,  by  little  and  little^ 
procurcth  thence,  that  that  powcr(after- 
ward/  is  not  well  cxercifed  in  it  felfe ;  but 
weakneth  dayly  more  and  more,  fo  that 
in  the  eadjthe  bodies  power  ceafcihjfrom 
being  nourifhed  fufficiently.  In  this  man¬ 
ner,  thofe  pans  becomming  faplcffe  and 
our  foon  com  withered,  the  body  w^xeth  meager  &  di¬ 
ming  to  wrin-  minifliing:  andfopaflGngon  further  thus, 
kied  Age.  1 •  and  then  this  condition  is  cal¬ 
led  wrinkled  Age.  This  is  the  principall 
natural  necellity  of  corruption  and  death, 
to  all  bodyes  begotten ;  for  death  enfucth 
then,  when  the  humor  primitiuc,  fuftay- 
uing  or  radicall,  faylcth,  and  natural  heat 
bccommeth  quenched^and  this  is  the  end 
of  life,  which  we  termc  naturall  ending. 
As  concerning  the  Art  of  Phyficke  .-/f 
Art  (faith  Aukenne)  that  exempteth 

weidHonetr-  ‘  cmdu5f  cuery  me/o 

ningihcArtc '' faneostotheUteH  tearm  ofhumaineUfe. 
ofthyfick,af-  W  exemyteth  from  two 

waics\e)pfuil  thinges ^thc oite is  fromfutrifACHon^thatit 
tomans  life,  can  no  vpay feix>e  <vppon  the  body  ^  except  it 
bee  by  feme  externall  occ^fiony  ns  the  Fejlh 
lence^  orpoyfon%  the  other  isyn  defending  the 
naturall  humiditie^  to  the  end ^  that  it  may 
lali  the  longer^  and  bee  the flower  in  confu^ 
ming. 

Thefetwo  things  arc  in  the  power  of 
phyficke,  whereby  it  may  prolong  life, for 


The  rcafon  of 


fo  long  time  as  it  is  due,  according  to  the 
temper  of  eucryman,  and  that  by  three 
mcancs.  The  firft  whereof,  is,  topreoc- 
cupatc  ftraungchcatsj  tb  hinder  epilati¬ 
ons -and  to  ciefttbe  excrements,  from 
whence  enfiieth  the  generation  of  putri- 
fying  5 or  when  they  ate  engendered ,  to 
qualifie  and  quench  them.  The  fecond  is, 
the  due  adminiftration  of  drinking  &  ea¬ 
ting  5  in  fubftance, quality jquantity'jtjmc, 
and  order.  The  third  is,  to  abftainefrom 
things,  which, in  confirming  and  exhau- 
fting  the^Radicall  humburjin  a  very  fhort 
while  doeth  refoluC,  or  diffipatc  together 
the  naturall  heate  5  as  exceffiue  ttauailc  or 
labour  ^vfc  of  fharpe  or  piercing  things, 
watchings,  cares,  and  diuers  pafliobs  of 
the  minde.  But  aboue  all  other,  imroo-; 
derate  carnall  Copulation,  and  at  inebm- 
modious  hoiires  5  with  foine  other  fuch 
like  things,  which  a  man  may,  and  ought 
to  (hunne,  by  following  the  good  and 
wholcfome  ordinances  and  rules  of  Phy¬ 
ficke. 

But  ((ay  you)  no  man  neede  doubt  of 
thefethipgs,  for  euery 'one  will  gladly  a- 
greCjto  mooue  the  forefaide  Reafonsjth^c 
fuch  cannot  but  Hue  long,  as  kcepe  with¬ 
in  the  compalfe  of  temperance,  and  haue 
an  efpeciallcarcof  their  health.  This  is 
not  the  matter,  of  attaining  vntothc  end 
and  tearmc  ordained  by  Nature,  with¬ 
out  abridging  or  fhortning  it,  although 
this  is  acafe  veric  rare .  But  I  demaund 
principally,  whether  the  end  and  natu¬ 
rall  period  of  life,  may  be  aduanced  and 
prolonged  by  the  Arte  of  Phyficke,  or 
no?  TheAnfwerc  hcercto,  is,  That  life 
is  not  oncly  conferued  by  Phyficke,  but 
likewife  prolonged  .  For,  it  ftandeth 
with  good  reafon,  that  the  thing  muft 
needs  be  the  more  confirmed  and  auan- 
ced,  the  principles,  foundation3and  pro- 
dueled  caufes  whereof,  maybe  continu¬ 
ed  and  extended,  yea,  &(cfpecially)madc 
the  ftronger.  Nowe,  the  principles  of 
life  (that  is , naturall  heate,  and  the  primi- 
tiiic  humor)  if  they  cannot  bee  re-integra- 
ted,  yet  (at  leaft)  they  may  be  repaired,  & 
made  more  vigorous  by  this  Art.  Accor¬ 
ding  as  the  curing  of  Hedickc  or  conti¬ 
nuall  Feauers  doth  (hew  vs,and  the  reco- 
ucring  or  amending  of cucrycorhplexion; 
whereby  the  naturall  heate  is  ordered  and 
tempered. 

If  then,  by  way  of  lining  humcaiiicly, 
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or  moiftly,  as  by  Bathes  of  pure  frcfli  wa- 
tersj  and  ocher  fuch  like  remedies,  the  ra- 
dicall  humour  may  be  the  longer  confer- 
ued, which  otherwife  would  be  ouer  foon 
confumedj  and  natural!  heat  kept  tempe¬ 
rate;  fo  that  it  may  confume  her  feeding 
the  more  Tparingly^  by  defeft  whereof, 
death  naturally  enfueth;)  wher  is  the  man 
who  wil  not  confeiTe^thac  life  may  be  pro 
longed  by  Phyiicke^which  cKc  wold  haue 
bin  much  fhorter,  and  according  to  Na¬ 
ture  ?  I  know  well,  and  Iconfcife  it,  that 
the  folid  and  (pcrmatickc  parts, cannot  be 
moiftned  fubftancially,  &of  themfeluess 
nciierthele8,you  will  grant,  that  they  may 
be  moiftned  through  the  vcide  fpaces  and 
pores, by  which  the  feeding  humour  infi- 
nuateth  it  felfe,  and  whereby  a Ifo  the  wa¬ 
fting  pfthc  radicall  humour  is  the  more 
tardied.  And  it  is  almoft  in  the  fame  ma- 
ner,  as  when  we  put  water  with  oyle  into 
a  Lampe  5  to  the  end,  that  the  Oylc  may 
the  more  ftrongly  refift  the  flames  deuou- 
ring. 

But  yet  (fay  you).although  the  termes 
of  life  may  bee  lengthened,  yet  it  is  not 
ftrongly  enough  proued  by  this  argnmet. 
Let  me  then  reply,  that  of  the  Comple¬ 
xions  or  tempers  of  the  body ,  that  of  the 
moft  and  cheefeft  life,  is  moifturc,  or  that 
which  is  in  like  manner  (or  together  with 
it)  hot  and  moyft,  which  vulgarly  wee  vfc 
to  terme  Sanguine :  the  contrary,  which 
we  call  Melancholy,  is  of  far  Sorter  life. 
So  that,  whenfoeuerboth  of  themfliall 
vfc  one  gouernement  together,  and  like 
maintaining ;  yet  notwithftanding,  the 
firft  willbeofiongeft  lading,  becaufe  it 
hath  the  terme  of  it  owne  life  furtheft  off, 
from  the  principles  of  it  own  generation. 
Now,  the  Art  of  Phyficke  enftru(fteth,  &: 
the  vcrtuethercofisfo  great,  that  it  can 
chaunge  (by  little  and  lirtle)  thenaturall 
temperature  of  cold  and  dry,  into  theyr 
contrary :  as  Gden  teacheth  how  to  do  it, 
in  his  two  laft  bookes  of  thepreieriiation 
of  health.  Doth  itmot  follow  then  hereby 
immediately,  that  thetearmcof  lifemay 
likewife  be  prolonged  by  the  Art  of  Phy- 
ficke.^  Yea,  and  that fome  one,  vnfortu- 
nately  borne,and  (euen  bound  as  it  were) 
toftiortnefleof  liie;  hath  yet  chaunged 
the  condition,  and  become  thereby  farre 
more  liuely  and  chearfuL  Oncly  by  this 
meancs(in  mine  opinion)  that  eueric  one 
eafily  vndcrftanderh,  how  to  learn  of  an- 


other  5  which  is  nothing  elfe,  but  how  to 
lengthen  thclimits  of  all  Ages,  whereby 
enfueth,  that  the  courfc  of  cuery  life  may 
be  prolonged. 

And  firft  of  all,that  the  vigor  and  flour 
ofyouthjmay  long  time  bepreferued  by 
the  Art  of  Phyficke;  Gden  declareth  it  in 
this  manner :  There  are  two  principall ends 
in  the  conferuation  of  healthy  'V'vhichare  in^ 
our  power :  namely,  to  reHore  the fub  si  ante ' 
difipated  by  meats  and  drinks  conuenient,^ 
to  reie^f  the  excrements  proceeding  from 
them.  Ifno  defailancc  bee  made  in  any  of 
thefe :  the  body  (fo  long)  fhal  inioy  hclth, 
and  will  bee  very  long  time  conlerued  in 
the  ftrcngch  of  his  owne  vigour.  In  like 
manner,  and  by  the  fclfefame  reafbnjAgc 
(altogether  vnauoidable,of fuch  as  ought 
to  dye  by  naturall  deaths  is  to  bee  prolon¬ 
ged  by  thchelpcof  Phyficke:  fo  that 
fwoonings,  trances,  and  the  pale  afbie 
countenances  of  extreme  olde  Age,  fnall 
come  very  (lowly. 

Heereby  finally  we  may  concludc,that 
as  in  ail  ages  (for  we  may  in  like  manner, 
and  much  mote  eafily ,  vnderftandc  the 
tearmes  of  childhood,  infancy  ,&  youth) 
and  cuery  eftate  oflife ;  the  tearmes  may 
be  prolonged  by  Phyfick,  for  further  time 
then  they  are  ordained  by  Nature.  And 
thefe  are  the  limits,  which  God(thc  prin¬ 
cipal!  Authoiif  of  Phyficke)  would  hauc 
fubicaed  to  this  Art! :  which  arc  in  our 
power,  fo  long  as  God  permitteth,  and 
cutteth  not  our  thred  of  life,  vntill  it  plea- 
feth  him.  Euen  as  in  like  manner  hecreto- 
forc,  and  beyond  all  the  order  of  Nature 
by  him  appointed:  he fiiftained  and  pro¬ 
longed  life  myraculoufly ,  without  anic 
Phyficall  heipe,  yea,  euen  without  eating 
and  drinking. 
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nr  Here  is  not  any  other  Art,  fo  imuch 
fubie^lto  (lander  and  calumnie,  as 
the  Art  Military ,  and  that  of  Phyfide : 
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I  which  agree  likewife  (very  wonderfully) 
together  in  many  other  things,  as  may 
more  at  large  be  difeerne  d,  by  diuers  diP- 
courfes  following.  For,  to  explicate  (fa¬ 
miliarly)  the  deeas  ofPhyficke,  I  llaall  of¬ 
ten  borrowe  fimilitudes  from  warre-like 
a£lions,  and  namely  at  thisinftant  (mee- 
thinkes)  I  may  feruemy  tiirne  with  one, 
which  aptly  offets  it  fclfc  for  my  purpofe, 
thus.  If  a  Generali  befiedge  a  TownejSe 
take  it  not  within  fbme  promifed  time,  or 

ty  ^rnYwhi^t'  l^opc,  who  arc  far  off, 

without  knowing  how  it  might  be  takenj 
although  the  Captaine  performed  his  vt- 
moft  diligence ;  he  (hall  be  fufpeded  and 
acciifcd  in  diuers  kindesjas  of  negligence, 
flothfulneflc,  intelligence,  corruption, 
treafon,  ignorance,  precipitation,  or  tar- 
dincfTcinhis  enterprizes,  badde  condu* 
dion,  pufillanimity,  or  fomc  other  defed 
in  his  charge,  Sc  yet  all  thefe  vtterly  falfe . 
But  they  which  iudged  thus  peremptori¬ 
ly,  knew  not  what  refiftance  the  befied- 
ged  madc,what  good  prouifion  they  had, 
whatftrengthofmen,  and  all  thinges  re- 
quifitc  to  defend  themfekies,  beyond  the 
expedation  of  the  btfiedged ;  who  might 
be  abufed  by  his  feowtes  and  fpics,  and  di¬ 
uers,  making  report  of  the  eftate  of  the 
place,  and  of  fome  other  exteriour  fero- 
blanccs,whcncc  might  be  imagincd,what 
was  within  the  Towne. 

So  fareth  it  with  the  Phyfition,  who  be- 
(iedgeth  any  difeafe,  treacheroufly  entred 

deavnto^hc*  l^^^^hcbodye  of  Man,  to  enforce  him 
forfakc  the  place.  Oftentimes ,  hee  is  a- 
bufed  by  exteriour  fignes,  and  very  good¬ 
ly  outward  refcmblances :  whereby,  thin¬ 
king  that  he  is  at  the  end  of  the  Cure,  he 
is  compelled  to  beginne  againe.  For,  hcc 
meeteth  with  more  corruption  and  ill  hu¬ 
mours,  then  hee  knew  how  to  fore  fee, 
the  Difeafe  making  farre  greater  refift¬ 
ance,  then  the  Phyfition  thought  on :  re¬ 
enforcing,  and  repayring  it  fclfe  dayly 
more  and  more,  againft  the  beft  fuccour 
and  remedies  applycd .  So  that  the  fiickc- 
neffe  will  laft  longer,  then  himfclfe  that 
hath  it  expeded,  and  cannot  be  cured  fo 
foone,as(perbappcs)ihc  Phyfition  pro- 
mifed  3  or  others  immagined,  that  had  in¬ 
telligence  thereof.  Whereuppon,  hee 
groweth  fufpeded  prefently,  eythcr  of 
ignorance,  or  of  negligence,  of  couetouf- 
nefiTe,  malice,  or  fome  other  vicc|,  which 
induceth  him  to  lengthen  out  the  difeafe, 
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longer  then  it  ought  to  be. 

As  touching  ignorance,  I  fuppofe  it 
could  not  bee  fo,  but  thatthc  Phyfition 
was  held  to  bee  skilful],  expert,  and  an 
honeft  man.  Ifheprooue  notfuch  a  one, 
it  was  ill  done  to  call  him,  and  to  commit 
the  patients  life  into  his  handcs  :  fotbat 
thePatient  may  well  fay,  asIefusChrift 
rcpiyed  vnto  Pdate^  lohn  19 ,  verfe  1 1.  He 
that  deliuered  meeto  thee  Joath  the  greater 
jinne. 

As  for  negligence,  I  grant  that  there 
arePhyfitions  learned,  expert,  and  men 
of  good  efteeme,  who  maypa{re(fomc- 
what  oucr-lighily)  their  vifitation  and  cu¬ 
ring  of  ficke  perfonnes  :  but  I  canrreuer 
thinkcjtbat  it  iliould  bee  to  anyfuch  end, 
as  to  prolong  the  paincj  but  rather  that  it 
is  a  negligence  of  inaducrtencc,  as  may 
happen  in  diuers  of  their  other  affayres. 
For  which,  there  is  very  good  remedy, by 
erneft  felicitations,  inciting  them  (as  they 
ought)  to  doc  their  diuic,  and  wifhing 
them  to  be  more  frequent  in  attendance  j 
or  clfe,  by  gluing  them  a  coadiutor  or  af- 
fiftant,  to  make  them  the  more  diligent 
in  their  care. 

The  moft  that  is  to  bee  doubted  (in 
mine  opinion)  isgreedic  Atiaricc:  For 
the  vulgar  fort  thinke ,  that  Phyfitions 
(commonly)  lengthen  out  Difeafes,  and 
draw  the  into  fomc  time  of  continuance, 
to  deriue  the  greater  profitc  from  them. 
Wherefore,  I  would  gladly  ftand  fomc- 
what  the  longer  vpon  this  point, to  refute 
this  falfe  opinion,  which  is  the  moft  erro¬ 
neous  of  all. 

Firft,  I  am  of  the  mindc ,  that  the 
the  Phyfition  (hould  bee  an  honeft  man, 
in  regarde,  that  hee  ought  to  louc  his 
ownc  Honour  and  Reputation .  I  dc- 
fire  alfo,  that  hee  fhould  profile  in  his 
profeffion  ;  as  eueric  one  (hould  gette 
Goodes  honeftly  by  his  Vocation.  If 
hcc  bee  an  honeft  and  Worthic  man  5 
hec  hath  bowclles  of  Chriftian  Com- 
paflTion,  and  neuer  will  fuffer  any  man, 
(by  or  with  his  will)  to  languifh  out  in 
fickcnefiTc  or  difeafe:  but  if  hcc  bee  no 
fuch  man,  hee  ought  not  to  bee  employ¬ 
ed,  as  I  haue  formerly  faide.  But  if  hcc 
be  badly  enclined ;  he  may  make  his  aimq 
and  intent,  to  grafpe  vp  Wealthy  getting 
a  name  for  no  other  end, but  to  become 
rich.  Yet  let  me  tell  yec,  if  hee  prolong 
Difeafes,  which  he  may  and  can  Ihortcn; 

he 
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he  is  no  able  man ,  but  goeth  quite  con¬ 
trary  to  his  intention  •  For  ^  if  he  can  cure 
in  lefler  time  then  other  men  do ;  he  (ball 
be  in  the  greater  rcquefti  heeftiallhauc 
fuch  crowd  cs  of  patients  refort  vnto  him, 
as  hee  can  hardly  come  neare  them  him- 
felfejand  rather  they  wil  giiie  him  a  french 
CrownCjthen  aTcfter  to  any  other.  For, 
what  is  hee ,  that  would  not  rather  pay 
double,  treble,  yea  foure-fold  more  then 
ordinaric,  to  be  fo  foone  recouered  ?  If, 
to  f6me  other  Phyfitian ,  who  commeth 
ouer-latc  to  thecure ,  ten  Crowncs  bee 
giuen :  there  needeth  no  complaint,  if  fif- 
tie  Crownes  be  diftributed  to  him,  that 
(hall  abridge  the  time ofa  mans  agony, 
in  halfe  the  third  or  fourth  part  of  fuffe- 
rancc. 

But,  to  (pcake  vprightly,  it  is  not  in  the 
Phyfitians  power,  to  doc  any  (uch  adfeeat 
his  owiic  pleafure .  He  would  gladly  wilh 
it  fo,  that  he  had  fuch  a  vertuc,  as  to  hcale 
by  touching ,  feeing ,  or  the  very  firft  re¬ 
ceipt  giuen ,  or  onely  by  good  gouernc- 
ment  3  or  any  other  fuch  light  direftion. 
He  fhould  hauc  the  lefler  paincs,bc  tenne 
tirhes  the  moreefteemed;  and  gaine  in¬ 
finitely  to  his  owne  aduantage.  Oh  good 
God !  how  foone  might  hee  be  rich,  that 
could  be  fo  prolperous  and  fucccflefull. 
It  is  not  then  to  be  imagined ,  that  Phyfi¬ 
tians  (prouoked  by  couctoufncflc)  lliould 
delight  in  prolonging  difeafes  :  feeing 
they  may  gaine  fo  much  with  good-will, 
reputation ,  yea  ,  and  extraordinarie  rc- 
compence  ,  if  they  had  power  to  cure 
with  fuch  expedition.  But  I  pray  you  tell 
me  one  thing ,  Is  there  a  Phyfitian ,  that 
hauing  parents,  kinred  Sc  familiar  friends, 
of  wh5  he  wil  take  nothing  for  his  paines? 
Can  hee  cure  them  ( for  his  credite  fake  ) 
in  Icfleritimc :  the  difeafe  being  alike,  and 
the  fubiedt anfwcrabic?  Hee  winneth  no¬ 
tching  by  the  length  offuchfickcncfles  5  it 
^is  enough  if  he  loofe  not  the  good  opini¬ 
on  concciued  of  him ,  and  diuers  kind  o,f- 
fices  done  vnto  him .  Let  mce  fay  moreo- 
uer,whenhimfclfe,  his  wife,  or  children 
lie  fickc  j  they  depend  vpon  his  owne  cx- 
pcnce ,  and  ncede  not  to  haue  any  delay 
in  their  recoueric :  but  can  he  fooncr  cure 
them ,  then  any  other  becing  in  the  fame 
diftrefle  ?  Queftionleflc ,  it  is  a  great  fol- 
lie,to  thinke,  that  Phyfitions  fhould  be  fo 
forgetful!  of themfclues  5  as,  to  prolong 
difeafes  willingly  ;,  and  with  their  know- 


Another  fa¬ 
miliar  allufi- 


ledge ;  in  regard  "of  in  ft  affedtion  to  their 
owne  honour  and  profite. 

It  may  fall  out  with  them ,  as  it  often 
docthto  hardie  Souldiours  3  inbefieging 
fomc  appoynted  or  determined  place ,  o7of Martial 
who  thinke  to  cffeil:  the  bufineflc  in  three  to 

dayes  compafTc,  and  yet  continue  there  a 
moneth  before  it,  without  diflembling  or 
(paring  any  paines.They  were  perfwaded, 
that  a  wall  could  not  refift  tenne  fhottc  of 
the  Cannon ;  and  yet  it  out-ftoodc  more 
then  an  hundred.  They  held  opinion,that 
the  befieged  were  not  ftored  with  vi(ftu- 
alls  and  munition,  for  abouc  eight  dayes; 
and  findethem  furnifhed  for  more  then 
two  months .  Whatfoeucr  is  thought  or 
concciued  in  this  kindc,  bethcyncucrfo 
many,  they  arc  but  coniedurcs ,  idiomes 
of  fome  refcmblancc ,  examples  and  ob- 
(cruations,  which  faile  as  often  as  they 
fpeed.  And  yet  (for  all  this)  the  valiant 
Captaine  affaylant  ^  ought  not  to  bee  ac- 
cufed  ,  for  ill  doing  hisducty,  when  hee 
perfourmed  all  that  Arte  and  Induftrie 
could  require.  ^ 

In  all  refpedsjtbis  is  the  Phifitianscafe, 
who  is  moftexcufable  altogether,  when 
hee  fayleth  in  the  quantity  and  eificacic  of 
his  remedies.  For  this  is  the  principall 
matter  (as(?^/^/;auouchetb  in  many  pla¬ 
ces)  that  makes  the  Arte  of  Phyfickc  con- 
icdurall.  Defining  corned ure  to  he o.7neane$ 
or  condition^  hetweenperfe^  knowledge^and 
fure ignoranee.  Therefore  it^^ught  to  bee 
interpreted  to  the  beft,  and  taken  in  good 
part,  whatfuccefle  the  remedies  fort  vn¬ 
to,  which  a  learned,  expert,  diligent  and 
honeft  Phyfition  applycth  fitteft  for  the 
purpofe ,  and  the  moft  iuftly  as  is  pofliblc 
for  him;  cucrmorc  referring  the  cuent 
and  ifllie  to  Almighty  God  ,  who  giucth 
and  taketh ,  augmenteth  and  diminifh- 
cth  the  power  of  thofc  remedies ,  accor¬ 
ding  as  it  beft  pleafeth  him ,  whether  the 
difeafe  fhall  be  foone  or  flowcly  ended  5 
one  while  indifferently  amending,  ano¬ 
ther  while  agaync  as  doubtfully  depen¬ 
ding. 

Mallicc  or  fplccne  now  remayneth  j 
which  may  be  fufpeded  in  the  Phyfitian. 

If  there  be  the  very  Icaft  occafion  of  ran- 
cour,hatrcd  and  ill  will  betweene  the  Phi- 
fitian  and  his  patient ;  there  was  no  good 
aduice  or  diferetion ,  in  calling  fuch  a 
man  to  the  bufinefle.  For  (on  the  contra¬ 
ry)  it  is  very  expedient,  that  the  fickc  per- 
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Chap,7«  Of  Phyiitions  prolonging  difeafes.  7^5 


Of  purpofed 
malliceto  do 
harpae  priuily 


Howmallice 
io  the  Phyfiti- 
on  is  vnder- 
ftoodby  the 
common  peo* 
pie, in  their 
vulgar  intcr- 
pretadon. 


No  exmfe' 
canfalueor 
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trcacberoui 
deahngin  a* 
ny  .Phyiitbn. 


How  ficknclTc 
vndermineth 
the  ftrength 
of  Nature,  to 
gaine  thevp* 
per  hand 
hereof. 


fon  fhouldloue  his  Phyfitian,  and  he  him 
agaync  in  like  manner  ^  although  they 
haue  no  knowledge  of  each  othcr^  ey  thcr 
by  name  or  adion  •  In  this  cafe ,  a  ftrid 
concordance  of  amity  ^  ought  to  be  con- 
tradited  betweene  their  hearts :  For  other- 
wife  3  the  patient  will  neuer  kindcly  re- 
ceiiichis  Phyfitionsbeftfuccour,  nor  the 
other  care  for  adminiftring ,  where  hee 
findeth  his  paynes  not  to  bee  affedted.  As 
for  deliberate  and  purpofed  mallice,  with 
an  intent  to  doe  hurt  fecretly  5  if  there  be 
anyPhyfitianto  be  taxed  with  fuch  a  fin: 
hec  ought  rather  to  be  rancked  with  im- 
poyfoners  3  and  not  any  way  to  bee  im- 
ploycd. 

But  3  Ivnderftand  by  the  yulgareforr, 
that  they  take  this  word  Mallice  inano^ 
therkindcoffcnccjto  witjthat  Phyfitians 
(  with  their  intent  and  knowledge  )  doe 
caft  downc  their  patients  bodies  ouer- 
I0WC  3  by  abftinenceandeuacuations ,  e- 
uen  endangering’ the  very  latcft  pafTage. 
And  that  this  is  done,  butinoftentation 
of  their  Arte  3  and  to  winne  the  worthier 
reputation ,  when  they  can  come  off  with 
any  credit:  or  cKe  they  faluc  and  (hield  it, 
with  (bmc prognoftickcopinion,  concey- 
ued  at  the  beginning  and  vndertaking  the 
bufineifcjthat  the  patient  was  Ccuenthen) 
in  daungcrof  deaths  but  this  doth  pro-> 
cecde  from  fuch ,  as  haue  formerly  fallen 
into  the  fame  perill.  Thus  doc  I  compre¬ 
hend  the  doubtful  coniedure  of  the  com¬ 
mon  people3and  (many  tiroes)  they  fpare 
nottofpeakeir. 

In  very  truth,  it  were  mod  malicioufly , 
traiteroufly  and  wickedly  doone ,  if  anie 
Phyfitian  fhotild  play  fuch  prankes  with  a 
poore  fickc  bodic :  yes,  as  vilely  done,  as 
if  a  man  fliould  throw  fuch  a  one  into  a  ri- 
ucr,  as  knew  not  how  to  fwimmCjhoping 
quickely  to  caft  a  cord  after  him ,  thereby 


tinually  vndermineth  tl  ie  forces  of  nature, 
encrcafing  ftill  his  owne  power  to  a  cer- 
tayncpoync ,  which  isthe  vigour  andfo- 
ucraigne  condition  of  the  fickeneffe .  Af¬ 
ter  which,  ifthedifeafe  be  curable,  enfu- 
cth  the  declination  and  diminution  ofthe 
Hialadie^  and  thorow  all  thefe  accidents, 
the  patient  proccedeth  on  to  health,  as 
wee  (hall haue  fitter  occafion  to  (peake  of 
heereaftcr. 

There  are  people  fomewhat  more  rho- 
deft,  who  fay  not,  that  Phyfitians  do  take 
do  wne  their  patients  bodies  fo  lowe,  and 
bring  them  into  dSungcr  :  but  that  they 
ftretch  foorth  the  fickenefle  in  lengthjcy- 
ther  by  their  indulgence  (that  is,  by  ouer- 
miicb  pleafing  the  ficke  perfons  humour) 
or  to  binde  him  in  the  larger  aduantage to 
them  3  by  recoiiering  him  out  of  a  long 
lingering  maladie .  As  touching  indul¬ 
gence,  ortender-heartednefiTe,  itisverie 
true,  that  many  ficke  men  affed  rather,  to 
be  flowc  in  recoiiering,  then  (peedily,  on¬ 
ly  by  being  the  gentlier  handled:  v\hichis 
an  excufe  (ufficient  for  the  Phyfitian,  pro- 
uided,  that  hee  makes  proteftation  there¬ 
of,  forfafetie  of  his  owne  honour  and  re¬ 
putation. 

As  for  fuch  as  prolong  ficknefle,there- 
by  to  deriuc  the  greater  benefice  :  that 
were  a  fmoothe-faced  kind  of  trcafon,and 
(indeede)  meere  viliany .  And  furely ,  it 
cannot  be  credible  (if the  Phyfitian  do  vn- 
derftandhimfclfcwell)  that  he  fhould  (at 
any  time)  offer  to  delay  a  difeafe.  For, he 
is  not  able  to  meafure ,  or  comprehend 
the  times  lengthy  and,  by  giiiingway  to 
fuch  protradfion ,  the  interiour  cuill  may 
grow  the  worffc;  wher'ein  is  greater  pe¬ 
rill  3  then  delaying  fimply ,  or  the  cure 
wexinglongjt  is  another  maner  of thing, 
then  vicers  dealt  vvichall  by  the  Chirurgi- 


an  :  for  they  may  well  bee  maintayned, 
ro  get  him  on  ilioare  agaync  •  For, it  (nay  without  any  prciudicctotheperfon,  be- 
fo  fall  our,  that  the  party  thus  fowfed  and  caufe  the  inner  parts  of  the  body  may  b 
fubmerged  in  the  water,  knowes  not  how 
to  catch  the  cord ,  or  canot  hold  it  ftrong- 
ly  enough,  or  hath  not  power  fufficient  to 
be  drawnc  foorth  ,  and  fo  is  drowned  in 
this  diftreffe.  But  furely,  it  is  not  credible 
or  likely,  that  any  Phyfitians  fhould  be  fo 
bad  minded ,  as  to  bring  ficke  bothies  fo 
lowe  by  their  applications :  which  (if they 
are  not)  ought  to  bee  well  inftituted,  and 


fafe  enough ,  purging  thcmfelues  by  the 
vlcer ,  and  that  there  be  no  other  harme, 
thep  the  vlceratcd  parts. 

For  proofe  whereof,  wee  oftentimes 
appoynt ,  that*Fiftulaes  fhould  be  encer- 
tayned  with  delay,  and  make ifllies and 
fontanelles  in  many  places  of  the  body, 
which  wee  muft  haue  kept  open  for  verie 
longtime.  But  inward  maladies  are  of  an 
accordingly  as  beft  appertayneth  to  the  I  other  confideration ,  and  neuer  ought  to 
cafe .  It  is  the  difeafe  it  felfe ,  which  con-  be  dallyed  withall ;  but  if  they  can  be  cu¬ 
red. 
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red,  to  procure  it  with  all  polfible  fpeede, 
or  fo  foonc  as  may  be. 

Another  point  of  calumny5is3that  Phy- 
fitians  doe  abufe  the  world^that  men  may 
well  be  cured  without  them  5  nay,  much 
better  and  fooncr :  and, they  doc  nothing 
elfe  but  dcalc  confufedly .  W ce  hauc  al¬ 
ready  fufficiently  confuted  this  follic  ,  by 
thefacred  authority  oiEccleJtaJlicfu,  Not- 
withftanding ,  I  will  borrow  one  fimili- 
tude  more  from  that  famous(and  as  much 
wronged)  Militaric  profeffion,  our  Atte 
holding  therein  eqiiall  comparifon.  Some 
places  doe  gladly  yccld  themfelues  to  the 
befieger ,  in  regardc  hcc  hath  cutteoff  all 
their  vidualls  and  prouifion .  Others  ^  at 
the  very  firftview  of  the  Cannon  .*  Other 
at  the  firft  affault :  And  Gontrariwife,fomc 
there  arc  that  remain  impregnable.  Now, 
if  we  fhould  argument  in  this  manner  jjwe 
daily  fee  places ,  that  yeeldc  themfelues 
without  enforcing  :  what  needc  is  there 
then  of  befieging ,  affaulting ,  fighting, 
ruinating  the  walks  or  any  other  hoflilc 
a6i:c?  VVhatneedevve  tomakewarreon 
Townc  or  Cittic;  when  (many  times) 
wee  fee  them  voluntarily  fubmitte  them- 
fellies?  It  is  then  but  an  abufe,  and  a  foo- 
li  Ai  idle  expcncc  to  the  country  (how  fe- 
ditious  foeucritbc)  to  hauc  Souldicrs, 
Artilkrie ,  and  any  other  furniture  for 
warre  :  where  fuch  employment  is  coun¬ 
ted  a  mccre  inuention ,  and  cheating  of 
the  people,  who  liuc  free  from  fiichmo- 
leftation,and  all  goes  well  with  them.  . 

To  oLirpurpofc  then .  If  all  places  be 
feeble,  and  no  refiftance  is  made,  by  men 
well  munited,and  prouided  with  courage, 
and  other  things  requifite  for  their  de¬ 
fence  5  thofe  places  may  eafily  yeelde 
themfelues .  As  the  like  doc  light  difea- 
(es,  againft  which  needeth  no  force  of  no¬ 
table  remedies  j  but  many  times  do  wearc 
away  of  themfelues  :  yea,  and  fometimes 
the  very  ftrongeft,  as  burning  feauers, 
when  there  is  no  great  munition  within 
the  body  to  entertaine  them,  but  that  the 
naturall  forces  make  worthy  refiftance,  a- 
gainft  theinfolcncicof  thecuill.  Other- 
wife,  there  is  needc  of  fuccour, to  employ 
batteric ,  and  all  kindes  of  the  heft  reme¬ 
dies  :  albeit  often  it  commeth  fo  to  paffe, 
that  all  thefe  doc  aduantage  nothing ,  the 
difeafe  remayning  ftill  incurable. 

What  benefice  is  it  to  forrow  then,  or 
fay,  that  the  partic  might  haue  becnc  bet¬ 


ter  holpen  without  all  this ,  or  that  the 
patient  is  mecrly  abufed?  Rather  account 
that  truely  for  an  abufe ,  if  a  man  promife 
cure  of  a  difeafe,  which  is  held  to  be  in¬ 
curable  5  hce  not  knowing  any  remcdic, 
that  hath  power  (ufficient  to  ouercome  it. 
Euen  as  he  (hall  be  abufed ,  that  attempt- 
cth  to  compcil  a  Townc  to  yeeldc,  by 
blowes  of  his  fifls,  or  to  beate  downc  the 
walles  with  a  harquebuze  (hot :  where  the 
Cannon  is  rather  too  little  ,  and  no  an- 
fwerablc  engin  or  inftrument  is  to  be  had. 
Such  are  the  notable  abufes,  &  true  chea- 
teties,  which  Moiintc-bankeEmpcrickcs 
impofc  vpon  the  people ,  promifing  the 
curing  of  alldileafes,  and  more  then  all 
many  times.  Wcl  may  it  be  faid,that  they 
abufe  the  world,  and  not  naturall  Phyfiti- 
ans,  being  learned,  expert,  and  approued 
honeftmen. 
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CHAP.  Till. 


^That  it  is  neither  jinne^or  any  aEfe  iUdoney 
to  call  for  the  Phyfition^  and  to  •v/e  his  re¬ 
medies  ywhen  men  are  dfeafed^ 


Here  is  an  other  kinde  of  er¬ 
ror  grounded  on  ihefoolifh 
fupcrftkion  of  fomc  Ideots, 
who  thinkc  it  an  offence  to 
Godjif  they  call  for  the  Phy 


fician,  to  cure  their  harms  &  (icknes ; 
ingjtisto  contradiCli  andoppofeourfelues 
againB  the  mil  of  God^  tv  ho  hath  lifted 
them  with  fuch  an  affliElion^  andonelyfor 
their  good :  hecaufe  ^  by  chaHifing  the  bodie, 
the  foule  is  f  urged from Jinne.  Adding  fur¬ 
ther,  VLsmdiiactGuydo  chauliac  dedareth 
in  his  Angular  chapter.  God  hath fentitmcy 
as  hepleyed ,  and  he  will  takeitfiommee^ 
when  hepleafeth^  the  name  of  Godbehleffedy 
Amen.  Referring  their  health  and  recouc- 
rie(wholy)  to  the  intcrccffion  of  he  Saints 
and  (he  Saints  of  Paradife^  making  Vows, 
Aimes,  Prayers,  and  Pilgrimagcs,8cc. 

This  opinion  moft  erroneous,  is  eafily 
refuted,  by  that  which  wee  hauealreadic 
alkadged ,  out  of the  Booke  of  Ecclejiafii- 
cus,  whcrelic  pioufly  exhorteth  the  fickc 
( and  with  great  wifedome)  To  reconcile 
himfelfe  fir II  to  God ,  whome  hee  hath  offen¬ 
ded  :  and  after ^  togiue  way  to  the  Phyfitiony 
whom  Cod  hath  created  y  ^giuen  him  know- 

_ _ _  l^dgCy 
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l^dgCy  to  he  glorified  in  his  wonderfullworks^ 
Itis  mofttrue,  that  God  fcndcth  afflicts 
onsforourchafticement  5  and  hath  made 
vs  fhbiciSt  vnto  them ,  becaufe  wee  fhotild 
acknowledge  our  ownc  infirmities.  Froih 
him  alfo  procecdcs  health  aqd  rcGoudric^ 
by  tfiofe  means  which  he  hath  ordered  in 
nature :  giuing  vertuc  to  plants  and  other 
creatures,  to ouercomc and cxpclldifea- 
fes :  ordaining  the  Science  of  Phyficke^Sc 
the  Apothecaries  skill  to  that  effeft,  cuen 
as  well  as  Tillage  and  husbandrie ,  orday- 
ned  for  the  fuftentation  of  men  3  and  fup- 
port  of  this  frailc  and  mortall  life.  ' 

W ell  may  wee  fay  then ,  that  thefe  art 
the ‘meanes  which  ought  not  to  be  defpi- 
fed  s  for,  awifemanwill  no  waydifdaync 
themi  Otherwtfcitis  totempt  God,  as if 
(  vaincly  )  wee  would  haue  him  to  worke 
myraclcs^according  to  oiir  appetite#  i 

hetbat  faith  ,  If  Godwilithat  jfijallheheM 
ledofthis fickenesf  I JhMe  healed  iWithdiH  i 
•vjing  the  Pkyjition ;  Andif  lmuH  die ,  the 
Thyfition  can  notfme  mee  .  This  is  euen  as 
ifbtcfliould  fay:5  if  ImuB  jet  iitteayeare  ^ 
longer^  and  that  it  he  foafp^ud'hy  God  : 
(hail  jafely  Hue  'Mhaut  eating  or  Arinkitfgy 
and  then  fuch  esf  ernes  may  well  bee  (pared*  ■ 
For  if  I  mull  liuefalvngj  it  is  impafible  that 
I  (hould  die  before^although  I  neither  eate  Her 
drinke*  :  .■  .  A*  ^ 


tion.  For,  wholbeuer  will  be  cured  other 
wife  j  andbatb  gotten  an  Opinion 


he  muft  haue  health 7  he  may  haue  it  with¬ 
out  helptofthc  phyfitioh,  who  bath  the 
only  meanes  to  doe  kibe  tertipteth  GOd, 
abd  expeas,  that  hec  (hould  perfoimne  a 
miracle ,  fooliihly  contemning  the  hath- 
rall courfe  3  which  God  ordained  agaiiift 
difeafes  .Euen  as  if  his  hoiife  were  on  fire, 
and  bet  will  feffer  none  to  quench  it  with 
water,  facing :  IfGodwilitbatitfhaWefa^ 
uedy  thefin  mUhe  quenthed  by  other  rneansi 


Phy/ickeor- 
dainddi  by 


Qod,forbene* 
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afid  healtbfulg 
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Concerning  ;the  ingratitude  and^vniindnes 
in ficke  and  difeafed ferfons\  toWardes\ 

^  --  '  '  . ?  J 


>}r 


jfjNgrarJtudc  is  moft  qdi>^ 
ous  both  to  God  &  mbn, 
and  bath  iuftly  bioYeptf-l 
puted  for  Co  nototldtrs  a' 
viccr^S’hc  that  fpeaketbt^f 
I  ngratitud^^  fpeake^  of  dl 


*^5 


manner. 


-  yj! 


There  isfmaU  foT  ai^^  man  to  promife  tO  himfcl£,that  God 
wifcdqme  to  vi?ill  workc  a  nfiracic  vppoh  him  :  euen  to 

fSdd^c  tempt  him  by  fuch  an  effay^^hauingfoode 

|5t  for  him3  andappointed  by  God  for  the 
nourifhmem  of  his  body  Jsiaor  this  meet¬ 
ly  tempting  of  God  3  totfk' whether  bee 
w,ill  worke  againft  the.  order  6EH^cure,^  or 
lio?  He  may  fulfer  him  to  dicifi  thisfollie 
by  meerc  cxtreamitic  6f  hunger  and  the 
poore  Idiot  (hall  then  findc  by  effedtj^that 
he  vaincly  collciSedthis  fantafficke  bruta- 
liricin  hismindc3’*that  God  fhould  main^ 
tainehim  in  life,withoutrecciuingfuften^ 
tatiool  If  God  will3he  can  docfo3  but  we 
iGodcand'oc'  knov*^chc ordioation/ofhis owiic v/illj  for 
bcwiilnot  do  alliucti  to  make  vfeofhisblcffiogsin  their 
to  pieaic  pre-  foodcj,  wlicrcto  wc  arc  to  keep  vk3and  not 
tofeeke  after’oth^  excroordinarie  mcansj 
which  are  vnknowhc  to  vs>  andnot  to  bee 
imployed,  accerdihg  to  our  prefuming 
appetites. 

So  flandetb  the  cafe  of  Phy ficke  ,  ap¬ 
pointed  by  God/or  the  health  of  the  fick, 
and  conferuation  of  them  in  found  condi- 


lumptuous 
!meo  thereby. 


the  cuills  in  the  world .  And  this  fin*  is*fi) 
tcotnWon  amongft  men ,  cfpecially  in  the 
cafe  'ofPhyfitionsi  as  I  am  amazed  many 
times  ^  that  any  generous  heartiWilLbc  a 
Phyfition* :  bis  profeffion  beeing  euerki 
vdlicre  fobie(5k  to  calumny,  and  toline 
m  aine  to  Ingratitude.^  r  ^  .  i 

'  f  But  there  are  fome  friends,  men  of  re^ 
fon^  honeft  and  acknowledging,  who  cab 
yet  cleancly  couer  this  offence :  fceming 
willkligJn  any  goodnes  towards  the  pro- 
feflion,add  not  altogithcr  fo  vnthankirfail 
!asothersare.\For  there  arclbniefo  com¬ 
plicate  in  C9artefic3  as  they  haue  protefted’ 
publifcdy  3&  very  often  .*  dial!  (ncxtvnddr 
God)  they  hold  their  Hues  of  fiich  Si  foefi 
Phyfitionsv  And,  hauing  acknowledged 
(accordihg'tb  their  faculty)  the  labor  arid 
induftry  ofthePhyfitiori^will  alfo  confeffe 
freely,ihat  they  are  vnable  to  recomjkrife 
him  with  all  their  goodfes,  as  therein  they 
fpcak  no  more  then  trurk  Forjif  they  owe 
their  liuesJtb  the  Phyfitioris  fiiccour,  and 
life  is  of  greateft  valew  aboue  all  their 
goodsrit  Is  not  ift  their  powerco  difeharge 
that  debt ,  though  they  gaue  him  all  their 
fubftancc.  ■ 

But  the  ebiefeft  poynt  of  recompCncc, 
is,  their  thankfiilprotcftations  to  ihcPhy- 
firion,  faying  j  they  ftarid  obliged  to  him, 

: _ andl 
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and  arc  indebted  to  him  for  their  life.This 
is  eucn  as  much,  as  if  a  man  fhould  fnatch 
a  (word  out  of  anothers  hand,  that  ftoodc 
ready  to  fcil  him  therewith;  or  a  ftrangling 
cord, by  which  he  meant  to  end  his  daics^ 
Were  it  your  cafe,  flood  you  not  behol¬ 
ding  to  that  man  for  your  life?  And  could 
(all you  had)  make  him  fufScient  rccom- 
pcncc  ?  Some  will  fay,  I  hauc  well  payed 

wordsXr"  I  my  Phyfition,yca,  oucr-payed  him;!  hauc 
ny  ingraicfull  giucn  him  fo  much  cucry  day ,  I  owe  him 
nothing.  If  he  hauc  made  me  well ,  I  hauc 
as  wcl  requited  him.  Alas  poore  manjthat 
which  is  giucn  to  the  Phyution,  is  a  fmall 
acknowledgement ,  for  (b  great  a  good  as 
thou  hafl  rcceiued :  for  thou  payefl  or  rc- 
cotnpenccfl  him  with  the  fruit  of  his  own 
labour  .*  If  hcc  preferued  thee  from  death, 
(as  happily  he  ai<f ,  the  grace  of  God  alfi- 
fting)thcrc  is  no  equal  rccompcncc  in  thy 
power  jCxcept  thou  cxpolc  thy  life  for  him, 
as  he  made  no  (pare  ot  his  for  thee.  In  this 
rnancr  thou  rcmaincfl(for  cucrjindcbtcd, 
and  thus  thou  confeCTefl  trucly  thy  obli¬ 
gation,  when  (with  an  intirc  and  vpri^t 
be^t)  thou  makeft  fucb  an  acknowlcdgc- 
jticntto  him.  * 

'  I  know  there  arc  fomc^  who  wil  thinkc 
fhefe  words  to  be  hard, and  harfh^  when  I 
fay  5  he  faued  thy  life ,  and  preferued  thee 
ftemdeath ;  notwithftanding,  it  is  dilccr- 
ned  cuidcntly.  Put  the  cafe,  that  a  man  be¬ 
ing  woundcd,lofcth  his  bloud  in  extreme 
abundance,  anddoubtlefTedyetb  inflant- 
ly , except  the  bloud  be  flaiedrhe  that  puts 
his  finger  into  the  wound, &  thereby  ccaf- 
feth  bleeding ;  is  not  he  worthily  faid,that 
hce  faueth  life  ?  As  much ,  and  farre  more 
doth  he, that  rcflrayncs  it  by  medcins,and 
fo  confolidates  the  wound,  as  (otherwife) 
it  could  not  be  healed.  As  much  alfo  doth 
he,that  reflrayneth  a  (luxe  in  the  belly ;  an 
extreame  vomiting,  or  fomc  other  perni¬ 
cious  and  deadly  vacuitic  :  Or  (conueni- 
cntly)  healeth  a  Pleurific ;  Or  him,whom 
the  Squinzic  hath  fluffed  and  balfc  ftrang- 
Icd.  As  much  alfo(queflionlefre)  doth  he, 
that  catcheth  a  child  out  of  the  fire,  where 
he  had  bcenc  burnt  to  death,  but  for  fuch 
prcfcntfuccour. 

No  leffe  account  ought  to  be  made  of 
Phyfitions ,  who  make  prouifion  againfl 
inward  ciiillcs ,  and  fuccour  nature  fccret- 
The  worc?s  of  ly  by  diucrs  means, the  power  whereof  ap- 
Hcrophiius,  pearcth  by  worthy  cffcifls ;  becaufc  they 

phyfii[o"nsf  1  Herophilffs  faith  )  ThehandsofGod. 
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Cures  perfor¬ 
med  by  phy- 
fickc  in  extre¬ 
mity  of  dan- 


For  he  teleeueth  and  draweeh  from  dead¬ 
ly  dangers,  by  the  means  of  apt  remedies, 
which  the  Phyfition  vfeth  in  hccdefull 
time.  Is  it  not  then  a  worke  more  diuinc 
then  humane ,  and  can  Uo  way  be  fuffici- 
cntly  rccompcnccd  ?  whereof  EcclefiAlfi- 
cus  (pakc  very  wcll.71&^  Science  of  Vhyjicke , 
and  knowledge  in  the  Thyjitionjhall exalt  his 
headi  and  make  him  admirahle  among  Pnn- 
ces :  the  Phyfitionfhallbe  honoured  of  Kings, 
Thefe  are  the  principall  acknowledge¬ 
ments  due  vnto  him ,  honour  and  grati¬ 
tude,  as  a  certaine  obligation  :  and  not 
perfwafion ,  that  money  can  rcturnc  him 
fufficient,  or  cquall  rccompcncc. 

But  there  are  fome,  that  doe  deale  farre 
worfe,  who,  after  they  hauc  becnc  healed, 
by  the  means  of  good  and  loyall  fuccour ; 
can  not  endure  to  be  tolde ,  that  they  are 
beholding  to  the  Phyfition ,  but  growc 
hatefull  againfl  him,  that  faued  their  Hues. 
Oh  extreame  ingratitude !  but  yet  not  on¬ 
ly  in  thefe  out  day  es  :  YoiHyff  aerates^  in 
hisEpifllcto  Damagetes^  roaketh  Demo¬ 
critus  to  fpeake  in  this  manner .  /  thinke 
(faith  he)  O  Hiff  cerates^  that  in  our  Sci¬ 
ence  ,  many  things  are  futieSi  to  obloquie  and 
ingratitude,Foryjickeferfons(if they  efcape) 
r^erre  their  recomrie  to  the  Gods  ^  or  elfeto 
Fortune ,  or  elfe  to  their  crone  good  complex¬ 
ion  ,  robbing  the  Fhyfition  of  all  honour: 
Whome  (oftentimes)  they  hate  aftertoardsy 
heeingangrie  and  offended  y  that  ante  fhould 
thinke  them  beholding  y  or  indebted  to  him. 

Moreouery  they  roiUnotattelf  or  confeffe 
their  obligation :  but  rather  are  roell  pie  fed ; 
thatignorantsintheArte  (whoneuerthelejfe 
Uue^theProfefSon)  fhould  he  of  the  fame 
temper y  kicking  enuioujly  againH  hm^c. 

This  fuiteth  (bcflofall  other)  with 
thefe  our  dayes .  For,  the  raoft  part  of 
fickc  pcbplc  now  referre  theyr  recoucric 
wholly,  to  (bme  hc-Saint  or  (hc-Saint  of 
Faradifcy  to  whome  they  vowe  and  de¬ 
note  themfelues. 

And  although  (many  times)  they  do 
not  perfourme  their  vowes ;  yet  can  they 
follow  that  which  the  Italian  fayd :  Paffato 
lomalogahatolo  Santo  :  The  difeafe  being 
pafl,  the  Saint  is  cheated.  Eucn  (for  all 
the  world)  as  men  make  great  promilcs 
to  the  Phyfition;  fo  long  as  the  extrea- 
mitic  of  anguifh  lafleth ,  protefting  to 
giuchim  mountaincs  and  maruailcs;  yea, 
to  pay  all  in  Golde  and  precious  Stones, 
I  or  elfe,  a  good  penfion all  his  life  time 
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There  arc  too 
many  fudi  in 
fthefe  vngratc- 
fulltioaes. 


Two  apt  com- 
parifons  a* 
grecing  with 
the  phyfitions 
fortune. 


In  briefe ,  mnch  goodneffc  is  preten¬ 
ded  to  be  doone  him  5  but  when  the  pati¬ 
ent  commeth  to  health,  thenhee  is  of  a. 
quite  contrary  minde  :  Eyther,  that  the 
Phyiition  perfburmed  not  the  cure ,  but 
that  it  might  hauc  becne  doone  without 
him.  Or  elfe,  from  the  follemnc  vo we  he 
made,  came  the caufc of  his  rccoucric, 
with  the  good  attendance  of  hrs  Keepers, 
anddiuers  comfortable  broaihs.  Orclfc, 
from  the  ApothccariCj  to  whome  hee  ra¬ 
ther  will  attribute  all  the  fuccefle  ,  rather 
then  to  the  Phyfitionj  although  the  o-^ 
ther  did  nothing  btvt  by  4iis  diredion.' 
Elfc,  hee  will  attribute  it  vrito  the  goodf^ 
nefle  of  his  owne  complexion :  or  to  fomc> 
cafuall  chaunce ,  by  fome  diforder  in  him 
committed  and  doone  :  fome  of  theft 
muft  hauc  the  reference  of  his  healing: 
So  that  the  Phyfition  (hall  furcly  haue 
the  fmallcft  part ,  or  rather  none  at  all, 
of  the  honour ,  gratitude ,  kindneffc  and 
rccompcncc.  rfr 

And  as  concerning  prbmifcs,  the  man 
bceing  recouered ,  then  he  confidercth^ 
what  charges  the  lickencfFc  hath  coft  him; 
how  long  hee  hath  depended  vppon  the 
cure ,  and  what  an  hindcrance  it  hath  bin 
vnto  him  •  Thus  his  debt  to  the  Phyfiti¬ 
on  is  forgotten,  and  to  him  hee  imputeth 
a  part  of  his  cxpcnccs  ,  reputing  all  fu- 
perfluous,  and  keeping  his  beddc  oucr 
long  3  hoping  hee  Ihould  hauc  bcene  re- 
ftored  much  fooncr,  and  with  a  great 
dealc  lefTer  charges ,  So  that  ( in  his  ac¬ 
count)  the  Phyfition  ffiould  be  indebted 
to  him :  and  if  hee  could  finde  Judges  an- 
fwerableto  hisminde,  hailing  iudiciall 
authoritic  5  he  would  haue  him  condem¬ 
ned  in  the  greateft  part  of  his  cxpcnccs. 
Hccre  is  good  acknowledgement  ofa  be¬ 
nefice  recciued;  was  there  cuec  the  like  in¬ 
gratitude  ? 

Surely,  I  can  compare  it  with  none  o- 
ther,  then  as  if  a  man  (hould  llranglc  him- 
felfc  by  dcfpayrc;  or  otherwife,  and  fome 
one  comming  to  fuccour  him ,  did  cut  the 
cord  ;  when  the  other  (malicloufly)  af¬ 
terwards  ,  (hould  make  him  pay  for  cut¬ 
ting  the  halrer .  Oran  other  man,  ready 
to  be  drowned  in  the  water;  any  manen- 
dcuoringto  fane  him,  put  his  own  life  in 
perill(by  chancc)tcarc  a  lappet  of  his  gar¬ 
ment;  and  the  drowned  man  (after)  to  en¬ 
force  repayment  for  his  tornc  garment. 
So  ,  they  which  (hould  be  payers ,  doc 


become  demaunders  ;  confcfling  ney- 
ther  grcc  nor  grace,  for  alhhc  good  fer-* 
uicc  perfourmed  vnto  them  :  butrachef 
affeft,  that  an  ignorantiVarlct,  or  fome 
charrc-chambcr  woman,  procured  their 
healihfull  rccoucry  , then  the  care  and  in- 
duftrie  of  the  painefuU  Phyfition.  And  I. 
guefle  this  to  cnfuc  froin  one  of thefetwo 
reafons  ;  cythcr  that  thcy.are  fo  dull  and 
fotcifh,  as  they  hauc  not  the  capacitie  of 
comprehenfion  •  Or  clfe^  knowing  it  well 
enough. they  arc  aftiained  and  confoum 
I  ded  3  for  not  hauing  thc  willto  acknow¬ 
ledge  and  tonfefle  it  .j  jWcllmay  I  then 
cohclt^dcy  as  1  begannicthis  Ghaptcr :  In-i 


r 

>  ■  >  '  : 

1  - 

,4 

»•  ^ 

4 

) 

■  ■f'T  .  '  .:S  '• 

r<- 

•  -  4.4 

♦  ♦  -  .  J 

. 

I  ^ 


TUI 


:rr 


IG 


J  j 


«■ 

»  I  V  ij 


.  TrTTT 

,  J  ^  ^  •  i  4  i  i  i  \ 


^  That  the  vulgar c fort  doe  account  it  no* 
things  tf  they  not  cured  or  healed 

contrary  td  their  o^ne  opinion .  That 
thelatd^f  apply  ed  remedies  haue  all  the 
honour  :^  Jtnd  hdppy  is  thePhyfitm 
that  commeth  to  the  declination  of  the 
difeafe.,  . 


Two  imagi¬ 
ned  reafons 
of  this  bafe 
ingratitude  to 
welldefeiuers 
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jVrncxt  enfuing  errour,  is’ 
‘ftrongly  in  coiunefrion  with 
the  former  ,  and  (often¬ 
times)  is  the  caufc  of  the 
fayde  Ingratitude.  For,  if 
afickeperfon  bee  not  healed  againft  his 
owne  opinion  ,  or  of  ftich  as  come  to 
vifite  him ;  there  is  nothing  at  all  doone, 
and  therefore  they  know  noc  how  to  coni- 
ceiuc  of  the  Phyfition. 

Now,  to  heale  or  rccoucr  a  man  a- 
gainft  opinion ,  confifteth  of  two  partes  t 
One  is ,  to  heale  in  leaft  time ,  and  (  as  it 
were)  arvnawarcs.  As,  ifthcdifeafclaft 
commonly  with  fo  much  acccffc,  orfo 
many  dayes;  to  cute  it  in  much  IclTcr 
fpace*  For  otherwife,  fay  they :  Well  fir, 
the  malady  hath  made  his  full  epurfe,  and 
yet  the  Phyfition  hath  doone  little  or  no 
fcruice  at  all ;  as  well  might  it  haue  beenc 
done  within  the  fame  time.  Poore  iudge- 
ments,  docyccnotbcholde,  that  in  one 
and  the  fame  kindc  of  infirmitic,  fome 
arb^orc ,  and  others  long  ?  There  are 
teman  Feauers  or  Agues  3  ar^d  of  conti- 
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nuance  alfo,which  laft  and  hold  for  a  mo-  ' 
ncth  or  two,,  you  imagine,  that  the  Ter¬ 
tian  ihould  not  exceed  (at  the  moft)  a  fe- 
uenth  accclTc,  which  arc  fourtcenc  daics, 
and  the  continuer  to  conlift  of  feauen^  e- 
leauen,  or  fourctecne ,  as  you  haiie  heard 
Phyfitions  fpeake,  which  is  the  tcarroe  of 
exquifite  feauets.  But  you  know  not, that 
of  a  thoufand,  we  (hall  hardly  mcete  with 
two  fuch ,  becaule  the  mod  part  are  con- 
fufed  and  mingled,  whereby  their  tearme 
is  much  more  lengthened ,  as  in  ail  difea* 
engendred  of  diners  humours. 

You  imagine  (and  it  is  true)  that  if  the 
tertian  Ague  doc  end  within  three  weeks, 
oramoncth,  beeing  well  beaten  by  our 
remedies :  that(but  for  fuch  cncountring) 
would  hauc  endured  two  or  three  mo- 
ncthif  7  as  hath  bln  (ccnc  in  many  others . 
Was  it  not  wcHrebated ,  and  cunningly 
out- ftept  for  the  patient?  Yet  nothing  at 
allis  douc  (faith  be)  ifmuchmorcbcnot 
performed,  then  he  pretended^  For,hc  is 
of  the  mind,  that  a  Phyfition  may  handle 
fickcnc(rc,as  men  doc  Stirrop-lcathcrs,in 
lengthening  or  (hbftcning  them  as  they 
1  lift .  The  adc  is  not  fufficient  to  abate  or 
Thenckinan  '  cxtcnuatc  aquartcr,  athirdpart,  or  the 
acewnteth  |rnoidc  of  the  painc ,  and  to  hinder  or  ap- 

"rw^f  done,  thofc  diuers  accidents,  which  com- 

it  be  net  an-  monly  happen  in  all  kindcs  of  direa{es,de« 

hT'owie'opi-  found  and  probable  rcafbns ,  for 

nion.  the  bcft  account  that  can  be  poifibic ,  and 

the  charges  equall  to  his  owne  defire. 

Yet  this  is  falling  into  an  other  part  of 
vulgar  opinion  ,  as  namely,  that  all  is  no- 
uU  u  nothing  thing  Worth  Sir,  except  yeean  hcalc  fuch 

m/^xcept  ^5  arc  held  for  dead .  For,  adroit  the  fick- 
chey  be  repu-  ncs  to  bc  deadly,  as  all  difeafes  are,which 

»vmne«e  wccallcager(thatisto fay, cutting,  goes 
it.  ^  on  fwiftly,  and  is  not  without  terrible  ac¬ 

cidents)  if  the  patient  or  hisviiitants  hold 
opinion, that  this  great  danger  may  bc  re- 

bem: 


i  cured,  and  it  prooue  to  bc  {b :  yet  ftill  no¬ 
thing  is  done.  Contrari  wife,  if  the  (icke 


!  man  chaunce  to  die,  then  the  Phyfician  is 


Men  repute 
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diciou»  and 
wife  in  their 
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in  all  the  fault.  For, the  alfiftants  were  per- 
fwaded  ( though  the  Phyfition  found  the 
contraric  in  his  prognofticke  rule)that  he 
might  bcrccoucrcd.  But  if  they  imagine 
that  a  man  will  dye ,  or  hold  him  alrcadie 
for  dead,  then  the  Phyfition  bcholdcth 
great  wifedome .  For,  though  he  doc  no¬ 
thing  elfc ,  but  appoynt  Broachs  for  him, 
with  fomcdrogucricsorconfcdions,  c- 
fpccialiy  rcftauratiiie  and  cordiall  things 


(albeit  they  arc  not  to  any  purpolcj)  yet 
hath  he  performed  a  ebiefe  piece  of  work. 
Hecre  is  a  rare  cure ;  hcc  hath  rccoucred 
fuch  a  man,  giuen  ouer  for  dead :  he  bath 
rayfcdhimagaync:  Oh,  he  is  a  great  and 
worthy  man,  &  pitty  it  is  he  (hould  want. 

The  fame  Doftour ,  at  the  very  fame 
time,  hath  another  patient ,  wbofc  fickc- 
ncs  is  not  itputed  deadly  ,  becaufcthec- 
uill  lies  more  clofcly  concealed.  He  takes 
very  great  payns  to  reftore  his  health, and 
to  compafTe  his  intent ,  imployetb  all  his 
skill  and  induflry  for  the  patients  fafety; 
whom  he  knoweth  to  be  in  greater  daun- 
ger,  then  all  the  friends  (ftanding  by)doe 
or  can  imagine.  At  the  laft, he  dycth, quite 
contrary  to  their  common  opinionXook 
thenvponMaifter  Phyfition,  his  reputa¬ 
tion  is  (bdainely  loft ,  and  then  they  tell 
him  ;  That  heemeddlctb  with  too  many 
matters  at  once. ;  The  ocher  man  was 
much  better  gouemed .  Thus,  neuer  is  a- 
ny  thing  doone  of  value ,  if  it  bc  not  per¬ 
formed,  againft  the  hope  and  expe^ion 
ofthevulgarc. 

An  other  errour  propounded  in  this 
Chapter  ,is,thc  attribution  of  the  (ucccfle 
in  the  cure ,  to  the  laceft  adminiftred  re¬ 
medies  :  euen  as  they  referre  the  occafion 
officknes,  to  the  iafthunfull  a&e  that  the 
party  committed.  As  if  a  man  had  fed  on 
fome  fruit, falad, or  other  thing  Icfle  ordi¬ 
nary  ,&(foon  after)  the  pany  falls  fickc,of 
fome  difeafcmorc  then  of  a  months  con¬ 
tinuance)  yet  that  muft  be  the  only  caufe: 
neuer  remembring  other  precedent  difor- 
ders ,  which  procured  the  greater  part  in 
preparation.  For,  euill  humors  will  haoe 
a  meeting  together  by  little  and  linlc,  till 
they  come  to  a  ccrtaync  quantity,  againft 
which,naturc  hath  power  to  rcfift  no  lon¬ 
ger  .  Euen  as  wee  fee  a  GlafTc  ( fet  in  the 
raine)  tofiHitfclfe  by  many  drops  of  wa¬ 
ter,  fo  long  as  till  they  come  to  the  brim ; 
but  being  fall ,  the  Icaft  drop  then  follow¬ 
ing, makes  an  oucr-fldw.  Euen  fojthc  Icaft 
addition,to  that  which  nature  hath  alrea¬ 
dy  fupported, makes  hir  to  finkc  vnder  the 
ouer-plus :  as  a  yong  Mulc,vfcd  to  a  com¬ 
mon  charge :  how  httle  focucr  is  added  to 
her  vfuall  burden ,  (he  is  (by  no  mcancs) 
able  tobearc. 

It  was  not  then  the  laft  morfcll,  mcatc, 
or  difordcr,ihat  did  the  harmc,  the  prccc- 
dent  riots  had  perfourmed  their  parts  be¬ 
fore.  Euen  as  in  the  felling  of  a  tree,  loo. 
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cuts(giuen  with  an  Axe)  appeacc  to  be  in 
vainejand  ftil  it  ftandsj  for  tis  the  hundred 
and  eleauenth  firoake  that  ouerthrows  it, 
Now jif  a  man  (hal  fay  jthe  laft  oddc  blow 
did  the  deedjlhould  he  not  do  great  wrog 
to  all  the  reftf  As  aUb,whcn  a  ftrong  To¬ 
wer  hath  endured  looo,  difeharges  of  the 
canon^and  at  the  laft  (hot  of  all^it  falleih : 
Did  the  laft  do  any  more  then  the  firft?  It 
is  all  one  in  iudging  of  remedies,  which  a- 
bate  the  harmc ,  and  expell  fickenefle  out 
of  the  body.  The  laft  application(whatfo- 
euer  it  was)may  haue  the  honor  by  vulgar 
cenlure,  (peaking according  to  their  capa¬ 
city  :  but  what  was  the  labour  and  paines 
perfourmed  before  5  of  purging,  glyfters, 
drugges  of  diners  kinds, adminiflred  both 
laft  applicati- 1  within  and  without,  did  ail  thefe  nothing? 

fome  one  thing  is  added,  and 
Mafter-piccc.  [then  the  man  is  made  well.  Poore  idle  o- 
pinion,  if  this  laft  admired  a6te  had  beene 
done  at  the  firft ,  it  had  ferued  to  no  vfe  at 
all :  but,aftcr  the  hot  feruice  offo  many  o- 
ther  remedies,  which  controuled  and  dif- 
heartned  the  euill,  (baking,  and  renting  it 
from  the  root;  the  lead  thing  in  the  world 
could  then  quite  difplace  it.  j 

Like  to  poore  befieged  pcoplc,no  lon¬ 
ger  able  to  hold  out;  let  but  a  man  be  (lain 
among  them,  and  they  yeeldc  thcmfelues 
immediately.  Shall  it  therefore  be  fayd, 


Ir  is  Bot  the 
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certaine  remedies,are  robbed  qftheir  due 
honour, by  iudging  ill  ofthe  fuccefle;  be- 
caufc  men  would  be  cured  fiidenly, before 
any  thing  at  all  is  done  to  effect  it  r  othet'- 
wire,allindcuor  elfe  is  but  in  vainc,  fer- 
ucth  to  no  purpofe.  He  only  is  the  author 
of  the  happinss,aftcr  whom(immediatly) 
a  man  findes  himfelfe  to  be  recouered.^ , 
And  bicaufe  it  is  commonly  faid(which 
is  the  fourth  poynt  of  this  Ch^yitx)Happy 
is  the  Phyfithff,  that  comes  to  the  decUnation 
ofthe  difeafe*^  wemuftimaginc,thatv;hat 
focuer  was  done  before ,  health  ftoodc  at 
the  doore, tarrying  but  for  his  entrance,^ 
healths  incrodudion  is  attributed  to  him. 
'And  although  that  PhyfitianThall  do  no¬ 
thing  at  all,nor  appoint  or  giuc  dire£tiori; 
yet  (fay  the  people)  hcis  thc  caufeofthe 
happines :  and  if  he  had  bin  (ent  forat  the 
beginning ,  the  ficke  man  had  fooncr  bin 
fet  on  foot.  But  if  the  Phyfition  be  wife  & 
honeftj  he  will  not  be  bonneted  with  this* 
honotjConfenting  to  thieuifh  larceny  and 
detradion;  againft  them  that  well  entrea¬ 
ted  the  patient,  &  (vnder  God)  were  tru¬ 
ly  the  Authors  of  his  reftoring ;  Rather  hd 
will  reforme  thofe  poore opinionifts ,  by, 
fhewing  them, that  the  accidents  former¬ 
ly  paft,  were  of  the  nature  of  the  fickenes, 
which  hath  had  fuch  acourfc;and  that(By 
good  diredions  already  adminiftred  )  all 
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that  all  the  battery,  all  the  a(raults,cutting  fucceeded  well ,  and  to  the  aduantage  of 
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them  off  from  vittailcs,  and  other  good 
means  for  conquering;  thefe  ferued  to  no 
purpofe  at  all?  But  only  he  did  the  deed, 
that  difeharged  the  laft  Musket;  and  yet 
(notwithftanding)  he  killed  but  one  man ; 
Ifhe  had  flaine  a  chiefe  Commaunder,  it 
had  bin  a  matter  of  much  more  moment ; 
Euen  fo,  abriefe  or  ticket,  hung  about  the 
ncckc;  or  drugges  tied  about  the  wrift  of 
a  man;  fhall  haue  the  honour  of  healing 
Agues,  affirming, that  they  could  not  bee 
cured  by  any  other  apply  ed  good  orders, 
dire61ions,rcmedies3and  great  mcdcines. 
This  is  all  one ,  as'ifthcdifeafehung  but 
by  a  twine  threed ,  which  may  eafily  bee 
broken  by  perfwafion  and  opinion  ,  and 
thereupon  the  ficke  man  reftored :  but  if 
this  had  beene  applyed  in  the  beginning, 
the  patient  could  not  haue  beene  cured, 
by  an  hundred  times  as  many  perfwafi- 
ons ,  Or  the  very  ftrongeft  imaginations. 
Perfwafion  &:  imagination  maydofom- 
what  in  healing,  but  not  all,  nor  alone  of 
thcmfelues.  Thus  you  fee  how  true  and 


Whofoeucr 
doth  another 
mao  wrong, 
may  mcete 
with  che  like 
himfelfe. 


the  patient 

Ifhe  doc  otherwife,  and  attribute  that 
honor  to  himfelfe,  or  accept  it  from  their 
vulgar  ignorance;hc  commits  a  (hamcfiill 
wrong, and  the  like  Icwell  may  afterwards 
hang  at  his  ovyne  care  .  For,ofwhatfufi 
ficicncy  or  reputation  foeuer  he  bc,it  m  ay 
fo  come  to  palfe ,  that  another  Phyfition 
fhall  be  called,  vppon  the  ending  offotnc 
cure  by  him  taken  in  hand  at  the  firft,  and 
he  may  requite  him  in  the  famekinde.  E- 
ucry  man  therefore  ought  to  be  wcllad- 
uifed,  and  honeftly  content  himfelfc;with 
fuch  honor  as  isduevntohim;  notrob^  .  «  . 

bing  his  colleague  or  fellow-labourer  in 
painefull  endeauours,  ycelding  good  and 
faithfull  tcftimony,ofcch  others  laudable 
performed  adions.  Accounting  himfelfe 
happy  (neiiertheleffe)  that  he  came  to  the 
declination  of  the  difeafe ;  where ,  taking 
no  more  pains,  yet  he  (hared  a  part  in  the 
gratefull  acceptation,  due  vnto  them  that 
were  employed  from  the  firft  beginning. 


, 
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CHAP.  XI. 

fuel)  di  cenfure  and  iudge  of  Phyfi- 
tionsfufiicienciey  by  their  fuccefie:  which 
oftentimes  is  more  duo  to  a  hapfy  chance^ 
then  skill  or  knowledge* 


Good  and  ill 
hap  awaitcrh 
ypoo  the  adti* 
ons  of  al  inen> 
and  conTe* 
qacntly  vpoa 
Phyhuons. 


T  is  a  great  matter,  that 
the  Science}  of  Phyfickc 
(hold  be  fo  obfciire&  pro 
found,  as  nothing  more: 
and  yet  nocwichftanding, 
there  is  not  any  (b  foolilh 
but  will  take  on  him  to  cenfure  the  know¬ 
ledge  of  a  Pbyfition.  To  iudge  foundly  & 
iuftly, concerning thefufficiencie  of  anie 
man :  it  behooucth  him  (at  the  lea(l)to  be 
of  the  fame  profellion,  and  to  know  Torn- 
thing  therein  too.  It  muft  needs  then  be 
great  rafhncflc,  for  men  that  vndcrftand 
'nothing  in  Phyfickc,  to  enterprize  to 
iudge,  who  are  the  beft  andtnoft  skillfull 
Phyfitions.  Their  eye  and  cenfure  wakes 
on  the  fucceffe  of  their  pra&ife  5  &  iffora 
one  heale  (by  chance,  or  (bdainely,  as  we 
faid  before: )  he  is  cenfured  for  a  Angular 
Pbyfition,  although  lie  did  not  any  thing 
deferuing  fpeech.  On  the  contrarie,the 
Phyficion  little  knowes,  whether  the  pati¬ 
ent  (hall  die,  or  linger  long  in  the  agoniej 
which  the  vulgar  efteeme  lightc(tof  all. 
Modefty  will  neuer  fay,fuch  a  mais  more 
or  IcflTc  skilfull,if  he  be  reputed  learned  a- 
mong  men  ofknowledge :  but  will  rather 
fay  he  is  not  happy  among  ficke  men,  and 
confcquentlyjno  great  Pbyfition  5  euer- 
more  cenfuring  by  thefucceffe. 

It  is  vndoubtedly  true, that  in  al  things 
there  is  a  happinelTe  and  vnhappineffe,  & 
( as  the  Italian  faicth)  La  huona  e  la  male 
fortefioo^ortnne  and  bad*  And  the  befl 
j  happineffc  for  the  Pbyfition  is,  not  to  be 
called  or  employcd,for  fuch  as  are  certain 
to  die.  For,  there  is  no  reputation  to  bee 
hadjno,  notinrefpeft  or  friend  (hip*  ne- 
ucrthelcflTe,  he  (hal  befurenotto  elcape 
blame, although  he  hath  done  his  very  vt- 
termoft  endeuour,  and  ought  tohee  no 
lefTe  cfteemed,thcn  if  the  patient  had  e(^ 
caped .  Euen  as  we  may  fay  of  a  Captain, 
that  (hall  defend  a  Town  to  the  very  latefi 
Effort  and  labour, hauing  eaten  vp  all  the 
horfes, AflTes.DogSjCatSjRats,  which  the 
befieged  place  could  afford, hides, parch- 
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ments,  and  other  vile  foode  (as  is  fayde  of 
them  of Sanferre^xn  the  yeare  1 573.  who 
fed  vpon  the  very  tiles  and  dates,  making 
bread  of  them,  as  I  know  not  how.)  Ha¬ 
uing  loft  the  moft  part  ofhis  men,  the  wal 
all  battered^and  no  meanes  wherby  to  re- 
fift  any  longer  ^  conftrainedly  (in  the  end) 
renders  vp  the  Towne.  Shall  heedeferuc 
lelTe  commendation  (nay  rather  not  farre 
more)  then  he  that  faued  his  own  towne, 
being  well  munitioned  and  prouided  of  al 
things  needfull, which  he  prc(crued  with¬ 
out  any  painc,&  very  eafily  might  do  (b.^ 

If  this  cafe  (hould  bee  controuerfed,  it 
were  eafic  to  be  difeided  5  prouided,  that 
the  cenfurer  be  a  man  of  iudgement,  and 
not  tranfported  with  aifcdlion^as  themoft 
part  of  men  are,  in  being  wilfully  blinded. 
Whereuppon  enfiieth,  that  they  will  not 
beeperfwaded,  but  that  there  muftbeea 
fault  in  the  Phyfidon,  if  the  patient  (of 
whom  he  is  moft  carefull  and  diligent)  a- 
mend  not  as  they  delire  and  hope .  Nor 
doth  this  cafe  differ  from  the  Captaincs, 
that  was  the  Gouernor  of  the  loft  Town, 
againft  whom  remaineth  continuall  ran¬ 
cour  and  dilcontentment;  becaufc  he  did 
not  (iifficiently  fbrefeethefieges  affaires^ 
but  thus  is  all  his  paines  baffulde  in  parti¬ 
cularities  of  opinions,  euen  to  the  valewe 
of  a  ftraw.  Whereas  contrary  wi(c,he  (hal 
be  accoutred  for  a  valiant  man  ^although 
hcc  bee  the  bafeft  villaine  in  the  world)  if 
heehaue  but  goodfucceflTein  his  enter- 
prizes. 

AlTuredly,  it  is  no  meane  matter,  for  a 
man  to  bee  happie  in  his  attemptes  •  but 
thishappinefled^endeth  notvppon 
knowledge  or  fufficiency,  becaufc  it  is  an  I  * 
clpeciall  gift  ofGod ;  without  which,  he '  happy  ac  fuc. 
may  be  called  to  fuccour  fuch  as  (hal  cf- '  “hii 

cape, continuing  and  cffcdtiiating  the  ver- 
iMCs  giuen  to  remedies  5  as  al(b,  in  not  be¬ 
ing  called  to  fuch  as  fhall  dye,  to  whomc 
the  greateft paines  and  skill  profiteth  no¬ 
thing.  It  is  then  verie  ill  done,  to  cenfure 
the  fufficiency  of  a  Pbyfition  by  fucccfTc, 
which  is  more  due  to  happineCTe ,  and  to 
the  grace  of  God,  then  to  all  the  know¬ 
ledge  that  can  be  in  man. 

And  yet  wee  may  not  from  hence  in- 
ferre,  or  conclude,  that  it  is  all  one,  what- 
focucr  Pbyfition  is  called,  to  fay  j  if  God 
will  that  the  ficke  man  (hall  rccoucr ,  hcc 
will  beftow  his  blclfingon  the  remedies,  if 
they  bee  miniftred  by  the  moft  ignorant 
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man  in  the  world ,  and  they  fhall  prooue 
happy  .It  is  very  triiej  but  yet  it  is  to  tempt 
God,  as  we  haue  formerly  alleadged.  As 
if  we  would  hauc  him,  that  of  {tones ,  he 
{hould  make  bread',  and,ofarcmedicto 
no  purpofe,make  it  profitable.It  is  a  com¬ 
mon  faying :  Helfe  thon^  and  God  mllapfi 
thee .  Let  all  the  beft  meanes  bee  fought 
that  may  be  vfed ,  and  referre  the  iffuc  to 
God,  in  whofe  hands  arc  all  things. 


CHAP.  VI IL 

I  Againlf fuch  men^  to  whom  all  things  arefu- 
Jpecled^  and  Phyjitions  Jlaunderedjn  the 
mofi fart  df thofe  accidents^which  happen 
indiieares, 


Ahcauvburd 
den  to  the  ve- 
rybeft  Pbyfi- 
tion. 


Accufations 
vpon  the  pa¬ 
tients  weak- 
IneiTejand  ittio 
Iputedcothe 
I  Pbyfitions  cr- 
[lor* 


For  fuch  as 
defpife  all 
good  meanes 
[ordayned  for 
ebeir  health' 


Impucaclon 
laid  ypon  di- 
uer$  other  ac* 
cidents^by  ig 
norance  of 
fuch  as  are 
fcucre  cenfu- 
reri.  v 


Ne  of  the  very  great  painesj 
which  4  Phyfnion  (beeing 
the  moft  generous ,  and  w 
beftlpirit)  hath,  is,  to  fup- 
port  the  reproaches ,  and 
falfc  accufations  of  the  ficke  perfon ,  or 
of  his  affiftant  friends ,  who  arefo  vnrea- 
fonable ;  that  all  the  accidents  which  oo 
happen  in  fickerieffc,  they  attribute  them 
to  the  remedies  j  and  thofe  of  good  fuc* 
ceffe,  they  doubt  whether  they  arc  due  to 
thcPbyfition,orno.  '  ' 

Fo'r,^irft  ofalljwhcn  they  fee  the  perfon' 
very  weak,  they  accufe  the  ab^ncncc  and  ^ 
paucitie  of  food ,  appointed  to  him  by  the 
Phyfition :  orclfc letting himjhloud, or 
the  purgation ,  and  that  they  ate  the  cau- 
fes  ofthc  weakenesjimputing  no  vertue  to 
the  remedies ,  which  (indiminiChingthc 
euill  and  bad  humours)  fuftained  the  ficke 
body  in  fatre  greater  ftrength ;  fqr,but  by 
die  vfc  of  them,his  efiate  would  be  a  great 
dcale  weaker..  That  this  muft  needs  be  fo, 

do  we  not  fcefomCjWho, condemning  ab- 
ftincnce,bloudIctting  and  purgatiucs,bc- 
comein  fane  more  feeble  condition?  If 
they  that  njskcnb  vfc  of  fuch  remedies, 
rnaintainethcmfclucs  in  greater  ftrength 
then  other  5  one  then  might  better  lay, 
that  the  remedies  arc  the  occafion  of 
wcakencs  but  on  the  contrary,we  behold 
thofe  defpifers  to  be  more  feeble,  and  (in 

the  end)to  die  fooncr  then  the  other.  , 

So  is  it  of  the  other  accidents,  imputed 
vniiiftly  to  the  remediesjas  vomitingjftuk 
of  the  bclly^^liflafle  of  meates,  alteration, 

painc,  want  of  fleepe  or  watchings  rauing 

1  / 


and  fudi  like,  happening  by  reafon  of  the 
difeale  properly, &  from  the  nature  there¬ 
of  ;  but  not  from  applyed  remedies  asi  ig¬ 
norant  people  fuppofc  •  For,  if  after  the 
patient  hath  taken  fomething,  by  ordina¬ 
tion  of  the  Phyfition,  or  biiely  fome  mat¬ 
ter  is  applycd  vnto  him,  and  then  (quickc** 
ly  after  )  he  hath  a  calling ,  or  fluxe  in  the 
belly:  this  vi/as  the  caufc,  by  reafon  he  did 
it  not  before .  After  fuch  a  medicine  re- 
ceiued ,  thisSyrropc ,  that  Kcftaiiratiucj 
this  Cordiall  potion  is  fo  diftaftefull, 
as  nothing  can  be  niprc,  alteration  hath 
made  the  imprelTufi  far  greater  then  be¬ 
fore.  . 

It  is  true,  that  thefe  ocedrr^nccs  happen 
after jbut  not  thereby  caufed.  And  is  it  not 
as  ill  argued, if  a  man  {hould  fay :  Since  it 
fnowed,  my  cloake  grew  more  tornc  then 
it  was  before ;  therefore  the  fno^  was  the 
caufe  thereof.  Or  otherwife ;  Since  I  fed 
on  that  Capon ,  I  haue  had  the  hcad-ach, 
the  Collickc,  or  fluxe  in  the  belly^  there¬ 
fore  the  Capon  cauled  al  thefe  accidents^ 
Sillic  capacities  jWhatloeuer  commeth  af¬ 
ter,  proceeds  notfrom  all  that  which  hath 
preccedcd.Thc  fluxe  irt  the  belly, the  cafl:- 
ing,  diftafting,  alteration,  lacke  of  fleepe, 
railing,  and  the  like  other  caufes  (to  you 
vnknowne)  which  produce  fuch  cfFcds  in 
their  ductime^  was,  as  the  learned  Phyli- 
tion  knew  how  to  diredthc  medicine,  by 
breaking  the  courfc  of  the  difeafe, forefee- 
ing  the  dangerous  accidents ,  and  dimini- 
fhing  them .  All  which  notwithftanding, 
imdefpightof  whathcc  hathdoonc;  the 
fickeneflfe  will  make  his  part  good  againft 
him,and  encreafe  it  fclfe  to  a  certain  point 
commonly  called, the  eftate  of  the  difeafe: 
but  that  may  grow  onmoreigcntly ,  then 
“is  CO  be  permitted. 

And  if  alteration,  diftafl€,and  other  ac¬ 
cidents  doe  encreafe, aftet  thevfe  offomc 
medicaments  well  appointed :  belccue  af- 
fiircdlyjthat  they  are  from  the  difeafes  fur- 
“therprogrclTion,  notwithftanding  all  the 
re-trcnchings  and  refiftanccs  formerly 
made .  Credite  alfo ,  that  the  fickcneflrc 
would  hauebecnc  more  furious,  and  the 
aforenamed  accidents  IcfTc  fupportablc, 
if  no  meanes  had  bcenc  made  againft 
them :  as  wee  (eeby  good  experience ,  in 
fuch  as  mif-prife  thofe  remedies .  For  if 
it  be  true, that  many  do  di^  through  want 
of  helpc  (  Which  is  a  Maxime  rcceyucd 
generally)  it  muft  ncedcs  fall  out  then  i 

Vvv  3  _ thatl 


OfidicAfli* . 
mencs,prccen 
ding  caufes 
without  any 
true  fence  or 
reafon. 


Whcnihc 
fickneife  is 
violent, it 
checketh  t 
much  skill  in  I 
the  pbyfition^^] 


Wilfullrcfu- 
fallof  hclpe 
killeth  many, 
and  diuers 
dye  lor  lacke. 
ofhclpc, 


Of  fufpitious  Detraftours, 
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dr  dmen  en- 
counier(!,no 
way  to  be 
forcfeene  or 
preuented. 


.■  i , 


Nature  will 
haue  her  free 
palTage  in  the 
body  of  man, 
behde  all  ap¬ 
plication  of 
phyfickc. 


Faults  are  ea' 
lily  found, but 
few  good  rea< 
fonacanbe 
{hcwne  for 
them. 


that  they  haue  had  more  accidets,&  more 
tedioufncs ,  then  fuch  as  efcape  in  the  like 
perils.Therc  is  no  need  then  offulpeding, 
or  calumniacingthe  remedies^which  haue 
bin  followed  by  fomc  accidents  5  oldc  or 
n  eWj  and  then  to  fay  5  This  frontall  (after 
the  vfe  of  it)  he  hath  flept  Icflc ,  or  raued 
morej  for  the  fronrall  was  no  caufe  there- 
pfj  butthefickenesitfelfc,  that  could  not 
by  the  beft  mcanes  then  be  tamed. 

Next^  after  the  Cordiall  potion, he  had 
the  hiccokc,  thediflcnterie,  or  the  cramp. 
It  is  very  truc;butthistaile  belongs  not  to 
this  Calfe,  as  we  fay  in  the  common  Pro- 
uerbjthis  is  another  maner  offtraine.I  de¬ 
ny  not, but  remedies  maybe  ftirewd  occa- 
(ions  ibmetimes,  for  they  may  be  ill  orde- 
red  j  and  but  badly  to  the  purpofe .  [But 
Icuer  prefumCj  that  the  Phyfition  (hould 
be  learned,  diligent  and  affeftionate  ;  of 
all  which  he  fhould  continually  relifh/or 
the  better  interpretation  of  his  ordinaces, 
and  receuing  them  in  the  more  refpcftjat- 
tributing  rather  to  the  difeafe ,  or  the  cx- 
prefle  will  of  God,  thofc  accidents  which 
happen  (be  they  new  or  oldc)  then  to  the 
remedies  .For  there  are  diiicrs  fodainc  in¬ 
counters  ,  and  which  cannot  any  way  bee 
forefccnc ,  to  make  a  guardc  or  preuenti- 
on  of  them  ;  as  fomctimcs  of  a  very  light 
medicine,  we  fhal  proceed  fo  far  asbioud, 
becaufe  the  patient  was  then  vppon  the 
poynt, of hauing  ^he  fluxe  in  his  belly. 

The  Phyfition,  who  can  not  diuinc,  c- 
(pccially  on  a  neutrall  body ,  neither  fickc 
nor  found,  that  keeps  not  in  bed  ,  becaufe 
he  would  be  no  ficker  then  he  lifted ;  if  na¬ 
ture  make  fomc  cuacuation  of  it  felfc;  hec 
(knowing  it  nccdfull)  makes  his  medicine 
light  enough.  Ithapneth  hereupon, that 
after  the  operation,  nature  palTcth  on  fur¬ 
ther,  and  makes  a  flux  in  the  belly,  which 
continueth  inordinately;  becaufe  the  cx- 
pultrix  vettuc,  being  pricked  byjthc  eagre 
and  mordicant  cxcremcnts^^cannot  of  her 
felfc  reftraine  them.  And  the  matter  be¬ 
ing  corrofiucjcuts  out  the  way  as  it  paffes 
along,  that  bloud  enfueth  ofit.Thc  medi¬ 
cine  muft  endure  the  accufation  of  al  this, 
which  (notwithftanding)  gauc  but  two  or 
three  fmallficgcs  :  all  the  reft  was  but  a 
furrounding,  &  as  a  meerc  torrent  of  hu¬ 
mours,  gathered  together  of  longer  time. 
As  fomtime  it  comes  to  palTc^tbat  a  man 
pulling  but  one  ftpnc  out  ofa  wall  5  a  fa- 
dome  or  two  follows  aftcr^  becaufe  it  was 


fo  old  and  ruinous.  Againft  a  ftrong  wall, 

there  needs  a  Cannon  or  double  cannon^ 
but  for  aw  cake  and  feeble  wall,  aficlde- 
pcccc  there  will  make  a  great  breach. 

And  alfo ,  to  iiidgc  well  of  the  effeds 
of  mcdicins;  their  true  condition  &  eftate 
muftfirftbeknownc,  which  none  can  fo 
well  do  as  the  Phyfition,and  not  to  iudge 
only  by  the  effeds.  For,if  during  the  opc- 
ration,or  foonc  after  jWC  fee  that  happen , 
which  is  not  of  that  nature ,  caried  or  for¬ 
ced  from  the  medicine  5  it  is  not  to  be  at¬ 
tributed  thereunto .  No  more  then  as  if  a 
child,  fliould  giuc  a  blow  with  his  fift  to  a 
drunken  reeling  nrian ,  and  hce  fliould  fo- 
daincly  fall  to  the  ground.  It  was  not  the 
ftroke  of  the  hand,  that  had  fuch  ftrengthj 
but  the  wine  or  ftrong  drinkc  which  had 
oucrcomc  bim,whcreby  the  fal  happened 
to  him.-  ^ 

Neucrthelefle,  fomc  one  may  reply  by 
thcfclfcfamc  comparifon,that  in  like  ma- 
ncr,to  a  ficke  man  (very  wcakc)a  light  me¬ 
dicine  being  giuen ,  it  bath  the  power  to 
ouerthrow  him  to  the  ground.  Then  may 
we  well  couple  therewith  this  other  com- 
parifonj  If  a  man  fliould  giue  a  fillopon 
the  armc  ,  to  a  woman  bceing  great  with 
child,  iramcdiatly  after  flic  fliould  mifear- 
nr.  Hapned  this  by  the  fillop?  The  arme  is 
far  enough  from  the  bclly,&  the  fillop  too 
light  to  enforce  it :  It  is  to  be  vnderftoodc 
then, that  from  Ibme  other  inwatd  occafl- 
on, this  (b  ibdaine  mif-hap  receiued  fiicb 
vigour .  Ellen  (b ,  many  other  things  doc 
meet  together  of  tbcmfclues,not  anv  way 
depending  one  vpon  another;  but  calfuailv 
&  accidentally,  &  the  caufcs(commonly) 
ncuer  prctedcd,ot  by  anymeans  diliemd. 


The  quality 
condition  oi 
remedict 
muft  be  knone 
rather  then 
ihcircffe^s. 
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Compiirifbns 

that  hold  no 
truccortef' 
pondcncy 
with  the  ruloi 
o£  phyHckc. 


CHAP.  IX. 


f  rte  there  are  more  flore  and  f  Untie  of 
Phyjitions ,  then  of  mie  other  fort  offeo- 
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Findc  recorded ,  thitMphonfo 
Hulic  of  being 
bn  a  time  in  familiar cofcrcnc^ 
'demaonded ;  of  what  trade  or 
proteflion  there  was  moft  people.  One 
anfwprcd,  of  Cordwainersor  Shooma- 
k«s;  another  faide,  ofTailerss  another, 
01  Carpentcrsjanothcr,  of  Mariners;3nd 
another,  of  Lawyers.  Gonello ,  a  famous 
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The  fool  con* 
ningly  begui- 
lech  the  Duke 
bismafler,  ; 
for  the  win¬ 
ning  of  his 
vrager. 


BufFoncor  leftcr,  replied, that  there  were 
more  ftoreofPhyfuions,  then  of  any  o- 
ther  kindeofpcople:  and  waged  agaynA 
the  puke  his  mafter(wbo  was  farofffrorti 
any  fuchconccite)  that  he  wold  approue 
his  wordes,  within  the  compaffc  of  fourc 
and  twenty  hourcs. 

On  the  morrow  morning,  went 
from  his  lodging,  with  a  great  Night-cap 
on  his  head,  and  a  Kerchiefe  binding  vp 
his  chin,  and  then  a  huge  hattc  couering 
them  all, befide  a  warmecloakc  about  his 
body.  Inihis  furniftimcnt,  hectookethe 
way  towards  the  Pallacc  of  his  Excellcn- 
cie,  along  the  ftreete  called  La  rue  des  An- 
ges.  The  firft  man  he  met  withall,  deman¬ 
ded  of  him,  what  he  ayled  ?  Whereto  hce 
anfwcred,  that  he  had  an  outragious  pain 
in  his  teeth.  Omy  good, friend  (fayde  the 
other)  I  know  the  belt  rcccit  in  the  World 
for  it,tel]ing  him  ihe  matter  &  the  means. 
Gonello  wrote  downc  his  name  in  his  Ta¬ 
bles,  making  (hew,  as  if  he  had  fet  do  wne 
the  receipt.  Not  two  paces  further  had  he 
gone,  but  hee  found  two  or  three  talking 
together;  who  demaunding  of  him  the 
fame  queftion^  each  man  declared  to  him 
a  feucrall  remedy^  he  writing  downc  their 
names,as  he  did  the  firft. 

As  he  held  on  his  way  along  the  fame 
ftrect,  going  a  foft  and  gentle  pace,cucrie 
man  he  met  withall,  ftil  gaue  him  counlcl 
for  fcuerall  receipts,  and  no  one  agreeing 
%ith  another  5  yet  ftill  each  friend  aftured 
him,  that  (what  he  fpakc  off)  had  bin  ap- 
prooued  cettainc  and  infallible  5  and  ftill 
he  wrote  downc  eucry  mans  hame.Bcing 
coipc  to  the  low  Bulwarkc  of  the  Pallace; 
heevyas  round  engirt  with  many  people 
there  attending  ;bccaufe  he  was  moft  fa¬ 
miliarly  kno  wne  tothcmall.5  and  cueric 
man  pittying  to  fee  him  thus  diftrefled, 
(vndcrftanding  th?  reafon  ofhis  pain)  ad- 
uifed  him  to  many  recciptes,  which  each 
man  aiiouched  to  be  the  verie  beft  in  the 
W^rld ;  he  writing  downc  their  Names, 

gaue  them  infinite  thankes  at  bis  depar¬ 
ting. 

Being entted  into  the  Duk<2$. chamber, 
his  Excellcncic  no  fooher  fawc  him,  but 
running  to  hiai,faidc :  Hownow  ConeUa, 
wbat  ay  left  thou  .^In  pittifull  manner  hce 
rcplycd  (euen  as  if  he  had  benefcarfe  able 
to  (peak ;)  Ah  my  Lord,  I  hau6  the  tooth- 
akcainthc  moftjcruell  manner  that  eucr 
man  had.  Whercuppon,  his  Excellcncic 


faide  vnto  him^  Alaspoorc  Gonello^  know 
a  thing  that  will  heipe  thy  paine  prefently 
yca,Jf  thy  teeth  were  fpoiled  and  rotten  : 
-^ejjer  Antonio  Muffa  Brajjouolo^n^^  Phy- 
fition,  neuer  found  a  better  in  all  his  pra- 
ftife  5  take  it,  and  it  will  immediatly  heIpe 
thee.  Sodaincly,  Gonello  threw  off  all  his 
fickely  outfidc,  faying  outalowde:  How 
now  my  Lord ,  what  are  you  become  a 
Phylition  too  ?  See  heere  my  roll  of  Phy- 
fitions,  how  many  I  haue  met  withall,  bc- 
tweene mine ownc Lodging,  and  your 
Court  ;  they  arc  in  number  almoft  two 
hundred,  and  yet  I  hauepaft  through  but 
one  ftreete  only.I  will  gage  as  much  more 
to  my  wager,  to  findcaboue  ten  thoufand 
in  this  Cittic,  if  I  fhould  but  go  ihorow 
haiie  done  this  one  ftreete  :  findc 
you  out  as  many  more  my  Lord,  of  feme 
other  profeflion. 

-  A  biftory  well  met  withall  to  our  pur- 
pofe,  and  verie  true  5  for,  cuery  man  Will 
be  a  Phyfition  for  one  thing  or  othcr,and 
there  arc  very  fewpeopIe,but  they  pretend 
to  kno  we  enough ,  nay  more  then  fomc 
Phyfitions  do.  I  fet  afide  fome  Chirurge- 
ons.  Barbers,  Apothecaries,  Nurfles  or 
attendants  vpponfickcpcrfbns,  wife  wo¬ 
men,  Mountebankes,  and  other  Empe- 
rickes,  euen  to  very  Merchants,  who,  to 
make  fome  profeflion  of  a  part  of  Phyfick 
become  mcere  Polypragmons  5  pretend¬ 
ing  to  vnderfland  more  then  Maiftcr’ 
Mouchey  t^Mng  great- outward  fhewes. 
andmcdling  with  many  difeafes,  accom¬ 
panied  with  fhamcleflc  affuranccs,and  no 
mcane  promifes.  I  would  leaue  them, but 
that  they  arc  fuch  a  goodly  number,  and 
daiJpheycncreafcby  multitudes,  out  of 
the  bafeft  mechanical  cradesj  as  it  is  moft 
lamentable  to  behold,  and  many  liucs  pc- 
nfh  by  their  meanes.  *  i 

There  arc  diuers  of  them ,  that  will 
cont roulc  the  diredions  of  a  Phy  fition , 
prefuming  to  handle  thepacients  pulfc,^ 
and  obferue  his  Vrinc,  Dcliuering  theyf 
own  aduiccs.quirccontrary  to  that  which 
the  Phyfition  appointed.  If  there  be  any, 
who  are  better  aduifed  heercin;  Ithinkc 
the  number  of  them  to  be  lb  fmall ,  as- a 
man  had  much  rather  write  of  thofe  pre- 
fumptuous  companions, making  vp  a  role 
of  fo  manic  vndertakers,  as  (indeedc)they 
would  appearc  to  be  infinite.  Some  of  the 
are  fo  bold  and  impudent,  as  before  the 
learned  Phyfition  (yea,  euen  in  his  pre- 

fence) 
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fence)  they  will  deliuer  opinion  j  whetherl 
the  patient  fhould  be  let  blood^or  rjotandj. 
when  he  blccdcth,  that  fo  much  may  bccfl 
taken,  and  no  more:  That  it  is  not  good 
to  purge,  the  feafon  is  not  proper,  but  fit¬ 
ter  fox  nouriftiingj  when  tominiftet  rc- 
fioratiues,  diets,  coullifcs,  preflis,  Orge^ 
mohdesy  &:c.  which  muft  be  giuen  by  their 
order,  or  elfe  the  patients  friends  will  ne- 
uer  be  quiet. 

In  briefcjthe  great  controller,eucn  the 
prime  and  cheefeft  ludgc  ofalljis,  tbe^- 
norant  vulgar,  moft  vniiift  and  vnindiffe- 
rent,  who  (as  Terence  faide)  Thinke  nothing 
to  be  wlidoncy  but  what  they  do  themf  •lues . 
Andiftheiraduicebenot  followed,  it  is 
attributed  to  the  Patients  death, or  to  the 
prolonging  of  his  fickneffe ,  if  that  fomc 
other  courfe  isnottaken.Let  the  but  ima¬ 
gine,  and  thePatientbee  perfwaded  (by 
them)  that  it  muft  be  fo^  all  other  procee¬ 
ding  is  abfolutely  erroneous,  and  thinges 
elfe  is  blamed, be  they  applied  to  the  true 
purpofe  indeede.  Is  not  this  a  rhiferablc 
cafe  ?  In  other  Arts,  which  are  leffc  o]> 
feure  and  difficult,  and  all  thinges  (well- 


iir.j 


The  Auihour 
Iwriteihhcerc 
I  lo  fuch  ax  arc 
I  Phyficions  in 
deede. 


skill,  knowledge,  and  profeffiort.  It  is  ve¬ 
ry  rcafbnablc  and  neceffary,  th^t  the  ad- 
uicc  of  many  fhould  bee  had ,  in  difficul¬ 
ties,  and  matters  doubtfull  concerning  a 
fickcnclfe.  Fpr  {'as  the  common  faying 
isj  Foure^yes  mdy  fee  more  then  ^w^that  is , 
fuppofing  thena  all  to  fee  clearly  5  for,  one 
may  aduife  bnc  thing, and  a  contrary  par¬ 
ty  another  5  whereby,  their  meeting  and 
agreement,  is  to  the  profit  of  the  patient. 
But  to  hauc  many  Phyfitions,  in  ordinary 
(as  it  were)  and  all  to  hauc  cquall  care  of 
the  fickc  perfbn  5  can  no  way,  bee  for  his 
I  good  and  profits  For^incucrie  purpofe, 
they  may  contradift  one  another  in  fomc 
thing,  or  elfe  about  a  matter  indifferent, 
one  in  enuy  of  another ,  and  more  for  o* 
ftentation  then  neceffity;  ’ 

Pliny  did  very  well  obferuc  and  note 
this  wmting  thus.'  It  neede  not  to  be  doubted^ 
that  Phyfitions  {coueting  reputation  by  Jome 
noueitj )  make  a  fodaine  Traffic^  of our  fouls* 
Hence  enfueth  thefe  miferable  conteBationsy 
about  fickebodiefs  I  none  of  them  beeing  of one 
and  the  fdme  opiniony  becaufe  no  repetition 
muft  be  made.  Thence  came  that  fuperferip^ 
tion  on  thevnhappy  Tombe :  J  was  (poiUefy 


Adulccofone 

Pbyfirion  lo 
anoth^,  can¬ 
not  be  l^urc- 
fulltoche  pa* 
cienr. 


the  Emperor 
Adrian  onbia 
death  bed* 


In  Phyfickc,  the  moft  fccrct  and  hidden  i  by  the  Emperor  who  (in  dyang) 

ofall,  and  wherein  the  people  cannotdif-  cxytdouuThMthemuUmdeof  Phjfittons 

cerncaiotjcuerymanwilldomincreilike  hadkmhm.  ^  j.  „„ 

Rats  in  ftraw.  Nor  (hall  wee  eucr  fee  bet-  The  rcafon  of  this  mifchecfc  is  dium 

tctfucccffeby  the  order  of  Nature,  for  waiesvnderflood.  Asfirft  the  cnuyorie- 
thcmoftpartofdifcafcs,inpcrfonsbfde.  |  loufie,  which  (commonly)  one  man  bca^ 
-  r  '  reth  to  another  5  efpecially  fuch,  as  arc 

the  worft  created,  ambitious,  andcouc- 
tous, beyond  the  ordinary  courfe  of  other 
'Artcfmcn.  Forjitis  vfually  fccnc:  That 
onePotter  is  enuious  at  another .y  according 
to  the  ancient  Adage.  But  much  more 
(without  comparifon)  the  Phyfition ,  bc- 
caufc  he  defireth,  that  the  whole  honour 
fhould  be  referred  to  him,  of  well  prcdic** 
That  it  is  not  for  the ficke  Patients profite^  to  well  ordering,  and  well  finifhing 

hauemany  Phyfitions y  as  in  ordinarte:  thedifeafe.  Wherefore,  hcc  cannot  wil- 


gree,  that  hauc  great  vifitation  of  follow¬ 
ers  :  but  alwayes  they  hauc  health  fooneft 
of  whom  the  leaft  account  is  made. 


CHAP.  Xlin. 


but  one  Phyfitionfujftcethybeing  afiidu- 
ate  and  skiff ud* 


One  Bcgger 
is  wo,  another  I 
by  tbc  doore 
doth  go^ 


Of  couctom,  I 


lingly  endure, that  any  other  fhould  fharc 

a  part  with  them.  I  fpcak  ofthc  couctous 

ambitious  man :  who  is  likewife  (comon-  phyfiuon*. 
ly)  quarrelious,adetrador^  and  infup- 


His  propofition  may  he  vn- , '  portable 

derftood,  by  what  we  hauc*  j  •  You  hauefome  men  very  modeft,  but 
lately  faide,  touching  vul- 1  yet  icalous  of  the  honor,  which  they  con- 
gar  cftimation  of  Phyfiti-  j  cciucisduc  tothemjchicfclyjinfuch  oc- 
ons:butlwouldnotbc  roi-  cafions,  which  they  thinke  may  bcc  done 
ftakcn,bccaufcmymcaninghfrc  proper-  bythcmfclucs,asbeingcafcs  light,  com- 
ly  is  j  of  fuch  as  are  truely  Phyfitions,  in  mon,  andordinaric .  They  can  bcc  well 


icon- 
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OHS* 


Of  rhc  fecond 
iac^ucniencc. 


Many'Pb^fi- 
cian  canhard 
ly  me  etc  al  at 
an  houre* 


contented ,  not  to  be  coiitradided;  &  yet 
notwithftanding,  they  will  giue  conienc, 
and  ycelde  to  the  defirc  or  pleafurc  oi  the 
Patient,  orthofc  friends  that  are  about 
him.  But  this  is  not  for  the  fickc  parties 
profitjas  I  hauc  vndertaken  to  proue.For, 
although  thcrebc  three  or  foure  Phyfiti¬ 
ons,  oneafliftihg  to  anotherfor  cure  of 
the  man,  being  all  modeft,  peaceful],  and 
skilfull :  yet  notwiihftanding,  wee  knowc 
not  how  to  preuent  and  auoide,  the  moft 
part  of  fuch  inconucnicnces  as  I  will  fette 
downe,  and  arc  (oftentimes)  ordinary* 
F  r  I  leauc  to  them ,  who  hauc  obferiied 
it  by  others,  to  iudgCjhow  much  this  ma- 
ncr  of  proceeding  is  incomraodidus,  and 
hurtfull  to  poorc  patients. 

Firft,ifthercbcbut  oneortwo  Phyfi? 
tions  ordinarily  employed :  they  will  (no 
doubt)  be  moft  carcfull,  moft  diligent, 
moft  affedtionate,  to  come  off  with  theyr 
credit  and  honour.  And  yet  one  man  a. 
lone,  who  fhall  haue  the  charge  layde  on 
his  fhouldcrs,  may  be  there  much  more 
attentiue,  becaufe  the  trufi  is  wholly  re- 
pofcdinhim,andaIl  the  worth  muft  re¬ 
dound  to  him .  Ifthatmanhaucagood 
heart, he  will  fiudie  and  labor, to  do  much 
better,  then  if  he  were  conforted  with  an¬ 
other;  confidcring  euermorc(as  he  ought 
to  do)  that  in  all  difficukies  he  may  quick¬ 
ly  haue  counicll. 

Another  difeommodity  is,  that  manic 
Phyfitions  can  hardly  mecte  together,  to 
vifit  the  ficke  patient,  and  all  at  one  hour. 
For  each  of  then)  haue  other  cures  of  vifi- 
cation,  befide  fome  hapningin  the  meanc 
whil€,and  other  affaires  of  importance : 
whereby,men  arcofttimescompel!ed,to 
faile  of  the  appointed  time,  that  all  can¬ 
not  be  preftnt  with  the  fickc  perfon.  In 
this  cafe,  the  Phyfition  moft  vfed,  or  fuch 
as  meete  there,  arc  greatly  hindered  in  gi- 
uing  their  aduicc,  or  for  ordering  againft 
foiiicoceafion  which  may  happen  5  fea¬ 
ring  lead  the  abfent  parties  or  partic,{hall 
not  allow  their  iudgcmcntjwhercupon, 
it  may  breede  an  error  in  the  patient ,  br 
his  aflifting  friends,  who  will  after  kno  we 
his  opinion,  and  demand  it  alone  by  him- 
fclfc.  Sometime,  this  may  chance  but  a- 
bout  a  Cherry,  or  a  difference  of  as  fmall 
moment,  deferuing(ofitfclfc)  not  to  bee 
fpoken  of  j  but  yet  al  muft  agree  togithcr, 
and  giue  confenc  in  the  cafe.  This  keeps 
the  attending  Phyfitions  innomeane  af- 
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onshapnitl^ 
toaoisnin 
fickneife;  ytt 
eafily  holpen« 


Great  happi- 


flidfion,  and  ihany  times  the  patient  in 
much  more. 

In  like  manner  (comming  now  vnto  a 
third  point)  they  may  endure  many  fmall 
things,  which  the  ordinary  and  prclfent 
Phyfition  would  order  otherwife, follow¬ 
ing  fuch  occafions  as  prefeht  themlelucs 
at  cucric  moment.  I  do  call  them  fmall  of 
themfelucs,  yet  often  might  bee  brought 
to  the  patients  great  benefit;  but  hecdarc 
not  apply  them, dreading  difeontentment 
in  them  which  arc  abfenr.  Hereby  thepa- 
tient  may  paffc  thorow^diuers  afSidions 
('from  which  hec  might  haue  bene  freW ) 
as,dufing  too  much  drought,  of  beeing 
kept  oiicr-hot,  or  too  miKh  prcfl'cd  Withi 
foodc  and  Medicines ,  or  prohibited  of 
fome  pleafurc  and  recreation, no  way  pre- 
iudiciall  to  his  healings  andfuchlikb.’ '  I 
hold  my  fclfe  faiisficd,  in  fettingidowhc 
thefe  three  inconucnienccs,  whicharc  or¬ 
dinary  in  the  plurality  of  Phyfitions ;  to 
fhevv  and  approuc,  that  it  is  much  better 
(without  comparifon  )  to  hauc  but  one 
Phyfition ;  prouided,  that  he  be  afliduatc 
and  carcfull. 

It  is  the  greateft  happineffe  for  the  fick 

man  (that  can  be)to  hauc  but  one  Phvfiti-  ^ 

on,ihatgoeth  not  away  from  him:  For,  uingbutone 
by  vifiting  him  once  or  twice  in  a  day,  the  hiv 
patient  cannot  bee  well  cured  ;  this  may 
be  called  healing  in  gro(re,and  not  exadi- 
ly.  For  the  prelent  Phyfition,  oblcructh 
many  particularities,  which  caufeth  him 
to  change  opinion  cucry  bourc;  as  wcl  of 
hisnouriftiment,  as  in  other  Remedies, 

W  hcreforc  Celfns  faide  very  wcH ,  where 
he  (heweth,  what  diligence  a  Phyfition 
ought  to  vfc,  in  well  direding  the  pati¬ 
ents  foodc,  for  due  houres,  andmeafure 
of  them,  bccaufeitisoncof  thcchccfcft 
points  in  the  whole  cure.  For  (as  hcc  wri- 
teth)  Foodc  fitted  tofurfofe^  is  a  moH  fin- 
gular  Medktne  and  remedy*  It  ought  alwaie s 
to  he  obferued^and generally^  that  the  atten¬ 
ding  Phylition  do  continually  refieFl  the  Pa- 
tients ftrength ;  When  it  [hall be  good  ^  able^ 
to  vfe  abBinence ;  and  when  hee  heginneth  to 
doubt  his  weakened e^  then  to  make  fuffly  of 
food*  For  it  is  his  duty,  that  he  fur  charge  not 
theficke  body  with fuperfiuous  matter-^  ney* 
ther  to  betray  it  to  feeblenejfe^  by  famine^  or 
ftaruingy  ^'C*  Heereby  may  eafily  bee  binder- 
flood y  that  many  {together)  cannot  bee  cured 
by  one  Phyfition:  ir  ^f’ot  he{if  he  vnderftand 
truelj  his  ^it)  is  mojl frofer^  that  neuer  far- 

teth 


him  dilig^dy. 


The  word*  of 
Ccirus,a  moft 
learned  Phy- 
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One  honed 
painfull  Phy 
iidon  is  better 
then  twenty. 


teth  from  the  Jickeperfon  ,  But  fnch  as  are 
addi^ediogaine  ^  heecaufe  much  is  to  bee 
had  by  a  multitude ef  people  :  they  iviliingly 
embrace  thofe  Rules,  w^ch  require  no  fuch 
great  curiojity^  as  in  this  cafe.  For  it  is  'verie 
eajie^  to  account  daies,^  and  houres^and  other 
times  ofacceffe  5  efpeciajly  in  fuch,  as  ^fe  not 
often  to  fee  their  patient  s ,  But  it  behooueth 
him  to  be  attendant,  that  muH  haue  a  care  of 
adneedfull  things,  and  rohen  the patient (hall 
bee  opce feeble,  to  fee  that  hee  haue  good  nou- 
rifhment,  - 

Hccrcby  youmay  percciuc,  how  im¬ 
portant  the  fickc  mans  feruice  i%,  that  he 
muft  alwayes  be  aflifted  by  a  good  Phyfi- 
tion,  both  for  his  gQuernement,  and  alfo 
for  theyfe  of  remedies  .  For,  by  being 
prefcntjhee  may  aduanceortardiCj  en- 
creafeordiminifh,  and  doe  many  things 
in  pother  manner,  then  when  thefick-man 
isfeenebut  by  ftarts  and  ley  fares, as  is  too 
much  prafiifcd  vpon  the  pebple.Where- 
forcjicisbcfttohaucbut  one  Phyfition, 
though  he  be  of  the  Icffe  fufficiency  or  re¬ 
putation  (and  cpnfequently  of  Icffe  preP 
fure  jfo  that  he  be  honeft,  moft  frequent, 
and  diligent.  For  diligencei  vigilancy,  & 
carefuUobferuation  in  the  ordinary  Phy¬ 
fition  v  may  counterpoize  one  of  greater 
knowledge,  that  is  not  halfe  fo  much  im- 
ployed. 


CH  AP.  XV. 


Hip.  in  Epift. 
ad  Demag, 


^gainH  fuch  as  complame  on  the  ouer-fhort 
^vifitdiorioffQrneFhyfitions* 


Vr  life  is  ful  of  contrarieties, 
according  as  Democritus  de¬ 
clared  to  in  the 

conference  which  they  had 
together :  as  Hippocrates  wri- 
teth  to  Damagetesmhls  Epiftles.For,ihat 
which  plcafeth  vs  now,  will  difeontent  vs 
within  an  bourc.Thc  labourer  would  bee 
jafouldier,  and  (in  fhorttime)  fall  to  his 
jformer  condition  againe.  The  Merchant 
would  be  made  a  Gentleman,  aod(foone 
i  after)  rcturne  to  bis  Merchandize  agaioc. 
But  contradidlion  is  yet  more  palpably 
difcoiicred,  when  wee  fee  contradiftorie 
quality  in  one  and  the  fame  thing.  As^to 


be  a  foldier,  and  yet  not  engaged  to  fol¬ 
low  war, to  be  a  great  landed  man,and  yet 
nbtfubiedtofuitesin  law;  tohaue  Var- 
lecs  and  Drabs  in  the  houfe^  and  yet  to  be 
free  from  robbings  to  liuc  difTokitclyjand 
neuerto  bcficke.  So  is  it  in  many,  who 
would  haue  Phyfitions  of  greateft  follo¬ 
wing,  and  moft  reported  of  for  pradife, 
(ofwhomcthe  vulgar  giuc  great iudge- 
mcn,  that  they  arc  men  of  fingular  know¬ 
ledge,  as  oftentimes  it  fo  fals  out,  though 
not  alwaies. )  And  fodaincly  they  make 
complaint,  of  their  too  ihort  or  feldomc 
vifitation,  and  that  they  conic  not  (fo  of¬ 
ten  as  they  ought)  to  fee  them. 

This  is  a  complaint  commonly  made 
of  bur  Parifian  Phyfitions,bcing  the  moft 
famous,  who  In  fo  great  a  Citie,  haue  or¬ 
dinarily  filch  plentie  ofpaticnts,as  it  is  vt- 
terly  impoflible,  that  they  iTiold  ftay  long 
with  any  one  of  them.  For, if  a  Phyfition 
haue  twentie  patients  to  vifite  in  a  day,  is 
is  not  much,  if  hee  abide  with  each  one  a 
quarter  of  an  hourc  at  a  time  ?  For,  in  the 
longeftday,  which  may  confift  of  xvi. 
hourcsjl  would  haue  him  begin  to  vifite 
at  fiuc  of  the  clock  in  the  morning,  and  fo 
continue  vntill  ten  .•  then  begin  againe  at 
noon, and  hold  on  till  fiue  in  the  eucning, 
heere  arc  ten  hoiires  imployed  in  vifitati- 
iOn.  It  is  verie  neceflary,  that  hee  ftiould 
haue  fomc  time  of  reft,  as  fromtenne  to 
tweluefbrhisdinner,  &  refrefhing  from 
fiuecofeauen  in  the  fame  cuening,  and 
then  to  fleepe  in  quiet ;  for  if  he  ceafo  not 
day  nor  night, it  is  not  poflible  for  him  to 
haue  long  continuance. 

Iwillyctallowiixhourcsforthc  mor¬ 
ning, and  fix  more  after  dinner.  For,to  go 
from  onchoufeto  another, to  mount  and 
deftend  againe  all  theftaires;  importeth 
wcl  the-fpacc  of  twohoures,in  vifitingof 
twentie  fcuerall  perfons ,  For  no  man 
whatfocucr,  can  ride  in  pofte  quite  tho¬ 
rough  a  Cittie  j  and  then  in  the  Som¬ 
mer,  when  the  dayes  bee  long,  the  fvvift* 
nefle  of  motion  is  very  dangerous,  by 
ouer-hcatingjfweating,  alteration  of  bo¬ 
dy,  and  other  fuch  like  accidents.  There 
remaincth  then  ten  houres  wholly  clecrc, 
that  the  Phyfition  may  bee  by  each  fieke 
mans  beddc,  and  that  is  the  moft  for  fuch 
imployment;  And  howe  much  time  is 
heere  allowed  then  to  each  of  the  twenty? 
If  I  could  account  well,  there  were  (for  c- 
uerieonc)  a  quarter  of  an  houre  in  the 
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morning,  and  as  much  againe  after  din* 
ncr. 

But  very  ccrtainc  it  is,  that  the  moft  fa¬ 
mous  Phylitions,  hauc  to  vifitc(fom  fuch 
dayes)  about  thirty  patients;  and  befides 
that,  to  vfe  confultationSr  where  a  man  is 
conArained  to  flay  longer  then  a  (imple 
vifiting .  Whence  enfucth  ncccflarilic, 
yea, and  intuitably,  that  each  of  the  other 
vi{icatibn$,cannot  bee  halfe  a  quarter  of 
anhoure.  Fotyhcc  muft  content  cuccic 
man, and  he  that  imparts  himfelfe  among 
fo  many,  muftneedes  allow  cuery  one  a 
little.  Thus  the  Phyfitionfdoth  but  enter 
and  depart,  and  (curforily)  informeth 
himfelfe  of  the  patients  eftate  ;^^f«cles  his 
piilfcjobfcrucs  his  vrinc,  fpeaketh  a  word 
of  chat  which  is  to  be  done,  and  then  a- 
way  to  another. 

He  is  nor  iuftly  to  bee  blamed  ,  for  his 
celerity  and  fummarie  vintation,  feeing  k 
isnotpoflible  for  him  to  docotherwifc; 
and  they  that  call  fuch  men  to  their  cure, 
arc  not  well  informed.  Nay  more,  if  the 
Phyfition  anfwcr  (bmctim€,that  hcc  can 
hauc  no  leyfurc,  confidcringthc  great 
number  of  patients  he  is  to  attend :  fomc 
one  or  other  will  reply,  O  good  Sir  ^  ifyoti 
do  but  iooke  in  a  dooreSy  and  then  deport ;  the 
ficke  man  mil  thinke^  that  he  fhaU  bee  healed 
by  your  *verie  fight  onely  ;  ifyourooulde  bt^ 
once  in  a  day  fie  himy  asyoupajfi  alongyhee 
were  weUfitisfied^h^  much  faith  another, 
yea,  three  or  fbiire :  What  (hall  wc  fay  to 
luchamanf 

But  feme  one  will  anfwerc  mee :  He 
ought  to  hauc  regard  of  the  perfons  qua¬ 
lity,  and  make  longer  flay  with  a  great 
Lcw:d,By(hoppc,  Abbot,  Earle,  Baron, 
Prefident,  Counccllor,  Treafurer, Gene¬ 
rali  of  the  Finances  ,  and  other  men  of 
Honour,  who  hauc  where  withall  to  ao^ 
knowledge  and  rccompcnce  him  better, 
then  ordinarily  other  men  doc  or  can.  I 
hcarc  one  make  reply , that  he  ought  to  do 
his  duty  towards  all  men,  and  to  acquittc 
himfelfe  faithfully  of  his  Charge.  Bcfidc, 
that  (by  fomc)  he  is  to  be  much  more  c5- 
manded ;  as  his  parents,  nccrcfl  Kindred, 
Friends,  Familiars, and  fomc  to  whom  he 
flandeth  in  high  degree  obliged .  Such 
perfons  indeed  (according  vnto  humane 
(enfe  and  iudgement)  ought  to  be  prefer¬ 
red  before  the  other ,  what  rankc  or  de¬ 
gree  focucr  they  hold.  And  {ucb,of  whom 
no  money  isto  be  taken,  in  regarde  of  the 


When  aU  mil 


:  one  man 


forc-named  obligation ;  do  iuftly  require 
of  the  Phyfition,  much  more  care  and  di¬ 
ligence,  then  they  from  vvhomhce  may 
expeft  rccompcnce.  And  therefore,  it  is 
no  fmall  matter,  to  hauc  a  learned  6d  wifo 
Phyfitiorl  obliged  and  affeded  vnto.  arvic 
one,  who  will  alwayes  make  more  regard 
of  fricndfhip,tlich  of  greatncffc. 

And  although  the  moft  part  of  our 
,  grcatcftpctfbnneSj  i’haueno  other  know-  jar^g^uidedby 
ledge  of  the  PhyfitionI,  but  by  his  Fame  the  tame  of 
oncly,andarc  muchlefle  knowncto  the 
phyfition ;  yet  fuch  knowledge  being  not 
'  reciprocal!,  and  hauing  no  familiaritic, 
fricndlhip,  nor  mutuall  Obligation  5  the 
Phifition  is  no  more  proper  to  them, then 
any  other  befide  of  the  lame  profcflion^ 
who  hauing  fcvi’cr  crowds  following  the, 
may  (happily)  as  foonc  miniflcrfuccour, 
and  giue  more  refped.  But  paflion  is  fo 
preualcnt  in  thefe  our  dayesjas  none  muft 
bee  bad,  but  hee  that  is  in  moft  requeft; 
andcucry  man  would  very  willingly  hauc 
him,  which  properly  is  no  way  poffiblc, 
and  yet  they  complainc  of  his  flack  atten¬ 
dance  too. 

If  a  man  fay,  I  am  none  of  the  mean- 
neft  perfons,  and  I  hauc  wherewithal!  to  hauc 
pay  him,  as  wel  as  another:  you  fhal  haue  onely,  what 
an  hundred  to  Ipeake  the  fame  Wordes .  hc^,nadc*^ 
What  (hall  the  Phyfition  then  doe  f  But  |  the  reft? 
diuide  his  vifitations  into  fo  many  pieces^ 
as  cucry  one  may  haue  a  little  •  But  euer 
more  let  him  referue  the  longcft,  for  fuch 
to  whom  hee  is  moft  obliged,  and  flaud- 
eth  engaged  ;  as  rcafon  and  bumanitie 
commandetb  him. 

Wherefore,  it  were  mudi  better  (in 
mymindc)thatmcn  heerein  would  take 
more  adiiilemcnr,  and  to  defirc  ^  which 
they  may  hauc ;  that  is,  a  Phyfition  cafy cr 
to  bee  had,  among  them  that  are  accoun¬ 
ted  learned  and  expert,  and  yet  hauc  not 
fuchbufie  imployment;  bccaufe  their  fca- 
fon  is  not  as  yet  come,  bceing  poft-pofed 
to  others,  that  hauc  more  name, and  lon¬ 
ger  time.  And  if  there  bee  any  diificultic 
in  the  difeafe,  it  may  as  iudicioufly  bee 
confultcdon,  as  they  thatbragge  moft, 
andpcrformcleaft.  Bclccuc  it  vndoub- 
redly,  that  ifthcPhifytion  be  an  able  ma, 
he  can  foone  vndcrftand,  and  hath  fcwcll 
words;which  he  had  rather  (hold  appearc 
byproofe,  thcnwaftc  the  time^in  vainc 
lip-labour. 

This  is  the  beft  aduicc  that  a  sickc  pa¬ 
tient 
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ticnt  can  take,  of  what  quality  focucr  hcc 
be,  for  his  fooneft  hclpc  and  fuccor.  And 
if  his  mcancs  be  fuch,  as  to  hauc  the  Phy¬ 
fition  fiill  with  him ,  or  that  hcc  goebut 
little  from  him :  it  wil  be  much  the  better 
for  him, imitating  what  hath  bin  difeour- 
fed  in  the  precedent  Chapter. 


CHAP.  XVI. 


How  much  it  importeth,  that  the  ficke patient 
fhould  repofe  confidente  in  his  Phjjttion, 


The  Authors 
clearing  him- 
felic  concer¬ 
ning  the  for¬ 
mer  chapter* 


Oine  may  mif-vndcrftand, 
that  which  I  haue  fetdown 
in  the  neighboring  Chap¬ 
ter;  as  if  I  reprehended  the 
_  affedlionwhich  many  haue 
tobevifitedby  themoft  famous  Phyfiii- 
pns,and  who  (for  their  great  reputation) 
hauc  raofl  accclfein  thebeft  Citics.God 
fprbid,  I  (hoiild  therein  do  wrong  tb  ve¬ 
ry  venerable  and  rare  perfons,  who  (by 
their  merit)  haue  acquired  fuch  renowne: 
And  I  ihould  alfo  o&r  iniuric  to  the  sick 
if  I  perfwaded  them  from  affection  ^  and 
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ouelj. 


tn  commen- 
iiation  of  the 
renowned  ge¬ 
nerally  by  the 
world. 


recourfe  to  the  healers  of  theyr  harmes . 
For,  on  the  contrary,  if.mch  may  ioy 
plaincly,  and  fo  much  as  ncede  requireth; 
none  in  the  Worldc  may  better  doe  it 
then  they. 

J  taxc  oncly  vulgar  complaint,  and  in 
fuch  as  (to  their  owne  fhamc)arc  eifeon- 
tented,  becaufe  they  cannot  cnipy  what 
they  would  hauc,  I  alwaics  maintain,ihat 
they  are  oncly  the  meeteft  men,  in  regard 
ofthcmfclucs,  and  for  their  refpcS.Oncly 
this  is  rny  defy  re,  that  men  of  fuch  fame 
and  reputation ,  remaining  alwaiesin  fo 
great  requeft :  fliould  alfo  be  moft  skilfull 
and  expert,  happy  in  their  pra(SI:ifcs ,  and 
conformable  to  their  patients.  For  other- 
wife,  their  high  failcs  will  ftrike,  and  their 
reputation  (badly  grounded)  will  flievp 
infmoakc. 

But  for  the  choife  men  themfelucs,thcy 
are  verie  mcecc,  apt,  and  corrcrpondcnc, 
to  cure  the  greatefteflfeafes,  and  in  the 
wortbieft  perfonages:  in  which refpeft, 
they  holde  reputation,  and  the  cheefeft 
ranke  among  Phyfitions,  oncly  forhap- 
pinefic  in  their  cures .  Bccaufc  opinion 
conceiuedofthem,  giucsccrtaine  confi¬ 


dence  to  the  ficke  man,  to  bee  recoucred 
better,  and  more  fccurely  by  their  means, 
then  any  other  wbatfocucr.W'hcrcupon, 
we  commonly  fay  in  out  fchoolcs,//i?  hea- 
lethmoB  difeafei^  in  whomnt)!i  confidence 
isrepofed.  And  this  proccedeih  from 
ftrong  imagination^  which  haihmlghric 
power,  to  make  impreffion  in  vs;  as  I  fuf- 
ficiencly  hiiuc  (hewnc,  inthc  Preface  to 
my  i.booke  ofLatighter. 

It  is  a  power  of  the  foulc, which  flrong- 
ly  mooucth  the  blood  and  (pirits,in  fuch 
a  {(range  manner ;  that  if  (lie  walke  along 
('hand in  hand)  with  firmC  opinion  and 
confidence,  the  very  powers  of  Nature 
aflemblcjto  fight  againft  the  ficknes.  And 
thercupon,great  changes  arc  noted  in  the 
Patient,  onelyat  the  very  prefence  of  a 
Phyfition  dcuoutly  attending.  For,dcfirc 
and  hope  being  fatisfied  ,  the  (bulc  rclcc- 
iiethicfclfc^aVidrc-cnforccth  againft  the 
fickcnelTe.  So  that  (verie  often)  Nature 
maketh  feme  brauc  fally  and  effort ;  cha- 
fingthe  matter  of  offence  impctuouflic, 
by  ^Cfifis  as  we  vfe  to  call  it,  which  is  the 
conflift  of  Nature  and  Srekneflfe ,  Con- 
trariwilc,  if  the  Phyfition  be  not  verie  an- 
fwcrablc  in  liking  to  the  patient ,  percci- 
uing  him  not  fo  fuccourable ,  as  hcc  defi- 
reth  or  would  hauc:  fuch  a  Phyfition  Ihal 
ncucr  proceed  fucccflefully ,  and  the  sickc 
man  (contrifting  and  difeouraging)  will 
become  much  more  feeble  then  cuerhec 
was.  For  his  fpiriics  being  danted,  they 
haue  no  vigour  at  all;  oncly  by  the  fcarc 
and  diftruft  which  hath  before  feizcd  vp- 
on  bis  heart.  ' 

There  is  another  benefite,  which  rctur- 
ncth  to  the  paticnt,by  hauing  a  Phyfition 
at  his  owne  deuotion ,  and  according  to 
bis  wi{h  and  liking;  becaufc  from  him  hcc 
hopeth  to  hauc  great  comfort.  For^hcc 
willingly  aptcih  and  accommodateth  him 
(clfe,  to  whaifocucr  he  ordaineth  for  him: 
with  a  chcarefull  confidence,  that  all  this 
will  furely  hclpe  and  heale  him. As  on  the 
contrarie,  what  hee  rccciucth  (from  ano* 
ihcr  Phyfition)  all  is  in  miflike  &  difdain, 
whereby,  nothing  can  be  profitable  vnto 
him.  For,  although  it  were  the  beft,  and 
moft  delicate  thing  inthc  world,  if  hcc 
haue  not  a  good  opinion  of  itjthe  ftomack 
tals  to  a  loathing,  andneuct  can  it  come 
10  gladlomc  to  his  heart,  as  when  he  takes 
It  with  a  chcarefull  difpofition.  Wine, the 
broche  of  a  Capon  ^  and  the  Brawne  of  a 
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Partridge ,  arc  moft  excellent  nourirti- 
mentSjdcIicatc^  and  dainty :  but  if  a  man 
take  them  frowningly ,  with  an  ill  opini¬ 
on  ofihe  Butlers  bringing  them,  or  that 
the  Cookes  drclling  them  is  not  agreea¬ 
ble  5  all  will  doc  no  good^  the  ftomack  be¬ 
ing  dircftly  oppofite  vnto  them.  What 
will  he  thinkc  then  of  things,  which  (arc 
oftherofelucs)  very  vnpleafing,  and  fick- 
nefleabhorreth  naturally, as  medicines  Si 
other  druggeries  ? 

It  followcth  morcducrjthat  the  patient 
will  endure  many  annoyances ,  wherein 
he  (hall  be  greatly  impatient  to  his  ownc 
prciudicc :  if  he  haue  not  a  good  opinion 
of  his  Phyfition,  and  be  confident  in  him. 
For,  hcc  may  approoue  him  to  bee  fuch  a 
man,  as  the  creditc  of  any  other  could  nc- 
ucr  perfivadc  him .  Therefore,  it  is  not 
in  vainc,  that  poore  fickc  men  (hould  de¬ 
fire  filch  as  holde  great  reputation,  and  of 
whdra  (commonly)  pafleth  good  opini¬ 
on  •  for  (uch  haue  the  befi  efficacy  in  their 
proceedings  and  direftions.  But  yet  they 
arc  not  fo  much  to  bee  affeded,  as  no  rc- 
ipc(3:  at  all  fhould  be  vied  of  other:  wher- 
ofchoyfcalfomaybec  made  at  a  fccond 
or  third  time  ofoccafion,  and  they  then 
muft  needs  bee  vfed,  for  Want  of  the  for¬ 
mer.  When  any  fuch  man  happens  to  be 
called ;  the  patient  muft  likcw^q  repofc 
his  triift, confidencc,and  affeilion in  him,  < 
without  defiring  any  others  relying  onely 
vponGod,  whogiuethvcrtuc  to  reme¬ 
dies, at  his  ownegood  will  and  plcafure. 

For,in  mariage.  Maids  couct  to  match 
in  great  hoiiles  •,  but  ifit  will  not  come  fo 
to  pafle,  they  muft  content  thcmfclucs 
with  meaner  place,  giuing  all  their  loue 
and  affedion,  to  the  husbands  chofcir  by 
themfclucs.  And  God  may  giile  them  as 
much  (or  more)  happinelTe  and  contcnc- 
ment  with  their  meanc  match,thcn  if  they 
»had  the  richeft  husbands  in  the  vyorldc.. 
This  may  redound  to  an  honeft  houfhold 
lifc^wheireas  the  other  might  haue  proo- 
ued  iuft  nothing  like  the  Phyfition,  ftand- . 
ingout  of  his  patients  affeflion^  bccing 
daily  defirous  of  another 
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Offu^h  hatie  Phyjitions^  and  yet  de* 
ny  to  do  they  appoint  and  direUyhemk 
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jiOtlongfincc^  Imet  VL\N*r- 
,bena  with  a  Gentleman  of 
^Feme^viho  was  Ambaffador 
|to  the  Seigheury,  and  he  tal¬ 
king  purpofcly  concerning 
Phyfitions,  pleafantly  faid :  That  he  wold 
beleeue  them  well  in  their  Negatiues.but 
not  in  their  affirmatiues.  This  was  a  good 
old  man,  gallant  and  pleafantly  dilpofed, 
who  came  from  Spaiite,  hauing  accompli- 
filed  the  tearmc  of  bis  Icgatibri  with  King 
Phillip,  Hecthiis  interpreted  Negatiues 
prohibited  by  Phyfitions;As  not  to  drink 
Wine, nor  eatefruitc',  nor  to  feede  on 
windic  meatcs.and  fiich  like.  And  their  I 
affirmatiues  were,  to  take  medicines,  gli- ' 
fters,  Inleppes,  ahd  other  things  by  them 
appointedi  VV as  not  this  a  goodly  propo-  Pfiylftion 

fition,  which  many  put  in  pradife,  to 
tiipircxtrcamc  hafme.  For,  they  arc  wil-  hiscounicii 
Hug  to  haue  Phyfitions :  but  go  lookc  for 

fuch3s;fhaldoasthcydirc6l:thcm.Hard-  ^ 

ly  will  they  keepe  within  the  boundes  of 
this  who  (at  leaf!)  would  abfiaine 

from  what  he  was  forbidden:but  the  moft 
part  ofpatients  now  a  daycs,do  (juite  con 
trary .  What  auaileth  it  to  haue  a  Phyfiti¬ 
on, ifaman  bee  tefolued,  not  to  execute 
and  accomplift)  his  counfell ,  for  the  de- 
fence  of  his  own  e  life  ? 

Sornc.will  anfwer,  that  the  prefence  of 

the  Phyfition  comforteth.delightcth.and 

encreafeth  courage  j  whereby  they  fcele 
the  infirmity  to  diminifli,8<:  their  ftrength 
to  augment.  Another  faieth,  I  will  doe 
fonicthing  that  the  Phyfition  doth  aduife 
mee,'at Icaft  offoode and  gouerncment j 
but  of  his  Drugges  I  will  not  hearc  him 
ipeakc. 

Well  may  wee  compare  this  cafe,  vnto 
people  befiedgedin  a  TowneorCittic; 

'calling  fome  good  and  expert  Captaine 
Jor  Commander,for  their  fuccour  and  de¬ 
fence..  .Hcc  being  come  to  them,  they 
wil  not  obey  him, nor  acdoplifh  any  of  his 
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ordinances,  bucifay:  That  they  arc  well 
plcafed  with  his  prefence, and  they  are  fuf- 
ficiently  fortified^  it  is  enough  for  them, 

I  if  he  but  take  order  for  viduals,  &  be  pro- 
uidentin  policic.  As  for  fight, mounting 
the  Artillery,  and  other  nccdfull  prepara¬ 
tions,  they  will  nothearc  a  wo^  of  thati. 
Is  this  any  thing  elfe,but  meerly  to  mock 
a  br'auc  foldier  for  his  paines,  &  fend  him 
away  with  i  ^fle  of  credit  ? 

I  durft  not  tearme  this  folly,  if  Eccleji^t- 
Hicus  had  not  taught  me,faying;  Bee  that 
is  vpifcy  will Kot  dbborre  the  Phyfition,  Oh , 
but  Phyficke  (fay  fome)  is  very  lirkefomc 
By  tatting  fick  to  take.  It  is  true,  and  God  hath  fo  ordai- 

irebcuer”^'^  1  l^j^hat  it  may  the  better  fight  againft 

how  precious  thc  cuill.  For,as  health  is  pleafing  and  ac- 
a  thing  health  ccptablejfo  is  it  entertained  with  as  accep 
cable  things :  and  as  ficknes  is  vnplcafing, 
(b  muft  diftaftful  things  heipe  to  conquer 
it,.Ic  is  not  wifedomc,  if  we  apply  not  our 
willes^  to  whatfoeuer  thc  Phyfition  ap- 
pointeth,  without  contemning  any  thing. 
For  oftentimes,  thorough  defedi:  of  one 
obfcruation,which  may  {eeme  but  fmalf : 
the  difeafe  impaireth,  euen  to  death.  Like 
as  a  Towne  may  (fometime)  bee  loft,  by 
lackeofaSentinelljorby  the  meanes  of 
a  little  hole  or  paflage,  which  appeared  to 
be  of  no  importance.  Somctimc,a  fparkc 
offireenflamesawholc  heapeof  Straw, 
and  thereby  a  houfc,  and  of  one  houfc,  a 
whole  Burrough  or  Towne .  If  a  fmall 
fault  grow  into  cxccffe,!  or  faileth  of  help 
in  due  time,  no  meanc  difordcr  chfucth 
thereon. 

W  hat  then  fhallbecomc  offuchas  de- 
fpife  the  Phyfition,  when  hc(many  times) 
hath  workc  enough  to  doe,  to  faue  them, 
that  arc  willing  to  doc  whatfoeuer  hce 
would  haue  them  f  Commonly  jit  faileth 
outwith  them  who  are  fo  difficult, that(in 
thc  end)  they  would  yecld  to  all,  &morc, 
euen  then  when  there  is  neither  meanes, 
nor  time,  and  can  no  way  bee  preferued 
from  death,  as  they  might  haue  bene  be¬ 
fore,  by  Gods  gracious  affiftance.  Euen 
like  to  befiedged  people,  that  began  but 
coldly  in  their  ownc  defence,  not  imploy 
ing  all  their  meansjbut  fparing  theyr  bed- 
tickcsjballes  of  Wooll,  Chefts^Guppe- 
boordsjand  other  mooucablcs/or  re-im- 
pairingtheir  vicfuallcs  and  moneys  that 
their  Soldiers,  ArmeSjand  perfons might 
be  the  better  fecured,  and  to  fight  valiant¬ 
ly.  But  at  length,  beholding  themfclucs 


Small  errours 
may  grow  o 
ucr  gtt  at  to 
be  cafily  ap“ 
pcafed* 


Contemners 
of  Phyficke 
feck  for  hclpe 
chi:reb)r,when 
if  is  (oo  lace. 


conftrained  5  then  they  can  offer  bags  of 
Gold, Plate,  lewclsjycajall  to  their  veric 
boweisjonely  for  fafety  5  when  there  is  no 
remedy  at  all  to  fted  them,  but  become 
wife  too  late,  with  thc  Phry^ans,  accor¬ 
ding  to  thc  Prouerbe .  Whereforc,let  c- 
uery  man  determine  with  himfelfc  (euen 
in  the  very  beginning)  to  doe  willingly 
what  the  Phyfition  iFiall  counfell  and  or- 
dainc  for  him,  without  reftridion,  or  di- 
ftinguifhingNcgatiues  and  affirmatiucs, 
that  God  may  thc  better  giuc  his  blclfing, 
toconcurrewiththe  Phyfitions  truccn- 
deuour. 


CHAP.  XVIII. 


rar-b 


Delay  in  luch 
cafes  is  euer- 
more  dange 
rous,&  hardly 
recouered. 


of  fitch  as  intheir  jichnejfe^  will  admkte  m 
medicine  or  remedy^  but  only  for  the f  re- 
fent  faine  and  anguijh. 

Obferued  ^  this  opinion,  in  a 
Gentleman  oiviuares^'^StCL- 
cd  greatly  to  his  pleafurcs.He 
made  no  parciculare  account 
ofinfirmitics,  which  were  without  grcc- 
uancc,tbinklng  remedies  to  feruc  little  or 
nothing  at  all  for  them  5  euen  as  if  it  were 
nccelTary,  that  the  difeafefhold  haue  his 
courfe.  And  whatfoeuer  was  done,thc  in¬ 
firmity  would  paffe  his  foure  times,  if  it 
wcrcrecoucrable:  but  if  it  were  deadly, 
then  there  was  no  remedy  that  could  bee 
proper  for  it^which  were  erroneous  fpec- 
ches, grounded  on  thofe  folies  heretofore 
refuted.  In brccfc,hc  would  not  allow  of 
any  Phyfition, nor  any  medicine  5  but  to 
take  away  inftant  anguifhes.  But,ifhc  wer 
falne  into  a  palfic,which  is  a  difeafe  with¬ 
out  painc,  I  belecue  he  could  gladly  haue 
defircdjthat  it  might  be  cured  by  medicin, 
or  any  other  heIpe  elfe  whatfoeuer. 

Now, concerning  dolorojiis  and  paine- 
fiill  difeafes,  it  is  to  bee  vndcrftoodc,  that 
greefe  there  is  nbtthc  principal^althoiigh 
of  very  great  importance)  and  that  the  c- 
uill  muft  and  ought  to  be  taken  away ,  fr5 
which  the  anguifh  proceedeth,  if  men  do 
de^c  iuftly  in  thciraircs.  For,ifone  ftand 
trifling  Amply  vpon  the  painc,&  the  caufc 
is  miftalicn  (^which  is  thc  fourfe,root,  and 
mothef  of  euill : )  there  are  then  but  two 


No  appIicanS 
ofrerocdic, 
but  to  thc  I 
place  of  pro- 
fenepaine. 


mcanesi 


Concerning 
dblorous  and 
painfull  difea' 
ics,  wherein 
anguifii  is  not 
cbcc  c. 


t 
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The  groiind& 
caufe  of  euilt 
are  to  bee  ta¬ 
ken  away,  or 
clfc  all  our  la¬ 
bour  is  to  [no 
porpofct 


Men  ftfong  & 
hca!thful,con- 
demne  luch  as 
are  weak ^and 
^.hckly. 


Math*9|ia< 


mcancs*,  the  one  is  by  Anodyne  medicines, 
which  diminifh  the  pain  in  (bme  mcafurc, 
andcaufeth  the  party  to  endure  the  reft 
more  patiently. 

The  other  is  by  Arcotick  medicins,  that 
istofay  ftupifying ,  making  the  member 
flcepy,in  aftonningthei  Naturall  hcate . 
Which  is  not  to  bcvfedj  butiii  extreme 
nccelTuiejand  very  wifely;  but,  as  wel  the 
one,  as  the  other,  do  not  let  palTe  or  Icf- 
fen  the  grecfcjbut  oriely  for  a  time. 

EuermorCjWee  fhould  come  to  Cute 
the  principal!,  otherwife  it  is  ftill  to  begin 
againe.  And  if  our  remedies  feme  not 
to  take  away  the  euill ,  which  is  without 
paine,  or  which  caufeth  paine :  that  were 
the  greateft  falfhoode  in  the  worldc,  as  I 
banc  apparantly  proiied  before,  where  I 
oiicrthrew  the  idle  imagination, that  Phi- 
fitions  ferued  to  no  purpofe,  but  abufed 
the  world.  If  any  yet  ihall  reply  vnto  me, 
that  many  are  well  rc-cured,  both  with¬ 
out  Phyfitions  and  Medicines :  I  anfwere 
alfb  in  the  fame  manner,that  as  many  lofe 
their  greeuances,  without  Phyficke,  or 
any  other  applycd  remedies ,  whereby 
that  propofition  is  meerely  confounded 
ofitfelfc. 


CHAP.  XIX. 


^  That  fuch  as  are  fubie^  to  difeafes^  are  in 
like  manner  f  meet  to  Phyjicke :  and  0‘ 
thersnot^ 


Any  throw  afperfions  of 
blame  and  reproofc,  on  fuch 
as obferuc  foine  orderly  rule 
and  gouernment,  fubieding 
themfelues  to  certainc  reme- 
dieSjto  maintaine  their  healthfull  condi¬ 
tion,  andpreuent  fomc  knownecuilles, 
whereto  they  are  fubie^t.  They  that  con- 
demne  thofe  meanes,are  (doubtlcs)verie 
healthfull,  and  of  good  Complexion :  in 
which  refpeft,  the  pofition  is  verie  true, 
according  to  that  which  is  faidc  in  Sacred 
Scripturc5Ti&^  law  was  notgmen  to  the  iufl. 
But  more  ex preflely, where  it  isfaidcj  The 
whole  need  not  the  PhyJition<i  hut  they  that 
are  jicke.Th^k  words  likewiie  do  confirm  j 
the  contrary,  to  wit^  That  fuch  as  arc  fick, 
haue  need  of  the  Pbyfition  5  &  fuch  as  are 


fubieft  CO  any  fickncflr^jarc  aifo  fubieci  to 
fbmc  rule.  t,uen  according  as  vve  are  fub- 
ie6l  fo  liiiifo  arc  wcfiibiedl:  to  the  Law. 

I  iBall  alwaies  giue  confenc  with  moft 
Celfns :That the  healthfull  Man^ 
while  be  earieth  hmj dfe  weU ,  and  is  truely 
himfelfc:  needeth  not  to  be  tyed  to  any  Law  or 
Gouernment^  nor  to  imploy  the  Phyjition,  Jt 
is  ^ery  expedient ^  that  he [hould haue  diuers 
manners  of  life  5  one  while  in  the  feld;then  a- 
gaine  in  the  Ctty,  but  more  often  in  the  field: 
To  Nauigate^  hunt^  to  be  at  reft  and  eafe  foni: 
times ^but yet  to  exercife  himfelfe  more  ofite. 
For  ft  oath  andidlenejje^  maketh  the  body  e 
drowfie  and  dull ^  but  trauell confirmeth  it : 
The  one  is  the  ha  finer  of Age^  the  other  is  the 
continuer  ofiolly youth, 

/ 1  is  good  dfo  J ometmes  to  bath^  and  fome» 
t ime s  to  ^fe  colde  waters  •  one  while  to  an-‘ 
noint^  then  againe  to  forbeare,  Feare  no  kind 
of  meat  s^  that  are  qjjed  among  ciuill people^yo 
be  fometimes prefent  at  Feafis^  another  while 
to  re  frame  them.  One  while feede  fome-what 
immeafurably  ^  and  afterward  foberiy.  Make 
twomeales a  day'more  oftnerthen  one^  and 
ahvayes  eate  well  fo  long  as  it  may  haue  di- 
geftton^^c.  As  concerning  c ar nail  Copula¬ 
tion  ^  it  may  not  bee  de fired  too  much^  nor  too 
much  feared  neither :  That  which  is  rare  and 
fill  dome, ex  citeth  the  body^t  hat  more  frequent 
dtfj dueth  it,(y)  c. 

Thefe  rules  arc  to  be  obferiied  by  fuch, 
that  haue  their  health  firmc,  and  can  fo 
kcepetbemlclues  5  that  remecyesorday- 
ned  for  euil  carriage  be  not  employed  & 
confiimed  in  vaine  Jn  this  maner  are  men 
of  found  health  indifferent  to  all,and  fub- 
ied  to  nothing  ,  while  they  bcare  them- 
fclues  well,  and  are  (b  firmely  in  health, as 
hath  limited.  Ic  vverevcry  gfreat 
(haincfora  man,  to  make  himfelfe  "deli¬ 
cate,  fo  ft,  and  tender,  foupling  and  ener- 
uinghisgood  and  ftrong  Complexion  5 
which  would  extend  it  felfe  a  great  dealc 
more,  by  boldc,  valiant,  and  manly  ex- 
ereifes.  Butforvaletudinarie  perfonnes, 
vnhealthfull,  fubied  vnto  manic  Difeal 
ier,  asEpilepfies  (commonly  called, 
deS. lean)  Megrimes,'RhcLimes,Catarhs, 
fhorcnefle  of  breath.  Ache  in  the  bones, 
Oppilations  in  the  Liner  orSpleenc,'the 
Winde  Collicke,  or  Stone,  Gowts, and 
the  like  infirmities  ( whereof  the  moft 
part  are  Hcredicaric,  yea,  and  the  Lca- 
profic  too)  who  makes  any  doubt  or  que- 
ftion,  but  that  fuch  men  ought  to  line 
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CclfjnUb.i  ,Cii 


Excellent  ad- 
uice  giuen  by 
Icrned  Cclfus^' 
to  ahtaithfuli 


man. 


He  that  k  well' 
&cannot  keep 
himlelf  Ib.ihc 
blame  is  his 
ownc. 


Many  difeafe 
and  infirmi- 
ticsjtbat  are 
faid  to  bee  he 
reditarie  to 
lomcmen. 
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Of  Ardeffe  Prefumers. 


8  Booke 


Concerning 
Students  and 
men  in  pub- 
Ukc  offices. 


How  we  are 
to  vnderftand 
our  being  fub- 
ie^  to  ficknes 


In  the  1 
chape*  before* 


within  rule,  if  their  ownc  cafe  they  be  not 
enuious  of ,  and  dcfire  to  (ee  manie 
dayes? 

Suchalfoas  addid  thcmfeluesto  ftu- 
die,  or  vnto  publike  charges  in  the  Com- 
mon-wealth,  bccaufe  they  are  (ubie£i  to 
many  neccflitics, ought  to  be  goiierned ; 
otherwife,  they  often  fall  intodiuers  in¬ 
firmities.  For  they  tic  &  conftraine  them- 
fcliics  to  ftore  of  things,  which  arc  verie 
hurtful  for  them. And  Celftis  'xn  the  woids 
before  alledged,  prefuppofeth,  that  the 
healthfullmanjmuft  alfo  be  wholly  him- 
felfe  in  all  refpedts. 

Now,  inthepofition  formerly  allcad- 
ged,  faying,  to  difeafes  j  we  vnder¬ 

ftand  a  particular  fubiedion  &  aptitude  . 
For  all  men  in  the  world  are  fiibicd  to  all 
kinds  of  fickneffc,  eucn  as  we  arc  all  fub- 
ied  to  death.  But  we  fay,fome  arefubied 
thereto  particularly,  that  haue  an  inclina¬ 
tion  and  dilpofition  to  (bme  eiiil,thc  rudi¬ 
ment  wherof  is  in  them:  not  that  they  are 
already  ficke,  but  bccaufc  a  fmall  matter 
will  throw  them  into  fickneffe;  and  there¬ 
fore,  they  ought  the  more  refpediucly ,  to 
carry  themfclucs.  By  example  of  him  for¬ 
merly  fpoken  of,  who  being  the  only  fick 
man  in  his  time :  made  fhift  yet  to  line  an 
hundred  yeares^by  great  ciinning^and  ex- 
quifite  manner  of  life. 


CHAP.  XX. 


I 

That  fuch  as  kmw  fame  little  matter  in  Phy- 
ficke ,  are  more  danger oas  to  be  neere  ficke 
perfonneSy  then  they  that  know  nothing  at 
all. 


Muft  confefle,  that  this 
error  ought  to  haue  fol¬ 
lowed  a  former  Chapter, 
where  we  declared,  that 
there  were  more  Phy  fiti- 
ons,  then  of  anie  other 
profeffion.  But  fearing  to  offend  any  fuc- 
corable  people,  I  had  a  long  conflid  with 
mine  ownc  cogitationSjVvhcther  I  fhould 
taxe  and  rcproouc  them  in  fuch  publique 
manner.  At  length,!  concluded  to  holdc 
on  my  courfcjknowing,  that  thcr  is  more 
danger  (then  we  wold  cafily  think) in  fuch 


as  know  (bmething,  and  imagine  to  know 
all  things .  For  out  of this  ouer* weening, 
either  they  prefume ,  and  vndertake  the 
very  greateft  cures;  or.withftand  and  hin¬ 
der  Phyfitions,  from  beeing  imployed  in 
principall  remedies, neceffarily  requiring 
quick  and  fure  healing.  But  thefe  infolent 
controllers, keep  them  fo  engaged  to  fear; 
that  they  neither  dare^  nor  will  aduen- 
turc.  ^ 

There  are  (bme  perfons,who  know  not 
any  thing  in  Phifick,in  regard  of  difeourfe 
and  reafon ;  as  ignorant  women, who  can 
neither  write  nor  readc ;  but  onelie  haue 
certaine  obferuations  and  rules,  knowing 
howtomakeagoodBrothj  a  Cullife,  a 
ReftoratiuCjtomakeabedwcll,  and  knit 
a  kerchiefe  about  the  fick  mans  head.  Be- 
fidCj  they  know  fomc  infant  remedies,  a- 
gainft  itch  jfcabs,  burnings,  falling  of  the 
^»»/4,wormcs,  the  Mother,&fc.  Hereup¬ 
on,  they  imagine  thcmfelucs  complcai  in 
knowledge,  and  make  many  things  out  of 
their  owne  brainc  and  fantafiejand  if  their 
experiment  fuccccdc  ill,  they  (pare  hot  to 
vaunt^  that  the  Phyfitions  great  Gownc 
(ball  coiier  all  this. 

It  were  very  good  and  expedient,  that 
affiftants  about  ficke  patients,  did  knowc 
nothing  elfe,  but  to  obey  the  Phyfitions 
dirc6iions.  It  were  a  knowledge  very  bc- 
ncficiall  to  the  patient ;  for,fuch  as  do  not 
prefume  of thefelues ,  will  neuer  attempt 
to  execute  any  thing,  but  what  is  prelcri- 
bcdjordaincdjand  commanded.  Others, 
that  dreame  they  haue  knowledge ;  they 
will  adde,  diminifh,  alter,  or  clfedo  iuft 
nothing  at  alLLikc  to  lewd  Apothecaries, 
who  execute  the  Phyfitions  directions  at 
their  ownc  plcafure  ,  as  prefuming  to 
know  the  curing  of  the  difeafe ,  and  the 
nature  better  in  coitrfc,  then  he  doth :  be¬ 
ing  drunkc  with  (bme  opinion  concer¬ 
ning  the  like ;  as  hailing  obferued  diners 
the  like  fickndfes,  attended  many  Phyfi¬ 
tions,  and  fecne  the  fuccclfc  of  the  like  re¬ 
ceipts. 

O  dangerous  ouer-wcening !  fee  here 
the  verie  ruine  ofmoft  ficke  perfonnes.  It 
were  much  better  (before  Godlfpeak  h) 
not  to  know  any  thing, then  to  know  thus 
in  this  Empcrickc  manner .  What  more 
vnhappinclTc  for  the  patients  life,  and  ho¬ 
nour  to  the  Phyfition,  then  to  haue  an  A- 
poihccarie  fo  ouerweening, temerarious, 
and  prefumptuous  \  In  Italy y  and  in  Spain ^ 

the 


The  left  skill 
or  knowledge 
in  lome  fmall 
maticr,prc- 
fcnilyincitcth 
to  prefuBip- 
tion  . 


Of  ignorant 
women  Phyfi¬ 
tions, tliat  can 
neither  readc 
nor  write,  yet 
haue  know-* 
ledge  in  fomc 
petty  curci. 


There  fhould 
be  no  prefu- 
meis  about 
ficke  perfons, 
when  they  lye 
vppon  their 
ficke  beddes. 


Better  to  kno 
nothing  at  all, 
then  to  haue 
knowledge  in 
daitgeroui 
maoncr. 
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Chap. 


II. 


A  great  inuc- 
diue  againU 
ouerprefu- 
ining  Apothe¬ 
caries. 


For  Nurfles, 


keepers,  and 
atteoders  3*^ 
bout  patients, 
pretending  to 
hauenomean 
knowledge. 


jthcficke  are  inmuch  better  manner  (cr- 

Apothecary  goetb  not  to 
^  Vr  ^  ^except  it  be  in  courtefie 

and  fricndfhipjand  yet  not  as  an  Apothe¬ 
cary  neither:  nor  do  the  Phyfitions  vnder 
write  their  bils  of  receipts,  by  or  for  who 
the  remedies  were  compounded.  VVhcrc- 
by,  the  Apothccaricknowcs  as  litle  of  the 
Phyfitions  intent,  eucn  asifhee  were  ac¬ 
quainted  with  nothing.  By  this  mcan^s, 

hce  cannot  abufethe1>hy^tidns  direai- 

ons  5  or,  much  lefTc  then  pilr  Apotheca¬ 
ries,  to  whom  all  is  imparted  biier  famili¬ 
arly. 

^xt  to  Apothecaries,  I  (peak  of  thbfc 
vile  and  had  (not  good,  prouident^  hio- 
deft, and  honeft  people, that  meddle  not,* 
but  what  they  hauc  to  doc  withall)  yea, 
moft  dangerous  keepers  or  feruants,  at¬ 
tending  about  poore  weak  patients,  who 
thinke  they  haue  more  knowledge  then 
the  Phyfition  (efpecially ,  if  they  be  anci¬ 
ently  traded  in  the  bufinclfc  )  touching 
nourifting  principally ;  beccauft  it  ought 
to  be  of  ineftimable  importance,quaIitie, 
fit  hourcs,  and  mcafure.  True  it  is, of  the 
quality  they  credite  enough  by  the  Phyfi¬ 
tions  order  5  but  for  the  hourcand  mca- 
furc,they  do  all  at  their  own^  liking .  I 
fparc  the  drugeries  they  coucrtly  vfc,  and 
the  omiflSons  of  Ordinances  appointed  to 
them,  when  they  meetc  with  patients  fitie 
for  their  purpofi?  •  Such  people  arc  moft 
daungerous,  and  tniich'bettcr  to  hauc 
them  that  know  no  fuch  cunning>  neither 
haue  learned  any  other  Icflbn;  but  to  doc 
what  they  are  apointed, which  is  the  maip 
article  of  their  duty.  ;  - 


Of  Opportunity. 
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I 


OHAP.  xxr.- 


i 


The  manner  cf  knowing  Opportunity  truely^ 
for  ^nderffanding  or  performingfuch 
Uions^  as  wt  would  haue  to  be  well  done: 
j^nd how  our graue  Elders  'vfed  to  depicl 
or  figure  Occajion* 


i')' 


Oppor  tunny 
is  the  greateft 
i?)attcr,bdon- 
gmgto  iljc 
life  of  man. 


Here  confifteth  no  mcanc 
wit  and  iudgciticnt,  in  kno¬ 
wing  howe  to  make  vfc  of 
Opportonity5&  to  perform 
our  aftionsin  ductimc;bc- 


caufc  great  care  is  to  be  had, either  fordo* 
ing,  or  not  doing  3  thing  at  a  time  jiorc* 
garde  there  is  no  alteration  or  returning 
backc,  whendcfe(ft  fallctb  vpponthead*^ 
uenturc.  Hccrcupon,  the  Grecian  Philo- 
pherslcfte  vs  many  notable  (entenccs  in 
writing,  making  to  thatpurpofo  :  fo  re¬ 
gard  that  they  truely  vndcrftoodc ,  vyhat 
wifedome  depended  vppon  knowledge, 
for  doing  a  bufinefle  in  apt  opportuniiic, 
and  taking  occafion  when  it  is  fairclyof^ 
fered.  ^ 

S alomon  faith  in  his  Ecclefiafics :  To  all 
things  there  is  an  appointed  tme .  There  is  a 
time  to  be  boriie^  and  a  time  to  dye ;  A  time  to 
plant  ^  and  a  time  to  plucke  ^p  that  which  is 
planted :  A  time  to  ktU^  and  a  time  to  heale : 
Atimetobuilde^and  atime  to  ruinate  i  A 
timeforwarre  ^  and  a  tifne  for  peace  •  In 
breefe,  many  examples  might  bee  alled- 
ged,  whereby  to  demonftratc,  what  lofle 
relycth  on  dooing  anything  out  of  due 
tirtie  5  and  what  benefite  redoundeth  vnto 
men,  when  things  are  accomplifhcd  apt¬ 
ly  to  timeand  place. 

Menander^  a  Gfcckc  Poet  faid ;  That  all 
things  donetopurpofey  lime fiaue great 

grace  for  Opportunity  hath  more ptrwer  tlsen 
Law,  So  that  a  little  attendance  giuen  on 
lime,  is  efteemed  highly  wonh.HcfioduSy 

a  Grcckc  Aiithour  alfo,. appointed  vs  tc 

keepe  meanes  and  obleruation  of  eimes : 
For,  the  importance  of Allaffayres  (faith  be ; 
SonJiB ethm  attending  on  time  and  opportu- 
nity.  Pindarus  faid  5  Time  hath  great  power 
in  all  things,  AKb  (accordingro  Horace  1) 

A  mamlloMdalwaiesfei forward  his  affairs, 

when  he  feeth.due  time,  *S‘^c/*/7^^’/,vvritingto 
Democritus  ffzxd, » All  things  are  iiaught^be^ 
ingdoneoutofduefeafon.  In  breefe^  there 
is  no  man  ofiudgement  or  experience* 
.but  will  purflie  bis  bufinesin  ficteft  rin>cs* 
All  which  nowithftanding,  it  is  to  be 
rioted,  that  as  it  is  good  to  waitcon  Op¬ 
portunity ,  and  apteft  times  to  perfburmc 
any  thing ;  fo  likewifc,thc  point  or  inftant 
is  not  to  bee  flipc ,  fot'  cxa<ft  executing 
any  matter  when  it  commeth  .  This  is 
that  which  hath  commonly  becne  (ayde, 
Occafion  is  ncucr  to  be  mifpri2cd.For,all 
things  ^  arc  done  out  of  their  conftella  ti- 
on,&  confeht  of  the  ftars(although  occa- 
flon  commeth  othcrwifc)iC:an  ncucr  grow 

togoodperfedion. 

And  to  fpeake  ferioufly,  occafion  and 
opportunity  for  our  actions,  was  in  fuch 

Xxxj  high 


■  nimtt  m 


Ecc.j,i,a,3.4 
A  dsfeourfe  - 
made  by  Sajo” 
mon  concer¬ 
ning  times. 


The  wife  fay. 
ingofMcnati 

der. 


Henodus. 


Pindarus. 

Horaccif 

Socrates. 

Demoeritut, 


Opportunitic. 

muft  by  no  * 
meanctf  be  let' 
flip, but  takei^ 
while  it  may  ' 

biC.  •*:?. 
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Of  Opportunity. 


8.  Booke 


Occafion  or 
Opportunity, 
moralized  in 
Figure. 


Occafionfa* 
miharly  dc- 
faibcd  by  Syr 
Thom.  More, 
EngUfliman. 


Repentance 
figurj^  fitting 
on  the  {houl- 
dcr5.o£Occa* 
fiun. 


on  vf*  I'-  ■' 
5^1 

A  Worthy  pre* 
fidenc  for  two 
forts  of  peo¬ 
ple. 


high  efteetne  with  our  Ancients,  as  w^ll 
Greeks  as  Latines ;  that  they  had  alwaics 
her  portraiture,  like  as  a  Mirroiir  before 
their  cies.  The  Latines  figured  Occafion 
in  the  form  of  a  woman;  but  the  Grecians 
figured  her  in  the  (hape  of  an  infant,  hol¬ 
ding  one  foot  vpon  a  turning  whcclc, and 
all  before  the  face  couered  with  Hay  re, 
dangling  downc  in  long  treffes^but  althc 
bead  behind  was  bald  and  lhauen.  This 
fhape  was  giuen  to  occafion  or  Opportu- 
nity  jby  Pojidm^ov  ?o[idiffu6  as  feme  cal¬ 
led  him, a  Greek  Poct,tranflated  into  La- 
tinc  by  the  learned  ErafjHm^  and  Aitpfnw 
the  Lombards  Poct.Whom  SxiThoiMore 
of  England  much  renowned  for  wif- 

dome  and  learning, traduced  into  the  Ca- 
Hillian  tongue, in  forme  of  a  dialoguc.For 
faid, that  Occafion, ftandingfo  vpon 
a  whcclc,declarcd  thereby  her  indability; 
and  hailing  wings  both  at  her  bandes  and 
fcct,{hewed,h  ow  lightly  {bee  paft  away, 
without  tarrying.  Moreouer,faidhe,her 
forhead  and  face  being  couerd  with  hairy 
long  locks,cxpre(red; that  (he  might  cafi- 
ly  be  held, by  fuch  to  whom  (he  prefented 
her  felfc;but  bf  itig  vnwilling  to  be  known 
to  others,  (hce  kept  her  face  fo  couered, 
becaufe  (he  would  efcape  away  vnknown: 
being  atfo  bald  and  (hauen  behindc,  for 
fcarcfhcihouldbeftayed ,  after  (hec  was 
once  pafi.  Whereby  may  be  comprehen¬ 
ded;  that  Opportunity  once  loft,  is  not  to 
bee  rccoucred,'  by  all  our  paincs  ^pply cd 
afterwrd.^' ^ V' •i’?  " 

further  addition  to 
thispitoev  placed  the  figure  of ^Repen¬ 
tance, (ittingvpoh  the  fnoulders  of  Occa- 
fibWdcclaring  thereby,  that  whatfoeucr 
happencthby  thcloffe  of  Occafion,  may 
wellbe  repente  J,  And  truly  there  arc  two 
kindsof  people, who  might  makegood 
vfe  of  this  cxamplc.i  For,  (bmc  atefo  fo- 
daine  in  their  affaires,  that  they  can  neucr 
bring  them  about, by  not  tarry  ing  for  op¬ 
portune  time.  And  othcrs(on  the  contra¬ 
ry)  are  fo  long  and  tedious  in  concluding 
their  bufineffe,  ^bceing  troubled  with  fo 
trianyinconucniences ,  which^may hap* 
pcn^that  in  the  time  of  this  lingering  ne¬ 
gotiating, Occafion  bath  paft  by  the,Both 
which  extremities  aiic  to  bee  auoyded by 
men  of  good  iudgetnentjwho^in  waiting 
the  time  for  beft  performing  thejfbufincs 
fuffer  no  occafions  (in  the  meane  while) 
offaireoffetjto  ouer^flip them. For  other 


wife,  they  may  fall  into  a  tardy  rcpcntacc, 
which  will  be  little  to  their  crcdiic  and  bc- 
nefitc. 


CHAP.  XXIL 


of Fanour  fir  ace  ^  or  Good  ofinion:  Hovpit 
hath  bene  deferibed  ly  pCitire^  andalfo 
concerning  the  Morallfignification* 


He  precedent  difcourfe,c6- 
cerning  the  portraiture  of 
Opportunity,  or  Occafion, 
hath  brought  that  to  my  re¬ 
membrance,  which  the  an¬ 
cient  gaiie  and  granted  to  Fauor, 

Grace,  or  good  Opinion  :  as  well  for  the 
great  coucniency  which  tbefo  two  things 
hold  togctherjas  alfb  becaufe  the  tru  time 
and  very  occafion  of  wel-doing  any  thing 
iSjwhcnFauourftandeth  faireft  for  him  ; 
as  much  to  fay,  as  when  the  Prince  lend- 
eihan  attentiue  care,  and  vouchfafeth 
(withall)a gracious  countenance:  For,  a 
man  that  is  in  creditc  with  a  Princc,is  vc^ 
ry  much  made  of  by  all  men,  cueric  pne 
thinkes  well  of  what  he  doth,  or  faith;bc- 
caufe  all  things  fucceede  to  his  good  and 
honor :  for  all  arc  full  offauour  towardes 
him,  cither  with  an  honeft  hcart,or  clfc  in 
outward  ceremony.  ^ 

Little  needW  there  to  produce  Hifto- 
tics  or  examples  to  this  cffedjConfidcring 
that  (atalltimes)it  hathbin  in  praftife,  & 
euery  ycare  is  abreuiate  thcrof;  wherfore 
it  (hal  fuffice  me  only  to  reprefent  thetrue 
figure  of  Faupr, according  f^the  draught 
of  our  graue  Elders,which  may  fom  way 
conforme  it  fclfe  with  that  of  Occafion. 
Fortin  their  trueft  pidfuringFauour,  they 
figured  a  yOng  infant  Hind,bi:ing  aIonc,& 
Without  any  company.  Borthdlomeus  Dar-^ 
ddnns  ymonlizm^  vpori  thB’^iftof  c(intro- 
duceth  himfelfe)  fpcakiiigjtothc  Painter 
Afelles^>y  way  ofdialogac,in  this  mancr.i 
O  Afell2s  I  Verceyuing  the  great  paines 
that  thou  hasi  takeny  to  portraite  truely  the, 
Mdge  of  Faudur  :  I  pray  thee  tell  df 

rdhat  race  jhee  is  ’ defeended  VVheretin- 
Xo  Apelles  kiiiiwhy  rcplyirtg,  faydc; 

Race  is  kndwney  but  to  ^eriefew people.  And 
indeedeythi  Ori^inall  of  Famur  is  hufdl^ 

to 


The  cxcelcni 
correfponden 
cie  betweene 
Opportunity 
and  Fauour. 


The  fauour  of 
Princes  areno  I 
meane  blcf- 
fingstofuch 
as  hauc  them 


The  true  pic¬ 
ture  of  Fauor, 
according 
it  was  drawnc 
by  Apelles. 


The  inapar-  . 
lace  between 
Dardanus&" 
Apelles. 


/ 
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» 


to  be  found*  For  fome  fay  ^  that  fauour  com^ 
meth  by  corpor  all  beauty :  Others  koldy  that 
Jhecommethbyaduenture,  orgoodhap.  Tet 
fome  will haue  her  to  be  the  daughter  of  For- 
tune^orof  accident »  Andyet  neuertheleffe^ 
many  are  of  the  minde ;  that  fheeyjfuethjrom 
traeNobleneffe  of  the  mtnde^  As  is  eafilie 
difeernedj  by  this  (hort  Dialogue  follo¬ 
wing,  where  a  Poet,  fpcakingto  Apelles^ 
beginneththus. 


A  difeourfiue  Dialoguc(ac- 

cording  to  Morall  fence)  betweene  a  Fo- 
et  and  Apelles^  concerning  the  true  Image 
of Fauour. 


Poet.  Woman, 

(landing  on  yonder  fide, 
whoisneiierforfaken,  but  (till  hath  (lore 
of  company? 

Apelles.  Her  name  is  Flattery, 

Poeuhni  what  is  (hce  that  attend eth, 
or  followcth  after  her? 

Apelles.  Her  Name  is  commonly  called 
Enuie.  ;  ;  * 

Poet.  What  people  arc  they  that  (b 
round  engirt  her 

Apelles. 71^9'  are  fuch  as  continually  keep 
company  with  Fauour^  and  are  e(pecially  obe¬ 
dient  to  her  ;  As  namely^  Riches  and  Plea-  , 
fures^  the  fourfe^and  ortginaU  of  ill  ’vices. '  '■ 
Why  haft  thou  (in  figure)  giuen 
wings  to  Fauour  ?  \  .  \  \  ^  ^  ^ 

Apelles,  Becaufe fhe  cannot flep  a foote  or 
broad  y  but fhe  mounts  aloft  ^when  the  wind  of 
good  Fortune  raifeth  her.  .  "  ■ 

Poet.  And  wherefore  haft  thou  painted ' 
herblindc?  -  '  ' 

Apelles.  Becaufe  fuch  as  are  in  credite.y 
will  no  more  take  knowledge  of  their  ancient 
Friends.  ‘  ^ 

-  Poet.  And  why  haft  thou  placed  hir  feet  i 
vponawhceic?  . 

Apelles.  Becauf ?  {he followeth  the fteppes 
of  Fortune^  being  euermore  as  inconfiantds 
Shee,  < 

Poet.  But  why  doft  thou  make  her  pufFe 
and  fwell  fo proudly.^ 

,  Apelles#  Becaufe pr off erityhlindeth  the 
’vnderjlanding  of  all  men. 

This  Dialogue,  reported  in  the  Lan*- 
guage  belonging  to  it,  would  hauc  much 
more  grace,  then  any  tongue  elfe  can  be- 


flow  vpon  it.  NeuerthelefTcjthc  mod  gra¬ 
cious  Fauourites  may  heereby  take  ad^ 
uice,toknow,  what  companions  attend 
vpon  Fauour,  and  the  inftabilitic  both  of 
them  and  her.  To  the  end, they  may  the 
better  goti erne  themfelues  with  modeffie 
in  their  credit ,  withoiit  puffing  or  fwel  ^ 
ling  vp  into  pride.  For,  ouerand  btfide, 
that  God  is  greatly  there-with  offended , 
there  arc  many  other  dangers  elfc,  by  the 
obferuation  of paffed  times  ;  as  true  tc- 
ftimonie  hath  bccnc  made,  bythevnhap- 
py  and  lamentable  end  of  many  Princes 
Fauourites,  that  knew  not  howetb  vfe 
their  credit  fo  wifely,  as  they  (hould  hauc 
done. 


CHAP.  XXIII. 


-r-r- 


' 


The  greateft 
Fauourites  of 
Princes, hauc 
benefubieft 
to  many  mi«- 
fofeunes 


of  thofefeuen  Wife  men  of  Greece -^common¬ 
ly  called  the  feuen  Sages :  With  many  no¬ 
table  Sentences  which  they  left  behinde 
-  them  in  writing. 


Mongthe  2.v\c\tnt  G'racians^ 
fuch  were  called  Sages,  or 
|Wife  men ,  as  now  wc  vfe  to 
^  _  termcPhilofophcrs.  But^^?- 
’rmey,accountingche  title  of  Sage  or  wife 
to  be  ouer-arrogant  (becaufc  it  was  onely 
proper  and  peculiar  to  God,  to  bee  abfo- 
lutcly  called  Sage  or  Wife)  inuented  the 
name  of  Philofophcr,  as  much  to  fay,  as  a 
loucr  of  wifedome ;  and  being  fomewhat 
better  qualified,and  more  moderate  then 
the  name  of  Sage  or  Wife  5  fo  that  al  wife 
men, which  were  fiiice  the  im€olSocra- 
were  well  contented  with  the  Title  of 
Philofophers .  Notwithftanding,  there 
were  feuen  ftucrall  menj  vnto  whdn^  the 
name  ofSages  or  Wife-men,  wercattri- 
buied,4y  common  eonfent  of  allGredce, 
in  regarde  of  their  Knowledge  and  Ver- 

And  indeede,rr1iahy  Authors  (as  well 
Ancient  asModerneTdo  make  xiiemion 
of  them^and  of  notable  fentences  leftc  by 
them  for  memory :  whei:cof(I  purpofe)to 
fer  downe  hccrc  a  breefe  fummarie,  that 
vndcfffandihg  Readers  (yet  ignorant  in 
the  originall  Language?)  may  the  better 
.be  acquainted  with  their  wittic  fayings. 

-  Set- 


Socrat^s  firft 
inuemed  the 
name  of  Phi. 
lofophcr,  as 
chinking  the 
title  of  Sage 
or,  Wife,  to 
jz  ouer  arro- 
^anc. 


The  Authors 
intention, 
concerning 
this  Chapter 
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Of  the  feauen  Grecian  Sages.  8.  Booke, 


Authors  of 
great  &  good 
lulficiency. 
The  names  of 
the  feuen  Sa- 
getk  of  Greece 


At  Mfhac  lime 


Setting  afidc  then  that  vainc  and  foo ' 
lifh  Booke  of  the  Seauen  Sages ,  which 
hath  rvinne  thorow  too  many  Counthesj 
with  many  opinions  divulged ,  concern¬ 
ing  their  Hues  (  which  yet  were  diferedi- 
ted  3  and  rent  in  pccces  by  Diogenes  Laer- 
tim  )  I  will  (hape  my  courfe ,  according 
vnto  that  which  hath  becne  aiiouched  by 
Sunt  AnguIiine,  Erafrmu^Phllip  Melm- 
Ei hon,  Ber oaldus^  Baphae!lrdUterAn(tSy2.ni 
many  other  Authors  of  great  fame.  The 
names  of  chofe  (eauen  men ,  were  Solony 
C hild ,  C leobdus ,  Thales ,  Bia^ ,  Plttacffs^ 
and  Periandery  and  they  are  all  lining  to¬ 
gether  at  one  time  j  although  fome  of 
them  were  more  aged  then  the  other ,  and 
(  happily)  lined  longer  then  the  reft  did. 
For  3  all  of  them  were  in  perfed  bceing, 
ihcicucn  Sa-  during  the  reigne  of  Cjr//yKingof  Per-- 
get  imcd.  J remayned 

captiues  in  Babylon :  which  was  about  the 
fpace  of  fine  hundred  and  fiftie  y  cares,  be¬ 
fore  the  comming  of  our  Lord  and  Saui- 
our  Icfus  Chrift,  as  Eufebius  faith. 

VVepurpofeto  fpeakcof  them  parti¬ 
cularly  ^and  likewife  of  fomc  of  their  prin¬ 
cipal!  Sentences ,  which  they  left  refpec- 
tiucly  for  vs :  albeit  memory  hath  embra- 
red  infinite  common  fayings  oftheirs,  as 
ordinarily  all  Authors  hauc  concluded  in 
their  famous  Poet  of 

Lombardky  verie  elegantly  reduced  into 
verfe  ^  many  notable  Sentences  of  thofc 
Sages, whereof  he  maketh  very  ample  re- 
lationyin  three  fcuerall  Bookespublifhed 
by  him. 


Eccleflit^^,cj 


Anlbniils  the 

Lombardi 

Poet, 


Bias  one  of 


pirft  thenj  We  will  jycgio  with  wife  Bias, 

xjiaswwoi  who  was  borne  in  3  a  Sca-coaft 

the  Sages, and  towfic  o(joma,2i  Region  in  6'rw^^bauing 

borw  I  ^  to  his  father, named  To- 

j  tamu4 ,  This  Bias  was  a  great  Gratour ,  a 
good  Aduocate,  and  well  feene  in  all  the 
Sciences ;  bceing  otherwife  endued  with 
many  vertucs.  Among  which,  he  held  in 
higheft  eftimation,  to  contemn  the  riches 
and  honors  of  the  world.  OVw,  (peaking 
of him^faithjthat  when  the  enimy  deftroid 
the  towne  where  lie  dwclt^and  cucry  man 
labored  to  fauc  and  carry  away  the  beft  of 
his  goods :  Pw  would  not  fane  any  thing 
belonging  to  him.  And  being  demanded, 
why  he  was  fo  rcfpcftlefre  of  his  goodes; 
he  anfwcred^^^  my  goods  I  carry  with  mee: 
meaning  his  wifedomejWhich  (indeed)  is 
the  gteateft  wealth  of  all.  ..  i 


cUmUOtet, 

prociuenu 


Omnia  mea 
mecumj/orio, 


Aboiie  all  things,  this  man  fought  ftill 
to  maintainc  loue  and  amity,  8^  therefore 
he  was  held  the  chiefeft  in  the  Common¬ 
wealth  :  hewould  fay,  he  had  much  rather 
be  a  iudge  between  two  of  his  frinds,then 
between  two  of  his  enemies :  for  in  con¬ 
doning  a  friend, he  fhould  loofc  his  frend- 
Ihipjbut  in  fudging  betwixt  two  enemies, 
hee  for  whomc  the  fcntcnce  was  giuen, 
would  become  a  friend. 

A  lewd  man  once  demanded  of  him, 
what  was  tobepittied  in  religion?wherto 
Bias  anfivered  not  a  word;  the  man  grow¬ 
ing  angry  ,  mooued  the  famcqueftion  a- 
gaincjand  Btas  reply  cd-jtvly  doB  thou  aske 
[ttch  a  cafe  ofme,as  concerns  not  theeataU? 

He  vfed  oft-times  to  fay,  that  the  grea¬ 
ter  part  of  men,  were  the  worft  men  5  and 
Aufonius  rook  great  paines  in  confirming 
this  faying .  But  it  is  fo  manifeft  and  true, 
that  It  needs  no  other  confirmation,  then 
what  is  auoiiehcd  in  the  Gofpell,  where  it 
is  (aid :  Many  are  called,  but  few  are  chofen, 
C/rer^alfbmaintaincsit  to  be  true,  affir¬ 
ming  the  race  of  the  wicked  to  be  great. 
Plato  alfo  faidc  to  the  fame  purpofe,  That 
good  men  were  gone,  and  growne  to  no¬ 
thing  :  but  contrariwife,  the  vices  of  the 

wicked  cncreafcd  daily ,  cuen  as  if  they 
were  watered  hcarbs.  ^  ^ 

There  are  (bine  Authors,  who  alledge 
many  other  fcntcnccs  of Bias^  veryfingu- 
lar,.and  ncccffary  5  as.  Attribute  to  Cod  all 
the  good  thou  doeji  :  Neuer  be  enuious  at  the 
rich.  Hee  may  well  be  called  a  good  man,  that 
hath  no  remorfe  of  confcience ,  The greateB 
danger  that  happens  to  a  man,  commeth  from 

rnaniTherveryricheB  giftinawomany  is  to 

be  'uertuom  and  honeB. 

iMnBotle  attributeth  this  to  Bias .  De¬ 
grees  of  honor  and  offices,  do  moft  mani- 
feft  what  a  man  is;for,many  appearc  to  be 
honeft  men  (as  indeede  their adions  fhew 
nolcuc)  becingpriuatcperfbns :  butba- 
uing  power  to  command,  doe  manifeftly 
declare  the  malignitic  oftheir  hearts:  He 
addeth  alfb .  That  a  man  fhould  lb  carry 
himfelfc  to  his  friend ,  as  if  (another  day) 
he  fliould  become  his  enemy  :  and  lb  to 
dcalc  with  an  enemy,  as  hoping(onc  day) 
he  may  be  his  friend .  Yet  Ari^tlehim- 
fclfc  reproued  this  faying ,  in  his  Rhetho- 
rteke.  Notwithftanding  jn  due  confidera- 
tioii  of  managing  friendfhippe  in  thefe 

dayes ,  wee  fhall  finde  this  Sentence  to  be 
moft  true.  - 


Of  Friends 
and  Bnemies. 


Irreligious 
fboles  fhould 
alwayes  be  fo 
anlwcrcd. 


Aufonmimfib 


ckm  inTttp 
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Many  worthy 
(ayingsaterh 
bused  CO  Bias. 


Arifijn  Rhetor 


There 
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Bias  buried  at 
the  Common 
wclths  charge 


SoIon,the  fc- 
cond  Sage  or 
wife  Man  of 
Greece. 


Solon  highly 
eflcemed  a 
mong  the  A- 
chenians. 


V'  • 

Of  the  fcauen  Gragdan  Sages. 


PlutJnvitSoIo 


Draces  lawes 
regiftred  in 
blood« 


Pinflratus,  an 
oppofite  a- 
gainft  Soloni 


There  arc  many  other  Payings,  well  de- 4 

erumg  memorie,  which  are  attributed  to  j  Hccrcuppon ,  after  that had 


Solons  refufal 
of  gouerning 
Athens,  8f-  his 
wife  rcafon. 


this  Philofopher,  &  would  aske  too  much 
time  heere  to  infert  :  and  therefore  I  will 
leaue  them, bailing  firft  informed  theRca- 
derj  that  after  the  death  oiBia^s ,  his  fune- 
rall  was  follemnely  performed,  at  the  coft 
iind  charge  of  the  Common-wealth  ^  in 
figne  of  his  perpetuall  honour. 

T  ^  He  fecond  Sage  or  wifeman  of  Greece 
was  Solon ,  although  fome  rankc  him 
in  the  prime  place  •  Plutarke ,  and  many 
other  haue  written  at  large  of  his  life,  fay¬ 
ing  ;  That  hec  was  borne  in  Salamlna,  an 
Hand  in  lubietSiion  to  the  Athenians ,  iflu- 
cd  of  an  auncient  and  moft  Noble  houfe  5 
his  fathers  name  being  called  AecreUides. 
The  Athenians  made  flich  pretiousefteem 
of  S olony  afwcll  in  regarde  of  his  wifedom, 
and  the  viftorics  which  he  had  obtayned 
againft  them  of  ,  with  fundryo- 

ther  enterprifes ,  which  hce  had  finiflied 
very  dexterioufly;  that  they  limited  them- 
feluesjto  his  ordinances, which  were  great 
(as  PlutarkedSixmtth)  rccordingmany  of 
them  by  particular  mention. 

Efpccially  he  moderated  ihe  Lawes  of 
Dracoy  which  were  very  rigorous,  fothat 
for  the  very  lead  fafte  committed  in  A- 
life  depended  thereupon.  For,I>^- 
ma^s  the  Oratour  fayd ,  That  the  Lawes  ap^ 
pointed  by  DracOy  were  written  downe  with 
the  bio  ud  of  men*  Solon  f^atitioxc  corre- 
ded  them ,  and  confirmed  in  Athens,  the 
Counccll  of  the  Areopagites,  according 
as  AriHotle  and  Plutarke  do  plainly  main- 
taync. 

Hce  had  a  concurrent  or  corriuall  in 
Athens,  a  kinfeman  of  his  ownc ,  named 
PifiHratus'^  fothat,  xhtmox^ Solon  labo¬ 
red  thclibertieofhis  Countrey,  fomuch 
the  more  did  hee  ftudy  and  endeauour  to 
opprelTe  it.  Nciierihelefle^inconclufionj 
the  eloquence  of  Pijiflratus  had  more  po¬ 
wer,  then  all  the  approoiicd  goodnefle  in 
Solon  y  whereby  hec  poflcffcdhimfelfcof 
the  Scigneury  and  Rulcof^^^e;?^ ;  which 
Solon  might  haue  done  (much  more  cafily 
then  hec)  if  he  would  haue  vfed  biithis 
ownemcanes.  For,  when  the  men  of-r4. 
thens  offered  him  the  (bueraignrie  oftheir 
Citty  ,  heemade  them  anfwer  thus  .*  The 
houfe  of  tyrannic  is  •very  pleajtng ,  but  u 
muH  haue  a  winding  Jtayres  to  mount  it: 
And  therefore,  i  wiU  neyther  be  a  tyrant^  nor 


gotten  full  pofTeffion  of  Athens ,  Solon  de¬ 
parted  thence ,  and  traucilcd  Countries 
for  the  fpace  of  tenne  year  cs,  as  well  in  £- 
gypt  as  in  other  places .  Till  ac  the  length, 
he  came  to  the  Court  of  Cfi^fus ,  the  rich 
and  powerful!  King  of  Lydia,  who  hailing 
fhewed  him  his  aboundant  treafiires de- 
maunded  of  him ,  if  cucr  hce  had  feenc 
more  Royall  pofTefTions?  W  hereto  So^ 
Ion  ( like  a  Philofopher  and  Free-man)re- 
plycd  :  That  he  had  feenetbe  pofleflions 
ofdiuers  Fowles,  Cockes,  Capons,  and 
fuch  like,  which  feemed  goodlier  to  him, 
becaufe  they  were  naturall  to  them.  A- 
gainchcc  demaiindcdofhimj  ifeuerhee 
had  feenc  any  man  more  rich,  orfohap- 
pie  as  hce  was?  Solon  anfwercd  him(wiih- 
ouc  flattery)  that  hee  had  feene  a  man  in 
his  owne  Countrey,  named  Tellus,  who 
( in  his  opinion  )  was  more  happie  then 
Creefiss-^  for  hee  was  an  honeft  and  ver- 
tuous  man,  and  had  feene  hischildren, 
and  the  children  of  his  children  fo  well 
aduaunced ,  that  hce  rcccyued  feriiice 
from  them  in  his  age.  Nay  more,  being 
grownc  into  the  extreamitie  of yearcsj  he 
dyed  in  the  defence  of  his  Countrey,  and 
repelling  the  enemy. 

The  King  being  much  difpleafed  at  the 
anfwer  oto/^;^,  fayd  vnto  him ;  Why  doft 
not  thou  attribute  to  me  fome  degree  of 
happinefle?  Whereunto  Solon  replying, 
{hewed  him  the  great  trauerfes  and  mu¬ 
tations, which  may  enfue  vnto  fuch  as  arc 
conftituted  in  great  Eftates :  and  they  bc- 
ingfubieftto  fuch  alterations ,  he  could 
not  tearme  them  triiely  happie,  allcdging 
a  common  Prouerbe,  vfed  among  the  A- 
themans  :  That  the  end  oflifemuTi  fir B  bee 
feene,  before  any  iudgement  of  happinespajje 

thereon* 

O  moft  notable  faying,  though  to  A- 
riHotle,  it  feemed  not  receiuablc  :  for, 
while  a  man  continucth  in  life ,  hee  is  al- 
wayes  vncertaync  of  his  eftate  and  condi- 
tion,as  alfoofhis  fame  and  reputation:  as 
it  was  well  approuedby  the  Wifeman, 
who  faid  ^Commend  no  man  before  his  death* 
And  our  blelfcd  Lord  alfo,  would  haue 
his  Apoftlcs  and  Difciples  to  make  ftay  in 
no  place,  or  to  faliitc  anybodie  byihc 
way  :  which  fome  expounded  according 
to  the  faying  oi Solon,  who  affirmed, that 
man(in  his  life  time)  could  not  affurc  Him 

felfc 
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fclfe  from  falling  into  many  incuitable  in- 
conucnicnces.  Pliny  alfo  conforming  him 
felfe  to  SolonSs'jA'^  One  day  hfdgeth  another^ 
and  the  UU  day  iudgeth  all .  Quid  maketh 
the  like  affirmationjfaying:  whofoeuer  con^ 
fidereth  the  laft  day  of  man ,  which  is  vneer- 
taine ;  it  is  not  pojiible  for  him  to  fay^  that  he 
can  be  any  way  truly  happy  . 

But  returnc  we  againe  to  King  Creefus, 
who,  notwithttanding  the  wife  anfwerc 
Solonh^d  madchim,hc  regarded  him  not, 
neither  what  great  benefit  might  after  bcf 
fall  him ,  by  enipying  the  companic  of  a 
man  fo  worthy, as  ncuer  refpeiSiiDg  future 
occafions  to  follow.  Whcrcuppon  Solon 
departed  from  bis  Court ,  with  very  vn- 
kinde  entertainement :  but  aftcrward/uch 
an  aduenpirc  hapned,as  made  him  deare- 
ly  acknowledge  his  errour,  and  well  to  re¬ 
member  the  words  of  .  for.  Great 

King  Cyrtss  waging  new  warre  againft 
him*  and  hailing  vanquiflied  and  taken 
bimprifoner,  gaue  Sentence,  that  hce 
flioiild  be  burned  alitie .  Hee  being  vpon 
the  pile  of  wood ,  and  fire  making  rcadic 
toconfumehiin  :  cryed  fodaincly  outa- 
loudc ,  O  Solon,  Solon,  Solon,vcwcwbnnQ 
now  in  this  extreamitie ,  that  his  faying 
was  true  ,  that  no  man  could  be  hap¬ 

py  while  fip  liued !  Creefus  commanding 
the  Offiefers  to  flay ,  and  to  kcepc  the  fire 
from  t/hc  pile  :  would  needes  vndcrftand 
of  him  3  wherefore  he  vfed  that  inuocad- 
onvppon  Solon,  or  expected  thereby  for 
deliuerancefrom  death?  Creeju^s  reported 
the  whole  Hiftory  to  him,  what  Solon  had 
fayd ,  concerning  his  imaginarie  happi- 
neffe  5  the  triieth  whereof  he  bad  now  too 
apparantly  prooued .  Cyrus  being  much 
amazed  thereat,  and  entring  into  mature 
confideration,ofihe  ftrange  and  vnauoid- 
able  mutabilities  of  Fortune  j  deliucred 
I  King  Crcefu6  from  death  &  captiuity,  do¬ 
ing  him  fo  great  honor,  that  he  made  him 
his  aflociatc  in  hiskingdomes.  Whereby 
we  may  percciue,  that  this  wife  and  wor¬ 
thy  faying  of  Solon  ^  was  the  meancsof 
freeing  one  mighty  King  from  death,  and 
made  an  other  alfo  much  wifer  then  hec» 
was  before. 

Solon,  hailing  attained  vnto  the  age  of 
foure  fcore  y eates,  dyed  at  Rhodes,  orday- 
ningby  his  teftament  (  as  jiriptle  f^yth  ) 
that  his  body  fhould  bee  burned,  and  his 
afhesfeattered  in  the  Ifle  of Salamina :  be- 
caufe  they  fhould  not  be  caried  to  Athens,. 


for  conftray ning  them  ( by  that  mcancs ) 
to  keepe  his  ordinances.  Becaufe, before 
he  departedfrom  Athens,  he  made  the  A- 
thenians  to  take  an  oathc,  that  they  fhould 
keepe  his  Lawes  inuiolably,  vntill  he  was 
returned  from  his  voyage .  And  indeede, 
according  vnto  Arptle ,  the  Common¬ 
wealth  of  the  Athenians  maintained  them 
lelues  very  profperoufly ,  fo  long  as  they 
kept  the  Lawes  oi Solon- 

Now,  as  concerning  the  fcntenccs  and 
fayings  of Solon  3  for  the  moft  part ,  they 
were  conformable  to  Chriftian  Religion, 
and  all  Ciuilitic.  As,  Honour  God :  Behelp- 
full  to  thy  neighbour  :  Maintaine  the  ^ertue 
of  thy  friend  :  obey  the  Lawes  :  Bridle  thine 
anger:  Honor  thy  father  and  mother:  Sweare 
not :  Keepe  thy  felfe  fromEnuy  :  Be  not  too 
light  in  confirming  a  friend,but  learne  to  keep 
him  when  thou  hajlhm .  Marne  with  thine 
equall:  Reprooue  thy friend  in fecretjbut pub  • 
kkely  thou  mayefi  commend  him :  Shunne  the 
company  of  wickedpeople :  Praifeand  follow 
'vertue .  Hee  fayd  moreouer,  That  Lawes 
were  like  to  Spyders  webs,  wherein poore  title 
plies  were  foone  entangled,  but  J uch  as  were 
great  and  jlrong ,  could  eajily  breake  thorow* 
Such,  and  the  like  notable  Sentences,  arc 
found  among  his  Lawes  and  Ordinances; 
And  fo  much  for  Solon. 

f^Hito,  fon  of  Amaratus ,  was  alfo  num- 
^bered  amongeft  the  feauen  Sages  of 
Greece.  He  was  ot  Lacedemon,^  citty  high¬ 
ly  renowned  in  Greece ,  where  he  was  clc- 
<Scd  in  the  Counccll  of  the  Ephori ,  in  re¬ 
gard  of  his  great  wifedome  &  knowledge; 
this  was  an  Eftate  among  the  hacedemonu 
ans,  as  the  Conferuatours  and  Tribunes 
were  among  the  Remains.  Chilowasvc- 
ry  lummary  and  fuccinft  in  his  Difeourfe, 
as  (ordinarily  )  all  the  Lacedemonians 
were :  and  hee  was  likewife  called  Arijla- 
goras ,  in  regard  ofthat  qualitie .  When 
any  one  compiled  an  Oration,  in  few  and 
witty  words,they  vfed  to  fay  3  That  he  had 
written  a  ChilonicallOi^doxx .  He  liued  fo 
long  ( as  Pliny  and  fome  others  fay)  eucn 
till  nature  fayledinhim.  NeucrthclcfTc, 
he  dyed  with  a  conceit  ofioy ,  feeing  one 
of  his  fonnes,  to  winne  the  prizes  of  Ho¬ 
nour  in  the  Olympian  games ,  and  after 
hisdeath3  the  Lacedemonians  performed 
his  funcrall  with  great  folemnitie. 

The  fingular  wifedomc  of  this  man, ap¬ 
peared  fufficicntly ,  by  the  notable  Sen¬ 
tences 
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tenccs  which  he  had  written ;  but  cfpeci- 
ally  in  this,  that  he  exhorted  cuery  man 
to  know  himfelfc.  Which  being  heedful- 
ly  obfcrucdjmcn  would  not  bcefo  vainc, 
nor  fo  proude  and  inordinate,  as  vfu ally 
they  are :  bccaufcall  vices  and  diforders 
do  proceed  from  felfc^conccitc,  and  no 
man  triicly  knowing  himfclfc.  Hcereupon 
the  Chriftian  Church  tpoke  an  order, 
that  eucry  yeare  (in  the  begining  of  Lent) 
all  men  (hould  bee  admonifhed  to  reme- 
ber^that  from  duft  they  came,  and  to  duft 
they  fhould  retun  c  againe. 

Plato  recordeth,  that  ithis  faying  of 
Chilo^Know  thyfelfe^  was  written  in  letters 
of goldejvpon  the  portall  of  Apolloes  T e- 
^X^Juuenall  faith, 71^4^  this  faying  came fro 
Heauen.Macrobius^  in  his  Tra6t  of  Scipioes 
Drea?7te^(3Lii\^  That  the  Oracle  of  Apollo 
being  demanded  the  mcancs,whar  courfe 
fhould  be  taken,  for  attaining  to  felicity, 
anfwcredi  Onely  teach  amanto  know  him- 
felfe,Demonicus  asked,  at  what  time 
he  began  to  be  a  Philofbpher,  anfwercd  5 
tvhen  I  began  to  know  my felfe,  .  O  mod  ne- 
ceffary  rule  5  for  ifa  man  would  confidcr 
himfelfe  well,  and  ftudy  but  to  vnderftand 
his  condition,eftatc  and  vacations ,  and 
frame  his  life  accordingly  thereto  hec 
could  neuetbee  fo  changed,  to  attempt, 
fuch  things,as  he  heythcr  (hold  brought 
to  do,  ncyther  would  there  bee fo  much 
difbrder  in  the  world, as  now  there  is. 

C^z/^alfohadan  accuftomed  kindeof 
Prouerbiall  fpeeches,  to  wit  v -Remember 
thott  mujl  dye ,  and  therefore^  prouide  for 
t hine  owne  falmtion.  Honour  olde  men.  Be  no 
murmurer^  Speake  noeuill  of  an  pjfendour, 
Chufe  rather  Ioffe  ^then  difhonefl  ^ineJn  vi¬ 
olence  an  ^  conBraintbeemildednd  humble. 
Labour  rather  tobelouedy  then  feared.  Try 
Gold  by  the  touch  y  for ^  a  golden-tongue d  ma^ 
whojpeaketh  ali'that  comes  into  his  mouthy 
men  may  often  heare  from  hm^  f  uch  things 
as  they  would  not.  -  i  '  • 

,Chil0  being  asked  by  onc^  named iE- 
fopeywhsii  God  had  done,anfwcrcd ;  [Hee 
exalted  humble  men^and  fuppreffed proud  ig- 
ndr ant  Books.  Being  demanded  alfo^what 
was  the  hardeft  thing  in, the  world  to  bee 
done,replycd  i.  To  fOfeand  imployaimans 
tune  w  elf  and  to  pardon  iniurks'and  outra¬ 
ges  receiued.  In  briefe,  he  would  vfually 
fay, that  he  would  fo  dif[>ofe  thecourfc  pf 
his  life  ;:  That  the  greatefi per fons  fhould  not 
defrifeysorthemeaneflfeare  him .  Einally^ ' 


chilo  both  wrote  and  fpake  many  notable 
things  in  his  time,  which  woqld  require 
ouermuch  Icyfure  to  report ;  And  there¬ 
fore, we  wil  take  our  leauc  of  him, making 
way  to  entertaine  our  4.  man  of  Greece. 

f 

•  *  » 

^  Leobuli^^\io  was  alfo  one  of the  fea- 
uen  Sages, was  borne  in  LtndoSy  a  Ci¬ 
ty  in  the  Ifle  of  Rhodes ^ox  as  fbme others 
fay, in  Caria^^  Townc  oi AnconUy  a  Regi¬ 
on  in  Greece-y  and  his  Fathers  name  was  £- 
uagoras.  This  Cleobulus^t{\dc  his  being  a 
vcryfingular  wife  man,  was  alfo  of  very 
goodly  bodily  feature,  and  wonderfully 
adiuc  of  his  perfbn ;  fo  that  eyther,  or 
both  thefe  happy  blefsings  togither,madc 
him  admired,  and  efteemed  generally. 
The  loue  of  learning  prcuailed  in  fuch 
(bh  with  him, that  he  forfbokc  bis  Coun¬ 
try,  Parents  and  Friends  5  trauailinginto 
where  (inthofe  times)  were  many 
goodly  and  famous  Vniuerfities. 

'  He  had  a  Daughter  named  cleobolinay 
that  coiild'inueni  and  write  in  profe,be* 
-yond  ordinary  compafle  of  men  or  wo¬ 
men, and  very  skilfull  dice  was  befidc,  in 
propounding queftions  of  difficult  refo- 
lution  5  as  this  one  for  an  example.*  A  Fa¬ 
ther  had  twelue  children,  and  each  childe  had 
thirty fonnesy  all  white  by  nature  y  andthirty 
daughters,  \all  of  them  naturally  blacke :  all 
'-which  were  immortally  andyet  (notwit hjlan- 
dinf)  were  difeerned to  dye  daily.  By  wh  ich 
•Enigma,  (hce  vnderftood  the  yeare,  that 
hath  twelue  Moncths,and  cuery  Moneth 
thirty  dayes  and  thirty  nights.  ’ 

'  But  come  we  againe  to  deobuluSyXvho 
,  after  his  returne  out  of  Egiptf  deferued  (b 
highly  by  his  learning  and  iudgement,  as 
to  be  ranked  among  thejfeauen  Sages  of 
Greece, many  of  his  learned  fayirigs 
and  fcntcnces,werc  held  as  rules  and  dirc- 
^feibns  for  mens  Hues.  Among  other,  he 
vftd  moft  of  all  to  fay  •  That  Alediocrity 
was  without  compare.  And  aaiifcdlyjthefc 
words  greatly  confirmed  the  faying  of 
ChilOy  who  wold  haiie  euery  man  to  know 
himfelfe  :  For  ifwc  knew  our  fellies  well, 
and  as  we  ought  to  do, a  meane  then  in  all 
things  would  eafily  gouerne  vs.  By  this 
feutence  then  of  CleobuluSy  making  fuch 
precious  account  of  Mediocrity;  we  may 
well  conclude,  that  all  extremities  arc  vi- 
cious.  As  much  to  fay,  when  there  iltoo 
much,or  too  little :  whereupon  our  anci¬ 
ent  Philofophcrs  vfed  to  hy  Beware  of 
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too  much,  declaring  thereby,  that  all  ex- 
ceffcisvilc. 

attributeth  this  fcntcncc  to 
wife  Bias,  and  fome  other  to  Solon^  but  be 
ithowfoeucr:  Vertue  alwaycsconfiftcth 
in  mediocrity :  According  to  the  faying 
oiAriflotletf^ertuctormentethitfelfe  by  tod 
much^or  too  little  :  For  vertue  is  nothing 
clfc  but  a  mean  or  mediocritie,con(5fting 
betweene  two  extreamities .  Horace  ap¬ 
pointed  in  his  Difeourfes ,  that  a  mcanc 
(hould  be  obferued  in  all  things.Fi7r(faiih 
he)  all  that  goeth  before  it^  or  contendeth  to 
come  after  itjteeping  neither  meanenor  mea- 
ptre^  can  nether  be  faid  to  be  well accoplijhed* 
An  infinite  number  of  examples  may 
be  allcadged  to  this  purpofc ,  efpecially 
concerning  the  foure  principal!  vercues, 
which  arc  commonly  called  Cardinall. 
ForjFortitude  is  lodged  betwixt  Feare  Sc 
Boldnes^Sc  Liberality  keeps  the  mid-way 
betwixt  Couetoufnes  and  Prodigslity^as 
the  like  may  be  layd  of  other  vertues,and 
humane  operations,  which  ought  to  go- 
uerne  themfclues  by  time  and  neceflicy : 
yet  with  this  charge  neuerthelcffe ,  to  be¬ 
ware  of  ouer-much  in  any ,  This  is  a  do- 
(Strine  conformable  to  the  laying  of  Heji- 
odtis^  oftentimes  allcdgcd  by  reuerend  £- 
rafmtis^  commanding  all  men  to  obferue 
a  meafure  in  their  adians.  Afmiich  main- 
taineth  many  o- 

thcr  Authors  both  ancient  and  moderne, 
eucry  one  of  them  auouching  common¬ 
ly^  That  happy  men alwayes follow ameane 
intheir  tratiells. 

And(in  this  cafe)the  reafbn  is  peremp¬ 
tory  ,  for  all  things  arc  euen  as  nothing, 
they  haue  their  beginning  and  their  end , 
^nd  fo  they  paffe  away :  Reafon  then  fits 
them  with  an  aptc  conclufion,  that  theyr 
perfe^ion  confifts  in  the  midft  of  thefioc 
Zones  or  Plages,  which  girdle  round  the 
whole  wide  Vniuerfe ;  the  two  extremeft 
are  held  to  be  inhabitable :  and  yet  con¬ 
trary  vyile,thofe  in  the  mid  dll  are  allowed 
to  be  moll  perfect .  The  Sunne  which  is 
held  to  be  Prince  of the  Planets,  is  in  the 
midft  of  the  errant  or  wandring  Scars.  A- 
mong  men,  the  place  ofhonour  is  in  the 
midfti  &  (indced)it  is  hard  to  make  any  a- 
greement,  except  ther  be  a  third^to  ferue 
as  the  means.  To  conclude, the  meane  fo 
much  commeded  to  ys  in  all  things,  con- 
cetnes  chiefly  Chrift,  that  hec  woUld  bc 
calcd  the  Mediator  betwixt  God  &  man. 


He  vfed  diuers  other  notable  fcntcnccs 
bcfide,as,£w4r^  of  gluing  thy friend  occaju 
on  to  reprooue  thee  :  [hunne  the  ambufhes  of 
thy  enemy:  Before  thou  goejl  out  of  thy  houfe^ 
remember  what  thou  hajl  to  do:  and ^pon  re¬ 
turning  homCy  conjider  what  thou  haft  done  : 
match  not  in  marriage^  but  with  thine  equally 
for  if  thou  takeft  a  wife  of  a  better  houfe  then 
thine  owneyhou  makejl  thy  felfe  a Jlaue  to  her 
and  her  kinred :  Pardon  the  err  ours  of  other 
men^  and  neuer  befraring  of  thine  owne :  The 
more  liberty  thou  haJl ,  Jo  much  the  leffe  vfe 
make  of  it :  Be  not  prowde  in  profjerity ,  nor 
faint-hearted  in  aduerfty  •  Inure  thy  felfe  to 
beare  the  trauerfes  of  for  tune patiently*  Ma¬ 
ny  other  Angular  Sentences  are  attributed 
to  Cleobulus^  which  Aufonius  and  Diogenes 
Laertius  hauc^rccorded  in  their  works,  af¬ 
firming  withall,  that  he  dyed  at  the  age  of 
feauentyyeares. 


ISJO' 


Ocher  (cn« 
ccnceik  vfed 
by  ClcobuJus, 


Aujbnmmli, 

DiogMertjn 

vHxUob* 


w  it  remaineth  tofpeake  oiPittacus^ 
of  Mitylene ,  the  capitall  Citiy  in  the 
Ille  of  Lesbos ,  and  at  this  day  called  Mity- 
lene^  his  fathers  name  being  called  Hyrra- 
dius .  He  was  of  fuch  learning ,  wiledomc 
and  ingenuitie  of  fpirit,that  the  Gra^cians 
placed  him  in  rankc  among  the  feauen  Sa¬ 
ges.  Thelouehcebarcto  hisCountrey, 
moued  him  to  make  warre  againft  the  tj- 
t2Vii Meleager  { who  vfiirpcd  thereon)  fo 
that  he  enforced  him  to  flight.  In  the  war 
betwixt  the  Athenians  and  them  of  Mity- 
lene^zbout  a  field  then  in  controucrficjhce 
was  G  cxictzWfot  the  MityleneanSy  and  be¬ 
came  Conquerour,  and  flew  Frinenes  Ge¬ 
nerali  for  the  Athenians  in  the  open  field. 
VV  hereupon, the  Athenians  quitted  vnto 
Pittacus‘y  tbc  contentious  field  which  they 
quarrelled  for ,  in  regardcof  the  vi&orie 
which  hce  obtayned  againft  them  ;  and 
gauc  him  the  gouernment  of  their  Com¬ 
mon-wealth,  which  he  ruled  worthily  the 
(pace  of  ten  years,  oifdayning  many  good 
Lawesand  Conftitutions  for  the 'benefit 
thereof*?  fWbich  hauing  done,he  willing¬ 
ly  gauc  ouer  hisgouernement,  asitvyas 
freely  putvponhim  :  and  liued  vntillhec 
was  fcLicnty  ycares  olde,  bcloued  and  ho¬ 
noured  generally.  *  i ; .  ;  j  c . 

.  His  fayings  and  Sentences  are  no  lefle 
confidcrablc ,  then  thofc  of  the  other  Sa¬ 
ges, neythcr  the  maner  of  his  life.  F6r,fitft 
of  all,hcmadc  fo  final  account  ofthe  dig¬ 
nity,  gold  and  riches  of  ,  King  of 
fydia ,  that  hce  would  not  rccciue  any  of 
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'vp  out  of  the 
ScainaFi- 
IdterfndnsneCi 


him : but fcni him  word j  thathehad  no 
need  of  his  gold  or  lilucr,  becaufe  he  had 
already  a  great  dcale  more,  then  willing¬ 
ly  he  would  bauc.  Giuing  thereby  to  vn- 
derlland,  that  hee  was  forry  for  his  Bro¬ 
thers  fucceflion,  which  happened  to  him, 
becaufc  he  affeded  his  Brother,  better 
then  his  ownewelfarc.  .  He  often  faidc, 
that  things  to  come, were  very  difficult  to 
vnderftand  y  and  that  there  was  nothing 
in  the  world  more  certain  then  the  earth; 
and  contrariwife  j  that  there  was  mot  any 
certainty  in  the  Sea.  V  -V 

Avpijiman  ought  to  forefie 

dtfuHers  before  they  happen^  ,the  better  to 
(hun  and  keepCK  himfelfefrom  them.  Recouer 
that  with  patience^  which  force  camot  com¬ 
mand.  He  that  kmwesnot  homtoholdehis 
peacejknowes  no  fit  time  when 'he /hold  (peak, 
in  time  of Pro(perky  get  thee  friends  make 
proofe  of  them' in  aduerjityw  LNeuer  boajl  of 
what  thou  wilt  doe  ^  leaftthou  beef  corned  if 
thoucanjl  not  doit.  Looke bow  thou  art  to¬ 
wards  thy  Father  fuchfhall thy  children  bee 
to  thee.  So  rmch  iox  PitMcus. 

Hales y  thp  lixtofthe  Sages  of  Greece y 
was  a  Natiuc  of  MiletumyZ,  Gitty 
much  renowned  in  Greece*yZx\i  for  the  ma¬ 
ny  vertues  abiding  in  him,  deferued  well, 
that  thccheefe  place  among  the  Sages, 
ihould  be  aifligntd  to  him*  Fotdn  the  firft 
place,  he  was  Soiieraigne  in  Geometry, 
and  the  firft.man.that  difeouer  ed  the  p«:in. 
cipall  ftcrets  of.  Aftrobgy  r^as  the  cou  rfc 
of  the  Sun,therea(bn  of  hi&Echpfesjand 
likcwifc  of  thcMoone,  and  the  Equinoc-* 
tials.  In  briefe^  he  brought  to  light  the 
courfc  of  the  Planets,  and  mWy  ptheEfe- 
crets  of naturallPhilofophy.  Morepi^, 
hc  wasthc  caiifc'jthat  the  proud  Tidcjbf 
Sagcs,rcmaiited  to  thcfeiien  learncdip^ 
of  Greejcef>y  this  accident,  i 
-  Vpon  aday,fundry  iyoungmcn,a^d 
friendly  companions  of  Mtktumy^^h^ 
bought  a  draught  ofccrtainc  Fifticrmeio, 
hauing  caft  foorth  their  Net  into  the  fisa, 
and  thefeyoung  men  were  to  haue  the  be¬ 
nefit, of  al  to  be  drawnc  vp.at  that  time*  A 
moft  admirable  cafe  fuddenly  happened  5 
for  when  the  Net  was  drawnc  vp,  they 
found  therein  a  Tabic  of  Goldc,bcau  tifi* 
cd  and  enriched  in  moft  coftly  1  and  fiimp* 
tuous  manner.  They  which  bought  the 
draught,pretendcd,  that  the.table  of  gold 
belonged  to  thcm,by  their  bargaine.Thc 
Fifhcrmcnj(on  the  contrary)  auouched  it 


to  be  no  filh,  &:  that  they  bought  nothing 
of  thcm,buconely  all  the  fifti  which  (hold 
be  taken  and  therefore  (in  rhat  rcfpedl:) 
they  had  no  right  at  all  to  the  Table.  A 
long  and  great  contention  grew  between 
them;  which  to  be  the  fooner  ended,  by 
fullconfcnt  on  eythcr  fide,  they  fentto 
the  Oracle  of  Apollo  y  for  a  finall  refoluti- 
-on  :  where  he,  or  the  diucll  fpcaking  by 
him,  made  this  anfwerc  j  That  the  Table 
muf  be giiien  to  the  only  wife  man  of  Greece. 
Which  bceing  thusvndcrftood,  the  gol¬ 
den  Tabic  was  fent  to  Thales ^  as  being  the 
,  wifeft  man  in  Greece.  But  he  was  fo  mo- 
dcft,ihat  he  fent  it  to  another  of  the  Sa¬ 
ges  before  named  (for  they  were  alliuing 
at  that  time)  and  hec  lent  it  to  another ,fo 
that  the  Table  of  gold  paffed  irom  hand 
to  handjvntiU  at  laft  it  came  to  Solon ^\io 
,  like  wife  would  not  cniay  it,  but  fent  it  to 
the  Temple  of  ApoUo^iiVelphos.  ■ 

AtfonimySaUimachmy^xA  many  other 
write,  that  through  the  courtefie  vfedin 
the  Sages  one  towards  another,the  Table 
returned  againe  to  the  hand  of  Thales y  to 
whom  at  firft  it  wassprefented ;  and.that 
he  fent  it  to  the  Delphian  Oracle.  But  how- 
foeucr  ijiofc  Authors  write  diucrfly,con- 
xerningibi^Hiftoryvyet  all  doc  agree  to¬ 
gether  in  xiiiSy^ztJ hales  was  the  firft  ma, 
to  whom  the  golden  Tabk  was  fent; ; 

I :  .  AriHotle  making  mention  of  Thales y 
re'eiteth  many  conceited  fayings  procec- 
-dirig  from  bimjelpceially  in  bis  Bookes  of 
Pollicics,and  namcly.one,.  which  he  vfed 
ordinarily .Tfo^  when hepkafedfetould  be 
w/^.Whereof  he  made  good  and  fuffici- 
ent  proofe ;  forforefeeingby  Aftrology^ 
r  that  there  would  be  a  good  feafon  for  O- 
liucs,  and  Oyle  of  Oliues  (foonc  after) 
-was  likely  to  be  deare  •  he  laid  out  his  mo- 
^n,ey,tobuy  .Oliuc-Oyle  while  the  feafon 
ferucd,\fhich  afterwards  hec  folde  at  what 
.rate  he  pleafed.  Not  becaufc  thereby  hee 
-would  enrich  himfelfe;  but  to  make  ama- 
nifeftation;  that  when  he  lifted  hecould 
be  rich,  confidering  what  knowledge  he 
ihadjbotkfor  times  ofabimdance,&  like- 
wife  ofdearth,  when  they  would  happen. 
On  a  time  it  came  to  paflcjthat  as  he  .was 
gazing  vpon  the  ftars, he  fell  into  a  ditch; 
which  an  old  woman  feeing,  &  comming 
(vponhis  biucry)ip  help  him,in  mocking 
!  mancr  faid  to  hm.Tel me  Thales ^how  darejl 
thou  prefume  to foretell  of  things  to  come^  by 
confideration  of t  he  S tars  ^and  yet  couldjl  not 
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ground.hxiA  yet  notwithftanding,hc  was 
knownc  to  be  an  admirable  wile  man.Hc 
was  wont  to  fay;  ThAt  ouer-great  affkrance 
And  confidence ,  was  euermore  accompAnyed 
with  repentance.  For  many  times ,  fucfi  as 
truA  too  much  to  others  faithful!  promi- 
res3are  faine  to  pay  the  debts, from  which 
no  other  caution  could  preuayle  with 
them .  He  fayd  moreoucr  That  the  true 
meanes  of  lining  vertuoufiy^  is^  hy  not  doing 
fuchthingSyas  wecondemnein  other  men. 

Being  demanded,  what  was  the  calioA 
thing  in  the  world  to  doc  5  be  anfwcrcd; 
To  know  other  mens  faults^  and  none  of  our 
owne.  yA^{z^jAc\{o\ThAtf€wTyrAntsliued 
to  be  old,  following  the  opinion 

of  ^ HermtppHs^  fayd;  ^ztThales  vfedto 
thanke  God  for  three  things  (though  this 
Sentence  is  fathered  on  Socrates:)  Ftrli^ 
that  he  had  made  him  a  man^  a9^d  not  a  beaB. 
Secondly ,  that  hee  had  made  him  a  man^  and 
not  a  woman.  Thirdly ,  that  hee  was  borne  a 
GreekCyAnd not  a  Barbarian. 

Now  we  come  to  (peake  of  Periander^ 
the  laft  of  the  Gra^cian  Sages,  ofwhom  I 
haue  no  great  matters  to  relate  ;  becaufe 
(according  to  diuers  authors)  he  was  not 
in  the  rancke  of  the  fcauen  Sages,  and  yet 
a  man  of  lingular  wit  and  vnderftanding. 
Periander  was  King  of  Corinthy^T\d  the  Ion 
of  King  Ciphtlas*^  the  mancr  of  his  life  be¬ 
ing  rather  tyranhicall,as  liuingbke  a  Sbl- 
diour  or  Captainc,  rather  then  a  Philofb- 
pher .  And  hence  it  enfued,  that-Her^r/f- 
desy  and  many  more  bc(ide,eftecmcd  this 
Periander  to  be  none  of  the  Icaucn  Sages 
of  Greece:  but  another  Pm4;/</(?r,who  was- 
(indeed)  a  great  Philolbpher ;  and  a  man’ 
highly  renowned  for  vertuc  *  Neuerthe-: 
lcfle,thc  moft  voices  gaue-the  tide  oiSagei, 
to  Periander ;  for  although  hee  reigned  by ; 
power  at  Corinth  :  yet  noiwithftanding, 
he  was  lb  dilcreet,  valiant  and  of  fo  abfo- 
liite  vnderflanding ,  that  thereby  he  won 
the  name  of  Sage  among  the  Greeks. 

It  was  demaunded  of  him ,  why  he  did 
not  depart  from  his  tyranny  &  kingdom? 
becaufc(quoth  he)I  may  fall  into  as  great 
daungcr ,  by  willingly  leaning  ray  king- 
dome  ,  which  none  other  can  difpolTcfle 
me  ofby  force.  He  vfed  continually  m;;- 
ny  notable  Sentences,  and  had  the  word 
Confideration  very  frequent  inhis  talkc,as 
declaring  therby  ,that  the  ptincipall  thing 


well  what  affaires  we  vndcrtakc.Thc  Po¬ 
et  AufoniuSy  expounding  the  word  Confi- 
derationS^pdsw  A  man  (oould  thinke  terme 
times  on  any  thingy  before  hee prefume  to  at^ 
tempt  it.  For  men  (often-times  )  fall  into 
great  daungers ,  through  much  inconli> 
deration  ;  efpecially,  when  they  will  not 
be  gouerned  by  wifedome  orcounccll, 
but  ralhly  follow  the  pcrlwafions  of  For¬ 
tune. 

Vertue  (layd  Periander  )  is  immortally 
but  the  pleafures  of  this  world  are  of fmail 
continuance.  Intimesofprolpertty  ^  be  wife 
and  modeHy  ^in  aduerjity  patient  and  con^ 
fiant.  JJueinfuchforty  that  thou  mayelf 
haue  honour  by  thy  life ,  and  that  after  thy 
deathy  men  may  account  thee  happy.  Let  an¬ 
cient  Lawes  and  Ordinances  be  rules  for  thy 
gouernementy  inducing  no  nouelties  into  the 
Common-wealth .  Profitefhould  alwayes  be 
accompanyed  with  good  grace  and  honeHie. 
P  erf  or  me  that  chearefuUyy  which  thou  canU 
not preuent  but  cowardly. 

Cotuplcatc  be  was  in  theft  ,  and  infi¬ 
nite  other  of  the  lame  nature,  which  l^c- 
uity  maketh  me  fparc  to  ^eake  of. 
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r  CHAP,  xxini. 

^That  Sights  the  chifeBandprincipaU 
Seme  (fall  the  resi.  'And  of  many  be¬ 
ing  bSndy  who  neuerthelefie  were  men 
ofgreat  honour  and  renowne.^  . 

KiUatU  had  great  reafon  to 
'lay:4yi^^/  is  theory  principall 
f  aU  the  other  corporeall  fen¬ 
ces.  For,  it  isfcated  as  in  the 
maine  Citcadell,  in  the  high 
Stipofi  eminent  part  of  the  ^dy, where¬ 
by  we  may  vndcrftand,  that  it  partaketh 
greatly  with  fire  :  by  vertuc  and  power 
whereof,  it  is  placed  aboue  all  the  other 
fences.  Touching  hath  a  tcrrcftriall  par- 
ticipatio,  for  the  earth  is  moft  touchable 
:and  tractable ;  and  of  all  the  Elements, 
Taftingholdcthwitb  Aquofitic  and  hu^ 
miditie  :  for,  without  humidity ,  a  man 
cannot  taftc  any  thing*  As  for  Smelling, 
AriBotle  attribnteth  it  to  fire ,  faying  : 
Hsate  is  the  foundation  of  odour ,  and  her 
end  confiBith  in  vapour ,  ioyned  to  an  Ayre 
grofiiy  andftkKofexhahuion .  Concerning 
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ued  by  fight. 
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by  anothers 
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The  fwiftnes 
and  ceicritte 
of  the  Eye  in 
her  operatios 
in  regarde  oi 
tardines  in  all 
the  other  fen- 
fcs. 


Hearing,  euerie  one  well knowcih, that  it 
partaketh  with  ayre,  which  entering  into 
the  cares, by  founds  caufeth  hearing  5 but 
fight  parcicipateth  with  fire.  .  ' :  ) 
And  although  that  the  Eye  were  com- 
pofcd  of  a  moy  ft  and  waterifh  bodie,  yet 
notwkhftanding,  without  FirCjit  wer  not 
pofiiblc  to  hauc  fight :  whereby  wee  may 
pcrcciuc,  that  Sight  or  Seeing  houldeth 
more  of  fire,  then  all  the  other  fenfes  doc 
befidc.  Andbecaufethe  eye  (as  Arifio^ 
faith)  doth  more  prefentthe  figures  of 
things  to  a  manj  then  all  the  other  fenfes; 
toit  is  gf  antcdjthe  beginning  of  contem¬ 
plation,  and  knowledge  of  all  things.  For 
from  fight  proceedetn  admiration,  and 
the  confideration  which  a  man  hath  by 
feeing,  occafioneth  a  defire  in  him  ,of  co¬ 
ming  to  vertue  :  So  that  (by  good  right) 
we  may  call  the  Eye,  the  Author  and  In- 
ucnterofall  Arts  and  Dilciplines* 

In  the  prime  place,  by  the  Eye,  a  man 
Gonfidcreth  the  admirable  Architedure 
of  the  heauens,  &  of  all  the  other  bodies : 
by  the  Eye  we  difeerne  their  colours  and 
greatnefle,  their  formes, numberjpropor- 
tion,  and  meafurc ;  their  fenfcjtnotion,  & 
their  refting.  And  although  Hearing  had 
fome^coneurrcncc  in  this  cafe  with  Scj?- 
ing,  fo  that  it  might  be  tearmed  a  fenfe  of 
dodrine  and  of  difeipline , .  bccaufe  men ; 
learpe  vertue  by  hearing  and' ynderftand- 
iitg :  yet  (for  all  this)  that  mltc  appertay- 
ncth  principally  to  the  fight,'  as  vnto  her, 
that  gioeth  the  mcancs  to  theiw nderftan- 
ding,to  enquire  by  the  plenitude  of  things 
which  ihehearcth,  to  comc!to  the  true 
knowledge  of  them;  to  the  end,'  that  this 
knowledge  may  afterward  be  Communi 
cated  to  other.  Hereby  then  wc  may  ob- 
fcriic,thac  the  firftfourfeor^fpringofin- 
ftrudion,commeth  from  the  Sight,  who 
afterward  maketh  Hearing  miftris  of  the 
worke,  by  comprehending  thole  admi¬ 
rable  things  prelented  firft  to  the  eies  cen^ 
fure.  Wherein  alfo  may  be  noted,  that 
Hearing  can  comprehend  nothing  of  it 
felfe^without  vfing  the  means  of  another^ 
but  the  Sight  comprehendeth  all  thinges 
(as  it  were^cuen  ofit  felfe* 

Moreouer,  Seeing  furpafleth  all  other 
fenfes, in  fwiftnefle  and  promptitude  of 
her  operations:  for  in  an  inftanr,and  with 
no  more  then  a  caft  of  the  eye,  fhc  perfe- 
dethherdefleignes  :  whereas  the  other 
Icnfes  arc  long,  ^laborious  in  their  wor- 


Thc  Eye  dif-' 
cernech  along 
way  otffrom  ; 
where  the  pet 
fon  is,  fo  caii 
none  of  the 
othcf  fenfes.' 


king.  For,Touchingmuft  haoeonc  thing' 
or^another^to  execute  Her  power  and  of¬ 
fice  vpponl  before  fhcc  can  cxpfeflc  her 
prerogatiuc.  Tailing  alfo  muft  needs  tar¬ 
ty,  for  fomc  things  anfwisrable  to  hir  pal-' 
late.  And  Smelling  requiretb  filch  a  ley- 
furc,  in  rcceiuihgan  ayre  qiialificd^as  may 
penetrate  into  her  noftritlcs":  As  the  like 
doth  Hearing, to  comprehend  a  voice  eh- 
tering  into  the  cares.  But  Sight  only  wot-; 
keth  inftantlyi  and  prcfently  e:6tnptcheii-| 
deth  the  images  ofthirigs  prelented  to  hir 
in  an  vnfpeakable  and  gracious  manners* 
Fbr,blowesnlaybeefcenc  giuen  a  great 
way  off,  and  although  the  found  or  noyfe 
of  them  bee  not  hcatd  fo  foone  jyet  not- 
•withftanding,  there  is  nothing  that  can 
xonccale  fight  of  the  ftrokes,  for  they  arc 
fodainc  and  apprehenliue  vnto  the  Eye  1 
And  therefore,  Seeing  llirmounteth  the 
.other  fenfos,  bccaufeit  cxtendcthic  felfc 
Ibfarre.  :  ^  ^  ’ 

--  Inthis  refped,  bymahy  Hifldties  and 
'examples  reported  by  P&j,  weemay  ca- 
fily  gather, that  Sight  hath  afarrC  larger 
extent,  then  all  the  othet  fenfes,  without 
any  companron,or  wearying  her  felfc  te^ 

•dioiilly;,as  all  the  other  do.  For  the  Tafte 
tircthitfelfe  bytoo  much  feeding.  The 
Bare  is  cafily  offended,  bytalkatiue  bab- 
ling.  The  Smell  is  trauailed  extremely,  by 
(continuation  of  fweete  Odors.But  Sight 
folic, hath  no  Icnfe  of  paine  in  her  opera- 
tibns^Nor  doth  (he  at  anytime  fo  wearie 
her  felfc,  as  to  clofe  her  lids  retiredly  5  but 
gather,  (he  is  nciier  fatisfied  Witfi  Seeingw 
Ihbriefe,  the  excellency  of  Seeing  is  To 
great,  that  the  name  of  Seeing  is  attribu-| 
ted  to  all  the  other  fenfes, in  theyr  feucrall 
operations.  For, men  ordinarily  lay^  Be- 
holde  the  cxccllencie  of  this  fweete  O^ 
dour  a  little  whiles  orthcDelicacic  of 
this  Mufickc  5  or  the  rare*  tafte  of  this 
Fruitc.  ■  -  '  -  ■  .  rl. 

The  name  of  Seeing,  extchdeth  it  fclfe 
to  the  operations  of  the  vndcrftanding; 
for  it  is  an  vfuall  faying  5  Markc  how  my; 
intention  Will  come  to  paffe  •  It  is  like- 
wife  fayde  inthcGolpcll,  that  our  Lord 
and  Sauiourfaw  (tbatistofay,knew)  the  Matth.u,io. 
thoughts  of  the  Scribes  and  Pharifecs. 

And  vcriIy,amongthc  miracles  6c  workes 
which  our  blcffcd  Sauiour  did  in  thofe . 
vn worthy  Cbuntrcy  cs  5  it  is  helde  for  the 
moft  cfpeciall  and  lingular,  that  he  gauc 
light  to  the  blind.  And  therfore  thcr  is  no 
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labor, wherein  our  Ph>  ficions  more  glad¬ 
ly  ftudy  and  take  paincs,  then  to  prcicruc 
and  niaintaine  the  fight  of  men. 

I  rea(i  c  of  a  holy  man  named  jlx^rias^ 
who  being  prefent  in  a  confultationjthat 
diuers  Phy  fitions  made  before  Frederkke 
King  concerning  the  maintai¬ 

ning  of  mens  fight .  When  it  came  to  his 
turne  tofpeake*,  hefaid;  There  is  nothing 
better  to  comfort  the Jight.then  enuyfecaufe 
it  mil  almyes  make  the  goodes  of  another 
man  feeme  greater  then  they  are  m  This  a- 
jre.cib  with  Quids  faying;  Emy  ouer  thinks 
lis  neighbours  Come ,  more  goodly  then  his 
owne.  Notwithftanding ,  according  to 
the  opinion  (almoft)  ofallmcn,  Spefta- 
clcs  do  greatly  ferue  to  defend  the  fight : 
and  fiirely,  they  were  a  very  good  inuen- 
tion,  though  the  firft  deuiler  ncucr  knew 
it-  "  .  •  .  ;  •  _ 

I  hauc  heard  ofa  great  Lord  in  Spaine^ 
that  would  alwaieseate  Cherries  with  his 
Spedacles  on  his  nofe ;  onely  to  make 
them  feeme  the  bigger  a«d  morenouri- 
iTaing :  but  yet  this  gourmandife  was  ex¬ 
orbitant  .  An  other  Gentleman,  becing 
quipt  by  K.  Phillips  beeaxife  he  fed  ordina¬ 
rily  with  Spectacles  on  his  riofc  5  anfwc- 
red  the  king, Sir  you  count.it  not  ftrangc, 
that  I  vfe  my  Spectacles  in  reading  a  Let- 
tcr,in  which  can  be  no  danger  at  all :  why 
then  do  you  blame  me,  becaufe  I  eat  fifh 
with  Spectacles  on  my  ftofe,  wherein  arc 
fuch  an  infinite  number  of  bones,  asrthc 
very  Icaft  is  able  to  ftranglc  me,  &  which 
I  canot  fee  without  my  Spectacles  ?  Spe¬ 
ctacles  then  ferue  to  very  good  purpofe 
many  times  •  But  to  our  former  purpdfe 
againe  concerning  Sight. 

Although  Sight  is  the  chiefc  guide  of 
man;  yet  notwithftanding,  I  hauc  read  of 
diuers  blind  men,  who  were  ofno  mcanc 
fame  and  reputation  :  Namrc  fupplying 
their  vnderftanding/or  whatfoeiicr  wan¬ 
ted  in  their  fight, y^ppiu^  Claudius  the  great 
Orator,  highly  honored  and  efteemed  of 
Cicero  znd  JituslJum^  although  hec  was 
blind;was  eleCted  Cenfor  at  Rome^  which 
office  hce  -mannaged  with  fo  fingiilar  au¬ 
thority,  as  he  only  hindred  the  peace  the 
whole  Senate  had  concluded  with  King 
Pyrrhus,  Cicero  dilcourfeth  amply ,in  the 
filth  Booke  of  his  Tufculans  flueHions^ 
concerning  the  blindnes  of  AppiusClau* 
dm ,  and  of  remedies  againfi  difeafes  in 
the  eyes.  *  .  -.1 


CaiusDrufus^  the  mod  famous  Lawyer 
and  Aduocate ,  was  blinde ;  and  yet  nc¬ 
ucr  thclcffe, his  houfe  was  continually  full 
of  clients  and  filters,  who  rather  affeCted 
to  be  guided  by  his  darkc  wifdomc,  then 
by  their  ownc  eye-fight  •  Caius  Auphidk 
tis ,  a  great  companion  with  Cicero  in  his 
youth,  was  Praetor  of  Rome  ^  and  yet  left 
not  to  opine  in  the  Senate,  and  all  his 
friends  recciued  counccll  from  him ,  in 
their  very  greateft  and  weightieft  affairs. 
And  notwithftanding  this  blindnes,  yet 
he  digefted  a  very  notable  Chronicle,  of 
his  own  writing, whereof  was  made  moft 
high  eftimation.  Diodorus  a  Stoicall  phi- 
lofopher ,  was  greatly  renowned  in  his 
darkencs,and  for  all  that  impcrfeClionjhe 
could  ftudy  in  the  night  time,  ^  play  on 
his  viole  in  the  day ;  nay  more,  he  taught 
Geometry  publikcly,  a  matter  almoft  in¬ 
credible,  confidcringihatit  can  not  be 
praCfifed  but  by  the  cie. 

Antipater  of  Cyrenaica^  VinA  A fclepiades 
the  Cntikc  Poet,  were  both  of  the  blind; 
and  yet  bearing  their  difafterwith  patient 
foulcs ,  they  ncuer  gauc  ouer  ftudying 
Pbilofophyy  but  therein  fpent  their  time 
to  the  benifit  of  many.  And  when  certain 
Ladies  (gricuing  at  his  hard  fonunc)  fate 
w.cepingby  .r^/e/>/4</^j,hccfaid  to  them: 
Forhekre  (noble  Ladies)  hecaufe  you  know 
not  what  a  pleafure  it  iSy  to  dwell  in  darknes : 
they  then  demanding  of  him,  what  profit 
he  recciued  by  his  blindnes,  he  replied;  I 
hauc  a  boy  more  now  to  keep  me  company  tf^n 
I  had  before:  Homer ^  the  Prince  of  Poets, 
was  blind  alfb,  as  his  name  imported ;  ac¬ 
cording  to  the  faying  of  Cicero:  ncucrthc- 
Icffe,  tis  vnknownc  when  he  loft  his  fight; 
but  true  it  is  (as  Quid  faith)  that  this  djfa- 

fler  hapned  to  him  in  his  oldc  age. 

Vidimus  Alex andrinusyinvy  likewifc  be 
ranked  with  them  that  hauc  gone  before, 
whobccing  blinde  cuen  from  his  youth, 
became  (  ncucrihclefrc  )  a  moft  perfect 
Logitian;.  ftudying bcfidcs,  in  all  other 
humane  difciplincs ;  and  hec  made  a  ve¬ 
ry  notable  Commentary  vpon  the  Pfalms 
of  Dauid,  Such  then,  as  wee  hauc  before 
fpokenof,  pcrcciuing  ihemfclues  to  be 
depriued  of  their  fight ,  did  yet  ftriuc  and 
labour  to  perfourme  things  memorable 
as  Ncccffity  is  alwayesLyd  to  bee  indu- 
ftrious.  . 

But  that  which  Democritus  did  to  bim- 
fclfc,madc  the  worlo  both  aftomjlbcd  & 
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!  fmilc  at  together ;  For ;  (as  Lucretius  and 
\  Aulm  Gelltus  do  affirme)he  pluckt  out  his 
owne  eies,  to  inioy  the  morefreedome  in 
his  contemplations.  But  Tertullian^y/hd 
was  an  Author  worthy  bferedite)  main-l 
taincth,  that  he  did  itjoncly  to  aubide  the 
inordinate  appetites  of  the  flefh. 

_ _ _  Abouc  all  other  men,  fubieded  to  the 

Captainc  and  infelicitic  of blindcncflc,  Zifea  the  Bohe- 
naian deferueth no meanc  remembrance, 
^  ^  ^  ^  ^  who  being  blindjWaschofenchicfc  Cap - 
laincandCoromaundcrof  the  Sc6thec 
profeffed  among  the  Bohemians^  and  fo 
well  executed  his  charge ,  that  he  obtai¬ 
ned  many  vidories  againft  his  enemies^ 
and  carryed  himlelfc  fo  woorthily  in  his 
place,  thathee acchieued immortallme^ 
morie. 

Beltis  alfb,  (ccond  king  of  HungarUyhz- 
ing  eleded  chiefe  ofihcHungarian  armyj 
^ndKing'^of  ^ad  his  cvcs  pluckc  out  by  the  meancsof 
Hungaria,  King  Colommus^is  owne  vncklc .  Being 
blinded  thus ,  hee  withdrew  into  Greece^ 
where  he  made  fuch  plains  apparance  of 
his  manly  fpirit  and  wifedome  :  chat  king 
Stephen^  fonne  to  king  Colomanui^  repea¬ 
led  him,  and  gaue  him  in  marriage  the 
daughter  to  the  count  of SeruiaAn  which 
dignity  he  carried  himfelfc  with  fuch  rare 
integritie,  as  (after  the  death  of  King  Ste- 
\phen)  hee  was  chofen  King  of  Hungaria. 
And  being  blindc ,  reigned  nine  yeares> 
during  which  time  he  had  diuers  warres, 
and  especially  againft  the  baftard 

Ibnnc  to  King  Colomanus ;  whom  yet  he 
vanquifhed ,  fo  that  he  left  the  kingdorae 
oiHungarU  peaceably  to  bis  fonnes*. 

The  laft  blinde  man,  whereofwce  will 
fpeake  at  this  time,  was  lohn^  King  otBo* 
hernia  y  who  reigned  in  the  .ycarc  of  our 
Lord  135  o.  Of  thereabout .  And  furely, 
it  is  almoft  inyraculous  of  this  PrincCjthat 
blinde  Zifea  (hould  maintainc  his  Coqk 
maunders  place  fb  worthily  ,  being  Ge¬ 
nerali  of  the  Bohernian  army,  againft  Belus 
then  reigning  in  Hungaria :  ybt  I  hold  all 
nothing  to  blinde  lohnoS.  Bohemia ,  who. 
had  fo  much  valour  ( afterhis  owne  vi- 
<3:orics)to  fiiccour  (in  perftn)?^/^//  king^ 
QiPraunce,  his  kinl'cman ,  in,  his  warre  a- 
gainft  King  Edward  of  England .  For, this 
blind  King,  cuer  affeded  to  make  one  in 
the  field  j  afSfting  alfo  the  Earle  of  Flan-* 
derSy  and  many  French  Princes# 
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CHAP.  XXV. 

^  That  Auarice  or  CouetoufneJJe  yis  a  moB 
‘  enormous  'vice ,  and fubieB  to  great  dan¬ 
gers:  With  f undry  examples  of  diuerfe 
perjonSyWho  were  extreamely  couetom\, 

He  Auarice  of  our  inftant 
dayes ,  induced  mec  to  dif 
courfe  on  this  fin^  as  a  cafe 
of  moft  pcrilloiis  and  ex- 
ircamcdaungcr :  and  to  in¬ 
termeddle  among  my  relations^  tcrtainc 
hiftories  ofmanycouetousmen  ^  which 
may  ferue  as  cxampls  to  other  yet  lining. 
Dcliring  all  Readcrs(in  the  racane  while) 
to  conlidcr  the  eftacc  of  a  couetous  man, 
with  the  like  eie,  as  common  people  doe 
diligently  lookc  vpon  a  monftcr ,  which 
fome  lugglcr  or  Mountebanckc  bringeth 
into  a  city ,  for  fingiilarity  &  obferuation. 

As  entrance  then  into  our  difeourfejit 
is  to  be  noted,  that  AriBotlcy  Cicero ^  Tho¬ 
mas  Aquinasy  and  many  other  Aurhours 
befide ,  hauediiierfly  defined  what  Ana- 
rice  isj  ncuerthcleflc,  we  may  deriuc  this 
refolution  from  their  definitions .  That’ 
Auarice  is  an  inordinate  defire  of  a  mans 
enriching  himfclfe ,  without  fparing  part 
of  his  goods  to  any  other;  (b  th  at  we  may 
well  fay,  this  vice  is  cxcefliue  in  defiring 
and  griping ,  but  very  cold  and  flowein 
giuing  or  parting  with  any  thing.  Vnder 
the  cloake  of  this  finne, march  a  thoufand 
diforders,  infill  ire  iniiiftices  and  abhomi- 
nations  jvftielcring  themlHues  there  fo 
fafclyi  a.s  they  cannot  doe  the  like  in  anie 
ofthc.oiher  vices.  Fotj^^as  FirgiliMxh-yExe- 
crable  famine  of gold^is  there  any  ^iccywhich 
thou  induceB  not  into  the  heart  of  man?  S . 
Pauld\{6  faith :  Couetoufneffe  or  Auarice  is 
the fourfe  or  roote  of  all euilkSy  hauing  made 
many  to  wander  from  Faith ,  which  ot her ^ 

wif e  would  haue  kept  and  follow  edit  d  :  7'' 
That  Auarice  is  a  finn^  moft  abhomi- 
nable,  appeareth  rufficientlyinibis  ,*  be- 
caufe  it  makes  a  man  hated  both  of  God 
and  men,  being  (of  it  feUc)  quite  contra¬ 
ry  to  Charitie :  which  is  fuch  a  vertuc,  as 
conioyneth  God  and  men  together, cuen 
as  the  oppofitc  finne  maketh  a  man  hate- 
full  vnto  himfclfe  .  For  y  theloue  of  our 
fclucs  is  fo  rooted  in  our  hearts,  that  wee 
rcfpe(a  not  any  thing ,  in  regarde  of  our 
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'  Auaricc  raa- 
kcth  m6  care* 
letfe  of  ihcm- 
,  fclucs  in  get¬ 
ting  money, 

'  yea  and  to 
endanger 
their  bodies 
andfoules. 


Men  care  nei¬ 
ther  for  Pa¬ 
rents,  Wife, 
Children, 
Friends^nor 
themfelneSjfo 
they  may  get 
riches. 


Luke 

)  ■■ 


The  niggard 
oftentimes 
gets  goods  to¬ 
gether, for  the 
prodigal!  to 
(pend  vnihrif- 
tily. 

Ecclcfy,^* 


OfCouetoufnefle.  8  Bookei 


'dues  j  louing  alwayes  our  owne  profit, 
more  then  any  others.  And  yet  notwith- 
ftanding ,  Auarice  hath  gotten  fuch  pre- 
hcminencc  ouer  man,  as  he  cares  for  no¬ 
thing  but  getting  money  3  beeingfofor- 
getfullofhimfclfe ,  that  hce  willncythcr 
cate,  drinkc ,  nor  clothe  himfclfe  decent¬ 
ly;  but  rather  is  content  to  faA,  andal- 
moft  ftaruc  bimfclfc ,  bccaiifc  he  will  not 
allow  the  Icaft  Icifurc  from  the  feraping 
goods  together .  Nay,  he  fearcth  not  to 
hazard  both  his  foule  &  body,  fo  he  may 
be  fure  to  get  money;  which  is  a  thing  re¬ 
pugnant  to  the  Lawe  of  Nature, who  ot- 
dained  and  inftru(Sled  vs ,  to  and 
raaintainc  our  felucs,  and  contemne  all 
things,  before  our  ownc  lines.  And  yet 
the  couctous  roan  cares  not  to  loofe  and 
condcninc  his  owne  foule ;  yea ,  and  a- 
bricige  his  life,  which  he  will  endanger  in 
a  moment, for  the  getting  of  a  Crowne. 

Vndoubtedly,  it  is  much  to  be  lamen¬ 
ted  ,  that  a  man  fhould  not  refpeCi:  him- 
felfc,  nor  his  patents,  wife,  children  nor 
friends  ;prouided  that  he  may  wallow  in 
wealth  and  mucke  ot  the  world  t  fuch  an 
one  was  the  Rich  man ,  fpoken  of  in  the 
Gofpcll .  What  a  miferable  and  wret¬ 
ched  follie  is  itj  to  endure  hunger,  thirft, 
coldc,  ill  cloathing,  and  ncythcrflecpby 
day  or  night ,  but  cuery  houre  to  endan¬ 
ger  life ,  and  yet  make  no  vfe  of  goldc 
when  it  is  gotten  ?  It  ought ,  and  (hould 
ferue  for  the  fuftentationof  life ,  and  to 
that  end  riches  were  ordayned .  Obferue 
the  words  of  our  bleffed  Sauiour;  What 
auayleth  it  a  man  to  Kvinne  the  whole  world, 
and  loofe  his  life^  that  is,  his  foule?  Surely, 
I  am  of  opinion,  that  this  happenethby 
thcDiuinc  permiflion ,  calling  fuchco- 
uctoiis  men  into  a  reprobate  lenfe,  to  the 
end  they  may  die  in  that  auaritious  will 
and  defire. 

^  And  yet  notwithftanding ,  God  often 
pcrmitteihjthat  wealth  feraped  together, 
by  fuch  toyle  and  trauailc  ;  lhall  fall  into 
the  hands  of  other ,  to  fcatter  as  prodi¬ 
gally, as  it  was  gotten  wickedly ,and  won¬ 
derfully  fparing .  This  is  that  whereof 
*y4/^;^^A^(peakctbin  his  EcclefiaUes :  Such 
'  as  heape  <vp  riches, gotten  hy  iniuHice^  leaue 
them  for  other  to /p^nd.  For,  can  that  thing 
bee  good  for  an  other ,  which  is  euill  in 
him  who  hath  it  i^  Iut^enaU  alfovpon  the 
very  fame  words  fpeaketh  thus .  Some  doe 
game  and  makeprofit,only  to  maintatne  their 


life^  and  there  are  others^  who  Hue  not  hut  to 
gaine.  In  briefe  j,  this  wicked  vice  doth  fo 
captiuate  a  man,  that  it  robbes  him  of  all 
lone  and  rc(pe£i:  tohimlelfe;  fo  that  there 
is  not  any  wickednclTein  this  world ,  but 
it  may  well  bee  expeded  in  a  couetoiis 
man. 

"^Dion  the  Philofophcr  faid;  Auarice  is 
the  head  of  wickedneffe,  Euripides  faith. 
An  amhitiosss  ^  couetousludge^  can  neither 
thinke or dejire any  iufi  thing.  Saint  Au- 
guBine  (aXihy  whofoeuer fuffereth  himfelfe 
tobegouernedhy  Auarice ,  hecommethfub- 
ieBtoall  'vices andwickednejfe .  And  this 
is  conformable  to  good  reafon.  .For,thc 
couctous  man  (by  Auarice)  becommeth 
a  tempter,  periured,  an  euill  payer,  an  v- 
furer,  a  dcceiucr,  a  tray  tor,  a  turnc-taile, 
a  thiefe,  a  tyrant,  and  an  idolater :  lb  that 
it  is  notpolliblc,  that  a  couetousman 
fhould  hauc  any  good  being ;  ncytber  as 
Lord  nor  vaffaile,  gouernour  nor  fubiedl, 
father  nor  Ibnne  ,  nor  friend  or  confine, 
and  in  the  end,  neucr  doth  good,  except 
whenhcdycth. 

*  LucilHus  fayd ,  An  auaritious  man  is 
good  to  no  bodie ,  becaufe  he  is  wicked  to  him 
felfe,  Democritus  maintained;  Thatex- 
treame  Auarice,  is  worfe  then  extreame  Po- 
uertie .  AriHotle  in  the  firft  Booke  of  his 
Politickes  ikith :  Dejire  to  become  rich^neuer 
hath  ending and  ther^ore  riches  ferue  as 
pouertie  to  a  couetous  man :  becaufe  hee  dare 
not  'vfe  them  y  for  feare  of  empayring  his  e- 
fate.  The  Stoickeshzd  a  faying ,  Thatwi- 
fbes  and  necefitte  came  not  of  pouertie,  but  of 
aboundance :  for^  the  more  that  a  man  hath, 
fo  much  the  more  needy  is  he.  Concluding, 
It  is  good  to  hauc  a  little ,  becaufe  at  no  time 
to  be  needle ,  Plato  gauc  this  coiinccll  to  a 
couetous  man ,  to  become  rich  indeed; 
hce  fhould  not  cncrcafe  his  wealth,  but 
rather  decreafehis  auarice  orcouctouf- 
nefle. 


*  A  Philolb- 
pberofBo- 
ryfthcncs. 

lib  de 

lib.Arbit,cap,s» 


Tketrue  pic¬ 
ture  of  a  co¬ 
uetous  man. 


*  A  famous 
Latine  Poeti 
liuing  in  Ita¬ 
ly* 

ArijiM  PUit, 
bb.i^cap,^. 


The  opinion 
of  the  Stoicks 
concerning 
wiihes  and 
necclsitie. 


All  thefc.  notable  Sentences  before 


arc  iniirciy  coniormaoicio 
thefacred  Scriptures,  who  declare ;  That 
the  eyes  of  a  couetous  man  are  infatiate ,  Sa- 
lomon  alfo  faith  in  Ecclefiafticus*^  A  couetous 
man  is  neuer fat  is  fed  with  money :  And  that 
whofoeuer  addiBeth  his  mind  to  riche  sfhall 
neuer  enioy  them ,  Saint  AuguBine  com- 
parcth-ihc  couctous  man  to  hell ,  whitih 
can  neuer  be  glutted  enough  ,  and  neuer 
faith  ithathfufficient,  although  it  hath 
beene  fb  long  time  in  filling.  Euen  lb, the 

_ greedy 


Sentences  of 
Scripture, as 
touching  co- 
uetourne0*e« 


AHihCmt. 

dtiJub.O'^ap.^ 


I 


Chap.  15. 


Of  Couetoufneffe. 


S.Ierome,hi« 
cooiparifon  of 
a  couetoas 
man. 


7?? 


^.Auguftine, 
concerning 
dcHre  in  men» 
and  ocher  ere* 
curcs,but  ^a- 
boue  all^  in 
the  auaricious 
and  couetous 
man. 


greedy  couetous  man  is  neucr  fatisfied, 
but  the  more  he  gaineth,the  more  he  ga- 
pethftill  aftergayncj  thinking  himfelfc 
poorer  and  poorer^  Saint  lerome  fayth : 
The  couetous  mm  is  fo  needieof  that  which 
bee  hath  y  as  ifhee  had  it  not  at  all,  Andal- 
wayes  his  auarice  encreafetht  as fire  doth  fie' 
ing  continually  fed  with  dry  wood,  As  much 
or  rather  more ,  hauc  many  other  holie 
naenfayd  j  all  in  vtterdeteftationof  this 
1  damnable  finne. 

Neuerthclefle ,  bccaufe  I  will  no  lon¬ 
ger  weary  the  Reader ,  I  (hall  conclude 
this  poynt  with  the  faying  of  Saint  Augu- 
fiine :  How  [Irangely  infatiable  is  this  dejire 
in  men?  Other  creatures  haue  their  appetites 
limited  for  they  hunt  whm  they  are  hungry  ^ 
and  being f at  isfied^they  leaue  their  prey.  But 
hee  that  coueteth  the  riches  of  this  world ,  is 
infatiable  :  for  hee  feeketh  dnd  hoordeth  *vp 
daily ^  taking  wealth from  all  hands ,  without 
fearing ,  eyther  God  or  mejy,  j  ^  Hee  knoweth 
‘  neyther  father  nor  mother^  heMaketh  no  ac\ 
count  of  his  brethren ,  or  any  friends  of  his^ 
hee neuer  carethfor.keeping  his  word  :  Hee 
oppreffeth  Widdowes^  robbeth  Orphants,  arid^ 
and ferues  his  turne  with  free-men^  euen  as 
if  they  were Jlaues  ..*>  He  is  commonly  afalfe 
witnes ,  and  cares  not  how  hee  engroffeth  'vp 
dead  mens  goods :  Are  not  thefe  commenda'- 
ble, qualities  in  acouetous  man  Let  vs  flic 
then  from  this- accurled  vice,  which  (oner 
&  beflde  the  former  notes  of wickednes) 
is  incurable  (according  vnto  the  faying  of 
AriBotle )  for  it  encreafeth  with  age  :  fo 
that  Auarice  is  in  his  fullreignCy  when  bodi¬ 
ly  flrength  fayleth  in  man. 

To  ihunne  one  falling  into  thisflauifli 
m!S)fe  °  alleadge  fomc  examples  of  wic^ 

wretched  CO-  ked  couetous  men,  among  vvIibmjW^ 

T  '  fcariotm2iic\\e,xh  in  the  fir  ft  rancke ;  he 

oLofchrifts  bpiog  an  Apoftle  and  Difciple  of  Ghrifi 
Apofties.  lefus,  was  fo  fubicSed  to  Auarjee :  that 
he  would  robbe  the  money  from  the  reft 
of  his  fellowcs  and  companions,  by  bea¬ 
ring  the  bagge,  andhauing  the.money  in 
his  owne  pofteflion.  This  wicked  paflion 
had  fo  farre  blinded  him,  that  he  accoun¬ 
ted  the  precious  Oyntment  to  bee  loft, 
Whdrewith  Marf  Magdalen  anbynted  the 
fccteof  our  blcfTcd  Sauiour.  For,  if  the 
Oyntment  had'fadetic  folde,  hee  would 
haue  ftolne  part  ofthd  prici-  In  the  end, 
he  was  fo  ftrangely  led  by  this  finne,  that 
(fot  money  )  he  foldehis  Lord  and  Mai- 
fter  4  This  oncly*  example  were  futlicicnr 


'ArifimVollt, 

lfb.us,io. 


to  approouc  whatfbeuerhath  becnefaid 
concerning  couetoufnes;  nciienhelcfle,! 
am  content  to  report  fome  other,  among 
which,  Tiberius  Cafar  Emperour  of  Rome 
isahe  formoft  man;  and  queftionleffc, 
there  is  no  other  vice  in  the  world,  better 
to  be  exampled  in  the  Romain  Emperors, 
then  this  of  Auarice. 

This  Prince,  among  other  his  notori^ 
oils  vices  3  (whereto  hee  was  very  eafily 
mooued)  was  fo  fiibicift  to  penurious  gri¬ 
ping,  and  pinchingjthai  although  he  was 
Lord  of  the  whole  world;  yet  notwith- 
ftanding,  he  put  to  death  Cnaus  Lentulus 
(whom  he  hadinftitutedtobehis  heire) 
onely  to  cnioy  his  wealth .  As  much  did 
he  to  the  King  of  the  Parthiansy  who  did 
come  to  line  with  him  vndcr  his  fafe- 
condii(ft;oncly  to  poffeffc  himfelfe  of  the 
riches  and  treafure, belonging  to  the  Am¬ 
ply  abufed  Prince  •  He  fo  heauily  char¬ 
ged  the  poorc  with  taxes  and  toules,that 
they  were  enforced  to  forfake  their  coun¬ 
tries  ,  in  fuch  (brt ;  that  the  Cittics  and 
Townes  remayned  defert  and  vn-inhabi- 
table.  In  the  end,purruing  on  ftillhis  vn- 
fatiable  inclination  :  Caligula  fmothcred 
him  betweene  two  pillowes,  and  fo  hee 
dyed. 

.  D^?«;/V/^;7theEmpcrbutwasmorcco- 
uctous  then  he ;  And  the  Emperor  Corn- 
modus  (therein)  exceeded  them  both :  for 
he  (ordittarily)  vfedtomakeport-faleof 
iuftice  ;  aAd'therefore  heauen  iuftly  per¬ 
mitted  them  to  be  ftabd  to  death  by  Po^ 
nyards .  ^  Acheious  King  oi  Lydia ,  was  fo 
ouercom’c  W5th  touetoufnefle ,  that  hee 
could  not  be  dontenred  with  his  Crowhc 
latids,  and  vdry  large  ordinary  reuenevirs; 
but  layd  (befide)  fuch  taxes  and  impofiti- 
onsvpon  his  fubieds ,  that  they  arofein 
Armes  againft  him ,  and  hauing  taken 
him,  murdered  him  moftmiferably,  and 
(afterwards)  hung  himVp  by  thehceks. 
Pontanusm^t^  mention  of  a  Cardinal, 
who  was  foextraordinanly  auaritious,  as 
he  would  often  difguife  himfelfe  like  vfitb 
a  poore  gfodme  or  flaue,  and  ftealc  away 
the  prouenddr  from  brfore  bis  owne  hbr- 
fes.  HoraceVzxth  ^  that  there  was  a  man  in 
Rome  ,  named  who  was  foaboiin- 
danily  rich  in  money,  that  he  could  mea*^ 
fore  his  gbld  and  Siliicr  by  many  bufhcls: 
and  yet  not  withftanding,  hee  would  goc^ 
ftarke  naked ,  and  neucr  did  cate  halfc  fo 
much  as  would  fufficc  him ;  as  fearing 


Example  of 
couctoulncE'e 
in  cliuers  of 
the  Komane 
Enapeiors* 


Tiberius  Cat* 
far, who  co* 
uctoufly  put 
his  own  heire 
to  (ieatb,to 
cnioy  bis  re- 
uennues* 


He  was  found 
fmothcred  by 
Caligula. 


Ooifeitian  and 
Commodus, 
two  creme 
couetoas  Em. 
perors. 


Acheious, 
King  of  Lydia 


A  moft  ex¬ 
treme  coucc* 
ous  Cardiuall 


A  wretched 
and  mifcrablc 
couetous  man 
in  Rome. 


i 
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Ofludiciall  Aftrologie. 


8  Bookel 


*  Or  Pigmali* 

onjaslome 
writers  call| 
him. 

» 

Poliftus,  King 
of  Troy. 


Iiidisiall  A- 
ftrology  con- 
tinualiy  rDifo 
doubted* 


The  Authour 
himfcKc  a  (lu- 
dentin  Aftro- 
logic* 


'f 


j 


/4i4  Gel,  ifijit- 
ticWii,i,s^xT^ 


.  r 


ftill  leaft he  (hould  fall  into  pouerty,  liued 
rooft  wretchedly  all  his  life  time* 

Many  other  might  be  fpoken  off,  too 
much  addided  to  this  detcftablc  finnc,  as 
"^Primaleon^  the  brother  to  D/^(?,who  flew 
his  coufinc,  oncly  to  cnioy  his  riches.  To^ 
lilim  alfo.  King  oiTroj^  who  put  to  death 
one  of  King  Priams  [‘onnes,  being  fent  to 
honour  him  in  his  Court :  but  fuch  pro¬ 
lixity  of  examples  may  prooue  offenfiue . 
We  will  content  our  felues  then, to  know 
how  we  ought  to  fliunne  this  fiojwhich  is 
the  occafion  of  infinite  cuilsrand  fo  much 
the  rather  5  becaufe  men  are  continuallic 
more  cnclined  to  Auarice ,  then  to  Libe¬ 
rality. 


CHAP.  XXVL 


A  'veris Jingular  reafon^  deliuered  by  Phauo- 
rmm  the  Philofof  her  ^concerning  Aftro- 
logers ;  that  it  is  not  good  to  demand  any 
SluePiion  of them^  hamng  relation  vnto 
future  matters. 


jVr  Ancient,  yea^and  more 
moderne  writers,  were  eucr 
more  doubtfull  in  the  ad  of 
iudiciall  Aftrologie,  which 
difeourfeth  of  thioges "to 
come,  and  accidents  happening  to  men, 
as  wel  in  particular ,as  generally  tbrdugh'^ 
out  the  world  jfome  condemning  it,  and 
vtterly  reieding  it  j  others  approouingit 
in  part  5  fome  befide  maintaining  it  by 
ftrong reafonsjand  by  experience.’ Morc- 
ouer,  there  are  ftore  of  bookes ,  which  I 
could  produce  here,  as  warratuable  prefl- 
dents  ;  butlmeannot  way  that  to  trobic 
iny  felfe?,  although  I  haue  ftudied  fuffici- 
endy  in  that  part  of  Aftrology ^whieh  dif* 
^ourfeth  on  the  courfc  and  motion  of the 

Started*'  ■  'uiv:: 

r  Peeing  willing  then,  not  to  touch  the 
honour  and  reputation  of  any  perfbn,  I 
wilj  onely  alledgc,  what  the  Philofopher 
Phauomus  faidc,;according'as  GeU 

to  rclateth.  to  retreat 

and  turnemens  mindes,frpm  repofing  a- 
py  truftjin  Aftrologers,  Caldeans,or  Ma- 
ihcmatitiah/,  concerning  the  J^nosyledgc 
of  things  to  come:  vfeda  rcafonycy-y  ior 


genious  and  acute,  fpcaking  in jthis  m an- 
ntr,anda5himfelfc  hathfettedowne  the 
words. 

Be  weU aduifedy  that  thougme  no  credite 
to  Aftrologers y  in  any  manner  whatfoeuer  : 
Por^although  they  tell  thee  truejhat  which 
they fay^  will  be  either  good  or  ill for  thee^  and 
being  good^  it  muft  be  truth  ^or  a  lye.  if  it  be 
trueth^  thou  matft  recetue  double  damage  by 
knowing  it  :for  jirft  of  <ill.  thy  de fire  runs  in¬ 
to further  faine  and  trauaileyvhat  good  ther- 
by  [baU happen  to  thee^  and  how  foon.  Second¬ 
ly^  a  good  or  benefit e  to  come  (whereof  thou 
haft  thus  receiued  intelligence)  is  alwaies  rec^ 
honed  the  lejfeftecaufe  it  cannot  bee  fo  com- 
pleate^  as  if  thou  wert  poffefi  ed  thereof  in- 
ftantly.  If  it  be  a  lye^  thou  expecleft  in  win^ 
the  benejite  which  the  Aftrologer  promifed 
thee^  in  regard  it [hall neuer  come  *vnto  thee. . 
what  if  tmt  which  the  Aftrdoger  foretolde 
thee^  is  ill  and  hurt  full  for  thee?  Being  euil  fy 
certaine^  what  more  great  df grace  eanhap^ 
pen  to  thee  ^  then  to  be p  off  eft  of  an  euill  turne^ 
which  thou  muft  embr^^Cy  and  is  out  of  thy 
powertofljunneorauoide?  If  it  be  alye^  why 
(hould  a  man  be  aflilfedyor  driuen  into  fad^ 
neffe^  byfeare  of  a  mifeheefe  that  (ball  neuer 
come  neerehimy  Be  it  therefore  in  what forte 
foeuer^  it  is  not  good  to  enquire  after  future 
accidents,  v  y 

For  mine  ownepart,I  findc  the  coun- 
fel  of  this  Philofopher  to  be  fo  good,  that 
I  hold  it  agreeable  vnto  the  holy  Gofpcll, 
which  faycth:/f  is  not for^s^to  know  times  ^ 
feafonsftor  moments. 


CHAP.  XXVIL 


Diuers  exan^les  of fnndry  accidents  {where¬ 
by  great  plots  and  defignements  of  great 
PoUsickeSy  haue  bene  diftipkted  and  ouer- 
.  throwne.  Alfo ^concerning Policies y  that 
(for  a  time)  haue  beene  profit  able y  and  yet 
intheendhaueprouedpernitious. 


I  ! 


*»  J  ;  \ 

EE  rcadcinPtorcfc,  that 

the  peoplcpf (bceing 
ppprefled  with  diners  Ty¬ 
rants^  craued  affiftance  of 
the  C Qrimhkns ,  who  fent 
tjbem  (for  thcirfuccour)  aCaptaine  of 
^eirsj  called  a  man  famous, not 

onely 


The  admoni¬ 
tion  giuen  by 
Phauorinus 
confi 
<icncc  in  the 
faying  of  A- 
ftrologcis. 


The  Au^ors 
iudgemenc  of 
the  Pbilolb. 
pherscounfei 


Vluth  va,Ti* 


Chap,i7»  Of  great  Policies  preuented; 


8bi 


An  attempt 
againft  Timo- 
leon,ouer' 
'throwneby  a 
ftrangc  acci¬ 
dent. 


Thcfe  arc  tbe 
mercies  oth.a 
uen,  tci  prc- 
fcruc  the  Hues 
of  vcituous 
men.j 


Murther  is  a 
Bn  fo  heinous 
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ment  m 
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oncly  for  Militaric  difcipline  5  but  alfo  for 
morall  vertue  and  piety .  This  Timoleon 
had  (within  a  while)  tlich  good  fuccefle, 
that  the  Tyrants  defpairing  of  ability  ey- 
thcr  to  ouercome  him,  or  to  defend  them 
fclues  by  force  againft  him :  One  of  them 
(being  named  Icetes)  fubborned  a  couple 
of  defperate  companions  to  kill  him. And 
they  perfwading  themfclues,that  it  might 
beft  be  done,  as  he  (hould  bee  facrificing 
to  his  Goddes ;  watched  on  opportunitie 
for  that  purpofe,  and  finding  him  one  day 
in  the  TempICj  ready  to  facrifice ;  they 
drew  nccrc  him,  to  execute  their  intent. 
But  as  they  were  readic  to  ftnkc  him,  one 
of  the  flanders  by(whofufpe£i:cd  nothing 
of  their  intention)  vppon  a  fodaine^  gauc  | 
one  of  the  Confpiratoursfuch  ia  mortall 
wound,  that  he  fell  downe  deade  in  the 
place.  The  other  (feeing  his  fellow  flain, 
and  thinking  that  the  confpiracy  was  dif- 1 
couered)  fled  into  the  Altare,  and  taking  ! 
hold  thereof,  craued  pardon  of  the  Gods; 
and  Timoleon^  promifing,  that  (if he  vyold . 
faue  his  life^  hce  would  difeouer  all  the, 
pradife.  ? . 

,  In  the  meanc  limp,  hpe  that  had  killed 
the  other  Confpiratoiir,  being  fled  5  was 
taken  and  brought  back,  calling  God  and, 
Man  to  witnes,  that  he  had  done  nothing’ 
but  a  mofliuft  and  lawful!  ade, in  killing  1 
him  that  had  flainc  his  Father  .  .Wbiphi 
,beingknowne to  fome  tHatwcrc  prdent,i 
and  teftified  by  them  to  be  true;  filled  all' 
the  affiftams  with  adniiratid»n  of  Gods’ 
prouidence  who  by  luch,a  fodaiiie  and 
vnexpeded  accidept,had  pottoncly  oucr- 
throwne  the  pernitious  plpr^  and  defigne*' 
ment  of  the  wicked  Tytantjand  preferued  ^ 
Timoleon^hvii  alfo  had  executed  his  iufticc 
onamurthercr.  ,  ;  r;or : .  t 

:  Hccrcupon,  pUtarch  jp^keth  a  nota*. 

b!e  difcoijrfe  ,of  Fortune, -following  the; 
opinion  oi'thcPUtmsJ^s^  concerning  thc\ 
fame  (which  they  define  to  bee  Dcmom-l 
cum potelfatem file.  An  Angelicall 
cornering  diuers  and  different  caufes^  to, 
producefomeeffeB.)  And  therfore,he  no- 
teth  in  this  Hiftory ,  how  the  good  Angel 
oirimoleonlM  (ioxh\%  prefcriiation)  af- 
fcmble,  and  (as  it  were)  chainc  things  to¬ 
gether,  that  had  no  coherence  of  thern- 
fellies,  making  one  of  them  to  be  the  be- 
ginning  of  another .  For,  although  the 
mnnher  of  his  Father  that  flew  the  Coit- 
fpii  aLor,had  no  connexion  with  this  con- 


fpiracie  againft  TimeLeon ;  yet, neither  that 
murther  had  bene  reuenged,  if  this  Con- 
fpiracy  had  not  followed ;  nor  this  Con- 
fpiracy  had  becne  difcoiiered  and  oucr- 
chrownCjbut  by  occafion  of  that  murther 
committed  long  before.  Thus  difcoiir- 
kth  Plutarch  \pon  this  QLCcxicnt  5  which 
although  he  referred  to  Fortune(fpcaking 
thereof,  accordin  g  to  the  opinion  of  the 
Platonifts)yct  he  aferibed  it  principally  to 
the  prouidence  of  God,  who  by  the  mini- , 
'ftcry  ofhisgood  Angclf,  proteded.and 
preferued  his  ^e^xw^ntlmoleon^  in  refpedt 
of  his  great  piety  and  deuotion ;  andthis 
beeing  well  ^vnderftoode,  is  no  way  re¬ 
pugnant  vnto  Chriftian  Catholike  Do- 
ftnne*  ■  ■  f  ..  ’ii 

But  to  come  to  example^  ricerPr  our 
: time,  Duke  o^.Burguhdie^  becing 
at  W arre  with  the eTeucDth,  King 

of  France,  had  (for  his  Confcdcrates)the 
-  Dukes  of  Guienne  mii  Bntkny\  whdreof 
the  firft  was  the  Kinges  owne  Brother  • 
And  hailing  beehe  (in  former  time)c  wice 
decciued  by  ehc  faid  King,  with  faife  trea- 
i  tics^  and  now  defirpiis  to  quite  him  with 
the  like  5  offered  him  to  abandon  his  .two 
Gorifed  crates,  vpori  condition  5  That  be 
would  reftore  vnto  him  ccrtainc  Towhes,’ 
.which  hehad  of  his  vpon  the.  Frontiers 
Aduertifing  his  Confedcrats(in  the  mean 
time)  that  his  meaning  was  not  toforfakc 
-them,  or  to  keepe  any  Gouchant  with  the 
Kingi  but  dnely  to  recouer  hispWne,and 
<ihcn  to  delude  himjas  he  had  bene  before 

deluded  bv  him-  -  r 

^  * 

ThcKing  (fufpedting  no  dccfit)accor- 
ded  to  the  conditions, and  fent  his'Amba- 
fadors  to  Duke  Charls^to  take  his  oath  for 
performance  of  the  Couenantes  on  his 
part.  The  Duke  fwarjc,or  rather  fbrfwarc 
bimfelfe (promifing  vppon  his  Oath“ that 
which  hemeant  not  to  perfotme)'  &  then 
-fent  his  AmbafTaddrs  in  like  mariner  vnto 
the  Kit’gy  to  take  his  oath.  In  the  mcane 
-time, before  the*  AmbafTadours  arriued 
-where  the  King  was;  it  plcafcd  God  fo  to 
difpofe,that  the  Dpke  of  Guknne  the  kings 
Brother, :and  Confederate  to  Charts:^  dy- 
td.  Which  the  Kingynderftanding,and 
feeing  himfclfe  already  deliuered  (by  his 
Brothers  death)  of  the  daunger  ofCiuill 
W  arrc;  which  hemoft  feared :  refufed  to 
Twcarc,  and  ftand  to  his  couenants .  And 
fo,  all  the  crafty  deuicc  and  fubtle  plot  of 
i  c/^^r/rwasouerthrownCj  by  the  fpdaine 
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accident  of  his  confederates  death,  which 
he  neucr  dreamed  of;  and  he  himfclfe  for- 
fworne  for  nothing, 

Hecreto  I  wil  addc  C^far  Borgia 
ofralemia'y  \Jvbomc  Machiane/l  (o  highly 
adroirethjthat  he  propofeth  him  for  a  pa- 
terne  or  example  to  his  Prince,  This  Ca- 
yi^jbeingbecome  exceeding  rich  and  po¬ 
tent,  by  the  helpe  and  Authority  oi Alex¬ 
ander  the  fixtjhis  Father  jand  fearing  no¬ 
thing  fo  much  as  his  Fathers  death,  wher- 
by  it  might  chance,  that  fomc  cnemicof 
his  might  be  chofen  to  fucceedc  him ;  ft«> 
died  and  laboured  by  all  mcancs  poflible 
topreuent  that  inconiienience,  &:  to  pro¬ 
cure,  that  the  elcdion  of  his  Fathers  liic- 
ceflour,  might  fall  into  the  power  of  him- 
felfe  and  his  friends  •  Which  when  hee 
had  ptouided  fufficienfly,as  he  thought  5 
it  chanced  by  fuch  mcancs  as  I  will  de¬ 
clare.  '  « 

^ .  After  a  while,  not  oncly  bis  Father  di  - 
cdjbuthcfcUlikewifelo  extremely  fickc 
at  that  time,  that  hee  could  execute  no¬ 
thing  of  that  which  hee  had  before  refol- 
ucd.  Whereby  it  came  to  paffe  (Godfo 
difpofing  in  his  iuft  iudgemerit)  that  an  c- 
nemy  of  his  fathers  and  his  ("being  chofen 
ta  fucceedc)  he  was  within  a  while  vtrcrly 
OTTcrthrowne.  In  which  rcfpe45f,  hehim- 
felfcwas  wont  afterward  to  confefle,  and 
lament  the  imbecility  of  roans  wiice ,  be- 
caufc  when  hee  thbught,that  he  had  fbre- 
fecne  all  mconuenicnces,. which  might 
happeatahimihy  his  Fathers  death  '  and 
prouided  to  preuent  them ;  hee  neuer  fo 
much  as  imagined,'  that  hc  ibould  bee  fo 
fickeatthefamethnc,  thathclbould  not 
be  able  to  put  any  of  his  dtfignements  in 
execution.  ‘  . 

,  And  herein  is  alfo  to  be  noted  j  for  fur¬ 
ther  proofe  of  the  matter  in  hand,  that  he 
himfeife  was  tfaexaufe,  afwell  of  his  ownc 
fickncffcjas  of  his  fathers  deaih^and  (con- 
fcquently)  ofhis  owne.  ouerihrowCj  by  a 
wondcrfull  chance,  which  hapncd  con¬ 
trary  to  his  expectation.'  For,  haumg  in- 
uited  his  Father,  and  Garclinall  Cornetti 
to  a  Vineyard,  with  intent  to  poyfon  the 
Cardinail,to  the  end  to  inherit  his  goods; 
hee  re-commended  a  ccrtainc  Bottle  of 
impoifoned  wine,  to  a  trufty  feruant  of 
his,  with  (pcciall  charge  to  keepeit  fafe, 
and  giueitto  none  without  his  exprefle 
order  •  But  it  fo  fell  out,  by  his  (er^iants 
negligence  (or  rather  by  Gods.iiifricc) 


that  as  the  Pfalmift  faith  5  Inciditinfoueam 
ijuam fecit ;  He  fell  into  the  fit  himfeife^  that 
he  had  made  for  other.  For  his  Father,  co¬ 
ming  into  flipper  very  hot  and  thirfty,  by 
rcafon  of  the  great  hcates,  and  calling  for 
wine  5  the  feruant  that  had  charge  of  the 
Bottle  (not  knowing  it  was  poyfoned; 
but  imagining  onely,  that  it  was  fomc  e- 
fpeciall  wine,'  more  precious  then  the  rc- 
(idiie)  &  not  haoing  any  other  ready  (be- 
caufc  theprouifion  was  not  brought  from 
the  Pallace)gauc  him  of  that  winc,wherc- 
ofnot  oncly  hc,but  his  {on  Borgia  Axoceke, 
And  being  both  poyfoned  therewith  ,the 
Father  (who  was  old  and  weakc)dicd  pre- 
fently :  but  the  Sonne  being  young,  and 
more  able  to  refift  the  force  of  the  poi- 
•  fon;  had  time  to  take  great  and  potent  re¬ 
medies,  whereby  (after  along  and  dan¬ 
gerous  ficknefle)  he  hardly  efraped.  Thus 
was  bis  bloodye  plot  and  pernitious  pur- 
pofe  preuented,  by  an  accident  which  he 
neuer  minded.  '  ^ 

*  But  let  vs  come  now  to  an  example  in 
our  Countrey  oi-EngUnd^  which  manic 
yet  may  well  remember .  The  hdx^ohn 
Dudley^  Earle  oiWarwick^^ni  after^uke 
o{2\(orehumhfrlandf  in  the  time  of  K.  Ed¬ 
ward  the  fixte,  meaning  to  aduance  him- 
fclfcandhis  Family  5  married  the  Lorde 
Guilford  Dudl^i^h  fourth  fonne)  to  the 
Lady  hne^  daughter  to  the  Duke  o{  Suf 
folke^  pretending  to  make  her  Qucenc  af¬ 
ter  Kin^Edward  jin  prciudice  of  the 
Ay  Mary y  dauglit^  to  King  Henry  iht  8. 
and  cldeft  fifter tb the  fayd  King  Edward. 
For,  by  rcafon  bfthc  Kings  lingering  fick- 
neffe,  he  had  time  to  vfc  aill  the  meancs, 
which  he  thought  conuenient  for  the  ac- 
complifhing  of  his  defire.^  A  nd  thcrforc 
partly  tor  friendlhip^  and  partly  for  feare, 
"hee  hadhcercin  fofarre  pfeiiailed,  that 
therefeemerfto  want  nothing  for  affurice 
ot  his  intcniiph :  but  only  to  hatie  the  La- 
die  Mary  in  his  hands  5  whomc  therefore 
hee  procured  the  Councell  to  fend  for  in 
theKings  name  jvpon  pretence,  that  (he 
fliould  come  to  comfort  the  king*  where- 
to  fhc  obeyed,  not  fu(pe(l^ing  any  hnifter 
meaning  in  the  Duke. 

But  as  (lie  was  vpon  the  way,  and  (bm- 
what  necre  to  London  5  before  fte  fell  in¬ 
to  the  fnare  prepared  for  her,  it  pleafed 
God,  thatfhec  tccciucd  aduice  of  the 
Dukes  dcligncmem,  from  one  ofhis  own 
Gotinfcll ;  wherupon  fhc  returned  fodain- 
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ly 5  and  within  a  while  aftetj  that  (he  ani- 
ued  at  her  ownc  houfe  j  (he  had  newes  of  • 
the  King  her  Brothers  death  •  And  air 
though  (be  was  deftitute  of men,  nK)ney, 
ooun&ll,  and  all  other  meanes  to  enable 
her,  wherby  to  refift  (b  great  an  aduerfaty 
as  the  Duke  (who  was  not  meanly  proui- 
ded)  yet  fuch  was  her  truft  in  Godjas  alfo 
d)e  iuftice  and  right  of  bet  caufe ;  that  (he 
prouidedherhoufholdeleruants  to  pro- 
daime  her  Qijcenc  prefently  the  coun- 

trey  Townes  thereabout.  Whereupon, 
firft  the  common  people  of  the  countries 
adioyning)  and  (afterward)  diucrs  Gen¬ 
tlemen  pf  Kxount  repaired  vnto  her  in  fo 
I  great  a  number  v  that  the  Dukcof 
t^^^^r/WandtheCouficeil  (who had 
already  proclaimed  the  Lady  fanf  in  Lon¬ 
don,  and  in  diuers  parts)  thought  it  com 
uenient  to  ieuy  forces, and  to  make  a  roy¬ 
al!  Army  5  whereof  the  Duke  himfclfc  (for 
the  authority  of  bis  perl^n)  was  Gene^ 
rail.  ^ 

The  Duke  then  prcfcntly  put  himfeHc 
into  the  helde,  leauidg  thdeharge  of  the. 
Citty  &  Tower  of  London,to  the  Lords 
of  the  Councell :  who,  vpoii  his  abfcnce,; 
and  vnderftanding  the  great  concourfe 
of  people  3  to  the^^affiiianpitof  the  Ladte 
and  the  equity  of  hercaufe  iuBlit 
epnude^ed :  they  agreed  lupongft  theni-; 
felucs,  to  proclaitti  her  in  London^^is  pf4*| 
fently  they  did,  afsdcbmmitteiito  prifphi 
the  Lady  Ja^e  ^  '  Then  feot  tH^^ordcr  to’ 
apprehend  the  Dukc^who  wks  fo  difmay- 
ed  therewith  when  he  vndirfiood  it  ^  that 
he  vtterJy  loft  his  high  and  hbpefull  cou* 
ra'ge^l  and  being  taken  prtlbner  at  or  ncrc 
^aml^ridgiy  was  broiight to  London,  and 
thcf e  afterward  ex^euted*  ‘  ^ ^ 

By  thefo  examples,  and  infinite  othen 
which  might  bee  allcdgcd,rftii  vcric  cui- 
dcf^i  tbat  there  is  no  ftirety  in  the  plottcs 
and  contriuings  of men,  be  they  neucr  fe 
except  they  be  guided  by  the  Spirit 
of  God  particularly. For,  when  thw  haue 
buik(a8aman  may  fay)  towers  of  poli- 
cy,as  high  as^thc  Tower  of  bM:^  fodainc 
Waft  of  an  accident  vnexp^£icd3({haUcaft 
them  downetofhe  very  groundc,  to  the 
conftiiion  (many  times)  and  mine  of  (be 
builders  and  icontnuers* 

Btit  what  (ball  we  fay  of  coitnfcllcs  and 
policicSjthatfccmc  not  only  to  be  groun¬ 
ded  vpon  great  reafon,  and  contriued  al  • 
fo  with  as  great  prudence  ^  but  alfo  fuc- 
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ccedc  (for  fomc  time)  noraWy  well,^  yet 
in  the  endproweto  be  pernitiousf  W  her 
ofwchauelccnc  fufficient  experience  in 
the  Romaw  Empire,  which  was  ouerthro- 
wen  in  courfeof  time, i:^  that  (which  for 
many  ycares)  (cemed  to  bee  the  ftrengtfa 
and  feourity  thcreoLFor^whereas  thefirft 
^^’twf/x^£mperor$,hauingopprc{red  the 
Common-wealth  by  Anncs,iperrwad€d 
thcmielue6,cfaat  their  (eaitc  was  to  bee  c- 
ftablKhed  and  conferued,  by  the  (clfefafne 
meanes  asit  was  gotteniand  therefore  re- 
(blued,  that  the  fafety  thereofye&  of  theyr 
pedbnSsConfifted  inftrongGuatds,  gar- 
rifbns^  Legions,  and  Armies  of  foldiers, 
to  be  diftributed  throughout  all  the  parts 
oftheir  Dominions :  it  is  euident,thac  the 
(amc  was  (in  the  end)  one  of  the  princi¬ 
pal!  and  theefeft  cau(es,  of  the  Empyres 
t  Vtter  ouerthrow ,  though  (at  the  firft)  it 
feemcdgteatIytotftabli(hand  a(furethe 
fame. 

For,  after  the  death  of (when  the 
Family  of  the  Cz/irr  was  ended)  not  onc- 
'ly  the  Guards  deputed  for  the  cuftody^  & 
j  ftfegardofthc  Emperors  picirrons^  emailed 
'-PretoHAnimttius^yhxxuAioiht  Legions  & 

■Atifii6s,  ‘difp6fcd  and  placed  in  diuerfe 
quarters  of  the  Empire  (feeing  as  Wcl  the 
per(bnne$  oftheEmperours ,  as  alfo  the 
f  of  the  Empire  in  their  own  hads) 

'idid  arrogate  Vnto  themfeiucs,ruch  autho- 
^rity  and  liberty  to  chufe  new  Emperors  i 
^ihat  they  ftt  them  vppe,  and  pulled  them 
downc  at  their  plcafure.  W  herby  in  IclTe 
then  brie  yeare  after  Neroes  death ,  fourc 
Emperors,  GaWa^  Otho^  ViteUm^  and 
/bAfiani  were  chofen  by  the  Guardcs,  who 
forced  the  Senate  to  admit  and  confifme 
them.  And  their  infolcncy  grewe  to  fuch 
extremity  in  time,  that  after  the  death  of 
the  Emperor  ?ertinAsc{^\iota  they  killed) 
.  they  made  offer  of  the  empire  (by  publike 
proclamation)  to  whofoeuet  would  giiic 
ftioftforit#  * 

And  whereas  there  was  hut  onely  two 
that  offered  money  for  it,  SHlf  itwfiis,mA 

the  latter^ 

partly  becaufe  he  gauc  them  ready  mony, 
and  partly  becaufe  SulfitidriHs  was  Father 
in  Law  to  Pertindx^  whom  they  had  (lain. 
And,  wbikft  not  onely  the  Emperours 
guards,  but  alfo  the  foldiours  of  cucry  ar¬ 
my  tookc  vpon  them  to  make  Emperors: 
it  fell  out  fometinrea ,  «hac  there  were  as 
many  Emperors  ehofen  at  once,  as  there 

were 


iuetmik, 

Phttarcb^ 


EtmSpartatu 


TbcHfflpire 
fold  to  fuch  ti 
would  giue 
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for  it* « 
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TrebetSollioin 
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The  mine  of 
many  Empe¬ 
rors  by  their 
owne  Guatds 


Suetoms, 
tul,  CapitolinuL. 
Elius  Lmprid, 
TrebcL  Pollio, 
Plmmvopifcm 


■'./  .a 


Thc  Turkes 
great  Guarde 
of  lanizarics, 
dangerous  to 
his  State* 


La'^o  Sorani 
^0  in  his  Otts 
mofi.parat 


were  diueris  Armies  in  the  Empire.  Info- 
muchj  that  in  the  time  of  <74/^^  and  P'aU- 
r/4»,therc  were  no  leffc  then  ihirtie  Em- 
perours  declared  in  fundry  places,  within 
the  (pace  of  fiftcene  y ceres  .  VVhcrcup- 
pon  it  followed,  that  the  Empire  (bccing 
piitifully  rent  and  tome  with  ciuill  warre) 
was  fo  weakened,  that  k  became  a  prey  to 
jthe  CotheSyV^ndales^  Alans ^Hunnes^om- 
bardesy  and  ffuch:  other  barbarous  Nati¬ 
ons. 

Jhu$  was  the;  Romanc  Empire  ouer- 
thrownc,  by  the  fame  meanes,  that  were 
not  only  ordained  to  con&ruc  and  main- 
taincit  ^but  alfodidindeede  (for  a  time) 
preferue  it  from  rnany  dangers,  both  do- 
mcfticall  and  forraine,  to  wit, as  well  from 
inuafion  of  forraine  enemies^  asfroni  rc- 
bcliidns  of  Subieii:?:  whidl  by  the  Empe- 
rours  Guards,  and  the  ordinary, Legions, 
difperfed  through  all  parts  of  the  empircj 
wcrc^ithcreafily  preuented,  or  fpeedily 
reprefled .  For  which  caufc,  the  Empe¬ 
rors  themfelucs  were  content  to  ftand(as 
it  were)  at  their  mercy,  to  the  end  that 
they  might  (by  them)  rule  and  comimand 
others;  which  although  to  fomc  it  was  a 
fafegard  andfccurity,  yet  to  m^nie  morc, 
it  brought  mine  and  perdition;  as  to  Cali- 
guUy  ^ertinaXy  CaracallayHdi^gabalm^Bt^- 
pentiSy  Balbini^jSaJi^..  Switm^Macriwu^ 
Aurrflianus  Julius  Maxpninus^  ^robus^vii  '■ 
diners  other ;  (pme  ofthem  bcingflaine 
by  tbcit  o  wnc,  G  uards,  and  fepe  by  their 
.Soldiery  ;  ^-7  .■  ’7^  -vvob  I 

Xhis  inconucnicnce^he  Emperorf  pfj 
Tnrkes  doe  fceke  to  remedy*.;  in  their  Ty- 
rannicall  Dominion  (whicibtbey  alfo  yp- 
hold  by  force,  as,  the  Romans  did,  thogh ; 
withlc0cdanget;/  For,  although  they 


Commn.rerum 
7 me,  in  Eitut 


Tyrantei  are 
flauescothofc 
by  whom  they 
keepc  other 
in  flauery. 


fonne  to  depofe  the  father :  but  aIfo(cucn  j 
in  our  Age  )  hauc  taken  the  moft  confix  Mjomty  in 
dent  Officers, and  greateft  fauorites  of  the 
Turkc  from  him  by  force,  and  fmotc  off 
their  heades;  and  compelled  him  to  par¬ 
don  them, yea,  and  to  giuc  them  whatfo- 
cuer  they  would  demaund,  to  appeafe 
them. 

,  Wbereupponj  two  confiderations 
may  be  gathered ;  the  onc5  the  infclicitie 
ofTyrants^  who  while  they  feek rather  to 
be  feared,  then  louingly  affeded:  ate  for¬ 
ced  to  make  themrcluesfubieds&  ilaues 
tothofe,  hywhomethey  keepc  other  in 
fubieftion  and  flaucry.  Whereby  we  fee, 
how  true  it  is  which  S^n^ca  faith  3  ^ad 4- 
lie^a metumagnum effjfup non  vacat.  That 
whith  is  great  tyothersf^artyis  not  of 

fearein  it felfe.  The  other  confidcration, 
is,  how  tickle  the  flate  of  Princes  is,  how 
weake  their  policies,  how  yncertainc.  the 
fucceffe  of  their  plots  j^ud  conftqucn  tly , 
how  needfuil  it  is  for  them,  to  crauc  and 
hauc  the  cfpcciall  prptc^rionof  Almigh¬ 
ty  God,  in  411  their  dcfignenient s  and  a- 
^aions  3  feeing  the  meancs  where  by  they 
labour  to  pteletuc  themfclues  from  dan¬ 
gers,  prone  many  times  .more  dangerous 
in  the  end,  then  the  dangers  thcmfeluesa> 
which  theyTeeJee  to  awpid.^ 

,  Thi|  mayfurthcr,appcarc,bytbepo- 
4icievylMCbJ^^r/rfeKingpf*sy>4/^^  . 

itoarfurehisftatc  apinft  thechildrenand  |  uenhrowni^ 

JricndsofKing|^ir/;6^,whom  bee  haiddc- !  through  his 


'-A 


it 
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AaceofPi;in- 
ces,  without 
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protedion. 


Rodericke  Ki 


and  fpote  ener  in  readineffe,  vtider  theyr  | 
Colonels  and  Captaines,in-£^r^/>^,^4, 
and  Affrica :  yet  they  keepc  them  alwaycs 
(undered,  and  farre  difperfed,  that  they 
nener  come  together  in  any  number,  vn- 
Icffe  they  are  to  be  imployed  in  fome  for:- 
raine  Warre.  Ncucrthelcffe ,  theyr 
Guardes  of  lanizarics,  which  they  hauc 
alwaics  necre  about  theip,  for  the  fecuri- 
ty  of  their  perfon^,  to  the  number  of  thir- 1 
teenc  or  fouretcenc  thoufand,  hauc  pro- 
ucd  (many  times)  no  Icflc  dammagcablc, 
then  dangerou$;to  their  States.  For  they 
baue  hot  onely  femetime  fet  the  younger 
Brother  againft  the.  eldei;,  and  holpc  the 


,Fpr, fearing  leff  his  fnbic(9:s  might 
jCebcll  in  their  fauour3hc  difmanticd  al  the 
ftrong  hpldsiand  places  in  and  dif 

wmed  the  pcpplc.i  V^creby,  though  hce 
ftrengthim  hi^ftatc,  in  regard  of  dome- 
flical  danger;  yet  he  weakned  it, in  rcipca 
offprrainc  attempts.  Infomuch,  ffiat the 
Moores  inuading  him  fliorriy  after;  iand 
puerthrowing  him  in  battehfound  fo  Aen- 
der  rcfiftancc  afterwafd^  that  in  feauen  or 
eight  mpnetbs,  they  conquered  aimoft  al 

.  ■  Thc  likcalfomaybeTaide  of  thc  ?Wf>; 
taines,  to  whom  their  otvnepolicic  proo- 

ued  moft  pcroiiious;  for,  being  mollcftcd 

by  the  Pi^s  and  *rr4rr^-^5:ibcy.callcd  in  the 
*y4j?;w/for  their  defence;,  who  (for  fomc 
time)  ferued  them  to  good  puroofe  •  but 

in  the  cnd,thcy  conqLed  them  &  ffici 

Countrey. 

:  In  like  manner,  the  Q^t^tocoi  Uunga^- 
rie  thought  it  good  pollicie,  to  procure 

the 


Qvvne  pchc'tti 
lucasTudti.jiii 

Amupii 


loaniTif^iu 
inCro/i,an.7t/^ 
,Baron.4tt.7is» 
Beda  biji.  EccL 
lib*uap,li^yi7 


8‘ 


C  hap.28.  Of  great  Policies  preuenced. 
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The  Tcry 
worftkindcs 
of  policies  to 
ouei  chroif 
the  dcuifert 
themfclues. 


ayde  and  afsiftaunce  of  Solyman  the  Cittie oi  lerufalem  ;  although  it  had  not 


Great  Turke,  againft  Ferdinando  King 
of  the  Romaincs ,  brother  vnto  the  Ein- 
perour  CharUsy  the  fifth  of  that  natnej  and ' 
(for a  ccrtaync  time  )  Ihee  was  relceucd 
and  fupported  thereby  :  but  in  the  end,. 
Siilyman  comming  mb  Hmgarie  y  in  hi$^ 
ownc  perfoh  3  \yith  a  prctciicc  to  fiiccour 
her  :  he  depriued  both  her  and  her  (bnne ' 
of  their  Kingdorac  :  Amur athy  one  ^ 

oi Solfmans  hxiceQ.o\\rs  i  conquered  and 
fubdewed  the  greateft  pdrtof  all  CreecCy 
cuen  by  the  very  like  kindc  of  niieancs  and 
^occafion,  ^  .uv.i  '  -  ■•'v.;:  ’  .  ^ 

/  But  peraduenture  you  will  fay ,  that  ^ 
this  was  fo  groffe  a  follie  in  Chriftian 
Princes  (to  put  confidence' and  truftin 
the  hclpe  of  fuch  potent  and  perfidious  ' 
Infidclls)  that  it  is  riot  to  bee  alleadged 

^ . . .  for  an  example  of  poliicici  Igraunt  that 

gamft  thewii  jj;  follie;  but  fuch  kindcs  of  follie 
of  cauen,  committed  and  doone  3  eucri  by 

the  wifeft  Princes  and  their  douricells 
when  AlmighticxG  OD  will  punifh  and 
afflict  them .  Fotjhee  cyther  taketh  from 
them  their  pollitickc  wittes?;  to  the  end 
they  may  erreand  precipitatethemfelucs; 
or,  hcc  ouerthroweth  their  wifeft  defigne- 
ments ,  by  fuch  kindc  of  mcanes  as  they 
cannot  imagine  :  oreliej  he  doth  bring 
them  to  fuch  exigents ,  that  they  arc  for¬ 
ced  ( (bmetimes )  wittingly  3 « to  take  in 
hand  (bme  daiingcrous  and  defperate  rc- 
folution,  whereby  they  arc  difgraced  and 
ruined.  " 


Nopolicie 

prcuailech 


GHAP.  XXVIII. 


The  admira¬ 
ble  graces  & 
priuUedgcs  of 
ferufalcm  in 
precedem 
times. 


9^AhriefeDifcourfe  concerning  the JirB 
foundation  of  lerufalem  what  for^ 
tunes  (from  time  to  time)  befell  there¬ 
to  :  And  of  the  Kings  that  there  did 
reigne. 


,Eiier  was  there  any  Townc 
or  Cittie  (of  what  eftatc  or 
condition  focuer)  that  had 
fo  many  efpcciall  graces  and 
priuiledgcs  from  Almightie 
God)  norcuerhad  fuch  ftorcof  facred 
myfterics  therein  perfourmed ,  as  in  the 


hadthat  (onely  chiefc)  note ,  that  our 
blcfled  Lord  and  Sauiour  was  there  cru¬ 
cified,  dead  and  buried  5  and  that  the  my¬ 
fterics  and  fecrets  of  our  redemption  jhad 
not  becne  there  accompliflied .  Contra- 
riwifcjthcrc  is  not  any  City  in  the  world, 
thatcuer  endured  fo  many  milcrics  and 
mifehiefeS)  or  fell  into  fiich  flauifhierui- 

tude,  as  fhcc ,  and  as  is  to  be  dilccrned  at 
this  day.  ,  ,  .  j  -; 

As  concerning  her  riches, and  fumptu> 
oils  buildings ,  no  Cittie  vpon  the  earth 
could  cucr  cquall  them;  as  Pliny  extollcth 
it  abouc  all  theCittics  in  theEaft)  and 
CornelmTacitus  amply  dcfcribeih  the  fcii 
tuation  thereof:  whereby  wee  may  eafily 
collcift,  that  it  was  one  of  the  moftpo 
tent  Cittics  in  the  world .  As  much  affir 
meth  I  of ef  bus ,  who  deferibeth  the  three 
walks  wherewith  it  was  ingirt :  which  ne- 
ucrtKHcfle  were  adorned  with  goodly 
Towers,  Bulwarkes,  and  buildings  moft 
tak ;  befidcs  the  excellcncie  of  the  Tem¬ 
ple,  a  thing  beyond  all  compaffe  of com- 
parifon.  All  which  confiderd  ,.I  thought 
itnot  vnmeccflary,  to  make  fomebriefe 
report, concerning  the  firft  foundation  of 
thisGitty,  with  what  fortunes  happened 
thereto  (as  well  good  as  euill )  by  a  fum- 
rriarie  Colledion,  offuch  things  as  I  find 
recorded  in  her  ownc  Chronicles. 

-  /^r/^/^wwasfcituatedandfoundcdjiri 
the  very  middeft  of  ludea  or  lererky  at  the 
toppe  or  knap  of  Mount  Sion ;  which  is 
belde  or  reputed  (commonly )  to  be  the 
middle  or  centre  of  the  earths  fiiperficies. 
Ex>echiel allb  faith,  'That  it  wa^s  feated in  the 
middeB  of  Nations,  Dauid  likewife  fayih  • 
Thatthefaluationof  men  Was  ferfeBed  in 
tbermddefi  of  the  earths  Which  Saint  Hie- 
rdme  declareth ,  writing  on  that  paffage 
oiEx>echielheioxe fpccified.  Moreotier, it 
is  written  in  GCnefis ,  That  Mclcbifedech 
(which ,  according  to  the  interpretation 
of  Saint  is  as  much  to  fay,  as  a  luft 

King,  oraKingoflufticc.  Abraham  hz- 
uing  conquered  fourc  Kings ,  that  kept 
prifoncr)  mett  him  and  m^de  a  facri- 
fice  to  God ,  and  that  this  Prince  bapti¬ 
zed  this  Citty  of  Salom,  or  (asfomefay) 
SalemyWhich  is  as  much  to  fay,  as  Peacedn 
regard  wherof,hc  was  called  King  of  Peace, 
Salm  then  was  the  firft  name  impofed 
vppon  this  Cittie  :  although  Saint  Hie- 
rome  is  of  the  opinion ,  that  it  had  the 

Zzz  name 
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Many  parti¬ 
cular  names 
giuen  to  leru- 
falcroi 


name  of  lebus^x  the  beginning.  Stra- 
hoy  Cornelius  'TachtHy  and  many  other 
Authors  befide,  called  it  SolimA ,  fpea- 
king  otherwife  of  the  foundation ,  then 
formerly  hath  beenc  fayd. 

This  Citty  likewife  was  called  Ubus 
and  lerufalem ,  as  wee  may  reade  in  the 
facred  Scriptures.  Saint writing 
to  DArdAnus ,  docth  giuc  it  three  names: 
Notwitbftanding,  it  was  (in  the  end)  cal¬ 
led  AcUa  y  in  regarde  of  the  Emperours 
name  Aelius  Aariant^ ,  who  cauftd  it  to 
bee  rc-builded  and  fortified .  Saint  Hie- 
romehyth  ^  that  it  had  the  namcof/?^/^, 
in  regard  of  the  lebufitesy  who  had  foun¬ 
ded  itj  vntill  the  time  of  the  holy  Prophet 
DAuid. 

.  Jofephu4  and  Aegefippm  fay ,  that  MeU 
chijedech^mz  it  the  name  of  lerufalem; 
as  much  to  fay ,  as  Vifion  of  peace:  making 
one  word  oilebui  and  Salem ,  fo  that  le- 
found  it  fclfetobe  compofedof 
thefetwowordes  5  onely  by  chaunging 
5.  into  i^.Others  fay,  that  it  had  the  name 
of  Here ,  that  is  to  fay ,  Vifion  :  by  rca- 
fonofthcAngell  which  appeared  to 
braham  y^htn  hce  would  hauefacrificed 
his  fonne  Ifaack. 

Some  others  fay,  that  it  was  called 
lerufalem ,  as  much  to  fay ,  as  the  houfc 
Salomon:  in  regarde  of  the  admirable 
buildings  which  King  Salomon  erefted 
there  :  many  other  opinions  arc  there  vp- 
on  this  poynt ,  which  I  palfe  ouer  light¬ 
ly;  becaufc  I  am  of  the  minde^  that  as  the 
lewes  called  it  in  their  tongue  lerufalemy 
fo  did  the  Greekes  and  the  Latines  name  it 
lerofolima ,  as  wee  may  reade  in  lofephtee 
znA Aegefippus i  Grecke  Authors.  Yet, 
Nicholas  de  Lyra  will  not  hauc  it  to  bee  fo 
rcccyued ,  becaufc  hce  fayth ,  that  leru¬ 
falem  was  firft  called  Luca  and  Bethell: 
which  I  can  giue  but  little  creditevnto; 
for  (  according  as  Saint  Hlerome  fayth ) 
Bethellxs  twcluc  miles  off  ho\x\  lerufalemy 
as  wee  may  fee  it  alfo  auouched  by  lofe- 
phus.  Notwitbftanding  all  thefc  opini¬ 
ons  ,  it  is  to  be  noted ,  that  lerufalem  (in 
former  timcs)had  many  particular  names; 
which  were  thereto  attributed ,  in  regard 
of  the  manifoldc  high  myftcries  therein 
accomplifhed  •  As  ,  The  Holy  Citty ;  The 
Sacred  Cittie-^  The  Cittte  of  Dauid^  and 
many  other  filch  like  Titles ,  befidcs  her 
ov  ne  proper  and  peculiar  name  ^Jeru- 
falem. 


Butcon^  wccnowvmo  the  Hiftoric. 
The  Jebujitet  and  the  Canaanites,  who 
were  one  and  the  fame  Nation  (for/4> 
bias  or  lebus^  was  the  fonne  of  Canaan^ 
the  fonne  of  Can^  Nephew  to  Noahy^^tf^ 
whom  thefc  Nations  tooketheir  name) 
were  Lordes  of  lerufalemy  at  fuch  time 
as  the  Children  of  ifrasU  (dcliucrcd 
from  the  Captiuity  oX  Egipt)  poflcllcd 
themfclucs  of  Palefline  ^udludea.  And 
it  came  to  paffc,  that  iotbe  diuifionior 
partagCj  which  the  twcluc  Tribcs'of  V/^ 
raelltr\2idc  of  the.  Land  promifed  vnto 
them :  lerufalem  fell  into  the  portion  of 
.the  Tribe  of  Beniamin »  Heuerthcleffe, 
becaufc  this  Tribe  of  BMarmn  (notwith- 
ftanding  all  their  aducnturcs  in  Arrocs) 
could  not  wholly  clcare  the  Country 
of  the  lehufites:  .they  were:  conftrained 
to  let  them  iliuc  there  among  them,  for 
more  then  three  hundred  and  feauenty 
ycarcs  after,  cuen  to  the  time  of  Dauid. 
Hce  bccing  both  a  Prophet  and  King, 
and  defeended  of  the  Tribe  of  luda*^  ex- 
pulfing  the  ’  lebufiteSy  wonne  their  Eor- 
treffes  from  them,  building  them  new 
againc;.  andcrefkcd  there  a  goodly  Pal- 
lacc,  as  wee  may  reade  in  the  Booke  of 
KingSy  and  alfo  in  lofephus  .  Vauid  ban¬ 
ning  thus  expelled  the  lebufitesy.  called 
lerufalem yThe  Citty  of  Cody  creating  it 
to  be  die  chiefe  and'  Capitall  Citty  ^  in  all 
ludea* 

During  the  Rcignc  of  King  Dauidy 
lerufalem  was  in  her  triumphing  iolJity, 
and  highly  renowned  among  all  the  Na¬ 
tions,  in  regarde  of  the  great  vi£toryes 
which  Vauid  obtayned:  after  whofc 
death, wifciS4fozwp»fuccccded him.  And 
although  this  King  laboured  to  Hue  in 
peace,  yet  lerufalem  ftill  cncrcaftd  in 
fame,  riches  and  fumptuous  buildings : 
{ox  Salomon  enlarged  the  walks  thereof, 
and  creded  there  goodly  fortifications. 
Hce  builded  many  other  coftly  Caftlcs 
befide :  but  cfpccially  the  Temple,  fo 
greatly  renowned,  in  regard  of  the  trea- 
furc  and  artcficiall  cunning  beftowed 
thereon,  as  ncucr  could  any  other  buil¬ 
ding  be  compared  therewith.  For,  as 
we  may  reade  in  holy  Saipturc,  and  al¬ 
fo  in  lofephus Furniture  thereto  bc- 
longing,  was  infinite  and  incompre- 
henfiblc .  So  that  the  very  fame  (there¬ 
of,  incited  the  Quccnc  of  Saba  to  vifitc 
Ydx\^Sal$rnon. 

Many 
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The  kingdom 
of  I  he  lewes 
and  the  king 
dome  of  lira- 
elU 


Rehoboam 
thrsued  in  all 
his  attempts, 
being  defeen- 
dedof  Dauid 


Shifliack  rai¬ 
led  vp  by  God 
againft  Rebo- 
boam. 
3Rcg.X4>^ 


The  firll  fack- 
ingandfpoy- 
lingof  Icru* 
rakm,in  the 
dayes  of  Re- 
hoboam. 


Many  Kings  likewifc  fenthim  choyfe 
Prefents  to  the  fame  effeft.  Gold,  Siliicrj 
arid  Treafure,  which  they  brought  to  him 
by  feajand  in  fuch  abundance,  as  no  more 
account  was  made  thereof,  then  as  ftones 
intheftrcetc. 

This  King  ncuerthclefle,  forgetting  the 
great  blcifings  which  God  had  beftowed 
vpon  him  5  became  an  Idolater,  (6  that 
God  fuffered  his  kingdome  to  be  diuided 
after  his  death. 

Hauing  reigned  forty  ^Rehoboam 
his  fonne  fuccecdcd  him,  againft  whom 
ten  of  the  Tribes  renolted^who  cleded  Je¬ 
roboam  to  be  their  King,  Rehoboam  had  the 
but  two  of  the  Tribes  dnely,  to  _ 

zwdiRemamin^  whereupon  lie  fortified  his 
Cittics  :and  after ward,this  Kingdome  re- , 
maining  to  his  fiicceflburs,  b^an  to  take 
and  continue4:he  name  of  lewes^  becaiife 
of  the  Tribe  dJuda.  Jeroboam  and  his  fuc- 
ceffors,  called  thenifelues  Kings  of  ifraek 
and  chofe  Samaria  to  bee  the  chiefe  Citty 
of  that  Kingdome:  and  by  this  diuifion, 
thofe  Kings  were  alwayes  at  continuall 
warre,cach  againft  other,  Notwithftan- 
ding,  although  Rehoboamhad  but|Woof 
the  Tribes  fubieS  to  him, yet  his  reputati¬ 
on  was  fo  great  (bccaufc  hec  was  defeen- 
dedof  that  cuermore  heepreuai- 
led  in  fight,  and  was  much  more  feared 
and  obeyed,  then  the  King  of  Jfraell^  (b 

Ierufalemhcc2iV[\c  ndtaiotc  dimini- 
fbed,  cyther  in  ftrength  ortiches^  But 
when  the  Kings  of  Juda  and  their  people, 
grew  offenfiue  to  God  by  Idolatry  3  then 
this  goodly  Citty  fuffered  nianymiferics 
and  calamities,  * 

Rehoboam  bailing  ftrongly  defenced 
his  Townes  and  Cities, and  they  flourifti- 
ing  in  all  pompe  and  profperity ;  hee  not- 
withftanding,fell  to  Idolatry,  as  we  may 
readein  the  holy  Chronicles,  and  like- 
wife  in  Jofephus,  In  regard  whereof, God 
raifed  vp  againft  him,  Sufac  or  Shijhack^ 
King  of  Egtpti  who  came  and  couered  his 
Country  with  twelue  hundred  Chariots, 
thrcefcore  thoufand  horfe,  andaeount- 
leffc  number  of  Infantcry,  belonging  to 
ihtEgiftians^  Ethiopians -XrogloditeSy  with 
LybianSy  which  came  {xoixyGuynea, 
tohisferuice.  Boldly  they  entred  into 
leruJalemjizcVcd  the  Citty  and  the  Tem¬ 
ple,  from  whence  they  carried  infinite 
TreafureSjas  is  to  be  obferued  in  his  chro¬ 
nicle.  After  which  chaftifements,  the 


anger  of  God  being  appeafed  j  Rehoboam 
rcriiairied  peaceably  in  his  Kingdome,  all 
the  reriiainderof  his  hfei  arid  being  dead, 
Abia^  fuccecdcd  him,  Who  oucr-camC  Je- 
robdamKw^oi  Jf/ael^  in  which  conqueft 
were  flainc  fifty  thoufand  men  belonging 
to  lerobdam,  ,  ' 

After  the  death  of  who  lined, 

but  awhile  (being  alfo  anldolator;  and 
yet  God  permitted  him  to  haue  this  vie* 
tory,  in  cbofidcratibn  of  t)amd  his  grand¬ 
father)  -/^fucceededhim.  This  Prince 
was  good,  iuft,  and  feared  God,arid  there¬ 
fore  he  gauehim  many  great  and  fignall 
vi dories  jagainftZ^r/z/',  King  of  Ethiopia : 
who  had  entred  fo  farre  vpon  his  Coun¬ 
try , that  he  kept  ferujalem  befiedged.  In 
his  time,'  the  Ki  ;gdonic  of  Juda  was  fo 
fiourifhmg,  that  (vpon  an  account  triade) 
there  were  found  fine  hundred  and  folire-' 
fcore  thoufand  men,  able  to  beare  Arms. 

I  finde  alfb  in  the facred^  Scripture,  that 
this  King  biiilded  and  fortified  many  Cit- 
ties. "  ■■■  ■ 

Hee  being  dcceaffed ,  Jehojhphat^  his' 
fonne  came  to  the  CroWnc^durrng  whofe 
lerufalem  \v3^s  in  great  reputati¬ 
on;  chiefely  in  refpedi:  of  Prophets,  as 
Abmy  Mkhea^Sy  OjtaSy  Elias  and  Elifeu^^ 
who  were  all  then  at  that  time.  This 
King  found  fuch  fauour  in  the  fight  ot 
God  (according  asweereade  in  the  holy 
Chronicles  of  the  Kings)  that  the  Moa- 
bites^  Ammonites^  and  the  Mountaineers 
of  Seir  (being  gathered  together, with  an 
infinite  number  of  people,  to  runne  vpon 
this  Prince)  God  fenr  a  diffention  among 
them,  that  they  conuefted  thence,  and 
employed  their  powers  cbfpoylc  them- 
fellies,  fothat  without  flrikinga  ftroakc. 
King  Jehofaphat  returned  with  great  tri¬ 
umph  to  Jerufalem^sNhzto hauing  reign¬ 
ed  peaceably,  and  in  no  meanc  powers  he 
dyed,  leaning  the  Kingdome  vnto  loram 
hisfonne,giuing  alfo  to  his  other  Chil¬ 
dren, diuers  Citties,with  great  fummes  of 
gold  and  filuer. 

loraynhch^^  come  vnto  the  Crowne, 
he  followed  not  the  fteppes  of  his  Father, 
nor  of  his  Grand-father  5  but  gauc  him- 
felfe  to  impiety  and  cruelty,  putting  to 
death  his  owne  Brethren.  H  e  laboured  al¬ 
fo  to  haue  alliance  with  Achab, King  of  If 
raelly  whofecounccllhe  mainely  follow¬ 
ed  in  his  affaires,  and  likewifc  tooke  his 
Daughter  in  marriage v  Whereat 

Z  2^2  2  God 
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G od  being  difpleafed  ,  fufiferedthemen 
of  Edom  to  reuolt  from  him.  The  Ara- 
hes  alfo  made  warre  vpon  him;  which  pro- 
ued  in  fuch  cruell  manner,  that  the  whole 
Countrey  ot  ludeay  was  thereby  vtterly 
wafted.  ;  - 

After  his  deaths  Ahax^m ,  or  Ocho- 
uas  his  Sonne,  fucceeded  in  the  King- 
dome,  with  his  Mother  Athdw:  and,  as 
they  were  both  of  moft  VV  icked  life ,  c- 
ucnlo,  haddc  they  asvnhappie  an  end- 
ihg.J^:  . 

Next  him  fuccecdcd  Ochoz>m^viho 
gaiic  good  apparance  in  the  beginning 
of  hisRcignc,  to  doe  all  thinges  for  the 
beft,  as  well  in  regard  of  Religion  ,  as 
for  atftions  of  pollicic .  For,  hee  redu¬ 
ced  rhe  Templeinto  the  firft  condition, 
and  rc'cftablillicd  all  the  danaages  and 
inipries  which  the  Kinges  of-Egypt  (and 
efpecially  his  Father  had  done. 

But  foone  after,  hee  fell  vnto  Jdolatrie, 
fothat  (by  common  voyce  of  the  peo¬ 
ple)  hee  caufed  the  Prophet  Zacharie  to 
be  put  to  death. 

.^So  highly  was  the  goodnefle  of  Al- 
mightic  God  diftafted  heerewith,  that  he 
fent  a  terrible  chaftifement  vppon  Jeru- 
fdem^  and  that  in  the  time  of  King  Ama- 

Sonne  vnto  this  Ochouas ,  Who 
hauing  Warre  againft  joas^  King  If- 
fae/l,  and  ncuer  remenibering  the  great 
Vi^ories,  which  God  had  giuen  him  a- 
gainft  the  Idu?n^ans  ^  and  manie  other 
Nations;  both  hee  and  his  people  were 
oucr*come  ^  and  beeing  ledde  Prifbner 
vnto  lerufdcm  his  owne  Citty,  was  com¬ 
pelled  to  yeelde  it  to  the  mercy  of  lo- 
^3  who  caufed  it  to  be  diftnantelled,  and 
foiire  hundred  fadomes  of  the  Walles 
to  bee  beaten  downe.  Hefpoylcd  the 
Temple  alfo,  and  poflefled  himfelfe  of 
all  the  wc;Jth  and  riches  belonging  vn¬ 
to  King  Amaftds  :  returning  home  after- 
wardes  (in  Triumph)  to  his  Cictic  of  Sa- 
marid . 

Furthermore,  KxngL^maJias  beeing 
ftaine  by  Treafon,  Az^arm  y  ox 
his  Sonne  next  fucceeded ,  who  vvas  a 
verie  valiant  and  potent  Prince .  Firft 
of  all,  he  ftrengthened  Ismfdem^  and  all 
the  other  difmantled  Citties,  enrich¬ 
ing  his  Countreyj  by  diuers  great  victo¬ 
ries  which  hee  obtained  againft  the  Phi^ 
Itsftmes^  Arabes^^n^  Ammomks yVcizking 
thern  all  Tributane  vnto  his  Crownesfo 


that  the  renowne  of lerufdem^  cncrcafed 
day  by  day,  while  bee  reigned ;  and  hee 
founcied  and  builded  many  Townes  and 
Citties  belide. 

Ncuerthelefle,  pride  made  him  to 
forget  his  dude ;  for,  perceiuing  that  he 
had  three  hundcred  thoufand  men  fub- 
iectvnto  him,  and  all  in  abilitieto  carry 
Armes ;  bee  grew  fb  exceeding  arrogant, 
that  hee  would 'needesvfiirpc  the  High- 
Prieftes  Office.  Butas  hee  was  perfoutr 
ming  his  Sacrifice  in  the  Temple ;  God 
fmote  him  with  a  fowlc  Lcaprofic,  the 
which  continued  with  him  to  the  time 
of  his  death.'  .  .  ^  . 

After  his  deccafe,  lotham  his  Sonne 
next  fuccecdcd  him,  being  a  Prince  very  ’ 
wife,  iuft,  and  valiaunt ;  hee  al/b  enlar¬ 
ged verie  fpacioufiy,  by  manic 
reparations  and  new  foundations  5  be- 
fides,  the  building  of  fome  other  Cities . 
Hee  likewife  oucrcame  and  vanquifhed 
the  AmmopiteSy  from  whom  he  brought 
backe  great,  fummes  of  Goldc  and  Sil- 
uer.  But  after  his  death.  Triumphing 
times  beganne  to  weare  away,  and  all  vn- 
happinefte  fell  vpon  the  people  of  I nda: 
For,  his  SonntAchaz,^  fnt-n^medi  Elea- 
x^ar^  beeing  come  to  the  Crownc;  gauc 
himfelfe  to  Idolatry ,  introducing  the  ce¬ 
remonies  and  fupcrftitions  of  the  Paaans. 
In  regard  whereof,  God  chaftifed  them 
by  the  hand  of Rajisy  King  of Surk ;  and 
Phexias  king  of  ifraelly  who  flaiightered 
(in  one  day)  fixe  fcore  thoufand  racn.Af- 
ter  which  pittifullouerthrow,  they  ranne 
thorowtheCountrCy  of  robbing 
and  fpoyling  u  in  lamentable  manner; 
and  becaufe wasftrong,  it  oiit- 
ftoode  the  fharpe  befiedging  of  thefe 
kings  fo  long,  til  they  defpayring  of  their 
infufficicncy,  were  forced  ( with  <^reaf 
lummcs  of  Golde)  to  buy  their  fuccor  of 
Sdmapaz4r  king  of  the  Ajjyrians .  And 
for  the  better  fatisfaeftion  of  him,  they 
tooke  the  Veffellcs  of  Gold  andi  Siluer; 
which  oncly  were  for  the  Temples  fer- 

uicc,to  helpe  them  vvithallin  this  great 
diftreffe. 

Salmamxarhzcingcovcitio  affiftthc 
king  of vanquifhed  and  ouerthrew 
the  ]dngof  Ifraed:  and  yet  noewithftand- 
ing,  ledde  away  with  him  a  great  number 
c^thc  lewes  prifoners,  to  whom  he  gaiie 
the  Region  of  Itbena  to  dwell  in .  And 
this  vvas  the  firft  difperfion  and  captiuiiic 
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The  diTpcrfio 
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into  ftrangc 
Coumreyes* 


ofthclcwes,  fince  their  miraculous  deli- 
ucrance  out  of  Egypt ;  and  in  (hort  time 
^ftcr j  the  Ajfjmn  king ,  compelled  the 
King  ollfrae/l^  ciicry  yeare  to  pay  them 
Iribute.  At  this  very  time,  the  Prophets 
Ofea^  Efay^AmoSy  Micheas  and  JonM  were 
ill  great  reputation..  >  r'  v 
After  the  death  of  this  vnfortiinate 
Achaz>y  next  came  to  the  Crowne  his  fon 
man  farre  beyond  the.  Nature 
^f*his  Father  5‘for,  hcc  was  wife,  iuft,  reli¬ 
gious,  and  one  that  feared  God  <  ^  lemfA- 
/^7j^  alfo  .(mhisrcignc)  recouered  once 
more  her  former  credite ;  policy  becom?- 
mingbetter  reformed,  and  the  fcruiceof 
•God  reduced  to  fiichperfedion :  that  (as 
Scrip, tur'eitfelfe  amply  dcclarcth)  the 
Realmcota^^/?  neuer  hada  better  king^ 
lilting  in  great  prolpcrity,  and  honouring 
bis*Countrcy,,wiih  many  famous  Victo¬ 
ries,  ,  '  .  ;  j'-/ 

4  Hee  could  hot  contchthimfelfcj  with 
renting  vp  the  rootes  of  Idolatry,  where¬ 
to  the  people  were  ouer-much  cnclined* 
and  bringing  theni  entirely  vnto  the  true 
feruicc  of  God  :  buthec  alfo  gauefum- 
napns  to  the  ten  Tribes  pi  I fraell^  to  line 
;accbiding  to  that  Lawcj  which  God  had 
dcHiicrcd  by  the  hand  of  Moyfes^im^- 
noto^many  cc^difccnding,  they  “came 
to  Sacrifice  in  /<?ri^fc/«iaod  tooelebrate  | 
Eafterj  according  vnto  the  ordinance  of 
jMeyfeSi.  ;  . ’  v;  .  *  u  .  ‘ 

rr-iNoiwithflanding,  as  the  facred  Scrip¬ 
tures  doe  teftifyCj  the  reft  pcrfeucred  fiill 
in  their  Idolatric,  and  made  a  mockcric 
.ofthofe  gentle  inuitations,  as  alfo  the  ad- 
uertifements  which  the  Prophets  had  gi^ 
uen  them.  For  which  contempt,  GOD 
lay  de  his  correfting  roddes  vppon  them^ 
afwell  by  Sdlmamz^ar^  as  Semcherih  ^]i{ngs 
of  the  AlJyrmsj  who  opprefTed  them 
greatly,  in  the  firft  ycarc  of  King  Euchtas 

his  reigne.  ,  . 

Alfo  in  the  fourth  yeare  of  the  reign  of 
King  of  ifraelly  the  Ajjyrian  broght 
fo  heauy  awarre*againftfeuen  Tribes  of 
ifrael^  for  the  fpacc  of  three  whole  y  earcs; 
as  he  inforced  them  to  forfake  their  coun¬ 
tries, and  to  go  dwcD  as  flaucs  among  the 
Medes. 

-*.  ■  '  f 

Thus  you  fee  how  the  lewes  were  dif- 
perfed  hccrc  and  there,  among  forrayne 
and  ftrange  Nations,  without  euer  retur¬ 
ning  againe  home  to  their  ownc  houfes, 
fo  that  none  knew  what  afterward  fliould 


become  of  them.  For  heerc  was  the  end 
and  ruinc  of  the  kingdom  of  Jfrael^  which 
had  continued  three  hundred  and  feuenry 
yeares.  . 

Onthecdntrairic,  Sdlmamz^ar  Cent  his 
Ajjyr tans  into  Safkaria  ^to  inhabite  there; 
who  (vfurpingly)  got  pofieflion  of  all  the 
Goiintrcyes  (wherein  the  ifraelite^  bad 
formerly  dwelt)  and  tooke  the  name  of 
SdTparitams  vpon  them .  Yet  Eafebm  f a- 
kcih  that  name  but  as  a  Garrifbn, wherein 
his  opinion  (methinkes/isnot  warranta¬ 
ble:  for  they  were  called  Smmtmes^^Ciet 
the  name  of SamdrUy^e  chiefe  and  prin¬ 
cipal!  Gi’tty  ofthat  Countrey.  ‘  ’T\\eA0- 
rims  made  a  mixture  of  the  lewes  Lawes 
with  their  Idolatries;  yetheld  them  in  ab- 
homination,  as  excommunicated  people. 
As  concerning  theiradions,  I  {hall  be  fi- 
lenf  therein, bccaufe  itno  way  concerneth 
ray  difeourfe :  and  if  heetein  Lhaufe  Com* 
miticd  any  error,  I  fubmit  my  felfe  to  the 
Churches  corredion.^  .  ^  ^ 

-  After  the  ouerthrow  and  ruinc  of  the 
Ifraelites^  the  Kingdome  of  ludd  onely 
remayned  on  foote :  For  the  good  King 
Ez^chias  y  to  fauehis  people  from  the 
fierce  rage  and  furie'  of  King  Salmam^ 
z>ary  and  to  preferuc  his  owne  dominions 
in  peace  5gauehim  great  fummes  of  gold, 
buying  (by  ihatmeanes)  peace  for  long 
time.  Neucrthelefie,  this Infidcll King 
falfifyed  bis  Fayth  vnto  him ,  and  xame 
with  a  mighty  powerfull  Armie,  intend¬ 
ing  to  ruinate  the  Kingdome  of  W4,as 
formerly  hee  had  done  the  Kingdome  of 
jfraell .  But  GOD  becing  plcafed  to 
defend  his  people,  fent  the  Prophet  E- 
fay  vnto  King  Ex^echias  to  comfort  him, 
(beecaufe  this  Prophet  liued  then)  and 
in  one  night,  the  Angell  of  theLordc, 
flew  one  hundred  and  fourc  fcore  thqu- 
fand  fighting  men  in  the  Affyrians  camp : 
by  meanes  of  which  great  flaughtcr, 
the  reft  reiyrcd  thence.  And  Ez^dhias, 
hailing  cfcaped  this  dangerous  petill  to 
himfelfe,  and  his  people,  lyued  the  re¬ 
mainder  of  his  dayes  peacefully  in  bis 
Kingdome^  And  God  bailing  euident- 
ly  declared  great  Myracles,  on  the  bc- 
halfc  ofthis  King,  he  dyed  peaceably,  lea¬ 
ning  his  Sonne  Manages  fucceflburinbis 
kingdome. 

This  Prince  wandered  from  the  good 
wayes  of  his  Father,  and  addidled  him- 
felfc  altogether  to  Idolatry ,  committing 
_ Zzz3 _ many 
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many  moft  abhominablefinnes ,  diredly 
contrary  to  the  Law  of  Godj  and  thereto 
likewife  induced  the  people-  Whereat 
God  growing  offended,  raifed  vp  the  Af- 
fyrUnsz^dxx^  him,  who  fb  well  chaAifed 
himj  that,  oucr  and  befide  the  ouerthrow 
of  his  people,  himfelfc  was  taken  prifo- 
ner,  and  ledde  away  captiue  into  Babylon. 
Notwithftandingjhe  repented  him  of  his 
finnes,  which  caufed  God  to  deliiier  him 
but  of  the  A(fyruns  hands  \  fo  that  hec  re¬ 
turned  home  to  his  owne  eftates,  and  dy¬ 
ed  there  in  peace.  After  him,  fucceeded 
his  wicked  fon  Amon^  who  was  flain  moft 
miftrably :  the  Joel^Nahum^  and 

Habbakuk  fucceeded  in  his  time .  Next 
him,cafne  to  the  crowne  his  fonne  lofiaSy 
who  was  a  Prince  that  feared  God,&  very 
vigilant  for  the  reformation  ofhis  people^ 
performing  many  other  adions,  rightly 
becommingfo  good  andiuftaKing.  For, 
heexpulfed  all  idolatry  quite  out  of  his 
kingdom,which  had  taken  deepe  roote  in 
the  harts  of  men,  and  he  repaird  the  Tem¬ 
ple  alfo.  Neucrthelcfrc,the  anger  of  God 
againft  thelewes  was  not  appeafed,  in  re¬ 
gard  of  the  abhominable  idolatries  com¬ 
mitted, in  the  reigns  of  the  Kings  Manaf* 
fes  &  Amon.  Notwithftandingjin  refped 
ofKing//^/^,who  (thoroughhis  owne 
folly^  dyed  poorely^God  deferred  to  dra- 
ftife  the  Icwilh  people, in  fuch  manner  as 
he  did  afterward. 

This  king  dyed  of  a  wound,  which  hcc 
receiued  on  the  day  that  hee  had  agay  nft 
7\71?r4r,Kingofi5^ypt ,  when  hee  might 
haiie  bin  better  imployed.  For  Necar  had 
no  matter  ofquarrell  againft  him,  bucra- 
ther  fought  his  friendfhip  fo  much  as  hee 
couldj  and  hauing  no  other  intention,but 
to  imploy  his  forces  againft  the  King  of 
.r^m.Neucrthele(re,in  a  braucry  of  (pi- 
nt^lojias  would  needs  meddle  with  him, 
which  coft  the  deere  price  ofhis  life .  His 
death  was  very  much  bemoaned, elpecial- 
ly  by  the  Prophet  leremy^  who  wrote  bis 
Lamentations  on  his  behalfe. 

IoachA%j\\\s  fon  fucceeded  him,  who  was 
giuen  to  all  iniquity  and  wickednesiwher- 
fore  God  fuffered  him  to  reigne  no  more 
then  three  moneths :  for  Necar who  had 
before  foylcd  his  father,  depriuedhim  of 
his  kingdome,  making  the  countrey  of lu- 
tributary, paying  an  hundred  Talents 
of  Gold,  and  one  of  Siluer,  cucry  yeare. 
Ioachax>  being  thus  defeated  ofhis  king- 


dome,  and  led  prifoncr  into  iEgypt,whcr 
he  di^tA^loachim  his  Brother,  was  enftal- 
led  in  His  place,  behauing  himfelfe  veric 
w^ickcdly^forhec  was  wholly  affededto 
Idolatry,  and  prouoked  his  people  to  doc 
the  like.  In  which  refpefi:,  God  ftirred 
vp  king  Nabuchodonofor  to  be  his  enemie, 
who  had  akcady  reigned  forty  fourc  years 
ixiBabylon. 

This  Prince  hauing  wan  thc  viSorie 
againft  the  Icwifli  people,  ledde  away  the 
moft  part  of  the  greateft  perfonnes  in  all 
the  Countrey;  as  captiue  flaues  and  Vaf- 
fals,  and  tookc  away  alfo  the  Veffcllcs  of 
the  Temple.  The  occafionof  this  warre 
grew,  becaule  loachim  gauc  ayde  vnto  the 
King  of  iEgypt,  againft  Nabuchodonofor y 
contrary  to  tbccounfcll  of  leren^.  loa¬ 
chim  hauing  reigned  clcucn  ycercs,and  li¬ 
ned  prilbner  three  yccrcs,  dyed  in  great 
pouerty.  >  i  ! 

After  whom  fucceeded  lechoniasy  fol¬ 
lowing  the  fteppes  ofhis  Father,  bccaufe 
hee  was  as  wicked  as  hee.  In  his  time, 
God  began  to  difplay  his  rigorous  rods 
of  vengeance,  prepared  longtime  before 
againft but  deferred  in  the  re¬ 
gard  of  iofiasy  according  as  the  Prophets 
had  foretold.  Vox  Nabuchodonofor 
came  in  his  owne  perfon,  with  an  excee¬ 
ding  great  and  powerful!  Armie,  to'bc- 
iiedge  the  Cittie  of  Jerufalem :  but  j  le- 
chonias  beeing  not  able  to  make  refift- 
ance,  fubmitted  vnto  his  will,  himfelfe, 
his  Mother,  his  Wife,  and  the  princi¬ 
pal!  perfonnes  that  were  of  his  Houfe  • 
Moreouer,  hee  made  him  a  prefent,  of 
the  VclTellcs  and  Treaftircs  which  re¬ 
mained  (as  yet)  in  the  T cmplc.  By  which 
meancs,  Iechomas\2x\6,  thcchecfeft 
men  ofhis  Court,  were  ledde  away  cap- 
xmzsmio  Babylon  :  Vaxi  Nabuchodonofor y 
tookeallthe  afturances  and  fidelicic  of 
Mattathm ,  vnclc  to  King  lechomics'y  and 
made  him  king  of  ludeay  calling  him  by 
the  name  of 

In  fpeaking  of  this  King, I  muft  needs 
fay,  hcc  was  one  of  the  moft  Wicked 
and  vnhappy  Princes  that  eucr  reigned : 
For,  not  oncly  was  hcc  ingratcfull  vn¬ 
to  Almightic  GOD,  for  the  great 
Graces  which  hcc  had  bcftowcdvppon 
him(turning  ftill  his  backc,  and  not  wil¬ 
ling  to  heare  any  thing  which  the  Pro¬ 
phet  leremy  toldchim)  but  alfo  did  fal- 
fific  his  word  vnto  King  Nabuchodonofor  \ 
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who  had  enftalled  him  in  the  Kingdpmc, 
denying  him  his  friendCtiip.  And  if  this 
Prince  was  no  more  worthy;  much  Icfle 
then  were  the  facrificing  Pricfts,and  leafli 
of  all  the  common  people :  fo  that  all  ab- 
hominations  and  idolatries  reigned  in 
ludeUy  euen  to  the  prophanaiionof  the 
'Temple,  which  had  beene  held  in  fuch  fa- 
credeftecme .  And  notwithftanding  all 
the  aducrtifcments'giuen  to  this  King,  by 
Uremie^x,echkll^zxA  other  Prophets ;  yet 
bis  obdinacy  encreafed  daily  more  and 
more.  Whereupon^  God  raifed 

chodondfofy  who,  to  rcuetigc  the  wrongs 
done  him  by  Sedechias\  In  the  ninth  yeare 
of  hisReigne,  he  came  and  coucredthe 
Country  of  ludea,  with  a  mighty  Armyj 
and  held  ierufdem  befiedged,ihe  fpacc  of 
two.yearesjwhcre had  be¬ 
taken  himfelfc for  his  more  fecu rity ;  ,  :j 
The  poore  people  languifning  witU 
famine  &  peftiicnce,  were  no  longer  able 
to  endure  the  {icdge5  but  being  thus  by 
extremity  compeIled,yccldcd  to  the  ene¬ 
mies  mercy:  whenhee  entrihg  into  the 
Gitty^put  alito  fire  and  fwprd.  Sedechias 
was  taken  in  his  flight  jknd  being  bpught 
before  Nabuchodono^or  jfaw  his  own  chil¬ 
dren  flaine  before  his  facejand  as  forbim- 
fclfebe  had  his  cyes  pluck  out,' and  fen; 
(in  that  mifcrable  maner)  captiue  to  Babi- 
Uff.  After  the  Conqueror  was  returned 
homCjhc  fent  to  Jerufdem  Nabuz^aradati^ 
who  was  one  of  bis  principall  Captaines, 
with  efpcciallchargCi  vtterly  to  ruinate 
the  Temple.  This  was  foure  hundred 
yeares  after  the  building  thereof  by  King 
S demon :  as  he  performed  the  like,  to  all 
the  Fortreffes  and  fumptuous  buildings 
of  Ierufdem}i>^mt\%  downe  the  walles  of 
iheGitty,  and  defacingithe  Pallacc  be¬ 
longing  to  the  Kings  of  7/^^.  ^ 

<  '  Hee  carried  away  alfo  all  the  mcttall 

that  wai  in  the  Temple,  and  leddc  thence 
the  Sacrificers,  and  all  the  chiefe  men,  as 
wcW  ol  lerttfdcm^^s  throughout  the  cou- 
trybefide,  with  their  VViues  and  Chil¬ 
dren;  who  continued Captiues  inBaby- 
Ion  Jot  the  (pace  of  about  thrcefcorc  and 
ten  yeares .  This  was  the  Captiuity  of 
Baly Ion y^^hich  hath  fo  much  bene  fpokeii 
of,  and  which  happened  about  fixe  hun¬ 
dred  yeares  before  thecomming  of  our 
Lord  and  Sauiour  lefus  Chrift.Thus you 
fee,  how  the  poore  Citty  of  lerufdem  re¬ 
mained  defert  anddcfolatc,  except  fofiic 


few  of  the  meaner  people,  left  behinde  to 
till  and  husband  the  grounds:  vndcr  the 
charge  (ncucrihcleffe)  of  GodoliaS  y  Dc^ 
puty  Gouernor  in  ludea.  But  the  people 
falling  into  mutiny,  Hew  GcidoiiaSj  and 
then  fearing  the  fury  ol.Nduchodomfor*^ 
filch  as  remained  oitht'^ewesy  went  arid 
dwelt  in  jlcauing  fernfdem  wafteand 

vnpeopled.  Wi 

»  S.Hierorneimhy  that  after  the  furprizal 
and  facking  of  lerufdemythexe  pafled  well 
nccre  fifty  yeares, .  when  ncyther  Man, 
Bcaft  nor  Bird  entred  into  it  i  whereby 
may  fufficientjly  beknownc,  what  great 
punidimenw  -this' people  had  deferued, 
that  werefo  highly  bcloucd  and  priuilcd- 
ged  by  God  .  Scauenty  yeares  being 
pafled  outr,  it  plealcd*  God  with  the  eye 
of  pitty,  to  lookevpon  the  Captiuity  of 
bis  people:  being  then,  when  the  Empire 
fell  into'  thc>dpminion  of  the  Perjiatfs^ 
who  thereof  diffeized  the  yijfyrkuiy  and 
in  the  time  of  the  puiflant  K\t\gCyrmMQ 
being  moued  by  the  Spirit  of  God,  ftififc- 
tcd  fifty  thoufaod  /^W/.to  irctufnc  home 
into  their  Country,  vndcr  the  ebndu^  of 
Zcrobabell  their  Captainc,  and  lofuah  or 
lefmy  the  foucraigne  Saciificef  orHigh- 
Prieft :  who. bceing returned  'mioludea^ 
began  to  rcp'aire  the  mines  of  their  Cit- 
ties,and  ci^ecnVi^'lerufdemy  which  they 
rc-buildcdwith^reatioy,  offering  facri 
fices  to  God,  according  to  the  Ordinan¬ 
ces  appointed  in  his  Law. 
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tvhat  difference  there  is  betweene  Leafing 
and  Lying  5  aind  how  a  man  may  tell  a  lea- 
fingy  and  yet  not  to  befaide^  that  it  is  a  lye. 


■  ?  .  • 

Ying,  isoneofthegreateft 
vices  that  any  man  can 
haiic;  for  it  is  not  anyway 
poflible  to  negotiate,  or  to 
conclude  any  matter,  with 
him  that  is  a  lyar,  becaufe  lying  maketh  e- 
ucry  thing  to  be  fufpedfed .  Morcouer, 
the  liorrour  of  lying  fheweth  itfelfcfuf. 
ficiently,  in  that  it  is  diredily  oppofitc  to 
truth, which  is  God :  as  likewife  the  diucll 
is  called  the  Father  of  lyes.  Salomon  (in 

his 
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[  his  Prouerbs)  placeth  lying  in  the  fecond 
ranke,  of  the  feauen  vices  greatly  difplea- 
fing  to  God .  In  briefe^this  vice  hath  (at 
all  ^imes)  ben'e  fb  abhorred  both  by  Infi¬ 
dels  and  Ghriftians  ;  thataman  knownc* 
to  be  a  lyatjwas  reputed  as  a  plague  to  the 
Common-wealthj  as  wemay  perceiue  in 
\Euripides^  according  as  is  aqouched  by 
Stobetts.  r  '' 

I  d  But  hot  to  makeany  longer  flay,  in 
(hewing  how  pernitious  arid  deteftable  a 
thing  lying  is,.*  inr^gardthatit  isfocom- 
,inon  and  vulgar;  Intake  it  as  a  matter  con^ 
iienicntj  to  declarcEWhat  difference  there 
‘  is  bctwecnc  Ibafihg  and  lying,  according 
to  the  faying  oS^Atdu^  Gelltus^  and  of  ma¬ 
ny  other  Authors  more  5  fol:  oftentimes, 
there  is  a  great  diffrcncc  in  thefe  two  bad 
r  I  qualities.  Obferuc  we  then  to  this  effedi^ 
j  thatto  tclla  lyc,;is  to  affirmc  thc  contra- 
:ing  &  telling  ry,^  v  pf  that  which  a  man  knoweth  to  bee 
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true.  But  telling  afallacic  or  leafing^  is  to 
iaffirmc  lying,  with  ian  intention  to  fpeake 
truth:  wherein  a  man  Cannot  be  faideto 
haue  lyed,  when  he  fpeaketh  not  againft 
that  which  he  holdcih  for  truth^&  know¬ 
eth  it  fo  to  be.  r  -  1  ' 

i  Contrariwife,  a  man  may  lyc,  and  yet 
(noewithftanding)  tell  trueth,  when  hee 
fpeaketh  againft  that  which  hee  thinketh, 
although  that  which  he  hath  faid,  be  true* 
But  when  a  man  vttercth  aleafingjknow? 
ing  the  thing  itfelfeto  be  othefwife  then 
as  he  hath  faid  5  bee  lycth,  and  then  it  is  a 
dircdl:  lye.  From  hence  it  cnfueihjthat  it 
isTmpoflible  totcll  alye  without  vice  or 
finne:but  he  that  (peakech  a  Icafing^thlnk- 
ing  to  fay  the  truth  ^  lycth  not  at  all.  This 
I  is  that  which  according  to 

the  expreflion  of  GeUim :  That  an  honefi 
man  wiUneuer  lyty  and  a  wife  man  hates  tfi 
tell  A  leafing .  For  mine  owne  opinion 
hecrein,  I  would  aduife  all  men  to  auoyde 
both  the  one  and  other  vice,  although 
they  may  imagine  to  fpeake  triicly. 

Hcere  it  is  to  be  noted^that  although 
thetongue  keepc  filencc,yct  deeds  (bme- 
times  may  belyc  the  perfon.  For  as  Saint 
Arnbrofe  fmh :  He  which  makes  frofefsion 
of  being  a  chriHian^  without  conforming 
himfelfe  to  the  works  of  ChriBy  lieth^  or  is  a 
lyar.  As  alfo  that  man  doth,  which  makes 
alblemnc  promife  to  obferuc  Religion, 
and  yetnotwithftandingjoblcrueth  none 
at  all.  As  much  may  we  fay  of  fome  vgly 
women, as  black  asfaire  diuels,  who  paint 


&  paint  to  get  them  better  facc£,and  look 
therby  wor(c  the  cucr  they  did:  And  foo- 
li(h  olde  men,that  would  be  yong  againc 
by  fantaftickc  meanes. 

I  remember  an  old  man^of  whom  Theo-* 

who  being  of  great  au¬ 
thority  and  credite,  and  hauing  fome  im¬ 
portant  bufineffe  before  the  Lacedemon 
Senate  5  vvas  very  .much  greeucd,toap- 
pcarc  there  in  fuch  antiquity  of  ycarcs  as 
he  was  ftept  into  5  which  miadc  him  to  cut 
and  (haue  bis  head  and  beard,  hoping  by 
this  meariestb  feeme  much  younger.  As 
thccaufc  Wasvin  debating ,  >  Archidamus 
(fpeaking  for  his  Clycht,againll:  hirn)  de¬ 
clared  to  the  Senace,that  no  credit  ought 
to  be  giueri  to  the  words  of  him,  that  ap- 
parantly  carried  lyipgin  hishead  &face« 
So  that^according  to  Archidamuiy  fu  cb  a- 
gedfooJes  can'lyc,‘ wthout  (pealdhgany 
words.  V  :r 
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of  the  twelue  Moneihs  in  the  yeare ;  i&W 
both  AncieMs  and  Moderne  men  ^fed  tof- 
gure  them:  And  of  fome  my  Berks  ref  refen* 
tedhythem.  \ 


O  great  my  ftery  confifteth 
in  knowing  the  fignificati- 
on  of  the  twelue  Moneths 
by  their  figures.  Ncucrthc- 
leflc,confidcring  that  few 
or  none  haue  written  of  them,  in  our  vul¬ 
gar  tongue:!  am  the  more  willing  to  take 
a  little  paines,  in  acquainting  (omc  parti¬ 
cular  friends,  that  by  looking  vpon  their 
portraitures, they  may  the  better  reach  to 
their  interpretation. 

Firft  of  all  then,  beginning  with  lanu- 
ary^  it  was  prefented  by  a  man  feated  at  a 
T able,  holding  a  Glaffc  of  W  ine  in  his 
hand,as  being  ready  tp  drinkc.  Whereby 
was'  intended,  that  in  this  Moncth,  all 
creatures  haue  better  appetite  anddefire 
to  cate  and  drinkjthcn  at  any  other  time : 
becaufchcat  is  retired  inward^Sc  ftrength- 
neth  the  ftomackc  in  fuch  fort,  that  it  is 
capable  of  the  caficr  digtftion. 

February  a  ma  heating  his  hands  a- 
bout  his  own  body:^^  in  this  month, 6rc 
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March, 


Aprill. 


May* 


lune. 


luly, 


AuguA. 


September 


Odober. 


Nouember, 


I  is  very  requifice^  in  regard  of  the  great 
coldes  in  Winter,  caufed  by  the  abfcncc 
ofihcSunnc.  > 

March^yN^s  figured  in  form  of  a  Gar¬ 
diner:  bccaiifc  (in  thisMoncth)  the  pbres 
and  fpiraclcs  of  the  earth,  do  open  them- 
feluesjinfomuchjthat  the.moiftiirc  of  the 
earth  commeth  (of  it  owne  accord):to  all  ■ 
the  Trees,  Hearbs  and  Plants,  In  which 
refped,  all  fuperfluities  are  to  bee  cut  a- 
way,  that  the  nutritiue  humour  may  ex¬ 
tend  it  felfcto  the  lining  Branches,  for, 
bearing  the  fairer  fruite.  • 

made  in  the  Ihape^of  a 
young  roan,  holding  a  Nofegay  of  flow¬ 
ers  in  his  hand:  for  in  thisMoneth,  tlie,- 
earth  hauing  communicated  his  vertue  to 
Trees  and  Hearbs,  maketh  eiiery  thing  to 
ilourirb,and  bring foprth  Flowers,  . 

For  May^  a  yong  gallant  Gentleman 
wasportraited,  being  mounted  on  horfe- 
backe,and  brauely  apparelled,  bearing  a 
Hawke  vpon  his  Fift.Confidcringjthat  in 
this  Moneth,tbc  Trees  commonly  begin 
to  beare  fruite; Birds  flye  abroad  merrily, 
arid  all  creatures  ftriue  to  bane  their  beft 
pleafures,  and  makeloue  to  one  anothet. 

//^^^jwas  painted,  carrying  a  Scythe 
on  his  backe^  becaufe  in  this  Moneth,thc 
Medowes  muft  be  mowed  downc, 

luly^  carried  a  Sickle  in  his  hand, 
where-with  to  reape  downe  the  ripened 
Come,  •  - 

And  becaufe  thc(e  Fruites  are  com¬ 
monly  to  bee  gathered  in  Augusi^  and 
then  they  are  to  be  laideand  lockt  vpin 
Barnes  and  Garners  .*  Augusi  was  figured 
like  to  a  Country  Carter,  ftar4ding  by  his 
laden  Cart,  with  a  whip  in  his  hand,  as 
hailening  homeward  with, his  fheaues  of 
Come. 

September in  the  habite  of  a  Vin- 
tager5  as  thereby  fignifying,  that  the  be¬ 
ginning  of  Vintage  IS  to  bee  in  this  Mo- 
neth. 

OSloher^\N^%  figured  like  a  husband¬ 
man, carrying  a  Sack  vpon  his  fhoulders, 
andfowing  Corneashec  paffeth  along. 
Meaning  thereby,  that  as  this  Moneth  is 
coldc  and  dry  ^  fo  is  it  very  apt  and  coniie- 
nientjfor the  fowing  of  Scede. 

Nouember  flood  in  the  fhape  of  a 
Thraflier.,  labouring  his  Flayle  vpon  the 
Cornc  in  the  fheaucs .  He  had  another 
companion  {landing  by  him,  who  with  a 
pole  did  beatc  downc  the  Acorncs  from 
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: the  Trees, becaufc  in  this  Month^Acornif 
feme  beft  to  fatten  Swine^  and  ('then  alfo 
they  ordinarily  kill  Svvinc/or  making  Ba^ 
con.-  '..1,-^'  f 

December  flood  in  the  likenelTe  ofa 
Butchcr,with  aknite  in  his  hand,  and  kib 
ling  a  Hog.  Thus  were  the  twelue  Mo- 
ncths  vfiially  figured. 

As  for  the  ycaro  it  felfe,  they*  made 
the  nlodell  thereof^  in  the  relemblance  of 
a  ScrpentjWrithediaco  atqundlc,  ^  hol¬ 
ding  the  rayle  in  the  mouth:  bccaufc  the 
end  of  the  yeare  cuermore  is  ioyned  with 
thebegiiitiing.  :  i.  ’ 


-;'v  •>  ■* 
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which 

rence^  md'  of  the  Jlaughter  which  enfued 
thereon^ 
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L  L  the  World  is  naturally 
defirous  tohearc  and  vndcr- 
jftand  thegreatettenterprizes, 
and  fucli  llrange  accidents  as 
happen  to  men :  to  the  ende, 
that  they  may  the  better  defend  them- 
lelues^  from  falling  into  fuch  inconueni- 
cnceSjaswaite  vpon  inconflant  and  mu¬ 
table  Fortune.  And  therefore  I  concluded 
with  my  felfe, to  relate  a  very  rare  and  ad¬ 
mirable  chance,  which  happened  in  the 
wealthy  Citty  o{ Florence,  and  which  (in 
mine  opinion)  is  one  that  deferueth  as 
much  meruailc,  as  any  other  that  euer  I 
heard  of. 

In  the  yeare,  1478.  the  Citty  of  F/i- 
rence  was  in  great  peace,  abounding (day 
by  day)  in  fumptiioufneire  and  rkhes^and 
the  affayrs  of  the  Common-wealth  hold¬ 
ing  on  fuch  a  profperous  courfe,  that  no 
imagination  was  fo  idle, as  to  ihinke,  that 
any  misfortune  had  the  power  to  alter 
this  happincfle.  In  ihofe  Sun-flune 
dayeSjthc  illuftrious  houfe  of  Medic  is  (of 
whom  the  Duke  wsisCofmoy  znd  all  the 
Dukes  of  Florence  to  this  day  arc  defen¬ 
ded)  gouernedthe  faid  State  and  Com¬ 
mon-wealth  :  fo  that  all  affaires  pafled 
through  the  hands  and  intelligence  of  the 
two  hoids^ldmo  and  Ltttsrcntio  deMedi- 

cis^ 
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i:^‘)Brcthren  ^who  were  highly  eftcemed 
among  the  people^  in  regard  of  their  An- 
ceftours^and  efpccially  for  C&Jimo  de  Me- 
dicisxhcxi  Grand-father,  who  had  bccnc 
the  Qhely  and  richeft  Merchant  of  Italy  \ 
alchogh  that  \u  Florence  wer  very  wealthy 
rylcrchantsbcfide.,W'  .  t 

Now  there  were’ (at  this  tiriic)  in  the 
faideCitty,  many  other  Gentlemen  and 
rich  Merchants, who  thought  ihemfclucs 
cuery  way  as  fufficient^to  manage  and  or¬ 
der  the  Commonwealths  affaires  5  as 
thofe  that>vcre  of  thchoufe  of  Medici* 
NeucrthclefTc,  the  Medici  ffill  had  the 
great  opinion  jbcingcucry  day  refpeded, 
haylcd  and  louingly  entertained  of  the 
pcople.lnthcendcj  thehoufepf  ihtTax>- 
sJ^Salmatii  and  many  oihcrjilTucd  of  No¬ 
ble  and  ancient  Families  in  Florence  (be¬ 
ing  moued  by  paffion  and  particular  af- 
fection(coupled  with  innatedenuy, which 
they  bare  to  them  of  the contri- 
ued  a  fccrct  complot,  whereby  to  take  the 
Common-wealths  gonernmentfrom  the 
Medici .  And  this  their  intent  could  not 
be  accompliihed, without  the  death  of  In* 
liana  and  Lanrentiode  ^tf^/<r^,bccaufc  they 
were  rkh  and  potent  Lords,  1 

,Prancefco^d  Giananni  de  Pazt&fyCou- 
fins-germainc  to  Giacomo  de  Paz^zi^  and 
cheefeft  men  of  that  houfcjvndcrtookc  to 
kill  the  faid  Brethren  of  the and 
ioyned  with  them  the  Family  of  the  54/- 
niati ;  efpecially  Signior  Francefco  Saluia* 
t  'i^  Arcbbilliop  of  Pifa^  and  they  vndcr- 
tooke  to  kill  Sixtus  the  fourth,  Vne- 
klc  to  them  of  the  Medict^  &  likewife  Per* 
dinando^  King  of  ?fdples^  whom  they  had 
canftrained  into  their  league;  all  verily 
pcrfwadedj  that  being  rid  of  them,  they 
{hould  not  mecte  with  any  rcfiftancc  in 
the  execution  of  their  purpofe. 

This  comploc  fully  agreed  vponjand 
all  things  prouided  to  fit  their  encerprizc 
accordingly  5  the  Archbifhoppe  of  Pifa 
cmxQ  10  Florence^  where  (vnder  another 
colour)  theyentred  intorouica  number 
of  Soldiours,  all  well  knowm:  yet  with¬ 
out  difeoucring  to  anyone,  what  was  to 
be  done*  The  Archbirtiop  of  rij\  of 
whom  neiier  any  doubt  was  concciued, 
pradifed  fiich  mcanes,  that  a  young  Car- 
dinall,Nephew  to  Pope  Sixtm  (who  then 
ftudied  ^iBologna)  fhould  come  to  pafle 
thetime awhile  Florence^  to fictc their 
turnc(inihe  a^ion)with  him  and  his  peo¬ 


ple,  yet  neuer  acquainting  him  with  a 
thought  of  the  intention. 

Order  being  taken  fo;  all  occafions, 
and^euery  thing  kept  clofe  in  the  bofornes 
of  the  principallconfpirators,  theconclu- 
fion  was  thus  that  the  two  Btethren^<f 
Medici  flioiild  be  flainc  together,  ey thcr 
in  the  great  Church,  or  clfc  where  the 
Cardinall  fhould  hcare  Maffe.  Francefco 
de^  Faz>%>iy  and  Bernardo  Bandino^  tooke 
charge  of  killing  the  Lord  Jutiano  de  Me- 
diets ;  but  the  death  of  the  Lord  Lanrentio^ 
was  committed  to  Antonio deVolterra^  and 
to  another, called  5/^^4;?^>,being  aPrieft.' 
The  bourc  or  moment,  afligned  by  Giaco¬ 
mo  de  Paz^x^iy  for  the  execution  of  thefe 
two  murders,  was  at  fuch  time,  as  the 
Priefts  (hold  be  at  the  clcuation  in  Mafle, 
holding  the  Hoaft  or  Sacrifice  aloft  a- 
boue  his  bead, although  the  two  brethren 
then  were  in  diuers  places. 

Vpon  the  Sunday  following,  which 
was  the  third  of  May,i478.this  conclufi- 
on  tooke  effedif  thus.  The  Cardinall  came 
to  hearc  Mafic,  and  with  him  the  Lord 
Lanrentio  de  Medicisy  without  his  brother. 
For  they  vfed  to  walkc  (as  men  fufpeding 
ambufhes^  fildomcor  ncucr  together  in 
the  Citty,  for  fearc  of  falling  into  any  dit 
after  together :  knowing  right  well,  that 
no  man  durft  make  an  attempt  offcnfiucly 
vpon  them,  if  one  of  the  two  were  left  a- 
liuc  •  The  confpirators  perceiuing  that 
Lord  Inliano  came  not  at  all  5  Francefco  de 
Paz^ZAy  and  Bernardo  Bandino  (who  had 
fwornc  his  death)  vnder  the  fliaddow  of 
Courtly  attendance,  went  to  come  along 
with  him  from  his  houfe,  and  beftowed  fo 
many  embraffadoes  vpon  him,  that  they 
brought  him  vnto  the  Church  where  his 
Brother  was,  and  yet  hcc  then  fate  larre  c- 
nough  off  from  his  Brother.  Confpiring 
eyes  were  ftill  fixed  on  them  both,  enuy- 
ing  that  they  fhould  fictc  fo  farre  afimdcr : 
but  yet  the  lime  and  place  gauethe  cou¬ 
rage,  that  they  might  eafily  accomplifh 
the  a<ftc  j  and  yet  not  be  profccuted  by  a- 
ny,for  few  or  none  tooke  notice  of  them. 
The  point  for  performance  bein  g  come, 
France] co  de  paz.z>i  gaue  a  ftabbe  with  his 
poniard  to  the  Lord  Inliano thwar¬ 
ted  the  ftomacke, and  ifllicd  foorth  at  his 
fhouldcr,fo  that  immediately  he  fel  down 
dead?  and  Bernardo  Bandino^hy  making 
hafte(lcaft  Lord  Inliano  fhold  not  be  tho- 
rowlyfpcd)  wounded  himfelfe  with  his 
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ownc  Dagger  in  the  ftomackc,  albeit  hee 
faw  the  Lord  I tduno  lye  dead  before  him . 
There  dyed  alfo  Francefco  iV5?r/jilaine  by 
Bernardo  Bandino^bcc^ufc  he  laid  hand  on 
his  weapon^  in  the  defence  of  Lord  Julia- 
ano.  Antonib  bolter ra^  and  Stephano  the 
Prieftjfharply  affayled  the  Lord  Lauren- 
tio  de  Medicts^  but  yet  with  fucb  llcnder 
dexterity;  that  vfing  his  ownccouragious 
defence,  hee  was  wounded  a  little  in  the . 
^outh,  and  (in  defpight  of  all  they  could ' 
do)by  meancs  of, certaine  friends,  he  got 
into  the  Sacriftia  or  Veflric,  and  there  la-' 
ucd  himlclfe  from  their  fury..  :  / 

This  aflault  was  fofudden,  that  it  had' 
(peedier  execution,  then  any  knowledge 
could  be  had  of  them  that  aded  it :  for 
fuchwasthe  cry  of  the  pcoplc,^as  if  the 
Church  had  fallen  to  the  earthc  The  Car- 
dinaUhad  worke  enough  ito doe,  to  get 
fiimfclfc  free, and  in  fafety  to  the  high  Al- 
tarr-  All  the  Gitty  was  vp  in  a  furious  v^- 
rore;  for  fomc  cryed  out,  that  the  two 
Brethren  de  Mediti  were  flaihcj  &:othcts 
faide  no,  putting  themfelucs  prcfently  in 
Armes.  They  of  the  houfes  o{  Pa^zd 
and  Saluiati^h^gm  aloud  to  cry*,Liberty, 
Libcrty,(b  that  the  Scigneury  reforted  to 
the  great  Pallacc  with  all  diligence^where 
the  Gonfalonier 0  ioyning  with  them,  they 

fortified  themfelucs  with  armed  men  in 

\ 

thchoufe.  TbcCouncellors  ofrhe  Cit- 
tiCjand  (lich  as  tookc  part  with  the  Medi¬ 
ci^  went  to  feeke  for  the  Lord  Laurentio ; 
conducing  him  home  to  his  ownhoufe, 
where  flood  readily  prepared, aboue  eight 
thoufand  armed  men. 

As  for  die.  Archbifliop  of  Pifa^  hee . 
purfuing  onftill  the  point  with  the  Salui- 
4^/,being  accompanied  with  many  of  their 
league,  and  fuch  as  were  the  Cardinals 
followers;  rode  direftly  vnto  the  Pallace, 
with  intent  to  make  their  ' meaning  well 
liking  to  the  Scigneury .  The  Lords  of 
the  Seigneury,  although  they  tookepart 
with  the  houfe  of  Medici*^  yet  notwith- 
ftanding  they  were  (b  prefled ,as  they  had 
not  any  leyfurc,  for  making  any  Armed 
prouifion,  nor  to  appoint  a  Garrifon  for 
the  Pallace.  Yet  they  knew  well  enough, 
that  Lord  Laurentio  was  not  much  hurt, 
and  that  he  had  men  about  him  valiant 
hardy. 

The  Archbifliop  percciuing,  that  the 
Scigneury  had  no  leyfurc  to  take  a  refolu- 
tion,in  Ibme  n^attets  that  he  would  haue 


propounded  tothemf  din’i'ded  the  tfaine 
of  his  followers  into  two  Companies, 
appointing  one  part  ofthern  tb  keep  pof  ;: 
feflion  of  the  Paltaec  Gates.  Hee,  with; 
the  other  company  3  afeended  yp  into  the* 
PallaCc,'  and  made  it  knowhe’to  the  Scig'-' 
ncury,  that  he  had  fdme-whk  to  acquaint, 
them  Withall,' for  gcncrall 'benefit  of  the 
Commpn-Wealth.WhereU])6mhe  being 
admitted  in,vvith  fome  few  Of  his  people, 

'  that  kne W  'nO  part  of  his  vile  purpolc:  the 
Gates  ofthe  Pallace  were  made  foflrong- 
lyfaft ;'  that  the  Archbifhop  could  haue 
110  fuccor  of  his  folio  wcr^,nbfth9  Lords 
-of  the  Seignetu^y  themfelucs  haue  any  af 
r  fiftance .  So  loudly  did  the  A’rchbiflibp' 
'deliuer  his  mindc,  fpeaking  of  matters  ixv 
fuch  vnordefly  manner;  that  the  Seigneu- 
’  ric  (well  vnderftanding  his  bad  intention) 
cornnianded  the  Gonfdoniero  to  take  hold 
-of  him,  as  alfo  of  Giacoma  Saluiati^  and 
^Giacombi  \}i\t  foiine  of  MeJ^ier  Poggio  de 
Paz»x,u^  Andfo  vnruly  grew  the  tumult, 
"that  all  their  'attendants  were  inftantly 
flaine  in  the  fury,  and  thirty  dead  bodies 
thro  wne  out  of  the  Pallace  windowes,vp- 
pon  the  heads  of  them  that  were  beneath 
4n  the  Court. 

•  VVifoina  while  after,  the  common 
pcop!e,who  greatly  fauoured  them  of  the 
Medici^  ranneln  huge  heapes  and  crowds 
to  the  Pallacc :  where  all  the  other  part  of 
the  Archbifhops  men  (that  had  the  truft 
of  keeping  the  Pallace  Gates)  were  taken 
and  flaine  prcfently,  without  anyrcfpe(fl 
“vfed  towards  them .  As  for  the  Arch- 
Bi  (hop, and  his  two  fricnds'wich  him;ihey 
were  hanged  in  the  Market-place, to  caufe, 
more  ter rour  in  the  reft.  Giacomo  de  Pax,^ 
xij^nd  diners  other  of  the  Confpiratofs, 
rode  vp  ind  downe  through  the  Cirty, 
crying  Liberty,  Liberty:  but  percciuing 
none  to  make  them  anfwer,as  leaning  ra- 
^tfierto  the  part  of  Lord  Laurentio 
thought  to  favie  themfelucs  by  flight.On- 
tyBernardo  excepted,  ^who  lay  in 

his  bed  very  fickc,  by  painc  of  the  wound 
which  he  had  giuen  himfeife;  fothathee 
was  not  able  to  fit  on  hor(cbacke,or  come 
come  abroad  out  of  his  Chamber. 

By  this  time  the  whole  Citty  wasvp 
in  ArmcSjto  defend  the  caufe  of  the  Lord 
Laurentio  ywbo  extremely  greeued,for  the 
death  of  Lord  luliano  his  Brother  :’  can- 
fing  fcucre  purfuitc  after  the  Gonfpira- 
tors,fo  that  many,  who  were  but  mccrely 
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fnfpcdted  in  the  cafe,  could  not  cfcapc,  al¬ 
though  no  matter  was  prooued  againft 
them  j  bu i  no  kno wnc  offender  could  any 
way  be  fpared.  The  young  Cardinal!, 
Nephew  to  the  Pope,  was  kept  prifoner 
in  the  PallacCjWith  very  great  perill  ofhis 
life :  but  at  lengthy  his  innocence  being 
truely  knownc,  hewas  acquitted  5  conti¬ 
nuing  (ncuerthclclTc)  long  time  prifoner. 
BermrdoBandinOy  waslcddc  ftarkc  naked 
to  the  Pallace,  and  fo  hanged  vp,  next  to 
the  Archbiihop.  As  for  Antonio  deF0l* 
terra  ydXiA  Stephano  the  Prieft,  who  fhould 
hauc  flainc  the  Lord  Laurentioithcy  were 
trodden  to  death  among  the  rude  multi¬ 
tude, that  ranne  euery  where  in  the  Citty, 
tX'^\x\^MedicU^Medtcis^  burning  and  pul-* 
liiigdowneall  their  houfes,  whom  they 
knew  to  be  of  the  contrary  Faftion.  In 
briefe,the  difordcr wasfuch,  andfbeon- 
fufed,  as  it  exceeded  the  capacity  of  wri- 
ting  *3  efpecially  the  furies  and  cruelties, 
committed  in  this  horrid  tempeft. 

Giacomo  de  Paz>zdy  was  taken  in  bis 
dightj^  brought  back  to  Florence:  where 
he  was  hanged  or  ftrangled,  and  his  body 
being  cut  in  pceces,  was  after  buried  in ! 
prophane  ground  5  all  his  lands  &  goods 
(which  being  of  great  value)  were  confif- 
cated,  and  adiudged  to  the  Seigncurics 
poffeffion.  And  after  condigne  punifli- 
mentinfliftedvpori  the  malcfadors,  the 
body  of  Lord  hliano  was  moft  honoura¬ 
bly  buried,  and  with  very  fofcmnc  Fune- 
rall  pompe. 

Such  iffiichad  the  Coniuration  of the 
Paz,u^  which  was  a  matter  very  ftrange. 
For,  in  Icflethen  three  houres,  the  Lord 
Idiano  de  Medicis  (an  extraordinary  rich 
man)  was  flaincj  the  Archbifnop  oi  Pifa 
hanged,  withfomc  other  of  his  confedc- 
rates,  and  the  houfes  oftheaduerfepart 
vttcrlydcftroyed.  Pope  and  F<?r- 
dinanda^Kxng  of  Naples^  concciued  llich  a 
Iplecnc  againft  this  adion  at  Florenceixhzt 
.they  (together)  leuyed  a  powerfull  Army 
againft  the  Florentines^  who  (with  the  aid 
of  their  friends)  defended  themfclucs  fo 
well  5  that  no  other  aduantage  was  due  to 
the  difturbers,  but  that  the  war  was  long, 
and  very  cruel),  great  effufion  of  blood 
happening  on  eyther  fide.  Behold  the 
poorc  and  vnfortunatc  ifliic  of  thefe  con- 
fpiratorSjWho  thinking  to  winne  honour, 
and  high  degrees  by  indifcrccte  meanes : 
loft  their  Hues,  difioyntedthe  peace  and 


vnity  of  their  Country,  and  made  their 
enemy  much  mightier  then  before,  for 
Lord  Laurentio\de  Medicis  gouerned  F/^^• 
rence  fo  long  as  he  lined.  ■ 


CHAP.  XXXIL 


/ 


A  'verj  remarkahk  and  worthy  HlFlo- 
ricy  deliueringin  true  and  briefe  difeour^e*^ 
the  life  and  memorable  actions  of  that  fa¬ 
mous  Captainfy  commonly  called^  Caftruc^ 
cio  Caftracagnio. 


AHruccio  CaPiracagnio ,  a 
Captainc  of  much  fame  and 
merit,  in  my  poore  opinion, 
maybe  rancked  among  the 
greateft  and  moft  renowned 


Gaptaincs  of  the  world ;  confidcring  the 
pouertyof  hisoriginall,  and  the  flender 
meanes  he  had,  without  the  fauours  of  a- 
ny,compared  alfo  with  thole  ftrange  tra- 
ucrles,  which  Fortune  put  vppon  him. 
Wherein  I  may  well  fay,  that  very  few 
Captaines  or  Generals  are  to  bee  found, 
who  with  fo  poore  &  impcrfe<ft  furnifh- 
ment^did  euer  reach  to  thole  honours 
and  eftates,  as  this  our  CaHruccio  CaHra- 
cagnio  attained  •  Wherefore,  I  thought 
it  no  difparagcmcnt  vntoour  precedent 
beftilibieds, that  his  Hiftory  Ihould  make 
one  among 'them:  not  purpoling  tovfe 
any  larger  dilation  therein,  then  already  I 
haucobftrued  in  the  reft,  becaufe  it  lhall 
fufficeme,  fummarily  to  repon  thecou* 
rage  of  this  Captainc. 

Beginning  then  with  his  original!, 
which  was  very  ftrange,  you  arc  to  vndcr- 
ftand,  that  In  Luca^  a  Citty  of  no  mcanc 
fame  in  7/4^, there  was  a  Chanon  belong¬ 
ing  to  the  Church  of  S.  MichaeU^  named 
Mefsire  Antonio  Caliracagnio^  who  had  a 
lifter  (of  his  ownc)  lining  with  him,bcing 
a  very  honeft  and  vertuous  woman.Clofc 
ioyningto  this  Chanons  houlc,was  a  lit¬ 
tle  Clofe  or  Field  of  >^//ri/?tfr,which  was 
plentifully  furnifhed  with  variety  of  fruit- 
full  Trees,  as  is  the  manner  vfedin  Italy. 
The  lifter  to  this  Chanon  (by  fortune) 
going  one  morning  into  this  Clofe,  to 
gather  fome  Hcarbsfor  hcrvfc,  without 
dreming  on  any  luch  matter  as  after  hap- 
ned :  as  fbe  was  gathering  Hearbs  beere 
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Ghap»3^>  Of  CaftrucciO'  Caftraca^nio. 


The  widdow 
brought  the 
Babe  to  her 
Brother  the 
Chanon. 


He  called  the 
childe  after 
the  name  of 
bis  ownc  Fa¬ 
ther. 


Young  pa* 
flruccio  not 
addi^ed  to 
learning, but 
to  manly  cx' 
ercifet  onely 


The  firft  en¬ 
tertainment 
of  young  Ca’ 
llruccio  in 
fecuice* 


Caftruecio 
his  firft  going 
with  his  Ma* 
fter  to  warre- 
feruicc  at 
Millame* 


3nd  thcrCjhcard  a  faiall  voyce,as  if  it  were 
of  feme  new  borne  babe.  And  walking 
that  way  where  (he  heard  the  cry  5  among 
the  leaues  and  young  bourgeons  of  the 
Vines  jwas  an  infant  laide, appearing  to  bee 
very  lately  before  borne,  tenderly  crying, 
as  defiring  aide  in  that  wofull  diftrcffc. 

1  he  good  widdow,  fomewhac  fadly  mo¬ 
wed  at  the  beginning  of  this  aduenttire^yct 
prouoked  by  a  womans  louing  compafli- 
on;  carried  in  the  tender  childc,  &  iTiewed 
it  to  the  Chanon  her  brotherjwho  being  a- 
mazed  at  fb  ftrangc  an  accident,  and  yet  o- 
ucrcomc  with  Chriftianlike  pitty, determi¬ 
ned  to  prouide  nurfing  for  the  Babe.  And 
in  regard  that  it  was  a  manchildc^hce  gauc 
it  the  nanbe  of  his  owne  Fathctjcalling  him 
CaJiruccio.yWhQn  the  Nurffc  was  come,  he 
caufed  it  to  be  nouriflied  as  if  it  had  becnc 
his  owne  :  &  after  growing  to  a  great  boy, 
fent  him  to  fchoolc,  with  full  intention  of 
furrendring  his  Chanons  place  to  him.But 
when  the  Lad  grew  to  14.  ycares  of  age, 
Learning  and  Bookes  was  the  leaft  part  o 
his  care/or  he  was  no  way  addicted  to  let¬ 
ters,  but  rather  delighted  in  handling  of  a 
fword;andin  regard  that  he  was  very  a6tiue 
of  body,  he  gaue  himfelfe  greatly  to  leap¬ 
ing, dancing,  &  wraftling  with  othet  firong 
Lads  like  himfelf.  Speaking  al  in  a  word, he 
was  fo  dexterious  in  whatfocuer  he  did;  as 
none  of  his  companions  could  equal!  him, 
but  Cajiruedo  becae  relpc^tcd  in  euery  eye. 

It  fb  fortuned  jthatCaptainc  Frmcefco 
GuimguOyZ  man  much  renowned,  for  wor¬ 
thy  adions  of  Armes  performed  by  him  in 
Lombardy y  was  then  at  Luca.  He  hearing 
fuch  report  of  young  Calirucdo^  &  feeing 
him  bold  8c  brauely  fpiritcd;found  meanes 
to  haue  him  in  his  fcruicc.  And  Ca/iruedo 
being  now  where  he  beft  defired,  became 
(in  IcfTe  then  fiuc  ycares)  fo  expert  a  Soul- 
dior,as  his  like  was  not  to  be  found, as  well 
on  horfc  as  foot ;  for  he  could  fb  cunningly 
manage  any  horfc,  ihzx  Caualcadore  of  Ita- 
lie  hardly  came  necre  him. 

Being  come  to  the  age  of  iS.yearcsjCap- 
taine  Guiniguo^his  Matter,  departed  thence 
for  MiUatrieixi  aide  of  the  Vifeontines^  who 
were  in  Armes  againft  the  Tburianiy  and 
many  other  MiUaine  Gentlemen.  He  tookc 
Caftruedo  along  with  him, who  caried  him 
fclfc  fo  valiant  and  wifely  in  this  war;  that 
hcc  bare  away  the  fame  from  all  the  Soldi¬ 
ers  in  the  Campe.  This  war  lafted  Sue  or 
fixe  ycares,  which  being  ended  by  peace 
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or  truce;  Captaine  Guiniguo  returned  to 
Luca^mth  his  Caftruedo^  wher  he  was  moft 
kindly  embraced  byciicry  one,  as  well  in 
general  particular, in  regard  of  the  good 
report  noifed  euery  where  ofhim.  So  that 
more  account  vyas  made  of  liim,  then  of 
Guiniguo  his  Maftcr;for  hee  was  fo  humane 
and  courteous  to  euery  man, that  affe(ttion 
increafed  towards  him  daily  more  8c  more* 

VVithin  a  fhorc  while  aftar,  Captainc 

feeling  himfelfe  ficke,  Sc  in  fomc  Cafti-uedd 
:dangcrof  death*,  gaue  the  tutelage  8c  eo-  "cditedwitk. 
lu'erncment  of  /’-J^^'&hisfonnc.tohisman 
Cajiruedo,  In  which  chargc,C4i?rw^w  car- 
ried  himfelfe  fo  faithfully,  that  fo  jong  as 
he  liucdjhe  had  at  his  command  the  affairs 
of  Pagola^ciKn  asif  hce  had  bene  his  owne 
fonne.  After  the  deceafe  of  Captaine  Gui- 
mguoy  the  crcdice  and  reputation  of  Ca¬ 
jiruedo  wonderfully  augmented.  Neuer-i 
thclcflc,  becauf^c  was  very  fiery,  impati¬ 
ent  and  vindicatiuc,  when  any  wrong  had 
bene  done  vnto  him ;  the  men  of  Luca  be¬ 
gan  to  ^ow  fufpitiousjthat  he  piirpofed  to 
make  himfelfe  Lord  of  Z/!^^r4,and  not  with¬ 
out  fome  pregnant  occafion;  in  which  re- 
fpe(tt,thc  Seigneury  commanded  him  to  a- 
uoide  the  Cicy.VV  hich  dif^v^cc  Cajiruedo 
fo  much  dittattcd,tbat  he  refolued  to  be  le- 
uenged,euen  with  the  ruine  and  confufion 
of  his  hcad-ttrong  enemies.  At  this  very 
time, the  Fadions  of  the  Guelphes  and  GibL 
lines  vcigned  powerfully  in  #4^  •  andeiien 
the  alfbjthe  lord  HugoFagiuola  was  in  fbmc 
comand,  who  being  pofreffed  of  the  Seie- 

_ .1  .  §  by  meanes  of 


ncury  of  Pifa ;  Cafimccio  pradife'd  (by  infi- 
nuation)  to  compafle  grace  &  faubur  with 
this  Lord  FagiuoU^  &  therfote  complotted 
with  the  Gibelines,  to  make  Figmek  Lord  of 
Luca.  Working  this  traine  on  fecretly,hc 
preuailedfo  well  with  fome  of  his  friends 
in  the  City ;  that  (at  an  appointed  inftant) 
he  won  a  Port  of  Lucal&y  means  whereof 
the  CiMines  entred,  with  fuch  fuccor  as  the 
Loti  Fagiuok  hadgiuen  them,  expulfing 
thence  the  Guelfhes,  after  they  had  done 
their  very  vttermoft  tiiey  could, 
Cajlraccioviis  now  in  greater  efleeme  the 
euer,&  in  fijch  fort, as  he  was  held  to  be  the 
Lord  of  Luca,  although  he  was  inferior  to 
the  lord  Fagiuola,to  who  he  made  rccourlc 
in  times  of  neceflity.  The  Florentines, who 
deadly  delpighted  Caftruedo,  vndetflading 
the  fuccelleof  bis  anaires;  leuieda  great 
Army,  by  helpe  of  fuch  as  were  in  league 
with  the,purpofing  to  ouer-run  Caftruedo. 
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The  Army 
left  wholly  lO 
Caftruccioes  ' 
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Callrucclo 
winneth  the 
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the  Floren¬ 
tines, Don 
Pedro  &  Don 
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Lord  Fagiuo. 
la  concludeth 
the  death  ot 
C  aftruccio 
difhonorably 


ThcLucsnes 

reuokfrom 

LordFagi- 

uola. 


But  Lord  AHtutcto ^  difpo- 

fed  fo  well  for  the  meeting  with  dicm^that 
the  wan  e  grew  to  be  very  crucll  6^  bloo¬ 
dy.  Concerning  men  of  name  in  the  Flo- 
Campc,  there  was  among  them 
DmPo^lro^Bvoihcv  to  Folpert^Y^m^  of  Na¬ 
ples^  accompanied  with  /)<?«  Carolo  his 
Scphew,fonnc  lo  Phillip.  But  the  vertuc 
of  hoxAFagiuoU  xiwAConPtruccio^  fcrued 
wel  to  courMterpoife  the  greatnes  ofthc  o- 
ther. After  that  this  war  had  continued  for 
ome  fpace  of  time,  the  Lord  FagiuoU  rc- 
ceiued  intelligence,  that  there  had  hap- 
ned  a  great  commotion  at  T'ifiil[n  rcdreCfc 
whereof, Lord  Fagiuola  was  faine  to  Icauc 
^he  Armies  condu6l  wholy  lo  Casirucciox 
wbobehaiied  himfelfefo  wifely  andvalb 
antly  in  this  great  triift,  that  after  many 
rallies  and  light  skirmi fines,  hee  came  to 
battaile  with  the  Florentines.y  CaHruedo 
maintained  the  fight  wichfuch  good  or¬ 
der  and  iudgemcnt,that  (although  he  was 
the  moft  obftinatc  ma  that  euer  was  born 
mlt’dy)  yet notwithftanding,the viftory 
remained  to  him, and  the  flaughter  was  fo 
great,  that  there  were  flaine  aboue  icnnc 
thoufand  Floremmes,^v[\ov\^  whom,D^?;^ 
Pedro  and  Don  Carolo  his  Nephew,  were 
found  in  number  with  the  dead.  •  Which 
victory,  affured  to  the  Lord  Fagiuola^  all 
thofe  eftates  (held  by  him)  in  farre  better 
fecurity ,  a' d  enlarged  the  credite  and  re¬ 
putation  of  Casiruccio^  beyond  all  com- 
j.mon  expectation. 

Winter  being  come,  Casiruccioxtwxx- 
nedto  huca^  by  the  command  of  Lord 
FaduoU^  tf  wards  whom  heilif-vvcdhim- 
felfe  very  obedient.But  ,as  it  is  a  cuftoma- 
ry  cafe,  that  wealth  and  great  honors  doe 
caufc  fearc  and  enuy  :  io  the  Lord  Fagiuo- 
la^  pcrceiuing  the  credite  of  CaHruccio  to 
encreafe  daily  more  and  more':  determi¬ 
ned  hisdeath,  inrecompence  of  all  the 
worthy  feruiccs  he  had  done  him.  To  cf- 
feft  this  diihonourable  bufinefle  5  he  fent 
one  of  his  fonnes  to  Luca^vjho  caufed  Ca- 
to  be  committed  prifoncr,  vnder 
pretence,  of  fome  fecret  blame  impofed 
vponhim.  But  the  irnprifonmcntof  C4- 
JirMcioms  fo  offcnfiiie  to  the  Lucanes:, 
[that  the  people  began  to  mutiny  againfl 
;  their  Lord  Fagiuola  :  whohauing  adner- 
tifement  thcreoi,  leftJP//^,  and  marched 
thether  with  a  potent  Army. 

But  there  hapned  to  him  a  very  ftrange 
accidcnt,and  yet  no  more  then  hee  iuttly 
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defcriied  for  his  vnmanly  dealing.  When 
the  Pifanes  were  aducitifed,  that  Cajlruc- 
eiovidiS  deteined  as  aprifoner^ihcy  began 
fo  to  ftomacke  the  matter,  that  they  flew 
the  Gouernor,  whom  hoti^Fagiuola  had 
left  as  his  Deputy,  and  all  fuch  as  were  to 
do  him  any  fcruicc ;  fo  that  they  enfran¬ 
chized  themfclucs  from  the  tyranny  of 
F4^/W4.Hereceiuingintclhgencc  of  this 

miibap, and  that  (by  this  nieanes)  his  re¬ 
turn  c  to  Pifa  Vi bard  vp  againfl  him* pur* 
fued  onhis  purpdfe,  to.make  all  fure  and 
fafe  at  LucaMt  thcrin  he  proiied  likewife 
as  vnfortunatc  asat  for  the  Pifanes 

had  informed  the  Lucanes  of  their  affaires, 
and  with  fuch  fpeedy diligence  5  thattbe 
Poftc  fr5  the  Pifanes 3^tLuca^m\^ch 
fooncr  then  the  Lord  Fagiuola  could  do. 

Hereupon,  the  pur thefelues  in 

Armes,fo  that  they  cxpulted  the  fonne  of  Lucancs  | 
Fafiuola  out  of  Luca^  with  abfoluic  pur^J  rife  in  Armes 
pofe,  ofallowing.no  entrance  to 
ther  ^biu  gaue  freedomc  to  CaHruccio^  in  ^ludc  his  foru 
meeredefpightof  him.  Yet  lomcf3y,iliat 
Fagiuola  entred  Luca,  8c  very  quickly  was 
expelled  thence  5  when  lofing  all  hope  of 
recoucring  his  eftates,  he  was  glad  to  faue 
himfclfc  by  flight  into  Lombardy.  But  be  it 
howfoeuei’,tbis  I  am  fiire  of,  that  hcc  loft 
his  dominion  ouer  both  the  Cities  in  one 
day :  which  he  might  fafely  hauc  enioyed 
fti!,if he  bad  but  kept  faire  friendftiip  with 
Cajlruccto :  who  being  thus  fet  at  liberty,  caHrucdo 
was  eleded  Captainc  and  General  ofthc  niade  Gene- 
Lucres,  by  free  confent  of  the  whol  Seig- 
neury .  In  which  authority  he  being  loath  confent. 
to  I iue  idle,  leuyed  a  great  Army  jwhere- 
withhee  rccouered  many  ftrong  Holds 
from  the  FlorentmeSy  which  they  had  long 
vfurpedfrom  ifizLucmes:  taking  diuers 
other  of  theirownc  befide,  ih  defpight  of 
their  beft  Forces,  albeit  they  wereftjong 
indeed.  CaUruccio  returning  then  to  Lur 
r4,was  there  moft  honourably  welcomed 
in  regard  of  his  w^onhy  victories  obtay- 
ned.  and  created  abfolute  Lord  of  Luu. , 

From  which  time  forward,  hce  became  areaded# 
much  feared  of the  neighbours  round  a- 
boutjcfpccially  ihe  Florentines^  who  were 
the  moft  powerfull  in  all  Tufeany :  For, he 
had  many  wars  againft  them,  and  tookc 
many  Forts  and  Caftlcs  from  them,  yea, 
and  ouerthrew  them  in  aplainefieldc  of 
Battaile, equally  appointed  on  either  fide. 

As  thus  the  fortunes  of  C aftruccio  grew 
daily  better  and  better,  the  Emperor  Fre- 
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nV^veame  into  Italy ^  to  be  crownd  Empe¬ 
ror  there:  wher  being  cnftru61:ed  of  the  ma¬ 
ny  good  parts  remaining  in  CaBruccw,  hee 
laboured  greatly  to  win  him  to  his  feriiice. 
CaHruccio  then  leaning  Tagola  Guiniguo  (ot 
whom  he  had  thus  long  beencTutour)  as 
his  Lieutenant  to  gouern  Luca\  went  to  fee 
the  Emperor  Fre’^mVi^^whom  he  followed 
fofar  as  hold,that  he  came  thi¬ 

ther  before  the  Coronation  3  butjafter  the 
Emperors  return  into  Germany ^  CaHruccio 
preu ailed  fo  well  by  good  rhcans5that*they 
of  Pifa  chofc  him  to  be  their  Princc.Which 
newes  being  brought  to  Rene^  Kingof  Na- 
ples{h\s  old  heauy  encmy)he  bega  to  grow 
doubtfull  of  CaHruccio^  and  perceiuinghis 
power  to  encreafe  (b  greatly  ;  hec  made  a 
league  with  the  Florentines  againft  Cajlruc- 
intending  now  to  (cc  the  vtter  ruine  of 
him, and  recouery  of all  the  honors  apper¬ 
taining  to  him. 

Hercupon^thc  King  of  Naples  Sc  the  Flo¬ 
rentines  prepared  a  ftrong  armyjwhich  was 
fo  manfully  encouncred  by  Cajlruccio*^  that 
euermore  be  had  the  better  of  thcj  althogh 
with  great  expcnce  of  blood^and  recouery 
of  many  places  from  them :  fb  that  the  Flo¬ 
rentines  were  meq^ely  enforced, to  craue  a 
truce  for  certaine  time ;  during  which-  ref- 
^xityCajlruccio  largely  increafed  his  power. 
Formas  they  of  *  Pijlorium  were  iitdiffrence. 
one  with  another  within  the  Towne :  Ca- 
flruccio  fhouldred  in(during  their  ciuill  dif- 
(ention)  and  poflefled  himfelfc  of  Piftarisl^ 
and  all  other  places  fubicSed  to  that  Citty. 

The  Florentines^tzmg  themfelues  more 
and  more  in  daily  dangers,  endeuoured  by 
al  the  beft  meanes  they  could  deuifc,to  ga¬ 
ther  people  from  all  parts,  oncly  to  breake 
the  Forces  of  Cajlruccio^  or  elfeto  druie 
him  out  of  PtfioriumXw  which  refpe(5l:,the 
fupplics  which  came  to  them,  as  well  from 
the  Kingdomc  of  as  other  places 

more  remote, were  fo  greatj  that  vpon  the 
mufters  account,  they  were  numbred  to  be 
400oo.mcn*  Seeing  then^that  they  had  fo 
goodly  an  Army,  th^ey  began  their  march 
directly  towards  piHorium^^htxtCaftruc- 
do  had  his  Campc,  confifting  of  far  fewer 
people  then  the  Florentines.  Neuerthelcfle, 
he  guided  his  war  fo  wifely,  vfing  fo  many 
furprizalsjskirmifhes  and  encounters, that 
fuccefle  attended  vpon  him  continually. 

Iniheend,comming  tojeheday  of  bat- 
taile,he  proceeded  therein  with  fuchgood 
order,  that  he  vanquifhed  the  Florentines  i 
in  which  ouerthrow  was  great  flaughcer 


'  made,and  ftorc  of  rich  booty  taken,  for  all 
the  cheefeft  of  the  Florentines  were  eyther 
flaine,  or  taken  prifoners.  CaHruccio  him¬ 
felfc  being  wounded,  and  a  great  number 
of  his  menflainc;  yet  all  this  could  not  a 
iotc  daunt  his  courage,  but  dill  he  purfued 
vpon  his  victory, marching  in  all  hafte  with 
his  Army  againft ''  Partum^\(\eh  he  tooke 
very  fpeedily,  as  alfoall  the  Cafttes  and 
Townes  thereabout.  So  that  (without  any 
rcfiftancc)  he  went  and  placed  his  Campe 
within  two  miles  of  Florence^  whereat  the 
Florentines  were  not  a  little  amazed. 

i 

As  hee  was  eflaying  all  meanes  for  bis 
entrance  into  Florence^  bee  rcceiucd  adiierr 
tifement,  that  the  were  pra£lifing 

fome  matter  to  his  difaduaritage;  fo  that, 
leaning  his  intent  for  Florence^  he  returned 
to  triumphant  Conqueror.  After  he 
had  inflided  punifhmcnc  vpon  the  muti- 
ners,  he  went  to  vifite  all  the  neighbouring 
parts^  taking  order  for  all  needfull  occafi- 
ons  befeeming  warre ;  becaufe  he  was  well 
aflured,  neuer  to  continue  long  in  peace, 
without  fome  imployment  for  warre. 

The  Florentines^  mightily  confounded 
by  fbeir  peoples  ouerthrow,  and  Ioffe  be- 
fide  of  fo  many  Towns  .*  freely  gaue  them- 
fclues  to  the  King  of  Naples 
a  yearely  tribute  of  two  hundred  thoufand 
Crownes.  The  Kingof  Naples  accepted 
the  Florentines  offer,and  fen  t  Don  Carolo  his 
fonne  to  their  afliftance,  with  the  moft  part 
of  the  Cauallery  and  Infantery  that  hee 
could  command  5  and  the  like  did  fome  o- 
ther  Citties  of  jtaly^who  flood  all  in  fearc 
of  CaJiruccioesV oxccs:  fo  that  now  the  Ar¬ 
my  of  the  Florentines  con  ft  fled  of  tenne 
thoufand  ho rfe,and  thirty  thoufand  fooie. 
With  this  powerfull  preparation  (perfwa- 
ding  themfelues,  ihsii  Cajlruccio  durftnot 
come  into  thcfieldc)  they  intended  to  be- 
ficdge  Pifa-j  but  Cajiruc do ^who  was  one  of 
the  moft  valiant  &  politique  Gencrals,thac 
the  whole  world  then  afforded,  went  forth 
tomccte  them,  attended  only  with  4000. 
horfe,and  2oooo.foote,but  all  in  excellent 
Military  order.  As  tlvefe  two  Camps  be¬ 
gan  to  draw  neerc  each  other, there  pafTed 
diuers  skirmifhes  in  the  plaine  field, wherin 
continually  Cajlruccio  had  the  bcft.Finally , 
Ca(lruccio  feeking  opportunity,  to  deliucr 
batcaile  to  the  Florentines :  pafTed  ouer  the 
Foord  at  the  Riiicr  of  and  found  the 

Florentines  in  fuch  difbrder,  as  he  compcld 
the  to  accept  the  baiteljwUcrin  was  a  great 
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{laughter  on  both  fidcs,  but  yet  the  vifto- 
ry  fell  to  CiiHruccioz^  twenty  thoufand  Flo¬ 
rentines  being  (lain  in  the  field,  befide  two  ' 
thoufand  prifoners  taken  :  among  whoni 
was  Don  CaroloSonnc  to  the  King  of  Na- 
fles^  and  many  other  Commanders  of 
name.  And  aflliredly  (without  allquc- 
ftion  to  the  contrary)  confidcring  this  laft 
great  viftory, which*  Caftruccio  had  againfl 
the  Florentines ;  he  might  not  onely  hauc 
conquered  Florenceiiidk^  but  like  wife- 
no  meanc  part  of  Italy  befide, 

Buthecre  may  bee  apparantly  obfer- 
ucdjhow  weakc  and  feeble  the  ftrengih  of 
man  is  jfor  a  GlaflTe  is  no  fooner  crackt  & 
{hiiicrdjthcn  a  mans  beft  might,  when 
Gods  afliftancc  giueth  him  ouer;  Ca- 
flruccioy  following  his  fortune  vpon  the 
fpurre,  and  hauing  made  the  furprizall 
before  remembredj  rodecoafting  along 
the  Fducr  of  Arno  like  a  worthy  Generali, 
to  rallire  alfhis  people  together.  And  be¬ 
ing  fore  wearied  andouer-fweated,  (for 
he  had  fought  all  the  day)  the  frefh  coole- 
neffe,  ordampeof  the  Riuerfmote  him 
inwardly ,that  the  night  following,  he  fell 
into  a  Quotidian  Feauer,  whereof  (no 
doubt  as  God  had  appointed)  he  dyed  on 
thefeuenth  day  after,  being  then  in  the 
very  flower  of  his  time,  ' 

Surely , had  this  Cafiruccio  bene  a  Na- ; 
tine  of  Rome^ox  Athens^  as  he  was  of  hn* 
where  he  was  borne^without  knolcdge 
of  Father  or  Mother;  Or  had  he  becne* 
brought  vp  in  the  Kings  Court  of  Mace- 
don:  he  had  greatly  blemifhcd  the  renown 
of  Scipioy  /-^foy/^,yca,and  Alexander  the 
Great. Not withftanding (a  Lucanehoxnt 
as  he  was)  had  hec  lined  a  longer  date  of 
ycares, which  his  youth  and  ablencs  made 
faire  promife  of :  hce  had  equalled  any  of 
them  in  richnefle  of  fame .  But  retur¬ 
ning  to  our  Hiftory,  CaHruccio  madeP4- 
golaGumiguo  his  heyrc;  albeit  fome  fay, 
that  he  had  Children  of  his  ownc,  whom 
heinftituted  to  bee  his  heyres.  But  be  it 
howfocuer,  as  he  got  his  ettate  &  wealth 
by  manhood  and  valour:  his  fucceffours 
loft  all  by  lewdneffe  and  negligence,  if vve 
cxcAm  Aretine^  Blondm^  Toninus  ^ 
MacchiaucUt  : 


\ . 


C  H  AP.  XXXIII. 

A  Difeourfe  concerning  the  Wtndes :  And 
of  their  feuer  all  nam^s,  /ts  well  Ancient^  as 
Moderne,  • 


HEW  indes,accor- 
ding  as  Seneca  faith, 
are  very  meete  and 
f  neceffary  for  the  fpa- 
cious  Vniuerfc  •  to 
conferue  the  tempe¬ 
rature  of  Heauen 


and  Earth ;  to  difperfe  and  fcattcr  raines 
and  myfts  ;  and  to  helpc  the  Trees  in  pro¬ 
ducing  their  Fruites.  Nature  alfo  gauc 
them  creation, to  be  the  mcanes  of  mens 
Nauigation,  whereby  they  might  com- 
municat  together  the  goods  of  the  earth : 
fothac  Regions  which  arc  fertile  in  fome 
particular  things,  may  impart  them  too¬ 
ther  that  arc  not  fo  well  prouided.  In 
bricfcjthc  W^ indes  do  caufe  an  infinity  of 
commerces  among  mcn,which  my  inten¬ 
ded  breuity  will  not  {pare  metolpeakeof, 

Onely  I  haue  propounded  to  my  Iclfe, 
to  fhew  how  many  Windcs  there  are, 
what  they  are,  whence  they  come,  and 
how  they  are :  wherein  I  am  perfwaded, 
that  fome  benefit  willredownd  to  diners 
perfons,cfpecially  tofuch  as  profeffc  fay- 
ling  on  the  Seas .  To  vnderftand  then, 
what  the  Windc  is,  I  will  not  reiyc  on  di- 
uerfity  of  opinions,  iq  fuch  as  hauc  writ¬ 
ten  thereon :  but  following  AriBotle^  and 
the  moft  common  iudgment  of  the  wife ; 
I  faVjthat  the  Windc  is  a  vapour  and  ex¬ 
halation  hot  and  drv,  drawnevp  into  the 
Ayre  by  vertue  of  the  Sunne.  And  being 
driuen  aloft  by  hisheatcand  lightnefle, 
proceeding  on  into  the  middle  Region 
of  rhe  AyrCjWhich  is  alwayes  coldc;com- 
meth  to  be  rcpulfed  by  that  contrary  qua¬ 
lity,  So  that  being  vnable  to  mount  any 
higher, it  breaketh  foorth  into  blafls  whe¬ 
ther  it  can  go,&  being  hindred  of defccn- 
dingdowne,in  regard  of  lightnes :  is  con- 
ftrained  to  toffe  and  tumble  here  &  there 
in  the  Ayrc;  cyther  more  or  lefle, accor¬ 
ding  to  the  ftrength  of  the  matter  wherof 
it  is  caufed.  So  that  the  definition  of  Se¬ 
neca  is  not  warrantable,  who  faieth,  That 
the  Winde  is  nothing  elfejput  the  km/tc  moo- 
ued.without  any  other  matter :hcc^i\{c  rhefc 
are  the  exhalations  and  vapors,  which  ftir 
andmooue  the  Ayre;  for,  after  they  arc 

coofumed,the  winde  ccafleth. 

 As 
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As  concerning  their  names,  our  rcue- 
rend  Ancients  impofed  fuch  vpon  them, 
as  correfponded  with  the  parts  and  Regi¬ 
ons  of  the  world/rom  whence  they  came. 
Neuerthclefle,  Antiquitie  heuer  acknow¬ 
ledged  fo  many  windes ,  as  hauc  beenc 
finccthofc  times .  For^  .  according  as  Pit* 
hie^  Aului  Gellim^  Vegetius ,  Homer  and  o- 
ther  auncient  Poets  fay  ^  no  other  menti¬ 
on  was  made,  butof  fourc  windes  onely, 
which  came  from  the  fourc  parts  or  quar¬ 
ters  of  the  world,  viz.  Eaft,  Weft,  North 
and  South  5  thofc  arc  the  parts  or  quar¬ 
ters  moft  rcmarkcablc  that  can  be  obfer- 
ued  throughout  the  world.  .For,  as  Dauid 
and  Lucan  fay-  Hence  cometh  day^and  thence 
Cometh  night. 

According  then  vnto  this  proportion, 
our  auncient  Latincs  termed  Subfolanuf^ 
the  winde  that  came  from  the  Eaft  Equi- 
noiSiall:  The  Grcckcs  called  it  Afeliotes^ 
or  Eurus :  In  Italy  ^nd  Spaine  i  they  call  it 
Leuante-^  and  French  Marriners  tcrmdt 
EH,  Now,  for  the  right  winde  belonging 
to  Sunne-fetting,  which  is  oppofiteand 
contrary  to  the  precedent :  the  Gfeekes 
called  it  Zephyrusy  that  is,  Hmfiing :  for  it 
makes  all  plants  to  flourifh ;  The  Latines 
named  It  Fauonii^:  Arid  the  Italians  and 
Spaniards  call  [iPonente:  But  our  French 
Mariners  call  it  OueH*  And‘ yet  fbmc  o- 
thcrsfay,that  the  word  Zefhyrus  fignifieth 
Icouching  or  fetting.  The  third  winde  wa^ 
called  by  the  Latines  SeptentriOy  in  regard 
offeaueniStarres,  which  turnc  or  whccle 
about  the  North-Scarre.  By  the  fame  rea- 
fon  the  Greeks  called  it  Apparetia^y  or  Bo- 
rea^'^  the  Italians terme  \iTramontana\  the 
Spaniards  T(ortabrifa*j  and  the  French  do 
giuc  it  the  title  olNort.  The  fourth  wind, 
which  is  oppofite  to  the  North ,  the  La- 
fincs  termed  Aiflefy  eiien  as  if  they  would 
haue  called  it  a  Water  driuer,  for  that 
this  winde  is  often  rainy  5  which  made  the 
Greeks  to  call  it  NotuSy  that  is,watri(h,or 
moift.  The  Italians  name  it  Mex^z^odk  the 
Abregofkry  znd  P^endeual^  and 
the  French, 5’W. 

Thus  you  fee  as  concerning  the  fours 
windes,  whereof  only  fpcake  Homer y  and 
Quid  in  his  Metamorphofis  •  But  (with 
much  more  refped  and  rcucrcnce)  let  vs 
yet  fay,  that  our  blcffed  Lord  and  Sauior 
makes  mention  of  thefoure  windes,  fpea- 
king  of  the  laft  day  ofIudgcment,bothin 
and  SaintA/^fk  ,■  where  he 


fayth  :  That  hee  will  fend  his  Angelis  with 

troupe 5 y  to  a(femhle  his  EleSifrom  the  fome 
windes. 

Now  ,  as  touching  ihcqualkieofthe 
foure  windes ,  we  will  make  fome  relation 
thereof,  in  difcourfing  on  other  fubalter- 
nate  windes.  Since  the  time  of  Bomer^vjc 
find  an  addition  of  foure  other  windes  to 
the  former,  as  affigning  (between  the  Lc- 
uant  or  Eaft ,  and  the  Mez^z^odi,  or  South) 
a  winde  which  the  Latincs  call  Fulturntssy 
becaufe  this  wind  whifticth  like  the  wing 
of  a  Vulture  ,  when  he  diflodgcih.  The 
Greckes  do  terme  it  Eurus*^  and  fome  call 
it  vulgarly  in  Italian  Leuante ,  or  StroCy  or 
Suejly 

The  other  winde  which  rayfeth  it  fclfc 
from  the  place,  where  the  Sunne  moun^ 
teth  at  mid  lune,  hath  no  name  amdngft 
the  Latines.  Notwithftanding,fomc  call 
it  Ardanty  or  Relief^ ontic m it  co¬ 
meth  from  the  coaft  of  the  Hellejponticke 
Sea,  Our  Mariners  call  it  Crecyov  Nokdeft, 
Gelltm  and  Zegetiksy  attribute  thereto  the 
name  of  which  neuerthclefle  is 

the  name  of  another  winde. 

The  other  winds  is  iuftly  betweene  the 
North  and  the  Weft,  and  cometh  from 
that  Region,  where  the  Sunne  fettethin 
winter,  and  is  called  by  the  Latincs  Affri- 
r/^,bccaufc  (in  regard  of Rome){h\%  wind 
commeth  dirc<ftly  from  Africa .  The 
,  Greckes  called  it  Lybsy  bccaufe  they  enti¬ 
tle  to  be  Lybia :  Our  Italians  terme 
it  Lybechioy  the  French  and  Spaniards  Su- 
ouejly  or  Garbm, 

The  other  winde  is  iuftly  betweene  the 
North  andihc.Weft>  and  cometh  from 
the  place  where  the  Sunne  coucheth  him 
fclfc  in  broad  day.  Some  call  it  Aufo^  or 
Cancro.  The  Greckes  called  it  Argefiesy^s 
much  CO  fay,  as  full  of  rayes.  His  impecu- 
bufneffe  is  called  ApiXy  becaufc  it  cometh 
from  a  quarter  of //4//,fo  called:  Others^ 
giuc  it  the  name  of  OlympickyOwi  Italians 
illicit  the  French  &  Spaniards 

doc  tearme  it  Nort-ouejl .  Thefc  arc  the 
eight  feucrall  winds,  whereof  Aulus  Gel- 
lius  and  Zitmum  ,  maketh  mention 
of. 

Moreoucr ,  Androniens  the  Athenian 
Philofophcr,builded  aTower  21  Athens ^ 
with  eight  angles  or  corners  of  Marble, & 
at  cuery  angle  was  figured  the  Image  of  a 
Winde,  which  blew  againft  the  faidc  an¬ 
gle.  On  the  top  of  the  fame  Tower,  was 
_ Aaaa  3  fixed 
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Foure  windes 
more, added 
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Arifi  Iniib. 
C$eUt  Mund, 
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fixed  a  Triton  of  gold  (reputed  to  be  the 
God  of  the  Sea)  holding  a  Roddc  in  his 
hand .  And  this  Triton  was  compofed 
in  filch  artificial! fort 5  that  he  turned  ftill 
with  euery  winde^  like  as  the  Vaynesor 
weather-flags  vpo  Cattles  or  ftatelyhou- 
fes  now  adiyes  do  5  (hewing, or  pointing 
ftiU  with  his  RodTrom  whence  the  winde 
came,  and  where  it  reigned  or  dominee¬ 
red. 

Oucr  and  befide  the  forenamed  eight 
wjndesjthere  were  yet  added  foure  more, 
to  make  vp  iuft  the  number  oftweluc:pla^ 
cing  two  windes  on  this  fide, and  beyond 
the  North,  which  is  the  high  North,  and 
two  other  on  both  fides  of  the  South, 
which  is  the  right  winde  for  the  South. 
That  on  the  right  fide  of  the  Tramontana 
or  North,  betweencthat  and  the  winde 
Cajias^they  called  jdqmloi,  in  regard  of 
his  impetuous  bluftering,  which  is  more 
fuddenjthen  the  wing  of  the  fleetett  Faul- 
con  that  is  or  can  bee.  The  Greekes  alfo 
called  it  Boreas^  in  refpeft  of  the  great 
noife  it  maketh  when  it  blowcth  :  forne  o- 
ther  tearmc  it  The  other  winde, 

which  is  on  the  fide  of  thecouchant  or 
Sun-fetting,betwcene  the  Tramontana  & 
the  winde  Cancro^^^s  cald  by  the  Greekes 
Thrafsias,  Seneca  giueth  it  no  name  at  all 
m  Lathe neuettheiefiej  there  arc  fomc 
who  name  it  Circms^oi  Cirz^m :  the  Cha- 
flilUans  call  it  Gdego* 

The  other  two  windes  are  alfo  oppo- 
fite  to  thefe  hcere  related,  whereof  the 
one  commeth  from  the  entrance  to  the 
right  winde  of  the  South, and  the  Region 
where  the  Sunne  hideth  himfelfe  in  Win¬ 
ter,  which  alfo  is  called  Euro  auBery  or 
Euronorm,  report eth, that  (in 

his  time)  in  Affrica  they  vfed  to  call  it  ?he^ 
nktas ,  '  The  other  winde  plainly  isbe- 
tweene  the  dire6t  winde  of  the  South  and 
the  Garbhoi  SuWeJi:  in  which  rclpcdf 
they  call  it  Ly honor m ^ox  LyboauBer,  And 
thefearethc  tweluc  Windes,  according 
to  the  foure  Regions  of  the  World. 

his  Booke  of  Heauen  & 
the  World,  and  in  his  Meteors,  maketh 
mention  of  the  Windes  •  buthc  neythcr 
afligneth  to  them  any  names  or  number. 
Pliny  notvvith(bnding,  Seneca  zx\ATeg€tu 
«!fdoc  make  mention  of  tweluc  5- as  the 
like  alio  is  done  by  our  modernc  Attrolo- 
gersand  Cofmogvaphers,  as  namely  0- 
rontim^ApfLinmj  Gemma-f-nJiuCy  Henri- 


cm  Glareanm^Stoflerinmyloannes  BerenuSy 
loannes  Ferneliusy  Robertw  y alturinm 
many  more  befidc.  Vttruuius  neuerthc- 
leflejafter  he  hath  afligned  the  eight  prin¬ 
cipal!  Windes  to  their  Regions :  doth  yet 
giue  two  fubaltcrnate  Windes  to  each  of 
the  other  Windes  5  fo  that  (by  his  ac 
count)  there .  fhould  be  foure  and  twenty 
Windes. 

Notwithftanding,  to  enftrud  our  bet 
ter  apprehenfion  of  the  Windes,  he  pre- 
fuppofeth  three  Circlcs,whereof  one  fer- 
ueth  for  the  opinion  of  foure  Windes, 
the  other  is  for  that  of  eight,  and  the  laft 
for  that  of  twclue.  Hcc  fetteth  downc 
(befide)the  names  of  the  Windes,accor' 
ding  as  Marrincrs(and  efpecially  tht  Spa^ 
niards)  hauc  ftiled  them. Yet  (in  the  mean 
whilc)i£  is  to  be  obfcrued,that  the  windes 
are  alwayes  conformedjto  the  qualities  of 
the  Regions  from  whence  they  come. 

For  the  three  Oricntall  or  Eatt- 
windes,  that  is  to  [iy^ SubfdanmyCaciaSy 
and  yulturnus,  are  hot  and  dry :  whereas 
contxmmk^Zephyrm  and  his  neighbors^ 
which  come  from  the  Weft  or  bon-fet, 
arc  colde  and  moift ;  becaufc  the  abfcnce 
ofthe  Sunne,  maketh  the  Regions  colde 
where  thofe  windes  blow .  As  is  cafily 
difeerned  by  the  night  time,  which  is  e- 
uer more  coldc,as  alfo  by  places  fubic6l:ed 
to  (hades,  that  arc  (ordinarily)  coole  and 
frefh.  From  the  fame  caufe  proccedeth 
humidity  5  for,  as  hcate  in  the  day  time 
drycththe  Eaflcrne  windes:  fo  on  the 
contrary,  moifturc  encrcafeth  in  the 
nights  coolcnefle. 

As  for  the  three  Septentrtonall or  North¬ 
erly  Windes,  they  arc  cold  and  dry  5  be- 
caufe  they  come  from  colde  Regions,  U 
they  haue  their rayes  writhed  and  wrinck- 
led.  Their  coldnes  alfbcaufeth  drinefle, 
which  they  borrow  of  the  eaftern  windes, 
that  aretheit  neighboujs :  and  yet  they 
can  take  no  moyfturcfrom  the  Occiden¬ 
tal!  or  Wefterne  windes,  bccaufe  their 

drought  and  humidity  are  diredty  con¬ 
trary. 

i  ComcwenowtotheMeridionall  or 

Southerly  WindcSjthey  arc  hot  &  moift: 
becaufc  they  deriue  their  warmth  from 
hot  Regions,  comming  from  where  the 
Sunne  hcatcch  downe  right;  with  this  ad- 
dition  morcouer,  that  they  arc  neighbors 
to  the  Eaft  windes , which  are  hot.  Con¬ 
cerning  their  humidity,  they  draw  it  from 

the 


Foure  &twc. 
ly  windes 
granted  by 
Yitruuius. 


Three  Circle* 
alotted  to  the] 
windes. 


The  confor- 
raity  of  the 
windes  to 
their  Regions 


The  diffrence 
betweooeday 
and  night 


ume*. 


Of  the  Nor 
therjy  windes 


Of  the  Meri¬ 
dional!  or 
Southerly 
windes* 


IC! 


2 

J 


Chap.33. 


Of  the  VVindes. 


Occurrences 
in  charge, 
commethby 
the  qualities 
of  the  wiadet 


The  Eaft 
windc  the 
moil  health- 
full  of  all  the 
reft. 


iheWefterne  windes,  and  vapours  both 
of  the  Sea  and  Land.  In  Mountainy 
Regions  ^charged  with  SnoweSj  the  Sou¬ 
therly  winde  may  there  get  his  moyftiire, 
as  the  like  heedothin  fenny  and  muddy 
places :  cuea  as  drineffe  may  be  caufed  by 
Plaines  and  champaigne  groundsjfb  that 
they  may  be  charged  in  the  occurrences, 
according  to  the  qualities  of  the  windes.  ' 
Here  we  are  to  obferue,  that  in  cuery  Re¬ 
gion,  the  three  windes  commihg  thence, 
are  all  of  one  quality  &  produce  the  fame 
cffedsjwhich  caufe  other  effects  (great  or 
(mall)  according  tofuchas  they  happen 
to  mccte  withall.  ^ 

It  refteth  now  tofpeakc  ofthc  particu¬ 
lar  qualitie  belonging  to  each. windc. Bc- 
ginne  wee  then  with  the  right  Eaft  windc, 
which  is  the  moft  healthfull  of  all .  For, it 
is  fubtile  and  pure ,  and  partaketh  more 
with  choller ,  then  his  conjpahions .  His 
neighbour, bio  wing  againft  the  South  j  is 
more  moyft,  and  farre  more  funous  then 
the  former,  and  chargeth  the  ay  re  with 

^  ,  cloudes.  AriB  stle  tzsih ,  that  when  this 

Am,inCeel  et  .  j  ii  t  ,,1/.  j  r  i 

windc  blowcth  5  all  things  do  Iceme  more 

I  great  and  grofle ,  then  they  are  indeedeJ 
The  right  windc  of  the  South caufeth 
raines  and  tempefts ,  it  troubleth  the  airc 
with  cloudes  ^  procuring  peftilencc  and 
corruption.  The  windc  Garbin ,  which  is 
neighbor  to  the  right  Weft,  is  very  tern- 
peftiue,  according  vnto  VirgtU.  But  the 
Oueli  or  Weft  wind,encrcafeth  fleugme, 
and  procuireth  thunders  :  itbeginneth  to 
blow,at  the  firft  appearing  of  the  Spring. 
The  direft  T rmontmA^  which  wccallthc 
right  North  winde  ,  caufeth  coldc  and 
fioft,  it  burneth  flourcs  and  fruites ,  and 
purificth  a  corrupted  ayre  •  Now,  in  re¬ 
garde  it  (hutteth  and  lockcth'vp  the  pores 
in  mens  bodies ;  this  winde  is  hclde  very 
apt  for  health .  As  much  may  be  fayde  of 


What  winde 
blowcih  at 
the  Springs 
entrance. 


the  other  Septentrional!  windes ,  which 
arc  his  confbrts  or  companions. 

It  is  to  be  held  then  for  a  concinfion, 
that  thefe  windes  proceedc  from  vappurs 
and  hote  exhalations, and  that(in  al)ihcre 
arc  tweluc :  without  depending  vppon  o- 
thcr  allegories ,  afSgned  to  fome  infant 
windes .  The  Spaniards  hold  for  princi¬ 
pal!  windSjthbie  fourc  which  come  from 
the  foure  parts  of  the  world,  to  wit,  Eaft, 
Weft,  North  and  South  •  Asforiheo- 
ther  foure,  they  tooke  their  names  from 
them  precedent  :  for  the  Notth-eaft  is 
betweene  the  North  and  Eaft  wind :  that 
which  is  betweene  the  Sunne-ftt  and  the 
South,  is  alfo  called  South-weft,  and  the 
other  betweene  the  Eaft  and  South,  is  al- 
fq  termed  South-caftj  thefe  arc  their  fe- 
ucrall  nominations.  /  ^ 

Afterward,  eight  other  Were  talked  of,' 
v^hich  are  equally  bi -parted  betweene  the 
former  eight,  being  termed  Collateral!, 
fide  or  middle  windes.  As  that  which  is 
betweene  the  North  and  the  North-eaft, 
was  called  North-North-eaft :  The  other 
which  is  betwixt  the  Eaft  and  the  North, 
is  called  by  the  Spaniards  Zefur-deB^  and 
by  French  Marriners,  North-eaft;  that 
which  is  betweene  the  South  and  South- 
eaft,  is  called  South-South-eaft;  and  the 
other  betweene  Eaft  and  South-  eaft,  is 
named  Eaft-Soiuh-eaft.  The  other  bc- 
tweenc  South-weft  and  Eaft,  is  tcarmed 
VVeft-South-Weft;  andfoof  the  other 
in  the  fame  diftinguiftiing:  fbthat  fixe- 
teenc  VVindes  arc  equally  diftributed  o- 
ucr  the  Earth.  Some  addc  other  fixe- 
teene  VS^indcs  beftde,  which  they  tearmc. 
Quarter  windes, by  which  alIowance,\vcc' 
(hould  then  hauc  two  and  thirty  windes : 
but  thefe  latter  borrowc  all  their  names' 
of their  neighbours.  Thus  much  there¬ 
fore  may  ferue  for  all  the  Windes. 
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The  end  of  the  eight  Booke. 


The  Ninth  Booke, 


Of  the  (freat  Trouince  of  ^fMofeouia  itAs  alfo  the 

nets,  Religion^  and  Power^  of  the  Prince  there  Ruling,  Diuided  into  fiuc  feuc- 
yaU  Tracies^ 
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iMo^couia  fom 
i  time  called 
iSarmaiia* 


Fourc  brctbe-» 
ren  diuided 
the  Nonh- 
pa  rcii  between : 
(hem*  {' 


In  this  jirfiTraef^  is  contained  a  Cofmogra- 
fhicall  defeription  of  the  whole  Countrey  • 
the  climate  and  Soyle  •  Alfo  whit  Shires 
or  Regions  are  therein  contained,  what 
Commodities  the  feuerall parts  of  the  land 
yeeldeth :  A'ld  then  a  breefe  Collection ,  of 
the principall Citties  arid  Townes  in  Mof 
C’ouiaor  Rufsia* 


of  coma  or  Rufsh^ 
i$  a  great  norther- 
ly  Region ,  con- 
tainingrhorcthen 
fiuc  hundred  lea¬ 
gues  in  length  . 
The  principal  Ci; 
tie  thereof,  being 
called -^^4,  oxMofcuuAy  greater  then 
the  Citty  Paris  in  France,  and  feated  on 
the  Riiicr  Mojefua,  1  read  alfo,  that  this 
Countrey  was  (fometimes)  called  Sarma- 
tia^  and  came  to  varry  or  change  from  the 
name,  by  calling  it  felfe  Rufsia^  as  beeing 
parted  or  diuided  into  fundry  finall,  yet 
abfolute  Regiments,  ney  ther  depending, 
or  being  in  fubiedion  one  to  another. 

Some  of  their  Writers  doe  affirme, 
that  the  North  partes  of  the  Countrey, 
chanced  to  bee  diuided  betweene  foure 
Brethren,  whofe  names  were  Trubor ,  Ru- 
ricoy  SineesgmA  Tarings in  that  coun¬ 


trey  tahguagc,whcn  they  fpcak  the  word 
i?»^,itirnplyetbas  much,  as  to  part  or 
diuide.  They  auoiich  likcwifejihat  fbiirc 
other  perfons  made  the  like  partition  of 
the  South  parts,  as  KtOy  Scieko,  Choranus, 

and  a  Sifter  of  theirs,  named  ^  and 

eucry  one  termed  his  Prouince  or  Terri¬ 
tory,  according  vnto  his  owne  particular 
name :  and  ib  from  this  their  diuifionjthc 
Countrey  came  to  be  called  about 

the  yearcofour  Lord  eight  hundredand 
fixty. 

'  At  fuch  time  as  it  was  called  Sarmatia^ 
it  confifted  ;of  two  peculiar  Diuifions  : 
Namely,  the  Blackc  and  White.  White 
Sarmatia  contained  all  that  portion  that 
lyctl}  towards  the  North,  and  on  the  fide 
ofLiceJland^ynhich  Prouinccs  are  now  ter¬ 
med  Duyna^  V ^fghayT'ologdajCargapoliayNo^ 
uogradia^^cc  Aouogradia  being  the  chief 
and  Mccrdpolitane  City  of  them  alJ.Thc 
Blacke  Sarmatia  contained  all  the  country 
Southward,  towards  the  black  or  Buxme 
Sea,  with  the  Dukedomeof  f^alodemer  of 
Mof  CO  ^  Rez,an^  ^c.  It  is  bounded  North¬ 
ward  by  the  Lappes  and  the  north  Ocean: 
On  the  Southfidc  by  the  Tartars,  called 
Chrimes:  Eaftward  they  haue  the  Nagai- 
an  Tartar,  who  pofTeffeth  all  the  country 
oftheEafifideofthcr^?/^)&4,  toward  the 
Cafpian  Sca:On  the  weft  and  South-weft 
border,  lyc  LituaniaJJ,uonia^  and  Poloma, 
All  the  Countrey  beeing  brought  to 
the  obedience  of  one  Gouernor,do  com 
prehend  thefe  chcefc  Shy  res  or  Prouin- 

CCS. 
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Volodomer  ('which  bcareth  thefirft 
place  in  the  Emperors  ftilc,  becaufe  their 
houfe  came  firft  ot  the  Dukes  of  that 
Countrey)  Mosko^  Nifnottogrod^  'Plesko^ 
Smolenskoy  Nouogrod  Felica  (or  Nomgrod 
of  the  Low  countries)  Rojloue^  Tarujlnue^ 
Bealoz^era^  BexuinyDuym^Cargapolia^  Mef- 
chora^Fagha^rfiugayGhdetfa.  Thefc  are 
the  fhyres  naturally  belonging  to  Mofeo^ 
uU  or  Ruf  r/4',  but  farre  greater  and  larger 
then  the  Shires  ofEngland  j  albeit  I  can¬ 
not  fay  that  they  are  fo  well  peopled.  The 
other  Countreyes  or  Prouinces ,  which 
the  Emperors  haue  wonne  by  power^and 
more  lately  annexed  to  their  former  Do¬ 
minion,  follow  by  thefc  names .  T werray 
ToughormyPermia.f^adsktiJBoutghoria^Cher- 
ntgo^  OudorU^  OhdorU^  Condora^  befide  a 
great  part  of  Siberia^  where  the  peoplcj 
(chough they  arc  not  naturall  Ruffians) 
obey  the  Emperor  of  Rufsia  or  Mofeouia^ 
being  gouerned  by  his  Countrey  Lawcs| 
paying  Taxes  and  Cuftomes,  cuen  as  his 
owne  people  doe.  Ouer  and  befide  all 
which,  the  Kingdomes  oiCax^an  and  A- 
Hracan  (not  long  fince  obtained  by  con-1 
queft)  arevnder  his  command. 

Concerning  all  his  pofleffions  in  i/- 
tuania  (to  the  number  ofthirtie  great 
-Townes,  and  more)  w  ith  Name  6c  Dorp 
in  they  are  quite  gone  from  him, 

becing  (of  late  ycares)  furprized  by  the 
Kings  of  Polarfd  and  Sweden.  The  fore-na¬ 
med  Prouinces  or  Shires,  are  all  reduced 
into  foure  lurifdicSionSj  teaimcd  by  them 
Chetfyrdsy  as  much  to  fay,  as  Tetrarchyes 
or  fourth-parts,  whereof  wee  {hall  haue 
more  occ'afion  to  fpeake  hereafter. 

The  whole  countrey  is  of  great  length 
and  bredth:  for,  from  the  North  vnto  the 
South  (meafuring  from  Cola  to  Ajlracany 
leaning  fomewhat  Eaftward)  containctb 
in  length  about  foure  thoufand  two  hun^ 
dred  fixty  miles,  which  they  terme  verft; 
And  yet  the  Emperor  hath  more  exten- 
durc  Northward,  farre  beyond  Cola^  cuen 
to  the  Riuct  of Tromfehua ^which  runneth 
a  thoufand  verft’or  miles  beyond  Pechin- 
ga^  neerc  to  Wardboufe^  yet  not  intirc  nor 
clearly  limited,  becaulc  the  kings  of  Swe- 
den^nd  Denmarke^hzuing  diuers  Townes 
there,  as  well  as  the  ;  arc  plotted  to¬ 

gether,  the  one  wdth  the  other, all  of  them 
laying  claime  to  thofc  whole  North-parts 
as  their  owne  peculiar  right .  As  for  the 
Countreyes  bredth,  from  that  part  of  the 


Territory  lying  fiirthcft  Wcftvvard  on  the 
Name  fide,  to  the  Eaftward  parts  of  Sibe- 
-rta^  where  the  Emperors  Garrifons  arc 
kept,  is  counted  forty  four  thoufand  vcift 
or  miles,  or  thereabout .  They  holde  a 
Verft  to  be  a  thoufand  paces,  yet  icflc(by 
a  quarter)  then  an  EnglilE  Mile^  If  the 
whole  Dominion  of  the  Ruffian  Empe- 
rour  were  all  habitable,  and  peopled  in  al 
places^  he  would  either  hardly  hold  it  all 
within  one  Gouernment,  or  bee  too  po¬ 
tent  for  all  his  neighboring  Princes. 

To  fpeake  fomewhat  of  the  Soilc  and; 
Climate,  for  themoftpart  itconfiftetb 
of  a  flight  fandy  mou!d,yet  differing  farre 
in  one  place  from  another;  for  ycelding' 
fuch  things  as  the  earth  affoordeth.  Con- 
cerningthe  Countrey  North-ward,  vnto 
the  parts  of  Saint  NichoUs  2nd  Colay  and/ 
North -Eaft  towards  Siberia ;  it  is  all  verie 
barren,  and  full  of  defert  woodes,  by  rca- 
fon  of  the.Clymatc,  and  extremitie  of 
the  cold  in  winter. 

in  like  manner,  along  the  nncxVolgha^ 
betweene  the  Countries  of Caz>an  and 
firacan^  where, 'though  the  foylc  is  fruit- 
full,  yet  it  is  vn-inhabited  .‘except on  the 
weft  fide  of  the  riuer  Volghay  where  the 
.Emperour  bath  fomefew  Cafiells ,  and 
garrifons  in  them .  But  this  is  occafioned 
by  the  Chrim  Tartar  y  who  will  neythcr 
himfelfc  plant  Townes  to  dwell  there  (as 
delighting  in  an  extrauagant  and  wilde. 
kindc  of  life)'  nor  yet  fuffer  the  Ruffe  (who 
is  farre  off  with  the  ftrength  of  his  Coiin- 
trey)  to  people  thofe  parts. 

From  Tologda  lieth  wcll-nearc 
feauen  thoufand  verft  from  the  Port  of 
Saint  NicholaSydov^nQ  toward  Moskoy^nd 
fo  towards  the  South  Port, bordering  vp- 
on  the  chrim  y  contayning  the  like  fpace 
of  1700.  verft  :  it  is  a  very  pleafant  and 
fruitfull  Countrey ,  yeelding  pafturc  and 
come ,  with  woods  and  waters  in  great 
plcntie.  The  like  is  betweene  Rez>an  (ly¬ 
ing  South-eaft  from  Mesko)  to  Nouograd 
2ndTobskoy  the  which rcacheth  furtheft 
towards  the  mountaines  :  So  betweene 
Mosko  and  Smolensko  ( lying  South-weft 
towards  Lituania ,  is  a  very  pleafant  and 
fruitfull  (byle. 

To  obferue  the  whole  Countrey,  ma- 
keth  a  great  difference  from  it  felfe ,  in  re¬ 
gard  oftheyeares  courfc;vrging  a  ftrange 
alteration ,  betweene  VVfintcr  and  Sum¬ 
mer  in  Rufia .  All  the  Countrey  lyeth  in 

.  Winter, 


The  Empe¬ 
rors  domini¬ 
on  nor  alJ  ha¬ 
bitable. 


Of  the  foylc 
and  Climate 
in  Mofeouia, 


Barren  foylc 
and  defarc 
woods. 


Thefausgc  & 
extrauagant 
kind  of  life  of 

the  Chrim 
Tartar. 


A  very  fruit* 
full  and  plea- 
faru  countrtfy 
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Aftrange  in- 
equality  of 
the  coumrey 
in  winter  and 
'iumtner. 


Mighty  d  cepe 
fnowesand  i- 
ccs  in  Mofeo- 

uia* 


The  ea:trcam 
freezing!  cold 
of  the  country 


Diners  frozen 
to  death  with 
cold>in  Mat' 
kets  and  fre* 
quoted  ftreets 
<  and  trauellers 
on  their  Sleds 


An  admirable 
fuinmer  time 
in  Mofeouia. 
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Booke! 


W  inter  vnder  which  fallcth  there 

continually^  contayning  (fometime)  two 
yardes  in  thickenefle,  andyetfarre  grea¬ 
ter  towardcs  the  North  :  thcRiucrs  and 
Waters  being  all  frozen  oner  a  yard  and 
more  in  depth  of  cruft,  how  broadc  or 
fwift  in  current  foeucr  they  bee ,  conti¬ 
nuing  fo  commonly  for  the  fp  ace  of  fine 
moneths  5  as  from  the  beginning  of  No- 
uembcr,vntillit  draw  towardes  the  end 
of  March,  and  then  the  Snowes  begin  to 
melt. 

Well  may  we  iudge  of  the  ayres  fharp- 
nefle  there  y  becaufc  Water  dropping 
downe,  or  thrownc  vp  into  the  Aire/ree- 
zeth  to  Ice  before  it  can  fall  to  the  grond. 
And  let  a  man  hold  a  difti  or  pot  of  pew¬ 
ter  in  his  hand,  during  the  extremiticof 
Winter  ('except  in  fomc  chamber  where 
the  Warmc  Stoaucs  are)  and  his  fingers 
will  freeze  faft  vnto  it,  euen  to  tearing  the 
skin  off  at  the  parting  with  it.  And  let  a 
man  go  out  of  a  warme  room  into  a  cold, 
heftallfcnfiblyfcelc  his  breath  to  grow 
ftarke,euen  as  ftifling  with  the  cold,draw- 
ing  it  in,  and  vrging  it  forth. 

Many  haue  bene  noted,  not oncly  fuch 
as  trauaile  abroad,  but  others  in  the  fre¬ 
quented  Markets,  and  common  ftreetes 
ofTownes,  to  bee  mortally  pinched, and 
mcerely  killed  with  colde./  Sothatdiuers 
hauebeenefeene  to  droppe  downe  dead 
in  the  ftreetes,  and  many  trauaylers  are 
brought  into  the  Townes,  fitttng  ftiffe 
and  dead  in  their  Sleds:  yea,  fome  haue 
loft  their  nqfes,  the  tips  of  their  cares ,  the 
ballcs  of  their  cheekes,  their  Vf:rie  Toes, 
fcete,&c.  Many  limes,  when  Winter  is 
very  hard  and  violent,  Beares  &  Wolues 
haue  come  (by  huge  troopes)  out  of  the 
woods,  as  enforced  thereto  by  meet  hun¬ 
ger,  and  entering  into  Townes  and  Villa¬ 
ges,  haue  rent  and  tome  whatfoeiier  they 
could  finde  or  mcctc  withall^whcfeby  the 
inhabitants  were  enforced  to  flight,  onc¬ 
ly  for  fafety  of  their  lines. 

But  when  the  Sommer  is  come,  ncucr 
was  feenc  a  more  frefh  and  delicate  coun- 
trey»  the  woods(confifling  moft  of  Firrc 
and  Birch)  being  fo  fweet  and  loucly  5  the 
Pafturcs  and  Meddowes  fo  grccne  and 
well  grownc,yea  and  vpon  a  fodaine,fucb 
variety  of  Flowers,  fuch  harmonic  of 
Birdes[(chicfely  of  Nightingales,  whofe 
notes  feeme  more  loud  and  variable, then 
ill  other  coimtries)that  no  man  can  lights 


ly  trauaile  in  a  more  delightfiillcoiintrcy. 
From  the  frelh  and  fpcedy  growth  of  the 
Spring  there,  the  fnow  giucthno  oieanc 
reafon  of  opinion, bccauft  all  winter  time 
itfeemethasmantiedina  white  Liiierie, 
which  keepeth  it  warmc  clothed  al  winter 
while,  till  Spring  time,  and  then  the  Suns 
heat  diflc^cth  it  to  water.  All  which,  do 
fofwcetly  fympathize  with  the  ground, 
beftowing  on  it  fuch  fufficient  drenching 
and  foaking  (being  of  a  flight  and  fapdic 
mould,chearing  it  againc  with  the  funnes 
reuerberating  brightneffe)  that  it  produ- 
cetb  quickly  all  hearbes  and  plants  in  ex¬ 
traordinary  aboundance.  So  that,as  win¬ 
ter  there fuperaboundeth  in  coldc,  Som¬ 
mer  anfiveres  it  with  fo  much  the  more 
heate :  chicfely  in  June,  luly,  and  Auguft, 
It  equalling  then  thebefl  ayres  in  any  o- 
thcrCoLintrcy; 

Comming  nowc  to  fpcake  of  the  Ri- 
ucrs,tbc  firft  is  the  famous  Volgha^  whofe 
header  Spring arifeth  at  an  Alder-trees 
roote,  fome  two  hundred  Verft  beyondc 
TaruJIaue.  If  entreth  into  (lich  bignes  by 
the  entercoiirfe  of  other  riiiers  gyring  in¬ 
to  it ;  that  in  fomc  places  it  extendeth  in 
bredth  a  mile  and  more ,  till  at  length  it 
falleth  into  the  Ca[ptan^t2i^  by  eftimation 
ncerc  a 800 .Verft  or  miles  in  length.  Bo- 
riBhenes  is  the  fccond,  called  now  Nefer : 
diuiding  the  country  from  Lituanky  and 
thence  hauing  his  courfc  into  the  Buxine 
Sea.  Tanais  termed  D0n(boun- 

ding  anciently  betwcenc  Jlfia  and  Eurof) 
fecmetbto  haiichis  rifingout  of  iheA^- 
pafiGng  thorough  tfie  Chrim 
Tartares  Countrey ,  till  hec  makes  his  fall 
into  the  Sea-lake,  or  great  Mcare,  neere 
to  the  Cittic  of  Jlx^ou ,  called  M^otis  • 
Report  runneth  among  the  Ruffes ^  that 
from  their  cheefe  Citty  oiMofeo^  cuen  to 
C onHantinople^  and  fo  into  all  thofc  parts 
of  the  world  5  men  may  eafily  make  paf- 
fage  by  this  Riuer .  But  then  the  con- 
uoy  Boate  muft  bee  drawnc  oner  a  lit¬ 
tle fome-fewe  Verftes  thwart- 
wife,  asproofewas  not  long  fincemade 
of. 

DuynA^  being  many  hundred  Miles  in 
length, muft  bee  remembred  amongft  the 
rc^,  falling  North  into  the  Bay  of  Saint 
Nicholas the  Sca-fide  it  hath  great 
Rockesof  Alablaftcrvppon  each  bankc. 
T>nnA  emptiethit  felfeinto  the  Baltickc 
Sea, ncerc  to  the  town  And  then 

is 


The  reafon  of 
ihcfodainc  8c 
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Onega. 


YoloeV. 


Suchana 


I  Ocka* 


iMoicua. 

Iwichida* 


is  One^a^  which  Tome  ninctic  Verft  from 
the  port  of  S^vit  Nicholas his  down¬ 
fall  into  the  Bay  at  Solottetfco.  Not  far  be¬ 
neath  thisriuer  mecteth  with 

another,  called  Volockcy  which  by  Tama  (a 
fmall  Towne^droppeth  into  the  Finland^ 
fea.  Into  which  Sea,  from  Saint  Nicholas 
Port,  and  fo  into  the  Sound,  the  Rujfes 
cafily  pafTeby  waterZ  \  , 

Suchana  is  anotherj  which  flowing  in¬ 
to  Duyna^nmneth  on  into  the  North  fea. 
As  for  Ockdy  his  head  commeth  from  the 
Cinwj  borders, dreaming  on  into  ^algha. 
And  Mofeua  glidetli  thorough  the  Gittic 
borrowing  his  name  thereof.  Wi~ 
chtda\iVzmi^  is  a  very  long  and  fpacious 
riucr,  tiling  out  of  Permtay  and  falling  in¬ 
to  the  Folgha. So  much  for  thefc  memora-, 
ble  riuers  in  this  country.  ,  r  :  , , . ,  , :  ,  ,, 
We  come  now  to  fpeak  of  thole  fruits 
I  las  MofcouiaycclAtthyVjhkh  are  in  diuers 

i  Juchfiuueas  k„^ds;as  Apples, Pearcs,  Plums,'. Cher., 
fordethr^  j  ties  ted  and  blacke,  but  the  black  ones  are 
wildc.  ThenhaoetheyaDeene,  which 
is  like  to  a  Musk  Mellop^  but  much  more 
Ixvcete  and  delicious.  Alfo  Cucumbers, 
Gourdes  (which  they  Arboufe 

Rafpes,  Straw-berries, and  Huttlebcrrics, 
belide  many  other  in  great  plenty  5  for  e- 
uerieWoodde  and  hedge  iswellftored 

with  them.  /  r 

I  But  if  you  demand  of  their  Cqrnc  and 

Graine,tbey hauc VVheate, Ryc.B3|Jeyi 
ihe  Countrey  i  Oates,Peafe,Buckway ,  Pfnyiha,  which 

yeeldeth,  and  Thc  CoUntrcy 

isVold,  ^  is  fo  ebounding  in  tbefe  Gtaines,  that  it 
can  allow  a  large  ouer*plus  quantity  :for 
Wheate  is  fometime  there  folde  for  two 
jllteens  ihc  Chetjird  y  v&lcvjmg  ten  pence 
fterling,  and  the  meafure  amounteth  well 
neere  to  three  BulTacls. 

Concerning  feafons’of  Husbandrie, 
Their  fcafom  ^  fowen before  Winter, and  all 

other  graine  in  the  Spring  time.  Such  as 
dwell  farre  off  in  the  North,  and  defert 
places,  as  the  the  piartes  more 

Southward  do  furnifh  them  i  beeing  con- 
ftrained  yet  (fometimes)tom2ke  Bread 
ofaRoote  called  Faghmy  find  of  thc  mid¬ 
dle  rind  of  the  Firrc  tree,when  any  dearth 
hapneth. 

Natiue  commodities  ycelded  by  the 
Counirey  are  many,  and  of  good  worth, 
forferuiceofthe  peoples  bell  expeftati- 
on,and  benefittingthe  Empcror,by  ven¬ 
ting  them  abroad  in  thc  World:  for  thc 


lor  lowing 
I  their  Gratne. 


The  commo 
ditics  which 
in  bell  mawet 
thc  Country 
affoordcih^ 


cold  of the  Climate(bcing  a  naturall  in- 
conuenience)  by  Gods  great  goodnelfc, 
is  therein  much  remedied.  Their  clKctcft 
Furres  are  Blacke  Fox,  Sables, Lulcmts, 
t)un-fox,  Marirones,  Gurnftalks  or  At- 
mines,  Lafets  or  Mineucr,  Bcucr,VVul- 
ucrins,  being  the  skinne  of  a  great  watcr- 
Rat,  that  fmclleth  naturally  likeMuskej 
(Calaber  or  gray  Squirrel!,  redde  Squirrel, 
red  and  white  pox,  whatplentieof  thefc 
are  fpent  in  the  Countrey  (  becaufe  the 
people  weare  Furres  all  the  wintertime) 
is  almoft  incredible .  And  yet  thc  Mer¬ 
chants  fame  y  cares,  tranfport  thence,  to 
thevalewoj  foure  or  . flue  hundred  thou- 
fandRubbieSjto  Turkic ^Perjiay  Boulghar 
riay  Georgia^  with  feme  other  of 

Chriftendomq.  ^  . 

,  Inthc  Countreyesof  Pechoray  Mom- 
goforfriay  Gbdorskoy  find  other  places,  do 
the  heft  Sable  furres  growc^  and  the  wpr- 
(crin  Siberiay  permy  and  fuchlike  places, 
TheblackeFoxeand  red  come  from  Si- 
beriafis  from  Pechorathewhite  and  Dun: 
the,WoIues  and  Beares  skins  (  both  bee^ 
ing  white)  come  alfo  thence .  Perm  yeil- 
deth  the  choy fell  Wuliierin,  and  the  bell 
Martrones  come  from  Syberiay  Cadamy 
Morumy  Perm  and  Caz>an^  Qallets  &  Oug- 
lites  fend  out  the  bell  Luferns,  Miniuer^ 
and  Ermines :  yet  fomc  come  from  No- 
UfigrodandPermfindMurmonskeyby  Co- 
/4  hath  the  bell  breed  ofBcauers.  Com¬ 
mon  Furres  (with  fome  of  thefe  fore-na¬ 
med)  are  in  eueric  part  of  the  Coun- 
irey. 

A  fecond  commoditie  is  waxe,  which 
hath  bcene  Ihipt  thence  into  far  remote 
Countreyes  yearcly,  the  valcw  of  50000. 
Pood.  Honey  alfo  is  there  in  great  quanti¬ 
ty,  fpent  day  ly  in  their  ordinarie  drinkes, 
which  is  of  all  forts :  andyet  carried 

out  of  the  Countrey  in  great  abundance. 
Mordua  and  Cadam  nerc  vnto  Cheremijfen 
r4r^4r,yecldeththegreatell  cncreafe  of 
Hony :  but  good  llorc  alfo  commeth  out 
oiSeuerskoyyReuWyMorumy  Caz>any  Do 
rogobof ?,  and  Fafma 

Tallow  is  yeelded  ^n  great  weight  for 
tranfportation,by  reafpnof  much  good 
ground  for  feeding  Cattle  ^  as  alfo  manie 
Lents  obferued  among  them.  Partly  be- 
fide,  becaufe  thc  greatcll  perfonnes  vfe 
waxe  Lights :  as  the  poorer  and  meaner 
fort  do  Byrch ,  dry ed  in  their  ftoues , being 
cut  into  long  flices called  there  Luchincr 


The  principal 
fuires  vcnicd 
ihv  ntc  in 
mCrchandiiiC 


The  places 
that  afford  the  I 
very  beft  furs 
in  all  ihcir  fe- 
uerall  kindei. 


Wait,  wberofj 
euery  Poode 
containedi 
fortie  pounde 
weight. 

Hony, 


Tallow. 
Many  Lents 
vfed  in  Mof¬ 
couia. 
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9  Booke 


Loili  &  Cow- 
hidcs^Sc  Buffc 


Trainc  O/lc. 


After  what 
manner  they 
bunt  the  Seale 
Filh  in  Mof- 
coiiia. 


Boa^et  made 
vreofto  lodg 
in. 


A  Beacon  £• 
red  to  giuc 
warning. 


■ 


How  they  fet 
vpon  the 
Scales  with 
their  clubbes. 


^s.Somdycarcshaiicfcnt  away  by  Ship¬ 
ping,  abouc  an  hundred  thoufand  Poodc 
ycarely, which  hath  come  out  of  the  parts 
and  Territories  oi  Smolen^ko,  Tarujlaue^ 
Ouglfts,  Nouffgrod^rahgddy  Otfer  and  Go* 
rodetskey. 

Another  principal  commodtty  is  Lofh 
and  Cow-hides  :  their  Lo(h  and  Buffc 
becing  very  fairer  Their  Bull  and  Cow¬ 
hide  is  but  fmall  of  fizc,  for  Oxen  they 
make  none^  nor  of  weaiher.Strangc  Mar- 
chants  hauc  tranlported  thence  fomc 
yearcs  abouc  an  hundred  thoufand  hides, 
befide  great  (lore  of  Goats  skinnes,  (hipt 
alfo  thence  in  large  number.  The  breede 
for  the  faireft  Lofh  or  Buffe,  is  about  Ro* 
Houe^  Wiebidd^  Nouogrod  ^  Morum  and 
Perm,as  the  Icflet  fort  arc  in  the  kingdom 

TralncOyle,beeing  made  or  drawnc 
out  ofthc  Seale-fifhjisno  mean  commo¬ 
dity  there.  Andbccaufewe^are  fpcaking 
of  the  Sealc-filh,it  fhall  not  much  diflent 
from  our  matter,  to  report  in  what  man¬ 
ner  they  hunt,  the  Seale,  whereof  after- 
ward  this  Oylc  is  made .  When  the  end 
of  Summer  draweth  necrc,  and  the  frofts 
arc  not  (as  yet)  begun^  they  defcend  with 
their  boats  into  S. Nicholas  Bayc,  to  the 
Cape  called  CufconeJJe  or  Fomofe^  where 
they  Icauc  their  boates  till  the  next  fpting 
tide.  When  the  Sunne  waxeth  warmeto- 
wards  the  fpring,  and  yet  the  ice  not  mel¬ 
ted  in  the  Bay  5  they  return  thither  again, 
and  drawing  their  Boats  ouer  the  ice,  vfc 
them  as  houfes  to  lodge  and  reft  in.Com- 
monly,  there  arc  about  fcauenteenc  or 
cighiecnc  Flccte  of  them,  being  diuided 
into  diuers  companies,  fine  or  fixe  boates 
alwayes  conforting  together. 

Such  as  light  firft  vpon  the  fifhes  haunt 
or  refbrtjdofirc  a  Beacon,  carryed  with 
them  for  the  fame  purpofc  ,  andccrtainc 
arc  appointed,  to  obfcriic  when  the  Bea¬ 
con  fhall  be  fired  5  whereof  report  becing 
made  to  the  other  Companies,  they  re- 
fbrt  all  together,  compaffing  the  Seals 
round  in  a  ring,  as  they  ly  Sunning  them^ 
fclucs  together  vpon  the  Ices, bcilng  com¬ 
monly  foiirc  or  fine  thoufand  in  a  fhoalc. 
Then  cucry  man,  hauing  a  Clubbc  in  his 
hand,  enters  ftoutly  vpon  them;  &  if  they 
hit  them  on  the  nofe,  then  they  arc  foonc 
kildc.  But  if  on  the  backc'or  fidcs,  they 
bearcouttbc  blowcs  ftiffcly,  and  manic 
timcs'catch  the  club  fo  faft,  andholdcit 


downc  with  their  teeth  fo  ftrongly,  that 
the  party  is  forced  to  call  for  heipe  to  his 
fcllowes. 

The  mancr  of  the  Scales  is,whcn  they 
pcrcciue  thcmfclucs  befet  round  about  \ 
to  gather  all  clofc  together,  as  in  a  throng 
orheape,  tofway  and  bearedowne  the 
Ice,  andto  breakeit  if  they  can :  which 
bending  ofthc  Ice,  brings  vp  fuch  a  Sea¬ 
water  vpon  it,  that  the  Hunters  are  fainc 
to  wade  a  footc  or  more  dccpc.  When 
they  hauc  killed  what  they  can,  &  intend 
no  further  flaughter  at  that  time:  the  hun¬ 
ters  fall  to  fharing,  cucry  boat  his  part  by 
cquall  portions.  And  fo  they  flay  them, 
taking  off  the  skinne  from  the  bodic,  and 
the  Lard  or  fat  withall  that  clcaucth  vnto 
the  skinne,  which  they  bcarc  thence  with 
them,  going  to  the  fhorc,  leaning  the  bo¬ 
dies  behind.  Pits  they  die  in  the  ground, 
of  a  fathomc  &  a  halfe  in  depth ,  and  ha¬ 
uing  taken  off  the  Fat  or  Larde  from  the 
skin,  caft  it  into  the  pits,  and  then  hurle 
in  hot  burning  coalcs  to  melt  it  withall . 
Thevppermoftandpureftis  fold,  andv- 
fed  to  oylc  wool!  for  cloth :  but  the  grof- 
fer,  being  red  of colour,  they  fell  to  make 
Sopc. 

Great  quantity  al(b  oilckarj  or  Cauea* 
ry^is  made  vpon  the  riucr  of  Kolgha,  out ' 
ofaFiih  called  Bellougina^  Sturgeon^ 
the  SeuerigA^  and  the  SterUd^ :  moft  pan 
whcrcofisfhipt  thence  by  French  &  Nc- 
thcrland  Merchants  for and 
England, 

FlaxcandHcmpcis  another  commo¬ 
dity,  whereof  hath  bene  fliipt  at  the  Port 
oiNarue^  the  more  part  of  an  hundcred 
Ships  (mall  aud  great  ycarcly .  But  great 
abatement  is  in  thefc  and  other  commo¬ 
dities,  by  fhuttingvp  the  Port  of  Naruo 
towards  the  Finland  Sea,  which  is  now  in 
poffcllion  ofthc  The  ftopofpaf- 
fage  allb  oucr  land ,  by  the  way  of  Smo* 
Unsko  and  Ploisko^in  regard  ofwarre  with 
the  P oland :  which  cauicth  the  people  to 
be  leffc  carcfiill  in  prouiding  thefe  and  o- 
thcr  commodities, bccaufc  they  want  falc. 
For  growth  of  Flax,  the  Prouince  of  Fob* 
sko2,x\i  countrey  thereabout  is  chicfc;  like 
as  SmoUnskoy  Dorogobofe^  and  yafmA  is  for 
Hcnripc. 

Great  ftorc  ofSalt  the  Countrey  ma- 
keth,  whereof  the  beft  is  at  Storaroufe  in 
very  great  quantity,  hauing  ftorc  of  SJt- 
wcls,  fomc  two  hundred  fifty  nine  Verft 
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fro  in  the  Sea.  But  na- 

:uraUy  made  by  the  Sea-water,  which  ca- 
ftcth  it  vp  in  great  hillcs ,  from  whence  it 
is  digged  downe ,  and  carryed  away  by 
Merchants  3  or  any  that  will  fetch  of  it. 
Three  pence  Ruffe  is  payed  to  the  Empe- 
roiir  vpon  euery  hundred  weight  of  Salt, 
which  is  likewife  made  in  many  other  pla¬ 
ces,  as  in  Berm ,  Wichida^  T nina,^  Kenitfina^ 
Souoletskey^^c.  all  out  of  Salt-pits,  except 
at  S  olouetskey^  which  lyeth  neare  vnto  the 
Sea. 

Tarrc  alfo  they  make  great  ftore  of, 
out  of  Firre  trees  in  the  Country  of  D^j;- 
nn  and  SmolenskoS^nAxn^  no  meane  plen¬ 
ty  thereof  abroade.  Toihefe  before  re- 
membred,  there  arc  many  more  (naturall 
to  the  countrey  )  though  of  meaner  efti- 
mation  :  As  the  fifh-tooth ,  which  they 
call  Kibazjuba, ,  vied  both  amongeft  them- 
(eues  3  and  the  Perjians  and  Boughar  'mns-, 
who  fetch  it  thence  for  Beades  ^  Kniues 
and  Sword-handles  for  Noblemen  and 
Gentlemen,  and  diuerfe  other  vfes. 

Some  doe  v(e  the  powder  ofit  againft 
poyfon  j  like  to  Vnicornes  home ,  and 
the  6ih  that  oweth  it ,  is  called  a  M&rfcy 
bceing  caught  about  Pechora, :  Some  of 
thefe  teeth  are  well-nearc  two  (bote  in 
length ,  and  do  weigh  cleauen  or  twelue 
pounds  each  tooth. 

There  is  a  fofc  Rockc,which  they  doc 
cutte  into  pecces  or  .into  thinne  flakes^ 
and  are  naturally  to  bee  vfed  and  employ¬ 
ed  as  GlaflTe,  for  Lant-horncs  and  fuch 
like  :  but  yet  yet  is  not  fo  brittle  in  break¬ 
ing  as  Glaflc,  yet  icdootli  giuea  farre 
clearer  light.  They  doe  tearme  it  Slude^ 
and  it  groweth  in  the  Prouince  of Corelia^ 
and  about  the  Riucr  Duyna^  towardes  the 
North  Sea. 

Befides,  they  make  Salt-pctcr  in  many 
places  3  as  at  OugUtes  ^  Tarujlaiue^  and 
fsiug  ^^  with  fome  meane  ftore  of Btim- 
ftonevpponthe  ^\\yctFolgha-^  but  they 
want  skill  to  refine  it. 

As  for  their  Iron ,  it  is  but  brittle  %  yet 
much  thereofis  made  in  Corelia ,  Carga^ 
jfoleUy  and  FsiugThelefriaSoi other  mines 
they  haue  none  growing  within  the  king- 
dome. 

AsforBeaftsofftrange  kindes,  they 
banc  the  Lofh ,  the  Ollcn ,  the  wilde 
Hor(c,theVVulueringorWood-doggc, 
chcLyferne,thcBcaucr,  the  Sable,  the 
Martroiin,  the  blacke  and  dunne  Fox,the 


Szp 


white  Beard, towards  the  Sca«coaft  of 
chora  ^  the  Gurnftall,  and  the  Lafct  or 
Milliner.  Likewife,  there  isakindc  of 
Sqilirrell ,  hauing  growing  on  the  pinion 
of  his  (Tlouldcr  bone,  a  long  tuft  ofhaire, 
much  like  vnto  feathers, with  a  farre  broa¬ 
der  caile  then  othcrSquirrels  haue, which 
they  doc  moouc  and  ftiake^as  they  moue 
from  tree  to  tree,  liketoa  Wing  in  rc- 
(emblailce ,  and  feeming  as  if  they  flewe 
thereby ,  whereby  they  were  called ,  Le- 
tach  V cchjhe ,  that  is  to  fay,  flying  Squir- 
rells.  Ini  the  Summer  their  Hares  and 
Squirrclls  are  ofthe  fame  colour  as  other 
arc  5  but  in  Winter,  the  Hare  changeth 
her  coatc  into  milke-whitc  ,  and  the 
Sqilirrell  into  grey ,  and  thereof  is  it  that 
the  Calaber  con\mct\i. 

Fallow  Deere  likewife  they  haue,  the 
Roe  Bucke ,  and  great  plenty  and  ftore 
of  Goates.  Their  horfles  are  biitCiiall, 
yet  (wift  and  hard  ,  and  both  in  Winter 
and  Summer ,  they  traucll  them  vnfhod, 
vfing  no  refped  at  all  of  pace.  Small  are 
their  ftieepe ,  bearing  harfh  and  courfe 
wooll ,  not  fo  apt  and  conuenient  for  the 
making  of  Cloarh ,  as  is  affoorded  in  di¬ 
ners  other  ^Countries,  nor  of  fogooda 
wearing. 

OfFoules  they  haue  of  the  principall 
kindes  5  and  great  ftore  of  Hawkes ,  as  al¬ 
fo  the  Eagle,  the  Ger-faulcon,the  Slight- 
faiilcon,  the  Gofhawke,  theTaflTclbthe 
Spar-hawke  .  But  the  principall  Hawke 
breeding  in  the  Countrey  is  counted  the 
Ger-faiilcon  .  Wc  may  not  forget  other 
chiefe  Foules,  as  the  Swanne  wilde  and 
tame  in  great  plcntic  5  the  Storkc ,  the 
Crane,  the  Tedder^  rcfemblijig  aFea- 
fant  in  colour ,  but  much  bigger ,  and  li- 
iicth  in  the  Firre  woods.  Of  Pheazant 
and  Partridge  they  haue  great  plcnty^and 
an  Owlc,  fo  great  and  ougly  to  behoide, 
as  few  countries  affoordc  the  like ,  with  a 
huge  broad  face,  and  cares  much  like  to  a 
man. 

W^e  come  now  to  fpeakc  of  frefh-wa- 
tcr  Fifh,  befides  the  common  fort;  as 
Carpes,Pikcs,Pearch,Tehch,Roach,&cJ 
they  haue  diuerfe  kindes  very  good  and 
delicate .  As  the  Bellouga  or  Beiiouginayof 
foure  or  fiucelles  in  length  5  the  Ojitrina 
or  Sturgeon ,  the  Seueriga  and  Sterledy , 
fomewhat  in  falhion  and  in  tafte  like  vnto 
the  Sturgeon ,  but  not  lb  ihicke ,  nor  fo 
long. 
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Thcfe  foure  kindes  of  Fifh  breed  in  the 
V'olghayZni  are  there  catcht  in  great  abiin- 
dancc^  feruing  generally(as  a  great  food) 
to  the  whole  kingdome.  And  of  the  roes 
of  thefe  foure  fifhes,  are  made  very  great 
{fioit  oilcary  oxCmeary, 

Befidcs  thcfe  breeding  inthc 
they  hauc  a  Fi(h  called  RibabeU^  or  white 
Salmon,  which  they  hold  to  be  more  de¬ 
licate  then  the  red  Salmon ,  hauingalfb 
great  plenty  of  them  in  the  Riuers  north¬ 
ward,  as  in  Duym  and  CoU,^c.  In  the  O- 
z*era,Qx  Lake  nearc  to  Perijlaue^zhcy  haue 
a  fmall  Fifh,  which  they  call  the  frcih  her¬ 
ring,  of  the  fame  fafliion,  and  tailing  aifo 
like  a  Sea  herring .  From  the  trades  of  fi- 
Ihing  the  Emperor  hath  an  ycarely  large 
CLiftomc,  which  they  pradife  in  the  Sum¬ 
mer  :  but  fend  it  frozen  in  the  Winter  in¬ 
to  all  parts  of  the  Realme, 

Now,  becaufeweeaymedat  aforma- 
litie  in  the  defeription ,  wee  enter  into  a 
relation  of  the  chicfc  and  principall  Cit- 
ties  in  MofeauU  or  Rnfia, ,  and  as  our  di¬ 
re  ftion  guideth  vs^  thcfe  arc  their  names. 
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The  Citty  of  Mofeo  is  fuppolcd  to  bee 
of  great  antiquitic,  though  the  fir  ft  foun¬ 
der  thereof  be  vnknowne  to  the  Mofeo- 
uitesor  Rujfe.  It  feemethto  dcriue  the 
name  from  the  riuer,  running  on  the  one 
fide  thereof.  Berofus  Chaldean  teWeth 
VS5  that  Nimrod  (in  other  profane  Stories 
called  Saturne)  fent  AjJyriu^^Medus^Mof 
cus  and  Magog  into  Ajia ,  to  plant  Colo¬ 
nics  there  ,  QiX\^i\i2XMo/cu5)p\mxzdL  both 
in  Afia  ^nABurope*  Which  may  make 
fomc  probabilitic,that  the  City, or  rather 
the  Riuer  whereon  it  is  built  jtooke  the 


denomination  from  this  Mofeus .  And  lb  i 
much  the  rather ,  bccaufe  of  the  Climate 
or  feituation,  which  is  in  the  very  furtheft 
part  and  lift  oi Europe^  bordering  vpon 
Afia* 

It  appeareth,  that  this  Citic  was  much 
enlarged  by  one  Euan  or  lohn  fonne  vnto 
Danielle  the  firft  that  changed  his  Title  of 
Duke  into  King;  though  that  honor  con¬ 
tinued  not  to  his  pofteritie  ,  the  rather, 
bccaufe  hec  was  inuefted  into  it  by  the 
PopesLegatc,who  at  that  time  was  In 
noeentius  the  fourth, about  the  yerc  124^. 
which  was  much  mifliked  by  the  Rufie 
people,  being  then  a  part  ofthcEafterne 
or  Greekc  Church  •  Since  that  time,  the 
name  of  that  Cittie  hath  grownc  more 
famous,  and  much  better  knownc  to  the 
world.  Inforauch,  that  not  only  thepro- 
uince,  but  the  whole  country  of  Mofeouta 
or  Rufitay  is  termed  by  fomc, by  the  name 
of  A/'^w^theMctropolitc  Cittie. 

The  forme  of  this  Citty  is  (in  a  maner) 
round,  with  three  ftrong  walks, circuling 
the  one  within  the  other,  and  ftreetes  ly- 
ing  betweerie ,  wherof  the  in-moft  wall, 
and  the  buildings  clofcd  witfiinit,  lying 
fofaft  (as  the  heart  within  the  body)  fen¬ 
ced  and  watred  with  the  Riuer  Moskua^ 
which  runneth  clofe  by  it ;  is  all  accoun¬ 
ted  the  Emperours  Caftell.  The  number 
of  houfes  through  the  whole  Citty(being 
reckoned  a  litle  before  it  was  fiered  by  the 
C^r/w^were4i5oo.  Since  the  Tartarh^^ 
fieged  and  fiered  it(which  was  in  the  yere 
1571.)  there  doth  lye  waftc  ofit  agreat 
breadth  of  ground,  which  before  was  wel 
fet  and  planted  with  buildings ;  efpecially 
that  part  on  the  South  fide  of  Mos^kua, 
built(not  long  before)by  Bafilius  the  Em- 
perour  for  his  garrilbn  of  Souldiours ,  to 
whomhegaue  priuilege  to  drinke  Mead 
and  Beere ,  at  the  drie  or  prohibited 
times .  And  for  that  caufe  called  his  new 
C ittie  Naloiy  that  is  to  (ay ,  Skinke  or poure 
in ,  So  that  now  the  Cittie  of  Mofeo  is 
not  much  bigger  then  the  Citty  of  Lon¬ 
don  in  England* 

The  next  in  greatnefle,  and  (in  a  man¬ 
ner  )  as  large ,  is  the  Citty  Nouograde, 
where  happened  (  as  the fayth  )  the 

memorable  warre,  fo  much  fpoken  of  in 
Hiftorics,  of  the  Scythtankimnis  ^  that 
tooke  vppe  Armes  againft  their  Maifters, 
which  they  haue  reported  to  be  after  this 
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1  *  The  or  Gentlemen  of  mJ- 

Thebiftoric  wo^rade,  and  the  adiacent  territories  (that 
onely  are  'Souldiers  after  the  dirciplinc 
of  thofe  countries )  had  warre  with  the 
Tartars.  Which  be ing  well  perfourtn’ed 
•and  ended  by  therri  ,  they  retiirrica 
lomewards .  W  here  they  vndcrftoodc 
ay  the  way,  that  their  Chdtopey  ^  oi 
Bondflaues  whom  they  left  at  home,  had 
(in  their  abfence)  poflTefled  their  towncs', 
lands,  houfes,  wines  and  all .  At  which 
newes  being  (bmewhat  amazed ,  and  yet 


of  the  Scr- 
uams  warre 
jigainft  their 
MaiftciS)  at 
their  return¬ 
ing  home 
from  the  Tar¬ 
tars  warre. 


name .  For  Urujhue  ( in  that  language  )' 
fignificth  a  faite  and  famous  banke .  In 
this  Citcie  (  as  may  be  well  imagined  by 
'  that  namc)dwelt  the  Mofeouian  ot  Rufle 
Y^m^V'kdemir ,  furnamed  .*  that 

married  the  daughter  to  Hiirold  K\^'^%  of 
EngUnd.  by  mediation  ol  Suem  the 
as  the'Dahif^  hiftorie  ttfftifleth  ,  about 
the  yeare  of  our  Lord  God, one  tlioufand 
fixtyfeauen. 

Nottifng  greatly  memorable,  is  to  be 
fpoken  of  the  other  Citt  ics  and  towries 


newes Uviij^  iviiiwwiiut  uiiid^wu  5  jfVi*v  ^  ^  ^  , 

ditdaynine  the  villanic  df  their  feruants  ;  I  but  onely  ruines  within  their  walles  . 


Aworthy'rs- 
[folution  in 
Maifters  a- 
gainft  their; 
bold  Caucsf 


they  made  the  rriore  fpeed  home,  and  fb, 
not  farre  from  Nouograde\  tiiettc  them  in 
warrelike'  maner  marching  a^ainft  them. 

Whereupon,  aduifing  what  was  beft 
to  be  done,  they  all  agreed,  to  fet  vppon 
them  with  no  other  fhew  ofwcapons^but 
with  their  horft  whippes  ( 'which  aS  their 
manner  is,  euery  manridethwithall)  to 
put  them  in  remembrance  of  their  feruile 
condition ,  thereby  to  terrific  them  and 
abate  their  courage .  And  fo  marching 
on,  lafhitig  all  together  with  their  whips 
in  their  hands  ,  they  gaue  the  on-fette  , 
which  feemed  fo  terrible  in  the  cares  of 
the  villaincs  y  and  ftrookc  fuch  a  fence  in¬ 
to  them  of  the  whips  fmari(  whereof  they 
hadfharpely  tafted  before)  that  they  all 
viaory  *  togcihcr ,  cucn  like  ftiecpe  before 
Xg  their  driuers .  In  mcmoric  of  which  vie- 
whippes  only,  toric,  (eucf  fincc)  Hauc 

ftamped  their  Coine  ,  which  they  call  a 
Vingoe  Nomgrodskoy  j  currant  through 
all  :  with  the -figure  of  a  man  on 
borfebacke,  (baking  awhip  aloft  in  his 
hand .  Thefc  two  Cittics  cxcecdc  tht 

reft  in  greatneffe. 

I  For  ftrength ,  their  chiefe  Cittics  arc 

'  V^o,  SmoUnfeo ,  and^^. 

tor  rcituation.  j  gs  all  lying  vpofi  the  borders  5  but  tor  Ici* 
tuation,  UrujlauehixttTuc^Qitxh  all  the 
reft.  Bccaufc,  befidc  thofe  commodities 
y celded  by  pafturage  and  ebrne ,  it  licth 
vpon  the  famous  riuer  Volghii^  and  lookes 
oucr  it,  from  a  bankc  moft  faire  and  ftate- 
i  ly  to  bcholde,  whereof  the  Towne  taketh 


which  deblareth  the  peoples  decrcafe 
vndcr  this  gouernenWnt.  In  ftead  ofpa- 
uing ,  the  ftreetes  ( in  their  Townes  and 
CittiVs)  are  plancked  with  Firrc  trees, 
plained  and  layd  dienclofc  one  to  an  o- 
thcr .  Their  boufe^  arc  of  wood ,  with¬ 
out  any  Lime  or  Stone ,  built  very  clbfe 
and  warme,  with  Firrc  trees  playned^and 
layd  one  vppon  another ,  being  faftened 
together  with  dciits  or  notches  at^eucric 
corner,  and  fo  clapped  faft  together. 
Betwixt  the  ttees  of  timber,  they  thrufl 
in  Mode,  whereof  the^  gather  plenty  in 
the  woods  ,  tokeepeouc  theayre  :  And 
cucry  houfehath  a  paire  of  ftaircs,  which 
leadc  vppe  into  the  chambers  out  of  the 
'  yard  dr  ftrcctc,  after  the  Scotti(h  maner. 
This  building  appeareth  faire  better  for 
their  Cbuntrey ,  then  that  of  Stone  and 
Brickej  bccaufe  they  arc  danker  and  mote 
colde,  then  thofe  woodden  houfes  5  c- 
fpccially  them  of  Firrc ,  which  h  a  verie 
dric  and  warme  kindcofwood :  Whereof 
God  hath  prouided  them  fuch  iVore,  that 
a  faire  hbiife  may  be  built  for  twenty  or 
thirty  Rubbels,  or  litlc  more  where  wood 
isfcantcft. 

Onely  the  greateft  inconucnicncc  of 
their  woodden  building ,  is  the  aptnefle 
for  Bering ,  which  happeneth  there  verie 
often,  and  in  as  fcarefull  fort ,  by  rcalbn 
of  the  dricneffc  and  fainclTe  of  the  Firrey 
that  beeing  once  fiered,  it  burncth  like 
vnto  a  Torch ,  and  is  hardly  quenefaed, 
till  all  be  quite  confumed. 
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Our fecond  /^Jdteth  of what  tandge  or 

■  hou^e  the  great  Emperors  aredefcended : 
j^nddvtewof  their  ertftalrnent  or  Jnau- 
guration  irt  that fupreame  dignitie:  •v^ith 
‘  theforrnofpublilze  Gouernment^fy  order 
pbjerued  in  holding  theh  Parliaments . 
Thhnyofthe  Nobility  ^digmfyingihe  Hate\ 
with' the  regiment  of  their  PromneeS'^and 
Councell  attending  ^pon  the  Emperour : 
His  Cusiomes^ReH£nnews  ^  Sophifmes*^ 
and  a  breefe  relation  of  the  Cdmminaltie^ 
in  their  obedience  and  feruice^ 


•  V  . 


H  E  firnamc  of  the  Imperi¬ 
al  hou(e  o{ Mofcouia  or  Ruf 
fia^is  called  Beala^  receiuing 
Originall  (as  is  fuppofed) ' 
from  the  kings  oiHiingariay 
which  may  appeare  the  more  probable  5 
becaufe  the  Kings  (many  years 

fince)  haue  borne  that  name,  as  is  noted 
byBonfnius^  and  ocher  Hiftprics  written . 
oftbat  Countrey For,  about  the  ycare, 
i  05^.  mention  is  made  of  one  Beala^  that 
fucceeded  his  brother  3  who  re-' 

ducedirhe  Hungarians  tq.thc  Chriftian  ^ 
Fairh>  frora  whiehthey  were  fain  by  Tur- 
kilTi  perfwafion  before .  The  fecond  of 
th  at  name  was  called  Beala  the  Blinde,  af¬ 
ter  whome  fucceeded diners  of  the  fame 


name.  r 

That  their  Anceftours  came  not  of  the 
i^/^Nation,  luan  VaJilowkh^^Aitt  to 
this  Emperour)  would  many  times  boaft, 
djfdaining  (as  it  fbould  feeme)  to  haue 
Wm  progeny  dcriiicd  from  the  Ruffian 
blood..  As  namely,  to  an  EngHfh-man 
his  Goldfmithj  that  had  rcceiued  Bullion 
ofhim  to  make  certaine  Plate:  whom  the 
Emperour  commanded^to  looke  wel  to 
his^vveighr.  For  my  Rufes  (faid  hc)arc  all 
Thccues.  Whereat  the  workman^  loo¬ 
king  ftedfaftly  vpon  the  Emperor,  began 
to  ('mile. 

The  Emperour  being  of  veric  quickc 
conccitc,  charged  him  to  tell ,  what  hec 


froiled  at.  If  your  Maicfty  will  pardon  me 
^quoth  the  Gold-rmich)  I  will  tell  you. 
Your^Higbncffefayde,  that  all  the 
fes  were  Thecues,  and  forgotte  (in  the 
meanc  while)  that  your  fclfc  was  a  Rujfe^ 
I  thought  fofayde  the  Emperor,buc  thou 
artdeceyucd,for  I  am  no  Ruffe:  myrAn- 
ceftburs-were  Gerpaines  (for  fo  they  ac¬ 
count  the  Hungarians,  to  bee  part  of  the 
Germaine  Nation)-  although  (ind.cede) 
they  come  of  the  Hannes^  >vho  mollc- 
(led  and  inuaded,  that  country,  and  refted 
in  thofe  partes  of  Pannonia^  now  called 
Hungary,  ‘f-, 

Howtheyafpiredto  the  Dukedome 
oiyolodemer  (which  was  their  firft  de¬ 
gree,  and  ingrafting  into  Mofcouia,)  And 
whether  it  were  by  Conqueft,  or  by  Mar¬ 
riage,  or  by  what  other  mcancs;  no  cer¬ 
tainty  is  to  be  learned  among  them.  But 
from  thefc  beginnings,  ofafmall  Duke¬ 
dom  (which  barenotwithftandingan  ab- 
folutc  gouernment  with  it,  as  at  that  time 
did  all  the  other  Shires  or  Prouihccsof 
Mofcouia)  this  houfc  oi Beala  fpred  it  felfe 
foorth,  and  afpired  (by  degrees)  vnto  the 
Monarchic  of  the  whole  Coimtrcy,  33  it 
IS  a  thing  w^llknowne ,  and  bnt  of  late 
memory. 

The  cheefe  of  that  houfc,  that  aduan- 
ced  the  Stockc,  and  enlarged  their  Do¬ 
minions  :  were  the  three  laft  that  reig¬ 
ned  ^fpre  thisEmperouri  to  wittc,  Juan 
JSa/ilieu^ yiind  Juan ^  Father  to  the  other 
that  rcigneih  at  this  time .  Whereof 
the  firft  that  tookc’ vnto  him  the  Name 
and  Title  of  Emperor,  v/zs  BaJiliemfBgi. 
thci  to  luan^  and  Grandfather  vnto  this 
man .  For  (before  that  time)  they  one- 
ly  were  contented,  to  bee  called  by  the 
Name  of  Great  Dukes  ol Mof coot Mof 
epuia. 

What,  hath  beene  done  by  eyther 
of  ibcfe  three,  and  how  much  they  haue 
added  vnto  their  firft  eftate,  eyther  by 
Conqueft,  prothcrwifc;  wccfhall  (hew 
more  at  large,  when  wceome  tofpeake 
of  their  Collonics ,  or  purchafes  per¬ 
force.  For  the  continuance  of  the  race, 
this  Houfc  of  Beala  at  this  prefent,  is  in 
like  cafe,  as  are  many  of  the  greateft 
Houfes  of  Chriftendomc  ,  (  Viz : )  the 
whole  Stockc  and  Race ,  concluded  in 
one,  two,  or  fome  fewe  of  the  blood. 
For,  bcfidcsthe  Emperour  that  now  is, 
who  hath  no  childc(ncythcr  is  likccucr 
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Of  Mufcouia  offiufsia. 


No  hope  of  to  hauc,  for  ought  thac  can  bcc  conic- 1  King  ofKww^r/r, by  whom  fhc  had  one 

iiluebvinc  _ ft.!  i  j  .  i  ^  ^ 


iiTueby  ihc 
Etnpcrour. 


A  great  mif- 
hap  &  much 
lamented,  co** 
fling  al(o  the 
Fathers  lifcy 


Treachery  ai-‘ 
tempted  a-, 
gaia^^  the  > 
y  ijgi'rinccs 
life. 


Qualitic*  of  j 
no  great  com-; 
mendation. 


fturedby  the  conftitution  of  his  bodyCj 
andbarrennefle  of  his  wife,  after  (b  ma¬ 
ny  yeares  marriage)  there  is  but  one 
more,  which  is  a  Childc  of  fixe  or  fca- 
uen  yeares  olde,  in  whom  refteth  all  the 
hopcoffucce(rion,and  pofteriticof  that 
houfe. 

As  for  the  other  Brother,  that  was 
eldeft  of  the  three, and  ofjthc  beft  toward 
nefle:  heedyedofa  blowgiucn  him  by 
his  Father  vppon  the  head  (in  fiirie)  with 
his  walking  Staffe ,  or  (as  fomefay)  of 
a  thruft  with  the  prong  of  it,  driuen  deep 
into  his  head.  That  hee  meant  him  no 
fuch  mortall  harmc;  when  hee  gaue  him 
the  blowc,  appeared  by  his  wonderfull 
great  mourning  and  paflion  after  his 
Sonnes  vntimely  death ;  which  neuer  left 
him,  vntill  it  brought  him  to  his  Graue . 
Wherein  may  bee  noted  the  luftkeof 
Gpd,  that  punnitlied  his  ddight  in  fhed- 
‘ding  of  blood,  with  this  murcher  of  his 
S.Qane  by  his  ownc  hand.  .And  fo  ended 
his  dayes  and  tyranny  together,  with  the 
murthcring  of  himfelfe  by  extream  gretf, 
far  this  his  vnhappy ,  and  moft  vnnatural 
fade.  %  . ' ' 

-  The  Emperours  younger  Brother, 
of ’fixe  or  feauen  yeares  oldc  (as  was  faid 
before;)  is  kept  in  a  remote  place  from 
the  Moskoy  vnder  the  tuition  and  gouern- 
n?cnt»of  his  Mother,  and;  her  Kindred, 
pf  the  houfe  oTthc  Nagdes-:  yet  not  fafe 
(aslhaue  hcatd)from  atempts  of  making 
away,  bypradifeof  fome  that  would  a- 
fpirc  vnto  the  Crowne,  if  the  Emperour 
dye  without  any  yffuc.  ~F6f ,the  Nurlc 
that  tailed  before  him  of  certainc  meate, 
(as  I  haue  heard  reported)  dyed  imme¬ 
diately.  ^ 

That  hc'is  the  Natural!  Sonne  vnto‘ 
luan  Vajilowichy  the  Rujfe  people  warrant: 
-it,  by  the  fathers  IjuaUtics'^  which  appear 
j  .abcadicag  his/tandcryccres.  He  delights! 
t^fee  Sheep&and  otherGittk  ki!de,and 
toiooke  on  their  throatcsj  whilethcy  arc 
bleeding  (wjik.h^ommonly^idhilditn  are 
af&^yde,tob^ebpIde)  apdta.  bcate. 

^and  Hennes  viitbaStaffe^-tillh  fee  themj 
dead.  .  ^  ^  :  /I 


daughter. 

This  Woman',  fince  the  death  of  her 
Husband,  hath  bccne  allured  againe  intq 
Rujluy  by  fome  that  loue  the  fiicccflion 
better  then  her  felfc ,  which  appeareth  by 
thefcqucle.  For  her  felfe,with  het  daugh¬ 
ter,  fo  foone  as  they  were  returned  a- 
gaine  into  were  thruft  into  a 

Nunnery,  where  her  daughter  dyed  this 
laft  yeare,  but  of  no  natufall  difeafe,  as 
was  fuppofed.  ’  V 

The ’Mother  rerriaineth  ftill  in  the 
Nunnery, bewayling  her  felfe,  and  cur- 
fing  the  time  when  fhee  returned  into 
Rufsky  enticed  with  the  hope  of  Marri¬ 
age,  and  liiany  other  fayre  promifes^  in 
the  Emperours  name..  And  thus  it  ftam 
deth  with  the-  Impcriall  ftocke  of  Rufsk^ 
of  the  Houfe  of  , ‘which  is  like  to 

determine  in  thofc  that  now  are,  and  to 
make  a  cohuerfion  of  the  ^/^Eftate . 
If  it  bee  into  a  Gouerncment  of  fome 
better  tenipet,  and  milder  conftitution*  it 
^  will  bee  happie  for  the  people,  thatarb 
nowe  opprelfed  with  intollerable  feruH 
tude.  ■ 

'  ■ '  Oiir  nextc  Difeourfe,  muft  extend  it 
felfe,  to  report  fuch  folemnitics,  as  ate 
commonly  vfed  at  the  Rajp  Empetors' 

‘  Gorronation,,  which  foUoweth  in  this 
manher.  ' 

.r'  ■  : 


The  daughter 
dying  in  the 
Nuniicry,  the 
Mother  liuetti' 
innomeanc  I 
ananilh.  »  • 


Another!  title 
ofinherirance; 
by  the  Dut¬ 
ches  ofHoJft ' 


’HE  folcmltifitics vfed ac  tHd 
Ruffe  Emp^^cyti  Corrotiatlj 
ODjare  on  this  manner .  "Tn 
the  great  Churth  oiRretffj^ 
^  (or  out  ts^dfe)  witHib 
^  jewirs  Caftre,is:creacd.a  ftage, 

'  wherconft^n^th  a;Scrcchc^that  bcaret^ 

vppon  it  theTmperiall  Cappe  and  Rdbd‘,i 
iff  cxeeedio^'rfeh  ftiiffei:'*' Wheri  the 
of  Inaflguration  is  come,  there  rcfblrti 
,  'thether,  firh* the  Patriarchc  with 

;  Befidesthefoaf  the  ma£leMnde,therc  •tropolhahcsiArch  byfhbp^^Bylhopp^^^ 
i^^Widdaw,  that  hath.  r%hf  in  the  fuc*-  /Abbots,  and  Priors,al  richly  clad  in  tlfedfi 


ceifion,  Sifter  to  the  olde  Emperour,  and 
;Aunt  to  him  Uitij^g ;  fometime  wife  vnto 
Mag^/fs^Duk^oi  //(!?///*  Brother  to  the 


toanncF 

mngor  Imuguration  of  the 
' .  'Rujfe  Emper  or  s.\ 


1-i 
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>b  ! 
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Pontijicdibuiy-  Then  enter  the  Deacon's* . 
‘with  the  Qnicr  of  finge^f  rwfhbTO  fobri'a's', 
the  Einpef  orietteth  foot  into  the  chUrth  1 
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begin  to  fing :  Manjjeares  may  Une  noble  Robe  and  the  Cap,  he  blelTeth  the  Em- 


The  prayer 
vttcredby  the 
Patriarch,  be¬ 
fore  the  Cof 
ronaiion. 


‘fhbCeremo- 
iHcscobec  V- 


fed  in  order. 


Theodore  It^anowich^  Whercunto  the 

Patriarch  and  Metropolite,  with  the  reft 
ofthcClcargy,  anfwcrc  with  a  certainc 
Hymnc,  in  forme  of  a  prayer,  finging  it  al 
together,  with  a  great  noife.  The  Hymne 
being  ended,  the  Patriarch  vyith  the  Em¬ 
peror  mount  vp  the  ftage,  where  ftandeth 
a  feat  ready  for  the  Emperour .  Where¬ 
on  the  Patriarch  willeih  him  to  fit  down, 
and  then  placing  himfelfc  by  him,  vppon 
another  fcate  prouided  for  that  purpofc, 
boweth  down  his  head  toward  the  groud, 
and  faith  this  prayer. 

oh  Lord  Cody  Khg  of  Kinges^  Lord  of 
Lords  ^  which  by  the  Prophet  Smuell  diddefi 
chufe  thy fernam  Dauidyand  annoint  him for 
Ktrtg  ouer  thy  people  ifrael*^  hearenowe  our 
Prayers  ydffd  looke fromthy  San^fuarie  'vpon 
this  thy  feruant  Theodore^  whomethou  haH 
ehofetSy  and  exalted  for  Kingy  querthefe  thy 
holy  Nations •  Annoint  him  with  theOyle  of 
gladneffe,prete5t  him  by  thy  power  put  'vpon 
his  head  a  Crowne  of  Gold  ^ precious  fiones^ 
giue  him  length  of  dayeSyplace  hm  in  the  feat 
of luPticey  Hrengthen  hts  armeymake fubielif 
^nto  him  all ihe  barbarous  Nations,  Let  thy 
fear e  be  in  his  whole  heart  5  turne  him from 
an  euill  Faith  y  and from  all  err  our  y  and {hew 
himthejaluationofthyholie  and  vniuerfall 
church 'y  that  he  may  iudgethy  people  with 
JuHicCy  and proteFl  the  children  of  wepoore^y 
and finally  attaine  euerlafting  Ife.  This  prai- 
er  he  fpeaketh  with  a  low  voyce,  and  then 
pronounccih  alowd :  All praife  and  power 
to  God  the  Father  y  the  Sonne,  and  the  holy* 
GhoH. 

The  prayer  being  ended,  he  comman- 
deth  eertainc  Abbots  to  reach  the  Impe¬ 
rial!  Robe  and  Cap  3  which  is  done  verie 
decently,  and  with  great  folcmnirie,  the 
patriarch  withall  pronouncing  alowdej 
Peace  be 'vntq  all.  hni  fo  he  beginneth  an¬ 
other  prayer  to  this  eSclXi  Bow  your felues 
together  wnh  and pray  to  him  that  reig- 
noth  ouer  all.  Freferue  him  (0  Lord)  vnder 


peror  with  the  figne  of  the  Croffc  :  fay¬ 
ing  withall  5  In  the  name  of  the  Father^  the 
Sonney  and  the  holy  GhoH .  The  like  is  done 
by  the  Metropolites,  Arch-byfliops,  and 
Byfhopsiwhoallin  their  order  come  to 
theGhaire,  and  one  after  another,  doc 
bleffc  the  Emperor  with  their  two  fore¬ 
fingers.  I 

Then  is  faidc  by  the  Patriarch  another 
prayer,  that  beginneth,  O mojl holy  r ^rgin^  *  ihcir  ancient 
mother  of  Gody<lyc.  After  which,  a  Deacon 
pronounceth  with  an  high  lowdc  voyce : 
Manieyeares  to  Noble  Theodor Cy  goody  ho- 
nourablefeloued  of Gody  great  Duke  of  Vo* 
lodemeryof MoskoyEmperouryOnd  Monarch 
^4//^/^w,(^c.VVherto  the  other  priefts 
and  Dcacons,that  ftand  Ibmewhat  far  off 
by  the  Altar  or  Table,  anfwerc  finging: 
ManyyeareSymanyyearestothe  noble  Theo¬ 
dore. >  The  fame  note  is  taken  vppe  by  the 
Prielles  and  Deacons,  that  are  placed  at 
the  right  and  left  fide  ofthe  Church,  [and 
then  all  together  they  chaunt  and  thun¬ 
der  out,  finging  j  Many yeeres  to  the  noble 
Theodore y  goody  honourable y  belouedof  Gody 
great  Duke  of  Folodemery  Moskoy  Emperour 
of  ad  Rufsia  y^c. 

Thcfc  folcmnities  being  cndedjfirft  c6- 
meth  the  Patriarch  with  the  Metropolits, 

Arch-by  (hops,  and  By (hoppes ;  then  the 
Nobility,  and  the  whol  companie  in  their 
order,  to  doe  homage  vntothc  Empe- 
rour,bendingdowne  theyr  beades,  and 
knocking  them  at  bis  feetevntothe  very 
ground. 


Id 

( 


t 


CO 
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The  Stile  wherewith  heeis 


inuefied  at  his  Corronation, 
runneth  after  this 


manner. 


'^l^fTeodore  luanowichy  by  the  Grace  of 
’  •  Godygreat  Lord  and  Emperor  of oil  Ruf, 
.  ,  fi^^g'e^^tL>nkeofVolodemeryMoskoyand 

thyprotelliony  keepe  him  that  he  may  do  good  |  ^Nouogrady  King  ofCaz^n\  King  of  AHra- 
and  holy  things  yleti^^^  his  fanyLord  of Pleskoy  and  great  DukeofSmo- 

dayesAb^t  we  my  Hue  quietly  without ftrife  lenskOyofTwerrky  lougharkyPermUyVad- 
and  malice.  »  skayBulghokidyOndothers.Tordand  great 

j  This  is  pronounced  fomwhac  foftly  by*  Duke  of Nouograd  of  the  Low  CountreyeSy 
tiic  Patriarch, whereto  he  addeth  againc  of  Chernigo,  Rezuiny Polotskoy yRoftoueyTa- 
alowd:  thou  artjhe  King  ofthe  whol  world,  rujlauelyy  Bealoura,  Liefland,  Oudoria  ^Ob- 


and  the  Sauiourpfour  foules,to  thee  the  Fa^ 
thery  Sonne,  andJJoly  Ghosly  bead fraife for 
euer  and  eueryAmen,  Then  putting  on  the 


’deria;andCondenfA  :  CommanderofallSi 
beria^nd  of^the  Xorth partes.  And  Lordtof 
mAny  other  Countries 
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The  Emperor 
proud  ot  his 
many  Tides. 


The  State  or 
forme  of  their 
goueintncm. 


The  Rufle  go 
uemmcnc  ty¬ 
rannical. 


ExaAiortin 
Noblemen*  o- 
ucr  the  mca 
nerforc. 


TheNoWlitie 
and  C6mon^> 
ftorcrsforihc 

prince. 


This  ftyle  containcih  in  it  all  the  Em¬ 
perors  Prouinccs,  and  fetteth  foorth  his 
grcatncffc.  And  therefore  they  haue  a  ve¬ 
ry  great  delight  and  pride  in  it,  forcing 
not  onely  their  ownc  people, but  likewife 
ftrangers  (that  haue  any  matter  to  dcliuer 
to  the  Emperor  by  fpccch  or  writing)  to 
repeate  the  whole  forme  from  the  begin¬ 
ning  to  the  end.  Which  breedeth  much 
cauill,  andforaetimes  quarrcll,  betwixt 
them  and  the  Tartar,  and  Poland  Ambaf- 
fadors  *  who  refufe  to  call  him  that 

is  Emperor,  and  to  repeat  the  other  parts 
ofhis  long  ftyle. 

The  manner  of  their  Goucrncment, 
is  much  after  the  Turkifti  fafhion :  which 
they  doc  feeme  to  imitate  as  neere  as  the 
Countrey,  and  reach  of  their  capacities 
(in  politick  affayres)  will  giuc  them  leaue 
to  doe. 

The  State  and  forme  of  their  Gouerne^ 
ment  is  plaine  tyranilicall,as  applying  all 
to  the  behoofc  of  the  Prince^  and  that  af¬ 
ter  a  moft  open  and  barbarous  roannerjas 
may  appeare  by  rhe  SofbtfmM^  or  fecrcts 
of  theit  Gouernment  afterward  fet  down, 
afwel  for  the^keeping  oftheNobility  and 
Commons  in  an  vnder  proportion,  and 
farre  vneuen  ballance  in  their  feueraU  de¬ 
grees ;  as  alfo  in  their  iroppfitipns  and  ex- 
afifions  5  wherein  they  exceed  al  iuft  roca- 
fure,  without  any  regard  of  Nobilitic  04 
people.  -  i  .V  ^  <  . 

Furthermore^  it  giucth  the  Nobilitie  a 
kindc  of  iniuft,  and  Vnraeafured  liberty, 
to  command  andexaftvppon  the  Com¬ 
mons  and  bafer  fors  of people,  in  all  parts 
of  the  Realme  wherefoeuer  they  comc,e- 
fpecially  in  the  place  where  theyr  Lands 
lyc,  or  \vhcrc  they  are  appointed  by  the 
Emperor  to  gouerne  vnder  him.  Alfo  to 
the  Commons  fomc  fmall  contentment, 
in  that  they  paffc  oucr  their  lands  (by  dif- 
cent  of  inheritance;  to  whither  foti  they 
will :  which  commonly  tb^cy  do  after  our 
Gauillkind^^  and  difpofe  of  their  goodes 
bygiftorTcftament,  vyfthout  aniccon- 
troulmcnt  i  Wherein  notwithftanding. 
both  Nobility  and  Commpjisarebut  fto- 
rers  for  the  Prince,  all  running  in  the  end 
into  the  Emperors  Coffers  ;  as  niay  ap¬ 
pear  by  the  pra^ife  of  enriching  his  trear 
furic;  and  the  manner  of  Exactions  fette 
downe  in  the  title  of  his  Cuftomes  and 
Reuennewes. 

Concerning  the  principall points  and 
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matters  of  State,whcrcin  the  Soueraign- 
ty  confifteih  (as  the  making  and  annuumg 
ofpublike  LaweSy  the  making  efMagtftrats^  j 
power  to  make  war  re  or  league  with  anyfor- 
raineStatCy  to  execute  or  to  par  dsn  life with 
therightof  apfeale  in  all  matter Sy  both  ciuiH 
and criminall)  they  doe  fo  wholly  and  ab- 
folutcly  pertainc  to  the  Emperor  and  his 
Counccll  vnder  him  5  as  that  hec  may  be 
faide  to  be  the  Soueraigne  Commandcrj 
and  the  executioner  of  all  thefe.  For, as 
touching  any  Law  or  publike  order  of  the 
Realme,  it  is  cucr  determined  of,  before 
any  publike  Affembly  or  Parliament  bee 
fummoned.  Where  befidcs  his  Counccl, 
be  hath  none  other  to  confultwith  him  of 
fuch  matters  as  are  concluded  before  had 
but  onely  a  few  Byfhoppes,  Abbots,and 
Friars :  to  no  other  end,  then  to  make  ad^ 
uantageofthc  peoples  fuperftitions,  e- 
uen  againft  therofelucs  which  think  to  be 
holy  and  iuft,  that  pafleth  with  confent  of 
their  Byfhops  and  Cleargy  men,  whatfo- 
eucr  it  bee. 

For  which  purpofe,  the  Emperors  arc 
content  , to  make  much  ofthe  corupt  ftate 
6f  the  Church,  as  now  it  is  among  them, 
and  to  noufifh  the  fame  by  extraordinary 
fauours  arid  immunities  to  the  BylBopps 
Seas,  Abbey es,and  Fryaries:  as  knowing, 
fuperftition  and  falfc  Religion  beft  to  a- 
gree  with  a  tyrannical!  State,  ^nd  to  be  a 
fpeciallmeanesto  vphold  and  maintaine 
the  fame.  / 

Secondly,  as  touching  the  publique 
Offices  and  Magiftracics  of  the  Realme, 
there  is  none  Hereditaric,ncyther  any  fo 
great  nor  fo  little  in  that  Gountrey  j-  but 
the  beftowing  ofit,  is  done  .immediately 
bytheEmpcrourhimfelfc.  Infomuch, 
that  the  very  Diackes  or  Clearkes  in  euc- 
^  head  Townc,  arc  (for  the  moft  part)  af- 
figned  by  himfelfe.  Noiwitbftanding,  the 
Emperor  that  now  is  (the  better  to  cn- 
tend  his  Dcuotions)  refeneth  al  fuch'mat 
ters  pertaining  to  the  State,  wholly  to  the 
ordering  ofhis  W  iucs  brother,  the  Lord 
BorrU  Federowich  Godbnoe.  * 

Thirdly  ,  the  like  is  to  bee  faide  of  the 
Iufifdi(ftion,  concerning  matters  iudicial, 
fpecially  fuch  as  concernc  life  and  death  . 
Wherein  there  is  none  that  hath  any  au. 
thority,  or  publike  lurifdiftion  that  go- 
eth  by  difeent,  or  is  held  by  Charter  5  but 
al  at  the  appointment  and  pfeafusc  of  the 
Emperour, 
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And  the  fame  praftifed  by  the  ludgcs 
vyithfuch  awe  and  reftraint  5  as  that  they 
dare  not  determine  vpon  any  fpccial  mat¬ 
ter, but  muftreferre  the  fame  wholly,  vp 
the  Mosh  to  the  Emperours  Councell. 
To  (hew  his  Soucraignty  oner  the  lines 
of'hls  SubieftS,  the  late  Emperour/»4/; 
p^ajiic^ich'(\x\ his  walkes  orprogrc(res).if 
he  bad  mifliked  the  face  or  perfon  of  any 
man  whom  heemetby  the  way^  or  that 
looked  vpon  him  5  would  command  his 
head  to  be  ftrook  off.VVhich  wasprefent- 
ly  done, and  the  head  caft  before  him. 

Fourthly, for  the  foueraigne  appealc, 
and  giuing  of  pardons  in  crirainall  mat¬ 
ters  t6  fuch  as  are  conuiftedj  it  is  wholly 
at  the  plefure  and  grace  of  the  Emperor. 
Wherein  alfb  the  Emprefle  that  now  is, 
being  a  woman  of  great  clemency,  and 
withall,  delighting  to  dcale  in  publike  af¬ 
faires  of  theRcalme,(the  rather  to  fupply 
the  defeat  of  her  husband)  doth  behaue 
her  fclfe  after  an  abfolutc  manner,  giuing 
out  pardon  (fpecially  on  her  birth  day,  & 
other  folcmne  times)  in  her  ownename, 
by  open  Proclamation,without  any  men¬ 
tion  at  all  of  tlie  Emperor. 

\  Their  higheft  Court  of  publike  con^ 
fultation  Tot  matter  of  State, is  called  the 
ZaborexMoit  is, the  publike  Afjembly ,  The 
ftates  and  degrees  of  perfons  that  are  pre- 
fent  at  their  Parliaments,  are  thefc  in  or¬ 
der.  Firft,  the  Emperour  btmfelfe.  Se¬ 
condly,  fome  of  his  Nobility,  about  the 
mimber  of  twenty  ,being  all  his  Goun- 
cell.^  Thirdly jcertaine  ofthe^Cleargy- , 
menv&c.aboutthe  fame  number.  As  for 
Burghers, or  other  to  reprefent  the  Gom- 
minaky,  •  they'  haue  no  place  there ;  the 
people  hcei n  g  ^uo  better  acco u nt  with 
them, then  as'feruanis  or  bondflaues,  that 
arc  to  obey,  not  make  lawei,  nor  tb 
kho w  any  thirtg’of  publike  matters^  bcf- 
fbre  they  arc  concluded, 

’^'The  Court  of  Parliahicnt(called2r«!t- 
hre)is  held  in’thi's  manner  The  Empe- 
rourlcaulech  to  be  iiimmbncd  foch  of  his  j 
Nobility, as  himfeife  thinketh  mCcte,  be- 1 
^as  wasfaid)  ‘^all  of  his  Gouhccllt  to-  ^ 
getherwith  the  Patriarch, who  calleih  his  i 
Gleargy,towits‘  the  two  Metropolites:,  i 
the  twt)  Archbiihops,  with  fucb  Bifhops,  • 
Abbost,and  Fryks,as  are  of  beft  account  - 
and  reputation  ^mong  them;  When  they 
are  all  affembled  at  the  Emperors  Court, 
the  day  is  intimated  when  thc.Scffidn  (hal 
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bcgin.VVhich  commonly  is  vpon  Friday, 
for  the  religion  of  that  day.  * 

When  the  day  is  come, the  Cleargy- 
mcn  affemblc  before, at  the  time  &  place 
appointed, which  is  called  the  Sto//j.  And 
when  the  Emperour  commcih  attended 
by  his  Nobility, they  ari(e  all,  and  mccte 
him  in  an  out-roome, following  their  Pa¬ 
triarch,  who  blcffeth  the  Emperour  With 
his  two  fore-fingers,  laying  them  on  his 
forehead, and  the  (ides  of  his  face,  &  then 
kificth  hini  bn  the  right  fide  of  his  breaft. 

So  they  pa(Ie  on  into  their  Parliament 
houfe, where  they  fit  in  this  order.  The 
Emperor  is  ehthronized  on  the  one  fide 
of  tnc  Chamber.  In  the  next  place,  not 
farrefrom  him,  ata  fmall  fquare  Tabic 
(thaegiueth  toomcto  twclue  perfons  or 
thereabouts)  littetfa  the  Patriarch,  with 
the  Metropolites  and  Bi(hops,&  certainc 
of  the  principal!  Nobility  of  the  Empe¬ 
rours  Councell,  together  with  two  Di- 
acksor  Secretaries'  (called  Dummy 
key)  that  cnaft  that  which  paffeth.  The 
reli place  tBemfelucson  Benches  round 
about  the  Roomc,cucry  man  in  his  ranck 
after  his  degree .  Then  is  there  pro¬ 
pounded  by  one  of  the  Secretaries  (who 
rcprcfcritcth  the  Speaker)  the  caufe  of 
their  aflembly,  and  the  principal!  mait- 
cers  that  they  arc  to  confidcrof.  For,to 
propound  bils,'  what  eiicry  man  thinketh 
good  fpr  the  publike  benefit  (as  in  other 
Countries  is  Vfed)  the  Parliament 
alio weth-  fib  fuch  cuftbmc:  nor  liberty 
'tbiubic^ls^'^ ^  ‘  ^ 

The  points  being  opened ^  the  Patrx- 
arch  (with/ his  Cleargy-men)  hauc  the 
/prcrogaiiucjfo  be  firft  asked  their  votCjOr 
^opinion,  what  they  thinkc  ofthc  pointes 
propounded  by  the  Secretary.  Whereto 
they  anfwere  in  order,  according  to  their 
degrees, but  all  in  one  forme, without  any 
difcourfci^as  hauing  learned  their  LeCTon 
beforc^thatTefiaeth  their  tfimes  at  al  Par- 
liafiDcfits  alike, ^hatfoeuer  is  propounded, 
^oramdiily  itTs  to  this  effta.  That  tHe 
Emperor  ahd  his  €  ounce U  dj4  of great  roife^  effect  of 

' dome y  and  experiences  touching  the  pdliMet 
andpublikeaffaiyes  of the  Redtme^  and  fart  e 
better  Me  to  iudge  what  'isfrofitablefor 

Eommon-lvMthsthentheydre'^whichattend 

^^pon  theferukiof  God  onefysdnd  matter  sdf 
Religion.  Ck^idibereforeitmaypleafe  them 
toproceede.  That  infiead  of  their  admfeyhey^ 
wiUatde  them  ivith  their prayers  their  d ft” 
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ties  (tnd  voemonsM  To  this 

or  like  cfFc(!Jl  jhauing  made  their  anfwcrcs 
eucry  man  inhis  eourfe^vp  ftandpth  fomc 
Abbot  or  Fryatjimbre  bold  fhen  the  reft 
( yet  appointed  before  hand,as  a  matter  of 
fornjjeji^nd  delircth  the  Emperor  jt  wold 
cafe  his  Maiefty command  to  be  de^ 
liuered  vnto  them,  what  his  Maiefties 
ownc  iudgement,  and  determinate  plea- 
furc  is,  as  touching  thofc  matters  pro; 
ponnded  by  HsVeiake  ^ 

hereto  is  xeplied  by  the  faide  Se¬ 
cretary  ^  in  the  Emperors  name.  .That  his 
ff^^l^^JT^fWith  tj^p/eq  his  Noble  CounceU 
(*vpoja  good  and  found  aduice)  baue  found 
the  matters  frofofed\  tobee^very  good  and 
neceffary  for  the  Common-wealth  of  bis 
Realme .  NiotwithBandingforaJmuch  as 
they  are  religious  men^  and  know  what  is 
right  5  his  MaieBy  requireth  thetr godly  opi- 
nionSt  yea  and  their  cenfures  too  for  the  ap^ 
prouing  or  correfing  of the faid/  p'ropofiti- 
ons*  And  therefore  dfireth  them  againe^  tq 
fpeake  their  miftdes freely*  And  if  they  fhall 
like  togtue  their  confents^  that  then  the  mat^ 
ters  may  paffe  to  a  full  conclufion. 

.Hcereunto,  whcnthe,Cleargy-meo 
haUe  giuen  thcir^confcnts  (which  they  vfe 
to  do,  without  any  great  paufing)  they 
take  their  leaues,with  blclling  of  the  Em¬ 
peror;  who  bringeth  the  Patriarch  on  his 
way  fo  farre  as  the  next  RoomCj  and  lb 
retqrneth  to'his  featc^  till  all  be  made  rea¬ 
dy  for  bis  reujrne  home  ward.  The  A6i:es 
thattbusarc  pafled  by  the^^^wor  Par¬ 
liament,  the  Detakeis  or  Secretaries  draw 
into  a  forme  of  Pi:oclamacipn,which  they 
fend  abroad  into  eucry  Prouince,&  head* 
towne  of  the  Realme,  tobee  publifhcd 
there,by  the  Dukes  &  Deiakeisy  or  Secre¬ 
taries  of  thofc  places.The  Seflion  of  Par¬ 
liament  being  fully  ended  •  tbeEmperour 
inuiteth  the  Clcargy-menAto  a  folemnc 
Dinner,  And  fo  they  depart  eucry  man ' 
to  his  home.  ’ 

The  degrees  of  perfonsor  eftates  of 
Rufsia  (bcfidcs  the  Soucraigne  State  or 
Emperour  himfelfe)  arc  thefc  in  order. 
Firft,the  Nobility  which  is  of  four  forts. 
Whereof  the  chiefc  for  birth,  authority, 
and  reuennue,  are  called  the  Fdelney  Kna- 
iLcy^  that  is,  the  exempt  or  priuiledged 
Dukes.  Thcfcheld  fometime  afeucrall 
iurifdidion^and  abfolute  authotity  with¬ 
in  their  Prccinds ,  much  like  vnto  the 
States  or  Nobles  of  Germany*  But  after¬ 


wards  (referuing, their  rights  vpon  con> 
pofition)  they  yeclded  ihcmfeliies  to  ijiis 
houfe  oiBeaia^  when  it  jbegan  towaxe 
mighty,  and  to  plarge  it  fclt'c  by  ouerr 
marching  their  neighbours.  Onely  they 
^erf  bound  to  feruc  the  Emperour  in  bis 
warres,  with  a  certaine  number  of  hprfc.' 
Bi^it  the  late  Emperour Vajilowkk^\ 
Father  to  this  Prince,  becing  a  man  of 
high  fpirit^  and  fubtle  in  his  kindc,  mea^ 
ningto  reducc-bis  gouerncment  a 
rnore  ftricktCorme  ^  began  by  degrees  to 
clip  off  their,  greatneffcj  ^and  to  bring  it 
doWnc  to  a  leffer  proportion ;  till  in^hc 
ende^he  made  them  not  onely  his  vafTal?, 
but  his  Kolophey,  that  is,his  very  villains  or 
bond-flaues..  For  fo  terme  &  Write 
themfclues,  in  anypubUke  inftrumcnt  or 
priuatc  petition  which  they  make  to  the 
Emperour.  <  So  that  no  w  they  hold  their 
authorities, lands, Hues  and  all  at  the  Em¬ 
perors  plcafure,as  the  reft  do. 

. .  ,.Thc  naeaiies  and  pradife  whereby  he 
vvrougbt  this  to  effed^  againft  thofc,  and 
o,^er  of  the  Nobility  (fo  well  as  I  could 
mote  out  of  the  report  of  his  doings)  were 
thefejand  fuch  like .  Fi^ftjhe  caft  priuace 

emulations  araon^  them,  about  preroga^ 
tine  of  their  Titles  and  Dignities.  W  hcr- 
inbcvfed  tofeton  the  Inferiors,'  topre- 
ferre  or  equall  ihemfelues  to  thofc,  that 
^Werc  accounted  to  be  of  the  Nobler  hpiu 
fes^  W here  hee  made  his  aduantage  of 
their  mallice  and  contentions,  the  one  a- 
gainft  the  other,  by  rcceiuing  deqifed 
matter,  and  accufations  of  fecrct  pradilc 
and  confpiracies,  to  bee  intended  againft 
his  perfon  and  ftatc.  And  ro,hauirig  Ang¬ 
led  out  the  greateft  ofthem,and  cut  them 
,ofF,  with  the  good  liking  of  the  reft;  hcc 
fcUatlaftco  openpradife,  by  forcing  of 
the  other  to  yecld  their  rights  vnto  him. 

^  2.  Hediuided  hisfubieds  into  two 

parts  or  Fadions  by  a  gcncrall  fehifine. 
The  one  part  he  called  the  Opprefsini  or 
^SeleB  men.  Thefc  were  fuch  of  the  Nobi¬ 
lity  and  Gentry,  as  hec  tpokc  to  his  ownc 
part,toprotcd,  and  maintainc  them  as 
bis  faithfull  Aibicds  *  The  other  he  cal¬ 
led  Zemskey^ox  the  Commons*  The  Zems^ 
key  contained  the  bafe  and  vulgar  fort, 
witbfuch  Noblemen  and  Gentlemen  as 
he  meant  to  cut  off,  as  fufpeded  to  mif- 
likc  his  gouernment,  and  to  hauc  a  mea¬ 
ning  to  pradife  againft  hitti .  Wherein 
he  prouided  that  the  Opprefsini^  for  num¬ 
ber 
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bci*  and  quality  of  valour^money,  armor, 
^c.far  exceeded  the  other  ot  xhcZejnps^ 
k'ey  fide,  whom  hec  put  (as  it  were)  from 
vndcr  his  pro  tedion ;  fo  that  if  any  of  thS 
were  rpoy  led  or  killed  by  thofe  of  the  0/>- 
prefsim{v/hkhhc  accounteJof  hisownc 
part)  there  was  no  amends  to  bee  fought 
for,  by  way  of  pliblike  iuftice,  or  by  com¬ 
plaint  to  the  Emperor,  “  ' 

The  whole  nu  mber  of  both  parts  was 
ordHly  regiftred  and  kept  in  a  Booke :  fb 
that  eiicry  man  knew,  who  was  a  Zemps- 
key  man, and  who  of  the  Opprefsinu  And 
this  liberty  of  the  one  part,  to  fpoyle  and 
kill  the  otbcr,without  any  helpc  of  Magi- 
ftfate,o^f  law  (that  continued feuen  years) 
enriched  that  fide  and  the  Emperors  trea- 
fijry  ,anci  wrought  that  withall,  which  hee 
intended  by  thikpra^life,  viz.  to  take  out 
ol  the  Way  fuch  ofthc  Nobility,  ashim- 
felfe  mifliked :  wherof were  (laine  (with¬ 
in  one  weeke)  to  the  number  of  three  hu- 
dred  vvirhin  the  Cuty  of  Mmko,  This  ty¬ 
rannical!  pradife,  of  making  a  geherall 
The  rcafono^  Scbifmc,  and  publikcdiuifion  amongthc 
fubieds  of  his  whole  Realmc, proceeded 
*  (as  fliouldfcem)  from  an  extreme  doubt, 
and  defperate  fcarc, which  he  had  concei- 
ued  of  moft  of  his  Nobility,  and  Gentle¬ 
men  of  bis  Realme,  inhis  warres  with  che 
PolonkH  and  Chrim  Tartar.  What  tim'c 
he  grew  into  a  vehement  fufpition  (con- 
ceiued  of  the  ill  fucceffe  of  his  affayres) 
that  they  ptaftifed  trcalbn  with  the  Polo^ 
nian  and  C^Ww^.Whercupon  he  executed 
fome^jand  dcuifed  this  way  to  be  rid  of  the 
reft. 

And  this  wicked  pollicy  and  tyran¬ 
nous  pradife  (though  now  it  be  cealTcd^ 
hath  fo  troubled  that  Country,  and  filled 
it  fo  full  of  grudge  and  mortall  hatred  euer 
fince,  th  at  it  will  not  bee  quenched  (as  it 
feemeth  now)  till  it  burne  againcintoa 
ciuill  flame. 

3  Hauing  thus  pulled  them,  and  fca- 
fed  all  their  inheritance,  lands,  priuiled- 
ges,6cc.fauc  fomc  very  fmall  part,  which 
he  left  to  their  name  *,  he  gaiie  them  other 

Lanas  heWe  I  lands  of  the  tenour  of  PomeHnoy  (as  they 
at  the  Empe-  cal  it)  that  are  held  at  the  Empcrorsplea- 
rorsplcalure.  Ifure,  lying  farrc  off  in  another  Country, 
and  fo  remouedthem  into  another  of  his 
Prouinccs,  where  they  might  hauc  ney- 
therfauour,  nor  authority,  not  being  na- 
tiuc  nor  well  knownc  there.  So  that  now 
thcfcot  the  cheefe  Nobility  (called  VdcU 


ney  Kna%.ey)z:tt  equalled  with  the  rcftrfauc 
that  in  the  opinion  and  fauor  of  the  peo¬ 
ple  they  are  of  more  account,  and  keepe 
ftillthe  prerogatiue  ot  their  place,  in  all 
their  publike  meetings. 

Their  praaife  to  keepe  downe  tfiefc  , 
houfesfrom  riling  againc,and  rccoucring  aownefrom 
their  dignities  jare  thefc,&fuch  like.Firft,  I  fifing  and  tc- 
many  of  their  heyres  are  kept  vnmOTtied  ‘h.TcD"|m.y. 
perforce,  that  the  flock  may  dye  wtin  the. 

Some  arc  fent  into  Siberia^  C ax>an  and^^f- 
ftracan}tnAzx  pretence  of  feriiicc,8c  there 
cyther  made  away,  or  cllc  faft  clapped  vp. 

Some  arc  put  into  Abbeyes,  and  (hearc 
thcmfelues  Fryarsby  pretence  of^a  vow 
to  be  made  voluntary,  and  of  their  ownc 
accord, but  indeed  forced  vnto  it  by  fear, 
vpon  fome  pretcnced  crime  obiedted  ar 
gainft  them.  Where  they  arc  fo  garded 
by  fome  of  (peciall  truft,and  the  Couenc 
it  (clfe  (vpoh  whofe  head  it  ftandeth,  that 
they  make  no  cfcape)as  that  they  haue  no 
other  hopCjbut  to  cndthcirliucsthcrc.Of 
thiskindc,  there  are  many  of  very  great 
Nobility. 

Thefcand  fuchlikewayes  (begun  by 
the  Emperor Fafilowteh)  are  flill  pra-  Nobility  fc- 
ftUed  by  the  Codomes y  who  being  aduan- .  cfcily  &  tre* 
ced  by  the  manage  of  the  Emprelfe  their 
kinfewoman  5  rule  both  the  Emperor, and ' 
his  Realmc,  (fpecially  Borris  FederorPtch 
Codonoe^  brother  to  the  Empreffe)  &  cn- 
deuour  by  all  meanes  to  cut  off,  or  keepe 
downe  all  of  the  beft  and  auncienteft  No¬ 
bility.,  Whereof  diuers  already  they 
haue  taken  away,  whom  they  thoght  likc- 
lieftcomake  head  againft  them,  and  to 
hinder  their  purpofc,  as  Knex*  Andretts 
Guraken  Bu^gatkoue ,  a  man  of  great  birth 
and  authority  in  the  Country.  The  like 
they  hauc  done  with  Peeter  GoUauni  (wh5 
they  put  into  a  dungeon  where  hcc  ended 
his  life)  with  Knez^  Fafilie  Friwich  Golloo- 
Andrieu  Inanomch  Suskoy^  ac' 
counted  among  them  for  a  man  of  great 
wifedomc .  So  this  laft  yearc  was  killed 
in  a  Monaftcry,  (whether  they  had  thruft  1 
him)  on  Knex^  luan  Petrcnptch  Suskey^z  man  among  tbcni 
of  great  valour,and  feruice  in  that  Coun¬ 
try:  who  about  fiueor  fixcyCarcs  fince, 
bare  out  the  ficdgcofihe  Citty  Fohsko^ 
made  by  Stepan  Batore  King  of  Polonia, 
with  one  hundred  thoufand  men,  and  re- 
pulfed  him  very  valiantly,  with  great  ho¬ 
nour  to  himfclfc  and  his  Country,  &  dif- 
grace  to  the  Polonian.  Alfo  Micheta  Ro^ 

manowich^ 


Chap 


.2. 


k 


Names  of  the 
greateft  hou- 
fes  of  the  KuJJe 
Nobility, 


k 


St 


\ 


'  I 

w 

miif 


(ikj 


itJti 

ini# 


The  fecond 
degree  of  No¬ 
bility. 


I# 


r 


The  authority 
of  the,Err», 
preflei  Bro- 
thcr,anci/his 
large  Inheri¬ 
tances. 


manovptch^ ncklc  to  the  Emperor  by  the 
Mothers  fidcj  was  fuppofed  to  haue  died 
ofpoyfonjorfome  filch  like  pra^tife. 

The  names  of  thefe  Families  ofgrea- 
teftNobility^are  thefe  in  their  order.  The 
firft  is  of  C nez>  V olodemer yVjh\c\\  refteth  at 
this  time  in  one  daughter  a  widdowj  and 
without  childre  (mentioned  before)  fom- 
lime  Wife  to  Hartock  Magnus ^  brother  to 
the  King  of  Den?narkeyno\N  clofcd  within 
a  Nunnery.  The  fecond  Knez*  Methe- 
loskey^  thruft  into  a  Fricry,  and  his  onely 
fbnnekept  from  marriage,  to  decay  the 
houfe.  The  third  Glimskoy<  but  one  left 
of  his  houfcjand  he  without  children/aue 
one  daughter.  The  fourth 
ofthere  arefbure  brethren  young  men, 
and  vnmarried  all .  Tfic  fife  Huhetskoy. 
Of  this  houfe  are  foure  liuing.  The  fixt 
Bulgaloy  ^no\w  called  C7»/^/<r/79'houfe,wher- 
ofare  fine  liuing, but  youths  all.  The  fca- 
uenth  Foralimskoy.  Two  left  of  that  flock. 
The  eight  Odgoskey.  Two.  The  ninth 
TeUetskoy.Onc,  The  tenth  Toy  tone, 'Xhxtt. 
Thefe  are  the  names  ofthccheefe  Fami- 
lies  called  J^delmy  Knaz,ay :  thatineffed 
haue  loft  all  now,  faue  the  very  name  it 
fclfc,  and  fauour  of  the  people,  which  is 
like  one  day  to  reftore  them  againe,if  any 
be  left. 

The  fecond  degree  of  Nobility,  is  of 
the  BoiarensrXhtk  are  fuch,as  the  Empe¬ 
ror  honoureth  (befide  their  Nobility) 
with  the  Title  of  Counfellcrs.  The  reuen- 
nue  ofthefe  two  forts  of  Nobles,  that  ri- 
(cthout  of  their  Lands  afligned  them  by 
the  Emperorjand  held  at  hispleafurc(for 
of  their  owne  Inheritance  there  is  little 
left  them,  as  was  faid  before)  is  about  a 
thoufand  marks  a  ycare:  befidcs  apenfion 
which  they  receiue  of  the  Emperour,  for 
their  feruice  in  his  wars,  tothefumme  of 
feuen  hundred  Rubbcls  ayeare,and  none 
aboLie  that  fumme. 

Butin  this  number,  the  Lord  Borris 
Federowich  Godenoeis  not  to  be  reckoned, 
that  is  like  a  Tranfendent^  and  in  no  fuch 
predicament  with  the  reft,being  the  Em¬ 
perors  brother  in  law,  his  Proteftour  for 
diredion^  for  command  and  authority  , 
Emperor  of  Rufsia .  His  yearely  reuen- 
nue(in  land  andpenfion)  amountethto 
the  fumme  of  g  3700.  Rubbels  and  more, 
as  appeared!  by  the  particulars.  He  hath 
of  inheritance  (which  himfelfe  hath  aug¬ 
mented  in  Vafma  Dorogobofe^  fixe  thou- 


The  Imperiall  Dignity. 


fand  Rubbels  a  ycare.  For  his  Office  of 
Comtek^  or  Maftcr  of  the  Hbrfc,tweluc 
thoufand  Rubbcls,  orMarkes,  raifedoiit 
oXihc  C ana^lue  Sloboday^  or  the  liberties 
pertaining  to  that  office,  which  are  cer- 
taine  Lands  and  T ownes  necrc  about  the 
Mosko,  Befides,  all  the  Meddow  and  Pa- 
fture  ground  on  both  fidesthc  bankeof 
the  riucr  M0skoy\\ixvj  verfl  vp  the  ftreme, 
and  forty  verfl  downwards.  For  his  pen- 
fionoftheEmperour  (befidcs  the  other 
for  his  Office)  fifty  thoufand  Rubbels.Out 
ofthe  Prouince  or  Shire  of  ragha^  there 
is  giuen  him  for  a  pcculiar(exemptcd  out 
oi  the  Chet  fir  d  o{  PofoUkoy^  two  &  thirty 
thoufand  Rubbcls,  befide  a  rent  of  Furs. 

Out  of  Rex^m  and  Seuer^  (another  peculi¬ 
ar)  thirty  thoufand  Rubbels.Out  of  Otfer 
and  Tiiriock ^znoihex  exempt  place,  eight 
thoufand  Rubbels .  For  rent  of  Bath- 
ftoatics  and  Bathihg-houles  without  the 
walles  of  Mosko,  fifteene  hundred  Rub¬ 
bels.  Befidcs  his  pomeft,or  lands  which 
he  holdetb  at  the  Emperours  pleafurc, 
v;hichfarre  excccdeihthe  proportion  of 
land  allotted  to  the  reft  of  the  N  obility. 

One  other  there  is  of  the  houfe  of  Allowance 
Glinskey^  that  difpendeih  in  land  and  pen-  ^ 
fion, about  forty  thoufand  Rubbels  ycare- 
ly.  Which  he  is  fuffered  to  enioy,becaufe 
he  hath  married  Berris  his  Wiuesfifter, 
being  himfelfe  fimple,  andalmoft  aNa- 
turall.  The  ordering  of  him  &  his  Lands 
are  committed  to  Borrts, 

In  the  third  ranckc  arc  the  Foyauodey^ 
or  fuch  Nobles  as  arc,  or  haue  beenc  Ge¬ 
nerals  in  the  Emperours  warres.  Which 
deliuer  the  honour  of  their  Title  to  their 
poftcritics  alfb :  who  take  their  place  a- 
bouethe  other  Dukes  and  Nobles,  that 
are  not  of  the  two  former  forts, viz.  ofthe 
Fdelney  Kmzxey^  nor  of  the  Bokrens. 

Thefe  three  degrees  of  their  Nobili¬ 
ty  (to  vi^  it)  the  rdelney  Knauy,  the  5^/4- 
rens,  and  the  Fokuodey  haue  the  addition 
of  Vich^  put  vnto  their  firname  as  Borris 
Federowich^  &c.which  is  a  note  of  honor, 
that  the  reft  may  not  vfurpe.  And  in  cafe 
it  be  not  added  in  the  naming  of  the  5  they 
may  (iie  the  Bejlcheji^ox  penalty  of difho- 
nor  vpon  them, that  otherwife  fliall  terme 
them. 

The  fourth  andloweft  degree  of  No¬ 
bility  with  them,  is  of  fuch  asbeare  the 
name  of  Kmuy  or  Dukes,  but  come  of 
the  yonger  Brothers  of  ihofe  chiefe  hou- 
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fes  j  through  many  dilcents,  and  haue  no 
inheritance  of  their  owne,  faue  the  bare 
name  or  title  of  Duke  onely .  For  their 
order  isjto  deliuer  their  names  and  titles 
of  their  dignities  ouer  to  all  their  Chil- 
'  dren  alike,  whatfocuer  eUe  they  leaiic  the. 
So  that  the  fonnes  of  a  Vohmdey^  or  Ge¬ 
nerali  in  the  fielde,  are  called  Vohmdey^ 
though  they  neuer  faw  the  fielde,and  the 
fonnes  of  a  Kne%^  or  Dukejarc  called  Km- 
though  they  haue  not  one  groat  of 
inheritance  or  liuelyhood,  tomaintainc 
themfelues  withall.  Of  this  fort  there  are 
fo  many,  that  the  plenty  maketh  them 
cheaper  fothat  you  (hall  fee  Dukes  glad 
to  feme  a  meane  man,  for  flue  or  fix  ruR 
belsor  marksayearej  and  yet  rheywill 
ftand  highly  vpon  their  Bejlchejl  orrepu; 
ration  of  their  honours .  And  thefe  arc 
their  feuerall  degrees  of  Nobility. 

The  fecond  degree  of  perfons, is  of  their 
Sim  Bokrskeypr  the  fonsof  Gentlemen  : 
which  all  are  preferred, &  hold  that  name 
by  their  feruice  in  the  Emperors  wars, be¬ 
ing  Soldiers  by  their  very  ftocke  &  birth. 
To  which  order  are  referred  their  Diacks 
or  Secretaries,  that  feme  the  Emperor  in 
eucry  head  to wne,being  ioyned  in  Com- 
miffion  widi  the  Dukes  of  that  place. 

Thclait  are  their  Commons,  whom 
they  call  Monjicks.  la  which  number  they 
reckon  their  Merchants,  and  their  com¬ 
mon  Artificers.  The  very  loweft  &  bafeft 
fort  of  this  kinde  (which  are  heldc  in  no 
degree)  are  their  Country  people,  whom 
they  call  Chriftkneis.Oi the  Sim  Bokrskey 
(which  are  all  Soldiours)  we  are  to  fee  in 
the  defeription  of  their  Forces,  and  Mili¬ 
tary  prouifions.  Concerning  their 
Jidsy  what  their  condition  andbchauiour 
is,  expea  them  among  the  Common 
people. 

The  whole  Country  of  Ru/sk  (as 
was  faide  before)  is  diiiided  into  fourc 
parts,  which  they  call  Chetjirds^  or  T ?- 
tr  archies,  Eucry  Chet  fir  d  containeth  di¬ 
ners  Shires,  and  is  annexed  to  a  feuerall 
Office, whereof  it  takes  the  name. 

Thcfirft Cliefird  or T etrarchybeateth 
the  name  of  FofoskoyChefird^  orihc//^- 
rifdiStion  of  the  office  of  Amhaffagesy  and 
at  this  time  is  vnder  the  chiefe  Secretary 
&  Officer  of  the  AmbaflTages,  called 
dreas  Shalcaloue .  The  (landing  fee  or 
ftipend  that  he  receiueth  yearely  of  the 
Emperor  for  this  fcruice,  is  one  hundred 


rubbelsormarkes. 

The  fecond  is  called  the  Roferadney 
Chefirdyhzca\ik\i  is  proper  lo  xhcRofe- 
rade  or  high  Conftable.  At  this  time  it 
pertaineth  (by  vertiic  of  Office)  to  Bafilic 
shalcaloue^xoih^x  to  the  Chancellory  but 
it  is  executed  by  one  Zaport  Abramoue, 
His  penfion  is  an  hundred  rubbels  yearly. 

The  third  is  the  Chefirdof  Pomeftnoyy 
as  pertaining  to  that  Office.  This  kcepcih 
aRcgifter  ofallLands  giuenby  the  Em¬ 
peror  for  feruice, to  his  Noblemen,  G  en- 
tlc'mcn,  &  others,  he  giiicth  out  &  taketh 
in  all  affuraaces  for  them.  The  Officer  at 
this  time  is  called  Eleaz^ar  wellHfgine,  His 
ftipend  is  500. rubbels  a  yeare.  ' 

The  fourth  is  called  Caffanskoy  DworetSj 
as  beeing  appropriate  to  the  Office  that 
hath  the  iurifdiiftion  of  the  kingdomes  of 
Camtf  and  Ajlracany  with  the  other  towns 
lying  vpon  iht  Folgha^  now  ordered  by 
one  Druz^hine  Penteleoue^  a  man  of  very 
fpeciall  account  ampng  the,  for  his  v\[ife- 
dome,and  promptnefle  in  matters  ofpol- 
licy.His  penfion  is  i50.rnbbcls  a  yeare. 

From  thefe  chefirds  or  T ^trarchies^  is 
exempted  the  Emperors  inheritance  or 
Vdchm(as  they  call  it^for  that  if  pertained 
(from  ancient  time)  to  the  houfe  of  Beala^ 
which  is  the  fur-name  of  the  Impcriall 
blond.  This  ftandeth  pf  3  ^.Townes  with 
their  bounds  or  territories.Befidcs  diuers 
peculiar  iurifdidions,  which  are  likcwife 
deduced  our  ot  thofe  Chefirds^  as  the 
Shire  of  Fagha  (belonging  to  the  Lord 
Borrls  Federowich  Godonoe)  and  fuch  like. 

Thefe  are  the  cheefe  Gouernors  or  Of¬ 
ficers  of  the  Prouinccs,  not  refident  at 
their  charge  abroad,  but  attending  the 
Emperor  wherefoeuer  he  goeth,  and  car¬ 
rying  their  Offices  about  with  the,  which 
for  the  mod  part  they  hold  at  Mosko^  as 
the  Emperors  chiefe  Scare. 

The  parts  andpraftife  of  the(c  fbure 
Offices,  is  to  recciueall  complaints  and 
aftioris  whatfoeuer,  that  are  brought  out 
of  their  feuerall  Chetfirdsand  quarters,  & 
toinformc  them  to  the  Emperors  Coun- 
fcll.  Likcwife  to  fend  diredion  againc  to 
thofe  that  are  vnder  them  in  their  faide 
ProuincesTor  all  matters  giuen  in  charge 
by  the  Emperor  and  his  Counfcll,  to  bee 
done  or  put  in  execution  within  their 
Prccinfts. 

For  the  ordering  of  eucry  particular 
Prouince  of  thefe  fourc  chefirds  y  there  is 
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appointed  one  of  thefe  Dukes,  which 
were  reckoned  before  in  the  loweft  de¬ 
gree  of  their  Nobility,  and  which  are  rc- 
fident  in  the  head  towncs  of  the  faid  Pro- 
uinccs.  Whereof eiicry  one  hath  ioyned 
with  him  inCommiflionj  aDyack  or  Se¬ 
cretary,  to  aflift  him, .  or  rather  to  diredl 
him. For  in  the  executing  of  their  Com- 
miffion,thc  Dyack  doth  all, 

-The  parts  of  their  Commiflion  are 
thefe  in  effed.  Firft,  to  hearc  and  deter- 
mine  in  all  ciiiill  matters  within  their  Pre- 
cindi:.  To  which  purpofe,they  haue  voder 
them  certaine  Officers,as  Guhnoy  Starets^ 
orCoroners';  who,befidcsthctryall  of 
felfe-murdcrSjarc  to  attach  Fcllons :  arid< 
the  SoudU  or  vnder-Iuftices,  who  them- 
felues  alfo  may  heare  and  determine  in  all 
matters  ofthe  fame  nature,  among  the 
Country  people  of  thcii  owne  Wards 
or  Bayliwicks :  but  fo,  that  in  cafe  eyther 
party  diffencjthey  may  appeale,  and  goe 
farther  to  the  Duke  Dyack,  that  refide 
within  the  head  towne.From  whom  alfo, 
they  may  remoue  the  matter  to  the  high¬ 
er  Court  at  Mosko^  of  the  Emperours 
Counfclljwherelieall  appeales.  They 
haue  vnder  them  alfo  Sotskoy  Surets‘^t\\QX. 
is.  Aldermen  or  Bailiffes  of  the  hundreds. 

Secondly  jin  all  criminall  matters,  as 
theft^murder,treafon,  &c.  they  haue  au¬ 
thority  to  apprehend,  to  examine,  and  to 
imprifon  the  malefadlor,  &  fo  hauing  re- 
ceiued  perfedfceuidence  and  information 
of  the  caufe,  they  arc  to  fend  it  (ready 
drawnc  and  orderly  digefted)vp  to  the 
Mosko  ^10  the  officer  of  the  Chet  fir  d  wher- 
vnto  that  Proiiincc  is  annexed:  by  whom 
it  is  referred  and  propounded  to  the  Em¬ 
perors  CounfellBut  to  determine  in  any 
matter  criminall,  or  to  do  execution  vpo 
the  party  offending  ;  is  more  then  their 
Commiffion  will  allow  them  to  do. 

Thirdly,  if  there  bee  any  publike  fer- 
uice  to  be  done  within  that  Prouince,  (as 
the  publifliing  of  any  Law,  or  common 
order, by  way  of  Proclamation, colledting 
of  taxes,  and  impoficions  fortheErnpe- 
rour,mufl:ering  of  Soldiors,  and  fending 
them  foorth  at  the  day,  and  to  the  place 
afflgnedby  theEmpecour  or  his  Coun- 
fell)  all  thefe  and  fuchlike,  pertainevnto 
their  charge, 

Thefe  Dukes  and  Dyacks  are  appoin¬ 
ted  to  their  place  by  the  Empcroiirhim- 
fclfc^and  arc  changed  ordinarily  at  cucry 


ycares  ende;  except  vpon  fomc  fpeciall 
liking  or  fuit,the  time  be  prolonged  for  a 
yeare  or  two  more.  They  are  men  ofthe- 
felues  of  no  credite,  nor  fauoiir  with  the 
people,  where  they  gouerne^  being  ney- 
ther  borne, nor  brought  vp  among  them, 
nor  yet  hauing  inheritance  of  their  owne 
there, or  elfewhcre.  Onely  of  the  Empe¬ 
ror  they  haue  for  that  fcruice,  an  hundred 
Marks  a  yeare  he  that  hath  moft^fome  50. 
fomc  but  30.  W  hich  maketh  them  more 
fufpeded  and  odious  to  the  people,  bc- 
caufc  being  fo  barejand  commming  frefh 
and  hungry  vpon  them^  lightly  cuery  year 
they  racke  and  (poile  them, without  all  re¬ 
gard  of  iuilice,  or  confciencc.  Which  is 
cafily  tolleratcd  by  the  cheefe  Officers  of 
the  Cbefirds^  to  the  code  they  may  rob 
them  againc,&  haue  a  better  booty  when 
they  call  them  to  account:  which  com¬ 
monly  they  do  at  the  end  of  their  foruice, 
making  an  aduantage  of  their  iniufiice,&: 
oppreffion  ouer  the  poore  people.Therc 
are  fewof  thcfn,but  they  come  to  the  Pud- 
key  orwhippe  when  their  time  is  ended, 
which  thcmfelues(furihemoft  part)  do 
make  account  of.  And  therefore  they  fur- 
nifh  thcmfelucs,  with  all  thcfpoilc  they 
can  for  the  time  of  rheir  gouernmcntjthat 
they  may  haue  for  both  turncSjafwellfor 
the  Emperor,and  Lord  of  the  chefird^^^s 
to  referue  fome  goodpart  for  themlclues. 

They  that  are  appointed  to  gouerne 
abroad,are  men  of  this  quality ;  fane  that 
in  the  foure  borderTownes  (that  arc  of 
greateft  importance)  are  fet  men  of  more 
fpeciall  valor  &  truBjtwo  in  euerytowne. 
Whereof  one  iseuer  ofthe  Emperours 
priuy  Coimfcll.  Thefe  4^  border  Towns, 
are  Smoiensko^V'obsko^Nouog7‘ody^  C(iz>an<, 
whereofthree  lie  towards  the  Polonkn  & 
Sveeaden^otiQ,  bordereth  farre  off  vpon  the 
Chrim  Tartar.  Thefe  haue  larger  Com- 
mifflon,then  the  other  Dukes  ofthe  Pro- 
iiinccs  that  I  fpake  of  before, and  may  do 
execution  in  criminall  matters.  Which  is' 
thought  behooucfull  for  the  Common¬ 
wealth  :  for  incident  occafions  that  may 
happen  vpon  the  borders,  that  are  far  of, 
and  may  not  Bay  for  diredion, about  euc- 
ryoccurrent  and  particular  matterfrom 
the  Emperor  and  his  Counfell.  They  are 
changed  euery  yeare  (except  as  before) 
and  haue  for  their  ftipend,  700.  rubbels  a 
yeare  he  that  hathmoft;  fome  haue  but 
foure  hundred  rubbels .  Many  of  thefe 
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?laccs,that  arc  of  grcatett  ifnportance, 
and  alnioft  the  whole  Country,  is  mana¬ 
ged  (at  this  time)  by  the  Godonoes  &  their 
Clients. 

The  Citty  of  Mosko  (that  is  the  Empe¬ 
rors  feat)  is  gouerned  altogether  by  the 
Emperors Connfcll,  -All  matters  there 
(bothciuill  andcriminall)  are  heard  and 
determined  in  the  feuerall  Courts,  helde 
byfomeofthe  faidCoiinfell^that  refide 
there  all  the  yeare  long. 

Oncly  for  their  ordinary  matters  (as 
buildings,  reparations,  keeping  ot their 
ftrcvtes  decent  andcleane^  colledions, 
Iciiying  of  taxesjimpofitions  &  fuch  likc^ 
arc  appointed  two  Gentlemen,  and  two 
Dyacks  or  Secretaries, who  hold  a  Court 
together  for  the  ordriug  of  fuch  matters. 
This  is  called  the  Zempskey  houfe.  If  any 
towns-man  fufpcdl  his  feriiant  of  theft  or 
like  matter,  hither  he  may  bring  him,  to 
haiic him  examined  vpon  the  or 

other  torture.  Belldestheic  two  Gentle¬ 
men  and  Secretaries, that  order  the  whole 
City , there  are  Starufts  or  Aldermen  for 
cuery  feucral!  Company.  The  Alderman 
hath  his  Sotskey  or  Conftablc,  &  the  Co- 
ftablchath  ccrtainc  Becetskels  orDecuri- 
ons  vndcr  him,  which  haue  the  ouerfight 
of  ten  houfholds  a  pccce,  whereby  cuery 
difordcr  is  fooner  fpidc,and  the  common 
feruice  hath  the  quicker  dilpatch.  The 
whole  number  of  Cittizens  (poorc  and 
rich)  are  reduced  into  Companies.  The 
chiefe  Officers  (as  the  Dyacks  &  Gcntlc- 
mcn)ar€  appointed  by  the  Emperor  him- 
felfc,thc  Starujl  by  the  Gentlemen  &  Dy¬ 
acks,  the  Sotskoy  by  the  Starufi  or  Alder- 
man,&  the  Decetskeis  by  the  Conftablcs. 

This  manner  of  gouernment  of  their 
Prouinccs  and  Townes,if  it  were  afwell 
fetfor  the  giuingof  iufticc  indifferently 
to  al  forts,as  it  is  to  preiient  innouations, 
by  keeping  of  the  Nobility  within  order, 
and  the  Commons  in  fubiedion^it  might 
feeme  (in  that  kinde)  to  bee  no  bad,  nor 
vnpollitique  way  ,for  the  containing  offb 
large  a  Common-wealth, of  that  breadth 
and  length  as  is  the  Kingdomc  of  Rufsia, 
But  the  oppreffion  and  flauery  is  fo  open, 
and  fb  great,  that  a  man  would  marucll, 
how  the.Nobility  &  people  fhould  fuffer 
thcmfelucs  to  be  brought  vndcr  it  5  while 
they  had  any  meanes  to  auoid  and  rcpulfc 
it :  or  being  fo  ftrengthned  as  it  is  at  this 
prcfent,how  the  Emperors  the-ftlucs  can 


be  content  to  praftife  the  fame, with  fo  o-\ 
pe  iniuftice&  oppreffion  of  their  fubieds, 
bcingthefcluespfa  Chriftian  profeflion. 

By  thisitappeareth,  how  bard  a  mat¬ 
ter  it  were,  to  alter  the  Bate  of  the  Rujje 
Goucrnincnr,  as  now  it  ftandcthv  Firft, 
becaufethey  haue  none  of  the  Nobility 
able  to  make  head.  As  for  the  Lords  of 
the  foiirc  chetjirds  or  Tetrarchies  yi\\cy  are 
men  of  no  Nobility  jbut  Dyacks,  aduan- 
ced  by  the  Emperour,  depending  on  his 
fauour,& attending  oncly  about  his  ownc 
perfon.  And  fot  the  Dukes  that  are  ap¬ 
pointed  to  gouernc  vndcr  them,  they  arc 
but  men  of  a  titular  dignity  (aswasfaid 
before)  of  no  power,  authority,  norcre- 
ditc,faue  that  which  they  haue  out  of  the 
OflScCjfor  the  time  they  enioy  it.  Which 
doth  purchafe  them  nofauour,  but  rather 
hatred  of  the  people,  forafmuch  as  they 
fee  that  they  arc  fet  oucr  the,  not  fo  much 
for  any  care  to  do  them  right  and  iuftice  5 
as  to  keep  them  vndcr  in  a  miferable  fub- 
ieftion,  and  to  take  the  flicce  from  tbem.» 
not  once  in  the  ycarc  (as  the  o  wnet  from 
the  fheepe)  but  to  poule  and  clip  them  all 
the  yeare  long.  Bcfidcs,thc  authority  and 
rule  which  they  bearc,is  rent  and  diuided 
into  many  fmall  pieces,  being  diuers  of 
them  in  cuery  great  Shire,  limited  bcfidcs 
with  a  very  fhort  time :  which  giiictb  the 
no  fcope  to  make  any  ftrengrh,  nor  to 
contriue  fuch  an  enterprize,  if  haply  they 
intended  any  matter  of  innouation. 

As  for  the  common  people  (as  may 
better  appeare  in  the  deferiptionof  their 
ftatc  and  quality  aftcrw^j’ds  fit  downe) 
befidcs  their  want  of  armour  and  pradife 
of  war  (which  they  arc  kept  from  ofpur- 
pofe)  they  arc  robbed  continually  both 
of  their  hearts  and  money,  (befidcs  other 
meanes)  fbmetimes  by  pretence  of  fbme 
feruice  to  bee  done  for  the  common  de- 
fcnce,fometimes  without  any  fliew  at  all, 
of  any  nccelfity  of  Common-wealth  or 
Princc.So  that  there  is  no  meanes  ey  thcr 
forNobility  or  people,  to  attempt  any 
innouation,  fo  long  as  the  Military  forces 
of  the  Emperour  (which  are  the  number 
of  8000.  at  thcleaftin  continuall  pav) 
hold  thcmfelucs  faft  and  furc  vnto  him,6/ 
to  the  prefent  ftatc.  Which  needs  they 
muft  do, being  of  the  quality  of  Soldiers, 
and  enjoying  withall  that  free  liberty,  ot 
wronging  and  fpoiling  the  Commons  at 
their  plcafure^  which  is  permitted  them 
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of  purpofc  to  make  them  haisc  a  liking  of ' 
thc-prensnt  ftate.  As  for  the  agreement  of 
the  Soldiors  and  Comcnons,  iris  a  thing 
not  to  be  feared ^becing  of  (o  oppofitc  & 
contrary  pra(9i{c  much  one  to  the  other. 
This  dcfperatc  ftate  of  things  at  home, 
maketh  the  people  (for  the  moft  part)  to 
wifh  for  fomc  forraigne  inuafion,  which 
they  fuppofe  to  be  the  onely  mcanes,  to 
rid  them  of  the  heauy  yoke  of  this  tyran¬ 
nous  gouernment.  ,  ‘ 

The  Emperors  of  ^^/4giue  the  name 

of  CQiin(eilor,'>  to  diuers  of  their  chiefe 
Nobility  ,rathcr  for  honours  fake,  the  for 
any  vfe  they  make  of  the  about  their  mat¬ 
tery  of  ftate.  .  Thefc  arc  czWcd^  Boiarfnsg 
without  any  addition,  and  may  be  called 
Counfcllors,at  large.  For  they  are  fildoiti 
or  neiicr  called  to  any  publike;CQnfultati- 
on.They  which  are  of  his  fpecialand  pri¬ 
uy  Counfell  indeed  (whom  he  vleth  daily 
and  ordinarily  for  al  publike  matters  pert 
raining  to  the  State)  haue  the  addition  of 
Dummy are  named  Dummy  Boiaren^ 
or  Lords  of  the  Counfcll,  their  Office  or 
(iXiingyBoarJluaDumna. 

Theirnames  (atthis  prefent)  arethefe 
in  their  lodmwich 

Methipsizey,  z.  Knez.  Juan  Michailowieh 
Glinskey ,  j ,  Kne x,  yajilie  / uam  wich  Suskoy 
Scofin,  Thefc  three  are  accounted  to  be  of 
greater  birth  then  wifedome,  taken  in  (as 
niay  fecmc)  for  that  ende,  rather  to  fur- 
nifh  the  place  with  their  honours  &  prc- 
fcncc,ihcn  with  their  aduice  or  Counfel. 
a^^Knez^Vafilie  Juanowicb  Suskoy^  thought 
to  bee  more  wife  then  the  other  of  his 
name.5  ,Knez>  Feodor  MichailQwieh.B.Knez* 
MichetaRomanomchTrowbetskoy.  jXnez* 
Timofhey  RomamwichT rowbetskoy.^Xmx* 
t^adrtew  Gregoriwich  Curakme.  9Xnez, 
Demetrie  luamwich  Forejime,  i  o.  Knex,  Fe¬ 
eder  I mmmch  Forefi'me.  1 1 .  Bo  dm  lumo- 
mch  Sabaroue^  1 2 ,  Knez,  luanFalilowick 
ilXnez,  Feeder  Demetriwkh  Sheftinoue. 
i^Xnez^  Feeder  MichailmichTroycomoue. 

15  Juan  Buterlyuey. 16. Demetrie  luamwich 
Go  dome,  lyXorrife  Federowich  Go  dome  t 
brother  to  the  Empvc{lc,i2, Stephan raji- 
lowich  Godonoe.  i^,Gregorte  Fafilowich  Go- 
dome^  10  Juan  yiajtbwich  Godonoe,  2 1  •  Fe¬ 
eder  Sheremitoue,  22.  Andriew  Petrowich 
Clefhenina,  2  j  Jgnatie  Petrowich  Tatpue. ' 

24.  Remain  Michail&wich  Pena,  2  5  ,Demen^ 

[hoy  luanowich  Cheremijfen.  2  6  Xomain  FA- 
filowich  Alferioue.lj.  Andriew  Shalcacolue, 


H3 


i%.FaJilie  Shalcaloue/i^xUaz^arlVeUufgini  I 
y>,Drex>heen  Penteleoue.  iiJZApon  Abra^ 
moue,  '  ‘ . 

The  fourc  laft  of thefe  arc  called  Dum¬ 
my  Detakey^otLoxA  Secretaries.  Thefc 
arc  all  of  the  Emperours  priu^  CoimfeU, 
though  but  few  of  them  arc  called  to  any 
confultationifbr  that  all  mattcri  are  aduiv 
fed  and  determined  vpon  by  Borris  Fedei' 
rowich  Godonoe.^  Brother  to  the  Emprefle, 
with  fbmcfiuc  or  fix  more,  whom  it  plci-^ 
fethhim  to  call*  Ifthcy  comc^  they  aVc 
rather  to  hcarc,thcn  to  giuc'tounreH,and 
dofo  demeahe  tbcmfclucs.  .The  raat^ 
ters  ocGurrent  which  arc  of  ftate,  done 
within  the  Rea]me,3rcinfarmed  them(at 
their  fittings)  by  the  Lords  of  the  foiirc 
Chetfir dsyOX  Tetrdrehies *  VV  hereof meh 
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tion  is  made  in  the  Chapter  concerning 
the  G ouernment  of  their  Prouinces.  Who 
bring  in  all  fuch  letters  as  they  rccciuc 
from  the  Dukes, DyacksjCaptaines,  and 
other  Officers  of  the  Citties  and  Caftles, 
pertaining,  to  their  fiucrall  quarter  or 
with  other  aduertifements^  and 
informe  the  Cbuhfell  of  them.-  * 

'  The  like  is'done  by  the  chiefe  Officer 
ofcucry  feueraJI Office  of  Rccord  :  who 
may'comcinco  the  Counfel  Chambcr,& 
ihformc  themias  occafion  incident  to  his 
Office  doth  require,  Befidcs  matters  of 
State, they  confidcr  ofniany  priuatecau? 
fes,  informed  by  way  of  fupplication,  .in 
very  great  numbers.  Whereof  fomc  they 
entertaine  and  determine,  as  the  caufc  or 
mcancscan  procure  faucur,  $oracthcy 
fend  to  the  Offices  whereto  they  pertaihe, 

r\tt  .-wf  T' 
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by  common  courfe  of  Law.  Their  ordi¬ 
nary  daies  for  their  fitting,are  Mondaies, 
Wcnfdaicsj  and  Fridaib.  Their  time  of 
meeting,  is  commonly  feuen  a  clockein 
the  morning.  Iftherc  be  any  extraordina¬ 
ry  occafion,  that  requireth  confultation 
on  feme  other  day,they  haue  warning  by 
the  Clarke  of  the  Counfclkcalled  Dorajq 
Bujhew,  who  rcceiucth  order  from  the 
Ref  end,  or  high  Conftable  of  the  Realm  • 
to  call  them  together  at  the  time  appoin¬ 
ted*  -  ii  '  ? , 

Forthereceiuingof  Cuftomes,&o- 
ther  Rents  belonging  vnto  the  Crowne, 
thcr  are  appointed  diuers  vnder-OfficcrSj 
which  deliuer  oner  the  fame  into  the  head 
Treafury.The  firfi  is  the  office  of  Dweeri- 
/tfwa  or  Steward  of  the  hoii  (hold.  The 
fccond  is  the  Office  of  tiic  Chetfrdsi 
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which  I  comprehend  vndcr  one,  though 
it  be  diuided  into  fourc  feuerall  parts,  as 
was  faid  before.  The  third  is  called 
Pr^cWjOr  the  great  Income. 

As  touching  the  firft,  which  is  the  Of¬ 
fice  of  the  Steward,  it  receiuethall  the 
Rents  of  the  Emperours  Inheritance,  or 
Grownc  Land,  which  they. call  VochtiJ* 
’XhcFochm  or  Crownc  land,  containctb 
in  it  36. Townes,  with  the  Territories  or 
Hundreds  belonging  vnto  them.Whcrc- 
of the  chiefc  that  yeeld  the  greateft  rents, 
arcthefc  vAlexandrifca^  Corelskey^Otfer^ 
Slobodey^Dmelska,  Meifdskoy^  C  hara^SA- 
.  met  ska  j  Strafaroufe^  Branf&ue^  iyc.  The 

The  Tenants  Inhabitants  or  Tenants  of  thefe  and  the 

of  Townes  &  other  Towncs,  pay  fomc  rent-money, 
their  tent.  1  fomc  Other  rent  duties  (called  obrokey)zs 
cmixvi^Chitfirdspi  mcafurcs  of  Grainc, 
Whcatc,Ryc,Barlcy ,  Oates  ,&c.or  of  o- 
thee  viauall,  as  Oxen,  Shccpc,SwanSi> 
Geefc,  Hares,  Hennes^  wildc  Fowle, 
Fi(b^ Hay,  Wood,  Honey,  &c.  Some 
arc  bound  to  (owe  for  the  Emperours 
prouifioD,  certainc  Akers  of  ground,  ahd 
to  make  the  Gome  ready  for  his  vfe :  ha- 
uing  for  it  an  allowance  of  certainc  Akers 
ofgroimd  fortheir  owne  proper  vfe.  \ 

I  -  This  prouifion  for  the  hou{bold,rpccif 
Prouifion  for  alty  giainc  fcrucd  in  by  the  Tenants,  is 

•  ”  "  *•  a/great  dealc  more  then  is  ipent  m  ms 

houfcjor  in  other  allowance  ferued  out  in 
liuery  ,or  for  the  Emperours  honour,  cal¬ 
led  Schalouaney :  for  which  vfe  there  is  her 
flowed  very  much, both  in  graine,  ando^ 
thervi£luall.  Tbisfurplus  of  prouifion  is 
fold  by  the  Steward  to  the  befl  hand,  and 
runneth  into  the  Emperors  treafury. 

In  the  time  of  luarsraJihwtch,V2ihGXto 
this  Emperor  (who  kept  a  more  Princely 
andbountifullhoufc  then  the  Emperour 
now  doth)  this  ouerplus  of  grainc,  and 
otticr  Incomes  into  the  Stewards  Office, 
yecldcd  to  his  Treafury , not  paft  ^o.thou- 
fand  rubbcls  yearcly  5  butrifeth  now  by 
good  husbanding  of  the  Steward  Gregory 
fTaJilowich  Godonoeyto  2  30.  thoufand  rub- 
bcls  aycare.  v  And  this  by  the  meanesof 
the  Empreflcjandher  kindred,  fpecially 
(Bor r is  Federowkh  Qodonoe)  that  account 
it  all  their  owne,  that  runneth  into  the 
Emperors  treafurc.  Much  of  thisfurplu- 
fage  that  rifeth.  out  of  the  rent  prouifion , 
is  employed  to  the  payment  of  the  wages 
of  his  houftiold  OflScers,  which  are  very 
many  attending  at  home,  and  putueying 
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^*^Thffccond  Office  of  receipt  called  the 
Chetjirds  (being  diuided  into  four  fcucrall 
parts,as  before  was  faid)  hath  fourc  head 
Officers  .*  which,  bcfidcs  the  ordering  & 
goucrneiiient  of  the  Shires,  contained 
within  their  fcucrall  hauc  this 

alfb  as  a  part  oftheir  officcjto  rccciuc  the 
ragk2ViA?odat  belonging  to  the  Empe¬ 
rour,  that  rifeth  out  of  the  fourc  Chetjirds 
or  Quarters.  The  Tagla  is  2  yearely  rent 
or  impofition,  railed  vpon  eucry  l^itiox 
Meafure  of  graine  that  groweth  within 
the  Landjgathered  by  fwornc  men,  and 
brought  into  the  Officei.'T  hc^/f^contai- 
ncth  6o.Chetjirds.  Eucry  Chetjird  is  three 
common  bufhelsjor  littld  Xe&Q.'XhcPodat 
is  an  ordinary  rent  of  money  ,impofcd  vp¬ 
on  eucry  Soake,  or  Hundred  within  the 

wholcRcalme.  '  - 

This  ragla  and  Fodat  bring  in  ycerely 
to  the  Offices  of  the  chetjirds  a  great  fum 
of money:  as  may  appearc‘by  the  parti¬ 
culars  bccrefet  downe.  The  Towneand 
Prouince  of  pay  year ely  for  Tagla 

and  about  i8oo'o.rubbcIs.  Nouo^ 
gr^?<i35O0o;rubbeIs.  Tor/hocke 2nd  Otfer 
Sooo.rubbcls.  Baz,a^  3000  o.  rubbcls. 

12000.  lubbels. '  Colmigfoc  and 
Duyndy  Sooo:tvhbc\s.  Tokgda  12000. 
rubbcls.  Caz^an  i^o&o.xnhhcls.  Fpug 
3oooo.rubbels.  5oooo.rubbcls. 

TheGityof  forty  ihoufand  Rub- 

bcls.5/^’/^rit^_y, twenty  thoufand  Rubbcls. 
C4y?r^;»^twelue  thoufand  Rubbcls.  The 
totall  amounteth  to  fourchundred  thou¬ 
fand  Rubbels  or  Markes  a  yearc,  which  is 
brought  in  ycarcly  the  fifft  day  of  Sep- 
tcmbcr.tbac  is  reckoned  by  them  the  firft 
day  of  the  yearc. 

The  third(that  ii  called  the  Buljha  Pre- 
chody  or  great  inebmd)  receiuethall  the 
Guftomes  that  are  gathered  out  of  all  the 
principall  Townes  and  Cittics  within 
the  whole  Rcalme.  Bcfidcs  the  fees  &  o- 
thcr  duties,  which  rife  out  of  diuers  fmal- 
ler  Offices,  which  arc  all  brought  into 
this  Office  of  Buljha  Frechod.lhc  towncs 
of  moft  trade,  that  do  yceld  greateft  Cu- 
ftomc,  arc  thefe  hccre  fet  downe.  Mof  • 
ko^  Smolensko^  Fobsko^  Nouogrod  Felica^ 
Strararoufe^  Torjhocke^  Otfer^TarftJlauej 
CaHromCyNefna  Nouogrod ,  Caz^nyolog- 
da.  This  Cuftome  out  of  the  great 
towncs  is  therefore  more  certainc  and 

caficto  be  rcckncd,  bccaufc  it  is  fee  and 
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raced  prccifclyjwhat  they  (hall  pay  for  the 
cuftome  of  the  ycare.  Which  needs 
n^uft  be  paid  into  the  faid  Office,  though 
they  recciuc  not  fo  much.  If  it  fall  out 
to  be  more,  it  runneth  all  into  the  Empe¬ 
rors  aduantage. 

The  cuftome  at  Mosko  for  eucry  yeare, 
is  izooo.rubbels.  The  cuftome  of  Smo- 
lenskoy  Sooo.rubbels*  Fobsko^i2ooo,x\xh- 
bels .  Nouogrod  ^eltca^  6 o oo.rubbels .  Su- 
rarouje^  by  fait  and  other  commodities, 
18000.  rubbcls.  Torfhock  800  .  rubbels. 
Otferjoo,viibbc\s,rarusJlauei2oo,  rub¬ 
bels.  CasJrome  iSoo.rubbels.  Nefm  No- 
f^ogrod^Yooo.xvbbcls.Cazaff  i  looo.rub- 
bcls.  Vologda  aooo.rubbcls.  The  cuftome 
of  the  reft  that  arc  Townes  of  trade,  is 
(bmetimes  inore,fometimes  lefte,as  their 
traffickeand  dealings  with  commodities 
too  and  fro,falIeth  out  for  the  yeare. 

This  may  be  faid  for  certaine,  that  the 
three  tables  of  receipts, belonging  to  this 
Office  of  Bulfha  Prechod^vfb^  they  receiue 
Icaft,account  for  thus  much »viz.  The  firft 
table  i^oooo.  rubbcls.  The  fccond  table 
^oooo.rubbcIs.  The  third  7oooo.rubbels. 
So  that  there  commeth  into  the  Office  of 
Buljha  Prechod^  at  the  lead  reckoning  (as 
appeareth  by  their  Bookes  of  Cuftomes) 
out  ofthefe  and  other  TowncSjSe"  maketh 
thefumof  340000.  rubbcls  a  yeare.  Bc- 
fidcs  this  cuftome  out  of  the  towncs  of 
trade,  there  is  rccciucd  by  this  Office  of 
Prechody  the  y  earcly  rent  of  the  cp- 
mon  Bath-ftoaueSjand  Cabacks  or  drink¬ 
ing  houfes,  which  pertainc  to  the  Empe- 
rour.  Which  (though  it  be  vnccrtainc 
fortheiuft  (iimmc,yct  becaufeit  iscer- 
tainc  and  an  ordinary  matter,  that  the 
Rujfe  will  bathe  himfclfc  afwell  within  as 
vvithour)yeeldcth  a  large  Rent  to  the  Em¬ 
perors  Trcafiiry, 

There  is  befidcs,  a  certaine  muld  or 
penalty,  that  groweth  to  the  Emperour 
out  of  eucry  iudgement,  or  fcntence  that 
pafTcth  in  any  of  his  Courts  of  Record  in 
all  ciuill  matters.  This  penalty,  or  muld 
is  twenty  Dingoes  or  pence,  ypon  eucry 
rubble  or  markc,  and  fo  cenne  in  rhe  hun¬ 
dred.  Which  is  paid  by  the  party  that 
is  conuiift  by  law.  Hce  hath  befidcs  for 
eucry  name, contained  in  the  W^rits  that 
palfe  out  ofthefe  Courts^fiuc  Alteens.hxi 
Alteen  is  fine  pence  ftcriing,  or  there  a- 
bouts  •  This  is  made  good  out  of  the 
Office, whence  the  Writ  is  taken  foorth. 


Thence  it  gocihtothc  Office  that  kcep- 
cththcleflerfealc,  where  againeitpay- 
eth  as  much  more  to  the  Emperours  vfe. 
Thisrifeth  commonly  to  three  thoufand 
rubbels  a  yeare,  or  thereabouts .  Fur¬ 
ther  alfo,out  of  the  Office  of  RoisbonUy 
where  all  Fellonics  arc  tried,  is  receiued 
for  the  Emperour  the  halfc  partof  Fel- 
lons  goods,  the  other  halfc  gocth  the  one 
part  to  the  Informer,  the  other  to  the  Of¬ 
ficers. 

All  this  is  brought  infoth^Officc  of 
Buljha  Prechody  or  great  Income .  Bc- 
fidesthe  oucrplus  6r  remainder,  that  is 
failed  out  of  the  Land  Rents,  allotted  to 
diuers  other  Offices;  as  namely  to  the 
Office  called  Roferade bath  Lands 
and  Rents  affigned  vntb  it,  to  pay  the 
ycarely  falaries  of  the  SouIdiors,or  horfe- 
men,  that  are  kept  ftill  in  pay.  Which  in 
time  of  peace  when  they  reft  at  home, 
not  employed  in  any  fcruiccjis  common¬ 
ly  cut  off,  and  paide  them  by  halfesjome- 
timesnocthchalfe:  fo  that  the  remain¬ 
der  out  of  the  Roferade  Office,  that  is  laid 
into  the  Emperours  Treafury,  commeth 
(for  the.  moft  part)  euery  ycare  to  two 
hundred  and  fifty  thoufand  rubbcls. 

In  like  fort  (though  not  fomuch)  is 
brought  in  the  furplus  out  Qhb<zStrellets- 
koy  Offices,  which  hath  proper  Lands  for 
the  payment  of  the  Strelfej/intnoi  Gun¬ 
ners,  as  well  theft  at  Moskoy  that  arc  of 
the  Emperors  guard  (twcliie  thoiifatid  in 
ordinary)  as  on  the  borders,  and  other 
garrifon  Townes  and  Cattles.  Likewife 
out  of  the  Office  of  prechafe ,  Shijiuoy 
Nomjhoyy  which  hath  ftt  allowance  of 
Lands  to  maintainc  the  forraine  merce¬ 
nary  Soldiours, as  SvpeadenSyVout- 
chesy  Scots y  Jyc.  So  out  of the  Office  of 
Pujharskoyy  (which  hath  Lands  and  Rents 
allowed  for  the  prouifion  of  munition, 
grcat'Ordcnancc,  Powder,  Shot,  Salt- 
Pecter,  Brimftonc,  Lead,  and  fuch  like) 
there  is  left  fomewhat  at  the  ycares  «nde, 
that  runneth  into  the  Treafury.  AH  theft 
bring  into  the  Office  of  Buljha  Prechody 
that  which  remaineth  in  their  band  at  the 
ycares  end.  Whence  it  is  dcliueredinto 
the  Emperours  Treafury .  So  that  the 
whole  fum  that  groweth  to  this  Office  of 
Buljha  prechodyox  the  great  Income(as  ap¬ 
peareth  by  the  Bookesof  the  faid  Office) 
amounteih  to  Sooooo.rubbcls  a  ycare, or 
thereabouts. 

Cccc3  Al! 
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AU  thcfc  Offices^to  wit,  the  Office  of 
the  Stcwardjthe  fourc  Chetfirds^'^  and  the 
pmhody  deliucr  in  their  receipts  to 
the  head  treafury,  thatlyeth  within  the 
Emperors  houft  or  Caftlc  at  the  Mosko* 
Where  lye  all  his  moniesjicwels, crowns, 
fcepters,  plate,  and  fuchlike,  thechefts, 
hutches,  and  bagges  being  (igned  by  the 
Emperours  themftlucs  with  their  ownc 
Scale.  Though  (at  this  time)  the  Lord 
Borris  Federowkh  Godofsoe,  his  Seale  and 
ouerfight  fupplieth  for  the  Emperour,  as 
in  all  other  things .  The  vnder-Officer 
at  this  timcjis  one  Stefan  Fdjilowich  Godo- 
;^^?^,Coufin.gcrmanc  to  the  Borris^ 
who  hath  two  Clearks  allowed  to  ferue 
vnder  him  in  the  Office. 


fitions,and  exaftions  done  vpon  their  Ot 
ficerSjMonaftcrieSj&c.  not  for  any  appa- 
rant  ncceffity  or  vfc  of  the  Prince  or  C5- 
mon-wcalth,but  of  will  and  cuftomc :  yet 
with  fome pretence  oiz Scythian 
grofleand  barbarous  pollicy  (asmayap- 
pearc)bythefe  itsN  S of  hifinata^  or  coun¬ 
terfeit  pollicies, put  in  pradifeby  the  em¬ 
perours  of  Rufsia,^\\  tending  to  this  ende, 
to  rob  their  people,  and  to  enrich  their 
Treafury.  To  this  purpofe  this  by-word 
wasvfcdbythclate  hmiftioxluanraftlo^ 
wich:  That  his  feofle  were  like  to  his  heard. 
The  oftner Jhauenyhe  thicker  it  would  grow. 
Or  like/heefe^that  mufi  needs  bee [home  once 
a  yeare  at  the  leajl :  to  keefe  them  from  being 
ouerdaden  with  their  IVooU. 


The  fum  of 
the  Emperors 
rent-money. 


Thefumme 
that  grow- 
eih  lo  the 


(  I  ,Out  of  the  Stew¬ 
ards  office  aboue  the 
exfence  of  his  houfe 
2^000. Rubbels. 

2.  Out  of  the f our  e 
Chetjirds  for  foake 

;>rg«  for 

mony  only,  4®®  ^  ^  ®  .rubbels  • 
for  cuery g  ^.Out of  the Bulfha 

Precod  Office  ^  or 
great  Income  ^  for 
I  cuBomCy  and  other 
\rentsfiooooo*rub- 
\Jpels* 


yeare. 


Summe 
I 430000. 
Rubbels 
clecrcjbe- 
fides  all 
charges 
his  houfe,  & 
ordinary  fah 
laries  of  his 
foldiours  o- 
therwifedif. 
charged. 
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But  befides  this  reiiennue,that  is  paid 
all  in  money  to  the  Emperours  Treafury, 
he  recciueth  yearcly  in  Fiirrcs,  and  other 
duties  to  a  great  value, out  of  Siberia^  Pe- 
chora^  Permia^^^nii  other  places,  which  arc 
folde  or  bartred  away  for  fome  forraigne 
commodities,to  the  Turkifh^Perfian^  Ar¬ 
menian^  Georgian  and  Bougharian  Mer¬ 
chants,  that  trade  within  his  Countries, 
befides  others  of  Chriftendome.  What 
it  maketh  in  the  whole  (though  the  value 
cannot  be  fet  do  wnc  prccifely ,  as  being  a 
thing  cafuall,  as  the  commodity  may  bee 
got)  It  may  be  gtieflcd,  by  that  which  was 
gathered  the  laft  yeare  out  of  Siberia  for 
the  Emperors  cuftomc,  timber 

of  Sablcs,fiuetimbcrof  Matroncs,  i8o. 
blacke  Foxes,  befides  other  commodi¬ 
ties. 

To  thefe  may  be  added  their  fcizurcs, 
and  confilcations  vpon  fuchas  arc  in  dif- 
plcafure,  which  rifeth  to  a  great  fumme. 
Befides  other  their  extraordinary  impo- 


i5\deanes  vjed  to  drat»  the 

wealth  of  the  Land  into  the 

Emperors  Treafurj. 


i 


Firft.  V 

O  preuent  no  extortions, 
exadions ,  or  briberies 
whatfocucr,donc  vpon  the 
Commons  by  their  Dukes, 
Diacks^or  other  Officers  in 
their  Prouihccs ;  but  to  fuffer  them  to  go 
on  till  their  time  be  expired,  and  to  fuckc 
themfclucs  fiill.  Then  to  call  them  to 
the  Praueufh  (or  whip)  for  their  bchauior, 
andtobcatc  outot  them  all,  orthemoft 
part  of  the  booty,  (as  the  Hony  from  the 
Bee)  which  they  hauc  wrung  from  the 
Commons,  and  to  turne  it  into  the  Em¬ 
perors  Treafury ,but  ncuer  any  thing  back 
againe  to  the  right  owners,  how  great  or 
cuident  foeuerthe  iniury  be.  To  this  end 
the  needy  Dukcs,and  Diacks,that  arc  fent 
into  their  Prouinces,  Icruc  the  turne  very 
well,bcing  changed  fo  often  (to  wit)oncc 
a  yeare :  where,  in  refped:  of  their  owne, 
and  the  quality  of  the  people  (as  before 
was  faide)  they  might  bee  continued  for 
fome  longer  time,without  all  fearc  of  in- 
nouation.  For comming  ftill  ftefh  vpon 
the  Commons,thcy  fucke  more  eagerly : 
like  Tiberius  the  Emperours  flyes  that 
came  new  ftill  vpon  all  oldc  fores .  ^  To 
whom  he  was  wont  to  compare  hisPr^- 
tors,  2nd  other  prouinciall  Officers. 


The  whip  or* 
dayned  for  all 
denyers  or 
conccdcrs. 


Secondly,  ^ 


n:  kHt-. 


2. 


and  other  Reuenues. 


i  A  Goofe  rea< 


aGoofc* 


Secondly. 

T^Omakcof  thcfc  Officers  (thathauc 
^  robbed  their  people)  fometimes  a 
publique  example,  if  any  be  more  noto¬ 
rious  then  the  reft^that  the  Emperor  may 
feeme  to  diflike  the  oppreflions  done  to 
his  people,  and  rransferre  the  fault  to  his 
ill  Officers. 

As  among  diuers  other ,  was  done  by 
the  late  Emperour  luan  Fajtlowichy  to  a 
Diack  in  one  of  his  Prouinccs  5  that  (be* 
fides  many  other  extortions  and  bribe-' 
ties)  had  taken  a  Goofe  ready  dreft  full  of 
dy  dreflfcdfuU  I  moiiy.  The  man  was  brought  to  the  mar- 
\\xtiphccmMosko,  The  Emperour him- 
*  I  felfe  prefeht,  made  an  Omion^yThefigood 

{people  are  they ,  that  voould  eateyou  n)ppe  like 
j  bready  ^c.  Then  asked  he  his  Polachies  or 
CuciiBg  vp  of  1  executioners^who  could  cut  vp  a  Goofe? 

and  commanded  one  of  them  firft  to  cut 
off  his  legges,  about  the  middefi  of  the 
fhinne,  then  his  armes  abouc  his  clbowcs 
(demaunding  ofhimftill ,  if  Goofe  flefh^ 
were  good  meatc  )  in  the  end  to  choppe 
offhis  head :  that  he  might  baue  the  right 
fafhion  of  a  Goofe  ready  drclTcd .  This’ 
might  lecrnc  to  hauc  bccne  a  tollerabic 
pcece of lufticc  (as  lufticegoeth  ini?/^ 
\jia )  except  his  fubtillcnd,  tocouerhis 
owne  oppreflions. 


Thirdly. 

make  an  open  (hew  of  want3when 
^  any  great  taxe3or  impofition  is  to- 
wardes.  As  was  done  by  this  Emperour 
Theodore  Imnowichyhy  the  aduife  offome 
about  him,  cuen  at  the  beginning  of  his 
reigne:  when  beeing  left  very  rich  (as  it 
was  thought)  by  his  father  hefolde  the 
moft  of  his  plate,  and  ftampedfome  into 
coy  nej  that  he  might  feeme  to  want  mo* 
ncy .  Whereupon  prefcntly  out  came  a 
taxation. 


A  ftrahge 


A  cunning  CO. 
lour  for  taxa¬ 


tions. 


Superditious 
charitic  and 
bountic  giuen 
to  Monaftc- 
rics  to  a  poll- 
tike  end. 


4  ; 


Fourthly. 

TO  fuffer  their  fubieds  to  giue  freely 
to  the  Monafterics  (  which  for  their 
fuperftition  very  many  do  efpecially  in 
their  laft  Wills)  and  to  lay  vp  their  mony 
andfubftanccinthem ,  to  keepcitmore; 
fafe.  Which  all  is  permitted  *cm  with-i 
out  any  reftraint  or  prouifoi  as  was  and  Is 
in  fome  Countries  of  Chriftendome. 
W  hereby  their  Monafterics  grow  to  ex¬ 
ceeding  great  wealth .  This  they  doc ,  to 


haue  the  money  of  the  Realmc  better  fto- 
red  together ,  and  more  ready  for  their 
hand,  when  they  lift  to  take  it.  Which 
many  times  is  doonc  without  any  noyfe : 
the  Fryers  beeing  content,  rather  to  part 
from  romcwhat(as  the  cncreafe  groweth) 
then  to  loofc  all  at  once .  W  hich  they 
were  made  to  doubt  of  in  the  other  Etn- 
perours  dayes. 

T o  this  end  luan  Fafilowich ,  late  Em¬ 
perour  vfeda  vcryftrangeprafiife  3  that 
few  Princes  would  haue  doone  in  their 
greateft  extreamitics ,  Hccrefignedhislpra^Tfcro, 
kingdome  to  one  Felica  Knex*  Simeon y  the  get  woncy, 
Emperours  fonne  oi  cascan  :  as  though 
he  meant  to  draw  himfelfe  from  all  pub- 
likcdoiiigs,  toa  quiet priuate  life;  To¬ 
wards  the  end  of  the  yearc,  he  caufed  this 
new  King  to  call  in  ail  Charters  graunted 
to  Bflhbprickes  and  Monafterics,  which 
they  had  enioyed  many  hundred  yeares 
before.  Which  were  all  cancelled.  This 
done,  (as  in  diflike  of  the  faft,  and  of  the 
ttiifgoucrncment  of  the  new  King)  he  re¬ 
fumed  his  Sceptcr^and  foiwas  concent  (as 
in  fauourvnto  the  Church  and  RcliglbUs 
men)  that  they  fhould  renew  their  Char¬ 
ters, and  take  them  of  himfelfe :  referuing 
and  annexing  to  the  Crbwnefo  much  of 
their  Latids^as  himfelfe  thought  gbod^ 

By  thispra(9:ife,he  wrung  from  the  Bi 
fhoprickes,  and  Monafterics  (befidesthcl^en  fcldome 
landswhich  he  annexed  to  the  Crowne)p®*‘^‘*®^' 
an  huge  maffe  of  moneyj  from  fome  for¬ 
ty  ,  from  feme  fifty ,  from  fome  an  hun¬ 
dred  thoufandrubbels.  And  this  3  afwell 
for  the  increafe  of  his  treafuric ,  as  to  a^ 
bate  the’cuill  opinionrifhishard  gduemT 
mcntjby  a  (hew  of  worfc  in  another  manl 
Wherein  his  ftrange  fpirit  is  to  be  notedj 
that  being  hated  of  his  Siibiefts  (as  him.; 

(clfe  knew  well  enough)  yet  would  aducii- 
turc  fuch  a  praftife,  to  fet  an  other  in  bis 
faddle,  that  mi^  haue  riddc  away  with 
.  his  horde,  whileft  himfelfe  walked  by  on 
^otc* 


Suchaprac- 
cifeasbath 


Fiftly: 

feud  their  meflengers  into  the  pro- 
A  uinces ,  or  Shires  where  the  fpeci^ll 
commodities  of  their  countrey  grow ,  as 
furrcs,waxc,honyj&c.  There  to  forcftall 
and  ingroirc  jfbmctime  one  whole  cotp- 
modity,  fometime  two,  ’dr  more,  taking 
them  at  fnaall  prices  what  themfclues  lift, 
and  felling  them  againc  at  an  cxcelfiuc 

rate 


Forcftalllng 
and  engrof- 
fing  comrao' 
dities  in  a 
ftranec  ma- 
ncr. 
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An  engrofing 
ofWaxe* 


rate  to  their  owne  marchants  3  and  vnto 
Marchants  ftrangers .  If  they  (hall  refufe 
to  buy  them  3  then  to  enforce  them  vnto 
it. 

The  like  is  doonc  when  any  commodi¬ 
ty,  eythcr  natiuej  or  forreine  (  as  cloth  of 
golde,  broad-clothj&c.)  thusengrofled 
by  thcEmpcrour  3  andreceiued  into  his 
Treafuric^  chaunceth  to  decay,  or  marre 
by  long  lying  3  or  fome  other  cafualty. 
Which  is  forced  vpon  the  marchants ,  to 
bee  bought  by  them  at  the  Emperours 
price, whether  they  wilhor  no* 

Not  long  fince  was  engrofled  all  the 
Waxeofthe  Countrey  5  fothat  no  man 
might  dcalc  with  that  commoditic  ^  but 
the  Emperour  onely  i  > 


Hngrofsing 
forren  com’ 
modities. 


Ul 


'^Otakc  vpand  engrofle  (inJfcfort) 
fometime  forreine  commodities  (as 
Siliccs,  Cloth,  Lead,  Pear  le,&c.)  brought 
into  his  kingdome  byTurki{h[marchants, 
ArmenianSjBougharianSjPoleSjEnglifla, 
anjd  others  .  And  then  to  force  his  Mar¬ 
chants,  to  buyjchem  of  his  O  flScers  at  his 
owne  price.  ■  -m  ‘ 
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His  Cabacks 
or  drinking  • 
boufes  in  e« 
uery  townc. 


'^^Q  makc  a  Monopoly  (for  the  timc)of 
flich  commodities  as  arc  payed  him 
for  Rent,  or  CuftomCjand  to  inhance  the 
price  of  them,  as  Furres,  Cornc,  Wood, 
&c.  What  time  ,  none  muli  fell  of  the 
fame  kindc  of  commodity,  vntill  the  Eni- 
perours  be  all  folde .  By  this  mcahes  hcc 
maketh  of  bis  Rcnt,Corn,  and  other  pro- 
uifipnpfviduall  (as  before  was:fayd)  a- 
bout  two  hundred  thoofand  riibbcllsor 
inarkes  a  ycare.  Of  his  Rent, Wood, Hay 
thirtie  tboufand  rubbells3  or  therea¬ 
bouts. 


i  i. 
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TN  cucry  great  Townc  ofhis  Rcalme,hc 
•lhath  2iCabacky  or  drinking houfc,whcre 
Aqua'vitit\s{6\6.  (which  they  c^\\RuJfe- 
wineyMeadyBeerCy  Out  of  thefc  he  re- 
ceiueth  Rent ,  that  araounteth  to  a  great 
ruramc  pf  moucy.  Some  yecld  eight  hun¬ 
dred  3  fome  nine  hundred  3  fome  a  thoii- 
faqd,  fome  two  thoufand,  or  three  thou- 
fand  rubbelis  a  yeare.  Wherein,  bcfidcs 
the  bafe  and  difhpnorable  meanes  to  cn- 
ctcafc  hisTrcafuricj  many  foulc faultcs 
arc  committed. 


Thepoore  labouring  man  and  Artifi-  j 
ccrjmany  times  {pends  all  fromhiswife, 
and  children.  Some  vfc  to  lay  in  twenty, 
thirtyjforty  rubbcls,  or  more  into  the  C4- 
hacky  and  vowc  thcmfclues  to  the  pot  j  till 
all  that  be  (pent.  And  all  this  (as  bee  will 
fay)  is  for  the  honour  o^Hof^odure,  or  the  Etpior. 
Emperour.  Youfhall  hauc  many  there, 'honour, 
that  hauc  drunke  all  away  eucn  to  the  very 
skinne,  and  fo  walke  naked  (whomc  they 
call  Naga.)  While  they  arc  in  the  Cabacky 
none  may  call  them  forth ,  whatfocucr 
caufe  there  be ;  becaufc  he  hindcreth  the 
Emperours  reuenuci 


Mnthlp 

cau(c  fome  of  his  Boiarens ,  or  Nd- 
,  Wes  ofhis  Court,  (whom  he  vfeth  vp¬ 
on  truft)  that  haue  houfes  in  the  ^ofeoy  to 
fainc  thcmfclues  robbed  .  Then  to  fend 
for  the  Zemskejf  men,  or  Aldermen  of  the 
Citty,  and  to  command  them  to  findc 
out  the  robbery.  In  default  of  not  finding 
it,  topraucorfeafle  theCittic  for  their 
mifgouerncmcnt  in  eight  thoufand,  nine 
:  thoufand^  ortenne  thoufand  rubbelis  at 
astime.  iThk  many  times  is  and  hath 
bccnepra£tizcd.  ^  a  m 
■V  ^  ■ 
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ocher  endi 
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exadions,  to  fhew  their  foue- 
raigntie,  fometime  they  vfc  very  plaine, 
and  yet  ftrangc  cauillations.  As  was  that 
oilmn  P^ajibwkh  y  iaihctto  this  Empe- 
rour,  after  this  fore .  Hefcnt  intoFernua 
for  certaine  loads  of  Cedar  wood,where- 
of  he  knew  right  well ,  that  none  grew  in 
that  Coimtrey;  The  Inhabitants  retur¬ 
ned  anfwerc,  they  could  find  none  there. 
Whcrcuporj  he  (cafled  their  Country  in 
twelue  thoufand  rubbelis ,  as  if  they  con¬ 
cealed  the  commoditic  of  purpofe .  A- 
gainc ,  he  fent  to  the  Gittic  of  AiofcOy  to 
prouide  for  him  a  Colpackcy  or  meafiitc 
fill  of  liuc  Fleas, for  a  medicine.  They  re¬ 
turned  anfwer,  that  the  thing  was  impof. 
fible.  Andifthey  could  get  them, yet  they 
could  not  meafurc  them,  for  leaping  out. 
Whcrcuppon,  heeprauedorbeat  out  of 
their  fhinnes,  feuen  thoufand  rubbcls  for 
amul^l. 

By  like  cauillation,  hec  extorted  from 
his  Nobilitic'thirtic  thoufand  rubbelis, 
becaufc  he  miffed  ofhis  game,  when  hcc 
went  a  hunting  for  the  Hare ;  as  if  theyr 
hunting  and  murdering  of  Hares  had  bin 

the 
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Rufle  people 


ihe  caufe  of  it,  VVhich  the  Nobilitie  (as 
the  manner  is)  praued  prcfcntly  againc 
vpon  the  Mmficks^  or  common  people 
o{  the  Country. This  may  feem  a  ftrangc 
kinde  of  extortion,  by  fuch  plcafant  ca- 
nils,  to  fleece  his  poore  fubiefts  in  good 
ladncffc :  but  thatit  agreeth  with  the  qua- 
litic  of  thofe  Emperours ,  and  the  mife¬ 
rablc  fubiedion  of  that  poore  Countrie. 

Thefe,  and  fuch  like  meanes  are  praq- 
tilcd  by  the  Emperours  of  Rufia ,  to  eo- 
creafe  their  Treafurie.  •  i 
The  condition  of  the  Commons  and 
vulgar  fort  of  people ,  may  partly  bee  vn* 
derftoode  by  that  which  ha  th  already  bin 
fayd,  concerning  the  manner  of  their  go- 
ucrncmcnt  j-and  the  ftate,of  the  Nobb 
litie  in  their  ovvnc  degrees  and  places 
with  the  ordering  of  their  Prouinces,and 
ebiefe  towncs  of  the  land And  firft  tou¬ 
ching  their  libcrcic,  howitftandeth  with 
them  5  itmayappeare  by  this  :  that  they 
are  reckoned  in  no  degree  at  all, nor  hane 
anie  fuffrage  nor  place  in  their  or 

high  Court  of  Parliament ,  where  theyr 
lawes  and  publique  orders  arc,  concfy4^d 
vpon.  VV  hich  commonly  tend  to  th,e,opr 
prcffion  of  the  commons ..  Forjthe  other 
two  degrees,  that  isipfay,  oftbc  NobUj- 
ty,  and  Clcargie, which  hauc  ayOfpit  the 
Parliaments  (though  farre  fronl that;  li- 
bertie,  that  ought  to  be  in  commonconr 
fultations  for  the  publike  benefite,  accor¬ 
ding  vnto  the  mcafurc  and  proportion  of 
their  degrees)  are  well  contented,  that 
the  whole  burthen  fliall  light  vppon  the 
commons,  fo  that  they  may  cafe  theyr 
owne  (houlders  by  laying  all  vpon  them. 

Againc ,  into  what  feruile  condition 
their  libcrtic  is  brought,  notoncly  to  the 
Princebut  to  the  Nobles  and  Gentlemen 
of  the  Country  (who  thcmfelues  alfo  arc 
but  feruile,  fpecially  of  late  yearcs)  it  may 
farther  appcarc  by  their  owne  acknow¬ 
ledgements  in  their  Applications,  and  o- 
ther  writings  to  any  of  the  Nobles  dr 
chiefe  officers  of  the  Emperors.  Wherc- 
Kolophcy  arc  I  they  name  and  fublcribc  themfcliies 
\Kolophey,  thatistofay  ,  their ^Ihincs or 
bondllaucs ;  as  they  of  the  Nobilitie  doc 
vnto  theEmperour  •  This  may  truely  be 
faydofthem ,  that  there  is  no  feruantor 
bondflaue  more  awed  by  his  Maiftcr,nor . 
kept  downc  in  a  more  feruile  fubie^fion, 
then  the  poore  people  arc  ,  and  that  vm- 
ucrfally ,  not  oncly  by  the  Emperour,but 


and  fo  the 
Common 
people  terme 
thcmfelues 
in  writing. 


by  his  Nobility*  cheefe  Officers, and  Sol- 
diours .  So  that  when  a  poore  Mouficke 
mcctcth  with  any, of  them  vpon  the  high 
way^  hec  muft  turnc  Ijimfclfc  aho^it.,  as 
not  daring  to  lookc  him' on  the  face ,  and 
fall  downe,  with  knocking  of  ' bis  head 
to  the  very  ground  ^  as  hee  doth  vnto  his 
IdoJl.  :  ^  '  ‘  . 

Secondly,  as  concerning  the  lands, 
goods  j‘and  other  pofle (Sons  of  the  com¬ 
mons,^  they  anfwcre  the. name.,  and  lie 
common  indeede,  without  any  fence  a- 
gainft  the  rapine ,  and  fpoylc,  not  one- 
lie  of  the  higheft ,  but  of  his  Nobilitie^ 
Officers  and  Souldicrs  .  Befidcsj  theta- 
xes,  cuftomes,  feazures ,  and  other  pub¬ 
like  exadions,  doonc  ypponthcraby  the 
Emperour :  they  arc  fo  racked  and. polled 
by  the  Nobles,  Officers  andMeflengers 
font  abrpadtby  the  Eihperour  in  hispbh- 
jike  affaires ,  cfpecially  in  the  Tammes  (as 
they  do:  ftcarmc  them)  and  t  thorowTarc 
4;o\ynes  ,.that  you  iTiall  haue  many  villa¬ 
ges  and  towpes  of  halfe^a  mile,  and  almilc 
long,  ftand  all  vn-inhabiced  :  the  people 
being  fted  aWintp  other  places,  by  rcafon 
cxtrqame  vfage,  'arid  exadtions  on 
them*  dpn€  *  So  that  in  the  way  cowards 

TamJlauelejiy 

(whieh  is  two  nineties  j.  after  theyr  recko¬ 
ning  ,  Ijtde  more  then  an  hundred  miles) 
•there  ate  in  fight  fiftie  Dmeuna  or  Vil¬ 
lages  at  the  Icaft ,  fome  halfe  a  mile,forae 
a  mile  long  (that  ftand  vacant)  and  defo- 
latc  without  any  Inhahitaat.  The  like  is 
in  all  other  places  of  thejRcalmc  ,  as  they 
that  hauc  trauclled  the  Countrey ,  well 
can  report. 

The  great  oppreffion  ouer  the  poore 
Commons,  maketh  them  to  hauc  no  co¬ 
rage  in  following  their  trades :  for  that 
the  more  they  hauc ,  the  ‘more  daunger 
they  arc  in,  not  oncly  of  their  goods,but 
of  their  lines  alfo .  And  if  they  hauc  anie 
thing,  they  conccale  it  all  they  can,fomc- 
times.  coriueying  it  .into  Monafterics  , 
fomtimes  hiding  it  vnder  the  ground,  and 
in  woods,, as  men  are  wont  to  doc,wherc 
they  are  in  feare  of  forreine  inwafioni.  lu- 
fomuchi  that  (many  times)  youfl^aUfee 
them  afraydto  be  knowne  to  zuyBrnren 
or  Gentleman  ,  of  fuch  commodities  as 
they  hauc  to  fell.  They  hauc  beenc  fcenc 
-foirietimes ,  when  they  haue  layed  open 
their  commodities  for  a  liking  (as  theyr 
principal!  Eurres  and  fuch  like)  tolooke 
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ftillbchindcthem ,  and towardcs cueric 
doorc :  as  men  in  fomc  fcarc,  that  looked 
tobc(ct  vpon,andfurpnzcd  by  fofneeni- 
my.  Whereof  being  asked  the  caufe,  it 
was  found  to  be  ihis^  that  they  hairc  doub 
ted,  Icaftfome  Nobleman  of  Simhoiarf- 
key  of  the  Emperor,  had  bccnc  in  compa¬ 
ny,  and  fo  laide  a  traine  for  them,  to  pray 
vpon  their  commodities  perfolrce. 

This  maketh  the  people  (thogh  other- 
wife  hardned  to  bearc  any  toy  le)  -  to  giuc 
themfelues  much  to  idlcncflc  and  drin¬ 
king  :  as  caring  for  no  more,  then  frbni 
handio  mouth.  Andhereofit  commeth 
that  the  commodities  of  RufsU  (as  Vva^ 
fayde  before)  as  Waxc,  Tallow,  Hydes, 
Flax,HenmCj&c.)  grow  and  goc  abroad 
in  farre  Idle  plenty  then  they  were  wont 
to  doc:  becaufe  the  people  being  oppref- 
fed  and  fpcyylcd  of  theyr  gettings,  are  dif- 
conraged  from  their  Labours.  ^^Yet  tbiit 
oncihing  is  much  to  be  noted,  that  in  all 
tHisoppreifion,ihere  were  three  Brcthc- 
ren  Marchants  of  late,  that  traded  togcr 
thcrwith  oncftockc  in  coitfmon  ^  that 
were  found  to  be  worth  3d<^ooirubbcls 
in  rnotiy,  befidc  lands, cattelsjlnd  other 
commodities.  Which  may  partly  be  im¬ 
puted  to  their  dwellings  far  off  froftVthc 
eieofthe  Court,  viz.  in  Wichiday  althour 
fend  milcs  from  Meshy  and  mord  The 
feme  men  were  faid  (by  thofe  that  ktiewe 
them)  to.hauc  fet  on  workc  all  the  yeare 
long  J  ten  thoufand  men  in  making  of  fait, 
cartiages  by  Cart  and  Boatc,  hewing  of 
Woodjandfuchlikc;  befidesfiuc  thou- 
fand  bonddaues  at  the  leafe,  to  inhabit  Si 
Till  their  land. 

They  had  a!fo  their  Pbyfitions,  Chi- 
rurgeons.  Apothecaries,  and  all  manner 
of  Artificers  oiDoutches  and  others,  be¬ 
longing  vntoThcm.Thcy  wer  faid  to  haue 
payed  to  the  Emperour  (for  Guftome)co 
the  furame  of  three  and  twenty  thoufand 
Rubbles  a  yeare  (for  which  caufe  they 
werefuffered  to  cnioy  their  trade)bcfidcs 
the  maintaining  of ccrtainc'Garrifons  on 
the  borders  oisibem^  which  were  ncere 
vrtto  them.  Wherein  the  Emperour  was 
content  to  vfe  their  purfe,till  fuch  time  as 
they  had  gotten  ground  in  Siberia, ,  and 
made  it  habitable,  by  burning  &  cutting 
downc  woodes  from  wichida  to  Ferm^  a- 
bouc  a  thoufand  Verft,  and  then  tooke  it 
all  away  from  them  perforce. 

But  this  in  the  end  being  enuied,  and 
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difdaincd,asamattcr  not  {landing  with 
their  policie,  to  haue  any  fo  great,  fpeci- 
ally  a  Moujicki  the  Emperour  beganne 
firft  to  pull  from  them  by  'pecces,  forne-i^^ccemg  the 
times  twenty  thoufand  rubbelsatatime;' 
till  in  the  end,  their  Tonnes  that  followed 
were  well  cafed  of  their  flockc^&  had  but 
fmallpart  of  their  Fathersfubflancc :  the 
reft  being  drawnc  all  into  the  Emperors 
Treafury.  Theirnames  were  Gre¬ 
gory  y  and  Simon^  the  fonnes  oiVffyka.  ^  ^ 

For  the  quality  oftheir  people  oihcr- 
wifcjthough  there  feemeth  to  be  in  them 
fomc  aptnefle  to  rccciuc  an^'  Art  (as  ap- 
pearetb  by  the  natural!  wits  in  the  men, 
and  very  children  )  yet^tii^’cxccll  in  nS 
kindc  of  common  Art,  much  leflcinany 
Learning, or  littcrall  kindcof  knowledge; 

Which  they  arc  kept  from  of  purpofe ,  ‘as 
they  arc  alfo  from  all  Military  pradife  : 
that  they  may  be  fitter  for  theftruilc  con- 
ditibn  wherein  ftill  they  are,  haue  nei¬ 
ther  rcafon,  nor  valor  to  attcropt  innoua- 
tiom' 

"V^  'Forthis  purpofe  alfo',  they  arc kepte 
ftdra  trauailing,  that  they  may  Icamc  no* 
thing, nor  fee  the  fafhions  of  other  coun- 
tteyes  abroad  .*  Y ou  fhall  fcldomc  fee  a 
Rlajje iTvmcllcTy  except  hebe  with  fomc 
AmbfertTadbr^  or  that  he  make  a-fcape  out 
of  hisGouhtrey.  Which  hardly  hcc  can 
dbjby  reafbn^ofihc  borders  that  arc  wat¬ 
ched  fp^nartowlyj  -  and  the  piinnifhmcnt 
for  any  fuch  aefempt,  which' is  death  if 
he  be  takcii,  and  all  his  goods  confifeate. 

Oncly  thcylcarrie  to  write,  arid  to  rcadc, 
and  that  vcrie  few  of  them.  Ncythcr  doc 
they  fuffer  aiiy  (Vfanger  willingly  to  come 
into  their  Rcalmc  out  of  any  ciuil  Coun- 
trey,  for  the  fame  caufe  \  farther  then 
nccellity  ofvttcring  their  commodities, 
and  taking  in  offbrraine  ^  doeih  enforce 
them  to  do.  , 

And  therefore  not  long  fince,  they 
coufultcd^about  the  remouingofal  Mar- 
chants  ftrangers  to  the  border  towncs,  to 
abide  and  haue  their  rcfidcncy  there,  and 
to  be  more  wary,  in  admitting  other  ftran 
gers  (hccrcaftcr)  into  the  In-land  parts  of 
the  Rcalmc  5  forfeareofinfedion  with 
better  manners  and  qualities,  then  they 
haue  oftheir  owne. 

For  the  fanic  purpofe  alfo,  they  arc 
kept  within  the  bounds  of  theyr  degree, 
by  the  Law  oftheir  Country:  fo  that  the 
fonne  of  a  -A/<?//y/<^/v',Artificcr,or  Husband 
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mail,  is  cucc  a Moujicky  Artificer jScc.and  ' 
oath  no  meancs  to  afpirc  any  higher :  ex¬ 
cept  (hailing  learned  to  write  and  reade) 
he  atcaine  to  the  preferment  of  a  Prieft  or 
Dyacke. 

Their  Language  is  all  one  with  the 
5/4/i<?;;/4»,which  is  thought  to  hauc  bene 
deriued  from  the  Ruffe  tongue ,  rather 
then  the  Rufse  from  the  SUuomanJcoi  the 
people  called  ScUuiy  are  knowne  to  haue 
had  their  beginning  out  of Sarmatky  and 
to  haue  rearmed  themfclucs  of  their  con- 
queft  ScUu9S  (that  is)  famous  or  Glori¬ 
ous,  of  the  word  Sclam,  which  in  the  Ruf 
and  ScUuonim  tongue^fignifieth  as  much 
as  Glory, or  Fame.  Though  afterwards  j 
being  fubdued  and  trod  vpon  by  diners 
HmoxiSyihc Italians  (their  Keighbours) 
haue  turned  the  word  to  a  contrary  figni- 
fication 5  and  tearmc  eucry  ferilant  or  pe- 
zant,  by  the  name  of  ScUuei  as  did  the 
Romanes  by  the  Getes  and  Syrians y  for  the 
fame  reafon.  The  Ruffe  Charrafter  or 
Letter,  is  no  other  then  the  Greeke/om- 
wbat  diftorred. 

And  becaufe  we  were  fpcaking  of  Sar- 
whence  this  people  feeme  to  dc- 
riuc  themfflues :  Some  haue  thought, 
that  the  na  ne  of  SarmatiAy  was  firft  taken 
from  one  Sarmates^  whom  Mofes  and  lo- 
fephpf^  AfarmatheSy  fonne  to  focktan, 
and  Nephew  to  Helper  y  of  the  pofterity  ot 
Sem.  But  this  icemeth  to  be  nothing, but 
aconiedurCj  taken  fromtbelikenefle  of 
the  name  Afarmathes.  For,  the  dwelling 
of al  locktans  pofterity  is  deferibsd  by  Mo¬ 
fes  yto  hauc  been  betwixt  Mefcba  or  Ma~ 
fius  )an  hill  of  the  Ammonites)  &  SephacCy 
necrc  to  the  Riucr  Euphrates^  W^^ich  ma- 
keth  it  very  vnlikely  ,  that  Afarmathes 
fhould  plant  any  Gollonics  fo  farre  off,in 
the  North ,  and  North-VVeft  Couh- 
treyes. 

Concerning  their  Trades^ Diet,  Ap- 
parrcll,  and  fuch  like,  it  is  to  bee  noted 
where  wefpeake  of  their  priuate  bchaui- 
our.  This  order,  that  bindeth  cuerie 
man  to  keepe  his  rankc  and  feueral  degree 
wherein  his  forefathers  liued  before  him, 
ismoremecte  cokccpcthe  fubicdcsin  a 
feruile  fubiection,  and  fo,  apt  for  this  and 
like  Comnrkon-wealthsjthenco  adiiancc 
any  vertue,  or  to  breed  any  rare  or  excel¬ 
lent  quality  in  Nobility  or  Commons.  As 
hailing  no  farther  reward  nor  preferment, 
whereunto  they  may  bend  their  endca- 


uors,  and  employ  ihcmfelucs  to  adiiancc 
their  eftatc  :  but  rather  procuring  more 
danger  to  themfclucs,  the  more  theyex- 
ccll  in  any  noble  or  principall  quality. 


r 


CHAP.  III. 


Thirdly^  we  difeourfe  on  their  Politickeand 
ludiciall proceeding,  Alfo  the  Emperors 
powers  for  war^  and  their  falaries :  with 
their  MuHering^  Munition y  and  Milita* 
ry  prouijion.  Their  Co Uoniesy  bordering 
Friends  or  Enemies  y  either  in  Peace  or 
warre. 


Heir  Courts  of  Ciuill  lu- 
fticc,  for  matters  of  Con- 
tradjand  other  of  like  fort, 
are  of  three  kindcs,  the  one 
bccing  fubieift  vnto  the  o- 
ther  by  way  of  Appeal.  The  lov*  eft  court 
(that  feemeth  to  bee  appointed  for  fbmc 
cafetothefubieifts)  is  the  Office  of  the 
GubnoyStaruIiy  thatfignificth  an  Alder* 
man,  and  of  ihtSotskoy  Stariiff  orBay- 
.liffeofthe  foakc  or  hundred,  whereofi 
fpakc  before  in  the  ordering  of  the  Pro- 
uinces.  Thefemay  end  masters  among 
their  Neighbours, within  their  Soakejor 
feucrall  Hundred,  where  they  areapoin- 
-ted  vnder  the  Dukes  and  Dyackes  of  the 
Prouinccs,  to  whome  the  parties  may  re- 
mooue' their  matter,  if  they  cannot  bee 
agreed  by  thefaide  Gnbnoy pi  Sot skoy  Sta- 
ritsi.  '  '  \ 

The  fecond  is  kept  in  the  head  towncs 
of  euery  Prouince  or  Shire,  by  the  fayde 
Dukes  and  Diackts,  that  arc  deputies  to 
the  four  Lords  of  the  chetjirdsy  as  before 
was  fayde.  From  thefe  fourc  Courtes, 
they  may  appeale ,  and  remooue  theyr 
fuices  CO  the  chcefc  Court,  that  is  kept  at 
Moskoy  where  are  refident  the  officers  of 
the  fourc  Chetfirds.  Thefe  arc  the  chiefe 
lufticcs  or  Judges,  euery  of  them  in  all  ci¬ 
uill  matters  that  growc  within  their  fcuc- 
rall  Chetfird  or  quarter,  and  may  bee  ci¬ 
ther  commenced  originally  before  them, 
or  profecuted  out  of  the  inferior  Courts 
of  the  Shircs,by  wayofappeale. 

Their  commencing  and  proceeding 
in  ciuill  a6i:ions,is  on  this  manner.  Firft, 

the 
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the  plaintiiTc  piitteth  vp  his  fupplication, 
wherein  hee  declareth  the  effede  of  his 
caiifcjor  wrong  done  vnto  him.  Where¬ 
upon  is  granted  vnto  him  a  wepis  or  war¬ 
ranty  which  he  dcliuereth  to  the  Pr^fiaue 
or  Sergeant,  to  doe  the  arreft  vppon  the 
party  whom  hee  meaneth  to  impicade. 
Who  vppon  the  Arrcft,  is  to  put  in  furc- 
tics  to  anfwer  at  the  day  appointcd,or  els 
ftandeth  at  the  Sergeants  deuotion,  to 
be  kept  fafeby  fiicb  means  as  he  thinketh 
good. 

The  Sergeants  are  many, 8c  cxcell  for 
their  hard  and  cruell  dealing  toward  their 
prifonersj commonly  thcyclappc  Irons 
'  vpon  them,  as  many  as  they  can  beare,to 
wring  out  from  them  fome  larger  Fees. 
Though  it  be  but  for  fixe  pencc,you  (hal 
fee  them  go  with  chaines  on  their  legges, 
arrncs,  and  necke.  When  they  come  be¬ 
fore  the  Iudge,the  PlaintifFe  beginneth  to  | 
declare  his  matter, after  the  content  of  his  | 
fiipplication.  As  for  Atturneys,CounfeI- ' 
lor$2  Procurators  and  aduocates  to  plead 
their  caufe  for  them,  theyhauc  no  fuch 
order-3  biitcucrie  man  is  to  tell  his  owne 
Tale,  and  pleade  for  himfelfc  fo  well  as 
hccan^ 

.  dfthey  hauc  any  vvicnefle  or  other  eui- 
dcnce,  they  produce  it  before  the  ludgc . 
If  they  haue  none,  or  if  the  tructh  of  the 
caufc  cannot  fo  well  be  difeerned  by  the 
pka^  or  euidcncc  on  both  partsj then  the 
ludge  asketh  either  party  (which  he  thin*, 
keth  good,Plaintife  ox  Defendant)  whe¬ 
ther  he  will  kifle  the  Crofle,  vppon  that 
which  he  anoucheth,  or  deuieth.  He  that 
taketh  the  Grofle  (being  fo  offred  by  the 
Iiidgc)  is  accounted  clearc,  and  carryeth 
away  the  matter.  This  Ceremony  is  not 
done  widiin  the  Court  or  Oliice,  but  the 
party  is  carried  to  the  Church  by  an  Offi¬ 
cer,  and  there  the  Ceremony  isdone:thc 
money  in  the  meane  while  hanging  vpon 
a  nayle,  or  clfc  lying  at  the  Idolles  feete, 
ready  to  be  deliuered  to  the  party  fo  foon 
as  he  hath  kiifed  the  Crofle ,  before  the 
faidc  Idoll. 

This  killing  of  the  Cro£[e(called  Creft- 
Him  Chelomnm)  is  as  their  corporal  oath  j 
and  accounted  (with  them)  ^  vericholic 
thing,  which  no  man  will  dare  to  violate, 
or  prophane  with  a  falfe  Allegation.  If 
both  parties  offer  to|  kifle  the  Crofle  in  a 
contradi(Sory  matter ,  then  they  draws 
lottes. 


The  better  Lotte  is  fiippofcd  to  bauc 
the  right,  and  beareth  away  the  matter . 

So  the  party  couuiclcd  is  adiudgd  to  pay 
the  debt  or  penalty  whaifoeuer,and  wkh- 
alljtopay  thcEmperoursfces,  which  is 
twenty  pence  vpon  eucry  Mark,  as  before 
hath  bene  noted. 

When  the  matter  is  thus  ended,  the 
party  conuidfed,  is  deliuered  to  the  Ser¬ 
geant,  who  hath  a  W  rit  for  his  warrant, 
out  of  the  office, to  carry  him  to  the  Pra- 
ueufh  or  Righter  of  luftice,  if prefently  he 
pay  not  the  money,  nor  content  not  the 
party. 

IhisPraueHfhox  Righter,  is  a  place  |Thc  order  of 
ncerc  vnto  the  Office  where  fuch  as  haue  i  iTaueuffi 
fentence  paffed  againft  them,  and  reftife 
CO  pay  that  which  is  adiudged;  arc  beaten 
with  great  Cudgels  on  the  fhinnes,  and 
calucs  of  the  legges.  Eucry  fornoon  from 
eight  to  clcauen,  they  arefetonthe  Pu- 
uenfh^  and  beate  in  this  fort  till  the  monie 
be  payed.  The  afternoone  Sc  night  time, 
they  are  kept  in  Chains  by  the  Sergeant  : 
except  they  put  in  fufficient  fiirctics,  for 
their  appearance  at  xh^Praueufi  at  the 
hoiire  appointed  .  You  fhall  feefbrtie 
or  fifty  ftand  together  on  the  Praueufh  all 
on  a  rowe,  and  their  fhinnes  thus  becud- 
gellcd  and  bebafted  cuery  morning,  with 
a  pitteous  cry. 

Ifaftcr  a  years  ftanding  on  the 
the  party  will  not,  orlacke  wherewithal! 
to  pay  his  Creditour,  it  is  lawful!  for  him  1 1©  pay  debts 
to  fell  his  Wife  and  Children,eithcront- 
right,orforaccrtainctearme  of  ycarcs. 

And  ifthc  price  of  them  doe  not  amount 
to  the  full  payment,  the  Creditour  may 
take  them  to  be  his  bondflaues  for  years, 
or  for  cuer,  according  as  the  vale  w  of  the 
debtrequireth. 

Such  kinde  of fuites  as  lack  dired  e- 
uidcncc,  or  ftand  vpon  conie^urcs  and 
circumftances  ,  to  bee  weighed  by  the 
ludge,  draw  of  great  Icngrh,  andyccidc 
great  aduantage  vnto  the  ludge  and  Offi¬ 
cers.  If  the  fuite  be  vppon  a  bonde  or  bill, 
they  haue  for  the  moft  part  good  &  fpcc- 
dyiuftice.  Their  Bondcs  orBillcs,  are 
drawnc  in  a  very  plainc  fort,  after  this  te- 
nour. 

I  ImnVaJileo^  haue  borromdof  Alpha- 
naffeBementiojhefunme  of  one  hundered 
^  Rubbles  of  going  money  of  Mosko.from  the 
Krefhenea  (or  hallowing  of  the  W  atcr) 

^ntill  the  Saburney  Voferefenea  (or  coun- 

fell 
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fell  Sunday)  without  interred,  An^if  this 
money  reB  after  that  day ,  then  hee 

fhali gt ue  int ereji  •vpon  the  faide  mony'" after 
the  common  rate^  as  it goeth  among  the  peo¬ 
ple^  <vi%j:for  euery fiue  the  fixt  ruhbellVpon 
this  there  are  witneffes^  Micheta  Sydronef 
koy^^c:  Subferibed^This  Bill haue  I  written 
Gabriel  lacoitelefni^  in  they  ear  e  yo  5»  6»  The 
vvitneffes  and  debter  (if  he  can  write)  en- 
dorfe  their  names  on  the  back  fide  of  the 
Bill.  Other figning or  fcalinghaue  they 
none. 

When  any  is  taken  for  a  matter  of 
crime  (as  treafon,  murther,  tbeft^and  the 
like)  he  is  firfl:  brought  to  the  Duke  and 
Diacke^  that  arc  for  the  Prouince  where 
the  party  is  attached,  by  whom  he  is  exa¬ 
mined  .  The  manner  of  examination  in 
(uch  cafes,  is  all  by  torture,  as  fcourging 
with  whips  made  of  finnewes  or  whitlea- 
ther  (called  the  Pudkey)  as  big  as  a  mans 
finger,  which  giiieth  a  fore  lafh,  and  en* 
tercth  into  the  flefh;  Or  by  tying  vnto  a 
fpittc,and  roafting  at  the  Fire.  Some¬ 
times,  by  breaking^  and  wrefting  one  of 
their  ribs  with  a  payre  of  hot  Tonges,  or 
cutting  their  flefiivndcr  the  naylcs,  and 
filch  like.  3  , 

The  examination  thus  taken,  withall 
the  proofes  and  euidences  that  can  be  al- 
Icdged  againft  the  party,  it  is  fent  vppe  to 
th^Moskoytoihc  Lord  of  the  Chetfirde 
or  Fourth-part,  vnder  whome  the  Pro- 
uince  is,and  by  him  is  prefented  vnto  the 
Councell  Table,  to  be  reade  and  fenten- 
ced  there,  where  onely  judgement  is  gi- 
uen  in  matter  oflife  and  death  ,  and  that 
by  euidence  vppon  information,  though 
they  neuerfaw  nor  heard  the  party,  who 
is  kept  ftili  in  prifoii  where  the  Fade  was 
committed,  hi  neucr  fent  vp  to  the  place 
whercheistryed.  Ifthey  find  the  partie 
guilty,  they  giuefentence  of  death  accor¬ 
ding  to  the  quality  of  the  fade,  which  is 
fent  downe  by  the  Lord  of  the  Chetfird, 
to  theDukeandDiacketobe  put  in  ex- 
ecution.Theprifoncr  is  carried  vnto  the 
place  of  execution,  with  his  hands  bound 
and  a  wax  candic  burning  held  betweene 
his  fingers. 

Their  capitallpunillimcnts,  arc  hang¬ 
ing, heading, knocking  on  the  hcad,drow 
ning,  putting  vnder  the  irc,retting  on  a 
flake, and  fuch  like.But(for  the  moft  part) 
the  prifoners  that  are  condemned  in  fum- 
mer^  are  kept  for  the  winter,  to  be  knockt 


on  the  head,  and  put  vnder  the  Ice.  This 
is  tobevndcrftoodof  common  perfons. 
For  theft  and  miirthcrjif they  be  commit¬ 
ted  Vpon  a  pooveMouftek  by  one  ofNo- 
bilitie,  it  is  not  lightly  punnillied,  nor  yet 
is  he  called  to  any  account  for  if.  Their 
rcafbn  is,  becaufe  they  are  accounted 
their  Kolophey  or  bond-flaiies. 

If  by  iomzSinaboiarskey^oi  Gentleman 
Souldiour,  a  murther  or  theft  bee  com¬ 
mitted, peraduenture  he  (hall  be  imprifb- 
ned  at  the  Emperors  pleafurc.  If  the  man¬ 
ner  of  the  fad  bee  very  notorious,  hee  is 
whipped  pcrchancc,and  this  is  common¬ 
ly  all  the  punifhment  that  is  inflided  vp¬ 
on  them. 

If  a  man  kill  his  owne  feruant,  little  or 
nothing  is  faide  vnto  him,  for  the  afore- 
faidereafon :  becaufchc  is  accounted  to 
be  his  Kolophey  or  bond  flan  e,&fo  to  hauc 
right  oiierhis  very  head.  The  vtmoft  is 
fomc  fmall  muld  to  the  Emperour,  if  the 
j  party  be  rich  :  and  fb  the  quarrell  is  made 
rather  againft  the  purfe,  then  againft  the 
iniuftice.  '  They  haue  no  Written  Lawe, 
fane  onely  a  fmall  booke,  that  containcth 
the  time  and  manner  oftheir  fitting,  or¬ 
der  in  proceeding,  and  filch  other  judici¬ 
al  formes  and  circiimftances,but  nothing 
to  dired them, to giuc  fcntcncc on  right 
or  wrong.Their  onely  Law  is  their  Spea¬ 
king  Law, and  that  is  the  pleafure  of  the 
Prince,  and  of  his  Magiflrates  &  officers. 
Which  flievveth  the  miftrable  condition 
of  this  poorc  people,  that  are  forced  to 
haue  them  for  their  Law  and  diredion  of 
Iuftice«,againft  whole  iniuftice  &cxtream 
oppreflion,  they  had  neede  to  bee  armed 
with  many  good  and  ftrong  lawes. 

The  Soldiers  of  Rufis  are  called  Sim- 
boiarskeyfix  the  fonties  of  G  entlemenjbe- 
■  caufe  they  are  all  ofthat  degree jby  vertue 
of  their  Military  profeffion.For  euery  fol 
dieris  a  Gentleman, and  none  arc  gentle¬ 
men, but  onely  the  foldiers,  that  take  it  by 
dilcentftom  their  Anceftorsjfo  that  the 
fon  of  a  Gentleman  (which  is  borne  a  fob 
dierjiseucr  a  Gentleman,  and  a  Soldier 
withall,  and  profeffeth  nothing  elfe  but 
Military  matters.Whcn  they  arc  of years 
able  to  bear  Armes,  they  come  to  the  of- 
fice  oiRoferade^  or  great  Conftable,  and 
there  prefent  ihcmfclues,  whocntcreth 
their  namesj-'and  allotreth  them  certayne 
lands  to  maintainc  their  charges,"  for  the 

moft  part,the  fame  that  their  fathers  en¬ 
joyed.  D  d  d  d  For 
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j  For  the  Lands  affigncd  to  maintaincthc 
Army,  arc  eiier  certainc,  annexed  to  this 
office  without  improouing,  or  detrafting 
one  foot.  But  that  if  the  Emperour  haue 
fufficient  in  wages  jthc  roomes  being  full 
fo  farre  as  the  land  doth  extend  alrcadic  5 
they  are  many  times  deferred,  and  haue 
nothing  allowed  them,  except  feme  one 
portion  ofthe  land  be  diuided  into  two. 
Which  is  a  caufe  of  great  difordcr  within 
that  country:  when  afouldier  that  hath 
many  children^fhallhaue  fometimes  but 
one  entertained  in  the  Emperors  pay.So 
that  the  reft  hauing  nothing  j  arc  forced 
toliueby  vniuft  and  wicked  fhiftes^  that 
tend  vnto  the  hurt  and  oppreffion  of  the 
Moujick  or  common  fort  of  people.  This 
inconuenience  groweth,by  maintaining 
his  forces  in  a  continuall  fucceffion.  The 
whole  number  of  his  fouldicrs  in  conti- 
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nuakpay  jis  this.  Fitft^hc  bath  of  his  D  w- 
raney^  that  is,Penfioners,or  guarde  of  his 
perfonjto  the  number  of  15000,  horfe- 
menaWith  their  Captaincs  and  other  offi- 
cerSjthat  arc  alwayes  in  a  readinefle. 

Of  thefe  i5ooo,horffcmen,  there  are 
three  forts  or  degrees,  which  differ  afwcl 
ineftimation,  as  in  wages,,  one  degree 
from  another.The  firft  fort  of  thcm,is  c^l- 
\cADworaneyBul[hey^oxi\it  company  of 
he^d  Penfioners,  that  haue  fome  an  hun- 
dred,rome  fourfeore  Rubbels  a  yearc,  & 
none  vnder  feuenty.  The  fecond  fort  are 
called  Seredney  Bw  'ormey^  or  the  middle 
ranke  ofPenfioners.  Thefe  haue  fixtyjOr 
fifty  rubbels  by  theycarc,none  vnder  for¬ 
ty  .The  third  and  lowcft  fort  are  the  Dyu 
Boianskey^  that  is^  the  lowcft  Penfioners. 
Their  falary  is  thirty  rubbels  ayeare  for 
him  that  hath  moft  3  fome  haue  but  fine 
and  twenty,  fome  twenty,  none  vnder 
twcluc.  Whereof  the  haife  part  is  paide 
them  at  the  Mosko^  the  other  haife  in  the 
ficldc  by  the  Generali  ,  when  they  haue 
any  warres,and  are  employed  in  feruicc. 
When  they  receiuc  their  whole  pay,  it 
amounteth  to  55ooo.rubbelsyearely. 

And  to  this  their  wages,be(ides  Lands 
alotted  to  euery  one  of  them,  both  to  the 
greater  and  the  lefle,according  vnto  their 
degrees.  Wherofhe  that  hath  lcaft,hath 
to  yeeld  him  twenty  Rubbels  or  Markes 
by  thcyearcBcfides  thefe  1 5ooo,horffc- 
men  that  arc  of  better  choife  (as  bceing 
the  Emperors  own6  gard,  when  bimfclfc 
goeth  to  the  wars,  not  vnlike  the  Roman 


fouldicrs  cald  PrMoriam)  arc  an  hundred 
&:  ten  men  of  fpccial  accout  for  theirNo- 
bility  and  truft,  which  are  chofen  by  the 
Emperor,  and  haue  their  names  regifte- 
redjthat  find  among  them  for  the  Empe- 
roLirswarres,  to  the  number  of  ^5000. 
horfemen,  with  all  neceflarics  mccte  for 
the  wars, a^ter  the Rufle  manner. 

To  this  end  they  haue  yearly  allowance 
made  by  the  Emperor  for  themlclues,  & 
their  companies, to  the  fumme  of  40000 
rubbels.And  thefe  6$  000.  arc  to  repaire 
to  the  field  euery  year  on  the  borders  to¬ 
wards  the  Chrim  Tartar  (except  they  bee 
appointed  for  fome  other  feruicc^  whe- 
ther  there  be  warres  with  the  Tartars,  or 
not. 


Two  other 
troops,  to  the 
number  of 
65000. 


This  might  fecme(pcraducntiire)fbm- 
what  dangerous  for  fome  ftatc,  to  haue 
fo  great  forces  vnder  the  commaund  of 
Noblemen,  to  affembic  euery  yeare  vnto 
one  certaine  placc.But  the  matter  is  fo  v- 
ftd,  as  that  no  danger  can  growe  to  the 
Empcror,or  his  ftate  by  this  mcaus.Firft, 
bccaufe  thefe  Noblemen  arc  many,  to 
wit, an  hundred  and  ten  in  all,  &  changed 
by  the  Emperor, fo  oft  as  he  thinks  good. 
Secondly ,becaufc  they  haue  their  liuings 
ofthe  Emperor,  being  otherwife  but  of 
very  fmall  renennew,  and  receiue  this 
•yearly  pay  of  4oooo.rubbels ,  when  it  is 
prefently  to  be  paid  forth  agaiac  vnto  the 
foldicrs  that  are  vnder  thein.Thiidly,bc-^ 
caufe  (for  the  moft  part)  they  are  about 
the  Emperors  perfon,  being  of  his  coun- 
fell  either  fpeciall,  or  at  large.  Fourthly, 
they  arc  rather  as  paymafters  then  Cap¬ 
taincs  to  their  companies,  thcmfelus  not 
going  forth  ordinarily  to  the  warres,  fane 
when  fome  of  them  arc  appointed,by  Ipe- 
ciall  order  from  the  Emperor  himfelfe.To 
the  whole  number  of  horfemen  that  are 
cuerinareadines,  and  in  continuall  pay, 
are  80000,  a  few  more  or  leffe. 

If  he  haue  neede  of  a  greater  number, 
(which  fildom  falleth  our)  then  he  enter- 
taineth  of  thofc  Simboiarskeyyh^x  arc  out 
ofpayjfomanyashcncedcth:  and  if  yet 
he  want  of  his  number, hee  giuech  charge 
to  his  Noblemen  (that  hold  lands  of  him) 
to  bring  into  the  Fielde  (euery  man^  a 
proportionable  number  of  his  Scruants, 
(called  Kolofhey)  fuch  as  Till  his  Landes, 
with  their  Furniture,  according  vnto  the 
full  and  iuft  number,  thar  hee  intendetb 
tomakevppe.  The  w inch  fexuicc  becing 

done,' 
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done,  prefcntly  lay  in  their  W  capons, 
andreturne  to  their  feruile  occupations 
againe. 

Of  Footmen  that  arc  in  coBtimiall 
pay, he  hath  to  the  number  of  izooo.  all 
GunncrSjCallcd^^rd’i^'}/.  Whereof  5000 
arc  to  attend  about  the  Citty  of  Mosko^ 
or  any  other  place  where  the  Eniperour 
fhall  abide,  and  2000.  (which  are  called 
Stremaney ^Strejley^  or  Gunners  at  theftir- 
rpp)  about  his 'ownc  perfon,  at  the  very 
Court  or  hoiife  where  himfelfe  lodgeth. 
The  reft  arc  placed  in  his  garrifon  towns, 
till  there  be  occafion  to  hauc  them  in  the 
field,  and  rccciiie  for  their  fallcry  or  fti- 
pend  cucry  man  feuen  rubbels  a  yeare, 
befides  t  wcluc  meafures,  a  piece  of  Rye, 
and  Oates.  Of  mercenary  Soldiours,that 
are  ftrangers  (whom  they  Q2\\Nmfchoy') 
they  haue  at  this  time,43  o  o,oi Polomnsi 
of  C birch Afjes  (that  are  vnder  the  Poloni- 
ans)  about  foure  thoufand, whereof  3  500. 
are  abroad  in  his  garrifon s :  Doutches 
Scots ohowx.  1 5 0.0 1  Greekes yTurkes yDams 
^niSweadens^  all  in  one  band, an  100.  or 
thereabouts.  But  thefc  theyvfe  onely 
vponthe  Tartar  andagainft  theS^- 
beriansi  as  they  doe  the  Tartar  So\A\oiKS 
(whom  they  hire  (bmetimes  but  onely  for 
the  prefeni)  on  the  other  fide  againft  the 
Polonian  and  Sweden :  thinking  it  beft  pol- 
licie,fo  to  vfc  their  feriiiec  vpon  the  con¬ 
trary  border. 

The  chiefe  Captaines  or  Leaders  of 
thefe  Forces,  according  to  their  names 
and  degrees, are  thefe  which  follow.Firft, 
the  VoyauodeyBulfhaia^  that  is,  the  Great 
Captainc,  or  Lieutenant  Generali  vnder 
thcEmperouf.  This  commonly  is  one 
of  the  foure  houfes  of  the  chiefcNobili- 
ty  of  the  Land :  but  fo  chofen  otherwife, 
as  that  he  is  of  fmall  valour,  or  pradife  in 
Mai  tiall  matters,  being  thought  toferue 
that  turne  lb  much  the  better,  if  he  bring 
no  other  parts  with  himjfaue  the  counte¬ 
nance  of  his  Nobility,  to  be  liked  of  by 
the  Soldioursfor  that,  and  nothing  elfc. 
For  in  this  point  they  are  very  wary,  that 
thefe  two  (to  wit)  Nobility,  and  power 
mecte  not  both  in  one ,  fpecially  if  they 
fee  wifedome  with  aIl,or  aptncllc  forpol- 
licy. 

Their  great  Voiauod  or  Generali  at 
this  prefent  in  their  warres,  is  commonly 
one  of  thefe  foure :  Knex^  Feodor  luam- 
wich  Methijloskey ^  Kne%,  luan  Michailo-^ 


j  wich  Glinskoy^  Cheyech^koy^  and  Trow* 
hetskoy^  all  of  great  Nobility,  but  of  ve¬ 
ry  Ample  quality  otherwife:  though  in 
Glinskoy  (as  they  fay)  there  is  fortic-what 
more  then  in  the  reft .  T o  make  vp  this 
defed  iri  the  roiauod or  G  encrall,  there  is 
feme  other  ioynedwitli  him  as  Lieute¬ 
nant  Generali,  of  farre  Icfte  Nobility, 
but  of  more  valour  and  experience  in  the 
warres  then  he,  who  ordereth  all  things 
that  the  other  countenanceth .  At  this 
time  their  principall  man,  and  moft  vied 
in  their  warres,  is  one  Knez^  Demetrielu* 
anowteh  ForeUine^  an  ancient  and  expert 
Captaine,  and  one  that  hath  done  great 
feruice  (as  they  fay)  againft  the  Ttirtar 
and  Polonian .  N ext,  vnder  the  Voiauod 
and  his  Lieutenant  Generali,  arc  foure 
otherj  that  haue  the  Maifhalling  of  the 
whole  Army  diiiidcd  among  them,  and 
may  bee  called  the  Marftialles  of  the 
field. 

Euery  man  hath  his  quarter  or  fourth 
part  vnder  him .  Whereof  the  firft  is 
called  the  Prana  Polskoy^  or  right  wing. 
The  fecond  is  the  Leuoy  polskoy^  or  left 
wing  •  The  third  is  Rufmy  Polskojy  or 
the  broken  band,  becaufe  out  of  this 
there  are  chofen  to  fend  abroad  vpon  a- 
nyfuddaine  exploit,  or  to  make  a  refeue 
or  fupply ,  as  occafion  doth  require.  The 
fourth  is  S torejhouoy  Potskoy^  or  the  War- 
ding  band/  Euery  one  of  thefe  foure 
Marfhals  haue  two  other  vnder  them 
(eight  in  all)  that  twice  euery  Weekeat 
the  leaft,  muft  mufter  and  trarnc  their  fe- 
uerall  wings  or  bands,  and  hold  and  giue 
iiiftice  for  all  faults,  and  diforders  com¬ 
mitted  in  the  Campe. 

And  thefe  eight  are  commonly  cho¬ 
fen  out  of  the  no,  (whichlfpakeof  be¬ 
fore)  that  rcceiue  and  deliucrthepay  to 
the  Soldiours .  Vnder  thefe  eight  are 
diuers  other  Captaines,  as  the  Gulauoy 
Captaines  of  thoufands,  fine  hundredsj 
and  one  hundred.  The  Petyde  Setskoy^ 
or  Captaines  of  fiftics,and  the  Decetshes^ 
or  Captaines  of  tens. 

Beftdes  the  Votauoday  or  Generali 
of  the  Army  ( fpoken  of  before  )  they 
hauc  two  other  that  bearc  the  name  of 
Foiauoda :  wherof  one  is  the  Mafter  of  the 
great  Ordcnancc  (called  Naradna  Foiano- 
5^)  who  hath  diuers  vnder  Officets,nc- 
ceffary  for  that  fcruice*  The  other  is  cal¬ 
led  the  Foiauoda  Gulauoy  ^  or  the  walking 
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Captainc,  that  hath  allowed  him  a  thoii- 
and  good  hoiTemcn  of  principal!  clioife, 
to  range  and  fpie  abroad  ^  and  hadde  the 
charge  of  the  running  Caftle,  which  wee 
arc  to  fpeake  of  hereafter.  All  thefe  Cap- 
taines  and  men  of  charge,  muft  (oncee- 
uery  day)  refort  to  the  Btdfha  Voimoda^ox 
Generali  of  the  Annie,  to  know  his  plea- 
fure,  and  to  informc  him,  if  there  be  any 
requifite  matter  pertaining  to  theyr  Of¬ 
fice. 

„  When  warres  are  towardes  (which 
they  faile  not  oflightly  euery  yeare  with 
the  Tartar,  and  many  times  with  thcTo- 
lonian  and  Sweden)  the  foure  Lordes  of 
theC/^^i^r/^^  fendfoorth  their  fummons 
in  the  Emperors  name,  to  all  the  Dukes 
and  Dyackes  of  the  Prouinces,  to  bee 
proclaimed  in  the  head  Townes  of  euery 
Shire:  that  all  the  Simboiarskey^oxioxmts 
of  Gentlemen,  make  their  repaire  to  fuch 
a  border  where  the  feruicc  is  to  be  done, 
at  fuch  a  place,  and  by  fuch  a  day  there 
prefent  themfelues  vnto  fuch  and  fuc.h 
Captaines. 

When  they  come  to  the  place  affigned 
them  in  the  Summons  or  Proclamation, 
their  names  are  taken  by  certain  Officers, 
thathaucCommiffion  for  that  purpofe, 
from  the  Roferade  or  High  Conftable,  as 
CIcarkes  of  the  Bands. 

If  any  make  default  and  faile  at  the  day, 
he  is  mulded,and  punifhed  very  feuere- 
ly.  As  for  the  Generali  and  other  cheefe 
Captaines,  they  are  fent  thither  from  the 
Emperours  owne  hand,  with  fuch  Com- 
miffion  and  charge  ,  as  hee  thinketh  be- 
hooucfull  for  the  prefent  feruicc.  When 
the  Soldiours  are  affembled,  they  are  re¬ 
duced  into  their  Bands  and  Companies, 
vndcr  their  fcucrall  Captaines  of  tennes, 
fifties,hundreds5thourands,&c.  and  thefe 
Bands  into  foure  Tolskeis  or  Legions  (but 
of  farre  greater  numbers  then  the  R6- 
maine  Legions  were)  vnder  theyr  foure 
great  Leaders  5  which  alfo  bane  the  Au¬ 
thority  of  Marfhalsof  ihefieldc,  as  was 
faidc  before. 

Concerning  their  Armour,  they  are 
but  {lightly  appointed .  The  common 
Horfeman  hath  nothing  elfe  but  his  Bow 
in  his  cafe,  vndcr  his  right  Armc,  and  his 
Qmuerand  Sword  hanging  on  ihelefte 
fide :  except  fome  few  that  bearc  a  Cafe 
ofDags,or  a  Iauclin,or  {bort  ftaffc  along 
their  Horfe  fidc.The  vndcr  Captains  will 


haiie  commonly  (ome  piece  of  Armour 
befides,  as  a  Shirt  of  Male,  or  fuch  like . 
The  Generali,  with  the  other  chiefCap- 
tainesand  men  ofNobiliiie,  will  haue 
their  horfe  very  richly  furnifhed ,  theyr 
Saddles  of  Cloth  of  Golde,  their  Bridles 
faire  boffed  and  taffelled  with  Golde  and 
Silke  Frindge,  beftudded  with  Pearle  & 
precious  Stones*,  themfelues  in  very  faire 
Armour, which  they  call  Bullatnoy^  made 
of  faire  {hining  Steele. yet  coiiered  com¬ 
monly  with  cloth  of  Golde,^and  edged 
round  with  ErminFurre,  his  flcele  Hel- 
<nct  on  his  head,  of  a  very  great  price,  his 
Sword,  Bow  and  Arrowes  at  his  fide, his 
Speare  in  his  hand  ,  with  another  fayre 
Helmet,  and  his  SbesiaferA  or  Horfinans 
Scepter  caried  before  him.Their  Swords, 
Bowes,  and  Arrowes,  are  of  the  Turkilh 
fafhioD.  They  praftife  like  the  Tartar,  to 
flioote  forwards  and  backwards,  as  they 
flyc  and  reiyre.  » 

The  <5" or  Foote-m an, hath  no¬ 
thing  but  his  peecc  in  his  hand,  his  flri- 
king  Hatchet  at  his  backc,and  his  Sword 
by  his  fide.  The  ftocke  of  his  peecc,is  not 
made  Calicucr-wifejbiu  with  a  plaine  6c 
flraight  ilocke  (fomewhatlike  a  Fouling 
peecc)  the  barrel  is  rudely  and  vnartifici- 
ally  made,  very  hcauy,  yet  fhooteth  but 
a  very  final!  Bullet. 

-  As  for  their  prouifion  of  viftuall,  the 
Emperor  alloweth  nonc,eytherfor  Cap- 
taine  or  Soldiour,  neither  prouideth  any 
for  them  ,exccpt  peraduenture  fbme  corn 
for  their  mony .Euery  nfan  is  to  bring  fuf- 
ficient  for  himfelfc,  to  feruc  his  turne  for 
foure  moneths,  and  (if  needc  require)  to 
giue  order  for  more  to  bee  brought  vnto 
him  to  the  Campe,  from  his  Tenant  that 
tilleth  his  land,or  fome  other  place. 

One  great  heipe  they  haue,  that  for 
Lodging  and  Dyet,  euery  RuJJe  is  prepa¬ 
red  to  be  a  fouldioor  before-hand .  Al. 
though  the  chiefe  Captaines,  and  other 
of account,  docarric  Tents  along  with 
them,  after  the  form  and  fathion  of  ours, 
with  feme  better  prouifion  of  Viduall 
then  the  re{l  5  they  bring  with  them  com¬ 
monly  into  the  Campe  for  Viduall,  a 
kindcof  dryed  Bread  (which  they  call 
Sucharie)  with  fome  (lore  of  Mealc,  the 
which  they  temper  with  water, &  fo  m  akc 
it  into  a  Ball,  or  fmalllump  of  Dough, 
called  To/Iocho,  And  this  they  eat  raw  in 
flead  of  Bread.  Tiicirmcat  is  Bacon, or 
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fomc  Other  flclhor  fi(h  dryed,  after  the 
Dutch  manner,  '  .  r  . 

If  the  Rujfc  Souldicr  were  as  hardie  to 
execute  an  enterprize ,  ashcc  is  hardc  to 
bcarcoui  toyle  and  trauaile ,  or  were  o- 
therwife  as  apt  and  well  trayhed  for  the 
warres,  as  he  is  indifferent  for  his  lodging 
and  dyetj  he  would  farre  exceed  the  Sol- 
diours  of  other  parts.  Whereas  now^hce 
is  farre  meaner  ofeourage^and  execution 
in  any  warlike  fcruicc.  Which  commeth 
partly  of  his  feruile  conditioi)^  that  Will 
not  fuffer  any  great  courage  or  valour  to 
grow  in  him.  Partly  for  lack«  of  due  ho¬ 
nour  and  reward,  which  he  hath  no  great 
hope  of,  whatfoeucr  feruice  or  execution 
he  doc.  ••  ' -  *  '  I 
•  ThcRufle  trufteth  rathcjr  to  hfs  num-’ 
her,  then  to  the  valor  of  his  Soldiers,  or 
good  ordering  of  his  forces^  Theit  mat¬ 
ching  or  leading  is  without  all  order, faue ' 
that  the  foure  Polskey  or  Legions  (where- ! 
into  their  army  is  diuided )  keepe  ihcm- 
fclues  vndcr  their  Enfignes,  ’and  (b  thruft 
all  90  together  in burrey,  as  they  are  di-  * 
reded  by  their  Generali,  Their  Enfigne 
is  the  image  of  Saint  GcorgCi^Thc  BuIJha 
Dwormey  or  cheefe  Horfemcn^bane  cue- 
ry  man  a  fmall  Drumme  of  Braffc  at  his 
Saddle-bow,  which  he  ftrikeih  when  hee 
giueth  theoharge^  oronfet. 

They  bane  Drummes  bcfidcs  of  a 
hugebiggenefle,  which  they  carrie  with 
them  vppon  aboordlayde  on  foure  hor- 
fes,  that  arc  fparred  together  with  Iron 
Chaines,  cilery  Drumme  hauing  eyght 
Beaters  or  Drummers,  befides  Trum¬ 
pets,  andShawmes,  which  they  found 
after  a  wilde  manner,  much  diffrent  from 
ours. 

When  they  gme  any  Charge, or  make 
any  inuafion,  they  make  a  great  hallowe 
or  fhowte  altogether ,  as  lowde  as  they 
can,  which  with  the  found  of  their  Trum¬ 
pets,  Shawmes*  and  Drunimes ,  maketh 
a  confiifed  and  horrible  noyfc  ^  So  they 
fet  on  firft  difeharging  their  ArrowSjthen 
dealing  with  their  Swordcs ,  which  they 
vfein  a  braucry  to  iTiakc,  andbrandifh 
OLicr  their  Headcs,  before  they  come  to 
ftrokes. 

Their  Footmen  (becaiifc  otherwife 
they  want  order  in  leading}are  common* 
ly  placed  in  fome  ambulh ,  or  place  of 
aduanrage,  where  they  may  moR  annoy 
the  enemy,  with  Icaft  hurt  to  thcmfclucs. 


If  ir  bee  a  fee  baitailc,  or  if  any  great  hiua- 
fion  bee  made  vppon  the  Ruffe  borders, 
by  the  Tartar  5  they  arc  fette  within  the 
rmning  dr  moouing  cdHle  (called  Be^aiOX 
GuUygorod)  which  is  carried  about  with 
^^P'oiauodagulauoy  (or the  Wal¬ 
king  Generali)  whomc  I  fpakc  of  before. 
This  Walking  of  moouing  Caftlc  is  fo 
framed,  that  it  may  be  fet  vp  in  lcngth(as 
occafion  doth  require)  the  (pace  of  one, 
two,  thrce/oure,fiuc,{ix,or  feuen  miles : 
for  fo  long  will  it  reach.  It  is  nothing  clfc 
but  a  double  wall  of  Woode/ to  defend 
,thcm  on  both  fidcs,bchinde  and  before  5 
with  a  fpacc  of  three  yards  or  thereabout, 
^betwixt  the  two  fidcs ;  fo  that  they  may 
iiandwithirlitv  and  haue  roome  enough 
fp  charge  and  dilchafgc  their  peccei;aud 
vto  vfc  their  other  weapons.  '  ' 

it  is  clofed  at  both  ends,  &  made  with 
Idope  boles  on  either  fide,  to  lay  out  the 
mofc  of  their  pccce ,  ortopiifh  forth  any 
other  wcaponJt  is  c’aried  along  with  the 
army  wherfoeuer  it  goeibjbcing  taken  in 
topceces,  and  folaydc  on.Cartes  (par- 
red  together,,  and  drawer)  by  hjarffe  that 
-are  not  feenc,  by  reafon  thatthey  arc  fco- 
uered  with  their  carriage^  as  with  a  fliclfc 
orpent-houfe, 

.’When  it  is  brought  viito  the  place' 
where  it  is  to  be  vfed  (which  is  deuifed  & 
chofen  out  before  by  the  Walking  Foia- 
it  is  planted,  fo  much  as  the  prefent 
vfc  requireth,  fometime  a  mile  long,fom 
times  two,  fometimes  three,  or  more  : 
Which  is  foone  done  without  thehelpc 
of  any  Carpenter, or  inftriimenc :  becanfc 
the  Timber  is  fo  framed  to  cla(p  together 
one  pcece  within  another :  as  is  cafily  vn- 
dcrftood,by  thofc  that  know  the  manner 
ofthe  Ruffe  bvilding, 
InthisCaftleftahdcth  their  Shot  well 
fenced  for  aduantage,  cfpecially  agaynft 
the  T  artar,'  that  bringeth  no  Ordcnanccj 
nor  other  Weapon  into  the  Ficldc  with 
him,  faue  his  Sword,  andBowcand  Ar- 
rowes.  They  haue  alfo  within  it  diucrie 
ficldc  peeces,  which  they  vfc  as  occafion 
doth  require.  Of  peeces  for  the  ficldc, 
they  carry  no  great  ftore,  when  they  war 
againft  the  Tartar  :  but  when  they  dealc 
with  the  Polonian  (of  whole  forces  they 
make  more  accoiint)thcy  go  better  furni- 
fhed  with  all  kind  of  munition,  and  other 
ncccffarie  prouifions.  Ic  is  thought, that 
no  Prince  of  Chriftendome,  hath  better 
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ftorc  of  munition,  then  the  Ruffe  Empe- 
rour*  And  it  may  partly  appeare  by  the 
Artillcric  hoiife  at  Mosh  ^v/heve  are  of  all 
fortes  of  great  Ordcnance,all  Brafle  pce- 
ces,  very  fairc,  to  an  exceeding  great 
number. 

The  Ruffe  Soldiour  is  thought  to  be 
better  at  his  defence  within  Ibme  Caftle, 
or  Tdvvnc,  then  hec  is  abroad  at  a  fee  pit¬ 
ched  ficlde.  Which  is  eiicr  noted  in  the 
pradlife  of  his  warres,  and  namely,  at  the 
liedgeofr^foi&<;,  fome  few  y eares  fince": 
where  he  rcpulfcd  the  Polonian 
phanBdtore^  with  his  whole  Army  of  an 
hundred  thoufand  men ,  and  forced  him 
fin  the  end)  to  giuc  oucr  his  fiedge,  with 
.the  Ioffe  of  many  of  his  beft  Captaines 
and  Soldiers.  But  in  a  fet  fieldc,the  Rujfe 
is  notedto  haucthcworfcofthc  Tolomn 
and  Si^den. 

Ifanybehauehimfclfc  more  valiantly 
then  the  reft,  or  doe  any  fpeciall  pccce  of 
fer uicc,  the  Emperor  fendeth  him  a  piece 
of  Gold,ftampcd  with  the  image  of  Saint 
George  on  horfc-backc .  Which  peecc 
they  hang  on  their  flccucs,and  fet  in  their 
Caps.  And  this  is  accounted  the  grea- 
teft  honor  they  can  rccciue  for  any  fcruicc 
they  do.  ' 

The  RH0e  Empcrors(of  late  ycars)hauc 
very  much  enlarged  their  Dominions  & 
T crritorics .  Their  firft  Conqueft  after 
the  Dukedome  of  Mosko  (for  before  that 
time  they  were  but  Dukes  of  f^dodemery 
as  before  was  fayde)  was  the  Cittie,and 
Dukedome  oiNouogradozi  the  Weft  and 
North- Weft  fide :  which  was  no  final  in- 
largemcnt  of  their  Dominion,  &  ftreng- 
thening  vnto  them  for  the  winning  of  the 
reft.  This  was  done  by  Imn^  great  Grand 
father  to  Theod0re  now  Emperour,  about 
thcyearc  1480. 

The  fame  began  likewifc  to  encroach 
vpontheCountreyes  of  Li- 

tuania^\M  the  Conqueft  onely  intended, 
and  attempted  by  him  vpon  (bmc  part  of 
thofe  Countreyes,  was  purfued  and  per¬ 
formed  by  his  (omt  Ba/tleusj  who  firft  of 
all  wan  the  Citric  and  Dukedom  of  Plef- 
iti?,  afterwards  the  City  and  Dukedom  of 
SmolemkoyZnA  many  other  fairc  Townes, 
with!  a  large  Territory  belonging  vnto 
themaabout  the  ycare  1 5 14. 

Thefc  vhftories  againft  the  Lettoes  or 
Litmniam^  in  the  time  of  Alexander  their 
Duke,  hec  atchieued  rather  by  aduantage 


ofciuilldiftentions  and  treafons  among 
thcmfelucsjthcn  by  any  great  pollicic  ot 
force  of  his  ownc.  But  all  this  was  loft  a- 
gainc  by  his  fonne  Ittan  Vajilomch^  about 
eight  or  nine  ycarcs  paft,  vponcompofi- 
tion  with  the  Polonian  King  Stephen  Ba¬ 
tor  e  5  whcrcunto  he  was  forced  by  thc'ad- 
uantages  which  the  Poleh^i  then  of  him, 
by  reafon  of  the  foylc  hee  had  giiicn  him 
before,  and  the  difquictneffc  of  his  ownc 
flatcathomc%i  Onely  the  Emperor, 
at  this  time,  hath  left  him  on  that  fide  his 
Countrey,  the  Cities  of  Smolensko^f^itoh- 
skoy  Cheringh^^nd  Bedla  (jhrod in  Lkuania* 
In  Litmma^  not  a  Townc,  nor  one*  footc 
of  ground.  >  '  --.y'-K 

firft  Conquered  thole 
Countreyes,  hec  fuffered  the  Natiucs  to 
kcepe  their  poffeinons,  ^and  to  inhabit  all 
their  Townes,  onely  paying  him  a  Tri¬ 
bute,  vndcr  the  gouerrimenc  of  his  Rujfe 
Captaincs.  But  by  their  Conrpiraci<s& 
attempts  not  long  after,  he  was  taughtto 
dealc  more  furcly  with  diem.  And  fo  co¬ 
rn  ing  vpon  them  the  fecond  time, hec  kil¬ 
led  and  caried  away  with  him,ihrce  parts 
of  foure,  which  h e  gaue  or  foldc  vnto  the 
Tartars  that  ferued  liim  in  thole  wars,'  & 
(inftedbfthem)  placed  there  his  Ruffes^ 
fo  many  as  might  oiier-match  the  reft, 
with  ccrtainc  Garrifons  of  ftrengih  bc- 
fidcs.  Wherein,  notwithftanding  this  o- 
licrfight  was  committed,  for  that  (taking 
away  with  him  the  Vpland  or  Countrey 
people  (that  ihould  haiic  tild  the  ground 
andmight  calily  hauc  bene  kept  in  order 
without  any  d  aung^r,  by  other  good  po¬ 
licies)  bcewasdriuen  afterwardcs  manic 
ycarcs  togedier,  to  Viiftuall  the  Coun¬ 
trey  (cfpccially  the  great  Toxynes)  out 
of  his  owne  Countrey  of^<^/4,thc  foyle 
lying  there  in  the  meane  while  wafte  and 
vntillcd. 

The  like  fell  out  at  the  port  pf  Narue^ 
in  Liejland^  where  his  fonne  luanf'ajilo- 
with  demkd^to  build  a  Towne  and  a  Ca- 
ftlcon  the  other  fide  the  Riucr,  (called 
Ittangorod)  to  kcepe  the  Town  and  coun¬ 
trey  in  fubieftion.  The  Caftle  he  caufed 
to  bee  fo  built  and  fortified,  that  it  was 
thought  to  bee  inuincible .  And  when  it 
wasfini(hed,for  reward  to  the  Archited 
(that  2  Polonian)  hec  put  out  both  his 
eyes,  to  make  him  vnablc  to  build  the  like 
againc.  But  hauing  left  the  Natiucs  all 
within  their  ownc  Countrey ,  wichour  a 

baring 


Allwonne  by 
the  father, loft 
by  the  fonne. 


( ) 


Licuania,  anj 
the  Emperon 
remiffencs  in 
hit  Conqueft 
thereof. 


Naruc  euen 
in  the  fame 
manner. 


A  moft  vn- 
kind  reward. 


V, 


jChap.f. 


of  Mofcouia  or  Rufsia. 


1  bating 
Towm 


I 


Ktngdomes 
won  from  ihc 
Tartar. 


Permia  and 
Pechora, 
their  conque* 
ring. 


Mcancs  of 

holding  hi3 
chiefe  townes 


The  ftrength 
of  Townes  & 
Cadies. 


their  number  or  ftrength;  the 
Towncand  Caftle(not  long  after)  was 
betrayed,  and  furrendred  againcto  the 
King  of  Sweden, 

On  the  Southeaft  fide,  they  haiic  got 
the  Kingdomes  o?  Ciiz^anyZwA  Ajlracan. 
Thefe  were  wonne  from  the  Tartar^  by 
the  late  Emperor  ImnV'aJilowich^  Fathet 
to  the  Emperour  that  now  is :  the  one  a- 
bout  3  5 .  the  other  about  5  j.  yeares  agoe. 
Northward  out  of  the  Country  of  Sibe- 
w,he  hath  laide  vnto  his  Realmc,  a  great 
bredth  and  length  of  ground,  from  wichi- 
da  to  the  Riuer  of  about  a  ihoiifand 

miles  (pace :  (b  that  hec  is  bold  to  write 
himfclfc  Vio^  ^he  Great  Commander  of  Si¬ 
beria. 

The  Countries  likewifeof  Permiaic 
Pechora^  are  a  diuerfe  people  &;  language 
from  ^Ci^RujJe,  ouercome  not  long  fince, 
and  that  rather  by  threatning,  &  (baking 
of  the  Sword,  then  by  any  a^uall  force: 
as  being  a  wcake  and  naked  people, with¬ 
out  meanes  to  refift. 

That  which  the  hath  inhispre- 

fent  poflfcffionjhc  keepeth  on  this  fort.  In 
hisfoure  cheefe  border  lowncsoi Tolf- 
koy  Smolensko^  Affracan,  znACazuin^  he 
hath  certaine  of  his  Counfel,not  of  grea- 
telt  Nobility,  but  ofgreatefl:  truft,  which 
haue  more  authority  within  their  Pre-, 
cinds  (for  the  countenancing  &  ftreng- 
thening  of  their  gouernmcnc  there)  then 
the  other  Dukes  that  arefetto  gouerne 
in  ocher  places,  as  was  noted  before,  in 
the  manner  ofordering  their  Prouinccs. 
Thcfc  he changeth  (bmtime  eiiery yeare, 
(bmetime  cuery  fccond  or  third  yeare , 
butexcccdeth  not  that  time;  cxccptvp- 
pon  very  fpeciall  truft, and  good  liking  of 
the  party,  and  his  feruice :  leaft  by  enlar¬ 
ging  of  their  time,  they  might  grow  into 
forhe  familiarity  with  the  enemy  (as  fomc 
haue  done)  being  fo  far  out  of  fighr. 

The  Townes  befides  are  veryftrong- 
ty  fenced  with  Trcnchcs,Caftles,  &  ftorc 
ofmunition,  and  haue  garrifbns  within 
the,  to  the  number  of  two  or  three  thou- 
fand  a  piece.  They  are  ftored  with  vidu- 
all(if  any  fiedge  fhould  come  vpon  them) 
for  the  (pace  of  two  or  three  yeares  be¬ 
forehand.  The  foure  Caftles  of  Smo^ 
lensko^Vobsko^  Caz^amnA Aflracan^  hce 
hath  made  very  ftrong  to  bearc  out  any 
fiedge :  fo  that  it  is  thought  that  thofe 
Townes  are  impregnable. " 


I 

As  for  the  Countries  of  Pechora^r^^^ 
Permia^^xiii  that  part  of  which  hec 
hath  now  vndcr  him,  they  arc  kept  by  as 
eafie  mcancs, as  they  were  firft  goE,viz.ra- 
ihcr  by  (hewing, then  by  vfing  of  Armes^ 
Firft,  he  hath  ftored  the  Country  with  as 
many  Ruffes  as  there  arcNatiues,  &  hath 
there  fomc  few  Soldioiirsin  garri((>u,  c- 
noughcokeepe  them  vndcr*  .Secondly, 
his  Officers  and  Magiftrates  there,  arc  of 
his  owne^/^^ people,  and  he  changeth 
thcrii  very  often, viz.  eucry  yeare  twice  dr 
thrice;  notwith((anding  there  be  no  great 
fearcofany  innoiiation.  -  Thirdly  he  di- 
uideth  them  into  many  fmall  gouerne- 
ments,  like  a  ftaffe  broke  in  many  (inaill 
pieces :  fo  that  they  haue  no  ftrengtb  be¬ 
ing  feucred,  which  was  but  little  neythef^ 
when  they  were  all  in  bne.  Fourthly, 
he  prouideth  that  the  people  of  the  coun¬ 
try  haue  ncythcr  Armour,  nor  mony,*  be¬ 
ing  taxed  and  pilled  fo  often  ashethink- 
cthgood;  without  any  meanes  to  (hake 
off  that  yoke, or  to  rclceuc  themfelucs. 

In  Siberia  (where  he  goeth  on  in  pur^ 
filing  his  Conqueft)  hcchath  diners  Ca¬ 
ttles  and  Garrifons,to  the  number  of  fii^e 
thoufand  Soldioursof  and  Poloni- 
and  fendeth  many  new  fupplieschi- 
ther,to  plant  and  inhabitc,  as  fie  winneth 
ground ,  At  this  time  befides,  he  bath 
gotten  the  Kings  Brother  of  Siberia^  allu¬ 
red  by  certaine  of  his  Captains,  to  leaue 
his  owne  Country,  by  offers  of  great  en¬ 
tertainment,  and  pleafanter  life  with  the 
'  Ruffe  Emperor jthen  he  had  in  Siberia,  He 
was  brought  in  this  laf^  yeare,  and  is  now 
with  the  Emperor  at  Mosko  well  entertai¬ 
ned. 

This  may  be  (Moi the  Ruffe  pradife, 
wherefoeuerhe  rulcth,  cither  by  right  of 
Inheritance, or  by  Conqiieft. 

Firftjhee  bereaueth  the  Country  of 

Armour,  and  other  meanes  of  defence, 
which  he  permitteth  to  none,  but  to  his 
Boiarskeis  oncly. 

Secondly, he  robbeth  them  continu¬ 
ally  of  their  n^ony  and  commodities,  and 
Icaueth  then^  bare,  with  nothing  but  their 
bodies  andliues^  within  certaine  yeares 
compafle. 

Thirdly, hce  renteth  and  diuideth  his 
Territories  into  many  fmall  pieces,  by  fe- 
uerall  gouernmcncs;  fo  that  none  hath 
much  vndcr  him  to  make  any  ftrength, 
though  he  had  other  opportunities. 

Fourthly, 
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Fourthly , he  gouerneth  his  Countries 
by  men  of  fmall  reputation ^and  no  pow¬ 
er  of  themfelues^  and  ftrangers  (in  thofc 
places)  where  their  gouernment  lycth. 

Fiftly»he  changeth  his  Gouernors  once 
a  ycarc  ordinarily,  that  there  grow  no 
great  liking,  ndr  intiernefle  betwixt  the 
people  and  them,  nor  acquaintance  with 
the  enemy,  if  they  lie  towards  the  Bor¬ 
ders. 

Sixtly,  hec  appojntcth  in  one  and  the 
fame  place  aduerfary  Gouernors, the  one 
to  be  as  Controller  of  the  other,  as  the 
Dukes  and  Diacks  .*  where  (by  mcanes  of 
their  enuies  and  emulations)itherc  is  leffe 
hurt  to  be  feared  by  their  agreement,  and 
himfelfeis  better  informed  what  is  done 
amiffe.  r!  . 

Scucnthly,he  fendeth  many  times  into 
cuery  Prouince  fecret  Meflengers  (offpe- 
ciall  cruft  about  him)  as  intelligencers,  to 
pry  and  hearken  out  what  is  doing,  and 
what  is  amifle  there.  And  this  is  ordinary, 
though  it  be  fudden,  and  vnknowne  what 
time  they  will  come. 

j  Their  neighbours  with  whom  they 
haue  greateft  dealings  and  intercourfe, 
both  in  peace  and  warre,  arc  firft  the  Tar¬ 
tar  :  Secondly  the  Poloman ,  whom  the 
RuJJeciWQ,x\i  Laches^  noting  the  firft  Au¬ 
thor  or  Founder  of  the  Nation,  who  was 
called  Laches  or  Leches^  whercunto  is  ad¬ 
ded  Po^  which  fignificth  People^  and  fo  is 
made  PoUches,  that  is^  die  People  or  poHe- 
rity  of  Laches  ivthich  the  Latmes(2^(icr  their 
manner  of  writing)call  Polanos.l  he  third 
^xexhtSwedens,  '\\\t.?olonians  and^w- 
arc  better  knovvnc  to  thefc  parts  of 
Europe are  the  Tartars^  that  are  far- 
theroff  from  vs  (asbeeingof  ^4)  and 
diuided  into  many  Tribes,  different  both 
in  name  and  gouernment  one  from  ano¬ 
ther.  \ 

The  greateft  and  mightieftof  them  is 
the  chrim  Tartar^  (whom  fomc  call  the 
Great  cham)  that  lyetb  South,  &  South- 
eaftward  from  Rufsia^  and  doth  moft  an¬ 
noy  the  Country  by  often  inuafions,co- 
monly  once  cuery  y eare,  fometime  ente¬ 
ring  very  fnrre  within  the  inland  parts.  In 
the  ycare  1 571.be  came  as  far  as  the  Cic- 
ticof  with  an  Army  of  two  hun¬ 
dred  thoLifand  men,  without  any  battailc, 
or  refiftance  at  all,  for  that  the  /?/j^eEm- 
peror  (fiienJua^FUJilorvich)  leading  forth 
his  Army  to  encounter  with  himjmarch- 


cd  a  wrong  way ;  but  (as  it  was  thought) 
ofvery  purpofe,  as  not  daring  to  aduen- 
ture  the  Ficlde,  by  reafon  that  he  doubt¬ 
ed  his  Nobility  and  chccfc  Captaincs, 
of  a  meaning  to  betray  him  to  the  Tar¬ 
tar. 

The  Cittie  hce  tookc  not, but  fired  the 
Subburbs,  which  by  reafon  ofthe  build- j  yhe  firing  of 
ings(which  are  al  ofWoodjWithout  any  Moskobythc 
Scone,  Brick  or  Lime,  fauc  cercainc 
roomes)  kindled  fo  quickly,  and  went  on  *  ycarc  xj/i, 
-with  fuchrage;  as  that  itconfumed  the 
greateft  part  ofthe  Citty,  almoft  within 
the  fpace  of  fourc  hotircs,  being  of  thirty 
miles  or  more  of  compafTe.  Then  might 
you  haue  feenc  a  lamentable  Ipedacle : 
bcfidcs^thc  huge  and  mighty  flame  of  the 
Citty  all  on  light  firc,thc  people  burning 
in  theirhoufes  andftreetes,  but  moft  of; 
all,of  fuch  as  laboured  to  pafTc  out  of  the 
gates,  fanheft  from  the  enemy  5  where 
meeting  together  in  a  mightic  throng,  8e 
fo  preffing  cuery  man  to  preuent  ano¬ 
ther;  wedged  thcmfelues  lo  faft  within  a  ftrangc  ac- 
the  gate  and  ftreetes  necrc  vnto  ic,  as  that  as  eucr 

three  rankes  walked  one  vpon  the  others  ^**^®*'^ 
head  ,thc  vppermoft  treading  down  thofc 
that  were  lower ;  (b  that  there  pe^ifhed  at 
that  time  (aswasfaide)  by  the ‘fire  &  the 
preafejthe  number  of  eight  hudred  thou- 
fand  peoplcjor  more. 

TheChrim  thus  bailing  fired  the  City, 
and  fed  his  eyes  with  the  fight  oi  it  all  on  TheChrimi 
a  light  flamc^returned  with  his  Army, and  Salutation  to 

fent  to  the  Rufe  Emperor  a  Knife  (as  was  '  ^ 
faid)  to  ftick  himftlfc  withall :  vpbraiding 
this  Ioffe,  and  his  defperate  cafe,  as  not 
daring  eythcr  to  mccte  his  enemy  inthc' 
ficlde,  nor  to  truft  his  friends  nor  fubiedfs  | 
at  home.  The  principall  caufc  ofthis 
continual!  quarrell  betwixt  the  Rujfe  and  Thcquarrcll 
the  Chrim^xs  for  the  right  of  certaine  bor.  ‘ 
der  parts, claimed  by  the  Tartar^  but  pof-  Tartar, 
refled  by  the  Rufe.  The  Tartar  alleadg- 
.cih,  that  befides  AUracart^  &  Cax^an  (that 
are  the  ancient  poffclEon  of  the  Eaft  Tar¬ 
tar)  the  whole  Country,from  his  bounds 
North  and  Weft  ward, fo  farre  as  the  Ci¬ 
ty  of  Afoskoy  and  Mosko  it  felfe,  pertai- 
ncth  to  his  right#Which  feemeth  to  haue 
bin  true, by  the  report  of  the  Ruffes  them- 
fclucsjthat  tell  of  a  certaine  homagCjthat 
was  done  by  the  Ruffe  (eucry 

ycarc)  to  the  Great  Chrim  or  Chamy  the 
Ruffe  Empcroiir  ftandingonfoote,  and 
feeding  the  Chrims  Horfc  ( him-fclfc 

fitting 
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fitting  on  his  back)  with  O  .ucs  out  of  his 
owneCap,  infteadofaBoulc  orMoUin- 
ger,  and  that  within  the  Caftle  of  Mosh. 
And  this  homage  (they  fay)  was  done  till 
the  time  of  grandfather  to  this 

man*  Who  furprizing  the  Chrim  Empe- 
rour  by  a  ftratagem,  done  by  one  of  his 
Nobility  (called  iMn  Demetrowkh  Belf- 
chey)  was  content  with  this  ranfomCj  viz. 
with  the  changing  ofthis  homage  into  a 
tribute  of  Furres :  which  afterwards  alfd 
was  denied  to  be  paide  by  this  Emperors 
Father. 

Hereupon  they  continue  thequarrellj 
the  defending  his  Country,  &  that 

which  he  bath  won,  the  Chrim  Tartar 'm- 
uading  him  once  or  twice  euery  yeare, 
(bmetime  about  Whitfontide,  but  oft- 
nerin  Harueft,  What  time, if  the  great 
C ham  or  Chrim  come  in  his  o  wne  perfon, 
hce  bringeth  with  him  a  great  Armv  of 
an  hundred  thoufand,  or  two  hundred 
thoufandmen.  .  Otherwife,  they  make 
ftiort  and  fudden  roads  into  the  Country 
withlelTcr  numbers,  running  about  the  ' 
lift  ofthe  border,  as  wildeGcefe  die,  in-  | 
uading  and  retiring  where  they  fee  adiian- 
tage.  ,  I 

Their  common  praftife  (beeingvery 
populous)  is  to  makediuers  Armies,  and 
fo  drawing  the  Ruffe  to  onc^or  two  places 
of  the  Frontiers,  to  inuadc  at  fome  other 
place, that  is  left  without  defence.  Their 
manner  of  fight, or  ordering  of  their  For- 
ces3ismuch  after  the  manner  (fpo- 

ken  of  beforc)faue  diat  they  arc  all  horfe- 
men,  and  carry  nothing  clfe  but  a  Bowe, 
afheafeof  ArroweSj&afauIchonfword 
after  the  Turkifh  fafhion.  They  are  ve¬ 
ry  expeit  horfemcn,  and  vfe  to  fhootc  as 
readily  backward,  as  forward.  Some  will 
haue  ahorfemans  ftaffe  like  vnto  aboarc 
fpeare,befides  their  other  weapons.  The 
common  Soldiour  hath  no  other  armour 
then  his  ordinary  apparcll,  viz.  a  blacke 
fl'icepesskinne,  with  thevvooll  fide  out¬ 
ward  in  the  day  time,  and  inward  in  the 
nighttime,withacapof  the  fame.  But 
their  Morfeysot  Noblemen  imitate  the 
Turkebothin  apparell  and  armor.When 
they  are  to  pallcouera  Riuerwiih  their 
Army,  they  tyc  three  or  foure  borfes  to¬ 
gether,  and  taking  long  Poles  or  pieces 
of  wood,  binde  them  faft  to  the  tayles  of 
their  horfes :  fo  fitting  on  the  Poles  they 
driuc their  horfc  oucr.  Ac handy-ftrokes 


(when  they  come  to  ioyne  bartaile)  they 
are  accounted  farre better  men  then  the 
people,  fierce  by  nature,  but  more 
hardy  and  bloudy  bycontinuall  prailife 
of  warre :  as  men  knowing  no  parts  of 
peace, nor  any  ciuill  pradfife. 

Yet  their  fubtilty  is  more  then  may 
feeme  to  agree  with  their  barbarous  con¬ 
dition  .  By  rcafon  they  arc  praiftifecl  to 
inuade  continually,  and  to  robbe  their 
neighbours  that  border  aboiit  them^  they 
are  very  prcgnanr,and  ready  wittedtode- 
uife  ftratagems  (vponthefCiddcn)  for 
their  better  aduantage.  As  in  their  war 
again  ft  Be  ala  the  fourth  jKing  of  Hungary^ 
whom  they  inuaded  with  fine  hundred 
thoufand  men,  and  obtained  againft  him 
a  great  vidory.  Where  (among  other) 
hailing  flajne  his  Chancellor,  called  Nk 
chola^s  Schimck‘^  they  found  about  him 
the  Kings  priiiy  Seale.  Whereupon, they 
dcuifed  prefently  to  counterfsic  Letters 
in  the  Kings  Name,  to  the  Citties  and 
Townes  next  about  the  place,  where  the 
field  was  fought  3  udth  charge,  that  in  no 
cafe  they  fliould  conucy  tbemfcliies  and 
their  goods  out  of  their  dwellings, where 
they  might  abide  fafely  without  allfearc 
ofdangerjand  not  Icaue  the  Country  de- 
foIate,to  the  poffcffinn  of  fo  vile  and  bar' 
barons  an  enemy,  as  was  the  Tartar  Na¬ 
tion,  tearming  themfelues  in  all  reproch- 
fullmanner^ 

For,notwithftandingbehad  loft  his 
carriages ,  with  fome  few  ftraglersthat 
had  marched  diforderly  ^yet  hec  doubted 
not  but  to  recoiier  that  Ioffe,  with  theac- 
cefte  ofa  notable  viddory,  if  the  fauage 
74r/^4rdur ft  abide  him  in  the  field .  To 
this  purpofe,  hailing  written  their  letters 
in  the  Poltfh  Charades,  by  certaine  yong'? 
men  whom  they  tookein  thefielde,  and 
figned  them  with  the  Kings  Scale  3  they 
difpatcbcd  them  foorth  to  all  the  quarters 

Hungary  lay  ncare  about  theplact. 
Whereupon  the  Hungarians^  that  were 
now  flying  away  with  their  goods, wiucs^ 
and  children,  vppon  the  rumour  of  the 
kings  oucrthrow,taking  comfort  by  thefc 
counterfeit  Lettcrs3ftaied  at  home.  And 
fo  were  made  a  prey,  being  furprized  on 
the  fudden  by  the  huge  number  ofthefe 
Tartars y  that  had  compalfcd  them  about 
before  they  were  aware. 

Wftien  they  bcficge  a  Townc  or  Fort,’ 
they  offer  much  Parley  j  and  fend  many 
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flattering  meflages  to  perfwade  a  furren- 
der^propiifing  all  thing?  that  thclnhabi- 
tants  will  require :  but  being  once  poffef- 
fed  of  the  placejthey  vfe  all  manner  ofbo- 
ftilityjand  cruelty .  This  they  do  vpon 
a  rule  they  haue,  viz.  That  lufikeisto  bee 
fra^ifed  but  tovPArds  their  owne.  They  en¬ 
counter  not  lightly,  but  they  haue  fomc 
ambufhjwhcrcunto  (bailing  once  (hewed 
themfclueSa  and  made  fomc  (horc  con- 
(lift)  they  retire,  as  rcpulfed  for  fcare,  and 
fo  draw  the  enemy  into  it  if  they  can.  But 
the  Ruffe  being  wcl  acquainted  with  their 
pradife,  is  more  wary  of  them .  When 
they  come  a  rouing  with  fome  final  num- 
hety  they  fet  on  horfebacke  counterfeit 
(hapes  of  men,  that  their  number  may 
feemc  greater. 

When  they  make  any  onfet,  their  man¬ 
ner  is  to  make  a  great  fhoute,  crying  all 
out  togethcr,0&  OUa,  Billa^God  help 
<vsfiod  helpe  ^)s.  They  contemne  death  ^ 
fo  much,  as  that  they  chufe  rather  to  die, 
then  to  yeeld  to  their  enemy,  &  are  fecne 
(when  they  arc  flaine)  to  bite  the  very 
weapon  when  they  are  paft  ftriking,  or 
helping  of  rhemfelues.  Wherein  appea- 
reth,  how  diffrent  the  Tartar  is  in  his  dc(^ 
peratc  courage, from  the  Ruffe  and  Turke, 
For  the  Ruffe  Souldior,  if  hce  begin  once 
to  rctire,putteth  all  hisfafety  in  hisfpee*^ 
dy  flight.  And  if  once  he  be  taken  by  his 
encmy,hc  neither  defend€thhimfclfc,nor 
intteateth  for  his  Iife,as  reckning  ftraight 
to  die .  The  Turke  com  monly,whcn  hee 
is  paft  hopcofefcaping,  fallcthto  entre- 
tie,and  cafteth  away  his  weapon,  offereth 
both  his  hands,3ndholdeth  them  vp,asit 
were  to  be  tied :  hoping  to  fane  his  life, 
by  offering  himfelfe  bondflaue. 

The  cheefe  booty  the  Tartars  feckc 
for  in  all  their  warsjis  to  get  ftore  of  cap- 
tiucs,(pccially  yong  boics  and  girles,who 
they  fell  vnto  theTurkes,  or  other  their 
neighbours.  T o  this  purpofe  they  take 
with  them  great  Baskets,  made  like  Ba¬ 
kers  Panniers, to  carry  them  tenderly, and 
if  any  of  them  happen  to  tier, or  to  be  fick 
on  the  way,  they  da(h  him  againft  the 
ground,  or  fome  tree,  andfo  Icaiie  him 
dead .  The  Soldiours  are  not  troubled 
with  kcepingthe  Captiucs,and  the  other 
bootie,  for  hindering  the  execution  of 
their  warsj  but  they  haue  ccrtainc  bands 
that  intend  nothing  elfc,  appointed  of 
purpofe  to  rccciuc  and  keepe  the  Cap- 


dues  and  the  other  prey. 

ThcRuffehovdcjiS  (being vfed  to  their 
inuafions  lightly  eucry  ycarc  in  the  Sum¬ 
mer)  keepe  few  other  Cattell  on  the  bor¬ 
der  parts,  fauc  Swine  oncly,  which  the 
Tartar  ml  not  touch, nor  driuc  away  with 
him:  for  that  he  is  ofcheTurkHh  religi- 
and  will  eatc  no  Swines  flefh .  Of 
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on 


Chrift  our  Sauior,  they  confeflTc  as  much 
as  doth  the  Turk  in  his  Alkaron,vi2.That 
he  came  of  the  Angell  Gabrief  &  the  Vir¬ 
gin  Mary^  that  he  was  a  great  Prophet,  & 
(hall  be  the  fudge  of  the  world  at  the  laft 
day.  In  other  matters  fikcwile,  they  are 
much  ordered  after  the  manner  and  dirc- 
dionof  theTurke;  hauing  felt  the  Tur- 
ki(h  Forces,  when  hce  wonne  from  them 
^x>ou,znd  Cafa^  with  fomc  other  townes 
about  the  Euxine^ox  Blacke  Sea^  that  were 
before  tributaries  to  the  ChrimTartarSo 
that  now  the  Emperor  of  the  Chrims  (for 
the  moft  part)  is  chofen  fome  one  of  the 
Nobility,  yvhom  the  Turke  doth  com¬ 
mend  :  whdeby  it  is  brought  now  to  that 
palfc,  that  the  Chrim  Tartar  giucth  to  the 
the  tenth  part  of  the  (poilc,  which 
he  getteth  in  his  wars  againft  the  Ghrifti- 
ans. 

Heerein  they  differ  from  the  T urkifh 
Religion, for  that  they  haue  ccrtainc  idoll 
puppets,made  of  filkCjOr  like  ftuffe,of  the 
frlhion  of  a  man, which  they  faften  to  the 
doore  of  their  walking  houfes,  to  bee  as 
or  keepers  of  their  houfe.  And 
thefe  Idols  are  made  not  by  alfbut  by  cer- 
taine  religious  women,  which  they  haue 
among  them, for  that  and  like  vfes.  They 
hauebefides,  the  image  of  their  King  or 
Great  Cham^  ofanhugebignelfe,  which 
they  ered  at  cuery  ftage,  when  the  Army 
marcheth':  and  this  cuery  one  muft  bend 
andtibow  vnto  as  he  paffeth  by  it,  behec 
Tartar ^ox  ftranger.  They  are  muchgi- 
uen  to  witchcraft,  and  ominous  conicc- 
tures,  vpon  cuery  accident  which  they 
heare  or  fee. 

In  making  of  marriages,thcy  haue  no 
regard  of  alliance  or  conianguinity.  Onc¬ 
ly  with  his  Mother, Sifter, and  Daughter, 
a  man  may  not  marry,  and  though  hee 
take  the  woman  into  his  houfe,  and  ac¬ 
company  with  her  5  yet  hce  accounteth 
her  not  for  his  Wife,  till  he  haue  a  childc 
by  hcr.Thcn  he  beginneth  to  take  a  dow¬ 
ry  of  her  friends, of  Horfe,  Sheep,  Kinc, 
&c.  If  (he  bee  barren,  after  a  ccrtainc 
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time  jhc  turneth  her  home  agayiie. 

Voder  the  Emperour  they  hauc  ccr- 
tayncD'j’<cSjWham  thzy  cM  Mjrfeis,  or 
'Dimym)rfels  :  that  rule  ouer  a  certayne 
number  of  cenne  thoufand,  twenty  thou- 
fand,  or  forty  thoiifanid  a  pecce,  which 
they  call  Hjjrds .  When  the  Emperour 
hath  any  vfe  olchem  to  ferue  in  his  wars, 
they  arc  bound  to  come ,  and  to  bring 
with  them  their  Souldicrs  to  a  certayne 
number ,  eucry  man  with  his  two  horfe  ^ 
at  the  lead,  the  one  to  ride  on,  the  other 
to  kill  5  when  it  commeth  to  his  turne  to 
hauc  his  horfe  eaten.  For  their  chiefe  vit- 
tailc  is  horfe  fleflij  which  they  cate  with¬ 
out  bread,  or  any  other  thing  with  it.  So 
that  if  a  Tartar  be  taken  by  a  Rujfe^z  fhal 
be  fure  lightly  to  finde  a  horfe  legge ,  or 
fome  other  part  of  him  hanging  at  his 
faddlebowe. 

This  laftyeare, when  I  was  ^tthc  Mo f- 
cOy  came  in  one  Kiriach  Morfey^  Nephew 
to  the  Emperour  of  the  chrims  that  now 
is  (  whofe  father  was  Emperour  before) 
accompanied  with  ^4,  hundred  Tartars. 
and  his  two  wiucs ,  whereof  one  was  his 
brothers  widdo w .  Where  being  enter- 
tayiicd  in  very  good  fort  (after  the  Ruffe 
manner)  he  had  fent  vnto  his  lodging  for 
his  welcome ,  to  bee  made  ready  for  his 
fupper  and  his  companies,  two  very  large 
and  fatte  horfes,  ready  flayed  on  a  fledde.' 
Tjiey  preferre  it  before  other  flefh,  bc- 
caufc  the  meatc  is  ftrongcr  ( as  they  fay ) 
then  bcefcj  mutton,  and  fuch  like.  And 
yet  (which  is  marucll)  though  they  forue- 
all  as  horfcmcn  in  the  warreSjand  cate  ail 
of  horfe  flefo ,  there  are  brought  ycarely 
to  the  Mofeo ,  to  be  exchanged  for  other 
commodities,  thirty  or  fortie  thoufand 
Tartar  horfes,  which  they  commonly  call 
cones. 

They  keepe  alfo  great  hearcls  of  kine, 
and  flockes  of  blacke  iTieepe ,  rather  for 
the  skinnes  and  milke  ( which  they  carrie 
with  them  in  great  bottles )  then  for  the- 
vfe ofthe flefh,  though  fometimes tiiey 
eateofit.  Some  vfe  they  hauc  ofRice, 
Figges,  and  other  Fruites .  They  drinke 
milke  or  warme  blood,  and  forthemoft 
part ,  carde  them  both  together  •  They 
vfefometimes  (as  they  doe  rrauell  by  the 
way)  to  let  their  horfes  blood  in  a  vcinc, 
and  to  drink  it  warmc,  as  it  comcch  from 
his  body. 

Townesthydo  plant  none,  nor  other 


ftanding  buildings,  but  haiie  walking  hon 
fes, which  the  Latines  callV^'//, built  vpon 
wheeles,  like  vnto  a  Shepheards  cottage. 
Thcfe  they  draw  with  them  whither  foe- 
tier  they  goc ,  drilling  their  cattaiic  with 
them.  And  vvhe  they  come  to  their  ftage, 
or  ftanding  place,  they  plant  their  Cart- 
hoiifes  very  orderly  in  a  ranke ;  and  fo  do 
make  the  forme  of  the  ftreetes ,  and  of  a 
large  towne .  And  this  is  the  manner  of 
the  Emperour  himfelfe ,  who  hath  no  o- 
ther  fcate  of  his  Empire, but  an  Agora^  or 
towne  of  wood  ,  that  mooiierh  with  him 
whither  focucr  he  goeih .  As  for  the  fix-  j 
cd  and  ftanding  buildings  vfed  in  other  1 
Countries  ,  they  fay  they  arc  vnwholc- 
fome  and  vnpleafanr. 

They  beginne  to  mooue  their  houfes 
and  cattaile  in  the  Spring  time,  from  the  ! 
South  part  of  their  Countrey  towardcs 
the  North  parts .  Andfo  drilling  on  till 
they  haue  grafed  all  vp  vnto  thefartheft 
part  Northward ,  they  returnc  backe  a- 
gayne  cowardes  their  South  Countrey 
(where  they  continue  all  the  winter  )  by 
ten  or  t welue  miles  a  ftage :  in  the  meane 
while,  the  graflTc  being  fprung  vp  againe, 
to  ferue  for  their  caxtaile  as  they  retiirne. 
From  the  border  of  the  Shalcan  towardcs 
the  Caffian  Sea ,  vnto  the  Ruffe  frontires, 
they  haue  a  goodly  Countrey,  fpecially 
on  the  South  and  Soiich-eaft  parts ,  but 
loft  forlacke  of  tillage. 

Of  money  they  haue  no  vfe  at  all ,  and 
therefore  prefer  Braffe  and  Steele  before  | 
other metralls,  cfpcciallybiiilate,  which 
they  vfe  for  Swords,  Knincs ,  and  other 
ncceflaries .  '  As  for  Golde  and  Siluer, 
they  negled  it  of  very  purpofc ,  (  as  they 
do  all  tillage  oftheir  ground)  to  be  more 
free  for  their  wandring  kindeoflife,  and 
to  keepe  their  Countrey  leffe  fubiedto 
iniiafions.  Which  giueth  them  great  ad- 
uantage  againft  all  their  neighbours, euer 
inuading,  and  neucr  being  inuaded.  Such 
as  hauc  taken  vpon  them  to  inuade  their 
Countrey  (as  of o!de  time  Cyrus  and  Da¬ 
rius  Hyjla^is ,  on  the  Eaft  and  Soiitheaft 
fide  )  haue  done  it  with  very  ill  fuccefle, 
as  we  finde  in  the  Stories  written  ofthofo 
times.  For  tiieirmanneris, when  any  will 
inuade  them, to  allure  and  draw  them  on, 
by  flying  and  rcculing  (as  if  they  were  af- 
fraid)  vntill  they  hauc  drawne  them  feme 
good  way  within  their  Countrcy.Thcn, 
when  they  beginne  to  want  vutaile  and 
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Other  neceflaries  (as  needesthey  muft 
where  nothing  is  to  bee  had)  to  flop  vp 
the  paflagesjand  cnclofc  them  with  mul- 
tiiudcs.By  which  ftratagem  (as  wcereade 
inLaonict^  Chakocondylo'S  inhisTurkifh 
ftory)  they  had  well  nigh  fiirprized  the 
great  and  huge  Army  of  Tamberlaine-^ 
but  that  he  retired  with  al  (peed  he  could, 
towards  the  Riuer  X^tnais^  or  Don^  not 
without  great  lofle  of  his  men,  and  car¬ 
riages. 

In  the  ftory  of  Viichymerim  the  Greeke 
(which  hee  wrote  of  die  Emperours  of 
Conftantinople^iiom  the  beginning  of  the 
Reignc  of  Mkhael  PaUologu^yto  the  time 
of  Androniw  the  cider)  I  remember  hee 
,  telleth  (to  the  fame  purpofc)of  one  No- 
\ga^s^2.  Tartarian  Captaine vnder  Cax^an^ 
the  Emperor  of  the  Eaft  Tartars  (ofwho 
theCitry  and  Kingdomeof  Cax^an  may 
feeme  to  haue  taken  the  denomination), 
whorefufed a  Prefentof  Pearle &  other 
lewelsjfent  vnto  him  from  Michael PaU- 
ologus :  Asking(vvithall)  for  what  vfe  they 
ferued,  and  whither  they  were  good  »to 
kcepe  away  fickneffe^death,  or  other  mif- 
fortunes  of  this  life,or  no  ^  So  that  it  fee- 
methjthey  haue  ciier  (or  long  time)  bene 
of  that  minde,  to  value  thii^s  no  further, 
then  by  the  vfcjand  ircccflTtyfor  which 
they  feruc. 

For  perfon  and  completion,  they  haue 
broad  and  flat  vifages,  of  a  tanned  co¬ 
lour  into  yellow  and  blacke,  fierce  and; 
cruelllookes,  thin  haired  v-ponthe  vpper 
lip,  and  pit  of  the  chin,  light  and  nimble; 
bodied,  with  fhortlcggesjas  if they  were 
made  naturally  for  Horfemcn.*  whereto, 
they  pratife  ihemfelues  from  their  child¬ 
hood,  fiidome  going  afoote  about  any 
bufiiieffe.  T  heir  fpecch  is  very  fudden 
and  loud/peaking  as  it  were  out  of  a  deep 
hollow  throate .  When  they  fing,  you 
would  thinke  a  Cow  lowed ,or  fome  great 
bandog  howled. Their  greateft  exercife  is 
fhboting,wherin  thpy  traine  vp  their  chil¬ 
dren  from  their  very  infancy,  not  fuffring 
them  to  cate,til  they  haue  ftiot  necre  the 
marke  within  a  ccrtainc  fcantlin g.  They 
arc  the  very  fame,  that  (fometimes)  were 
called  ^  Scytha  Nomades^  or  the  Scythian 
Shepheards^  both  bythcGreekcs  andLa- 
tincs. 

Some  thinke,  that  the  Turkestooke 
their  beginning  from  the  Nation  of  the 
Chrim  Tartars.  Of  which  opinion  is  £4^- 


nic us Chalcocondy Us  ihQ  Greeke  Hiftori- 
ographer,in  his  firft  Booke  of  his  Tiirk- 
ifh  ftory.  Wherein  he  followeth  diucrs 
very  probable  conicfturcs. 

The  firft,  taken  from  the  very  name  it 
fe!fe,for  that  the  word  fignificth  a 
Shepheard,  or  one  that  followeth  a  va¬ 
grant  and  wildc  kinde  of  life.  By  which 
name  thefe  Scythian  Tartars  haue  euer  bin 
noted, being  called  by  the  Gtecks^Skuthai 
Nomadesfix.  ihc  Scythian  Shepheards. 

His  fccond  rcafon,  becaufe  the  Turkes 
(in  his  time)  that  dwelt  in  Ajia  the  leffe^xo 
wit, in  Lydia^Coria^  phrygia^znd  Cappado¬ 
cia^  fpake  the  very  fame  Language  that 
rhefe  did,  that  dwelt  betwixt  the 

Riuer  T anais  or  Don^  and  the  Country  of 
Sarmatky  which  (as  is  well  knownej  arc 
thefe  Tartars  called  Chrims.  At  this  time 
alfb,  the  whole  Nation  of  the  Turks  dif¬ 
fer  not  much  in  their  common  fpeech 
from  theTartdr  Language# 

Thirdly ,  becaufc  the  Turke  and  the 
chrim  Tartar  agree  fo  well  together,  as 
well  in  Religion^  as  matter  of  Trafficke, 
neuer  inuading,  or  iniurying  one  ano¬ 
ther  .*  fane  that  the  Turke  (fince  Laonicus 
histime/hath  encroached  vppon  fome 
Towns  vpon  xhe'^Euxine  Sea,  that  before 
pertained  to  the  Chrim  T mar. 

Fourthly  ^becaufc  Orcogules  forme  to 
Ogux^alpeSyZnd  (Father  to  Ottomany  the 
firft  of  name  of  the  Turkifh  Nation) 
made  his  firft  r odes  out  of  thofe  partes  of 
Afiay  vpon  the  next  borderers,  til  he  cam 
‘  towards  the  Countreyes  about  the  Hill 
T'4//r/^,w^hereheouercaine  the  Greekes 
’  that  inhabited  there;  and  fo  enlarged  the 
name  and  territory  of  the  TurkifhNati-  ' 
on, till  he  came  to  Eubcea  and  Attica,  and 
other  parts  of  Greece.  This  is  the  opini¬ 
on  of  Laonicus^  who  lined  amongeft  the 
Turkes,in  the  time  the  fixte 

Tnrkifti  Emperor, about  the  year  1400. 
when  the  memory  of  their  originall  was 
more  frefhrand  therefore  the  likelycr  hee 
was  to  hit  the  truth. 

There  arc  diuers  other  that  bor¬ 

der  vpon7?/^/4,  as  the  Ndgaies ,  the  Che- 
remifens^  the  Mordmtes,  the  C hir caffes y  8<: 
the Shalcans,  which  all  differ  (in  name, 
more  then  in  Regiment,  or  other  condi¬ 
tion)  from  the  Tartar^  except  the 

Chtr caffe s,th%thordex  South- Weft,  to¬ 
wards  Lituanky  and  arc  farre  mote  ciiiill 
then  the  reft  of  the  Tartars  5  of  a  comely 
J _  ’  perfbn, 
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perfotijand  of  a  ftately  bchauiour,  as  ap¬ 
plying  thcmfelues  to  thcfafiiion  of  the 
Pclonian .  Some  of  them  haue  fubicc- 
ted  themtelucs  vnto  the  Kings  of  Poland, 
and  profeCTe  Chriftianity.  The  Nagay 
lyeth  Eaftward,  and  is  reckoned  for  the 
beft  man  of  warre  among  all  the  Tartars^ 

but  very  fauage  and  crueliabouc  all  the 
reft. 

The  cheremifen  Tartars ^  that  lye  be¬ 
twixt  the  RU'ffi  and  the  Nagay  ^  are  of  two 
torts,  the  Lugauoy  ^tbat  is  of  the  Valley) 
Nagoruay  ^  or  of  the  hilly  Coun¬ 
try  •  Thcfc  haue  much  troubled  the 
Emperours  of  Rufsia  •  And  therefore 
they  are  content  now  to  buy  peace  of 
them,  vndcr  pretence  of giuing  a  yearely 
penfton  of  commodities,  to  their 
Morfeis^ox Diu(ymorfeu^  that  are  cheefe 
of  their  Tribes.  For  which  alfo  they  arc 
bound  to  ferue  them  in  their  wars,  vnder 
ccrtainc  conditions  *  They  are  faide  to 
be  iuft  and  true  in  their  dealings  .•  and  for 
that  caufe  they  hate  the  Ruffe  people, 
whom  they  account  to  bee  double,  and 
falle  in  all  their  dealings .  And  there¬ 
fore  the  common  fort  arc  very  VnwilJing 
to  keepe  agreement  with  them,  but  that 
they  arc  kept|in  by  their  Morfeis  fox 
Dukes  for  their  penfions  fake.  •  f 

The  moft  rude  and  barbarous  is'Coun-' 
lQAA\c\Mordwit€ Tartar^  that  hath  many 
felfc-fafliions,  andftrangc  kindes  of  bc¬ 
hauiour, differing  from  the  reft.  For  his 
Religion,  though  hec  acknowledge  one 
God,  yet  his  manner  is  to  worlhippc  for 
Godjthat  liuing  thing,  that  hec  firft  mec- 
teth  in  the  morning,  and  to  fweare  by  it 
all  that  whole  day,  whether  it  be  Horfc, 
Dogge,  Cattc,  or  whatfbeuer  elfc  it  bee. 
When  his  friend  dieth,  he  killcth  his  beft 
Horfc,  and  hauing  flayed  off  theskinne, 
he  carrieth  it  on  high  vppon  a  long  Pole, 
before  the  corpes  to  the  place  ofburiall. 
This  hec  doth  (as  the  Ruffe  faith)  that 
his  friend  may  haue  a  good  Horfe  to  car* 
ry  him  to  Heaueri :  but  it  is  likelier  to  de¬ 
clare  his  lone  towards  his  dead  friend,  in 
that  he  will  haue  to  die  with  him  the  belt 
thing  that  he  hath. 

Next  to  the  Kingdomc  of  Aftracan, 
that  is  the  fartheft  part  Soiuheaftward  of 
the  Rujfe  Dominion,  lyeth  the  shaicans^ 
and  the  Countrey  of  Media :  whether  the 
Ruffe  Merchants  trade  for  raw  filkes,  fyn- 
don,(aphion,  skins,  and  other  commodi¬ 


ties.  The  chiefe  Towne^  of  Media  where 
the  Ruffe  tradcth,are  Derbent  (built  by 
lexander  the  great, as  the  Inhabitants  fay) 
and  ZdmachiOy  where  the  ftaple  is  kept  for 
rawc  filkcs.Their  manner  is(in  the  Spring 
time)  to  rcuiue  the  filke-worms  (that  lye 
dead  all  the  Winter)  by  laying  them  in 
the  warme  Sun,  and  to  haften  their  quickr 
ning,  that  they  may  (boner  goe  to  worked 
to  put  them  into  bags, and  (b  to  hang  the 
vndcr  their  childrens  armes.  As  for  the 
W ormc  called  Chrinijin  (as  wee  call  it 
Chrymfon)  that  maketh  coloured  filkc.it  is 
hxQAxiotixxMedia^  hui  'mAffyria,  This 
trade  to  Verbent  icZamachioiox  raw  filks 
and  other  commodities  ofthat  Country, 
as  alfo  into znA  Bougharia^iovfoc 
theRiucr^/^^//,and  through  xhtCafpian 
Sea  5  is  permitted  afwell  to  the  Englilli, 
as  to  the  Ruffe  Merchants,  by  the  Empe¬ 
rors  laft  Graunt,  as  appeareth.  Which 
he  accounteth  (bravery  fpeciallfauour, 
and  might  proouc  indeed  very  beneficiall 
to  all  kinde  of  Merchants,  if  the  trade 
were  well  and  orderly  vftd. 

The  whole  Nation  of  the  Tartars^ 
arc  vttcrly  voidc  of  all  learning,  &  with¬ 
out  written  Law .  Yet  ccrtainc  rules 
they  haue,  which  they  hold  by  tradition, 

I  common  to  all  xhttiooTds^ioxxht  prac- 
tife  of  their  life.  Which  arc  of  this  fort. 

F/Vy?,  To  obey  their  Emferour  and  other 
Magihrates^  whatfoeuer  theycojpmand  4- 
bout  the fublike feruice, 

2.  Except  for  the  publike  behoofe^  euery 
man  to  be freehand  out  of :ontr clement, 

3.  NApriuatemanto  poffejfe  any  Lands ^ 
but  the  rohole  Country  to  be  in  common, 

Tonegle^f  all  daintinejfe  and  variety 
of  meatesy  and  to  content  themfelues  with 
that  which  commeth  next  to  hand^  for  more 

hardneffe.andreadineffein  theexecutmof 
their  affaires,  ■ 

■  5.  Toweareanybafeattirey  andtopatch 
their  cloathesywhether  there  be  any  neede  or 

not :  that  when  there  is  needcy  it  be  no  (hame 

to  weareapatcht  Coate.  *  ^ 

6.  To  take^  or  feale  from  any  fir  anger 
whatfoeuer  they  can  get y  as  bein^  enemies  to 
all  men ^  fane  tofuihas  'willfubie^  them¬ 
felues  to  them, 

7.  Towards  their  owne  Moor d and  Na^ 
tionfo  be  true  inword  and  deed. 

8.  To  fuffer  no  fir  anger  to  conk  within  the 
Realm,  If  atfy  doythe  fame  to  be  bond- flaue  to 
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hm  that  firH  taketh  him^  except  fuch  Mar- 
chanps^  and  other  as  haue  the  T artar  Bully  or 
Pajlport  about  them. 

The  Permians  and  SamoiteSyih^t  do  lie 
from  Rupa^  North  and  Northeaft ,  are 
thought  likewife  to  haue  taken  their  be¬ 
ginning  from  the  Tartar  kinde .  And  it 
may  partly  be  gheffed  by  the  fafhionof 
their  countenance,  as  hauing  all  broade 
and  flat  faces,  as  the  Tartars  haue,  except 
the  Chirchajfe^.  • 

The  I ermians  arc  accounted  for  a  very 
ancient  people  •  They  are  now  fubied 
,tp  the^»^.  They  line  by  hunting  5  and 
trading  with  their  furres ,  as  doth  alfo  the 
Samoyty  that  dwcllcjh  more  towards  the 
North  fea. 

The  Samoyt  hath  his  name  (as  the  Rujfe 
faith)of  eating  himfelfe:  as  ifin  times  paft, 
they  lined  as  Cannibals,  eating  one  an  o- 
ther.  Which  they  make  more  probable, 
bccaufc  (at  this  time)  they  eate all  kinde 
ofraweflefli,  wliaifoeuer  it  be  ,  euenthe 
very  carrion  tlvn:  lyeth  in  the  ditch^  But 
as  the  Samoites  ihemfelues  will  fay,  they 
were  ezVi^di  Samotey  that  is  of themfelucs3 
as  though  they  were  Indigency  orpoore 
people  bred  vpon  that  very  foile,  that  ne- 
uer  changed  their  (cate  from  one  place  to 
another,  as  mofl:  Nations  haue doone. 
They  are  fubied,  at  this  time,  to  the  Em- 
perourof-^/^/rM. 

Italkcd  with  certainc  of  them,  &  finde 
that  they  acknowledge  one  God  j  but  re- 
pfefent  him  by  fuch  things  as  they  haue 
molt  vie  and  good  by.  Therefore  they  do 
vvorfhip,the  Sunne,  theOlIen,the  Lofh, 
and  fuch  like.  As  for  the  ftorie  of Slata  Ba- 
ba^ox  the  Golden  i&<ggc,(which  I  haue  read* 
infomc  Maps  and  Deferiptionsofthefe 
countries,  to  be  an  Idole,  after  the  forme 
of  an  old  woman)  that  being  demaunded 
by  the  Pricfl:,giucs  them  certaine  pracks, 
concerning  the  fuccclTe,  and  euent  of 
things^  I  found  it  to  be  but  a  very  Fable. 
Onely  in  the  Prouince  of  Obdarla,  vppon 
the  Sea  fide ,  ^ncare  to  the  mouth  of  the 
great  riuer  Obda ,  there  is  a  Rocke, which 
naturally  ( beeing  fomewhat  helped  by 
imagination )  may  feeme  to  bcarc  the 
fhape.of  a  ragged  woman ,  with  a  childe 
in  her  armes  (as  the  Rocke  by.the  North 
Cape  the  (hape  of  a  Fryer)  where  the  Ob- 
dor  tan  Samoites  \k  milch  to  rclbrt,by  rea- 
fonofihc  commoditieof  the  place  for 
filhipg ;  and  there  fometimc(as  their  ma- 
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ner  is  )  conceiiie  and  pradife  their  force- 
ries,  and  ominous  coniedurings,  about 
the  good  or  the  bad  Ipeedc  of  their  iour- 
ncys,filhings,  huntings,  and  other  fuch 
like. 

They  arc  clad  in  Seale  skins ,  with  the 
hairic  fide  outwards  downe,as  low  as  the 
knees ,  with  their  breeches  and  ncather- 
ftocks  of  the  fame,  both  men  and  women. 
They  are  all  black  haired, naturally  beard- 
IcflTe .  Therefore  the  men  arc  hardly  dif- 
cerned  from  the  women  by  their  lookes, 
faue  that  the  women  wearc  a  locke  of 
haire  downe  along  both  their  earcs.Thcy 
line  (in  a  mancr)  a  wilde  and  a  fauage  life, 
rouingftill  from  one  place  of  the  coimtiy 
to  anothetjWithout  any  propertyof  houfc/ 
or  land ,  more  to  one  then  to  an  other. 
Their  leader  or  diredcr  in  euery  compa¬ 
ny , is  ihtivPapa  or  Prieft. 

On  the  North  fide  of  Ru^ia  next  vnto 
CorelUy  lyeth  the  Countrey  of  Lappia^ 
which  reacheth  in  length  from  thefar- 
theft  poynt  Northward ,  ( towardcs  the 
North-cape )  to  the  fartheft  part  South- 
eaft  (which  the  Ruffe  calleth  Sweetnefje  or 
Holy  npfc ,  the  Enghfhmen  Capegrace ) 
about  545.  verft  or  miles.  Vxom  Sweet- 
nefje^  tG'  Gmdelox  by  the  way  of  Ferfega 
(which  meafdrcth  the  breadth  of  that 
I  CQuntrey)ispo?miles5or  thcrcabouts.The 
jVyhole  Gouqtrey  (in  a  manner)  is  cyther 
Lakes  or  Mountains,  which  towards  the 
Sea  fide  arc  called  Tondro ,  bccaulethey 
are  all  of  hard  and  craggy  rocke  ,  but  the 
in-land  partes  are  well  furnillied  with 
woods  growing  vpon  the  hilles  fides,the 
Lakes  lying  betweene.  Their  dyet  is  Very 
bareaiidfi.nple.  Bread  they  haue  none, 
but  teed  onely  vpon  fifh  andfowle.  They 
arc  fubiect  to  the  Emperour  of  Rupay 
and  the  two  Kings  of  Sweden  and  Den- 
marke:whkh  all  exa£b  tribute  &cufl:ome 
of  them  (as  was  (aid  before:)but  the  Em¬ 
perour  ofRupa  bcareth  the  greaceft  hind 
oucr  them,  and  exadi  of  them  farre  more 
then  the  reft.  The  opinion  is  ^  that  they 
were  firft  rearmed  Lappes ,  of  their  britfe 
and  (hort  fpeach .  The  Rujfe  diuideth  the 
whole  nation  oiihc  Lappeskto  two  forts. 
The  one  they  call  Nowrtmanskoy  Lapary y  ^ 
that  is ,  the  Horuegtan  Lappes  :  becaufc 
they  be  of  the  Danip  Religion .  For  the 
Danes  &  Noruegtans  they  account  for  one 
people.  The  other thac  haue  no  Religi¬ 
on  at  all,but  line  as  brute  and  Heathcnifti 
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people,  without  God  in  the  world,  they 
call  Dikoy  Lopary ^  or  the  wildc  Lappes. 

The  whole  Nation  is  vtterly  vnlear- 
ncdjhauing  not  (b  much  as  the  vfe  of  any 
AlphabetjOr  Letter  among  them#  For 
pradife  of  witchcraft  and  fbreery,  they 
pa fle  all  Nations  in  the  world.  Though 
for  the  inchantingof  Ships  that  faylca- 
long  their  Coaft  ( as  I  haue  heard  it  re¬ 
ported)  and  their  giuing  of  windes,good 
to  their  friends,  and  contrary  vnto  other, 
whom  they  meane  to  hurt  by  tying  of 
certaine  knots  vpon  a  {lope  (fome-what 
like  to  the  talc  of  JEolus  his  winde-bag)  rs 
a  vcjy  fable,  dcuifed  (asmayfeeme)  by 
themlelues,  to  terrific  faylers  for  com- 
ming  ncare  their  Coaft . Their  Wcaf- 
pons  are  the  long  Bow,and  hand-gunne, , 
wherein  they  CKcxll,  afwell  for  quicknelTc 
to.charge  ariddilcbarge^  asfor  nearnefle 
at  the  marke^by  xeafon  of  their  continual 
pradife  (  whereto  theyc^re  forced),  of 
{hooting  at  wildc  Fowlc.: : 

'  Their  manner  is  (in  Summer  time) 
to  coipe  dowric  in  great  companies  to 
the  fca  {Jde,  to  Wardbuyfe^  'Cold;  Kegor^  & 
the  bay  of  Vtdagoba^  and  there  to  fifti  for 
Cod,  Salmon,  and  But-fi(h  j  which  they 
fell  to  the  Ruffes  '^  Danes ^  and  Norgeuians^ 
and  now  of  late  to  the  Englifh  men,  that 
trade  thither  with  cloth,  which  they  ex¬ 
change  with  the  Lappes  Qiv\A  Coreliansioi 
their  Fi{h,Oyle,&  Furs, whereof  alfo  they 
haue  fomc  ftore#  They  hold  their  Mart  at 
Cola  on  S.Peters  day;  what  time  the  Cap- 
taine  oi  wardhuyfe  (that  is  refiant  there 
for  the  king  of  Denmark)  muft  be  prefent, 
or  at  leaft  fend  his  deputy,to  fet  prices  on 
their  ftockfi(h,traine  oile,furs,  and  other 
commodities;  as  alfo  the  Ruffe  Emperors 
Cuftomer,or  tribute  taker,  to  recciuc  his 
cuftomc,  which  is  euer  payed  before  any 
thing  can  be  bought  or  folde# 

When  their  fifhing  is  done,  their 
manner  is,  to  draw  their  Carbaffes ,  or 
Boateson  iliorc,  and  there  to  Icaue  them 
with  ihckcele  turned  vpwards,  till  the 
next  fpring  tide.  Their  trauaile  too  and 
fro,is  vponfleds,  drawneby  the  Ollen 
Deere :  which  they  vfe  to  turne  a  grazing 
all  the  Summer  time,  in  an  Wand  called 
Ktlden  (of  a  very  good  foyle,  compared 
with  ocher  parts  of  that  Country)  and  to¬ 
wards  the  Wintertime,  when  the  Snow 
bcginnethtofall,  they  fetch  them  home 
againCjtor  the  vfe  of  their  fledde# 


CHAP.  IIIL 


Fourthly^  concerning  EccleJiaLlicaflOff’^ 
Jices  and  Orders ;  The  Rues  and  Sacraments 
obferued  in  the  Mofeouian  Church :  with 
their  Marriages  and  other  Ceremomes,be- 
fide. 


Oncerning  the 
gouernment  of 
their  Churchy  it 
is  framed  altoge¬ 
ther  after  *  the 
manner  of  the, 
Greeks,  as  being 

_ a  part  of  that 

Church,  and  ncuer  acknowledging  the 
iurifdfdion  ofthc  Latine  Church,  vfur- 
ped  by  the  Pope.  1  hat  I  may  keepe  the 
better  mcafure  in  deferibing  their  Ccre- 
moniesjthen  they  in  the  vfingthe  (where¬ 
in  they  arc  infinite)  I  will  note  briefly. 

Firft,what  Eccicfiafticall  degrees,  or 
Offices  they  haue,  with  the  iurifdi<ftion  &  ^ 
pradife  of  them.  r:  ' 

Secondly,  what  doiftnne  they  holde 
in  matter  of  Religion. 

Thirdly ,what  Lciturgy,’or  forme  of 
fcruice  they  vfe  in  their  Churclies,  with 
the  manner  of  their  adminiftring  the  Sa- 
craments. 

Fourthly,  what  other  ftrange  Cere¬ 
monies,'  andfupcrftitioiisdeuotions  are 
vfed  among  them. 

Their  Offices,or  degrees  of  Church- 
mcn,arc  as  many  in  numbcr,and  the  fame 
in  a  manner  (both  in  name  and  degree) 
that  were  in  the  Wefterne  Churches. 
Firft  they  haue  their  then  their 

Metropolitesy  thexi  Archbijhops^  their 
dikey  or  Bifhop s ^  their  Protopapes  or  Arch- 
PrieBs.theix  Papes  01  Priefts,  their  Z)e4- 
cons,  Fryars,Monks^Afuns,znd  Eremites. 

Their  Patriarchy  orchiefc  dire<fterin 
matter  of  religion  vntill  this  laft  year,  was 
of  the  Citty  oi Confianjlinople  (whom 
they  called  the  Patriarch  oi  6’/^)  becaufe, 
being  driuen  by  the  Turke  out  diConfian- 
fiinople  (the  kzt  of  his  Empire)  he  remo- 
ued  to  the  \EeSioy  fomtimes  called  Chioy 
and  there  placed  his  Patriarchall  Sea.  So 
that  the  Emperors  &  Cleargyof  RufstUy 
were  wont  ycarely  to  fend  guifts  thither, 
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and  to  acknowledge  afpirituall  kindc  of 
homage,  and  fubieftion  due  to  him,  and 
to  that  Church .  ^  Which  ciiftome  they 
hauc  held  (as  it  feemeth)  ciicr  fince  they 
profeffed  the  Chriftian  religion.  Which 
how  long  it  hath  bene,  Icouldc  not  well 
IcarnCjfor  that  they  hauc  no  ftory  or  mo¬ 
nument  of  Antiqftity  (that  I  could  hcarc 
of)to  (hew  what  hath  bene  done  in  times 
paft  within  their  Countrey,  concerning 
cither  Church  or  Commonwealth  mat- 
ters.^ 

Onclylheard  a  report  amongft  them, 
that  about  threc^jiundred  ycares  fince, 
there  was  a  marriage  betwixt  the  Empe- 
rour  of  &thekingsdaugh 

ter  of  that  Country :  who(at  the  firft)de- 
nied  to  ioyne  his  dangbter  in^  marriage 
with  the  Greek  Emperor, becaufc  he  was 
of  the  Chriftian  Religion.  Which  agree- 
eth  well  with  that  which  I  find  in  the  fto¬ 
ry  of  Laonicu^  Chalcacmdy  las  ^concerning 
Turkifn  affaires  in  his  fourth  book: where 
he  fpcaketh  of  fuch  a  marriage,  betwixt 
John  the  Greckc  Emperor,  and  the  Kings 
daughter  of 

And  this  argueth(out  of  their  own  re¬ 
port)  that  at  that  time,  they  had  not  re- 
ceyued  the  Chriftian  Religion:  As  alfo, 
that  they  were  conuerted  to  the  faith,and 
withallperucrtedat  the  very  fame  time, 
recey  uing  the  doftrinc  of the  Golpel  cor¬ 
rupted  withfuperftitionseuen  arthc  ve¬ 
ry  fir  ft, when  they  tookc  it  from  the  Greek 
Church,  which  it  fclfc  then  was  degene¬ 
rate,  and  corrupted  with  many  fuperftiti-. 
ons  and  fowlc  errors,  both  in  Do^rinc  & 
Difeipline:  as  may  appearc  by  the  Storic 
oiNicefhorM  Gregor aSy  in  his  eight  and 
ninth  bookes. 

But,as  touching  the  time  of their  con- 
uerfion  to  the  Chriftian  faith,  I  fuppofc 
rather,  that  it  is  miftakenby  the  Rujfe*d^oi 
that  which  I  find  in  the  Polomrt  ftory,  the 
fecond  Bookc,the  third  chapter:  where  is 
fayde,  that  about  the  ycarc  990-  Flodomi^ 
rtts  Duke  ofRulfia,  married  one  ArniCy  fi- 
ftcr  to  Bajilm  and  ConHAntinw  brothers, 
and  Emperors  Where¬ 

upon  the  Rufic  receyuedthe  Fayth  and 
profeflion  of  Chrift.  Which,thoughit 
befomwhatmore  jncient  then  the  time 
noted  before  out  of  the  report  5  yet 
it  fallcth  out  al  to  one  reckning, touching 
this  point, viz:in  what  truth  and  fincerity  | 
of  doftrinc  ^c  Rujfe  receyued  the  firft 


ftamp  of  religion:  forafmuch  a^  the  Creek 
church(at  that  time  alfo)  was  many  waics 
infeded  with  error  and  fupcrftition. 

Inthcyearc  i5S8.camcvntathc  Mof- 
ko  the  Patriarch  of  ConHdntimple^  or  Sto^ 
called  Hierortomo^hc\ngh2n\(i\cdi(2%  fom 
fayd)by  the  Turke,  asfbmc  other  repor¬ 
ted,  by  the  Grceke  Clergy  dcpriucd.Thc 
Emperour  being  giuen  altogether  to  fu- 
perfticioiis  dcuotions,gaue  him  great  en¬ 
tertainment,  Before  his  comming  vnto 
Mpsko^  he  had  bin  in  Italy  with  the  Pope, 
as  was  repprted  tjicro  by  fom  of  his  com- 
piany.  His  errand  was,to  confult  with  the 
Emperor,conccrning  thefe  points. 

Firft,  about  a  league  to  paffe  between 
him  and  the  King  of  Spaine,  as  the  mce- 
teft  Prince  to  ioyne  with  him  in  oppofiti- 
onagainft  the  Turke.  To  which  purpofe 
alfo  Ambaflages  badpafled  betwixt  the 
Ruffe  and  the  Ferjian.  Likewife  from  the 
Georgians  to  the  Emperour  of  Ruffia,  to 
ioyne  league  together,  for  theinuading 
ofthc  Turke  on  alfides  of  his  dominion: 
taking  the  aduantage  of  the  fimple  quali¬ 
ty  of  the  Turk  that  then  was.This  treatie 
was  hebed  forward  by  the  Emperours 
Ambaflador  oiAlmaignejknt  at  the  fame 
time  to  folicite  an  inuafion  on  the  partes 
ofP(7/(?w4,that  lye  towards  Rujlandy  and 
to  borrow  money  of  the  Ruffe  >Empcror, 
to  purfue  the  warre  for  his  brother  Maxi¬ 
milian  againft  the  Swedens  (on  ^then  King 
oi  Poland. 

But  this  confultation  concerning  a 
league  betwixt  the  Ruffe  &  the  Spaniard 
(which  was  then  in  fomc  forwardneffe, 
and  already  one  apointed  for  Ambaffage 
into  Spainc)was  defeated,  by  mcancs  of 
the  ouenhrow  giuen  to  the  SpaniiE  king 
by  her  Maiefty,  the  QiLCcn  of  Engl  ad  the 
laft  ycarc  before.  W  hich  made  the  Ruffe 
Emperor  and  his  Counfcll ,  to  giue  the 
fadder  countenance  tothcEnglifb  Am- 
baffador  there  at  that  time ;  for  that  they 
were  difappointed  of fo  good  a  policy,  as 
was  this  coniun(ftion,  (iippofcd  to  be  be¬ 
twixt  them  and  the  Spanilli. 

His  fccond  purpofe  (whereto  the  firft 
Icrufd  as  an  introdudion)  was, in  renege 
of  the  Turke  and  the  Grceke  Clcargye, 
that  haddc  thruft  him  from  his  fcatc  to 
treate  with  him  about  the  reducing  of 
the  Ruffe  church  vndcr  the  Pope  oiRome. 
\Vhcrcin  it  may  feeme,  that  comming 
lately  from  Rome,  hec  was  fet  vppon  by 
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the  PopCj  who  hath  attempted  the  fame 
many  times  before,  though  all  in  vainc ; 
and  namely  in  the  time  ofthc  late  Empe¬ 
ror Vajilowich^  by  one  Anthony  \\[% 
Legate.  But  thought  this  (belike)  a  far 
better  mcane  to  obcainehispurpofe,  by 
treaty  and  mediation  of  their  owne  Patri¬ 
arch.  But  this  not  fuccceding,the  Patri¬ 
arch  fell  to  a  third  point  of treaty,  concer¬ 
ning  the  refignation  of  his  Patriarch- 
flaipjand  tranflation  of  the  Sea  from  Con- 
ftmtinofle^  or  Sioy  to  the  Citty  of  Mosko, 
Which  was  (b  well  likcd,and  entertained 
by  the  Emperor  (as  a  matter  of  high  re¬ 
ligion  and  pollicy)  that  no  other  treaty 
(fpecially  of  forraign  Ambaflages)  could 
be  heard  or  regarded,  till  that  matter  was 
concluded. 

The  reafons  wherewith  the  Patriarch 
perfwaded  the  tranflating  of  his  Sea  to 
the  Citty  of  Mosko^^NW  ihefe  in  effc(£^. 

Firft,  for  that  the  Sea  of  the  Patriarch 
was  vnder  the  Turkc,  that  is  enemy  to  the 
faith ;  And  therefore  to  be  remoued  into 
feme  other  Country  of  Chriftian  profef- 
fion. 

Secondly,  bccauft  rhe  Ruffe  Church 
was  the  onely  natural!  Daughter  of  the 
Greek  at  this  time,  and  holdeth  the  fame 
Do^rinc  and  Ceremonies  with  it:  the 
reft  being  all  fubied  to  the  Turke,and  fal¬ 
len  away  fro  the  right  profcflion.  Where¬ 
in  the  fubtill  Grceke  (to  make  the  better 
market  of  his  broken  ware)  aduanced  the 
honour  that  would  grow  to  the  Empe- 
roiir,and  his  Country:  tohaue  the  Pa¬ 
triarchs  fcate,  tranflated  into  the  chiefc 
City,and  fcate  of  his  Empire.  As  for  the 
right  of  tranflating  the  Sea,  and  appoint¬ 
ing  his  (licceftour  5  hcc  made  no  doubt  of 
it,but  that  it  pertained  wholly  vntohim- 
fclfc. 

So  the  Einperour  and  his  Counfcll, 
with  thcprincipall  of  hisCleargy,  being 
aftembled  at  the  Mosko^  it  was  determi¬ 
ned,  that  the  Metrofolite  of  Mosko^  (hold 
become  Patriarch  of  the  whole  Grceke 
Churcb,and  haue  thi*  fame  full  authority 
and  iuri(cii(5lion,  that  pertained  before  to 
the  Patriarch  of  ConHantineple^  or  Sio^ 
And  that  it  might  be  done  with  more  or¬ 
der  and  folcmnicy,  the  25.  of  January, 
i^SS.thc  Grccke  Patriarch,  accompani¬ 
ed  with  the  Ruffe  Cleargy,  went  vnto  the 
great  Church  of  Frechejie^  or  our  Lady, 
within  the  Emperors  Caftlc  (hauingfirft 


wandred  through  the  whole  City  in  man¬ 
ner  of  a  proceffion,  and  blcfling  the  peo¬ 
ple  with  his  two  fingers)  where  he  made 
an  Oration,  and  dcliucrcd  his  rcfignatioti 
in  an  inftrumenc  of  writing,  and  (b  layde 
downc  his  Patriarchiall  ftaffe.  Which 
wasprcfently  rcceiiied  by  the  Mettopo- 
litc  of  Moskoy  Sc  diners  other  ceremonies 
vfed  about  the  inauguration  of  this  new 
Patriarch. 

Theday  washoldcn  very  (blemne  by 
the  people  of  the  City,  who  were  coin- 
manded  to  forbcarc  their  works,  and  to 
attend  this  folcmnicy .  The  great  Patri¬ 
arch  chat  day  vyas  honored  with  rich  pre- 
fcntsfcnt  him  from  the  Emperor  Sc  Em- 
prefle^of  Plate,  Cloth  of  GoldjFurSj&c. 
carried  with  great  pompc  through  the 
ftrcctcs  of  Moskoj  and  (at  his  departing) 
recciued  many  gifts  more,  both  from  the 
Emperor,  Nobility, and  Cleargy .  Thus 
the  of  ConBantinople  y  or 

Sw^  (which  hath  continued  fince  the 
Counfcll  of  Nice)  is  now  tranflated  vnto 
J^osko^ox^t'^  made  belectic,  that  they 
hauc  a  Patriarch,  with  the  fame  right  and 
authority  that  the  other  had.  Wherin  the 
fubtle  Greeke  hath  made  good  adiiantagc 
of  their  fiiperftition,  Sc  is  now  gone  away 
with  a  rich  booty  into  Poland^  whiiher 
(heir  Patriarchfhip  be  cufrant  or  not. 

The  matter  is  not  vnlike  tomakefome 
Schifme  betwixt  the  Grceke  and  Ruffe 
Church,  ifthc  Ruffe  hold  thisPatriarch- 
fliip  that  he  hath  fo  well  payed  for,  &  the 
Grcckes  clcd  another  withall,  as  likely 
they  wil,whitbcr  this  man  were  baniflbed 
by  the  Turkc,  or  depriued  by  order  of  his 
owne  Cleargy.  Which  might  happen  to 
giueaduantage  to  the  Pope,  &  to  bring 
oucr  the  Ruffe  Church  to  the  Sea  of  RoZ 
(to  which  endeperaduenture  hcc  deuiftd 
this  ftratagem,  and  caft  in  this  matter  of 
Schifme  among  them)  but  that  the  Em¬ 
perors  of  Rufsk  knew  well  enough,  (by 
the  example  of  other  Chriftian  Princes^ 
what  inconuenicnce  would  grow  to  their 
State  and  Country,  byfubied:ing  them- 
fclucs  to  the  Roniijh  Sea.  To  which  ende, 
the  late  Emperor  Juan  Fajilowich  was  ve¬ 
ry  inquifiiiue,of  the  Popes  authority  oucr 
the  Princes  of  Chriftendome,  and  lent 
one  ofvery  purpofc  to  Romey  to  behold 
the  order  and  behau  jour  of  his  Court. 

Witli  this  Patriarch  Hjeronmo  was 
driuen  out  (at  the  fame  time  by  the  great 
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Turke)  one  Dcmetrio^AvchbKhop  of  La- 
Demetrio  I  .  who  went  into  Lngland^mA  preten- 

of  L^Saex-  of  their  banifhment 

cludeTwith  *  by  theTuike{to  wit)  their  not  admitting 
the  Patriarch.  popes  new  Kalcndcr,  for  the  alte¬ 

ration  of  the  yeare .  Which,  how  vn- 
likely  it  isj  may  appeare  by  thefc  circum- 
ftanccs. 

Firfl,  bccaufe  there  is  no  fuch  affedi- 
on,  nor  friendly  refpeft,  betwixt  the 
Pope  and  the  Tiirke^as  that  he  fhould  ba- 
nifti  a  fubiefb,  for  not  obeying  the  Popes 
ordinance,  fpecially  in  a  matter  of  feme 
fequcll,  for  the  alteration  of  times  within 
his  ownc  Countries. 

Secondly, for  thathemaketh  no  fuch 
fcruplein  deducing  of  times,  and  keep¬ 
ing  of  a  iuft  and  precife  account  from  the 
incarnation  of  Ghrift  :  whom  hee  doth 
not  acknowledge,  otherwife  then  as  I  no¬ 
ted  before., 

Thirdly,  for  that  the  faide  Patriarch  is 
now  at  Naples  in  Jtdy^  whither  (it  may  be 
gueffed)  he  would  not  haue  gone  within 
the  Popes  reach,and  fo  neare  to  his  nofe, 
if  he  had  beencbaniftied,  for  oppofing 
himfelfe  againft  the  Popes  Decree. 

This  Office  of  Patriarchftiip  now  tra- 
flated  to  Mosko^  beareth  a  fuperior  autho¬ 
rity  oner  all  the  Churches,  not  onely  of 
RufsUj  and  other  the  Emperors  domini- 
onsj  but  throughout  all  the  Churches  of 
Chriftendome,  that  were  before  vnddr 
the  Patriarch  of  ConBanttnopky  or  Sio ;  or 
at  leaft,  the  Ruffe  Patriarch  imagineth 
himfelfe  to  haue  the  fame  authority.  He 
hath  vnderhim  (as  his  proper  Diocefle) 
the  Prouihcc  oi  Mosko^  befidcs  other 
peculiars.  His  Court  or  Office  is  kept 
at  the  Mosko.  ^ 

Before  the  creation  of  this  new  Patri¬ 
arch,  they  had  but  one  Metr op olite^  that 
was  called  the  Metropolite  of  Mosko.'How 
for  more  ftate  to  their  Church,  and  new 
Patriarch  5  they  haue  two  Metropolites, 
the  one  of  Nouogrod  ^elica^  the  other  of 
RoBoue.  Their  Office  is,  to  receuic  of 
the  Patriarch, fuch  Ecclefiafticall  Orders, 
as  he  thinks  good to  dcliuer  the  charge 
of  the  ouer  to  the  ArchbiiTiops :  befidcs 
the  ordering  of  their  owne  Dioceffe. 

Their  Archbifhops  are  foure :  of  Smo- 
lensko^  Caz^an,  Vobsko^  and  Vologda.  The 
parts  of  their  Office  is  all  one  with  the 
Metropolitsrfaue  that  they  haue  an  vnder 
iurifdi£i:ion,a*s  Suffraganes  to  the  Metro- 
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Archbifhops. 


polites,  and  fuperiors  to  the  Bifhoppes. 
The  next  are  the  Vladikeis^ox  Bifhops, 
that  arc  but  fixe  in  all :  of  Crutuska^  of 
Reza?fj  of  Otfer^  and  Torfbock^  of  CoUo- 
menska^  of  Volodemery  of  SufdaUa.  Thefc 
haue  euery  one  a  very  large  Dioceffe :  as 
diuiding  the  reft  of  the  whole  Country  a- 
mongthem. 

The  matters  pertaining  to  theEcclcfi- 
'  afticall  iurifdi£lion,  of  the  Metropolites, 
Archbifhops,  and  Bifhops,  are  the  fame 
Cm  a  manner)  that  arc  vfed  by  the  Clcar- 
gie  in  other  parts  of  Chriftcndomc.For, 
befidcs  their  authority  ouer  the  Clcargy, 
and  ordering  fuch  matters  as  arc  mcere 
Ecclefiafticall  jtheir  iurifdiiJion  extend- 
eth  to  all  teftamentary  caufes,  matters  of 
marriage,anddiuorccmcntS3  fome pleas 
of  iniuries,&:c. 

To  which  purpofc  alfo  they  haue  their 
Officials,  or  Cbmmiffaries  (which  they 
call  BoiarenVladitskey)  that  are  Lay-men 
of  the  degree  of  Dukes,  or  Gentlemen, 
that keepe  their  Courts, and  execute  their 
iurifdidtion.  Which, befidcs  their  other 
oppreffions  ouer  the  common  people, 
raigne  ouer  the  Priefts ;  as  the  Dukes  and 
Diacks  do  ouer  the  poorc  people,  with¬ 
in  their  Preeindls. 

As  for  the  Archbifhoppe  orBifhop 
himfelfe,  he  beareth  no  fway  in  deciding 
ihofe  caufes,  that  are  brought  into  his 
'Court,  But  if  hee  would  moderate  any 
matter, he  muft  do  it  by  entreaty  with  his 
Gentleman  Officiall.  Thereafonis,be- 
caufe  ihe^eBoiarskey^ox  Gentlemen  offici¬ 
als, are  not  appointed  by  the  Bifliops,but 
by  the  Emperour  himfelfe,  or  his  Coun¬ 
fell,  and  are  to  giue  account  of  their  do¬ 
ings  to  none  but  to  them.  If  the  Bifhop 
can  entreat  (at  his  admifflon)  to  haue  the 
choife  of  his  ownc  Officialljit  is  accoun¬ 
ted  for  a  Ipeciall  great  fauour .  But  to 
(peake  it  as  it  is,the  Cleargy  of  Rufsia^  as 
well  concerning  their  lands  and  reuen- 
nues, as  their  authority  and  iiirifdidion ; 
arc  altogether  ordered  and  oucr-rulcd  by 
the  Emperor,and  his  Counfell,  and  haue 
fo  much,  and  no  more  of  both  as  their 
pleafure  doth  permit  them. 

-  They  haue  alfo  their  affiftants  or  feue- 
rallCounfels  (asthey  call  them)  of  ccr- 
tainc  Priefts  that  are  of  their  Dioccs,  refi- 
ding  within  their  Cathedrall  cities,  to  the 
number  of  foure  &  twenty  a  piece.  Thefe 
aduifewith  them,  about  the  fpccialland 
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ncccffary  matters  belonging  vnto  theyr 
charge. 

Concerning  their  rents  and  reuennews 
to  rnaincainc  their  dignities, it  is  foinwhat 
large.  The  P atriarches  ycarcly  rents  out 
of  his  lands  Cbefides  other  fees)  is  about 
three  thoufand  Rubbels  or  IVlarkes.  The 
Metropolites  and  Archbyfhops,  about 
two  thoufand  and  fiuc  hundred.  The  By- 
iTiops  fome  a  thoufand  ,  fome  eight  hun- 
dred/ome  fine  hundred,  &c.  Thcyhauc 
had  fome  of  them(as  I  hauc  heard  fay)tcn 
or  tweluc  thoufand  rubbles  a  year*,  as  had 
the  Metropolite  of  Nouograde, 

Their  habite  or  apparrell  (when  they 
fhew  themfelucs  in  their  Pontificalibus, 
after  their  folcmneft  manner)  is  a  Miter 
on  their  heads,  after  the  Popifhfafhion, 
with  Pcarle  and  precious  ftone,  a  Cope 
on  their  backes  ,  commonly  of  Cloth  of 
Gold,  embroidered  with  Pearle,  and  a 
Crofiers  ftaffe  in  their  hands,  layed  ouer 
all  with  plate  of  filuer  double  gilt,with  a 
Crofle  or  Shepheards  crook  at  the  vpper 
end  ofit. 

Their  ordinary  habit  otherwHe,  when 
they  ride  or  go  abroad,  is  a  hood  on  their 
heads  of  blackc  colour,  that  hangeth 
downc  their  backs,  and  ftandeth  out  like 
a  Bongrace  before.  Their  vpper  garment 
(which  they  call  Reis)  is  a  gowne  or  Man¬ 
tle  of  blacke  Damaskc,jwith  many  lifts  or 
gardes  ofwhite  Sattinlaid  vponit,  euery 
gard  about  two  fingers  broad,  and  theyr 
Crofiers  ftaffe  carried  before  thcra.Thc- 
felucs  followe  after,  blcfling  the  people 
with  their  two  forefingers, with  a  marue- 
lous  grace. 

The  elcdion,  and  appointing  of  the 
Byfhops  and  the  reft,  pertaincth  wholly 
to  the  Emperor  himfelfe.  They  are  cho** 
feneuerout  ofthcMonafteries  :  fothat 
thercisnoByflriop,  Archbyfhoppe,  nor 
Metropolite,  but  hath  bene  a  Monke;  or 
Fryer  before.  And  (by  that  rcafon)  they 
are,  and  muft  all  bee  vnmarriedraen,  for 
their  vow  of  Chaftity,  when  they  wer  firft 
ftiorne.  When,  the  Empcroiir  hath  ap¬ 
pointed  whom  he  thinketh  good,  hecis 
inuefted  in  the  Cathcdrall  Church  ofhis 
Dioceffe,  with  many  ceremonies,  much 
after  rhe  manner  of  the  Popifh  inaugurj- 
tion.  They  hauc  alfo  their  Deanes,  and 
their  Arch-deacons. 

As  for  preaching  the  word  of  God,  or 
any  teaching, or  exhorting  fuch  as  arc  vn- 


dcf  them ;  they  neither  vfc  it,  nor  hauc  a- 
ny  skill  ofit :  the  whole  Cleargic  bccing 
vttcrly  vnlcarncd,  bodi  for  orher  know¬ 
ledge,  and  in  the  wordc  of  God .  Onely 
their  manner  is  twice  euery  ycarc,viz:thc 
firft  of  September  (which  is  the  firft  day 
of  their  ycarc)  and  on  SJohn  Baptifts  day 
to  make  an  ordinary  fpccch  to  the  peo¬ 
ple,  euery  Metropolite,  Archby  (hop  and 
By^op  in  his  Cathcdrall  Churcb,to  this 
or  thelikeeffedi:.  ' 

7  hat  if  any  be  in  malice  toward  his  neigh 
bour^  he]halLleaue  ojf  his  malice  i  if  any  haue 
thought  of  treafon  or  rebellion  against  his 
Prince^  he  beware  of  fuch  jfraotife:jfhe  haue 
not  ke^t  his  fasts  and  l/'owes^nor  doone  his 
other  duties  to  the  holy  church  fe  fhal  amend 
that fault^^c. 

And  this  is  a  matter  of  forme  with  the 
vttered  in  as  many  words,  and  no  more 
(in  3  manner)  then  I  haue  here  fee  down. 
Yet  the  matter  is  done  with  that  grace  & 
folemnity,  in  a  pulpit  of  purpofc  fet  vppe 
for  this  one  Ad  5  as  if  he  wer  to  difeourfe 
at  large  of  the  whole  fubftance  of  diuini- 
ty.  At  the  Mosko^  the  Emperour  himfelfe 
is  cucr  prefent  at  this  folemnc  exhortati¬ 


on. 
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.1 

•  > 


As  themfelues  are  voydeofall  manner 
of  lcarning,ro  they  are  waric  to  keepe  out 
all  means  that  might  bring  any  in :  as  fea¬ 
ring  to  haue  their  ignorance  and  vngod- 
lineffedifcoucred.  To  that  purpofc  they 
haueperfwaded  theEmperours,  that  it 
would  breed  innouation/and  fo  dauniger 
to  their  State, to  haue  any  nouclty  of  feirl 
ning  come  within  the  Rcalme.VVherein 
'  they  fay  but  truth,  forrhat  a  man  of  fpirit 
and  vnderftanding,  hoipcn  by  Learning 
and  liberall  education, can  hardly  endure 
atyrannicallgoucrnment.  *  I 

Some  ycares  paft, in  the  other  Em^i 
.  rors  lime)  there  came  a  Prefle  &  Letters 
out  oiPoloma^io  the  City  of  Mosko^\vhct 
aPr'inting-houfewasfet  vp,  with  great 
liking  and  allowance  of  the  Ehipcrour 
himfclf.  But  not  long  after,thc  houle  was 
fet  on  fire  in  the  night  time,  &  the 
and  Letters  quite  burnt  vp,  and(as  it  Was 
thoght)  by  the  procureman  of  the  (jlcr- 
gymen.  *  - 

Their  Priefts,  whomc  they  call  Paf  acs) 
are  made  by  the  Byfhoppcs,  withotu  jmy 

great  triall  for  worthincffeofgifts', before 
they  admit  them,  or  ceremonies  in  rheyr 
admi(fion:faue  that  their  heads  arc  ftiorn 
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(not  fhauen^  for  that  they  like  not)  about 
an  hand  bredth  or  more  in  the  Crownc, 
and  that  place  annointed  with  Oylc  by 
the  Byfhop :  who  in  his  admifflon  putteth 
vpon  the  Prieft^  lirfthis  Surpicflc;  and 
then  fetteth  a  white  crofle  on  his  breft  of 
filkCj  or  fome  other  matter,  which  hce  is 
to  weare  eight  dayes,  and  no  more :  and 
(b  giueth  him  authority  to  (ay  and  fing  in 
the  Church, and  to  adminifter  the  Sacra¬ 
ments. 

They  are  men  vttcrly  vnlcarnedjWhich 
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dcuotion  of  the  people  of  his  owne  Pa-  j 
rifh,  and  make  vp  the  Incomes  towards 
bis  maintenance, fo  well  as  he  can  jby  offe¬ 
rings,  fhrifts,  marriagesj  burials,  dirges, 
and  prayers  for  the  dead  and  the  lining 
(which  they  call  Malitua.)  For,belides 
their  publikc  feruice  within  their  Chur¬ 
ches,  their  manner  is,  forcucry  priuatc 
man  to  hauc  a  prayer  faide  fbr  him  by  the 
Prieft,  vppon  any  occafion  of  bufinefle 
whatfoeucr,  whether  he  ride,  goe,fayIc, 

,  plough,  or  whatfoeucr  elfe  hec  doeth. 

isnomaruclljforafmuchasthcir  makers,  |  Which  is  not  framed  according  to  the 
the  Byfhoppcs  thcmfelucs  (as  before  was  I  occafion  of  his  bufinefle,  but  at  random, 
fayde)  arc  clcerc  of  that  quality,  &make  |  being  fome  of  their  ordinary  and  vfuall 
no  larthbt  vfc  at  all  of  any  kindeofLcar-  ,  Church  prayers .  And  this  is  thought  to 
ning,  no  not  oftbe  Scriptures  thcmfclus,  be  more  holy  and  effeauall,  if  it  be  re- 
fane  to  readc  and  to  ling  them.  Theiror-  peatedby  the  Pricfls  mouth,  rathcrthcn 
dinary  charge  end  funaion,  is  to  fay  the  by  his  owne. 

Liturgie,  to  adminifter  the  Sacraments  i  They  hauc  a  cufiomc  befides  to  folem- 
aftcr  their  manner  to  keep  &  dccke  their  nizc  the  Saints  day,that  is  Patron  to  their 
Idols,  and  to  the  other  Ceremonies  Church  once  cucry  ycarc.  What  time 
vfualhn  their  Churches  .  Their  num-  all  their  neighbours  of  their  Country  & 
her  is  great,  becaiife  theyr  Townes  are  ;  parifhes  about,  come  in  to  hauc  prayers 
parted  into  many  ftnall  Parillics,  with-  :  faide  to  that  Saint,  for  thcmfelucs,  and 
out  any  difcrction,  for  dcuiding  them  m-  j  their  friends :  and  f>  make  an  Offering  to 

to  competent  numbers  of  houlholds, and  i  the  Prieft  for  his  paincs. 

people  for  a  luft  Congregation :  as  the  I  This  Offering  may  yccid  them  fome 

mannet  in  all  places  where  the  meancs  is  |  ten  pounds  a, ycare.  nioreorlcfle,  as  the 
ncglea^d,  for  increafing  of  knowledge,  ,  Patron  or  Saint  of  that  Churchisofcrc- 
and  inftruaion  towardes  God .  Which  j  diteand  eftimation  among  them .  The 
cannot  we  Ibehad,  where  by  meancs  of ;  manner  is  on  this  day  (which  they  keepe 
any^quall  partition  of  the  people,  and  j  anniuerfary  for  the  Prieft)  to  hyre^diuers 

panfhcs.thcre  followcth  awantanH  vn-  i  - a  / .  .  . 
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parifhes, there  followcth  a  want  and  vn- 
equality  of  ftipend,  for  a  fufScient  Mini- 

ftcry- 

,  For  their  Priefts,  it  is  lawfull  to  mar- 
ryfor  the  firft  time .  But  if  the  firft  Wife 
dye,  a  (ccond  he  cannot  takcjbut  he  muft 
lofc.his  Pnefthood^and  his  lining  withal. 
Thercafbn,  they  make  out  of  that  place 


of  his  neighbour-Prieftes  to  heipe  him : 
as  hailing  more  Difhes  todreflefot  the 

Saint,  then  hec  can  well  turne  his  hand 
vnto. 

They  vfe  belidcs  to  vifitc  their  pariflii- 
oners  houfes,  with  holy  W  atetjand  Per- 
fumej commonly  once  a  quarter :  and  fo 
hauingfprinkled  andbelcnfed  the  good 
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viSS  Tr”  i  I”*"  his  Wife,  with  the  reftof  tbeir 

vndcrftoodjtlnnking^hatto  becipoken  j  h'ouflioldand  houihold-ftuffc,  they  re- 
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of  diners  wiues  fuccefEuelyl,  that  the  A- 
polf  le  (peaketh  of  at  one  and  the  fame 
time.  If  he  will  needes  marry  againe  af¬ 
ter  his  firft  Wife  is  dead,  hee  is  no  Ion- 
go;  galled  Pa/^a,  hilt  Rojp^pa,  or  Prieft 
^pndam.  This  makechthc  Prieftsto 
make  much  of  their  Wiues,  who  arc 
accounted  as  the  Matrones^  and  of  beft 
reputation, among  the  Women  of  the 
Parifli. 

For  the  ftipend  of  the  Prieft, their  man¬ 
ner  is  not  to  pay  him  any  tenths  ofeorne, 
or  ought  elfe;  but  hec  muft  ftandatjthc 


ceyuefome  dcuorion(morc  or  IcflTc)  as 
the  man  is  of  ability.  This  and  the  reft  laid 
together,  may  make  vp  for  the  Prieft  to¬ 
wards  his  maintenance,  .about  ihirtic  or 
fourty  Rubbelsa  ycere :  whereof  he  pay- 
cth  the  tenth  part  to  the  Byfhoppc  of  the 
DioceflTe. 

The  P apA  or  Prieft  is  knownc  by  his 
long  tufts  of  hayre,  hanging  down  by  his 

carcs,hi$gowncwith  a  broad  Cape  and 

a  walking  ftafiPc  in  his  hand.  For  the  reft 
of  his  habitc,  he  is  apparrdlcd  like  to  the 
common  fort.  When  he  faith  the  Litur- 
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gic  or  fcruicc, within  the  Church, he  hath 
on  him  his  Surplcrfe,  and  fometimes  his 
Cope,  if  the  day  be  more  folemnc.  They 
haue  befidcs  their  Pdpaes  or  priefts,  theyr 
ChurrMpapaes  (as  they  call  them^  that  is, 
Blacks  PrisH s ;  that  may  keepe  their  bene¬ 
fices,  though  they  bee  admitted  Friars 
wiihall  within  fomc  Monafteric.  They 
feeme  to  be  the  very  fame,  that  were  cal¬ 
led  Regular  Priefts  in  the  Popifh  church. 
Vndcr  the  Prieft,  is  a  Deacon  in  eucric 
Church,  that  doth  nothing  but  the  office 
ofaParifhClearkc.  As  for  their  Proto- 
Arch-priefts,  and  their  Arch- 
deacons(that  arc  next  in  clcftion  to  bee 
their  Protopapaes)  they  fcruconcly  in  the 
Cathcdrall  Churches. 

Of  Fryars  they  haue  an  infinite  rabble, 
farre  greater  then  in  any  other  Country, 
where  Popery  is  profclTcd.  Eucry  Citie, 
and  good  pan  of  the  Country  ,fwarmcih 
full  of  them.  For  they  haue  wrought  (as 
the  Popifh  Fryars  did  by  their  fupcrftiti- 
on  and  hypgcrific)  that  if  any  part  of  the 
Rcalmc  be  better  and  fwceter  then  otherj 
there  ftandeth  a  Friery  or  a  Monafteric, 
dedicated  to  (bme  Saint.  " 

The  number  of  them  is  (b  much  the 
greater,  not  oncly  for  that  itisaugmen* 
ted  by  the  fupcrftition  of  the  country^but 
becaufe  the  Fryars  life  is  the  fafeft  from 
the  oppreffions  and  exadfions  which  fall 
vpon  the  Commons .  Which  caufeth 
many  to  put  on  the  Friers  weede,  as  the 
beft  Armour  to  bearc  off  fuch  blowcs. 
Befidcs  fuch  as  arc  voluntary,  there  arc 
diuers  that  arc  forced  to  flicarc  thcfelucs 
Fryers,  vppon  fomc  difplcafurc.  Thcfc 
arc  for  the  moft  part  of the  chcefc  Nobi¬ 
lity. 

Diuers  take  the  Monaftcries  as  a  place 
i  ofSan<auary,and  there  become  Fryers , 
to  auoid  fomc  puni(hmcnt,that  they  had 
deferued  by  the  lawes  of  the  rcalme.  For 
if  he  get  a  Monaftcry  oucr  his  hcadc,  and 
there  put  on  a  Coule  before  hcc  be  atta¬ 
ched,  it  is  a  protC(ftion  to  him  for  cuer  a- 
gainftanyLaw,  for  what  crimefoeuer; 
except  it  be  for  treafon.  But  this  Prouifo 
goeth  wichall,  that  no  man  commeth 
there  (except  fuch  as  arc  commanded  by 
the  Emperour  to  be  rcccyucd)  but  he  gi- 
ucth  them  Lands ,  or  bringeth  his  ftockc 
with  him,  and  putteth  it  into  the  comon 
Treafury.  Some  bring  a  ihoufand  Rub- 
bcls.and  fomc  more.  None  is  admitted 


vndcr  three  or  fourc  hundred. 

The  manner  of  their  admiffion  is  after 
this  fort.  Firft,  the  Abbot  ftrippcih  him 
ofallhisfccular  dr  ordinary  Apparrcll. 
Then  he  putteth  vpon  him  next  vnto  his 
skinne,  a  white  Flanncll  fhirt,with  a  long 
garment  oucr  it  downc  vnto  the  ground, 
girded  to  him  with  a  broad  leather  belt. 
Hisvppcrmoft  Garment  is  a  Weede  of 
GarrasoxS^y^  for  colour  and  fafhion, 
much  like  to  the  vpper  weed  of  a  Chim¬ 
ney*  fweeper .  Then  is  crownc  fhornc  a 
hand  bredth,  or  more,  clofc  to  ihc  vcric 
skin, and  thefe  or  the  like  words  arc  pro¬ 
nounced  by  the  Abbot,whilc  be'clippcth 
hishairc. 

jis  thefe  haires  are  clipped  offhand  taken 
froTfhthy  head :  fo  now  wee  take  thee^  and  fe- 
par  ate  thee  cleans from  the  world  and  world- 
ly  things 

This  donCjhc  annointeth  his  erdwne 
with  oylc,and  putteth  on  his  Coulc:and 
fotakethhim  in  among  the  Fratcmitic. 
They  vow  pcrpctuallchaftity,  and  abfti- 
ncnccfromflcfh. 

Befidcs  their  Landes  (that  arc  vcric 
great)  they  arc  thcgrcaieft  Marchants  in 
the  whole  Countrey  3  anddealefor  all 
manner  of  commodities .  Some  of  their 
Monaftcries  diipcnd  in  Lands  one  thou- 
fand,  or  two  thoufand  Rubbcls  a  ycarc . 
There  is  one  Abbey  called  Troits  ^xh^i 
hath  in  lands  and  fees,  the  fiimmeof  an 
hundred  thoufand  Rubbcls,  or  markes  a 
ycarc. 

It  is  built  in  manner  of  a  C  aftic, walled 
round  about  with  great  Ordcnancc  plan¬ 
ted  on  the  Wall,  and  containcth  within 
it  a  large  bredth  of ground,  and  great  va¬ 
riety  of  building.  There  arc  of  Fryers 
within  it(bcfidcs  their  Officers  and  other 
feruants)  about  feuen  hiindrcd.Thc  Em- 
prefle  that  then  was,had  many  Vowes  to 
Saint  that  is  patrone  there:  to  in- 

treat  him  to  make  her  fruitfull,  as  hailing 
no  children  by  the  Emperour  her  Huf- 
band.  Lightly  (cucry  ycare)  (he  went  on 
Pilgrimage  to  him  from  the  Mosko^  on 
foote,  about  fourcfcore  ordinary  miles, 
with  fiuc  or  fixe  thoufand  women  atten¬ 
ding  vpon  her,  all  in  blew  Liucrics,  and 
foiire  thoufand  fouldiers  for  her  Guardc. 
But  S-SergsM  hath  not  yet  heard  her  pray 
ers,  though  (they  fay)  hec  hath  a  fpcciall 
gift  and  faculty  that  way. 

What  Learning  there  is  among  thc\r 
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Fryars,  may  be  known  by  their  Byfhops, 
that  arc  thcchoifc  men  out  of  alltheyr 
Monaftcrics.  I  talked  with  one  of  them 
at  the  City  of  P^ologda^  where  (to  trie  his 

skill)l  offered  him  a  i^/it/(?Tcftaincnt, and 

turned  him  to  the  firft  chap.of  S.  Mathews 
Gofpcll.  Where  he  began  to  read  in  very 
good  order, 

I  asked  him  firft,  W  hat  part  of  Scrip¬ 
ture  it  was  that  he  had  read  ?  Hec  anfwc- 
red,  that  he  could  not  well  tell.How  ma¬ 
ny  Euangelifts  there  were  in  the  Newc 

iTeftament?Hefaidchckncwnot.  How 
many  Apoftlcs  there  were  ?  Hcethought 
there  were  tweluc.  How  he  fhould  be  fa¬ 
iled  ?  Whereuiito  he  anfwercd  me  (with 
apeeceofi^/#  Doarinc)  that  hec  knew 
not  whether  hee  fhould  be  faucd,orno : 
But  if  God  wold  Po[hallouate\{m.,oi%i^- 
tifie  him  fo  much,  as  to  fauc  him,  fo  it 
was  5  he  would  be  glad  of  it :  if  not,  what 
remedy  ^  I  asked  him  .Why  he  fhore  him 
felfe  a  Fryer  ?  Hee  anfwcrcdjbecaufc  hec 
j  would  cate  his  breade  in  quictqefTc  and 


Nunneries  of 
Noblemens 
Widdowes  & 
daughters, 
and  none  alfo 
to  be  admit¬ 
ted  there. 


Eremites  cal¬ 
led  holy  men, 
like  toGym- 
nofophiiles. 


peace. 

This  is  the  learning  of  thefryars  of 
Ruffia, which  though  it  be  no t  to  be  mea- 
furedby  one,  yet  partly  it  may  be  geffedi 
(by  thcignorancc  of  this  man)  what  isin , 

the  reft.  ’ 

They  hauc  alfo  very  many  Nunneries, 
whcreoffbme  may  admit  none  but  No¬ 
blemens  Widdowes  and  Daughters, 
when  the  Emperour  meaneth  to  kcepe 
them  ynmarried,  from  continuing  the 
blood  or]  ftocke,  which  hee  would  hauc 
extinguifhed.  To  fpeak  of  the  life  oftheir 
Fryers  and  Nunnes, it  needs  not,  to  chofc 
that  know  the  hypocrifie  and  vnclcane- 
nefte  of  that  Cloyflcr-broodc.  The  Rufje 
himfclfe  (though  otherwife  addifted  to 
allfuperftition)  fpcakethfo  fowly  of  it, 
that  it  muft  needs  gain  filence  of  any  mo- 
deft  man. 

Befidesthefe,  they  haiie  certaine  Erc' 
mites  (whome  they  call  Holy  men)  that 
arc  like  to  thofe  Gymnofbphifts  for  their 
life  and  behauiour):  though  farre  vnlike 
for  their  knowledge  and  Learning.  They 
vfe  to  goe  ftarkc  naked,  fauc  a  clowte  a- 
bout  their  middle,  with  their  hayre  han¬ 
ging  long  and  wildcly  about  their  fhoul- 
ders  j  and  many  of  them  with  an  iron  col- 
ler,orchainc  about  their  neckes  or  mid¬ 
dle,  cuen  in  the  very  extremity  of  Win¬ 
ter* 


Thcfcthcy  take  as  Prophets,  and  men 
of  great  holineflc,  giiiing  them  a  hbcrdp 
to  fpcake  what  they  lift, without  any  cdh* 
trolmcnt,though,it  be  of  the  very  higheft 
himfclfe.  So  that  if  he  reprouc  any  open¬ 
ly,  in  what  fort  foeucr  \  they  anfwcte  no¬ 
thing,  but  that  it  is  fot 

their  finnes.  And  if  any  of  them  rakefome 
pcece  of  fale  ware  from  any  mans  fbop,as 
he  paiTeth  by  ,to  giiie  where  he  lifted  hcc, 
thinketh  himfclfe  much  beloucd  of  God, 
and  much  beholding  to  the  holy  man, for 
taking  it  in  that  fort. 

Of  this  kinde  there  are  not  many,  be- 
caufe  it  is  a  very  hard  and  cold  profeflion, 
to  goe  naked  in  /?/i[/>/^,e(pecially  in  win¬ 
ter.  Among  other  at  this  time,they  hauc 
one  at.^t?jy^^,ihac  walkcth  naked  about 
the  Streetes,  and  inucyeih  commonly, 
againft  the  State  and  Goucrnmcnt,crpc- 
cially  againft  the  GodomeSyXhn  arenhogbt 
at  this  time,  to  bee  great  Oppreffours  of 
that  Common-wealth. 

Another  there  was,  that  died  not  ma- 
;ny  y  cares  agoe(whom  they  called  Bajiled) 
that  would  take  vpon  him  to  reprouc  the 
olde  Emperor  for  all  his  cruelty,  and  op- 
preflions  done  towards  his  people . .  His 
body  theyhauc  tranflated  (of  late)  into  a 
fumptiious  Church,  neere  the  Emperors 
houk  in  Mosh^  &  hauc  Canonized  him 
for  a  Saint.  Many  miracles  he  doth  there 
(for  fo  the  Fryers  make  the  people  to  be- 
leeue)  and  many  Offerings  are  made  vn- 
to  him,notonely  by  the  people,  but  by 
the  cheefe Nobility, and  the  Emperor  6c 
Empreffc  themfclucs,  which  vifitc  that 
Church  with  great  deuotion. 

But  at  my  beeing  at  Mosko^  this  Saint 
had  ill  lucke  in  working  his  miracles.  For 
a  lame  man,  that  had  his  limbes  reftored 
(as  it  was  pretended  by  him)  was  charged 
by  a  woman  that  was  familiar  with  him 
(being  then  fainc  out)  that  he  halted  but 
in  the  day  time,  and  could  Icape  merrily 
when  he  came  home  at  night .  And  that 
he  had  intended  this  matter  fix  yearcs  be¬ 
fore. 

Now  he  is  put  into  a  Monaftcric,and 
there  raileth  vpon  the  Fryers,  that  hyred 
him  to  hauc  this  counterfeyte  myraclc 
pradifed  vppon  him .  Befides  this  dif- 
gracc,  a  little  before  my  comming  from 
thence,  there  were  eight  flainc  within  his 
Church, by  fire  ina  Thunder-  Which 
caufed  his  bcls  (that  wer  tingling  before 
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all  day  and  nightlong,  asin  triiimphc  of! 
the  myraclcs  wrought  by  Bafileo  their  S.) 
to  ring  fomwhat  foftly  and  hath  wroght 

no  little  diferedit  vnto  this  Miracle  wor¬ 
ker. 

There  was  another  of  great  account 
2iPUsko  oi  Plesko)  that 

did  much  good, when  this  Emperors  Fa¬ 
ther  came  to  facke  the  Townc,vpon  fufpi- 
tion  of  their  reuolting  and  rebellion  a- 
gainft  him.  The  Emperotjafter  he  had  fa¬ 
inted  the  Eremite,  at  his  lodging,  fent 
him  a  reward.  And  the  Holy  man,  to  re¬ 
quite  the  Emperour,  fent  him  a  pccce  of 
raw  flefh,  being  then  their  Lent.  Which 
the  Emperour  Teeing,  bid  one  to  tel  him, 
thathcemaruelled,  that  the  Holye  man 
would  offer  him  flefli  to  eat  in  the  Lent, 
when  it  was  forbidden  by  order  of  holie 
Church.  And  doth  Euo'sko  (which  is  as 
much  to  fay  as  lacke)  thinke  i^quothNico- 
la^  that  it  is  vnlawfuU  to  eat  a peece  of  beafls 
flejh  in  Lent^  (y  not  to  eate  'vp  fo  much  mans 
fiefh  as  he  hath  done  already  f 

So,  threatning  the  Emperor,  with  a 
prophcfic  of  feme  hardc  aduenturc  to 
comeypon  him, except hec left  murthc- 
ring  of  his  people ,  and  departing  from 
the  Townc,heraued  a  great  many  mens 
liues  at  that  time. 

•  This  maketh  the  people  to  like  very 
well  of  them,  becaufe  they  arc  as  Pafqmls 
to  note  their  great  mens  faultes,  that  no 
man  elfe  dare  fpeake  of.  Yet  it  fallcth  out 
fomtime,  that  for  this  rude  liberty  which 
they  take  vpon  them  (after  a  counterfeite 
manner)  by  imitation  of  Prophets ,  they 
arc  made  away  in  fccret :  as  was  one  or 
two  of  them, in  the  lad  Emperours  time, 
for  being  ouer-bolde  in  fpcaking  againft 
his  gOLiernment. 

Their  morning  fcruicc  they  call^^«- 
trana,  that  is,  Martins.  It  is  done  in  this 
order. 

The  Pried  entereth  into  the  Church, 
with  his  Deacon  following  him.  And, 
when  hee  is  come  vnto  the  middle  of  the 
Church,  he  beginneth  to  fay  with  a  lowd 
voyce :  Blasflaueyt^ladika^  that  is^BleJfe  vs 
heauenly  Pali  or  ^  meaning  of  Cbrid.Thcn 
he  addech,/;!  thei$ame  of  the  Father  ^and  of 
the  Son^  and  of  the  holy  Ghoft^  one  very  God 
^nTrinity :  and  AJpody  Pomeluy^  Or,  Lord 
haue  mercy  vpon  vs^  Lord haue  mercie  vpon 
vs^  Lord  haue  mercy  vpponvs^  repeated 
three  times. 


This  donCjhc  marcheth  on  toward  the  [ 
Chanccll  ox  Sanctum  SanB or um  (as  they 
vfctocal  it)  and  foentreth  into  ihcSchar- 
fuey  Dwere^ox  the  heauenly  doorc.-which 
ho  man  may  enter  into,  but  the  Pried 
oncly.  Where  dandingatthc  Altare  or 
Table  (fet  nccre  to  the  vpper  wall  of  the 
Chanccll)  hec  fayeth  the  Lordcs  prayer, 
and  then  againc  L^pody  Pomeluypx  Lorde 
haue  mercy  vpon  i/r,  Lord  haue  mercy  vport 
vs,^c.  pronounced  twcluc  times.  Then 
prayfed  be  the  Trinity Father^theSohy 
and  the  holy  Ghojlfor  euer  and  e/zer.Whcr- 
to  the  Deacons  and  people  fay  ,  Amen. 
Next  after,  the  Pried  addeth  the  Pfalmes 
for  that  day,  and  beginneth  with,*  O  come 
let  vs  worfhip  and  fall  down  before  the  Lord 
and  therewithal!  himfelfc,  with  the 
Deacons,  and  people,  all  turn  themfclues 
towards  their  Idols  or  Images  that  hang 
on  the  Wall,  and  (eroding  themfclues) 
bow  downc  three  times,  knocking  theyr 
heads  to  the  very  ground.  After  this,  hee 
readeth  the  ten  Commaundements,  and 
Athanafius  Creede,  out  of  the  Scruice 
booke.  ‘  ' 

This  being  done,  the  Deacon  that  da*- 
deth  without  the  heauenly  dore  or  Chan 
cell,  readeth  a  peece  of  a  Legend,  out  of 
a  Written  Booke  (for  they  haue  it  not  in 
Print)  offomc  Saints  life.  Miracles,  &c. 
This  is  diuided  into  many  parts, for  eucry 
day  in  the  yeare,  and  is  read  by  them  with 
a  plaine  Tinging  Note,  not  vnliketo  the 
Popifh  Tune,  when  they  fun g  their  Got 
pels; 

Aftet  all  this  (which  rcacheth  vnto  an 
houre,  and  an  halfc,  or  two  bowers  of 
length)  he  addeth  ccrtainc  fee  Collcaes, 
or  prayers  vpon  that  which  he  hath  read 
out  of  the  Legend  before :  and  fo  endeth 
his  Seruicc.  All  this  while  dande  burning 
before  their  IdoIs,a  great  many  of  Wax 
Candles  (whereof  fome  are  of  the  bigge- 
nefleofa  mans  wade)  vowed,  or  cnioy- 
ned  by  penance,  vpon  the  people  of  the 
Parilli. 

About  nine  of  the  clockc  in  the  Mor¬ 
ning,  they  haue  another  Seruicc,'  called 
Obeianaiox  Complinc)much  after  the  or¬ 
der  of  the  Popifh  Scruice,  that  bare  that 
name*  If  it  be  fome  high  or  Fediuall  day, 
they  furnifh  their  Scruice  befides,  With 
Blejfed be  the  Lord  God  of  ifrael^  C^c.and,RV 
praifethee.O  God.^edno^  with  a  more  fo- 
Icmne  and  curious  note. 
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Their  Eucning  SeruicCj  called  Vecher- 
where  the  Prieftbeginneth  with  Blai- 
fSauey  Fladika ,  as  hce  did  in  the  morning, 
and  with  the  Pfalmes  appoynted  for  the 
Vecherna.  Which  being  read,  he  fingeih,  I 
My  fiule  doth  magmjie  the  Lordy  And 

then  the  Prieft,  Deacons,  and  People,  all 
with  oncvoyccfiftg,  AJpody  fomelui  ^  or 
Lord  haue  mercy  vfon  thirty  times  to¬ 
gether  .  Whereunto  the  boyes  that  are 
in  the  Church,  anfwer  all  with  one  voice, 
rowling  it  vp  fo  faft,  as  their  lips  can  gocj 
Ver'^yV’erijyVerijyVerijy  or  PraifeyPraife^ 
Pratfe^^c*  thirty  times  together ,  with  a 
very  ftrange  noyfc .  Then  is  read  by  the 
Prieft,3nd  vpon  the  Holy-dayes  lung  the 
firft  Pfalmc,  Bleffed  is  themarty^c.  And  in 
the  end  ofit,  is  added,  AlleluUy  repeated 
ten  times. 

The  next  in  order ,  is  fome  part  of  the 
Gofpel  read  by  the  Prieft,  which  he  ends 
with  AlleluUy  repeated  three  times.  And 
fo  hailing  faid  a  Colleft,in  remembrance 
of  the  Saint  of  that  day,  he  ends  his  cuen- 
ing  Seruice. 

All  this  while ,  the  Prieft  ftands  aboue 
at  the  Altare  or  high  Table,  within  the 
Chancel, or  SanBum  SAnBorumy^h&ac^ 
bee  neuer  mooueth  all  the  Seruice  time. 
The  Deacon  or  Deacons  (which  are  ma¬ 
ny  in  their  Cathedrall  Churches  )  ftand 
without  the  Chauncell  by  the  Scharfuey 
Dwere,  or  heauenly  dorc:for  within  they 
may  not  be  feene  all  the  Seruice  time, 
though  otherwife  their  office  is  to  Iweep, 
andkeepe  it ,  and  to  fet  vp  the  waxc  can¬ 
dles  before  their  Idoles .  The  people  do 
ftand  together  (the  whole  Seruice  time) 
in  the  Church ,  and  fome  in  the  Church 
porch:  for  Piew  or  Seate  they  haue  none 
within  their  Churches. 

The  Sacrament  of  Baptifmc  they  ad- 
minifter  after  this  manner  :  Thechildcis 
brought  to  the  Church  (and  this  is  done 
within  eight  dayes  after  it  is  borne : )  If  it 
be  the  childe  of  fome  Nobleman,  it  is 
brought  in  a  rich  Sled  or  Waggon,  with 
chaircs  and  cufhions  of  cloath  of  Golde, 
and  fuch  like  fumptuous  (hew  of  their 
beft  furniture .  When  they  are  come  to 
the  Church,  the  Prieft  ftandeth  readie  to 
recciuc  the  childe  within  the  Church- 
porch, with  his  tub  of  water  by  him.  And 
then  beginneth  to  declare  vnto  them , 
that  they  haue  brought  a  little  Infidellto 
bcmadcaChriftian,&c.  This  ended, he 


teacheth  the  witnelTes ,  that  are  two  or 
three ,  in  a  certayne  fet  forme  out  of  his 
Booke  ( what  their  duety  is,  in  bringing 
vp  the  childe  after  he  is  baptized ,viz.Th3t 
hec  muft  bee  taught  to  know  God ,  and 
Chrift  our  Sauiour.  And  bccaufe  God 
is  pf  great  Maieftie,  and  we  muft  not  pre¬ 
fume  to  come  vnto  him,  without  Media- 
tours  (as  the  manner  is  when  we  make  a- 
ny  fuite  to  an  Emperour,or  great  Prince) 
therfore  they  muft  teach  him  what  Saints 
arc  the  beft,  andchiefe  mcdiatours,&c. 
This  done,  he  commaundeth  the  diuell  in 
the  name  of  God  (after  a  coniuring  man¬ 
ner)  to  come  out  of  the  water :  and  fo  af¬ 
ter  certaine  praiers,hc  plungcth  the  child 
oucr  head  and  eares.  For  this  they  holde 
to  be  a  poynt  very  neceffary,  that  no  part 
of  the  child  be  left  vndipped  into  the  wa- 
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The  words  that  beare  with  them  the 
forme  of  Baptifmc,  vttcred  by  the  Prieft, 
when  he  dippeth  in  the  childe,  arc  the  vc^ 
ry  fame  that  are  prclcribcd  in  the  Gofpel, 
andvfedby  vs,  that  is,  Jn  the  name  of  the 
Father y  andof  the  Sonne y  andoftheGhoB^ 
For  that  they  fhould  alter  the  forme  of 
the  words,  and  fay,  hy  the  holy  GhoB ,  as  I 
haue  heard  they  did,  following  certaine 
hcrctikes  of  the  Grcekc  Church ,  I  found 
to  be  vntrue,  afwcll  by  the  report  of  them 
that  haue  bcene  often  at  their  Baptifmes, 
as  by  their  Bopke  of  Leiturgie  it  felfc^ 
wherein  the  order  of  Bapeifine  is  precife- 
lyfetdowne. 

When  the  childe  is  baptized, the  Prieft 
laycth  Oyle  and  Salt  tempered  together 
vpon  the  fore-head,  and  both  the  fidcs  of 
his  face,  and  then  vpon  his  mouth,  draw¬ 
ing  it  along  with  his  finger  ouer  the  childs 
lippes  (as  did  the  PopifhPriefls)  faying 
withall ,  certaine  prayers ,  to  this  effeft: 
That  God  will  make  him  a  good  Chrifti- 
an,&c.  All  this  is  doonein  the  Church 
porch. 

Then  is  the  childe(as  being  now  made 
a  Chriftian  ,&  meet  to  bcrecciued  with¬ 
in  the  Church  doore)  carried  into  the 
Church,  the  Prieft  going  before,  and  is 
there  prefented  to  the  chiefe  Idoll  of  the 
Church,  being laydotiacufhion before 
the  feet  ofthc  Image, by  it(asby  thd  mc- 
diatour)  to  be  commended  vnto  God .  If 
the  childe  be  fickc,  or  wcake  (fpecially  in 
the  Winter)  they  vfc  to  make  the  water 
lukc  warriie .  After  BaptHmc,  the  maner 
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is  to  cut  off  the  hairc  froin  the  childs  head 
and  hauing  wrapped  it  within  a  pcccc  of 
wax, to  lay  it  vp,  as  a  rclikc  or  monument 
in  a  fccrct  place  of  the  Churchy 

This  is  the  manner  of  their  Bapcifme, 
which  they  account  to  be  the  beft  &  per- 
fefteft  forme.  As  they  do  all  other  parts 
of  their  religion,  recciued  (as  they  fay)by 
tradition  from  the  beft  church,  meaning 
the  Grcckc.  And  therefore  they  will  take 
great  paines  to  make  a  Profclitc  or  Con- 
uert,  cither  of  an  Infidell,  or  of  a  forraign 
Chriftian,  by  rebaptizinghim  after  the 
Ruffe  manner. 

When  they  take  any  Tartar  prifbncr, 
commonly  they  will  offer  him  life ,  with 
condition  to  be  baptized.  And  yet  they 
perfwade  very  fewe  of  them  to  redeeme 
their  life  fo:  bccaufeofthc  natural  hatred 
the  Tartar  bearcch  to  the  Ruffe,  and  the 
opinion  he  hath  of  his  falfhoode  and  in- 
iufticc.  The  ycarc  after  Mosh  was  fired 
by  the  Chrim  Tartar was  taken  a  Di- 
uoymorfey^onc  of  the  chief  in  that  exploit, 
with  300.T artars  more:  who  had  al  their 
liues  offered  them,  if  they  would  be  bap- , 
tized  after  the  Ruffe  maner.  Which  they 
all  refufed  to  do,  with  many  reproches  a- 
gainft  thofe  that  pcrlwaded  them.  And* 
fo  being  carried  to  the  riucr  Mosl:o^  (that 
runneth  thorough  the  Citty)  they  were 
all  baptized  after  a  violent  manner  :bcing 
thrufidowne  with  a  knockeon  the  bead 
into  the  water,  through  an  hole  made  in 
the  Ice  for  that  purpofe. 

Of  Jjejlanders  that  are  Captiues,  there 
are  many  that  take  on  them  this  fccond; 
Ruffe  baptifme,  to  get  more  libcrtic,  and 
fome-whatbcfidcs  towards  their  liuing, 
which  the  Emperour  ordinarily  vfeth  to, 
giuetbem.  OfEnglifhmen  (fincethey 
frequented  the  country)  there  was  neuer 
any  found,that  fo  much  forgot  God,  his 
faith  jand  countrey,  as  that  he  would  bee 
content  to  be  baptized  Ruffc>  for  any  re- 
fped  of  fcarc,prcfcrmcnt,or  other  means 
whatfocuer ;  fauc  onely  Richard  Relph , 
that  following  before  an  vngodly  Trade, 
by  keeping  a  C74^4r/r(againft  the  order  of 
thccountrcy)and  being  puttc  off  from 
that  Trade,  and  fpoiled  by  the  Emperors 
Officers  of  that  which  he  haddc,  entered 
himfclfc  into  the  Ruffe  profeflion,  and  fb 
was  rebaptized,  liuing  now  as  much  an  I- 
dolatcr,as  before  be  was  a  rioter  and  vn- 
tbrifty  perfon.  , 


S uch  as  thus  receiue  the  Ruffe  bap- 
ti((Tic,arc  firft  caried  into  fbine  Monafte- 
ry^  to  be  irtftru6tcd  there  in  the  dpftrinc 
and  ceremonies  of  the  Church;  Where 
they  vfc  thefe  ceremonies. 

Firft^  they  put  him  into  a  new  &  frefil 
fuitcof  apparrcll,  made  of  jthcRufli  fa** 
fhion,and  ftt  a  Coronec,or(irt  Sommer) 
a  garland  vpon  his  head.  .  j/..  / 

Then  they  annoint  his  head  with  oilcj 
&  put  a  wax  candle  light  into  his  hand;  & 
lopray  oucr  himfoure  times  a  day,  the 
(pace  ofvii.daics.  All  this  while  hee  is  to 
abftainc  from  flefh  and  white  meats. 

The  feuen  dayes  being  cnded,hc  is  pu¬ 
rified  and  wafhed  in  a  Bath-ftoue,  and  fo 
the  eight  day  he  is  broght  to  the  church, 
where  he  is  taught  (by  tlie  Friers)  how  to 
bchauc  himfelf  in  prefence  of  their  idols ; 
by  ducking  down,  knocking  of  the  head, 
croflinghimfelfc,andfuch  like  geftures, 
which  arc  the  greaceft  part  of  the  Ruffe 
religion. 

The  Sacrament  of  the  Lords  Supper, 
they  receiue  but  once  a  year,  in  their  gret 
Lent  time^  a  little  before  Eafter.  Three 
at  the  moft  arc  admitted  at  one  time,  and 
neuer  abouci  The  manner  of  their  com¬ 
municating  is  thus.  Firft,thcy  do  confeffe 
themfclues  of  all  their  fins,  to  the  Prieft 
.(whome  they  call  their  ghoftly  Father.) 
Then  they  come  to  the  Church,  and  arc 
called  vp  to  the  Communion  tabic,  that 
ftandeth  like  an  Altar,  a  little  reraooued 
from  the  vpper  end  of  the  Chmch,  after 
the  Dutch  manner. 

Hccre  firft  they  arc  asked  of  the  Prieft, 
whither  they  be  clean,or  no?that  is,  whi¬ 
ther  they  haue  neuer  a  finne  bchinde  that 
they  left  vneonfeffed.  If  they  an(wcr,A^/?, 
they  are  taken  to  the  table.  Where  the 
Prieft  begirmeth  with  certain  vfuall  ptay- 
crs,thc  Communicants  ftanding  in  the 
meanc  while  with  their  armcsfolded  one 
within  another,  like  penitentiaries,  or 
mourners*  When  thefe  praiers  are  end¬ 
ed,  the  Prieft  taketh  a  fpoone,  and  filleth 
it  full  of  Claret  Wine.  Then  he  putteth 
into  it  a  fmall  pcecc  of  brcad,and  tempe- 
rcth  them  both  together,  and  fo  deliue* 
rcth  them  in  the  Spoone  to  the  Commu¬ 
nicants,  that  ftand  in  order,  fpeakingthe 
vfuall  words  of  the  Sacrament,  Eatethis^ 
^c.Drink  both  at  one  time  with¬ 

out  any  paufe. 

After  that, hee  deliuereth  them  againc 
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bread  by  it  rdfe^and  then  wine  carded  to¬ 
gether  with  a  little  warmc  water^to  repre- 
lent  blood  more  rightly  (astheythinkc) 
and  the  water  with all^  that  flowed  out  of 
the  fide  of  Chrift.  Whiles  this  is  in  do¬ 
ing,  the  Communicants  vnfolde  their 
armcs.And  then  folding  them  againCjfol- 
low  the  Prieft  thrice  round  about  the 
Communion  Table^  and  fo  rcturne  to 
their  places  againc.  Where  hauing  faidc 
certaine  other  prayersjhec  difmiffcth  the 
Communicants,  with  charge  to  be  mcr- 
ryjand  to  cheerc  vp  thcmfelues* for  the  fe- 
uen  dayes  next  following.  Which  being 
ended,  he  cnioyneth  them  to  faft  for  it  as 
Idilg  time  after.  Which  they  vfe  toob- 
ferue  with  very  great  deuotion,  eating 
nothing  elfe  but  bread  and  fait,  except  a 
little  cabbage,*  and  fome  other  hcarb  or 
roote,with  water  or  quaflcmcad  for  their 
drinke. 

-This  is  their  manner  of  adminiftrine 
the  Sacraments.  Wherein  what  they  dif¬ 
fer  from  the  inftitution  of  Chrift,  and 
what  ceremonies  they  hauc  added  of 
their  owne,  or  rather  borrowed  of  the 
Greckcs,may  cafily  be  noted. 

Their  cheefeft  errours  in  matter  of 
faith  J  finde  to  be  thefe. 

Firft, concerning  the  word  of  God  it 
fclfc,they  will  not  reade  publikely  ccirtalh 
Bookes  of  the  Canonicall  Scripture,  as 
the  Bookes  of  Mofes  ^  fpecially  the  fburc 
XdSk^Exodm^  Leuiticus^  Numeric  and  Beu- 
teronomie\  which  they  fay  arc  all  made 
difauthentique,  and  put  out  ofvfe  by  the 
comroing  of  Chrift ;  as  not  able  to  dif-  ! 
cerncthe  difference  betwixt  ihcMorall, 
and  the  Ceremoniall  law. 

The  Bookes  of  the  Prophets  they  al¬ 
low  of^  but  reade  them  not  publikely  in 
their  Churches,  for  the  fame  reafon  5  be- 
caufe they  wer  but  direfters  vnto  Chrift, 
and  proper  (as  they  fay)  to  the  Nation  of 
the  lewes .  Onely  the  bookc  ofPfalmes 
they  hauc  in  great  jeftimation,  and  fing  & 
fay  them  daily  in  their  Churches. 

Of  the  new  Teftament  they'allow,and 
reade  all  except  the  Reuclation :  which 
therefore  they  read  not  (though  they  al¬ 
low  it)becaiife  they  vndcrftand  it  not,nci- 
ther  hauc  the  like  occafion,  to  know  the 
fulfilling  of  the  prophcfics  contained 
within  it,  concerning  efpcciallythe  A- 
!  poftafieofthe  Antichriftian  Church,  as 
ftlah  thurch.  j  h^uc  thc  Wcftcmc  Churchcs.Notwith- 
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ftanding  they  hauc  had  their  Antichriftes 
of  the  Greek  Church,  and  may  find  their 
own  falling  off,  and  thc  puniftimcnts  for 
it  (by  thc  Turkifh  inuafion  )  io  thc pro- 
phefics  of  that  Bookc. 

Secondly  (which  is  the  fountain  of  thc 
teft  of  all  their  corruptions  both  in  Doc¬ 
trine  and  Ceremonies)  they  holdewith 
thc  Papifts,that  their  Church  Traditions 
arc  of  equalL  authority  with  the  written 
word  of  God.  Wherein  they  prefer  them 
fellies  before  other  Churches:  affirming, 
that  they  hauc  the  true  and  right  traditi- 
ons,deliuerd  by  the  Apo files  to  the  Greek 
Church,and  fo  vnto  them. 

3.  That  the  Church  (meaning  the 
Grccktjand  fpecially  the  Patriarch  &  his 
Synod, as  the  head  of  thc  reft)  hauc  a  fo- 
ucraigne  authority  to  interpret  thc  ferip- 
turcs,and  that  all  are  bound,  to  bold  that 
interpretation  as  found  and  authentique. 

4,  Concerning  thc  diuine  Nature,  and 
thc  three  perfons,  in  thc  one  fubftance  of  |  Ghoft  CO  pro 
God,  that  the  Holye  ghoft  proceedeth  cccdtromihc 

from  the  Father  onely,  and  not  from  thc 
Sonne. 

5 .  About  the  office  of  Chrift ,  they  hold  ^  chrift  not 
many  fowlc  errors,  and  thc  famc(almoft)  folc  mediator 
as  doth  thc  Popifh  Church5namely,that  ^^^“^crcefsio. 
he  isjthtirfole  Mediator  of  redemption, 
but  not  of  interceffion. 

'  Their  cheefe  reafon  (if  they  be  talked !  An  idle 
^vithall)for  defence  of  this  errour,is,tbat !  parifon,of 
Vnapt  and  foblifh  comparifon,  betWcenc  the 

God  and  a  Monarch  or  Prince  of  this  world, 
world,  that  muft  be  fued  vnto  by  Media¬ 
tors  about  him: wherein  they  giiic  fpecial 
preferment  to  fomc  aboue  others,  as  to 
rhebleffcd  Virgin, whom  they  cal  Treche- 
y?e,orvndefiled:&:  SMcolas^  whom  they  ({)cedy  helper 
c^XScorapomofnickpi  thc  Speedy  helper 
fayjthat  he  hath  300.  Angels  of  thc  chcc- 
‘feft,appointedby  God  to  attend  on  him. 

This  bath  brought  them  to  an  horrible 
cxccffe  ofidolatry,  after  thc  grolTcft  and 
prophaneft  manner  ^^giiiing  vnto  theyr 
Images,  all  Religious  worfhip  of  Prayer, 

.  Thankefgiuing,  Offerings,  and  Adorati¬ 
on,  with  proftrating  and  knocking  theyr 
beads  to  thc  ground  before  them,  as  to 
God  himfclfe.  V\/hich  bcccaufe  they  1 
doo  to  thc  pifture,  not  to  the  portraiture '  a  vtine  cxcu- 
ofthc  Saint, they  fay  they  worfhip  not  an  fing  palpable 
Idoll,but  thc  Saint  in  his  image,  &  fo  of-  j 
fend  not  God.Forgctting  the  commade- 
met  of  God, that  forbiddeth  to  make  the 
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I  image  or  likcncflc  of  anything,  for  any 
religious  worfhippc  or  vfc  whatfocuer. 
Their  Ghiirch  walles  are  very  ful  of  them, 
richly  hanged  and  fee  forth  with  Pearle  & 
ftone  vppon  the  fmooth  Table.  Though 
fome  alfo  they  haue  embofled,  that  ftickc 
from  the  boord  almoft  an  inch  outwards. 
They  call  them  Cht*doHodites^  or  their  mi¬ 
racle  workers:and  when  they  prouide  the 
to  fet  vp  in  jtheir  churches  jin  no  cafe  they 
may  fay  that  they  haue  bought  the  image 
but  exchanged  mony  for  it. 

6.  For  the  mcancs  of  luftification  jthey 
agree  with  the  PapifteSj  that  it  is  not  by 
faith  onely,  apprehending  Chriftibut  by 
their  workes  alfo.  And  that  Opt^operatum 
or  the  worke  for  the  workc  fake,  muft 
needs  pleafe  God.  And  therefore  they  are 
all  in  their  numbers  of  Prayers,  Faftes, 
Vowes,  and  offerings  to  Saints,  Almef- 
deeds,  Croffings^and  fuch  like, and  carric 
their  numberingbeads  about  with  them 
continually  5  afwell  the  Emperor  and  his 
Nobility,  as  the  common  people,  not 
onely  in  the  Church, but  in  all  other  pub 
like  places,  fpecially  at  any  fet  or  folemnc 
mceting3  as  in  their  Fafts,  Law  Courtes, 
common  confultations, entertainment  of 
Ambafladorsjandfuch  like. 

7.  They  fay  (with  the  Papifts)  that  no 
man  can  be  affured  of  his  faluation,  til  the 
laft  fentence  be  paffed  at  the  day  of  iudg- 


ment. 


8.  They  vfe  Auricular  confeffion,  and 
thinke  that  they  are  purged  (by  the  verie 
a£i:ion)from  fo  many  fins  as  they  confefle 
by  name,and  in  particular  to  the  Prieft. 

They  do  hold  three  Sacraments, of 
Bapttfme^  the  Lords  Supper^  and  the  laft  an- 
noyling  01  unction*  Yet  concerning  theyr 
Sacrament  of  extreame  Vn£tion,  they 
hold  it  not  fo  neceffary  to  faluation ,  as 
they  doc  Baptifme;  but  thinke  it  a  great 
curfe  and  punifhmcnt  ofGodjifany  dye 
without  it. 

10.  They  thinke  there  is  a  neceffitie  of 
Baptifme,and  that  al  are  condemned  that 
dye  without  it. 

11. Thcy  rebaptize  as  many  Chriftians 
(not  being  of  the  Greekc  church)  as  they 
conuert  to  their  Ruffe  profelfionibecaufe 
they  arc  diuided  from  the  true  Church, 
which  is  the  Greekejas  they  fay. 

12.  They  make  a  difference  of  meates 
and  drinkes, accounting  the vfe  ofone^to 
be  more  holy  then  of another.  And  there- 


\  fore  in  their  fet  fafts,  they  forbeare  to  eat 
flelTi,and  white  meates  (as  we  ciW  them) 
after  the  manner  of  the  Popifh  foperftiti- 
on ;  which  they  obferue  fo  ftri£flyi  and 
with  fuch  blind  cleuotion,as  that  they  >vil 
rather  dief,thcn  eatc  one  bit  of  flefl}  jCgges 
or  fuch  like/or  the  health  of  their  bodyes 
in  their  extreme  fickneffe. 

1 3 .  They  hold  mariage  to  be  vnlawful 
for  all  the  Clergy  men,  except  the  Priefts 
only,  and  for  them  alfo  after  the  firft  wife 
(as  was  (aid  before.)  Neither  do  they  wcl 
allowc  of  it  in  Lay-men  Rafter  the  fecond 
marriage.  Which  is  a  pretence  now  vfed 
againft  the  Emperours  onely  brother,'  a 
child  of  fix  yeares  old  :  Who  therfore  is 
not  prayed  for  in  their  Churches, as  their 
raaner  is  otherwife  for  the  Princes  blood 
bccaufe  he  was  borne  of  the  fixt  mariage, 
and  fo  not  legitimated  This  charge  was 
giuen  to  the  Priefts  by  the  Emperor  him- 
felfjby  procurement  of  the  Gmonoes:viho 
make  him  belceue,  that  it  is  a  good  polli* 
cy,to  turne  away  the  liking  of  the  people 
from  the  next  fiicccffor. 

^any  other  falle  opinions  they  haue 
in  matter  of Rcligioti ,  But  thefe  arc  the 
chiefe, which  they  hold  partly  by  mcanes 
of  their  traditions  (which  they  hauere- 
cciuedfrom  the  Grceke  Churcb)bLit  fpe¬ 
cially  by  ignorance  of  the  holyC  Scrip- 
tures.Which  not withftanding they  haue 
in  the  Polonian  toong(that  is  al  one  with 
theirs,(bmcfcw  words  only  cxceptcd)yet 
few  of  them  read  them  with  that  godly  c 
care  which  they  ought]  to  doc:  neythcr 
haue  they  (if  they  would)  bookes  (uffici- 
ent  ofthcOlde  and  New  Teftament  for 
the  common  people  3  but  ofihcir  Lei- 
turgic  onely,  or  Booke  of  common  Ser- 
uicc,  whereofthere  arc  very  great  num¬ 
bers. 

All  this  mifchccfc  commeth  from 
the  Cleargic,  who  being  ignoraunt  and 
godleffe^themfclues,  arc  exceedingly 
waric,  to  keepethe  people  (likewifc)in 
their  ignoraunce  and  blindcncffe,  for 
theyr  liuing  and  bellies  fake  :  partly  alfo 
from  their  manner  of  Goucrncment  fet- 
led  among  them  *.  which  the  Emperours 
(whom  it  fpecially  behooucth)  liftc  not 
to  haue  changed  by  any  innouatiou,  but 
toretaincthat  Religion  thatbeft  agree- 
ethwithit.  Which  notwithftanding  it 
is  not  to  be  doubtcd>  but  that  hauing  the 
word  of  God  in  fome  fort  (though  with- 
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out  the  ordinary  mcancs^  toattainctoa 
true  fenfe  and  vnderftanding  of  it)  God 
hath  alfo  his  number  among  them .  As 
may  partly  appeare^by  that  which  a  Ruffe 

follower  of  an  Ambaf. 
fador,  fpeaking  againft  their  Images  and 
other  fuperfticions :  That  God  had  giuen 
vnto  his  Country  light  to  day,  and  might 
giue  it  to  morrow  (if  he  pleafed)  to  them. 

As  for  any  inquifition  or  proceeding 
againft  me  for  matter  of  religion,  I  could 
hcarc  of  none :  faue  (a  few  yeares  fincc)a- 
gainft  one  man  and  his  wife ,  who  were 
kept  in  dole  prifonjthc  fpace  of  28.  years, 
till  they  were  ouer-growne  into  a  defor¬ 
med  faftiion  ,for  their.hayrcjnailcs,  cou- 
lor  of  countenance,  and  fuch  like,  and  in 
the  endc  were  burned  at  Mosko^  in  a  fmall 
houfefetonfire.  The  caufe  was  kept  fe- 
crctjbut  like  it  was  for  fome  part  of truth, 
in  matter  of  religion :  though  the  people 
were  made  tobeleeuc  by  thePriefts  and 
Fry ars, that  they  held  fome  great  &  dam¬ 
nable  herefie. 

The  manner  of  making  andfolcmni- 
zing  their  Mariages,  is  different  from  the 
manner  of  other  Countries .  The  man 
(though  he  neucr  faw  the  woman  before) 
is  not  permitted  tohaue  any  fight  of  her 
all  the  time  of  bis  wooing;  which  hcc 
doth  not  by  himfelfe,  but  by  his  Mother, 
or  fome  other  ancient  woman  of  his  kin 
or  acquaintance.  When  the  liking  is  ta¬ 
ken  (afwcll  by  the  Parents,  as  by  the  par¬ 
ties  themfelueSjforjWithout  the  knolcdgc 
and  confent  of  the  parents, the  contrad  is 
notlawfull)  thc  fathers  on  bothfides,or 
fuch  as  are  to  them  in  ftcad  of  Fathers, 
with  their  other  chiefe  friends,  haue  a 
meeting  and  conference  about  the  dow¬ 
ry,  which  is  commonly  very  large,  after 
the  ability  of  the  Parents;  fo  that  you  fhal 
haue  a  Market-man  (as  they  call  them) 
giue  a  thoufand  Rubbels,  or  more  with 
his  daughter. 

As  for  the  man,  it  is  neucr  required 
of  him, nor  ftandeth  with  their  cuftomc, 
to  make  any  ioyntcr  in  recompcnce  of 
the  dowry.But  in  cafe  he  haue  a  childc  by 
his  Wife,  (he  cnioyeth  a  third  dealc  after 
his  dcccafe.  If  he  haue  two  children  by 
hcr,or  more,  fticc  is  to  haue  a  courtcfic 
more, at  the  diferetion  of  the  husband.  If 
the  husband  depart  without  iffuc  by  his 
wife, (hcc  is  returned  home  to  her  friends 
without  any  thing  at  all,  faue  onclyher 


dowry :  ifthe  husband  Icaiie  fo  much  bc- 
hinde  him  in  goods.  When  the  agree¬ 
ment  is  made  concerning  the  Dowry, 
they  figne  bonds  one  to  the  other,  afwcll 
for  the  payment  of  the  dowry,  as  the  per¬ 
forming  of  the  marriage  by  a  certain  day. 
If  the  woman  were  neiier  married  before, 
her  father  and  friends  are  bound(befides) 
to  aflTurc  her  a  maiden.  Which  breedeth 
many  brabbels  and  quarrels  at  law,  if  the 
man  take  any  conceit, concerning  the  bc- 
hauiour  and  honefty  of  his  wife. 

Thus  the  contraft  beeing  made,  the 
parties  begin  to  fend  Tokens  the  one  to 
the  others  the  woman  firft,then  afterward 
the  man,  but  yet  fee  not  one  another  till 
the  marriage  be  folemnized.  On  the  ceue 
before  the  marriage  day,  the  bride  is  car¬ 
ried  in  a  CoUimAgOy  or  Coach,  or  in  a  fled 
(ifitbc  Winter)  to  the  bridegroomes 
houfc,  with  her  marriage  apparrell  and 
bedftead  with  her,  which  they  arc  to  lye 
in.  For  this  is  euer  prouided  by  the  bride, 
and  is  commonly  very  faire,  with  much 
coftbeftowed  vpon  it.  Hccrc  fhcc  is  ac¬ 
companied  all  that  night  by  her  mother, 
and  other  women :  but  not  wclcpmmed, 
nor  once  fccnc  by  the  bridegroome  him- 
felfc. 

When  the  time  is  come  to  haue  the 
Marriage  folemnized,  the  Bride  hath  put 
vponherakinde  ofhoodc,  made  of  fine 
knitworkc  or  Lawne ,  that  coucreth  her 
head,  and  all  her  bodie  down  to  the  mid¬ 
dle.  And  fo  accompanied  with  hir  frends 
and  the  bride-groome  with  his,  they  goe 
to  Church  all  on  horfebackc,  though  the 
Church  bee  nccre  hand,  and  themfclucs 
but  of  very  meanc  degree. 

The  wordcs  of  contrafl:,  and  other 
ceremonies  in  folemnizing  the  marriage, 
arc  much  after  the  order,  and  with  the 
fame  words  that  are  vfcd  with  vs ;  with  a 
ring  alfo  giuen  to  the  Bride.  Which  be- 
ing  put  on,  &  the  words  ofeontradt  pro¬ 
nounced  :  the  Brides  hand  is  deliucred 
into  the  hand  of  the  Bridegroome,  which 
ftandeth  all  this  while  on  the  one  fide  of 
the  Altar  or  Table,  and  the  Bride  on  the 
other.  So  the  marriage  knot  beeing  knit 
by  the  Prieft,  the  Bride  commeth  to  the 
Bridegroome  ((landing  at  the  end  of  the 
Altar  or  Table)  and  fallcthdownc  at  his 
fectc, knocking  her  head  vpon  his  fhooe, 
intokenofher  fubiedtion  &:  obedience. 
And  the  Bridegroome  againc  cafteth  the 
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lappe  of  his  Gownc  or  vpper  garmentjO^ 
uet  the  Bride,  in  token  of  his  duty  to  pro- 
teft  and  cherilB  her. 

Then  the  Bridegroom  and  Bride, (lan¬ 
ding  bpth  together  at  the  Tables  cnd,co- 
meth  firft  the  father, and  the  other  friends 
of  the  Bride,  and  bow  thcmfelucs  downc 
iow  to  the  Bride-gcoome:  and  fo  likewife 
nis  friends  bow  thcmlclues  to  the  Bride, 
in  token  of  affinity  and  loue,  euer  after, 
betwixt  the  two  Kindreds.  And  withall, 
the  father  of  the  Bridegroom,  offereth  to 
the  prieft  a  loafe  of  brcadjwho  deliucreth* 
it  ftraighc  againc  to  the  father,  and  other 
friends  ofthe  Bride,  with  atteftation  be¬ 
fore  God  and  their  Idols,  that  he  deliuer 
theDowry  wholly  and  trucly  at  the  day 
appointed, and  hold  loue  cuer  after,  one 
Kindred  with  another.  Wheriipon  they 
breake  the  loafe  into  peeees,  and  eate  of 
ir^  to  teftifie  their  true  and  finccre  mea¬ 
nings,  for  performing  of  that  charge, and 
thenceforth  to  become  as  graines  of  one 
Loafe,  or  men  of  one  Table. 

Thefe  Ceremonies  being  cndcdjthc 
Bride-groome  taketh  the  Bride  by  the 
hand,  and  fo  they  goe  on  together,  with 
their  frieitdcs  after  them,  towardcs  the 
Church  porch.  Where  meet  them  cer- 
taine  with  pots  arid  cupsintheyr  hands, 
with  Meade  and  Ruffe  Wine.  Whereof 
the  Bridc'groome  takcih  firft  a  Gharke, 
or  little  cuppe  full  in  his  hand,  and  drihk- 
cth  to  the  Bride :  who  openingherhood 
orvailebelowe,  and  putting  the  Cup  to 
her  mouth  vnderncath  it  (for  being  feenc 
of  the  Bridge-groome)  pledgcth  him  a- 
gaine«i 

Thus  returning  altogether  from  the 
Church,  the  Bride-groome  gocth  not 
hometohisownc,  butvntp  his  Fathers 
houfe,  and  (he  likcwi(c  to  hers,  where  cy 
ther  entertaine  their  friends  apart.  At  the 
entering  into  the  hou(c,  they  v(c  to  fling 
Come  out  of  thewindowes  vppon  the 
Bridegroome  and  Bride, in  token  of  plen¬ 
ty  and  fruitfulneffe  to  be  with  them  cuer 
after. 

When  the  Eucning  is  come,  the  Bride 
is  brought  to  the  Bride-groomes  Fathers 
houfe,  and  there  lodgeth  that  night,with 
her  vailc  or  coucr  ftill  oucr  her  head .  All 
that  night,  (hee  may  not  fpeak  one  word 
(for  that  charge  (hcereceiueth  by  tradi¬ 
tion  from  her  mother  and  other  matrons 
her  Fricndcs )  that  the  Bride-groome 


miift  neither  hcare,  nor  fee  her,  till  the 
day  after  the, marriage.  Neither.three 
dayes  after,  may  (he  be  heard  to  fpeake^j 
faue  certainefew  words  at  the  Table,  in 
a  fet  forme,  with  great  manners  and  rc- 
iiercncc  to  the  Bride-groome.  If  fhee  be- 
hauc  her/elfe  otherwife^  it  is  a  great  pre- 
iudiccto  hercredite  and  life  euer  after  .* 
and  will  highly  bee  difliked  of  the  Bride- 
groome  himfclfe. 

After  the  third  day,  they  depart  vnto 
their  own  houfe,  and  make  a  fcaft  to  both 
their  friends  together.  The  mariage  day, 
and  the  whole  time  of  their  Feftiuall,  the 
Bride-groome  haththe  honor  to  be  cal¬ 
led  Moloday  Kns::,^  or  young  Duke,  and 
the  Bride  Moloday  or  yong  Dut- 

chcffc. 

In  liuing  with  their  wiues,  they  fhew 
thcmfclues  to  be  but  of  a  barbarous  con¬ 
dition  ;  vfing  them  as  feruantes  rather 
then  wiues.  Except  the  Noble-women, 
which  arc,  or  (ecme  to  bee  of  more  c(li- 
mation  with  their  hiisbands,thcn  the  re(l 
of  meaner  fort.  They  hauethisfowlc  k- 
bufe,  contrary  to  good  order,  and  the 
word  of  God  it  felfe,  that  vpon  diflike  of 
his  wife,  or  other  caule  whatlbcuer,  the 
manmaygo  intd  aMonaftcry,  &(hcarc 
himfelfc  a  Fryer, by  pretence  of  deuoti- 
on,and  fo  Icauc  his  wife  to  (hiftc  for  her 
felfe  fo  well  as  (he  can. 

The  other  Ceremonies  of  theyr 
Church,  arc  many  in  numbcr:e(pccially, 
the  abufe  about  the  figneof  the  Croffe, 
which  they  fet  vp  in  their  high-wayes,  in 
the  tops  of  their  Churches,  and  in  eucry 
doorc  of  their  houles,  (igning  thcfnfcluc^ 
continually  witH  it  on  their  foreheads  8^ 
brefts,  with  great  deuotion,  as  they  will 
feemeby  their  outward  gefture  and  be- 
hauiour.  Which  were  much  leffc  of¬ 
fence,  if  they  gaue  not  withall,  that  Reli¬ 
gious  reucrcnce  and  worfhippe  vnto  it, 
which  is  due  vnto  none  but  God  bnely, 
and  vfed  the  dumbe  (heW  and  figning  of 
it,  inftead  of  Thankefgiuing,  and  of  all 
other  duties  which  they  doc  owe  vnto 
God. 

When  they  rife  eucry  day  in  the 
Morning,  they  goe  commonlie  in  th^ 
fight  offome  Steeple,that  hath  a  croffe 
made  on  the  toppe  bt  it  ;  and  (b  bow¬ 
ing  thcmfclues  tovvardes  the  croffe^they 
(igne  thcmfelues  withall  on  theyr  fore¬ 
heads  and  brefts.  And  this  is  their  thankf- 
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giuingto  God  for  their  nights  reft,  with-  I  necks.  NcxtchcPrkfts,comcthcirBi- 
ouc  any  word  fpcaking,  except  peraduen-  (hops  in  their  pontificalibus ;  then  the 
turerhey  fay,  Pomluy^ox^  Lord  |  Fryars,Monks  and  Abbots:  and  after jthc 


haue  mercy  vpon  vs. 

When  they  fit  downeto  meatc,  and 
Simngdownc  againc  from  it,  the  thankfgiuing  to 

God,  IS  the  cromng  of  their  fore-heads 
and  breafts.  Except  it  be  feme  few  that 
adde  peraducturc,  a  word  or  two  of  fomc 
ordinary  prayer,  impertinent  to  that  pur- 
pofe. 

When  they  are  to  giue  an  oath/or  the 
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Patriarchs  in  very  rich  attire,  with  a  ball, 
or  fpbere  on  the  top  of  his  my  ter,  to  fig^ 
nifichis  vniuerfality  ouer  that  Church. 
Laft  commeth  the  Emperor,  with  all  his 
Nobility.  The  whole  trainc  is  of  a  mile 
long,  or  more. 

When  they  are  come  to  thcRiuer,a 
great  hole  is  made  in  the  yee,  where  the 
market  is  kept,  of  a  rod  aiid  a  halfe  broad. 
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fingthc  fectc  of  it,  making  it  as  G  O  D, 
whofe  name  oncly  is  to  bee  vied  in  fiich 
triall  of  lufticc. 

When  they  enter  into  any  houfe  (where 
cucr  there  is  an  Idoll  hanging  on  the  wal) 
they  figncthcmfelucsWith  the  croirc,and 
bow  themfelues  to  it. 

When  they  beginne  any  workc,  be 
it  little  or  much,  they  armc  themfelues 
firft  with  the  figne  of  the  crofle.  And 
this  commonly  is  all  their  prayer  vnto 
God,  for  good  fpeede  of  their  bufinefle. 
And  thus  they  ferue  God  with  cro(rcs,af- 
ter<  a  crofle  and  vainc  manner :  not  vndcr- 
ftanding  what  the  Crofle  of  Chrift  is, nor 
the  power  of  it.  And  yet  they  thinke  all 
ftrangers  Chrjftians,to  be  no  better  then 
Turkesjin  comparifon  of  themlelucs(and 
(b  they  wil  fay)!DCcaure  they  bow  not  thc- 
fclues,when  they  meete  with  the  Crofle, 
nor  figne  themfelues  with  it,  as  the  Ruffe 
manner  is. 

They  hau.e holy. water Jn  like  vfcand 
eftimaiion  as  the  Pdpifh  Church  hath. 
iBut  herein  they  exceed  them,  in  that  they 
doc  not  onely  hallow  their  holy  water 
ftockcs,and  tubs  full  of  water  j  but  all  the 
Riuersofthe  Country  once  cueryycarc. 
At  Mosko  it  is  done  with  great  pompe  & 
folemnity :  the  Emperour  himftlfc  being 
prefent  at  it,  with  all  his  Nobility, march¬ 
ing  through  the  ftreetes  towards  theRi- 
vitx  oi  Mosk^a^  in  manner  of  proceflion, 
in  this  order  as  followeth.  Firft  goe  two 
ttcr  «t  Mosko.  I  Dg^cons,witb  banners  in  their  hands, the 

one  of  (or  our  Lady)  the  other 

of  SMichael^  with  his  Dragon. 

Then  follow  after, the  reft  ofthcDcacons 
and  the  Priefts  of  Mosko^  two  and  two  in 
arankc,withcoaps  ontheitbackes,  and 
their  Idols  at  their  breafts,  carried  with 
girdles  or  flings,  made  faft  about  their 
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deciding  ofanycontrouerfie  at  law,  they  With  a  ftage  round  about  it  to  keepeoff 
do  it  by  fwcaring  by  the  Crofle,  and  kif-  the  preafe .  Then  beginneth  the  Patri- 

arch  to  fay  ccrtainc  prayers,  and coniu- 
reth  the  diuell  to  come  out  of  the  water : 
and  fo  cafting  in  fair,  and  cenfing  it  with 
frankincenfc,  maketb  the  whole  Riucr  to 
become  holy  water.The  morning  before, 
all  the  people  of  Mosko  vfe  to  m  akc  croP 
fesof  cbawlke  oner  euerydoore3&  win¬ 
dow  of  their  honfes:  Icaft  the  diuell  being 
coniured  out  of  the  watcr,fhould  flyc  in¬ 
to  their  houfes. 

When  the  ceremonies  are  ended, you 
{hall  fee  the  black  gard  ofthc  Emperofs 
houfe,  &  then  the  reft  of  the  Townc  with 
their  pailes  and  buckets,  to  take  off  the 
hallowed  water  for  diinke,and  other  vfes* 
You  fhall  alfb  fee  the  women  dippe  in 
their  children  ouer  head  and  cares ,  and 
many  men  and  women  leap  into  it,  fbmc 
naked,  fomc  wiih  their  clothes  on,  when 
fomc  man  would  thinke  his  finger  would 
freeze  off,  if  hec  fhould  but  dippe  it  into 
tbe  water .  When  the  men  hauc  doonc, 
they  faring  their  horfes  to  the  riucr ,  to 
drink  of  the  fandified  water;  and  fo  make 
them  as  holy  asahorfe.  Their  fet  day 
for  this  folcmnc  adion  of  halowing  their 
riuers,  is  that  we  call  1  he  like 

is  doonc  by  other  Bifhops,  in  all  parts  of 
thcRcalme. 

Their  mancr  is  alfb  to  giue  it  to  their 
fickcjin  their  greateft  cxtrcamitic  5  thin¬ 
king  that  it  will  cyther  rccoucr  them ,  or 
fandific  them  to  God .  Whereby  they 
kill  many,  thro  ugh  their  vnrcafbnablc  fu- 
pcrftition,asdid  the  LordBorris  his  onc¬ 
ly  fonnc,at  my  being  at  the  Mofco:\s\\Qxti 
he  killed  (asw  asfaydby  the  Phyfitions) 
by  powring  into  him  coldc  holy  water, 
and  by  prefenting  him  naked  into  the 
Church,  to  their  Saint  BajiUo^  in  the 
coldc  ofthc  Winter,  in  an  exttcamity  of 
fickenefle. 

They 
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They  hauc  an  Image  of  Chrijl ,  which 
|thcy  call  Ar^/‘/#rfe,(which  (ignifies  aftnuch 
*as  Miie  wlthmt  hAni$)ioi  fo  their  priefts 
(and  fupcrftition  withall)  perfwades  them 
it  was.  This  in  their  pcoceffionsjthcy  car¬ 
ry  about  with  them  on  high  vpon  a  pole, 
enclofcd  within  a  Pixe,  made  lifec  a  Lant- 
horne ,  and  doe  reucrence  to  it ,  as  to  a 
great  myftcrie. 

At  euery  brewing, their  manner  is  like- 
wife,  to  bring  adifh  of  their  woort  to  the 
Prieft,  within  the  Church :  which  being 
hallowed  by  him, is  poured  into  the  brew¬ 
ing, and  (b  giueth  it  fuch  a  vcrtucjas  when 
they  drinke  of  it,^  they  are  feldome  fober. 
The  like  they  doc  svith  the  firft  fruitesof 
their  cornc  in  Harueft. 

They  haue  an  other  ceremony  vppon 
Palmc-funday  of  ancient  tradition :  what 
time  the  Patriarch  rideth  through  the 
Mosko  y  ihcEmpcrourhimfclfc  holding 
his  horlc  bridle,  and  the  people  crying, 
Hofanm ,  and  (preading  their  vpper  gar¬ 
ments  vndcr  bis  horfe  fectc  •  The  Empe- 
rour  hath  of  the  Patriarch  for  his  good 
feruice  of  that  day,  200.  rubbles  of  Hand¬ 
ing  peniion.  Another  Pageant  they  haue 
much  like  vnto  this,  the  weeke  before  the 
Natiuity  of Chrift :  VVhen  cucry  Bifhop 
in  his  Cathcdrall  Church,  fettethfborth 
a  fhew  of  the  three  children  in  the  Ouen. 
Where  the  Angcll  is  made  to  come  fly¬ 
ing  from  the  roofe  of  the  Church ,  with 
great  admiration  of  the  lookers  on ,  and 
many  tcriblc  flaftics  of  fire, arc  made  with 
ro2cn,and  gun-powder,  by  the  Chaldeans 
(as  they  call  them  )  that  runne  about  the 
townc  all  the  Tweliic  dayes ,  difguiftd  in 
their  Players  coats,  and  make  much  good 
fport  for  the  honour  of  the  Bifhops  Pa¬ 
geant.  Atthe-/i/^^,theEmperourhim- 
ielfc ,  and  the  Emprefle  ncucr  failc  to  be 
atir,  although  it  be  but  the  fame  matter 
played  cucry.ycare,  without  any  new  in- 
uentionat  all. 

Bcfidcs  their  fafts  on  Wednefdayes, 
and  Fridayes  throughout  the  whole  y ere, 
(the  one,becaufc  they  fay  Chrift  wasfold 
on  the  VVcdnefday,thc  othcr,bccaufc  he 
fuffered  on  the  Friday)  they  hauc fourc 
great  Fafts ,  or  Lents  cucry  ycarc  •  The 
firft,  (which  they  call  their  great  Lent)  is 
at  the  fame  time  with  ours .  The  fecond, 
about  Midfomer.  The  third,  in  Harueft 
time .  The  fourth,  about  Hallownridc : 
which  they  keepe  not  of  pollicic ,  but  of 


mecrcfupcrftitions. 

In  their  great  Lent,  for  the  firft  weeke, 
they  doc  care  nothing  but  Bread  and  fair, 
and  drinke  nothing  but  water ,  ncythcr 
meddle  with  any  matter  of  their  vocati¬ 
on  ,  but  intend  their  fbriuing  and  falling 
only.  \  ^ 

They  hauc  alfo  three  f^pgUs  ox  wakes  in 
their  Lent ,  which  they  call  Stdanta »  and 
the  laft  Friday  their  great  Figtly  as  they  do 
call  it.  What  time  the  whole  parifh  mitft 
be  prefent  in  the  Church, and  watch  from 
nine  of  the  clocke  in  the  Euening,  vntill 
fixe  in  the  Morning,  all  the  while  ftand- 
ing,  except  when  they  do  fall  downc,  and 
knockc  their  heads  to  their  Idoles,  which 
miift  be  ah  hundred  and  fcauentic  times, 
iuft,  through  the  whole  night. 

About  their  burialls  alfo ,  they  haue 
many  fupcrftitious  and  prophane  cere¬ 
monies  :  as  putting  within  the  finger  of 
the  corpes  ,  a  Letter  ro  Saint 
whome  they  make  their  chiefe  Media¬ 
tor,  and  (as  it  were)  the  Porter  ofHca| 
ucn  gates,,  as  the  Papifts  doc  theyr  Peter, 

In  Wintertime,  whenall  is  couered 
withfnow,  and  the  ground  fo  hard  fro¬ 
zen  ,  asthatnofpade ,  nor  pickc-axecan 
enter  5  their  manner  is  not  to  Bury  their 
dead,  but  to  keepe  thcbodics  (fo  many 
as  die  all  the  Winter  time)  inaiihoulc, 
in  the  fuburbs,  or  out-parts  of the  townc, 
which  they  call  Bohfedomy  thatistofay , 
Gods  houfe  :  where  the  dead  bodies  arc 
piled  vp  together ,  like  billets  on  a  wood’> 
ftacke,  as  hard ,  with  the  froft,  as  a  vcric 
ftonc,  till  the  Spring-tide  come  and  dif- 
folucth  the  froft;  what  time  euery  man  ta- 
keth  his  dead  friend, and  committeth  him 
to  the  ground. 

They  hauc  befidcs ,  their  ycares  and 
moncths  mindes,  for  their  friends  deparf 
ted.  What  time  they  haue  prayers  faidc 
ouer  the  grauc  by  the  prieft;  who  hath  a 
peony  ordinary  tor  his  paines.  When  a- 
ny  dycth ,  they  hauc  ordiharic  women 
:  mourners ,  that  cofnc  to  lament  for  the 
dead  party  :  and  ftand  howling  ouer  the 
body,  after  a  prophane ,  and  heathenifh 
manner  (fometimesinthehoufc,  fomc- 
timesbringing  the  body  into  thcbackc- 
fidc :  Asking  himwhathewantedyand  what 
he  meant  to  die?  They  bury  theyr  dcadjas 
the  party  vfed  to  goc ,  with  coatc,  hofc,. 
bootes,  hattc^  and  the  reft  of  his  appar:. 
Irdl.  .  .  ^  ‘  ’ 
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I  Marly  other  vainc  and  fupcrftitious  ce- 

I  rcrtionics  they  haue^which  were  long  and 
tedious  to  report .  By  thefe  it  may  ap- 
pearc ,  howfarre  they  are  fallen  from  the 
true  knowledge  andpradifeof  Chriftian 
Religion  :  hauing  changed  the  Word 
of  God,  for  their  vaine  traditions,  and 
brought  all  to  externall ,  and  ridiculous 
ceremonies,  without  any  regard  of  fpirite 
and  truth,  which  God  re(|uires  in  his  true 
Wofftip. 


of  the  Empc 
routs  dome- 
iaike  or  priuat 
behauiour. 


The  emperors 
ghoftly  father 


t.  .  V 

'  V 


Hit  ptiuate 
praier,and  the 
maner  hew  it 
isperfourmed 
in  ceremonies 


CHAP.  V. 


an  Oeconomicall  difeourfe  of  the 
Emperours  Court  5  his  Familie  and  Hon- 
P^olde  ajfaires  :  And  more  primte  heha- 
uiour  of  the  people. 


<  >- 


He  Emperours  priuatebc- 
hauior,  fo  much  as  may  be, 
or  is  meete  to  be  knownejis 
after  this  manner  :  Hee  ri- 
feth  commonly  about  fourc 
of  the  clocke  in  the  morning .  After  his 
apparelling  and  waftiing,  incomethhis 
ghoftly  father ,  or  prieft  of  his  chamber, 
which  is  named  in  their  tongue ,  Otetx^ 
Duhouna^  with  his  Croffc  in  his  hand, 
wherewith  he  bleffeth  him ,  laying  it  firft 
an  his  fore-head,  then  vpon  his  cheekes, 
or  fidcsofhisface^  and  then  offreth  him 
theendof  ittokifle.  This  being  doonc, 
the  clarke  of  the  crofle  (calld  Chreshy  Dey- 
ackProfery)  bringethinto  his  chamber  a 
paynied  Image ,  reprefenting  the  Saint 
for  that  day.  For  euery  day  with  them 
hath  his  feuerall  Saint,  as  it  were  a  patron 
for  that  day.  This  he  placeth  among  the 
reft  ofhis  Image  gods,  wherewithal!  his 
Chamber  is  decked,  as  thkkcalmoftas 
the  wall  can  bcarc,  with  Lampes  and  wax 
Candles  burning  before  them.  They  are 
very  coftly  and  gorgeoufly  decked  with 
pcarlcs  and  precious  ftones.  This  Image 
being  placed  before  him ,  the  Emperour 
beginnes  to  crolTe  bimfelfc  after  the  Rujfe 
manner  5  firft  on  the  fore-head,  then  on 
both  fidcs  of  his  breaft,with.^^<^  Pome- 
tuy^  Fomeluy  mtna  hoj^ody  ^  ptcriy  mena 


grefnick  Syhodefua  :  which  is  as  much 
to  fay,  as,  Helpemee  O  Lord m)  Cody  Lord 
comfort  mee ,  defend  and  keepe  mee  a  fnner 
from  doing  enilly  (fc.  This  he  direfteth  to¬ 
wards  the  Image  or  Saint  for  that  day, 
whom  he  nameth  in  his  prayer,  together 
with  our  Lady(whom  they  call  FrecheUe) 
Saint  7{icholas\oi  fome  other,  to  whomc 
he  beareth  moft  dcuotion  ,  bowing  him- 
fclfe  proftrate  vnto  them ,  with  knocking 
his  head  to  the  very  ground.Thus  he  cod- 
tinucthtfae  (pace  ofa  quarter  of  anhourc 
or  thereabouts. 

Then  commeth  againc  the  ghoftly  fa- 
thcr,or  chamber  prieft,  with  a  filucr  bblc 
ful  of  holy  watctjwhich  they  call  in  Fuffoy 
SmtaVoday^xi^  a  fprinkle  ofBafillfas  they 
call  it)  in  his  hand,and  fo  all  to  belprinkles 
firft  the  Image  gods,  and  then  the  Empe¬ 
rour.  This  holy  water  is  brought  freft  c- 
uery  day  from  the  Monaftcrics,  farre  and 
nccrc ,  fent  vnto  the  Emperour  from  the 
Abbot  or  from  thePriour,  in  the  name 
of  the  Saint,  which  is  patronc  of  that  Mo* 
naftcry ,  as  a  fpcdall  token  of  good  will 
from  him- 

Thefe  dcuotions  being  ended,  he  fen- 
deth  in  to  the  EmprclTc,  to  aske  whether 
fhc  hath  refted  in  health,&c.  And  after  a 
little  pawfcjgocth  himfclfe  to  falute  her  in 
a  middle  roomc  betwixt  both  their  cham- 
bers.Thc  EmprclTc  lycth  apart  from  him, 
and  keepeth  not  one  Chamber,  nor  Ta¬ 
ble  with  the  Emperour  daily,  fane  vppon 
the  ccue  of  their  Lents, or  commo  Fafts ; 
what  time  Ihc  is  his  ordinary  gheft  at  bed 
’  andboord.  After  their  meeting  in  the 
morning,  they  go  together  to  their  pri- 
uate  Church  dr  Chappcll,whcrc  is  faide, 
or  fung  a  morning  Seruice  (called  Zau- 
trand)  of  an  houre  long  or  thcrc-abouts. 
From  the  Church  he  rcturncth  home,  & 
fitteth  him  downc  in  a  great  Chambcr,to 
be  fecnc  and  falutcd  by  his  Nobility,  fuch 
as  arc  in  fauour  about  the  Court.  If  he 
hauc  to  fay  to  any  of  the,  or  they  to  him, 
then  is  the  time.  And  this  is  ordinary ,cx- 
cept  his  health,  or  fome  other  occafion 
alter  tbecuftomc. 

About  nine  in  the  morning,hc  gocch 
vnto  another  Church  within  his  Caftlc : 
where  is  fung  byPriefts  andChorifters, 
the  high  Seruice  (called  Oheadna  or  Com¬ 
plin)  which  commonly  lafteththc  fpacc 
oftwo  houres ;  the  Emperor  in  the  mean 
I  time,  talking  commonly  vyith  fome 
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of  his  Councell,  Nobilitie,  or  Captains, 
which  haue  to  fay  to  him,  or  hee  to  them. 
And  the  Gouncell  likewife  conferre  togi- 
ther  among  thcmfelues,  as  if  they  were  in 
their  counccll  houfe .  This  ended,  he  rc- 
turneth  home,  and  recreateth  himfelfc  till 
it  be  dinnertime. 

Hee  is  feriicd  at  his  Table  on  this  man¬ 
ner;  Firft, cilery  di(h  (asitisdeliuered  at 
the  Drcfler)is  tafted  by  the  Cooke, in  the 
prefence  of  his  high  Steward,  or  his  De¬ 
puty  .  And  (b  is  rcceiued  by  the  Gentle¬ 
men  waiters  (called  Shilfhey)  and  by  them 
carried  vp  to  the  Empefours  Table ,  the 
high  Steward  going  before.  There  it  is 
recciued  by  the  Sewer  ( called  Eralfnoy  ) 
who  giueth  a  taftc  of  euery  difh  vnto  the 
T after ,  and  fo  placech  it  before  the  Em- 
perour.  The  number  of  his  diliiesforhis 
ordinary  feruicc, is  about  feauentie;  dret 
fed  (bmewhat  grofely ,  with  much  garlike 
and  fait ,  much  after  the  Dutch  manner. 
When  he  cxceedeth,  vpon  fome  occafi- 
on  of  the  day,  or  cntertaincmcnt  offome 
Ambaflador,  he  hath  many  more  difhes. 
The  feruicc  isfent  vp  by  two  difhes  at  a 
time,  or  three  at  the  moft,  that  hee  may 
eatcit  warme  :  firft  the  baked  ,  then  the 
rofte  meates ,  and  laft  of  all,  the  brothes. 
In  his  dining  Chamber  is  an  other  Tabic: 
where  fit  the  chiefe  of  his  Nobility  that 
are  about  his  Court,  and  his  ghoftlyFa- 
thetjOr  Chaplaine.On  the  one  fide  of  the 
Chamber  ftandeth  a  Cubbard,  or  Table 
of  Plate, very  fayre  and  rich,  with  a  great 
cefterne  of  Copper  by  ir,  full  of  yce  and 
fnovv,  wherein  ftand  the  pots  that  feme 
for  that  mcale.The  tafter  holdeth  the  cup 
thathc  drinketh  in  all  dinnertime,  and 
dcliuereth  it  vnto  him  with  a  fay , when  he 
caJlcth  for  it.  The  manner  is  to  make  ma^ 
ny  difhes  out  of  the  feruicc,  after  it  is  fet 
on  the  Table,  and  to  fend  them  to  fuch 
Noblemen  and  OfBccrs,as  the  Emperor 
liketh  beft.  And  this  is  counted  a  great  fa- 
uour  and  honour. 

After  dinner,  hclayethhimdownc  to 
reft,  where  commonly  hee  taketh  three 
houres  flecpc,  vniefle  hee  doe  employ 
one  of  the  houres  to  bathing  or  boxing. 
And  this  cuftomc  for  deeping  after  din- 
ner ,  is  an  ordinary  matter  with  him ,  as 
with  all  the  •  After  his  fleepehee 
goethtoEucnfbng  (called  by  them  Fe- 
churna:)  and  thence  returning  (for  the 
moftpart)  recreateth  himfelfc  with  the 


^  Empreffe till fupper time,  withicafters, 
and  dwarfes,  men  and  women ;  that  doc 
tumble  before  him ,  and  fing  many  fgngs 
after  the  manner.  This  is  his  com¬ 

mon  and  vfuall  forme  of  recreation  be¬ 
tweene  his  mcales ,  wherein  he  moft  de- 
lighteth.  •  ^  ^  , 

One  other  fpecialf  recreation,  is  the 
fight  with  wilde  Bcares,  which  are  caught 
in  pittes ,  or  netts,  and  are  kept  in  barred 
.Cages  for  that  purpofe,  againft  the  Em- 
perour  bee  difpofed  to  fee  thcpaftirac. 
The  fight  with  the  Bearc  is  on  this  fort  ; 
The  man  is  turned  into  a  circle  walled 
round  about ,  where  bee  is  to  quite  hini- 
fclfc  fovvcll  as  hee  can  ;  for  there  is  no 
way  to  flic  out .  When  the  Bearc  is  tur¬ 
ned  loofc,he  cometh  vpon  him  with  open 
mouth  .  If  at  the  firft  pufh  hee  mi fic  his 
ayme,  fo  that  the  Bearc  doe  come  within 
him,  he  is  in  great  danger.  But  the  vvildc 
Bcare  being  very  fierce,  hath  this  quality, 
that  giueth  aduantage  to  the  Hunter. 
His  manner  is ,  when  he  aflailcth  a  rmn, 
to  rife  vprightonhis  two  hinder  Icgges, 
and  fb  to  come  roaring  with  open  mouth 
vpon  him .  And  if  the  Hunter  then  can 
pufli  right  into  the  very  breaft  of  him  be¬ 
tweene  his  fore-Icgges  (as  commonly  he 
will  notmifle)  refting  the  other  end  of, 
the  BoarcTpeare  ac^ie  fide  of  his  footc 
and  fo  keeping  the  pike  ftill  towardcs  the 
face  of  the  Bcare,  hee  fpeedeth  him  com¬ 
monly  at  one  blowc. 

But  many  times  thefe  Hunters  come 
fhort,  and  are  cy thcr  flaine,  or  mifcrably 
tome  with  the  teeth  and  talents  of  the 
fierce  beaft .  Ifthe  party  quitte  himfclfe 
well  in  this  fight  with  the  Bearc,  he  is  car¬ 
ried  to  drinke  at  the  Emperours  Seller 
doorc;where  he  drinketh  himfelfc  drunkc 
for  the  honour  o^Ho(^odare .  And  this  is 
his  reward, for  aduenturing  his  life  for  the 
Emperours  pleafure. 

To maintaine  this  paftimc,thcEm- 
perorhath  certaine  Huntfmen,  that  are 
appointed  for  that  purpofe,  to  take  the 
wildc  Bearc.  This  is  his  recreation  com¬ 
monly  on  the  Holy-daies.  Sometimes  he 
fpendeth  his  time  in  looking  vppon  his 
Goldfmiths  and  lewellcrs,  Taylors,  Em- 
broydcrers,Painters,and  fuch  like,  andfo 
goeth  to  his  fupper.  When  it  draweth  to¬ 
wards  bed  time,  his  Prieft  faith  certaine 
prayers ;  and  then  the  Emperour  blclTcth 
and  croffeth  himfelfc,  as  in  the  morning, 
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for  a  quartet  of  an  hoiirc  or  thcrc-aboucsj 
and  fo  gocth  to  his  bed  * 

The  Emperor  that  now  is  (called 
ddre  mnowich)\s  for  his  perfon  of  a  mean 
ftaturc,  fomcwhatlowcandgrolTe,  of  a 
fallow  completion,  and  enclining  to  the 
dropfie.hawk  nofedaVnfteady  in  his  pace, 
by  reafon  of  fomc  weakneife  of  his  limbs, 
hcauy  andvnatiuc,  yet  commonly  fai¬ 
ling  almoft  to  a  laughter.  For  quality  o- . 
therwifcjfimple  and  flowcwktcd^biit  ve¬ 
ry  gentle,  and  of  an  eafie  nature,-  quiet, 
mercifull,  of  no  martiall  difpoficion,  nor 
greatly  apt  for  matter  of  pollicy,veryfu- 
perftitioiis,and  infinite  that  way.  Belides 
his  piiiiatc  dcuotions  at  homCjhcc  gocth 
cucryWcekc  commonly  on  pilgrimage 
to  fomc  Monaftcry,  or  other  that  is  nce- 
reft  hand.Hc  is  of  34.  ycarcs  old, or  thcr-  • 
aborts, and  hath  reigned  almoft  the  (pace 
of 'fixe  ycarcs. 

The  chccfc  Officers  of  the  Empclrors 
hdufhold,  are  thefe  which  follow.  The 
firft  is  the  Office  of  the  BoUren  Conefheuay 
or  Maftcr  of  the  Horfe.  W  bich  contai- 
neth  ho  more  then  is  expreffed  by  the ' 
name, that  is, to  be  Ouerfeer  of  the  horfe, 
and  not  MagiHer  equitunty  or  Maftcr  of 
the  horfemen.  For  hec  appointeth  other 
for  that  fcruicc,  as  occafion  doth  require 
(as  before  was  faid.)  He  that  bcarcth  that 
Office  at  this  time,  isBorris  Federowich 
(7 Brother  to  the  Emprefle.  Of 
Horfe  for  feruiccinhis-vvars  (bcfidcso- 
ther  for  his  ordinary  vfes)  hce  hath  to  the 
number  of  tenthoufand,  which  are  kept 
^kiOUvMvskom 

-  The  next  is  the  Lord  Steward  of  his 
houfhold,at  this  timc,one  Gregory  Fajilo- 
wich  Godonoe, 

....  The  third  is  his  Treafurcr,  that  keep- 
cth  allhis  monies, iewels,  plate,  &c.  now 
called  Stepan  Fajilowich  Godonoem 

The  fourth  his  Controller,  now  An- 
dreas  Petrowich  Clefinine. 

The  fift  his  Chamberlainc.  He  that  at- 
tendeth  that  Office  at  this  time,  is  called 
Eiioma  Bifahroz>a  PaHelnifchay. 

The  fixthis  Tafters,  now  Theodore 
Alexandrowtchy  and  I mn  Fajilowich  Godo- 


Gentlemen 
of  th«  Cham¬ 
ber. 


The  Guard. 


Night  time* 


Groomes. 


The  Guard 


me. 


ThcfcucnthhisHarbcngcrs,  which 
arc  three  Noblemen,  and  diners  other 
Gentlemen  that  do  the  Office  vnderthc. 
Dicfc  arc  his  ordinary  Officers,  and  Offi¬ 
ces  of  thcchccfcft  account. 


Of  Gentlemen befide  that  waitc  about 
his  Chamber  and  Perfon  (called  Shilfey 
Strapfey)thcrcztc  two  hundred,  all  No¬ 
blemens  fonnes. 

His  ordinary  Guard  is  2000.  Hag- 
buttcrs,rcady  with  their  pieces  charged, 
and  their  match  lighted, with  other  ncccC 
fary  Furniture  continually  day  &  night: 
which  come  not  within  the  hoiifc,  but 
waitc  without  in  the  court  oryard, where 
the  Emperour  is  abiding.  In  the'  night 
tirac,thcre  lodgcth  next  to  his  bedcham¬ 
ber,  thcchicfc  Chamberlainc,  with  one 
or  two  more  of  beft  truft  about  him. 

'  A  ftcond  chamber  off,  there  lodge 
fixe  other  of  like  account,  for  their  truft 
and  faithfulneffc. 

‘  In  the  third  Chamber  lie  certainc  yong 
Gentlemen, of  thefe  two  hundred,  called 
Shilfey  Strap  fey ^  that  take  their  turnesby 
forties  cucry  night. 

•  There  arc  Groomes  befidcs,  that  watch 
in  their  courfc,and  lyc  at  cucry  gate  and 
doorc  of  the  Court, called  EHopnkk. 

The  Hagbutters  or  Gunners, where¬ 
of  there  are  twothoufand  (as  was  faidc 
before)  watch  about  the  Emperors  lodg- 1 
ing,or  bed-chamber  by  courle  two  hun-  ‘ 
dred  and  fifty  eucry  night,  and  two  hun¬ 
dred  and  fifty  more  in  the  Court  yard,  &c 
about  the  Treafure  houfe. 

His  Court  or  Houfe  at  the  Moskoy  is 
made  Caftle-wife,  walled  about  with 
great  ftore  of  fairc  Ordenance  planted 
vpon  the  Wall,  and  containeth  a  great 
bredth  of  ground  within  it,  with  many 
dwelling  houfes.  Which  are  appointed 
for  fuch  as  areknowneto  be  furc  and  tru- 
fty  to  the  Emperor.  | 

Thepriuate  behauiour  and  qualitic  of  • 
the  Ruffe  people ,  may  partly  bee  vnder- 
ftoode ,  by  that  which  hath  becnc  fayde  '  ot  iiu  Kufle 
concerning  the  publique  ftateandvfagc 
oftheCountrey.  As  touching  the  natu- '  .vr. 
rail  nabitc  of  their  bodies,  they  arc,  tor  |oiih.irbo- 
ihc  moft  part,  of  a  large  fife ,  and  of  vcric  1 
fleftiy  bodies^  accounting  it  a  grace  to  be  j 
fomewhat  groffc  and  hurley ,  and  there¬ 
fore  they  nourifh  and  fpread  their  beards, 
to  hauc  them  long  and  broadc .  But,  for 
the  moft  part ,  they  arc  very  vnwcldy  and 
vnaftiue  withall.  Which  may  be  thought 
to  come,  partly  of  the  Climate ,  and  the 
numbnefle  which  they  get  by  the  coldc  in 
winter,  and  partly  of  their  dyct,  which  is 
moft  of rootes,  onions,  garlikc,  cabbage,  rV'a7«- 

and 
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Their  drinke 
at  their  meals 


The  after' 
noones  reft. 


Drinking 
drunke  euery 
day. 

\ 

\ 


Their  often 
Tfe  of  Bath« 
ftoucr. 


Two  extre¬ 
mities  of  heat 
and  colde. 


Atcomming 
out  of  their 
Bathftoues. 


and  fuch  like  things  that  breed  groflehii- 
niours,  which  they  vfe  to  cate  alone^  and 
with  their  other  meates. 

Their  dyct  is  rather  much  then  curi¬ 
ous.  At  their  mcales  they  beginne  com¬ 
monly  with  a  Chark,  or  fmall  cuppe  of^- 
c^ua  ,  (which  they  do  call  Ruffe  wine) 
and  then  drinkc  not  till  towards  the  end 
of  their  meales  ^  taking  it  in  largely,  and 
all  together,  with  kiffing  one  another ,  at 
cucry  pledge .  And  therefore*,  after  din¬ 
ner  there  is  no  talking  with  them but  c- 
ucry  mangocth  to  his  bench  to  take  his 
aftcr-nooncs  fleepe ,  which  is  as  ordinary 
with  them  as  theyr  nights  reft.  When 
they  exceed,  and  haue  varietieof difhes, 
the  firft  are  their  baked  meates  (for  rofte 
meates  they  vfe  little)  and  then  their  pot¬ 
tage  and  broaths.  To  drinkc  drunkc,  is  an 
ordinary  matter  with  them  euery  day  in 
the  week.  Their  common  drinke  is  Meady 
the  poorer  fort  vfe  water,  and  thin  drinkc 
called  ^^affe ,  which  is  nothing  elfe  (  as 
wecvfc  to  fay)  but  water  turned  out  of 
hiswittes,  with  a  little  branne  meafhed 
with  it. 

This  dyet  would  breede  iii  them  many 
difeafes,  but  that  they  vfe  bath-ftoucs,  or 
hot'houfes,  in  ftead  of  all  phy  fickc,  com- 
mo  nly  twice  or  thrice  euery  weeke.  Ail 
the  Winter  time,  and  almoft  the  whole , 
Summer, they  hcatc  there  PeachesySvhich 
^arc  made  like  the  Bathftoues,  & 

their  Potlads  likeOuens,  thatfb  warme  ’ 
the  houfc,  that  a  ftranger  at  the  firft  (hail 
hardly  like  of  it.  Thcfe  two  extremities^ 
fpecially  in  the  Winter  of  heate  within 
their  houfes,  and  of  extreme  colde  with¬ 
out,  together  with  their  dyct  5  maketh 
them  of  a  darke  and  fallow  complcdUon, 
their  skinnes  bceing  tanned  and  parched 
both  with  cold  and  with  heate ;  ^ccially 
the  women, that  (for  the  greater  part)  arc 
of  farfe  worfe  complcdions,  then  the 
men.  Wherof  the  caufe  I  take  to  be  dieir 
keeping  within  the  hot-hoiTfes,and  bufi- 
ing  themfeliies  about  the  heating  &  vfing 
of  their  bathftoues, and  peaches* 

The  Ruffe^  bccaufe  that  he  is  vfedto 
both  thcfe  extremities  of  hcatc  and  of 
colde,  can  bcarc  them  both  a  great  dcale 
more  patiently,  ‘then  fkangers  can  doe. 
You  fhall  fee  them  fometimes  (rofeafoh 
their  bodies)  come  out  of  their  Bath- 
fioucs  all  on  a  ffoth,and  fuming  as  hot  al¬ 
moft  as  a  Pig  at  a  Spit,  andprefcntly  no 


leape  into  the  Riucrftarke  naked,  or  to 
poure  colde  water  all  ouer  their  bodies, 
and  that  in  the  coldcft  of  all  the  Winter 
time.  The  women,  to  mend  the  bad  hue 
of  their  skms,vfe  to  paint  their  faces  with 
white  and  red  colours, fo  vifibly^that  cue- 
ry  man  may  percciue  it.  Which  is  made 
no  matter,  becaufe  it  is  common,  and  li¬ 
ked  well  by  their  husbands ;  who  make 
their  Wiues  and  Daughters  ordinary  al¬ 
lowance,  to  buy  them  colours  to  paint 
their  faces  withal, and  delight  thcmfelues 
much,  to  fee  them  of  fowlc  women,  to 
becomq  fuch  fairc  Images.  This  parcheth 
the  skinnc,and  helpeth  to  deformerhem 
when  iheir  painting  is  off. 

They  apparell  thcmfelues  after  the 
Grcekc  manner.The  Noblemans  attire  is 
onthisfafhion. 

Firft  a  Taffia^  or  little  night-cappe  on 
his  head,  that  coiiereth  little  more  then 
his  crowne, commonly  very  rich^wrought 
of  filke  and  gold  thred,and  fet  with  pearl 
and  precious  ftoncs.  His  head  he  keep- 
cth  fhauen  clofe  to  the  very  skin,  except 
he  be  in  feme  difpleafure  with  the  Empe- 
rour.^  Then  hcc  fuffereth  his  hay  re  to 
grow  and  hang  downe  vppcjin  his  fhoul- 
ders,  coucring  his  face  as  vgly  and  defor- 
mcdlyas  he  can.  ' 

Ouer’  the  Taffia^  hec  wearcth  a  wide 
Cap  of  blacke  Foxe  (which  they  account 
for  the  heft  Fusee)  with  a  Tiara  or  long 
bonnet  put  within  it,  ftanding  vp  like  a 
Perjun  or  Babiloman  H  at. 

About  his  ncckc  (which  isfecnc  all 
bare)  is  a  collet  fet  with  pcarlc  and  preci¬ 
ous  ftoncs,  about  three  or  foure  fingers 
broad.  >  - 

Next  ouer  his  (hirt  (which  is  curi- 
oufly  wrought,  becaufe  he  firippethhim- 
fclfc  into  it  in  the  Suiuraer  time,  while  he 
isinthchoufe)  xszSheporiy  or  light  Gar¬ 
ment  of  filke,  made  downe  to  the  knees, 
buttoned  before :  and  then  a  Caftan  or  a 
cbfe  coatc  buttoned,  &  girt  to  him  with 
2Perfian  girdle,  whereat  hcc  hangs  his 
kniucs  andfpoonc.  This  commonly 
isof  cloth  of  gold,  and  hangeth  downe 
as  low  as  1ms  ancklcs. 

^  Ouer  that  he  wearcth  a  loofe  garment 
of  fome  rich  filke,  furred  and  faced  about 
with  fome  gold  Laccjcalled  a  Ferris. ' 

Another  ouer  that,  of  Chamlct,  or 
like  ftuffejcallcd  an  Alkahen^  flcciied  and 
hanging  lowc ,  and  the  cape  commonly 

brooched 
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I  The  noble  wo¬ 
mans  apparelf 


A  coife  cap. 


Rich  care- 
rings. 


Chin  clothes. 


Weather  hats 


Necke  coUers. 


The  vpper 
garment. 


brooched  and  fet  all  with  pearlc. 

When  he  gocth  abroad ,  he  cafteth  o- 
uer  al  thcfe,which  arc  but  flcight(though 
they  feeme  to  be  many)  another  garment 
called  an  tiomratkey ,  like  to  the 
fauethat  it  is  made  without  a  coller  for 
the  ncckc.  And  this  is  commonly  of  fine 
cloth,  or  Camclls  hairc. 

His  buskins ,  which  he  wearcth  in  ftcad 
ofhofc ,  withlinncn  folds  vnder  them  in 
ftced  of  boot-hofe,  arc  made  of  a  Ferjian 
leather  called  Saphian ,  embrodered  with 
I  pearlc  •  His  vpper  ftockes  coitimonly  are 
of  cloth  of  gold. 

When  he  goeth  abroadc ,  hcc  moun- 
teth  on  horfe  backc,  although  it  be  but  to 
goeto  the  next  doorc;  which  is  thccu- 
fiome  and  mancr  alfo  of  the  Bokrskey^  or 
gentlemen. 

The  Boiarskey  or  gentlemans  attire  is 
of  the  fame  fafhioti,  but  diffreth  in  ftuffc; 
and  yet  he  willhaiichisCi^^/sorvndcr- 
coate  fomecimes  of  cloth  of  golde ,  the. 
reft  of  cloth  or  filke. 

The  Noble  woman  (  called  Chyna  Boi- 
ar(bena)  wcareth  on  her  bead ,  firfta  kail 
of  fomc  foft  (like  (which  commonly  is 
red)  and  oner  it  a  frontlet ,  called  Obrofi 
of  white  colour. 

Ouerthat,  her  Cap  ( made  after  the 
coife  fafhion  of  cloath  of  goldc)*  called 
Shapka  Zempska^  edged  with  fomerich 
Jurre ,  and  fet  with  peyles  and  ftoncs. 
Though  they  haue  df  late  begunne  to  dif- 
dainc  embrodering  with  pearles  about 
their  caps,  bccaufe  the  Diaeks,  and  fome 
Merchants  wiucs  haue  taken  vppe  thefa- 
fhiori.  ,  . 

In  their  cares  they  wcarc  earc-rings 
(which  they  call  Sargee)  of  two  inches  or 
more  in  compafle ,  the  matter  of  goldc 
fet  with  Rubies,  or  Saphires,  or  fomc  like 
pretious  ftonc. 

In  Sommer  they  goe  often  with  ker¬ 
chiefs  of  fine  white  lawnc  or  Carabcieke, 
fattened  vndet  the  chinne,  with  two  long 
taflelles  pendent.  Thckerchiefc fpotted 
and  fet  thicke  with  rich  pearlc. 

When  they  ride  or  goe  abroad  in  ray- 
nic  weather,  they  vfc  to  wcarc  white  hats 
with  coloured  bands,callcdby  ^^mScapa. 
Zemskoy. 

Abput  their  neckes  they  wcare  collcrs 
of  three  or  foure  fingers  broadc,  fet  with 
rich  pearlc  and  pretious  ftoncs. 

Their  vpper  garment  is  a  loofc  gownc 


(  called  Opofhen  )  commonly  of  Skarlet^ 
with  wide  loofc  flecues ,  hanging  downc 
to  the  ground,  buttond  before  with  gf  cat 
gold  buttons ,  or  at  the  leaft ,  filucr  and 
gilt ,  nigh  as  bigge  as  a  wallnut.  Which 
hath  hanging  oner  it  fattened  vnder  the 
cappe ,  a  large  broade  cape  of  fome  rich 
Furre,  that  hangeth  downe  almoft  to  the 
middes  of  their  backes.  ' 

Next  vnder  Opofhen  or  vpper  gar¬ 
ment,  they  weare  an  other ,  called  a  Leit^ 
nick ,  that  is  made  clofe  before  with  great 
wide  flecues,  the  cuffc  orhalfcflecue  vp 
to  the  elbowes  commonly  of  cloath  of 
goldc  :  and  vnder  that  aF^’rr^  Zemskoy^ 
which  hangeth  loofe  buttoned  through¬ 
out  to  the  very  foote. 

On  the  hand-wreafts  they  wcarc  very 
fairc  Bracelets,  about  two  fingers  broadc 
of  pearles  and  precious  ftoncs.  They  goe 
all  in  Buskins  of  white ,  yellow,  blew,  or 
fomc  other  coloured  leather ,  embrode- 
red  with  pearlc.  This  is  the  attire  of  the 
Noble  woman  of  ,  when  fhee  ma- 
keth  thcbcftfhewofherfelfe.  Thcgcn^ 
tlowomans  apparrcll  may  differ  in  the 
ftuffc,  but  is  all  one  for  the  making  or  fa¬ 
fhion.  ! 

As  for  the  poor eA/i;»/?c^,and  his  wife, 
they  goe  poorely  clad.  The  man  with  his 
Odnoratkey\  or  loofe  gowne  tothcfmall 
of  the  Icggc,  tied  together  with  a  lace  be¬ 
fore,  of  courfc  white  or  blew  cloth ,  with 
{bm^Shubeoi  long^waft-coatcof  Furre, 
or  of  fheepe-skinne  vnder  it,?  and  his  furr 
red  cappe,  and  buskins. 

The  poorer  fort  of  them  haue  their  Od- 
noratkey ,  or  vpper  garment ,  made  of 
Cowes  haire.  This  is  their  winter  habitc. 
In  the  fommer  time,  commonly  they  doc 
weare  nothing  but  their  fhirts  vpon  their 
backes,  and  buskins  on  their  legges. 

The  woman  gocth  inareddcorblcw 
gowne,  when  fhcc  maketh  the  beft  (hew, 
and  with  fomc  warme  Shube  of  Furre  vn- 
dcr  it  in  the  winter  time .  But  in  the  fom¬ 
mer, nothing  but  her  two  fhirts  (for  fo  do' 
they  call  them)  one  ouer  the  other,  whe¬ 
ther  they  be  within  doores,  or  without. 

On  their  hcadsjthcy  wcare  caps  of  fomc 
colored  ftuffcjmany  ofvcluct,  or  ofcloth 
of  goldj  but  for  the  moft  part,kcrchiefcs. 
Without  care-rings  of  filucr^  or  fomc  o- 
thcrmcttall  ,  and  her  crofle  about  her 
neeke^  you  (hall  fee  no  Rnfia  woman,  be 
(he  wifcnor  maide. 

As 
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As  touching  their  bchauiour,  and  qua¬ 
lity  othervvife,  they  are  of  reafonablc  ca¬ 
pacities  ,  if  they  had  thofe  mcanes  that 
feme  other  Nations  hauc,  to  traine  vp 
their  witts  in  good  nurture  and  learning. 
VVhich  they  might  borrow  of  the  Polo- 
nians^and  other  their  neighbors :  but  that 
they  relufc  it  of  a  very  felfe  ptidc ,  as  ac^ 
counting  their  ownc  fafhion  tobefarre 
the  beft.  Partly  alfo  (as  I  fayd before)  for 
that  their  manner  of  bringing  vp  (voyd  of 
all  good  learning,  and  ciuill  behauiour)  is 
thought  (by  their  gouetnors)  moft  agree¬ 
able  to  that  State,  and  their  maher  of  go- 
uerncment.  Which  the  people  would 
hardly  bcare  3  if  they  were  once  ciiiillcd, 
and  brought  to  more  vndcrftanding  of 
God,  and  good  policie. 

This  caufeth  the  Emperoiirs  to  kcepc 
out  all  mcanes  of  making  it  better,  and  to 
be  very  wary  for  excluding  of  all  peregri- 
that  might  alter  their  fafhions. 
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Which  were  Icffcto  bedifliked,  ifitfet 
not  a  print  into  the  very  mindes  of  his 
people.  For,  as  themfclues  are  very  hard¬ 
ly  and  cruelly  dealt  withall  by  their  chiefe 
Magiftrates,  and  other  fuperiours ;  fo  are 
they  as  criiell  one  againft  an  other, efpeci- 
ally  oucr  their  inferiours,  and  fuch  as  are 
vnder  them .  So  that  the  bafeft  and  wrei- 
{^^d^t^chrtHunoe  (as  they  call  him)  that 
ftoupeth  and  crowcheth  like  a  dogge  to 
the  Gentleman,  and  licketh  vptheduft 
that  lieth  at  his  fecte,  is  an  intollerable  ty¬ 
rant,  where  he  hath  the  aduantage.  ^ 

.  By  this  meancs  the  whole  Countric  is 
filled  withrapine^and  murder.  They  doe 
make  no  account  ol  the  life  of  a  roan,  Y  ce 
fhall  haue  a  man  robbed  fometime  in  the 
very  ftrectes  of  their  Townes ,  ifhcc  goe 
late  in  theeuening  ;  and  yet  no  man  to 
come  foorth  out  of  his  doorcs  to  refeue 
him,  though  he  hcare  him  cry  out.  I  will 
not  fpeakc  of  the  ftrangeneffe  of  the  mur- 
ders,  and  other  cruelties  committed  a- 
mongft  them,  that  wouldfcarccly  bebe- 
Iccued  to  be  doonc  amongft  men,efpcci- 
ally  fuch  as  profefle  chemfelucs  to  be  chri- 
fiians. 

The  number  of  their  vagrant  and  beg¬ 
ging  poorc  is  alraoft  infinite;  that  are  fo 
pinched  with  famine  and  extreme  neede, 
as  that  they  doe  begge  after  a  violent  and 
defperate  manner  5  witb^Giu^w^,  and  cut 
meer^  Giuemee^  and  kill  mee  and  fuch  like 
phrafes.  Whereby  it  may  bee  ghefled. 


what  they  arc  towards  ftrangers,  that  are 
fo  vnnacurall  and  crucll  towardes  their 
ownc  .  And  yet  it  may  be  doubted  whe¬ 
ther  is  the  greater,  the  cruejeie,  or  intem- 
peranciethat  is  vfed  in  that  Countries  I 
will  not  fpeake  of  it,  bccaiife  it  is  fo  foule 
and  not  to  banamed.  The  whole  Coun-? 
trie  ouerfioweth  with  all  finne  of  that 
kinde.  And  ho  mariicll,ashauingnolaw 
to  reftrainc  whoredomes,  adulteries,  and 
like  vncleanncfle  oflife. 

As  for  the  truth  of  his  word,  the  Rujfe 
(for  the  moft  part)  makcrh  fmall  regard  of 
it  :  fo  he  may  gaine  by  a  lie ,  and  breach 
of  his  promifc .  And  it  may  be  faid  truely 
(as  they  know  beft  that  haue  traded  moft 
with  thcm)thacfroro  the  great  to  the  fmal 
( except  fome  few  that  will  (carcely  be'e 
found)  the  Ruffe  neythcrbcleeuethanie 
thing  that  an  other  man  fpeaketh ,  nor 
fpcakcih  any  thing  himfelfe  worthy  to  be 
belceucd. 

Thefc  qualities  make  them  very  odi¬ 
ous  to  all  their  neighbours ,  cfpecially  to 
the  Tartars^  that  account  themfclues  to 
be honeft and iuft  3  in  coroparifonofthe 
RiifTe.  It  is  fuppofed  by  fome ,  that  doe 
wellconfiderof  the  flare  of  both  Coun¬ 
tries  ,  that  the  offence  they  do  take  at  the 
Rttfe  gOLiernement ,  and  their  manner  of 
behauiour;  hath  becnc  a  great caufe  to 
kcepc  the  Tartar  ftill  hcathenifh,  and  to 
miflike  (ashecdooth)  oftheChriftian 
profeflion. 


InteiDperaacc 


No  care  of  . 
word  or  pro" 
mife. 


TbeRufleo« 
dious  to  his 
neighbours.* 


CHAP.  Vi 


^  if  it  may  be  fo  ordered  or  limited^  thatpoT 
fonsgiuen  at  a  certaine  day, fhall  not  caufe 
death ,  a  time  appoynted  and  prC'^ 
fxed» 


I 


Ir  3  though  you  can  much 
more  cleareiy  ar>d  exadly 
rcfblue  this  doubt  5  yet 
notwiihftanding  ,  f^ing 
you  pleafe  to  vnderftand 
mine  aduice  therein, concerning  the  limi¬ 
tation  and  cfficacic  of  poyfons ,  at  a  day 
or  time  prefixed  5 1  fhall  briefly  refoliic 
you  of  my  iudgement. 

I  haue  ciiermorc  heldc  it  abfurde  and 
_ _ _ pggg  rirficii- 


This  is  the  laft 
paradoxofehc 


Of poifoning  at  prefixed  times.  9  Booke 


A  comparifon 
dcriucd  from 
phyficall  me¬ 
dicines  of  bed 
worth. 


1  ridiculous  (  although  it  bee  maintayned 
in  vulgarc  opinion )  that  venoms  or  poy- 
fons  ihould  be  limited  to  a  certaine  time, 
by  empoyfoners .  For,  how  can  it  be  fo, 
feeing Phyficall  medicines,  eucnfuchas 
are  moft  profitable ,  whofe  vertue  ( in 
knowledge  thereof,  is  limited  to  the  com- 
pofition  and  quantitie  of  the  dofc)cannot 
be  apprehended, but  by  long  and  frequent 
experience.^  And  that  being  kno  wne,doth 
not  yet  leaue  vs  any  certaine'a6i:,but  con- 
iefturall ;  wherforejl  cannot  fee  by  what 
reafbn  5  an  empoyfoner  {hould  gaine  a 
prefixion  of  time ,  for  the  eflicacie  of  his 
poyfon.  For,  it  isnotlawfiill  to  make  tri¬ 
al!,  without  danger ,  no  nor  without  pu- 
nilliment  :  cuen  as  if the  aftion  of  Phyfi¬ 
call  rcccipts,fhould  be  experimented  vp- 
on  healthfull  perfons. 

It  may  be  alleadged ,  and  I  am  of  the 
fame  opinion  too,that  they  approue  theii 
Triall  of  poy- 1  poyfons  vpon  beafts ,  as  Dogges,  Swine 
fons  made  on  Birds ,  and  that  thereby  they  confti- 

Bhds'sfc!^*"  tute  rules  to  thcmfeluesj  hauingobferued 
diuers  times  of  death ,  according  to  the 
nature  of  the  poyfons  •  As  if  the  natures 
of  men,  ( being  the  moft  temperate  of  all 
creatures )  and  the  other  were  not  vcric 
farre  different .  Befides,  it  is  much  more 
eafic,  that  a  prccife  and  certaine hourc  of 
euent  and  fucccffc ,  (hould  happen  vnto 
beafts^thento  men.  For,creatiircsdeprif 
ued  of  reafon ,  haue  very  little  diuerfitie 
(in their kincie)  betweenethem,  feeding 
on  one  and  the  fame  pafturage,  and  being 
not  addifted  to  fundry  ftudics,and  occu¬ 
pations  :  from  whence  cnfucthjthatcuen 
by  and  of  the  fame  things ,  beafts  endure 
(almoft)  pafEons  alike. 

But  for  men ,  alchohgh  they  agree  to¬ 
gether  inkindcjyet  notwiihflanding  they 
arc  fo  different,  as  fcldome  or  neucr,(hall 
wc  find  two  together  eflikeneflTc  in  face : 
but  are  diuerfe  in  complexions ,  conditi¬ 
ons  and  occupations  orprofeflions,  and 
no  one  like  other  among  a  thpufand.Vn- 
doubtcdly,!  am  of  the  mindcj  that  in  the 
kinde  of  man, there  is  as  many  differences 
among  particulars ,  as  there  isdiuerfities 
ofkinde  among  all  other  creatures.  And 
therefore,  it  ought  to  be  hcldc  altogether 
abufiue^  and  nogway  firme,  and  fuch  con- 
iedureof  empoyfoners;  as  is  very  cafie 
to  be  prooued ,  and  made  plaine  to  cuery 
vndcrftanding  :  andvppon  thishopefull 
perfwafion,  wee  will  fall  prefently  to  our 


Little  diucr- 
fitic  betweene 
vnrcafpnable 
creatures  in 
their  kinde. 


Very  great  & 
ftrange  varie- 
tic  among  me, 
for  feldorae  or 
neuer  arc  two 
found  of  one 
and  the  fame 
complexion. 


bufineffe.  [ 

Many  haue  thought  and  heldjthat  Th€- 
ophrajlu^  (a  very  grauc  and  approued  Phi- 
lofopher)  was  the  Authour  of  this  opini¬ 
on,  becaufc  he  wrote  ihws  oi Aconitum,  It 
is  piid  to  be  compomded  in  J uch  forty  that  it 
can  kill  at  a  cert  awe  time :  £ts  namely  y  within 
two  monethsy  three  monethsfxe  monethsy  a 
whole  yearey  andfometimes  in  two  year es^ 
Andjome  affirme,  that  fuch  people  [hall  die 
more  mferably ,  then  if  they  could  haue  refi¬ 
fed  longer  time.  For  their  bodies  willimpaire 
by  little  and  little  ^  perijhing  in  a  daily  languid 
fhing:  whereas  f  uch  as  die  fuddenlyfiaue  the 
more  eafie  death'i 

But  the  aiithoritic  of  Theophrafius ,  or 
of  our  fellies ,  can  mooue  nothing  in  this 
matter;  confidering,  that  he  wrote  this, 
more  vpon  others  opinion^  then  his  own, 
as  the  words  themfeliies  doeeuidently  te- 
ftifie .  And  if  any  one  defire  to  know  the 
I  caufe  ofthis  perfwafion ,  hee  fhall  mecte 
with  a  two-folde  anfwcre  thereto .  The 
fitft  is,  the  fubtilc  craftineffc  of  men,  who 
flatter  and  fondly  play  with  their  ownc 
vices.  Forjhow  many  may  be  fouod,that 
can  notfo  pacicntly  endure',  when  they 
arc  reptoouedinfomeeuill ,  happening 
by  an  cxternall  accident ;  as  if  one  (hould 
tell  them ,  that  it  recciued  originall  by  a 
bad  temperature  of  their  body  ,or  of  their 
ownc  intemperance?  For, admit  that  no¬ 
thing  could  be  faidc ,  to  bee  the  caufe  of 
thefirft  conftitution  ,  and  therefore  (by 
confequent)  the  leproofe  ofbis  imperfe- 
dion  concerned  him  nothing  :  yet  not- 
withftanding ,  becaufe  it  is  our  owne  na¬ 
turally  ,we  will  conccale  and  couer  it, yea, 
and  fauour  it  beyond  mcafure.  So  that  if 
there  happen  any  fault  on  thcbehalfcof 
our  imperfedion ,  we  ftand  moft  in  fearc 
to  be  thereof  reproued.  And  hence  it  cn- 
fueth ,  that  wc  more  gladly  yeeldc  agree¬ 
ment,  to  haue  the  caufe  from  fome  cxter¬ 
nall  occafion,  then  of  any  interiour. 

Examples  in  this  cafe  are  very  manifeft, 
euen  in  fuch  as  haue  leaft  knowledge,  bc- 
ing  ignorant  in  good  Arcs  and  Sciences, 
tranfported  by  fimple  iudgement  of felfc- 
loue.As  agcd,and  the'moft  part  of  wcake 
witted  people  doe,  to  whom  nothing  ad- 
mitablc  can  be  fpoken ;  vnlcfTe  it  be  refer¬ 
red  to  fome  Saint,  or  poyfon  clofelygi- 
uen ,  or  to  the  witching  lookes  of 
old  woman:  whence  proceeded  the  com¬ 
plaint  whci:coff^'/g//7fpeakcth. 


Theopbraftus 
a  learned  Plii- 
lofophcr,his 
opinion  of  A. 
conitum. 


Theopbraftus 
not  to  be  cre¬ 
dited  in  this 
cafe. 


Two  anfwcrs 
to  the  Inuo 
lous  petlwa{i6 
Thelitftan- 
Iwerc. 


Wc  can  not 
induretobcar 
our  ownc  im- 
pcrfeAioiis 
reprooued. 


The  ignoracc 
of  caufcsindu* 
ceth  (very  of- 
icn)afaIfco- 
pinion  and 
Sorceries. 
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I  The  operati- 
jonof  poyioiu 
lin  their  owne 
nature. 


/  know  not  by  what  iHajpecf  of  wtong^ 
tender  Lambes (enchanted)  walke  along. 
For  there  muft  necdcs  be  probable  ly- 
ingj  that  cither  inftantly  J  or  (bone  after 
the  poyfon  is  giuen  ^  or  contiiued  in  the 
fureft  manner ;  if  any  length  or  refpite  of 
time  can  be  giuen  thereto.  ^ 

The  other  caufe  of  this  opinion,  is  the 
depraued  interpretation  of  Aftronomi- 
call  Theoremes  or  Speculations.  For  the 
proofc  whereof,  Aftrologers  conftitutc 
(which  is  true)  the  diuers  manners  or  pafi 
fions  of  inferiour  bodies ,  to  be  from  the 
diuers  coniuntSlion  ,  oppofition  and  en- 
terchanged  a(pe(fi  of  the  fuperiour.  From 
hence,  the  ignorant  vulgar  take  occafion, 
ground  and  cftabliih  the  varietic  of  cf- 
fe6i:s,cuen  vpon  the  Icaft  differences  that 
can  becobferued  in  the  ccleftiall  bodies. 
As  when  they  conftitute  fome  one  plant, 
to  haue  power  and  cflScacie  againft  fca- 
ucrsj  prouidcd,that  it  be  gathered  before 
Sunne  riling ,  This  is  an  errour  Ipread 
too  farre  abroad .  For,  not onely from 
thefe  differences  (triuiall, light,  and  of  no 
account  at  all)  men  commonly  confirucf 
the  diucrfitie  of  effeds  in  their  kinds :  but 
alfo  would  haiic  the  accidents  of  thofe  ef- 
feds  to  be  diuers ,  for  the  felfc  fame  rea- 
foiVy  euen  as  is  the  time  to  manifeft  the  efi 
ficacic  ofpoyfon.  The  fqlly  (in  this  point) 
further  related  hyTheophraBus,  he  fayth  : 
That  death  happeneth  in  as [hort  a  time ,  as  a 
Vlant  is  to  be  gathered ,  Let  vs  fccke  then 
for  a  true  fblution  of  this  Probleme ,  by 
reafon  rather  then  the  teftimonies  of  any. 
Which  we  may  moft  commodioufly  doe 
(if  I  abufc  not  mine  owne  iudgement)  by 
beginning  with  the  definition  of  venomc 
or  poifon;  to  the  cod  it  may  be  the  caficr 
vndcrftoodjwhat  the  matter  is  that  vrgeth 
our  inftanc  djfputation. 

We  propcrjycall  venome  or  poyfon, 
whatfociicr  beihg  receiued  into  the  body, 
doth  lb  fight  againft  the  body,  as  it  is  not 
to  be  funnounted;  but  conrrariwifc,doth 
fo  alter  the  body , as  the  body  it  felfe  alters 
in  diet.  In  all  venoms  there  are  two  efpe- 
ciall  differences :  for,  cyther  they  are  ene¬ 
mies  to  humane  nacure,by  rcafbn  of  their 
manifeft  qualitie ;  or  clle  they  are  adiierfe 
thereto  in  their  whole  fubftance.  Moreo- 
uer,  fbme  may  kill  quickely,  others  more 
tardily, euen  of  their  owne  proper  nature. 
Such  kill  fuddenly,and  in  feweft  daies  and 
hoiires ,  which  arc  immediacly  carried  to 


the  profunditie  of  the  hare.  Such  venoms 
arc  cktreamly  hot,  and  (for  ihe  moft  part) 
corrofiuc  orputrefadiue^  the  Greeks  call 
them  SeptiqueSy  endued  with  moft  fubtilc 
parts  •  For,colde  and  groffe  venomes  arc 
more  ydic ,  and  infinuatc  into  the  veines 

and  arteries  more  (lowly* 

Some  there  arc  ,  wh  ich  infed  and  kill 
the  body,  by  their  oncly  vapour  or  iniiifi- 
ble  cKhalation .  Others,  that holdc the 
prime  place  of  atrocitic  and  malignitic. 
As  certaine  poifons  artificial, which  haiic 
fo  fubtilc  a  vertue,  as  being  but  rubbed  or 
annointed  vpon  the  ftirrops,  will  pierce 
tborovv  the  bootes  of  the  Rider,  euen  till 
it  attainc  to  the  naked  (bale  of  his  footer 
and  from  thence  afeendeth  vp  into  the  bo 
dy,  by  the  foufpirallcs  or  oucrtiircs  of  the 
skinne ,  and  fo  corrupt  all  the  members. 
Bridles  and  Saddles  of  horfesmay  alfo  be 
infeded,  and  afterwards,  indiidcd  by  na- 
turall  heace  into  the  arteries  and  veins  of 
the  riderentring  by  the  pores  in  his  hands 
and  thighes.  As  in  like  mancr,Garmcnts, 
Beds  and  Couerings  may  be  poyfond.To 
thefe  venoms  may  be  referred, fuch  askill 
anly  by  fight, fmel,or  being  but  tailed  om 
ly  (without  fwallowing  orletting  downe) 
(uddenly  deftroyingamah ,  without  any 
the  lead  lingering. 

All  venomes  orpoyfons  bring  prefent 
death  with  them,  feras  there  remains  not 
any  time  of  refpite,  for  fuccor  to  fane  the 
poorc  mans  life,bi]t  he  dies.  I  vndcrftand, 
that  fuch  poyfons  are  in  frequent  vfe  a- 
mong  the  Turke;s^  and  fuch  other  nations, 
Groffer  venoms  or  poifons  do  differ  from 
thcfcjas being  flowerin  performing  their 
adion^but  in  the  end  burnc  very  ftrongly, 

bice,cat,torment,&(by  their  lingring)  be¬ 
get  the  greater  ftrcngch  &  cruel  violence. 

Now  there  is  not  oncly  a  difference  of 
cfficacie,in  poifons  of  diuers  kindsjbut  al¬ 
fo  there  happens  to  them  as  great  a  varic- 
ticofrefpites,  to  hurt  according  to  their 
conftitufion  and  temperature ,  by  whom 
they  arc  taken.  For  fome  fcclc  the  harmc 
fooner  or  later  then  others  fome  arc  ouer- 
ihrowne  thereby ,othcrs  cfcapc.  Bccaiifc 
many  times  it  comes  fo  to  paffe,  that  the 
poifons  power  is  mitigated  &  oucrcome, 
by  the  very  complexid  of  him  that  hath 
rccciiied  it,  clfc,  that  it  is  fo  ftrog  of  it  fclf, 
as  it  needeth  no  other  counterpoyfon  to 
vanquilh  it.  So  fallcth  it  out  with  them 
that  dwell  in  peftilent  aircs,  8:  others  that 
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AGoate  isa^ 
bcaft,  there¬ 
fore  aGoatc 
is  an  AiTe. 


At  afolcranc 
Banquet  in  l- 
talic  made  by 
Cxfar  Borgia. 


An  ekatnple 
deriued  from 
phyficaU  pur- 
gatiues. 


arc  attainted  with  the  plague  ;  fome  of 
them  being  ficke,  chance  to  die  fuddenly , 
others  later,  and  other  (in  the  end)cfcape. 

If  it  be  fo ,  it  feemes  then  altogether  ri¬ 
diculous  to  affirmc  ,  that  it  ispolTiblc  to 
giue  a  poifon,  which  (at  a  day  prefixed^S*: 
at  a  certaine  time  of  that  day )  (liall  caufc  • 
the  parties  death,  &  that  the  condition  of 
the  poifon  is  fo  to  doe  .To  vyhich  etrour 
I  may  well  referre  another ,  fatioiiring  of 
thefametafte,  and  which  we  ^haue  long 
fince  ouerthrownc,  to  wit :  That  medkmes 
take  the  beginning  of  their  mutation  or  chan- 
gingfrom  ourheate  •  VVhence  it  enflieth, 
that  being  groffely  preffed,  they  produce 
their  effeds  the  later.  But  if  I  fhould  con- 
fent  to  them  herein,yct  notwithftanding, 
they  can  neuer  come  to  approue  their  af¬ 
firmation,  vnleffc  itbecaptioufly.  Forif 
any  man  argue  thus:  This  druggedifeo- 
uercth  his  power  later  then  this  5  there¬ 
fore  he  will  doc  it  at  a  certaine  time .  The 
argumentation  is  falfc,  and  Jr\fiotlec2\^ 
leth  it  Elenchm  non  confequens :  Eucn  as  if 
a  man  fhould  fay  A  Goat  is  a  Bcaft,thcr- 
fore  a  Goatc  is  an  Aflc.  Vot^To  do  a  thing 
late^  and  to  do  a  thing  at  a  certaine  time^  arc 
of  diuers  kindes ,  and  differ  from  doing  a 
thing  in  fome  time. 

Heercby  it  appeareth,  that  thefc  great 
Profeflburs  haue  no  other  eye,  but  onelic 
on  the  conditions  of  the  poyfons  ,  as  in 
this  poynt  it  is  very  euident,  for  we  heare 
UO'diftindion  of  bodies  :  but  onely  pre¬ 
tence  of  the  poyfon,  whcreunco  they  on¬ 
ly  attribute  the  limitation  of  time, and  not 
to  any  complexion  in  the  parties  •  Obfer- 
uation  hath  beene  made, that  poifon  hath 
becnegiuen  ataFcaftor  Banquet  to  di¬ 
ners  perfobs ,  all  in  one  houre ,  (  when 
friends  haue  merrily  met  together,  with¬ 
out  fufpition  of  any  fuch  villanie)  where- 
offome  dyed  fuddenly,  others  died  with¬ 
in  fome  few  dayes  after,  and  fome  felt  no 
anguilh at  all,  ycteuery  one  recciued  a 
likequantitic.  ' 

,  The  like  we  fee  to  happen  daily  in  pur- 
gatiue  medicines ,  which  being  giuen  to 
diners  perfons  (  eucn  all  alike  in  meafurc, 
and  all  alike  in  preparation)  they  workc 
vpon  fome  bodies  very  fuddenly ,  others 
moreflowly,  others  very  hardly,  and  vp¬ 
on  fome  nothing  at  alhMorcoucr,thc  va- 
cuitic  of  fome  men  is  with  much  cafe ,  o- 
thers  with  great  dilficultie ,  grieuoufly 
grinding  or  cutting, and  frequent  debility 


of  the  heart.  VVhat  need  is  there  then  of 
alleadging  many  men,  when  vpponone 
and  the  fame  man,  one  and  the  fame  me¬ 
dicine  cannot  produce  the  fame  effefts? 

Seeing  then,  that  according  to  the  di¬ 
uers  and  vnpafaleld  complexion ,  &  con¬ 
formation  of  the  body,  we  fee  fuch  things 
to  happen ,  for  the  mofl:  part;  and  befides, 
that  the  iuft  temperature  of  euery  parti- 
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cular  man  is  no  way  to  be  comprehen¬ 
ded  :  how  then  fliall  any  one  man  dare  to 
fay^how  long  lime  naturallheate  fhall  re- 
fift  or  wichftand  poifon  ?  Say  I  admitted, 
that  fome  one  man  Ihould  be(b  expert  an 
empoi(bner,that  he  could  wcigh(in  a  ccr- 
taintyof  iudgcmcni)thc  power  ot  his  poi¬ 
fon  ,  eucn  as  exquifitely  as  he  weigheth 
muske  in  the  Ballance :  yet  notwirbftand- 
ing,  I  will  neuer  graunt,thac  he  can  as  ex- 
adly  limitc  poyfon,  for  the  nature  of  him 
that  is  to  receiuc  it :  but  he  wil  failc  fome- 
what  of  the  end ,  or  of  the  time  by  him 
propofed.  For,Phyfickc  it  fclfc  is  held  to 
be  a  Science ,  grounded  but  vpon  conie- 
£turcs  ,  concerning  what  is  to  be  preferi- 
bed  for  euery  man ,  in  the  proper  quanti- 
tic  and  qualitic  of  mceteft  remedies.  For^ 
no  man  knoweth  how  to  write  or f^eake  iufily 
orfroperly^^s  Galen  faith  in  the  third  book 
of  his  Methods .  And  a  little  after :  In  the 
Arte  of  ?hy ficke  (faith  he )  there  is  not  ante 
thing  or  r  erne  die ,  but  may  bee  named  in  his 
kinde :  but  that  which  cannot  be (pokeny^orit- 
ten, nor  entirely  appointed  or  ordained^  is  the 
quantitie  for  euery  one» 

Hcerepcateththis  fame  matter  many 
timcs,and  to  the  piirpofe  enfuing ,  as  cn- 
ftru6ring,  that  euery  man  hath  bis  peculi¬ 
ar  curing ,  and  that  the  naiurall  propertie 
isvrifpcakeable  and  incomprchcnfibleof 
anexadt  Science .  Vulgar  Phyfitianscall 
it  Idiofjncrafis^  the  natural!  propertie,  as 
Galen  faith.  And  becaulc  all  confeflc,that 
it  canot  be  comprehended;  they  attribute 
the  true  Art  of  Phyfickc  10  Aefculapm  & 
Apollo,  For  the  principle,  and  foundation 
(as  it  were)  of  perfedt ,  compleate3&  infal¬ 
lible  Phy  ficke  (which  Galen  calls;  The  true 
Arte  of  Medicine  )  is  the  particular  know¬ 
ledge  of  Naturals.  Whereupon  he  makes 
this  addition,  ifj  knew  how  to  acknowledge 
iuftly  ,  the  nature  of  each  one  in  particular  * 
I  fhould  wily  thinke  to  be fuch  a  one  as  Ae^ 
f'culapiuSyand  to  know  as  much  in  my  'vnder^ 
Jlandmg  •  But  becaufe  it  is  not  to  be  doone^ 
I  am  determined  to  exerci/e  my  fife 


PhyCck  a  Sd 
cncc  groun¬ 
ded  but  on 
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vbi  fupra. 
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much  diffe¬ 
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mens. 


ifelf-fame 
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ition,  and 
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Bodies  of 
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raiure  rcHfl 
the  power  of 
poylon. 


Cold  poyfons 
work  fooned 
on  hot  na¬ 


tures. 


fo  miicby  to  come  fo  neere  him  as  a,  mm  mxy^ 
mi  to  exhort  others  thereinto  follow  mine 
example. 

If  Phyfickc  then  be  coniedurall,  and 
not  certaine  in  the  party  that  prepaceth 
or  appointeth  remedies  to  cuecy  body,  & 
the  iffiie  is  not  to  be  fecne^»  but  finally  by 
along  obferuation  and  experience;  who 
can  perfwade  himfclfc  herein  concerning 
poyfons  ?  For,  if  in  the  Art  of  phyficke^ 
Experience  is  dangeroiss^^s  the  wife  Sc  lear¬ 
ned  Hippocrates  well  aduifeth  vs :  it  is  ea- 
fie  to  conceivie,how  vneertain  the  proofe 
of  poyfons  are,  becaufeit  isnotlawfull 
to  experiment  their  vertue,  both  with¬ 
out  danger  and  punifhmcnt  al(b,  as  whol- 
fome  medicines  in  diuerfitie  of  perfons. 

And  wbatfoeuer  hath  bin  oblerued 
vpon  brute  Beafts,  as  I  formerly  faide,  is 
very  vnapt  for  any  accommodation  to  a 
man  ,  becaufe  the  natures  -  of  men  and 
beafts  are  greatly  differing,  as  namely  by 
this  proofe :  that  Scares  fcede  ftfcly* vpoh 
Hcmlocke,  andQuaileson  Hclleboru^, 
which  arc  both  phyfickc  and  poyfon  to 
vs.  Fromtbefe  reafonsthen  wcmaycol- 
Icift  finally ,  that  the  Arte  (if  it  may  bee 
tearmed  an  Arte)  or  coniediiresof  cm- 
poyfoners,  is  to  be  efteemed  very  erroni- 
ousjandof  (lender  firmnes  rconfidering, 
that*  one  felfc-fame  poyfon  produceth 
his  adionjfometimes  quickly,  and  fome- 
times  (lackly;  and  that  not  fo  much  by  a- 
ny  reafon  in  it  felfe,  as  by  the  nature  and 
complciftion  of  the  body,  widenefTc  or 
narrownefiTcof  thepaffages,  firengthor 
weakneffe  of  natufall  heat c;  and  the  plen¬ 
ty  or  fcarfity  of  femblablc  excrements,  & 
diners  other  meanes.  c:  % 

Forthc  power  of  poyfon  remaineth 
fometimes  vaind  and  fruitlefTc,  or  migh¬ 
tily  rcbatcd,according  to  fuch  bodies j  as 
haue  their  faculties  of  the  foulc  ftout  and 
ftrong,  by  reafon  of  an  excellent  good 
temperature.  And  Galen  thinkcth,that  the 
building  and  compoficioh  ofthebody,  is 
the  caufe  why  Hemlocke  killeth  a  man,8t 
nourifheth  Scares.  Whereto  he  addcih-, 
the  ftrength  and  vigour  of  heatc*,  dim'ini- 
ftiing  and  fubtillizing'3  in  regard  he  is  per- 
(waded  that  it  happeneth  fo^ihat  coldc 
poyfons  better  and  fooncridoc  declare 
their  force,  when  they  arc  gitien  tohottc 
natures.  Which  may  appeafe  a  Paradoxc 
to  many :  but  hauing  bin  made  moft  cui- 
dendy  apparant  by  the  faid  author,  I  dare 


- -  , 

let  the  proofe  pafle  vpon  my  credicc,  be¬ 
caufe  his  experience  is  warrantable. 

As  for  the  nature  of  excrements  j  they 
weaken  the  adions  of  poyfons,  being  re¬ 
pugnant  to  their  qualities.  For  if  there  be 
any  aboundance  of  phlcgmc  in  the  eri- 
trailes,  the  power  of  hot  poyfon  will  bee 
greatly  rebated :  and  on  the  cbnti:ary,hoc 
moyfture  hafteneth  the  adion  of  fuch  a 
poyfon.  Likewife,  ouer-copious  choller 
ftoppeth  and  breaketfi  the  flupefadiue 
venome  rcceiucd, whereas  phlcgmc  faiid- 
reth  it.  And  all  that  thefe  wicked  empoy- 
foners  do  know,is  nothing  elfc,  but  what 
poyfons  onelykilI,by  euident  condition 
of  their  qualiticsjahd  that  they  hurt  with 
all  their  fubftance.Such  are  they  as  kill  by 
corrupting  or  corrofion, which  muft  haue 
time  to  enforce  their  mallicc  (as  Galenhi- 
cth)  wheras  other  do  weaken  thcmfelues 
by  their  turdying.  For  they  do  all  putrific 
in  time,  &  fo  much  the  more, as  the  place 
•is  moiftcr  and  hotter. 

\kSuch  then  as  worke  by  putrifying,  timd 
doth  augment  their  adion ;  becaufc  they 
encrcafe  the  corruption,  and  in  regard 
they  cealTc  not  to  corrupt  themfclues;  re¬ 
ciprocally  they  corrupt  and  rot  the  body. 
From  whence  enfueth,  thatdcaihiscau- 
-fed  long  time  after:  elpecially  fuch  poy¬ 
fons  as  are  of  groffc  and  earthy  fubftance. 
Thus  youmiay  fee,  what  empoyfoners 
haue  learned  by  long  obferuation . 

-Fir  ft, they  know  how  to  diftinguifh  vc- 
nomcs,which  kill  by  their  infigne  and  no¬ 
torious  qualities,  from  other  that  caufe 
death  by  their  whole  fubftance. 

-  Secondly,  that  they  naturallybring 
to  any  man  vvhatfoeuer,  a  moft  fudden 
harmc,  and  yet  doc  not  difoouer  their  vi¬ 
gour, but  vpon  longer  time. 

"^Thirdly,that  (of  both  the  two  kindcs) 
-they  kill  eytherfooner  or  later  (without 
any  refped  to  the  body)  acording  as  they 
haue  the  moft, or  the  lead  quantity. 

■  Fourthly,  they  candealc  in  fuch  fort, 
that  all  poyfons  (hall  be  tempered  accor¬ 
ding  to  ttiir  owne  pleafurc,  and  make 
them  fwcetcr  or  (harper,  becaufe  they 
fhould  kill  the  fooner  or  (lower,  which  is 
without  any  fecrct  or  my  i-acle  of  nature. 

W  e  vfually  cxercifc  the  fame  cunning, 
in  purgatiue  'drugges,  fetringan  edge  on 
fuch  as  arc  dull  and  (lo we,  and  giucthcrh 
as  fpurs  to  further  purpofe ;  and  contrari- 
wife,  wee  retainc  ouer-hafty  penetration 
_ _ _ Gggg  3 
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cap.7. 
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then  ordinary 
skill  to  hauc 
fuch  know¬ 
ledge. 


in  the  othcr^by  mingling  with  them,  fuch 
as  arc  naturally  more  llackc  &  tardy.  But 
that  a  man  fhould  limit  the  effeds  of poi- 
fons,toaccrtaineday,  and  to  a  pointer 
moment  named  ^  we  hold  to  bee  mccrely 
abfurd  and  ridiculous,  bccaufe  the  nature 
of  each  man  cannot  be  perfedlyknowne 
(as  we  hauc  before  fufficiently  declared) 
from  whence  proceedeth  the  moft  vnccr- 
tainc  tearmc  or  time  of  eucry  poyfon,  for 
procuring  the  death  of  a  man.  For  cuery 
naturall  adion  mecteth  with  diuers  ef- 
fedsj  according  to  the  diuers  difpofition, 
aswellofthat  which  worketh,  asofthat 
which  fuffereth .  And  this  happeneth, 
not  oncly  by  rcafon  of  cuident  qualities, 
but  alfo  of  hidden  and  proper :  whence 
alfo  it  cnfuech,  that  the  thing  which  doth 
this  man  a  great  dealc  of  harme,may  bee 
as  profitable  to  another. 

Pedro  de  Albano  (whom  feme  call  the 
Reconciler,  or  Peace-maker)  where  hec 
cxplicateth  thisqueftion,  propoundcih  ; 
That  he  may  do  it,  who  hauing  certainly 
knowne  the  continuance  of  a  mans  life, 
by  the  mcafurc  and  quantity  of  his  radi- 
eall  humour;  may  giue  him  a  poy(bn,that 
(hall  confume  in  ten  ycares  fpacc.  From 
hence  he  colledeth,  fomcmen  may  bee 
poy  foned,  that  droope  and  dry  away  dai¬ 
ly  (vulgarly  tcarmed  in  Italiany  Herbatiet^ 
Strigati)  and  fo  it  may  bee  ordered  fomc- 
timeSjthacpoyfoning  may  bee  limitted. 
But  that  it  is  to  be  prefuppofed  by  Aftro- 
logyc,  I  hardly  thinkc  to  be  cuer  diuined. 

1  confelfc,  that  all  fuch  as  are  fccnc  to 
droope  and  decay  by  little  and  little,  be¬ 
ing  empoyfoned^  hauc  a  long  afflidlion  .* 
but  yet  there  is  no  ccrtainc  time  when 
thofc  men  fliall  bee  taken  hence  •  Pliny 
jfpeaketh  of  no  time  knowne  more  cer- 
tainc  of  dcath,then  vfc  of  the  Sea-Hare  (a 
venomous  fifh)  bringeth,  where  he  faith: 
Such  men  as  (in  eating)  feelefoyfon^  and  by 
the  fir fl  figne  perceiue  thepoyfon:  (baUdyc 
in  as  many  houres  after^  as  the  Hare  hath  li' 
ued.  Now,  who  (halldiuinc  thc'agcof 
the  Harc,to  the  ende,  (hat  the  appointed 
hourcof  death,  may.bc  fore-tolde  there¬ 
by 

And  yet  if  I  did  admit  them,  that  a 
man  did  know  how  many  dayes  the  Hare 
hath  liued :  I  can  ncucr  grant  (for  al  that) 
that  all  men  fhall  dye  at  one  and  the  fame 
time;  bccaufe  one  and  the  fclfc-famepoi- 
fon,workcth  diuerfly,  according  to  the 


diucriity  ofmens  bodics,as  it  hath  bcenc 
more  then  fufficiently  proued.  So  that 
it  had  bccne  much  more  triicly  faide(as 
the  fame  Pliny  after  addeth)  The faidepoy- 
fon  can  hauc  no  certainty  of  according 
as  Licinitis  Macer  alfo  faith. 


CHAP.  VII. 


of  diuers  erronious  and  idle  opinions^ 
concerned  in  fantaPlicke  braines,  and  verily 
beleeuedyas  if they  were  found  truths* 


Eople  erre  in  many  matters, 
concerning  diuers  creatures 
(haply  not  inuented  of  them 
felucs)  but  held  by  elder  and 
precedent  intimation,  as  lit 
tie  alfo  apprehended  or  vndcrftoodc  by 
them  5  buc,.perhappcs3mecrcfi6lions.of 
their  owne  braincs,  vpon  (bme  appearing 
probable  rcafons :  As  wife  and  woorthie 
Poets ,  who  hauc  enfttuded  bad  and  bc- 
.ftiall  men,  to  the  imitation  of vertuCj  by 
witty  fables  and  pleafant  inuentions, 
which  cuer  bath  bene,  and  fiill  is  permit¬ 
ted  as  lawfullin  them  ,  cuen  as  the  like  li¬ 
cence  is  allowed  to  Painters^as  Horace  te- 
'ftificthjfaying : 

.  ;  ‘I 

Poets  and  Painters  equall power  container. 
To  fay  or  doy  what  befi {hall like  thetr  braine. 

■  4 

As  for  Paintcrs,wc  fee  that  they  figure 
an  Angcll  in  the  forme  ofa  Youth,  cloa- 
thed  with  a  garment  of  Starresjbarc  hea¬ 
ded,  and  hauing  wings  like  a  Bird .  And 
the  Soule  of  man  is  reprefented  like  to  a 
young  Infant,ftark  naked.  The  diucIl,to 
haue  homes ,  and  a  drcadfull  tailc :  And 
yet  ncucrthclclTc ,  thefe  arc  but  fpirites 
without  bodies ,  and  cannot  carry  thcrc- 
femblance  of  any  vifiblc  creature. 

-  In  the  like  manner.  Hell,  which  is  but 
a  place,  is  figured  with  a  hideous  gaping 
throate  :  Deaths  becingbut apriuation 
of  life ,  is  rcfcmblcd  by  the  Anatomized 
bones ofadcad  man, carrying  a  Scithcin 
bis  hand.  Louc,  whichisbnta  paflion 
and  accident,  not  Ibbfirting  any  wMy  ofjc 
felfejis  painted  and  preiented  like  a  naked 

childc, 
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Poyfon  can 
hauc  no  ccr> 
taincy  of  cime 


Report*  dc- 
liucrcd  by  an¬ 
cient  people, 
do  carry  no  [ 
mean  credite  [ 
among  many.  I 


The  faying  of 
Horace. 


The  variable 

Hiapesgiucn 

by  Paintcri 

to  many 

things. 

Angcll. 

Dmell. 


Hell. 

Death. 


Louc. 


Chap. 


Of  Erroneous  Opinions. 


The  Windes. 


The  twclue 
figncs  jn  (he 
Zodiack  infe- 
uerali  figures. 


The  figures 
of  licaucn. 


The  Planets. 


The  ^tarr^. 


The  elements 
FircjAyre, 
Water,  Earth. 


Creatures 
figured  in  fa¬ 
bulous  maner 
The  Salamthi 
deri 

The  Dolphin. 


ThePcIIican. 


childc,and  blind;  wearing  wingSj  a  Bow, 
and  a  Qiijucr  furnilTicd  with  Arrowes, 
i  he  Winds,  which  are  but  a  moiied  agi¬ 
tated  Ayrc;  are  figured  with  mens  heads, 
hailing  ihcir  Cheekes  hugely  fwolne,  e- 
iicn  as  we  fee  one  foundingof  a  Trum¬ 
pet. 

As  for  A  firologerSj  though  they  want 
paintings^  whereby  to  cnftrii(5l  ignorant 
people  :  yet  haue  they  demonftrations 
likewife,  and  prefentation  is  made  of  the 
twclue  Signes  of  the  Zodiack  (which  are 
but  ccrtainc  Starres)  yet  difpofed  into  di- . 
tiers  figures,  as  one  of  a  Raramc^another 
of  a  Bull,  the  third  of  two  twiiine  infants, 
&c.  And  fo  the  images  of  hcauen  which 
are  out  of  the  Zodiacke  5  one  in  forme  of 
a  Bcarc,  another  of  an  EaglcjOthers  in  ri- 
uers,  in  an  Harpie,  Dogge,  Dragon,  &c. 
And  next  the  Plancts,which  arc  but  Bars, 
as  Saturnc,  lupiter.  Mars,  Mercurie,and 
V enus  *  thefc  beare  the  forme  of  perfb- 
nages,  in  diners  habites  and  countenan¬ 
ces  :  but  the  Sun  and  Moonc  are  other- 
wife  fticwne  and  diftinguiflicd. 

Painters  alfo  haue  euermore  deno¬ 
ted  the  figure  ofa  Stmc  with  fine  rayons 
or  bcames,  thereby  expreffing  theyr 
twinckling  fplendour  :  although  all  the 
Starresdo  not  (parklcinthatmanner^and 
well  wee  know  befide,  that  they  are  .all 
round  in  figure,witbout  points  or  corpo-l 
real!  beams.  As  for  the  Elements^thcy  fi-' 
giire  the  fire  (which  is  inuifible)  like  vnto 
our  artificial!  fire,  which  is  not  mucha- 
mifietothc  purpofe.  The  Ayrc  cannot 
be  painted,  no  more  then  heauen,  cleare 
and  rranfparant  bodyes  *,  but  yet  they  arc 
reprefenrcdby.ablcwe  or  azurecolour.* 
Water  is  figured  by  Wanes,  and'tbe 
Earth  in  (hapeof  a  Globe,  roundcasa 
Ball.  -  1 

Of  Creatures,  they  counterfeyte  fome 
fabuloufly  :  as  the  Salamander,  which  isi 
no  fuch  thing  as  it  is  painted^nor  the  Dol- 
phine  likewife,  as  it  is  preftmed  in! 
Armes  and  Deuices  5  Nor  die  Flower  de* 
Luce,  as  it  is  cofnmonly  knowneto  eiic-' 
ry  one.  And  the  Heart be  if  ofa  man, 
or  of  other  creaturCjit  is  of  noTuch  lEnpc 
as  Painters  oiue  it. 

ThePcliicane  is  figured  ,  with  her 
iTiarpe  Bcakc  turned  vpon  hirbreft,which’ 
(Ec  launceth  tberwith,  to  make  hir  blood 
ylTue  forth,  for  the  norilEirlg  of  hir  yong 
ones^  cuen  to  the  price  of  her  owne  life, 


dying  thereby ;  And  yet  wc  fee  and  know 
that  the  Pellican  hath  her  beak  cdgclclfe, 
flat,  and  broad ;  iuftly  like  in  fafhion  vnto 
the  Apothecaries  Spatule  or  Slice ,  as 
being  no  way  able  to  wound  her  breaft . 
Alfo,  the  Greckc  worde  figni- 

fyingan  Axeor  Coopers  AdgeorAds, 
plainly  declareth  that  her  Bcakc  is  flat,& 
as  icfhould  be. 

Moreoiieritisfaydc/hat  the  Sire  or 
Hcc-Bird ,  bcatech  the  young  ones,cuen 
as  with  blowes  on  the  face,  or  (as  wee  vfc 
to  fay)  boxes  on  the  care,  vntillthcy  arc 
almoft  dead  ^  and  then  the  Dam  wouhd- 
ethherbreaft,  toreiiiiic  them  with  her 
blood:  blowes  commonly  are  giuen  with 
flat, and  not  pointed  things. 

The  Phoenix,  being  painted  burning 
her  fclfc  in  a  fire,  prepared  purpofely  for 
her  5  is  much  more  fabulous.  But  al  thefc 
things  are  lawfully  permitted  to  Painters 
and  Poets  (as  we  faide  before) vpon  fome 
good  refped  and  fecret  reafbn,  necdJefle 
to  bee  reported  hecre;  making  mention 
oncly  but  of  certaine  erronious  opinions ^ 
which  the  vulgar  holdc  for  Hire  andmoft 
certaine,  .and  which  arc  the  more  cxcu- 
fablc,  btoUfe  many  great  Philofbphers 
and  ancient  Phyfinons ,  haue  defended 
the  like  opinions. 


1  fi 

of  therifer. 


TTbath  bin  a  very  ancient  opinion,  that 
^  the  Viper  ioyncth  with  her  male,  by  re- 
ccyuing  his  head  in  at  hcrmouth(throgh 
defea  of  other  genitall  partes)  and  that 
the  female  by  the  delight  (he  feclcth,  loc- 
kcch  her  teeth  {o  fail  together,  as  thereby 
flic  bitclh  off  her  males  head,and  fo  con- 
ccyucth.  Aftcrwardcs,  when  the  time  for 
,  dcliucry  commeth,thc  yong  ones  hauinc 
no  other  yfliie,  and'  (eucn  as  it  were)  'to 
reuenge  the  death  of  theyr  Father  bite 
and  tearo  the  belly  ofiheir  mother, wher- 
by flicdyeth.  Hercisthereaibn  why  ifis 
.  faide  ofa  FeSlhumus,  x)f  whomc  the  mo- 
therdiethin  deliirerancc,  He  is  like  the  Vi- 
pcfy  thut  neuer feeth  his fether  nor  mother. 
This  hath  ibmtime  Icrued  as  an  Emblem 
with  this  deiiice  or  movio^^ttodtibi fieri 
nonvis  /Iteri  ncfeceris* 

Allthisisfairejandfauoredby  many 
butbadly  5  thatbeeing  well  vnderftoode 
•  which  AriBotle  hath  faid.T/?^*  Vifer  ('faith 
he)  is  concerned  ofEgges  which  jhe  hatchHh 


Tbs  Phoenix. 


In  what  Btan' 
net  the  Viper 
rsjaide 
gender  by  hir 
>03  ale. 


Words 
of  the  poil- 
humus. 

What  thou 
wouldft  not  . 
haue  done  to ' 
thee, doc  not 
thou  to  ano* 
iher.  i 

mAnm» 
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The  Viper  Jc- 
iiucieth  her 
broodcjbutby 
one  daily* 


No  Serpent 
yceldcih  her 
yongliuing, 
but  the  Viper 


tn  her  belhe ,  iW  become  little  y'lpers :  they 
come  foorth  all  formed,  being  defpoyled  of the 
mefnbritne  or  thinne  skinne^  which  contained 
them  within  the  wombe-^  and  that  is  their  fe- 
condine .  Bnt  the  later-rnoH  (  mooned  wit h 
imt  hitience )  bite  and  teare  that  membrane^  to 
ijj  'ue  forth  the  more  haiiily.  For  the  damme 
or  mother  bringeth  aboue  twenty^  and  yet  de- 
liner eth  but  one  daily ivhich  maketh  the  hin- 
moH  impatient ,  and  conUraineth  them  an¬ 
ger  ly  to  gnaw  e  the  tunicle  or  membrane ;  but 
neither  the  mothers  fides  or  belly, ns  is  •vainer 
ly  imagined. 

Many  may  be  deceiiicd  alfo  3  concern¬ 
ing  the  originall  and  ctymologie  of  the 
wordjas  if npera  were  to  fay,  ^aji  n)i pa- 
riens :  whereas  it  is  (indeed)  of  V'ivum pa¬ 
ttens.  For  there  is  not  any  Scrpcnt’3  that 
produceth  her  broode  or  young  aliuc,  or 
lining ,  but  the  Viper .  Others  lay  egges, 
which(oiit  of  the  belly)  are  conuerted  in¬ 
to  Serpents, 


2.  of  the  Beaner^called  Cafiqr  alfo. 


The  naturall 
vnderftanding 
of  the  Bcaucr. 


RofuUUtJe  pifc. 
totnj.,cap,vU. 


T  T  is  vulgarlyhcldcjthatthisbcafttca- 
.  reth  away  his  tefticles  with  his  ownc 
teeth ,  whin  he  percciueth  himfclfc  to  be 
pur  filed  by  Hunif-rocn :  hauing  a  kind  of 
knowledge  naturally,  that  iheyfccke  him 
only  for  them.  Whereupon  fome  thinke, 
that  this  name  of  Caftor  was  giuen  him : 
bccaiife he  geldcth himfclfc ,  and fo  (by 
confequent)  bccomcth  chafte,*  ‘ 

VVhicl)  is  mccrely  falle/or,  as  Diofeo- 
rides'vjvotc  long  fince  ^  bee  can  by  no 
uicifn^s  reach  or  touch  his  ftoncs.  Thofe 
arc  ofiely  two  tumours, which(by  yeares) 
comes  to  him,^:  arc  asimpoftiimsjfulof 
fattc  matter  or  fuppoui  atibti,  called  Cafio- 
f  iam^  which  alfo  heecan  not  teare  away. 
And  he  is  not  rearmed  Cafior^  ofgelding, 
orof.chaftitie;  but  of  the  Grcekc  word 
which  fignificth  a  Belly,becaufehc 
i^^fdll  paunched,  and  this  is  nothing  elfe, 
but  by  changing  the  letter  6’  into  C.  Read 
hereupon  thd  moft  learned  Hiftory  of^^. 
Rondeletm  y  ^  in  the  1  aft  chapter 

pftbefcfiond  Tome. 

»  • 

3.  of  the  Salamander. 

^^Rcat  errour  is  there  alfo,  concerning 
^thc  true  nature  ofthiscrcaiurc,which 
is  faid  to  Hue  in  the  fire ,  and  hath  power 
to  cxiinguilh  it.  From  which  conieftiirc, 


was  taken  the  dcuicc  of  great  King  Fran¬ 
ces  ^  the  firft  of  that  name  ( father  of  Arts 
and  Scicnccs)A////r^^'>  ^extingo:  I  feed 
andcxtinguifli. 

Diofeorides  hath  very  learnedly  dcli- 
iicrcd  the  contrary, and  Galen  alfo, faying; 
That  the  Salamander  can  refjl  the  fire  for 
fome  time‘s  but  it  bnrneth,  by  tarrying  any 
lon'^  while  therein.  Nciicrthclcflc,  it  were 
better  to  hold  with  Aristotle ^  in  faying; 
That  the  Salamander  is  not  burned  in  the 
fircy  but  walkes  aloft  ‘Vpon  ityCXtin^ing  both 
*  the  flame  and  cofies . 

Experience,  which  is  more  flrong 
then  all  authorities  of  the  wifeft  in  the 
vvorldjtcachcth  vs, that  this  is  a  matter  no 
way  to  be  ettdited  .  As  for  the  figure  of 
the  Salamander,  the  portraiture  thereof 
alfo  is  mecrely  fabulous,  and  contriued 
by  Painters, who  hauc  thriift  fuch  an  ima' 
gination  vpon  it  5  making  fhew  alfo  of  it, 
to  be  a  farre  greater  Beaft  then  it  is.  It  is 
like  to  the  fmaller  fort  ofLizzardSjWhich 
frequent  the  walks  in  Languedoc ,  named 
LangroleSymi  in  Daulphine Larmufes.  But 
the  Salamander  is  fomwhat  greater,  mar- 
'  ked  with  many  fpots.  His  body  is  full  of  a 
white  moyfture ,  and  thickc  like  Milkc, 
which  iftueth  foorth  by  the  pores  of  the 
skinnc,prcfling  it  ncucr  fo  little.  Which 
milke  or  moifture  is  fo  colde,that  the  Sa¬ 
lamander  may  (for  fome  time)  wirhftand 
ihefirc,bucyctnotlong^  without  burn- 
ingjtoafting  and  dying,  as  we  hauc  many 
times  made  good  trial!  of.Farrc  is  it  from 
quenching  the  fire,  or  much  lefle  lining 
in  it:  like  as  the  Chameleon  liueth  by 
the  ayrc;  and  I  iudge  both  alike  in  truth : 
•  albeit  1  neuerfaw  any  Chameleon  aliuc 
tomakeproofeof. 


DiofcMb.i,ca,f 

C alert  in 
dt  Temper, 


Arifljn  biftor. 
Anim.l.^xa  ly 


Painters  hauc 
failcii  in  true 
forme  ot  the 
Salamaiider. 


Like  Newtes,! 
Askes  aod  lit¬ 
tle  Lizards 
haunting  oldc 
and  ill-kept  i 
houfes. 


A  defeription 
the  5aU- 
nvinders  rc- 
fcmblancc.  ’ 


< 


4.  of  theShee-Beare. 


II. 


Is  faid  alfojthat  (he  produceth  a  piece 
of  flcfh,  not  hauing  the  forme  of  any 
creature :  and  afterward  fhcc  licketh  it  in 
(uch  manner,  that  thereby  oncly  flicc  gi- 
ucthitbothfalEion  and  forme .  This  is 
but  akindc  of  hypcrbolicall  fpcaking,for 
to  fay  trucly  ,the  yong  one  is  very  vnlighr- 
ly  after  the  birth,  being  all  coucrcdwiih 
foamc  or  froth,and  in  fuch  a  quantity,  as 
itfeemeth  indeede  but  a  lumpeof  flefb, 
without  any  diftinftion  of  parts.  The 
Dam  or  Mother  clcanlcth  it  immcdi-itclv 
thereof, by  licking  al  the  filth  away^wher- 


TheP>earcU 
btought  forth  I 
apcrtcdcrca-j 
urcatihc  j 
firft,  although; 
not  io  readily 
diftincu’.l'licd, 
asatunvajd. 


N 


C  hap.  8 . 


The  opinion 
of  the  vulgar 
people. 


Umdotinl,  a. 
Proofc  made 
by  a  King  of 
Egypt,  to 
know  wh  ich 
was  the  mo  ft 
ancient  Lan¬ 
guage  of  all 
other. 


by  (not  long  after)  ic  appearethin  the 
true  iliapc  ot  a  creature.  So  may  we  (ce 
a  W  hclpc  (or  a  yong  Lambc  newly  yea- 
ned)much  muddied  and  bcfincared  at  the 
ifirftj  as  ic  is  hardly  knowneac  the  prime 
j  Wcw ;  but  when  the  Damme  hath  doone 
I  her  lolling  and  naturall  Office,  then  all 

^e  parts  are  plainly  feene  and  diftineni- 
Ihed. 
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CHAP.  VIII. 


A  ruulgar  Qt^sHon:  What  Language  a  child 
^alllpeake^  that  ncuev  heayd  any  jpeech. 
That  a  manor  woman  borne  dumb ^is  ne- 
cejjarily  deafe,  ^Atalfo^heethat  is  Nurfi 
among  dumbe peoplei^And  notion  the  con- 
tr ary^  that  one  dumbe  by  Nature ^fhould 
be  deaf e:  And  whence  it  enjueth^  that  a 
man  is.  fa  tar  die  ^  in  knowing  howe  to 
Jpeake. 


Irhe  opinion 
OfS.Auguftin 
jtug.  in  Genef, 


Vlgar  people  belceiiej  and 
hold  it  as  a  thing  moft  af- 
fured,  that  a  man  ftiouldc 
naturally  fpeake  the  Lan- 

_  guage  of  Adam,  if  he  ncuer 

learned  any  other  fpccch  from  his  infan- 
ciejeuenasifhee  had  bene  nurfled  by  a 
dumbe  Woman,  among  dumbe  people, 
or  in  a  Defect  vttcrly  vninhabited  of  peo¬ 
ple,  where  neuerany  fpeech  had  bccnc 
heard. 

f/^r^^^^^wdeclareth  in  his  fccond  bookj 
thzx.  Pfammeticu^y  a  Kingofthe.Agypti-^ 
anSjWasdefirous  (on  a  time)  to  make 
proofe  hecreof,  to  the  end,thatjhe  might 
iudge  thereby,  what  was  the  moft  aimci- 
ent  and  naturall  Language  j  of  all  them 
that  were  fpoken  in  the  world.  He  caufed 
two  Children  to  bee  nurfed  in  a  Forreft, 
where  ncuer  any  voyce  of  man  was,  or 
could  be  heard .  After  two  yeercs  were 
paft,  and  they  being  brought  before  the 
King,  fometimes  they  could  pronounce 
this  Word  Bec^  which  in  the  Phrygian 
tongue,  fignifieth  Bread .  Whereuppon 
feme  gathered  5  that  the  Phrygian  was 
the  firft  language  of  man. 

But  as  Saint  fayeth,  thefe 

children  might  haue  learned  the  Word 
Bee  (and  fo  retained  it)  of  Goats,  among 


which  they  were  nourifhed.  For, as  hee 
(heweth  in  his  workc  of  the  qiiantitie  ot 
the  Soule  5  all  manner  of  fpeaking  is  by 
hearing,  and  by  imitation.  Noewithftan- 
ding,  in  his  Bookc  of  the  Citric  of  God, 
hcethinketh  and  beleeucch,  that  before 
the  confufion  of  Tongues  (which  happe¬ 
ned  at  the  building  of  the  Tower  of  Ba- 
bell)  the  Hebrew  Language  was  natural¬ 
ly  to  all .  As  ifwords  were  an  adion  pro¬ 
ceeding  from  naturall  inftindtjOr  the  fim- 
ple  and  proper  motion  of  the  foule:  eucn , 
as  if  they  had  power  in  themrelues(and  of 
themfclucs,  withfome  naturall  inclinati¬ 
ons)  to  bring  forth  in  cuidence  and  effed 
fpeech,  without  any  enftru(fting .  Such 
knowledge  is  to  fucke,  to  cry,  mourner 
laugh,  moiling  hands  and  feet,  &  when 
ftrengthfcruethjto  go. 

The  Goatc,  Lambe,’  Chicken,  and 
other  fuchlikc  creatures/o  foone  as  they 
are  bred  and  brought  forth,  bring  them- 
fclues  to  theteaces,  knowing  naturally, 
chat  there  is  their  nouritlnmert.  Beeing 
grown  greater,  they  make  choife  (among 
a  thoufand  diners  plants)  fuch  asbeftdi- 
geft  and  agree  with  their  complexion . 
They  bleatc  and  cackle,  euen  from  theyr 
produ(ftion>  which  anlwereth  to  the  cries 
of  children :  and  this  is  done  without  tea¬ 
ching,  or  any  enftruefion,  or  fo  much  as 
example  or  imitation. 

Man  hath  the  like  aiftions  and  repre- 
fcntaiions,  cnen  as  other  creatures^  {im¬ 
ply  nauirall  ofhis  ovvnCj  and  without  any 
apprentillip.  Buttheworde  or  Speech, 
which  is  a  voyce  fignificatiuc,  expreffing 
the  conceptions  of  a  reafonable  Soule  : 
theyproceede  oncly  and  wholly  from  a 
Science  or  Difeipline,  which  is  compre¬ 
hended  by  the  mcansofhearing.  So  that 
it  is  impofliblc,  that  any  one  being  deafe, 
from  his  birthi  and  perfeuering  'inHhc 
fame  deafenelFe,  (hould  euer  knowc  how 
to  fpeake,  although  that  bis  tongue,  and 
other  parts  thereto  appointed,  <are  moft 
exquifitely  compofed  and  ordayned,  as. 
none  more  formally  can  be  any  way  dc- 
firedi 

Whatchenfhall  wecfayof  him  that 
neiicr  heard  any  thing  f  Speech  is  a  Dif^ 
cipline,no  IcflTc  then  that  of  Mufickrboth 
the  one  and  the  ocher,  are  apprehended 
by  hearing.  From  whence  it  commeth, 
thatachilde  (in  what  place  foeucr  it  is 
nourilhedand  brought  vp)  apprehcfid- 

cch 


AugmCiu 


A  refutation 
of  the  latter 
words  ofS, 
x\u§uftinc. 


Such  things 
as  are  done 
by  inftin(ft  of 
nature  unclyi 


That  wordes 
or  fpeaking 
proccedeth 
of  aftience 
or  difcipline* 


Spccdi  ig  at) 
inftrujftion  * 
comparable 
to  Moficl^c. 
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The  mother 
tongucjor 
learned  from 
chc  Mocbec. 


.  1  ■ 


That  Adam 
bad  neucr 
fpokidm  of 
himfelfe,or 
xaacurally. 


Men  natural¬ 
ly  more  en  - 
dined  to  euill 
then  good. 


What  is  truly 
nacarall  of 
the  Soule  < 


The  vnaptncf 
of  children  in 
their  firft 
yearesjS:  the 
effed:*  enlu- 
ing  by  pafsi- 
onsof  the 
minde. 


The  opinion 
of  Ariftotle, 
that  the  foule 
hath  nothing 
of  iifelfe  ,as 
concerning 
Sciencei* 


eth  and  retaineth  the  fame  vulgar  Lan¬ 
guage  (which  fomc  tearme  Vernacle  or 
Matcrnall)  whatfoeiicr  it  be,  cither  He- 
breWjGreekCjLatinc  or  Barbarifmc;  one 
is  as  eafic  to  him  as  another.  For  jin  ha¬ 
iling  nothing  by  naturallimpreflionjhc  is 
indifferent  to  all:  like  as  the  colour  of 
white  receiiieth  all  other  tinfturcsj  and 
(bme  kinde  of  water  allfauoursj  andfo 
inthelikccomparifons.  - 

Aiam  could  neucr  baue  fpoken  any 
naturall  language  of  his  owne,  no  more 
then  we ;  but  God  infpired  him  with  an 
vnderftanding  foule,  capable  of  fuch  a 
language  as  plcafed  him  .*  As  he  did  like- 
wife  to  £//^  5  and  their  firft  children  lear¬ 
ned  to  fpeake  by  them,  cuen  as  ours  now 
do  of  vs. 

Hecre  wee  arc  to  know,  that 
from  the  corruption  of  our  firft  Parents 
tranfgre(fion,we  hauc  and  hold  al  our  na¬ 
turall  conditions  and  inclinations,  and 
namely,  the  very  greateft  imperfeftion 
that  can  be,  of  cnchqing  more  vnto  euill 
then  goodj  more  triicly  tearmed  Original 
finne.  But  as  concerning  fpeech  orfpeak- 
ing,  we  hauc  it  not  but  by  aptitude  &  lia¬ 
bility,  euen  as  all  other  difciplincs  or  cn- 
flriidions. 

That  which  is  truely  naturall  of  our 
foukjis  enchafed  or  carradred  into  a  bo¬ 
dy  of  fuch  quality  jtemperature  and  com¬ 
pletion,  as  man  ought  to  hauc  for  his 
perfetion.  For  thefonde  niceneffcof 
birth,  is  like  the  infant  in  his  firft  ycarc, 
vnapt  toreafon,  by  the  imperfetion  of 
his  body, and  likcwife  as  they,  who  by  ae- 
*cident  offickneffe,  orpafEon  of  mindc 
(as  Loue  and  idle  difturbances)  become 
weakly  braind  5  foolifh,  fottifhjlunaticke, 
and  mad .  In  all  which  imperfetions, 
the  foule  iscuermore  hcrownc,  remai¬ 
ning  ftill  in  her  integrity ;  and  yet(nciicr- 
thclcffe)  cannot  exercifeherreafon,  by 
not  hauing  the  body  at  her  command. 

AriHotle  (to  Angular  good 

purpofe)  That  our  foule  is  ignorant  of  all 
things  ^and like  vnto  a  new  T Me ^  neatly po- 
lifjcd  and  prepared^  wherein  nothing  hath 
hene  depicled  or  engrauen^  when  u  was  infu^ 
fed  into  the  body  of  many  but  fent  downe 
from  Heauen  as  we  beleeue «  Shce  hath  no^ 
thing  but  fimplicityyfencerityy  furity  ^  facili^ 
ty  and  conueniencie^  with  inclination  and  ap¬ 
titude  to  eucry  Arte  and  Science^  and  to  all 


knowledge  of  things  diuine  and  humane 
(which  is  the  true  definition  of  Philofo- 
phy)  AlWayes  referued  and  excepted, 
thofe  faculties  and  ations,  ncccffarily 
required  in  a  lining  foule,  as  ihofc  in 
Bcafts  5  which  our  foule  exercifech  in  the 
body  from  the  very  beginning,  and  be¬ 
fore  the  infant  is  borne,  without  do  trine 
or  difeiplitTe  (as  already  hath  bccnc  rela¬ 
ted. 

Dotrincisnot  requifitcinhcr,but 
for  Artes  and  Sciences,  hauing  nothing 
in  her,  whatfoeuer  diuine  Flatoizycih  to 
the  contrary,  affirming ;  That  the  reafona- 
ble foule  hath  knowledge  of  all  things^  when 
itcommeth  into  the  body :  but  beeing plun¬ 
ged  and  fubmergedin  the  great  humidity  of 
the  bodyy  it  forgetteth  all*  Like  to  him 
that  becommeth  obliuious,  or  (as  they 
fay  in  Greek)  fickc  of  a  Lethargyc,in  re¬ 
gard  of  the  Phlegmaticke  humour  which 
drowncth  his  brainc.  But  afterward, 
in  fuch  ineafurc,  as  the  body  lofcththis/ 
great  humidity,  and  dricth  it  fclfeby  lit¬ 
tle  and  little:  the  Soule alfo  recoucreth 
it  fclfeby  paucity  of  degrees,  and  com- 
prchendcth  all  things  demonftrated  and 
fhewnc  vnto  her,  as  in  remembring  and 
acknowledging  her  felfe,  and  not  in  lear¬ 
ning  any  noueltics.  * 

This  was  the  opinion  of  good  oldc 
Plato^  which  maketh  well  for  fuch  as  af- 
firmc,  that  wee  hauc  fomc  certainty  of 
Language,  which  came  from  our  firft 
parents,  Adam  and  Eue :  and  that  wee 
fhould  (in  time)  fpeake  the  very  fame,  if 
the  other, which  wee  ordinarily  hcare  in 
our  houfes,  did  not  prcoccupatc  it.  But 
in  truth,  our  foule  ncytherknowetb,  or 
holdeth  (of  it  felfc)  any  Language,  nor 
is  affeded  or  giuen  to  any  one  in  particu¬ 
lar  :  but  cnclineth  equally,  and  is  indif¬ 
ferent  to  all  tongues,  and  in  fo  good  ma- 
ncr,3s  onchindereth  not  another,  which 
(perhaps)  a  naturall  tongue  would,  if  it 
had  any  at  all.  At  leaftwife,fomc  flippes 
or  branches  would  be  remembred  there¬ 
of,  as  in  fuch, that  could  not  altogether 
forget  the  accencs,or  the  prolations,with 
fomc  certainc  words  and  phrafes  of  their 
mother-tongue. 

The  reafonablc  foule  then,  hauing  not 
any  language  of  it  felfe,  is  very  proper 
and  apt  to  comprehend ,  and  well  to 
exprefie  by  found  and  entire  inftrii- 

ments, 
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mentSj  all  diuerfity  oftongues.  As  it  is 
recorded  of  King  Aiithridates^  to  haue  fo 
happy  a  menaory  5  that  he  could  well  and 
properly  fpcake  two  and  twenty  diuers 
Languages, 

By  nature^  we  haue  no  more  Amply 
then  a  voyce,  common  to  all  other  crea¬ 
tures  that  breathe,  and  different  onely  in 
them,  by  and  according  to  their  kindcs. 
For  euery  animall  hath  a  proper  voyce, 
which  grojGTely  fignifieth  his  affedions  or 
paflions ;  which  is  no  wayknowne  howto 
be  exprejjed (faith  Ammomm  vpon  AriHo* 
tle)orrefrefented  by  letters  or  fy liable no 
tnor e  then  the  f undry  murmur es  of  the  Sea^ 
and  of  the  Windes,  Euen  fb,  man  in  his 
prime  or  firft  moneths,  when  hee  liueth 
Amply  as  a  beaft,hath  nothing  but  a  voice 
onely, before  he  Icarnes  to  fpeake :  wher- 
of  being  depriued,  he  is  faid  to  be  dumb, 
alchogh  he  hath  not  loft  his  voyce.Whcr- 
of  Ar  ill  ode  fpeakethvery  notably  in  his 
P  roble  m  s  :  That  Man  onely  is  dumbe. 

Speech  then  is  nothing  elfe,  but  to 
fafhion  and  articulate  the  voice  naturally 
by  addition  of  a  vocallconfonance,in  the 
compoAng  and  enterlacing,  for  the  ex- 
prefling  of  AgniAcant  words,  which  ex- 
plicatCjand  (as  a  man  may  fay)  doinfan- 
tize  and  produce  the  conceptions  of  ma  .* 
which  areinAnitcly  more  diuers,  and  in 
farre  greater  number,  then  thofe  of  other 
Creatures,  exempted  of  reafon  and  dif- 
courfe.  And  therefore  it  greatly  behoo- 
ueth,  that  a  man  fhould  know  extraordi¬ 
narily,  how  to  diner  AAc  his  voice, for  an- 
fwering  to  that  which  the  great  capacity 
of  his  fpiritcontaineth. 

An  infant  colledleth  and  aflemblcth 
diuers  conceptions  in  his  vnderftanding, 
and  the  words  which  he  hcareth  (accom¬ 
panied  with  fbmc  adions)  ftriue  to  make 
AgniAcation  of  all:  which  he  comprehen- 
deth  by  little  and  little, and  then  retaineth 
by  frequent  reicteration.  Afterward, whe 
his  tongue  is  growncmorc  Armeanda- 
ble^hee  ftriuethto  reprefent  that  which 
he  hath  retained, by  imperfed  fumbling, 
and  at  the  ende  of  a  little  long  apprenri- 
fhip,  fpeaketh  like  to  a  young  Parrot,  af¬ 
ter  a  long  time  fpent  in  liftening.  For  b- 
therwife,  as  well  the  one  as  the  other, 
would  haue  but  his  branches  or  Aippes, 
which  is  the  naturall  voyce,  without  any 
other  AgniAcation^then  of  certaine  affec¬ 
tions  or  paffions,  as  we  haue  already  faid. 


'  ,  Lets  now  obferue  that  which  Arifiotle 
faith,in  his  Hiftoric  of  Creatures .  Thofe 
creatures  which  (peake^  haue  ^oyce  alfo :  but 
all fueh  AS-  haue  uoyce ^fpeake  not.  For^  fuch 
as  are  deaffe  by  nature  ^are  alfo  dumb:where- 
by  they  may  yet  render  a  voyce^  but  not  fpeake 
one  word .  And  in  his  Booke  of  the  Sen- 
ces,  and  their  organs,  where  he  maketh  a 
comparifon  of  fuch  as  are  blind  and  deafe 
bornCjhe  faith,  Deafe  and  dumbeare  as  ac^ 
cidents^  which  necejfarily  follow  one  another. 
Alfo  Alexander  Aphrodifeus  produceth  in 
his  Problem  es,  that  beeing  deinaiinded, 
why  men  borne  deafe ,  fhould  be  dumbe 
likewife  ;  anfwcreth  familiarly.  They  can 
neuer fpeake  that  which  they  neuer  heard. 

For  better  conHrmation  of  this  matter, 
we  muft  neccffarily  adde  that  which 
y^<?r/fwriteth  in  the  fame  place  before  al- 
ledged,  concerning  the  Voyce,  and  the 
Anging  ofBirdes,  which  is  in  part  Amply 
naturall,  and  in  part  of  A)mc  intelligence 
and  learning  ashisovvne  amongft  them. 
For,  I  will  not  hcere  inferre,  thatfome 
roan  may  teach  a  Bird,  to  tune  another 
SongbeAde  her  owner  and  the  enftrudi- 
onofthedammes  (both  he  and  (he)  to 
their  yong  ones.  Whereby  we  may  ea  Aly 
comprehend,  that  if  Birds  haue  one  natu¬ 
rall  fong  (which  is  the  voyce  common  to 
all  their  kinde)  and  another  taught  or  ap¬ 
prehended  in  time  of  continuing  with 
their  owne :  that, they  could  not  fo  keepe 
and  enioy ,  as  if  they  had  bin  immediatly 
feperated,  and  taken  out  of  the  neaft.  E- 
uen  fo  in  like  manner ,  an  infant  to  be  fre¬ 
quented  with  all  people  that  fpeake ,  and 
(by  their  mccre  conuerfation)  inftru6tcd 
tb  fpeake*  would  elfe  haue  none  other  but 
his  owne  naturall  voyce ,  as  at  the  inftant 
of  his  birth ,  and  bringing  into  the  world. 

The  ^oice  (faith  Ansi  ode)  dijplaieth, 
what  difference  is  faide  to  be  among  the  kn^ 
guagesof  Bealls  ^Birds^  euen  among  them 
of  one  and  the  fame  kinde  ^  in  diuers  places. 
Let  the  Partridgeinf undry  Countries  feme 
for  example^  \.hauing  diuers  notes  •^forfpme 
chucke  or  iouke^  and  others  clacker  or  chirpe. 
And  there  are  diuers  fmallcr  Birds ^  which 
chaunt  no  fuch  notes  as  their  Dams  doe  5  but 
being  taken  out  of  their  Nefts^  are  quite  chd~ 
ged  frompaternall education:  and folearne 
the  tunes  of  other  enfruHed  Birds ^  or  of 
mens  voices:  inuring  them/ dues  to  their 
notes  ycuflomes  and  manners.  Sometime  it 
hath  beene  obferued  in  a  Nightingale^  that 
_ _ _ _  taugjot 


Difference 
betweene  the 
voyce  and 
fpeceb. 
AriJiin^Mb. 
Amm.incflp, 

capa. 


* 


AUx.Aphrod.in 

libProbl.i 


That  the  Zing¬ 
ing  of  Birds 
is  in  pare  by 
apprehenfion 
or  learning. 


A  child  with¬ 
out  teaching 
to  fpeake, 
couMhaue 
but  his  natu¬ 
rall  voyce. 


Arlfi  in  lib.i^. 
dcAnim.cop.jt 


That  Birds 
dolearnc  di- 
uers  notes  & 
tunes  one 
anothc.r,bc- 
fides  their 
owne. 


po  o 


Of  Naturall  Speech, 


Boole 


Tbc  condufi- 
on,chac  men 
borne  dumb, 
arc  deafe  alio 


What  diffe¬ 
rence  ihcreis 
beiweene  the 
fpcech  of  In^ 
fants  &  that 
of  Birds. 


taught  her  Jargan  to  her  young  oneSy  and fo 
gaue  themindtation  todiuersfongs.  For^ 
fpeech  cannot  come  of  nature^  as  the  'voyce 
doth :  but  is  to  be  attained  by  fludy  and  dif 
espline,  Tht^you  may perceiue  alfo,why  men 
make  vfe  of  dtuers  Languages ^dbeit  they  are 
like  to  one  another  in  voice ^tyc, 

Me-thinks  this  fliould  fccmcproofc 
enough,  thatfpccch  is  a  thing  properly 
learned  by  the  mcanes  of  hearing,  from 
whence  it  enfueth  ineiutably,thatfuch  as 
arc  deaffc  borne,  &:  they  that  neucr  heard 
any  fpcech  (without  being  deaffc)  arc 
dumbe  by  confequent,  except  (by  fiicccf- 
fion  of  time)  they  doc  cnioy  hearing, and 
their  earcs  be  vnftopt  5  as  wc  haiie  diuers 
times  obferued,  and  made  pradife  of,  by 
children  that  hauc  not  fpoken  before  fca-» 
ucn  or  eight  yeares. 

Now  I  come  (in  pafling  along)  to 
touch  a  point  not  impertinent  toour  piir- 
pofcjtowit:  What  difference  there  is  in 
the  fpcechjwhich  an  Infant  learncth  of 
himfclfe,from  that  of  a  Parrot, a  Starling, 
a  Pye,a  Larke,  a  Linnet,  a  Thrufh,  a  Ra- 
uen,  alayc,  and  fuch  like,  as  they  hauc 
learned.  Very  certaine  it  is, that  as  their 
foulcs  are  different,  euen  fo  is  their  Lan¬ 
guage  :  in  regard  that  a  childe  vnderflan- 
deth  what  he  fpcaketh,  and  would  fpeake 
fo  and  fo,  or  better  if  hec  could,  to  expli¬ 
cate  and  make  his  conceptions  vndcr- 
ftood :  whereas  on  the  contrary,  a  Bird 
hath  not  any  intelligencejof the  fignifica- 
tion  of  whatfocuer  it  pratlech.  So  that, 
if  a  Bird  demaund,  or  anfwcre  fometime 
(prouing  topiirpofe)  it  is  by  hap  orad- 
uenture,  and  not  ordinary;  except  it  bcc 
fuggeftcd,remembred,  or  elfe  cxprcflcly 
made  to  fpeake  it. 

Moreouer,  a  Bird  will  alwaiesaddc 
fome  croffe  thwarting  word  or  other, 
fsquit'c^wi'th^  '^hich  argiieih  fufficicntly,  that  it  hath 
out  any  intcl- '  not  any  in  celligcncc  at  all .  Whereup- 
ligcficc.  I  on  it  hath  bin  commonly  faidcjthat  who- 

foeucrlpeakeih,  andknoweth  not  what 
he  fpcaketh,  prateth  like  a  Parrot.  So  a 
fimple  man  may  Icarncfbme  folly , or  vn^ 
fitting  words, in  the  Germaineyolifh^  or  ii- 
ny  other  vnknownc  tongue  to  him,  and 
ignorantly  vfeit  as  afalutation,  and  be 
derided  for  his  labour;  like  others,  that 
thinking  to  bee  reputed  learned,  willvfc 
many  Latinefentcnccs  and  phrafes,  quite 
contrary  to  their  ownc  meaning  in  the 
fpcaking. 


Wliailbcucr 


It  remainetb  now  to  know,  feeing  the 
naturall  dumbe  man  is  deaffc  by  confe¬ 
quent  :  if  likcwifc  the  man  dumbe  by  na¬ 
ture  (  by  rcafon  of  fome  dcfc<S  in  his 
tongue,  or  in  other  parts  requifite  for 
fpeaking)  bcc  alfo  dcaffe  confcquently  ? 
LaFiantiu^  Firmtanns^  in  his  Bookc  of  the 
workes  of  God,  would  hauc  it  to  bee  fb : 
but  being  too  grofle  an  Anaromift  ( as  is 
eafily  comprehended  by  his  rcafons)  hec 
is  nor  in  this  point  to  be  credited.  Men¬ 
ander  Jphrodifeus^  in  the  place  before  al- 
kdgcd,fccmeth  to  fay  no;  but  he  buildcth 
vpon  no  good  foundation, when  he  faith  j 
That  there  is  a  pair e  of  nerues,  which  come 
from  the  Braine^  one  portion  whereof  goeth 
to  the  tongue y  and  the  other  to  the  eares,  ^nd 
that  by  this  mean s^the  affections  of  the  toong 
and  of  the  eares,  doe  eajily  communicate  the- 
felues  together  *  Alfo  for afmuch  as  that 
one  of  the f aid  portions  may  bee  offended  and 
corruptedgpptthout  the  other :  it  hapneth  alfo^ 
that  A  man  may  become  deaffeby  fome  dtf- 
cafe ydnd yet  (on  the  contrary )  not  be  dumbe. 

■  But  his  fuppofition  holdcthno  place 
in  this  point, no  more  then  the  rcafons  of 
fome  moderne  men  5  following  Pedro  de 
Albano ^tesixmed  the  Peace-maker ,fayinc: 
That  the  fixt  Ukeneffein  theNerues  of  we 
Braine^whichmooneth  the  tongue  f  firmely 
allied  to  the  fift  likeneffe^  which  ferueth  for 
hearing .  For, as  I  will  neucr  grant,  that 
defedt  of  fpcech  followeth  deafeneffe, 
by  any  confent  or  fimpathy  of  the  toong 
with  the  earcs,buc  only  through  want  of 
cnftrudf  ion,  which  fhould  be  rcceiued  by 
the  cares :  focan  I  not  confent,  that  by 
ihcvice  orincongruity  ofthofc  parts  de¬ 
dicated  to  fpeaking,  hearing  fhould  any 
way  be  offended. 

Inthcafte  alfo  there  is  no  likelyhood 
or  cohcreccjconfidcring  that  thofc  parts 
workenot,  eytherfor  the  integrity,  nor 
for  the  conftrudion  of  the  cares,  Silcffc 
for  the  enftrudion  of  hearing,  who  (for 
hcrfclfc)hath  no  ncedcofany  teaching, 
no  more  then  the  fight,  or  any  of  theex- 
teriour  fences .  And  as  for  them,  they 
require  nothing  clfc,but  to  be  free  and  o- 
pen,  without  any  impeachment  or  hin- 
dcrancc,  and  that  their  obied  fhould  bcc 
nccrc,within  a  certaine  diftance.  Why 
thcn,wc  fee  and  hcarc  naturally,  without 
any  doftrinc  or  difeipline.  Seeing  then, 
that  hearing  ncy  ther  lakcth  or  apprehen- 
deth  any  thing  of  the  vcrball  inftruments, 
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nor  of  words  themfelues  (as 'conccining 
her  owne  fimplc  adion  to  hcarc)  he  that 
isdumbefrom  his  birth,  by  the  imperfe- 
i^ion  ofhis  tongue,  fliall  not  be  deafe  in 
that  rcrpe£i: :  no  more,  then  as  if  from  a 
braue  difcourfing  man,  the  toong  (hould 
bee  tome  out  of  his  head.  ,  And  it  hath 
4ene  commonly  obferued  ,  that  fuch  as 
haue  their  tongues  cut  or  flit,  haue  heard 
neuer^  iot  tlic  Icflc  in  that  regard  ^neither 
found  any  defed  in  their  hearing. 

.  Ifit  be  true  then,  that  the  inftruments 
offpecch,  conferre  not  nor  communicate 
particularly  with  the  cares, and  that  fpea- 
kingworketh  nothing  with  hearing, as(on 
the  contrary)hearing  doth,  and  is  necef- 
faricforfpccchjitcnfueth  piaincly,  that 
the  dumbe  by  nature,  fhall  neuer  heare 
in.that  refpe^  (fuppofing,  that  the  organ 
ofthceare  or  hearing,  is  no  way  therein 
intcrefled.  And  that  the  deafe  by  byrth, 
muft  be  dumbe  necelTarily :  although  in 
his  tongiie,andthofe  other  parts ;  requi- 
fitefpr fpeech,  there isnot  anydefedac 
all.  Obferiie  then  I  pray  ye,  that  in  all  this 
purpofe,  I  fpeakc  of  birth  and  of  Nature, 
indifferently,  tp  fignifie  the  deafe  or 
dumbe  from  the  beginning.  And  I  name 
the  dumbe  from  byrth,  not  he  that  can¬ 
not  fpeake  (  for  fo  wee  fhould  bee  all 
dumbe)  but  hcc  that  is  not  any  way  aptc 
m  (peake. 

Let  vs  come  now  to  the  third  point. 

Thcthird  ar- that  a  man 
gument.  hailing (b  prompt  and  able  a  fpiritc,  that 

From  whence  comprchendcth  all  thinges  in  fmali 

thatmanisat  compalieoftimejis  yet  (notwitnltancl- 
firft  fo  tardie  jng)  fo  flow  and  tardie,in  knowing  ho  we 
of  fpcech.  anj  articulate  his  voice.  Wher- 

las  on  thecontrarie,  beafts  &  other  crea¬ 
tures,  immediately,  or  foone  after  theyr 
produdion,  haue  their  voice  abfolute  & 
pcrfedl,cuen  as  well  and  fully, as  cucr  they 
(hall  haue. 

AriBotle  in  his  Problemes,  maketh 

fnbA^&lo  hecreto,  faying  5  The  ropyce  of  mm 

hath  great  dherfities  in  it ;  other  creatures 

exfreffe  no  Letters  at  all^  or  ^ery  fe  ive^  ( as 

two  or  three  onely)and  without  Confonants, 

In  the  voice  which  Joy  ned  with  trowels  ^  make  the  worde, 

of bcaft$,arc  ^pg^^h  (faith  he)^  not foly  and of the 
fcwornolci-  r  ^  y  r  1  j  \.rn  J 

icrsatall,  [votceybutts  per  fenced  and  accomplt}bea  oj 

the  affedtion  or  condition  of  the  ^oyce^  with 

Jignif  cation ;  and  the  affections  of  the  voice y 

th^  are  the  to.w.Childrca  thercforCjbe- 

fore  they  know  ho  w,  ot  can  pronounce 
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letters,  exprefle  their  paflions  (no  other- 
wife  then  as  beafts  do)  by  a  natural  voice 
and  no  way  taught  or  enftruded,  whi0 
1  is  common  to  ail  infants^  of  any  countf^f 
whatfoeucr.  But  yet  fpeech  is  different  in 
Townc  and  Townc,  nay,  in  one  and  the 
fameTowncor  Citty ,  by  reafon  of  the 
voice  artificially  diftingiiiihed,^  thorough ! 
the  great  diuerfity  of  letters  couplcd,and 
iiicerlaccd  of  infinite  kinds;  whereof  pro- 
ccedeth  diuers  words,. fignifying  an  infi¬ 
nity  of  things.  Seeing  then,that  there  arc 
fo  many  manners  or  fafhions  offpeaking^ 
anddiat(offiueor  fix  letters)  may  bee 
made  fifty  fcucrall  words, and  al  differing 
the  one  from  the  other  .•  wee  may  cafilic 
thereby  vnderftand,  why  an  infant  for- 
meth  his  voice  (b  late,in  regard  of  beafts;  I  tlie  voyce  ©f 

who  haue  their  voices  mecrely  fimple,  &  Jiex.%hrod. 
(yiS,Ale>:ander.j4phrodifc^  fayth)moft  na-  U\i,Vrob-i 
turall  of  all  creatures; 

For,whatfocuer  is  extrcamly  diuers, 

&  muft  be  diuerfified  by  many  differecesv 
cannot  bee  attained  in  any  fhortfpacc  of 
tii0c.Bc  it  in  regard  of  the  foul, which  ap- 
pfehendcththefciencc  of  fpeakihg^or  be 
it  in  tfie  toong, which  ought  to  expres  it, 

&  requireth  time  alfo,  both  to  break  and 
enable  the  vj/ords  in  their  vttering,  as  we 
vXe.tq  fay  ofxhchandjfor  inftruments  of 
Mufick.  Wherupon  he  that  is  dumb,  be- 
ginneth  at  the  firft  to  mumble  and  (haffle 
in  the  mouth,  becing  not  able  to  make  a 
found  of  al  the  Letters, nor  to  pronounce 
words  with  any  hability  5  onely  By  reafon 
of the  tongues  foftnes, whereas  her rude- 
nefie  requireth  a  new  labour;  ^ 

There  is  another  doubt  vpon  thefame 
purpofe ,  which  is  much  more  vneafie  to 
explicate,  S:^ni?^?^/^propoundcthit  in 
his  Ptobicmcs.Fromwhenceit  comethythai 
fome  infants  begin  to  [peak  before  due  age^y  to 
whom  commonly  the  words  are  formed^  and 
after  they  haue  wel  expreffed  fom  words y  be¬ 
come  dumb  again ^and  return  to  thefirjl  con- 
ditionyVntil  the  ordinary  terme  and  time  of  ^^^^^ward  be- 
^<?4^/;^^?Many  haue  held  this  to  be  prodi-  ^ 

giousj^:  efpccially ,  when  it  is  told  Aem, 
that  fome  haue  fpokc  at  the  very  point  of 
their  birth.Qii^ionles, it  is  very  rarc,and 
hardly  to  be  credited;  and  yet  it  may  well 
happen  by  naturall  reafon, as  thus.  An  in¬ 
fant  jat  the  fame  inftant  it  hcareth,it  vnder 
ftandeth,&  then  it  may  fpeake.  But  ordi¬ 
narily  , hearing  gocth  far  before  vndcrfta- 
ding,&  vndctftanding  likewifc  precedeth 
_ Hhhh  fpea- 


Arip.mlih,  ii. 
FroLz'j, 

Whai  is  she 
reafon,  that 
fome.  infants  ^ 
fpeake  before 
their  time,  & 


Offuch  in. 
fanis  as  foo- 
ncd  pra^iie 

CO  fpeakcjand 
yetfailc  ther- 
of  afterwards. 


An  apt  com- 
parifon  of 
fornc  conditi' 
ons  in  our 
fclucsjanfwcr 
able  to  ch?]. 
drens  imper- 
fe^ions. 


Of  children 
becnooming 
dun?be  by 
deafeneife. 


A  rare  exam¬ 
ple  of  dumb- 
ne^e. 


(peaking;  thcinftnimcntforfpccch  and 
wordsjis  not  (as  yet)of  fuch  temperature 
as  is  conuenient  for  explicating  thofc 
things  which  the  fpirit  hath  conceiued.  ^ 

On  the  contrary ,  fomc  fpeake  much 
foonerthen  theyknowe  how  to  vndcr- 
ftand  (as  we  hauc  already  faidc  of  Parrats 
and  other  Birds  that  prattle)  counterfey- 
ting  fuch  words  as  they  hearer  vntill  time 
conuenient  for  them  both,  that  is  to  fay, 
ability  to  vnJctftand  and  fpeake .  Such 
children  then,  to  whom  the  obieftes  of 
hearing  make  much  fooncr  impreflion  in 
thcfOulc,  then  the  inftriiment  of  Speech 
knowes  how  to  perfect:  it  happeneth  to 
them  fometimes,  that  after  they  hauc  vn- 
derftood  diners  things/odainly  they  pro 
nounce  them.  And  clpccially  after  theyr 
flcepe,wbcn  the  fpirits  haue  made  them- 
felucs  more  copious^  they  haue  the  more 
ftrength  and  impetuous  vigour,  to  moue 
the  tongue  in  diftinder  manner.  But  this 
cndurech  not,  neither  can  be  of  any  long 
continuance  5  but  the  infant  will  retiirnc 
tohisfirftdumbnclTeagaine.  /  ’ 

In  like  manner,  fometimes  wee  (hall 
finde  our  felues  fo  difpofed  as  (without 
thinking  thereon)  words  and  fentences 
will  mcerely  flow  in  our  mouths :  where¬ 
of  againc  (at  other  times)  wc  (hall  be  fo 
delayed  and  bindred,  as  wee  can  fcarfcly, 
or  with  any  cafic  ipoffibility ,  expreffe 
things  well  knownc  and  familiar  vneo  vs . 
Euen  fo  it  may  come  to  pafTc,  that  an  in¬ 
fant  (hall  fpeak  fomething^and  afterward 
his  tongue  returning  to  the  firft  ordinaric 
condition ;  hebccommeth  dumbe,  vntill 
the  vtccrmofttimeofhis  perfcdlion  and 
ftrength. 

It  is  a  contrary  cafe,  in  an  infant  that 
becommeth  dumbe  by  deafenefle,  after 
he  hath  fpoken  fomc  gibbridge  or  prittlc 
prattle,yea  fpoken  incelligiblyjas  wc  haue 
heard  credibly  reported ,  concerning  all 
the  male  children  of  M.  Anthony  Butin  (a 
famous  Apothecary  in  T oloffa ,  dwelling 
at  the  figne  of  the  three  Kings)  fro  which 
his  daughters  were  exempted.  They  all 
fpake,till  about  the  age  of  foure  years,  & 
afterward  became  dcafe  in  fuch  forte,  as 
they  could  not  hearc  any  noyfc;andfo(by 
little  and  little)  ccafed  to  fpeake .  This 
hapned,  in  regard  that  their  hearing  con¬ 
tinuing  no  longer,  they  did  cafilie  forget 


the  little  Language,  which  they  had  lear¬ 
ned  in  their  firft  ycares.  As  an  infant  (in¬ 
deed)  is  very  obliuious,  by  reafon  of  his 
great  humidity:  and  particularly  the  faidc 
Butines  children,  who  were  verierheu- 
matickc.  And  fo  hauing  no  longer  means 
ofcontinuancc,to  apprehend  and  fpeake 
by  hearing,  they  became  dumbe.  As  any 
one,  who  hath  learned  fomc  few  French 
or  Dutch  words,  through  want  of  conti¬ 
nuing  conference  in  thofc  Languages, 
forgets  the  little  he  had  before .  Or  hce 
that  difcontinucth  his  Gramm er,  or  fom 
other  Scicncc,or  playing  on  Inftruments 
ofMufickc,  cafilyforgettcth  all  by  want 
olvfc. 

Thefc  and  fuch  like  accidents  hapning 
daylyjconfirmc  our  firft  propofition,  in 
fauour  whereof, wc  hauc  thus  largely  dif- 
courfed.  For,  if  one  may  become  dumbj 
by  reafon  ofdeafencffe.which happeneth 
by  accident,  &  after  he  could  (peakrwho 
willmakeany  doubt  at  all ,  but  that  the 
deafe  by  birth,  fbuft  ncedcs  be  ineuitably 
dumbe.^ 

I  will  adde  hccrcto  a  very  notable  acci¬ 
dent,  which  maketh  fome-what  to  this 
purpofc :  offomc,  that  by  a  Woundc  or 
hurt,'  or  fome  fickeneffe  befidc  of  the 
brairie.^  hauc  wholly  loft  remembrance  of 
all  fhings,ycacucn  offpccch,which  they 
learned  againc  by  little  and  little,  like  as 
children  dojhauing  hearing  at  their  com¬ 
mand,  and  the  inftruments  of  fpccch  no 
way  engaged.  Grauc  men,  and  wdortbic 
offaith,  doe  teftific.  to  hauc  fccnc  fomc 
wounded  in  the  head,  from  one  fide  to 
the  other, and  cuen  in  the  eye  (wherof  M. 
Rondeletim  rclateth  an  Hiftory  in  his  pra- 
(ftife,  and  the  appendix  to  the  2  i.  Chap¬ 
ter)  who  forgot  fo  much  as  theyr  ownc 
Names,  «nd  were  fainc  to  bee  taught  ^11 
things,  euen  like  yong  children.  So  came 
they  wholly  to  the  firft  condition  of  an  - 
infant  from  birth :  except  vulgar  fpeech, 
which  yet  fome  of  them  retained .  But 
other  impreflions  of  their  tongues  be¬ 
came  eftranged,  concerning  Artes  and 
Sciences  learned  before ,  and  thinges 
which  they  had  formerly  both  fcenc  and 
knownc  5  all  quite  defaced  out  of  their 
foulcsjby  the  inundation  and  ranine  of 
the  hat  me. 
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CHAP.  1. 


The  warning 
giucnby  No¬ 
ah  of  the 
worlds  vniucr 
fall  deftrudi' 
on  by  water. 


of the  Kingdome  of I r  eland ;  The  Anti  quit f 
Originall^andfirH Inhabitation  there-  ^ 
of  according  to  the  confirmation  of  the 
bejl  appro  lied  Authors, 


Cefarajwho 
['was  theneece 
CO  Noah. 


Ce^ara  arri 
lied  in  Irelad, 
with  three 
men^and  fiftic 
women. 


N  the  ycare  of  the  world 
1525,  the  holy  Patriarch 
Noah^c^m  to  admonilh 
thepeople^of  vengeance 
to  follow,  for  their  wic¬ 
ked  lines  and  dcteftable 
finnes  ;  andhee  prepared  to  builde  the 
Arke,  as  thereby  forefhewing  to  his  kinf 
folkc  and  friends,  the  vniuerfall  Flood  or 
Deluge  that  was  to  enfue,  and  wherewith 
the  whole  face  of  the  earth  fhoiild  be  co- 
iiered  within  few  yearcs,.  except  amend¬ 
ment  grew  from  them  in  fhort  time  j  'all  ] 
which  he  did  before  the  Flood,  one  hun¬ 
dred  and  fine  and  twenty  ycars.But  when 
euery  man  feemed  to  negled  his  worthie 
admonitions  5a  Neece  to  Noah^,  who  was 
named  hearing  this  dreadful  pro- 
pheficofherVnckle,  and  doubting  Icaft 
it  would  come  to  pafle  indeed,  determi¬ 
ned  (with  certaine  friends  ofhers)to  feek 
their  fortune  in  fomeforraigne  Region. 
Perfwading  her  (elfCjthat  if  (he  could  find 
a  Countrey  ncuer  inhabited,  and(confc- 
qucntly)  vnfpottcd  with  fin:  the  general! 
fcntcncc  of  Gods  wrath  would  not  there 
take  effed:. 

Hereupon , rigging  a  Nauy,  fhec  com- 
mitred  Iier  fclfe  to  the  fcas,fayling  foorch  * 
ftil,til  at  length  (he  arriued  in  /r^/W,with 
three  men  only,  and  fifty  womens  hauing 


loft  the  refidue  of  her  company ,  by  mif- 
fortunc  of  fund  ry  fhipwrackes,  ftiftayned 
in  that  her  long  and  troublefome  voyage. 
The  names  of  the  men  were  thefe,  Bithi^ 
Laigria^  and  Fintan.  The  coaft  where  fhee 
firft  fet  foote  on  land,  and  where  alfo  (he 
lyctH  buried,  wascald  hauietdare  Littm ^ 
The S hipping  riuage orfiore.  The  Scones, 
wherein  the  memory  hoercof  wasprefer- 
ued  from  violence  of  the  Waters,  haue 
becnefeencof  fomc,  astheythemfclues 
haue  reported,  but  how  truely  I  haue  not 
^to  fay. 

Within  forty  dayes  after  hercomming 
on  Land  there  3  the  Vniuernill  Floude 
came,  and  oiier-flowed  all  that  coaft,  as 
well  as  the  other  pans  of  the  worlde.  But 
whereas  this  tale  bewrayeth  it  fclfe  (too 
manifeftly)  to  bee  an  vntriieth,  if  time 
and  other  circiimftances  be  thorowly  ex¬ 
amined ;  I  will  (land  no  longer  about  the 
proofeor  difproofe thereof.  Onclythis 
isfufficient  (Ithinke)  to  bringit  out  of 
credite,  to  confider ;  that  the  Art  of  Na- 
uigation  or  fayling,  was  vnknowne  to  the 
worldjbefore  the  vniueifall  Deluge,-  and 
no  part  inhabited,  except  the  continent 
oiSyria^mi  thereabout. 

But  to  let  pairefuch  a  forged  fable, with 

the  record  thereof  engraiien  in  a  Stone, 

(3  dcuicc  borrowed,  as  fome  think, from 
Idfephm ; )  it  (ball  bee  fiifficient  for  the 
glory  of  the  Irifti  nation  in  their  Antiqui- 
graiintjthac  Ireland  was  difeouered 
and  peopled  by  fomc  of  Noahs  kindred, a- 
uen  as  the  firft  Iflands  of  the  Worlde  (if 
they  wil  needs  haue  it  fo,as  the  likelihood 
is  great)  accordingto  n'- wlnchisfctforth 
in  their  hiftorics.  When  about  aoo.ycars 
after  the  gcncrall  floode,  immediately 
vpon  the  confufionof  Tongues:  laphet 
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o.  Bookel 


Bartolcntls  ot  1 
Baftolenus. 
Cleinlib.?. 
Cambreid.li’iJ 


Languina, 
Salanus  and 
Ruihutgus, 
the  three  foils 
toBartolcnus. 


Ruthurgi  Sta- 
gnutn. 


Ireland  firft 
inhabited. 


Giants  ariucd 
in  Ireland. 


Bdrgton  the 
fonneot  Nep- 
tui‘e,and  bro¬ 
ther  to  Albion 
(as  John  Bale 
hath  ii)con- 
cjueid  Ireland 
and  the  Oike- 
neis. 


andhispoftcritic  ( imboldened  by  Noahs 
example)  aduentured  by  fhip^to  commit 
themlclucs  to  pafle  the  feaSj  and  to  fearch 
out  the  vnknowne  corners  of  the  world, 
and  fo  finding  out  diners  Ifles  in  the  weft 
parts  of  the  world.  •  ^ 

There  was  (fay  they)  in  that.rctinUCj 
one  of  the  fame  progeny  narhed  Bartole- 
nm^ oxBaftolemSy  who, encouraged  with 
the  late  attempt  and  fucceffc  of  Nimrod , 
kiiifeman  to  Ninus  ( then  newly  intruded 
vpon  the  Monarchy  of  Affyria  )  fcarchcd 
fo  farre  weft.* intending  to  attaine  to  fome 
gouerncment,  where  he  might  rule  with¬ 
out  any  partner  in  authorities  till  at  the 
lengthjFortune  brought  him  and  his  pco- 
pie  vpon  the  coaft  of  Ireland.  Heerc  hce 
feded  himfelfe  with  his  three  fonnes  Lan- 
guina^  Salanm  and  Ruthurgm.,u^t  aiftiuc 
and  ftout  Gentlemen,  who,  fcarching  the 
Land  from  fide  to  fide ,  and  from  end  to 
enJ ,  left  remembrances  of  their  names, 
in  certaine  notable  places,  and  named  af¬ 
ter  themsas  Languine,  Stragrum  &  mount 
Salanga^  fince  named  Saint  Dominicks  hill, , 
and  Knthurgus  his  Poole. Little  is  remem- 
bred  of  Bartolenm ,  failing  that  in  (horc 
rpace(with  many  hands  working  at  once) 
he  ridde  and  made  playne  a  great  part  of 
the  Countrey,  ouer-grownc  with  woods 
and  thickets. 

Thus  became  Ireland  inhabited  by  this 
people  ,  vnder  the  gouerncraentof  the 
three  Sonnes  to  Bartolenm ,  and  their  off- 
fpring  3  for  the  fpace  of  three  hundred 
ycares.  Together  with  Bartolenm 
in  Ireland  certain  vngodly  people  of  Nim- 
rodstsicc^  woorthilytearmed  Giants  3  as 
thole  that  (in  bodily  ihape)  exceeded  the 
common  proportion  of  other  men ,  and 
vfed  their  ftrength  to  gainc  foueraigntic, 
and  to  opprelle  the  wcake  with  rapine 
and  violence.  That  linage  (Chams  brood) 
did  grow,  in  fhort  while,  to  great  num¬ 
bers, and  alwaies  endeuoiired  themfelties 
(wherefoeuer  they  came)  tobcare  the 
rule  oner  others .  One  caufe  thereof  was 
their  bodily  ftrength,  anfwerablc  to  their 
hiigenefl'c  of  ftature  j  another,  the  exam¬ 
ples  of  Cham  01  Z^^mZ/mthcMagitian, 
&  grandfather  to  Ninm.  Which 

two  perfom  (in  themfelties  and  progenie) 
were  renowned  through  the  world  as  vi¬ 
ctorious  Princes,  ruling  oner  two  mighty 
Kingdomes,  Aegipt  and  ^Jfjria. 

A  third  caiifc  alfo  there  was ,  namclyi 


Rebellion  a* 
gainft  Goucr- 


A  very  gene¬ 
rous  and  wor¬ 
thy  rcfolution 


they  repined  at  the  bleffings  beftowed  on 
Sem  and  laphet ,  thinking  it  neceffary  to 
witbftandall  lawfiill  rule  and  dominion:-  Euill  exampls 
left  the  CLirfe  of  flaiicry  (prophefied  by 
Noah)  (hould  light  vpon  them  3  as  at  the  ^  °  » 

length  it  did/  Whereupon,  rebellioufly 
withdrawing  their  obedience,  from  their 
lawful!  Gouernours  hecre  in  Ireland and 
taking  head  jThey  fet  vp  a  Kingoftheyr- 
ownc  fafhion,and  maintayning  his  eftate 
to  the  oppreflion  of  the  fubic6ts,by  brin¬ 
ging  them  into  continiiall  bondage .  The 
(uccefle  was  variable  on  both  fides ,  bc- 
tweene  the  lawfull  Gouernours  and  thefe 
vfurpers,  with  daily  rifings  and  skirmi- 
fhcsjfo  much  to  thegricfeoftheai,who 
coiieted  to  liue  in  quiet  order  vndei  their 
rightfull  Princes  :  that  they  determined, 
with  the  chance  of  one  generall  battel, ey- 
ther  wholie  to  fiibdue  thofe  proWd  rebel¬ 
lious  tyrants,  or  eHc,to  end  their  lines  in 
freedomc,  and  fo  be  rid  of  further  mifery. 

But  firft ,  whereas  there  had  growne 
certayne  debates  and  enmities  amongeft 
themfelues,  whereby  they  had  weakened 
their  owne  forcesjthey  held  it  not  amifle , 
to  make  peace  together,  before  they  put 
their  whole  ftatc  in  hazard  of  oncbattell 
againft  the  Giants :  concluding  therefore 
an  agreement,  8c  ioyning  in  league  (with 
promifc)to  aflift  each  other  in  fubdewing 
the  common  enemy  •  Growing  to  aflem- 
blc  their  power ,  out  of  all  partes  of  the 
laitfl,and  coming  to  ioyne  battel  with  the 
Giants;  after  they  had  fought  fiercely  to¬ 
gether  for  the  (paccofeertayne  hourcs : 
vi(ftorie  enclined  to  the  rightfull  part ,  fo 
that  the  lawfull  Kings  preuayling  againft 
the  vfurping  tyrants ,  great  (laughter  was 
made  on  the  whole  broodc  of  that  mif- 
chiciious  generation  .  For  the  Kings , 
meaning  to  free  themfelues  from  iJll  dan¬ 
ger  in  time  to  come,  vfed  their  happy  vF 
ftorie  with  too  great  crueltie,  which  after 
turned  to  their  owne  confufion .  For , 
fparing  ney ther  man,  woman,  nor childe 
that  came  in  their  way  ,for  mccre  defpite, 

8c  fuller  fatisfying  their  intended  rciienge; 
they  vouchfafed  not  to  bury  the  carkafes 
of  their  flaine  enemies,  but  call  them  out 
like  a  fort  of  dead  dogs;  through  thenoy- 
fome  flench  whereof,  fuch  an  infedious 
pcftilence  enfued  in  all  places ,  only  tho- 
row the  ayres corruption,  asfew  efcaped 
with  life,  befides  fuch  as  got  away  by  Sea. 

And  hereby  mimes  a  vainc  tale  among 

the 


Icis  noc  good 
in  weakeneSj 
lowarre  with 
ftrong  men# 


Victory  oucr 
cruejJy  vfed, 
and  with  more 
rigour  then 
needed. 


A  veryftrange 
infcCling  pe- 
(\i\cnce.  ^nno 
tmndi,  2257. 
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Aftrange  re¬ 
port  how  long 
Ruanus  the  gl 
ant  liued,  and 
that  bee  was 
baptized  by 
$t  Patricke. 


Some  Giants 
left  that  faued 
their  liues  in 
caues  &  dens. 


Ceflcns  xo,2 


An.mun 
Netnodus  and 
bisfoute  font, 
5wrius,Gar- 
bancIesjAmi- 
inui,  and  Per* 
guHast 


Ireland  again 
inhabited  by 
the  of  fpring 
oflaphct.  . 


An.mun.iyig 


the  Iri(h^  that  one  of  the  Giants  named 
Rumtis ,  chancing  to  be  preferued  from 
this  mortalities  liued  2041  yearcs,  which 
is  more  then  iwifc  the  age  o^Methupilem. 
By  this  man  (fay  they)  Saint  P4mriir^  was 
informcdjconccrningthe  whole  eftateof 
the  Cquntrey  ,and  aftcrwardi3  (vppon  rc- 
queft)  hauing  receiued  Baptifmc  of  the 
fay d  Saint  :  hcc  deceafled  in  the 

yearc  after  the  birth  of  our  Sauioiir.foure 
hundred  and  thirty,  as  in  the  Irijh  hiftoric 
hath  becnc  very  vnaduifedly  writtcn.Bilt, 
letting  that  pafle ,  wee  findc  it  recorded. 
That  an  infinite  number  of  Giants  were 
flayne  and  deftroyed ,  in  manner  as  hath 
been  already  related :  yet  fome  got  them- 
felucs  into  lurking  Caues  and  Dens,  and 
kept  clofely  therc,till  lacke  of  food  caiilcd 
them  to  come  foorth,  and  make  {hjft  for 
fuftenance*  When,  pcrceiiiing  no  refi- 
ftance ,  bccaufc  the  Land  was  (in  a  man¬ 
ner)  left  defolate  5  they  waxed  bolder, and 
when  they  vnderftoode  how  matters  had 
pafled :  they  fetlcd  themfclucs  in  the  beft 
parts  of  the  Countrey  3  eafily  fubdewing 
the  poore  filly  foulcs  that  remayned,  and 
fo  reuiuing  their  linage  ,  they  became 
lords  of  the  whole  Hand,  keping  the  fame 
in  fubicclion ,  three  fcorc  years  together. 
Among  the  Tons  of  lafhet^  we  rcade  in 
Genefisy  that  Magog  was  one, who  planted 
his  people  in  nc2tcTanaiSy  from 

thence, about  the  ycre  of  the  world,  2317 
CtfemoduSy  with  his  foure  fonnes,  Starm^ 
Garbaneksy  Anuinti^Ti'ttA  Ftrgujitis  Cap- 
taincs  ouer  a  faire  companie  of  people  ) 
were  fent  into  Ireland :  who  paflSng  by 
(j w/4,and  taking  in  fuch  as  wcrcdcfirous 
to  feeke  aducnturcs  with  them  5  at  length 
they  landed  in  Ireland  y  inhabited  the 
Countrey ,  and  multiplied  the  Land ,  al¬ 
though  not  without  continuall  warre, 
which  they  helde  with  the  Giants  two 
hundred  and  fixtecnc  yearcs .  At  the  end 
of  which  tcarmc,  the  Giants  preuayling, 
chafed  them  thence  agaync ,  fo  that  they 
returned  into  Syria .  This  was,  about  the 
yeare  after  the  Creation  (as  by  their  ac¬ 
count  it  fhould  feeme)  two  thoufand  fiue 
huodred  thirtic  three  j  from  which  time, 
the  Giants  kept  poflelHon  of  the  Land 
(without  forraine  inuafion  )  till  the  ycarc 
two  thoufand  feauen  hundred  and  foure* 
teene.  But  yet  all  that  time,  they  were  not 
able  to  frame  a  Common-wealth  :  for, 


The  fonnes  g£ 
Dela,ncere  in 
linage  to  Ncr 
modua,  skilful 
in  Nauigacion 


They  pa^Te  in¬ 
to  licland,& 
vitcriy  rootc 
out  the  race 
of  the  Oisints, 


and  mcafuring  eqery  thing  by  might ,  fc- 
ditioufly  they  vexed  one  another. 

Which  comming  to  the  knowledge 
oi^zGrecians,  icmoouedfiuc  brethren, 
fonneisto  oncDela  (being  notable  Sea¬ 
men  and  skilfull  Pilots)  to  rigge  a  Nauic, 

&  to  attempt  the  conqueft  of  this  Hand. 

Thcfc  were  all  of  the  neercftpoftcritic  to 
Nemodusy  and  named  GandtusyGenandiusy 
Sagandnsy  Rutheranius  and  Slanius,  Wficn; 
all  things  were  ready ,  and  their  compa-J 
nics  afl'emblcd :  they  put  to  Sea,  and  lan¬ 
ded  at  the  length  xn  Ireland  5  where  find¬ 
ing  the  power  of  the  Giants  greatly  weak 
ned ,  by  their  ownc  quarrells  and  ciuilc 
diffentions^  with  the  more  eafe  did  they 
edme  to  the  end  of  their  ownc  purpofe^ 
winning  the  whole  Countrey  ^  and  vttef- 
ly  extirpating  that  bloodic  generation, 
deadly  enemies  to  mankindc:  diuiding 
alfo  the  Ifland  into  fiue  parts,  and  in  each 
of  them  they  feuerally  feigning  ,  -Fur¬ 
thermore,  to  fatisfic  all  fides,  and  auoyde 
contention;  they  concluded  to  fixe  a 
Mcare-ftohe  in  the  middle  point  of 
land ,  to'  which  each  of  their  kingdomes 
fhould  extend ;  fo  that  they  might  be  c- 
qually  partakers  of  the  comoditics, found 
within  the  Countrey  foife. 

Thcfc  brethren  alfb  arc  fuppofed,  to 
haue  in  lien  ted  the  diftribution  of  Shires 
into  Cantreds,  cucry  Cantred  or  Baron- 
ny  to  containc  one  hundred  tovvncfhips. 

At  length,  defirc  offoueraignetic,  fet  the 
fiue  brethren  at  variance,  and  greatly  hin-  “hrcauie  o£  ** 
dered  their  growing  wealth.  But  SUnmSy 
getting  the  vpper  hand,  and  bringing  his 
foure  brethren  to  a  lowe  ebbe :  tooke  on 
him  as  chiefe  abouc  his  other  brethren^ 
intruding  round  about  the  Mcare-middlc 
Stone,  for  the  fpacc  of  certayne  miles, 
which  plot  of  ground  (in  time)  obtayned 
the  priuilege  and  namc,of  one  intire  part, 
and  now  maketh  vp  the  number  of  fine 
parts  ( into  which  Ireland  is  fayd  to  be  di- 
uided)  and  is  called  andinLatinc 
Media taking  this  name  (as  fbmehaue 
fuppofed)bicaufc(inrefpc6l  of  the  other) 
it  contained  but  the  moitie  of  Cantreds, 
viz.  fixtecne;  whereas  each  of  the  other 
Cantrcdscompcchendcd  jz.apeccc :  or 
elfe,  becaufc  it  lycth  in  the  middeft  of  the 
land.  This  ^^iiSlanius  ioyned  as  a  furplu- 
fage  (ouer  and  abouc  bis  irthcfitance)  to 
the  Monarchy;  ^vhich  part(notwithftand- 
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falling  ftill  at  variance  among  themfclucs,  ing)grew  after  jo  be  a  fcucrallkingdome. 

Hhbh  3  Thirtic 


T-» 


Of  Ireland. 


po  o 


lo  Bookci 


Slanius  tlycdi 
and  wa%  buri¬ 
ed  in  a  moun- 
cainc  in  a/cth 


A'^new  Armiq 

VHu:4jj»Uc- 

Ijnd. 


Brennus  cald 
into  licJand, 
to  ayde  one 
part  of  the  fa¬ 
ctious  people. 


I  "  *  = 

» 


Scgwine  king 
of  the  Allo- 
broges. 


The  Briitifli 
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ou  of  Ireland. 


Thirty  ycarcs  thcMonarcliyyct  con¬ 
tinued  in  this  order  ,  but  finally,  Slanius 
departed  this  life ,  and  was  buryed  in  a 
Mountainc  oiMeth^  which  till  nowc  ( as 
they  fay)  bcarcth  name  after  him  .  Then 
the  Princes  3  fubicdl  to  him^began  tofto- 
mackc  the  matter^  and  denied  their  obe¬ 
dience  to  his  fuccelfor :  whereuppon  en- 
fucdcontinuall  Warres  betweenethem, 
which  (in  long  time)  could  neucr  be  ful¬ 
ly  ccalfed.  In  the  necke  of  thefe  troubles 
alfo,  there  arriued  in  Ireland  a  new  Army 
of  Scythians,  who  naadeclaimc  vnto  the 
liand  (by  a  tide  of  right)  which  they  pre- 
ednded  from  their  forefather  Nemodus : 
and  fo  faking  and  making  parts^  they  fet 
ailiimfuchanvprore,  that  hauocke  was 
made  on  each  fide  hoftilely^in  moft  mife- 
rabJe  manner. 

Tobefhort,  they  (pent  thcmfelues, 
inpurfuing  one  another  with  fuch  out¬ 
rage  :  that  they  began  to  grow  carelcffe, 
what  Nations  or  Soldiers  they  receyued 
to  thar  ayde,  either  to  keepe  or  b'eate 
downc  a  fide.  By  which  occafion^the  Bri- 
/4/maIfoftcptin  among  them,  procu¬ 
ring  tirennus ^i\\Q  brother  of  Belinm^o  di¬ 
ced  his  courfe  thither  with  the  fame  Na- 
uy,  which  he  had  made  ready  to  paffc  o- 
uer  jt^tu  GatlU^  now  called  France^  to  the 
ayde  of  Segwine^  then  King  of  the  Alio- 
broges^  thatinuaded  the  Countreyes  of 
SauoydinAVaulphmoU. 

But  his  enterptize  inio  Ireland  tooke 
fmallcffed  ,  though  there  were  . other 
Kings  of  the  Britaincs,  that  got  domini¬ 
on  there  *,  infomuchthat  Gurgwmtiua^oi 
Gurguntius^  the  fonne  of  BelinuSy  accoun¬ 
ted  Ireland  (among  other  his  dominions) 
to  belong  to  him  by  lineall  defeent.  Not- 
withftanding,  the  Britifh  Princes  neuer 
cnioyed  the  quiet  pofleffion  thereof^lon- 
ger  then  they  held  it  by  maine  force  5  but 
were  often  repelled, and  put  to  the  worfc 
with  feeking  after  it,  finding  there  little 
other  gaine  then  ftripes,  whereof  they 
carried  away  good  (lore.  But  now  to  com 
to  the  Spaniards ,  that  laftly  (vnder  the 
condud  offourc  Captaincs)  pafTcd  into 
Ireland yi\on\B'tfcaye^^nA  inhabited  that 
Ifland :  it  lliall  not  be  impertinent  (follow 
wing  the  order  obferued)  to  fpeake  fom- 
what  of  their  originall,  that  it  may  the 
better  appearc,  from  whence  the  Irifhe 
nation  had  their  fir  ft  beginning. 

In  the  ycarc  of  the  worlds  24J(5.  after 


the  vniucrfall  flood,  870.  while  the  Ifrac-  i 
lices  fitriicd  in  yEgypr,  Gaihelusthc  fonne 
of  one  Nealus^  a  great  Lord  in  Grecia^  vp- 1 
on  disfauour  was  exiled  his  country,  with 
a  number  of  hisfadious  friends  and  ad¬ 
herents*  This  noble  Gentleman, becing 
very  wife,  valiant,  and  well  fpoken  :  gone 
honourable  cntcrtainc  o{  Pharaoh^  furna- 
med  Orua.  And  afterward  depaCting  that 
Countrey,  trauerfed  the  fcas^and  landing 
firftin  Portugall^  after  fome  bickerings 
with  the  inhabitants;  at  length,  yet  hec 
got  (by  their  confent)  a  portion  of  the 
Countrey ,  lying  by  the  bankes  of  the  Ki¬ 
ller,  anciently  called  and  nowe 

Mondego^  where  (fhortly  after)  he  began 
to  builde  a  Citty,  firft  named 
but  Barf aloy  as  HeFtor  Bcetim  affir- 

meth; 

-•  After  this,  when  the  people  vnder  <74- 
thelm  began  to  cncrcafc  in  power  5  tho¬ 
rough  perfwafion  of  the  Spaniards  theyr 
neighbours,  they  remoued  into  Gallicia^ 
where  they  alfobuilded  a  Citty ,  named 
Brtgantium^^\\\Q\i\s  now  called  Corma. 
Finally,  when  they  grewe.  into  fuch  a 
huge  multitude-,  that  Galiicia'vfzs  not  able 
to  liiftaine  them^  Gathelu^^  with  a  certain 
number  of  them,  paflTed  ouer  into  Ireland 
and  there  grew  into  fuch  eftimation  with 
the  barbarous  people,  that  for  his  know¬ 
ledge  efpccially  in  Languages,  hec  was  | 
highly  honoured.  For,hc  not  onely  enri- ! 
ched  and  beautified  the  Irifh  tongue:  but 
enftruded  them  in  letters  alfo;  he  fought 
vp  rheir  Antiquities,  and  likewife  pradi- 
fed  their  youth  in  warlike  excrcifcs,  after 
the  manner  of  theGreekes  and  Egypti¬ 
ans,  from  whence  hewasdifeendeS. 

-  To  conclude,  hec  was  fo  acceptable 
and  welcome  to  them,  that  (to  gratifyc 
fuch  a  worthy  benefador)  they  agreed  to 
call  the  Ifland  Gathelia^  and  after  his  wife ; 
Sc otia.  This  is  one  opinion,  but  yet  incrc- 
diblc,not  onely  to  Humjrey  Lhuid Jbut  al-  j 
fo  to  other  learned  men,and  diligent  fer- 
chers  of  Antiquities  :by  rcafon  ofthc  fun- 
dry  arguments  of  improbability,  as  well 
in  the  niifcount  of  yearcs,as  other  vnlikc- 
lyhoods  found  therein,  when  the  circum 
ftanccscometobcduly  examined,  tho- 
rowly  weighed,  and  well  confidcred.  Yet  i 
ccrtainc  it  is,  that  Ireland  was  auncicntly ' 
named  S LCtia^  and  the  people  Scots, as  by  ^ 
diucrs‘old  writings  it  may  be  fufficicntly 
proued ;  albeit,  by  what  occafion  it  took 
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firft  that  name ,  or  from  whence  they 
came,  it  is  yet  doubted.  But  to  proceede 
with  the  Hiftory,  as  finde  it.  The  refi- 
due  otGathelu^  his  people,  which  remay* 
ned  in  Spainc,  founded  the  City  of  Bay-, 

in  the  Confines  of  and  re- 

plenifhcd  the  Sea  coaftes  oiSpaine^  with 
ftore  ofinbabitants.And  wel-nccre  about 
two  hundred  yearcs,  after  their  ;fiift  arri- 
uall  there  (when  they  were  againe  peftc- 
red  with  multitudes  of  people)  they  be¬ 
gan  to  fancic  a  new  voyage  :  but  whether 
at  that  timCjOr  fome  other  els^they  crof- 
fed  oucr  into  Ireland, is  altogether  vneer-. 
tainc.  '  '  , 

,  Notwithftanding,  furc  it  isjthat in  the 
dayes  oiGurgmim^  King  of the  Britains^ 

I  the  cheefe  Gouernour  of  ^^j^^/^jwith  four 
I  Brethren  Spaniardes  ,  two  of  which  arc 
j  faide  to  be  Hiherm  and  Uermon ,  not  the 
fonnes  fas  fome  thinke)  of  Gathelus  (  as 
He^ or  Bcetius  but  fome  other 

perhaps,that  weredefeended  of  him^who 
vnderftanding  that  diuers  of  the  wefternc 
Ifles  were  empty  of  inhabitants  :  affem- 
bling  a  great  company  of  men,  women, 
and  children,  embarked  with  the  fame  in  ' 
chrccfcore  great  veffelles,  and  direding  ’ 
their  courleWcftwarde,  houered  a  long  i 
time  on  the  Sea,  about  the  Ifles  of  \ 
ney  .  At  length,  they  met  fby  good  hap)  ; 
with  Gurgumiusy  then  returning  from  the  ' 
conqueft  of  Denmarke  (as  in  the  Brittilh  | 
hiftory  it  apearcth)  whom  they  befoughc. ! 
in  confidcration  of  their  want  of  victuals 
and  other  neceffaries  (being  fuch,as  they 
were  no  longer  able  to  endure  the  Sea, 
being  cumbred  with  fucb  ftore  ofwomen 
and  children)  to  dire(ft  &  appoint  them 
fome  place, whcre.they  might  inhabite  d 
promifingtoholdthe  fame  of  him  ,  and 
to  become  liegc-people  to  him  and  his 
hciresforeucr. 

(7«r^/^;^^^Waduifing  withhimfelfe  hcrc- 
on,remembred,with  what  troblche  held 
the  Irifh  in  fubiecIionjSt  cocciuing  hope 
that  thefc  ftrangers  might  either  fubdue, 
or  wholy  deftroy  that  vnruly  generation  j 
accepted  &  took  thofe  oathes  of  the  Spa¬ 
niards  with  hoftages,  &  furnilhing  them 
&  their  (hips,with  all  needful  things ;  fet 
them  ouer  into  Ireland,  where,aflifl:ed 
with  filch  Britaines  as  Gurguntiu^h^iA  ap¬ 
pointed  to  go  with  them  for  their  guides: 
they  made  a  conqueft  of  the  whole  coun¬ 
try, &  fetled  themfelues  ioyfully  therein. 


;  rliC  arriuall 
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Some  write, that  Ireland  was(bcfore  that  ^ 
prefent)voide  of  all  inhabitants :  but  yet 
they  agree, that  thefe  Spaniards  were  gui¬ 
ded  thither  by  the  Britains,  &  vnder  fuch 
conditions  as  before  is  recited.  Whereby 
it  appcarethjthar  the  kings  of  Britain  had 
aoiclder  right  tothe  realm  of  Ireland.thtn 
hy  the  conqueft  oil^.Heniry  2. which  titl^ 
they  cuer  maintained,  S^fometimes  pre- 
uailcd  in  purfuic  thcreof,as  in  the  dales  of 
YL,Arthur yto  whom  the  IrilTi  (as  in  diuers 
hiftories  is  remembred  )  acknowledged 
their  due  fubietftion,  with  paimec  of  their 
tribiite,&  making  their  appearance  at  the 
cityjcalled  in  the  Britilh  toon£,Caer  Lhe-  j  left  chcLr ' 
Whcrunto,whcn  their  free  alTenvhe ' 
fubmiflion  of  their  Princes^  withlawfull 
conqueft  &  prefcription  are  annexed;  an 
inuincible  title  muft  needs  be  enforced. 

But  how  to  our  purpofe.  The  Spaniards 
fubftantially  aflifted  with  the  Britains, fet- 
led  ihcmfclucs,and  diuided  their  feats  in 
quarters; the foure  Brethren  reigning  fe- 
ucrally  apart  in  fudry  portions, with  good 
quiemeffc  bnd  encrcafe  of wealth ;  vntill 
pride  &  ambition  armedtwo  ofthem,  a- 
gainft  the  other  two ;  as  Hlberm  and  one 
of  bis  brethren,  ^%i\n^Hermion  and  his 
Brother.In  this  diflention,  Hermion  fle  we 
his  brother  EibermioH whom, at  the  fame 
time(as  fome  hold)  the  countrey  was  na¬ 
med  Although  fome  are  of  opi¬ 

nion, that  it  tooke  name  ofIron,by  plen¬ 
tiful!  Mines  of  that  kinde  of  Mettall, 
wherewith  the  land  abounded.-^  fo  thofb 
.Authors  of Antiqiuty,which  call  it  lerna,^ 
name  it  more  aptly  after  the  fpecch  of  the 
inhabitants,  then  others  which  cal  it  Hi- 
hernia, 

Proceede  wee  now  to  Hermion  y  who 
to  auoyde  the  ill  opinion  of  men ,  by  at¬ 
taining  thus  to  the  Soucraignty,  making  No  crime  fb 
his  way  through  his  brothers  blood  moft  ‘^^^nifeft  or 
vnnaturally,  andinanvnhappie  Ciuill- 
Warre :  purged  himfelfe  co  his  fubieds,  a  colourable 
thatneythcr  malicioufly,  nor  contentH 
oufly,butforhismeceffarie  defence  and 
fafety,  bee  had  borne  Armes  agaynft  his 
brethren.  And  to  witneffe,  how  farre 
he  was  from  all  defire  to  rule  alone :  hec 
appointed  certaine  Capraines,  as  Kings, 
to  rule  (vnder  him)  feuerall  Countreyes: 
rcfcniing  to  himlelfc  but  one  fourth  part 
and  the  portion  of  Methy'  allotted  to  the 
Monarchy,  for  the  better  maintenance 
ofhiscftate. 

Thefe 
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Thcfc  parts  appointed  foorth  in  this 
wife,  at  length  grew  to  fine  Kingdomes, 
Leinfier^  Conmght^rlHer,  and  MomHer 
dtuided  into  two  parts,  and  fometime  to 
more,  by  vfurping  or  compounding  a- 
mong  thcinfclues:  but  cucr,onc  was  cho- 
fen  to  bee  chiefe  foucraigne  Monarch  o- 
uer  them  all.  Thus  it  feemeth  certainly, 
that  the  Sfmiards  of  the  North  parts  of 
inhabiting  about  the  Countries  of 
Bifcaie  and  Gal/tcidyCSimQ  and  peopled  Ire¬ 
land  (as  both  their  owne  Hiftorics,  &  the 
Britijh  do  agree  wholly)but  from  whence 
they  came  firftjtoinhabitethofe  Coun¬ 
tries  of  Spamf^^-wiox.  by  me  be  aiiouched. 

I  For  no  other  Writers  (but  fuchashaue 
regiftred  the  Scottifh  Chronicles)  make 
mention  oi  Gathelm\\\%  coming  thither, 
with  Scou  his  Wifcjand  their  people,  as 
by  the  faid  Chronicles  is  pretended. 

An  hundred  and  thirty  cheefc  fongs 
arc  reckoned  of  this  Nation,  itott\Her- 
mion  to  Laogirius^  the  fonne  of  Nealns 
Magnus ;  in  whofe  time,  that  holy  cftce- 
niedman,S.  conuerted  them  to 

Chriftianity.  But  now, while  the  Irtjhmen 
lined  in  fomc  tollerable  reft  &  order,  vn- 
dcr  their  feucrall  Kings ;  one  Rodoricke^z 
Scythian  Prince  (with  a  fmall  company  of 
men,  being  wcathcr-driucn  about  the 
Coafts  of  Britaine)  was  by  chaunce  call 
vpon  the  Ihore  of  Ireland .  Thcfc  were 
P/^/,and  the  very  firft  jtbat  had  bin  heard 
off  in  thofc  parts(as  fomc  good  Authors 
baue  recorded)a  people  (eucn  from  their 
cradle)  naturally  addided  to  contention, 
land-kapcrsjmcrcilefle,  fierce  and  hardy. 
They  being  brought  &  prefented  to  the 
IrifhKxn^^  defired  Interpretorsj  which 
being  granted  thtvcs-yRadorick  their  chiefe 
Commander  and  Leader,  made  this  rc-^ 
quell  for  him  and  his, as  followeth. 
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The  Oration  of  Roderick, 

King  of  the  Pids,  to  the 

King  of  Ireland. 


Ot  as  degenerate^  or falling 
from  the  courage  of  our  An* 
ceBourSi  butfafhioning  our 
felues  to  Fortunes  courfe^ 
wee  are  become  to  craue  of 
Ireland  {as  humble  Suppliants)  who  neuer 
before  this  prefent  ^haue  embafed  our  felues 


to  any  other  ^Hatton.  Behold  Sir  Kingyand^ 
regard  'vs  well*  rte  light  occajion  caujeth 
theje  luBie  bodies  to  floope .  Scythians 
we  are^and  Pids  of  Scythia  *^no fmall por* , 
tton  of  glory  rematneth  in  thefe  two  names. 
WhatjhaU  I  fjpeake  of  the  ciuill  warre^  that 
hath  expelled  v s  from  our  natiue  homes ^  or 
rip  ^p  olde  HiBories^  to  mooue fir  anger s  to 
bemoane'vsf  Let  our  feruants  and  chil¬ 
dren  dtfcourfe  thereof  at  leifure  m  Our  in* 
fiant  motion  is y  t o gr ant  ^^s  feme  time  of  a- 
bode  in  your  Land  for  which  effeB  dn  fttr* 
pofcy  our  'vrgent  necejfity  befieechethyour fa^ 
ueur:  A  Kingy  ofaKtngy  itnd  merrof  meni 
are  to  craue  af  uBance, 

Trinces  can  well  dijeerne  andconfider^ 
how  neereit  toucheth  their  honour  and  repu¬ 
tation  ^yea^and  their  ownefurety^  to  'uphold  j 
and  releeue  the  fiate  of  a  Kingy  decayed  by 
treafon .  And  manifefl  it  is  to  all  men  of  ^ 
reafonable  confiderationy  that  nothing  more 
bejeemeth  the  nature  of  men^  then  to  be  mo- 
uedwkh  compafston  •  yea ^  euen  {as it  were) 
tofeele  themjelues  hurt ,  when  they  heare 
and  'vnderBand  of  other  mens  calamities. 
Admit  then  (we  befeech  you)  and  receiuea- 
mongyecy  thefe fiw  fcatteredremnanti  of 
Scythians,  if  your  roomes  be  narrow  ^we  * 
are  not  many if  the foile  of yoUr  Country 
be  barren y  we  are  borne  and  inured  to  hard* 
nefje:  if  you  Hue  in  peace  ^  wee  are  at  your 
command  as fubieBs :  if  you  warrCy  we  are 
ready  to  feruejou  as  Soldiers.  We  demaund  j 
no  Kmgdomey  no  StatCyno pompeous  triumph  j 
in  Ireland.  We  are  heere  alone  ^  and  haue  left 
fuch 'vanities  behinde'vs  with  our  enemies. 
Howfoeuer  you  eBeeme  of vs^  we fall  con¬ 
tent  our felues  therewith  ^and  learne  to fame 
our  likings  to  yours :  as  calling  •vnto  mtnde^ 
what  wehauebene^not  what  we  are. 


Great  confultation  was  had  about  the 
rcquell  of  thefe  llrangers,  &  many  things 
debated  to  and  fro  .  In  conclufion,  the  .  „ 

Irifh  eauc  foorth  for  anfwcr,  the  opinion  j 
of  dicir  Antiquaries, fuch  as  were  skilfull  *  adScc 

in  olde  Hiftorics, grauefayings  of  their 
Elders.  Whereby  they  gathered,  that  it 
could  not  be  expedient  for  the, to  accept 
the  Scythians  into  their  Land  5  becaufc 
dommixtu  ic  of  Nations  inanyRcalmc, 
bringeth  quarrels.  Morcoujcr,thc  mul¬ 
titude  of  their  owne  Inhabitantants  was 
fuch ,  that  roomc  in  the  whole  Iflc  was 
fearfe  able  to  rcceiiic  them  ;  and  thcrforc 
thofc  few  new  commcrs,bccing  placed  a- 
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mong  fo  many  auncicnt  Inhabitants, 
might  quickly  breed  difturbance  to  bring 
all  out  of  ioyntjneuerthelcffc,  they  retur¬ 
ned  them  this  anfwer. 


The  Anfwere  of  theTrifh 

;  ^  King, to  the  Oration  made 

by  King  Rodericke. 


vv 


E  kaue  conjidered  on  your  requejl^ 
asalfo  thofe  extremities' 'vrdging 
Wife  men  thereto :  And  though  we  ma y  not  ( conueni- 

p^uent  their  receiue you  among  ^vs^yet  fhallyou 

by  putting 
the  to  others, 
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felues  in  Brit 
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vrith  the 


Jinde  <vs  ready  in  furthering  ye  to  our  neigh¬ 
bours.  Not  farre  hence  lyoth  the  great  I jle 
of  Idinl^intyin  the  North-part  whereof  (be¬ 
ing  ^oide  of  Inhabitants )  your  manhood  and 
pollicie  may  pur  chafe  roome^  to  place  your 
\felues  at  your  eaf  ? .  We fhali  appoint  Cap- 
taines  to  guide  you  thither,  and  Wee  fhali  af 
JiJl  yee  with  our  Forces  in  that  Countrey. 
^Make  ready  your  Shippes,  that  yon  maypaffe 
thither  with  all  conuenient [feed. 


Encouraged  by  ihisperfwafionjthey 
tookc  their  couric  towards  the  North 
parts  of  Britainey  now  called  Scotlandy 
where  (contrary  to  their  expeftation) 
Marius y  King  of  Britainey  was  ready  to  a- 
waite  their  comming,  and  with  fharpe 
battaile  vanquilhing  them  in  field,  flewe 
RoderickeyWkhzgsc^i  niunberof  his  fol¬ 
lowers.  Thbfe  that  cfcaped  with  life,& 
fought  vnto  him  for  grace  -^hc  licenfed  to 
inhabitc  thevtterrooft  Scotland. 

'This  MarmSy  Humfrey  Lhuid  taketh  to  be 
the  fame,  whom  the  Romaine  Writers 
name  Aruiragus,  who  reigned  about  the 
yeare  of  our  Lord,  (euenty :  A  Prince  of 
noble  courage,and  of  no  final  eftimation 
in  his  daycs,as  appearcth  by  that  which  is 
written  of  him.  His  right  name  (as  the 
faid  Lhuid  auoiicheth)  was  Meurtg. 

But  now  concerning  the  Fifsy  whe¬ 
ther  thofe  that  efcaped  with  life,  got  the 
Seas  by  King  Meurigs  graunt,  or  getting 
to  their  Ships,  with-drewinto  thelfleof 
Orkeneyy  isdoubtfull.  Wiues  alfo  they 
wanted  to  encreafe  their  iffue,  &  becaufe 
tlic  Britaines  thought  fcorne  to  match 
their  daughters,  withfuchan  vnknownc 
and  new  come  Nation ;  the  FiBs  conti¬ 
nued;  their  firft  acquaintance  with  the /- 


ri[by2xA  (by entreaty)  obtained  Wines 
from  thenij  with  condition,  that  if  the 
Crowne  fhould  hap  to  fall  in  contention, 
they  fhould  yccldc  thus  much  to  the  pre- 
rogatiueof  the  woman:  that  the  Prince 
ftould  bee  eledled  rather  of  the  blood 
Royall of the-Female  kindc,  then  of  the 
Male.  Which  order  (faith  Beda)  the  Fill} 
were  very  well  knowne  to  keepe  vnto  bis 
time. 

Hccre  I  could  enter  into  a  long,  vari¬ 
ous  and  friuilous.  dilcouric^  concerning 
great  combuftions,  warres  and  bloody 
contentions,'  happening  (for  a  very  long 
rime)  bctwc.ene  the  Irifh^  FtUs  and  Scots^i 
but  beeing  impertinent  to  my  intended 
purpofe,and  litde  bencficiall  to  the  Rea¬ 
der  ^  I  will  firft  deferibe  the  parts  and  di-; 
uifionsof  /r^/4;;^into  Shires  and  Coun¬ 
tries,  and  then  proceed  tofliew,  how  it 
receiued  the  Chriftian  faith  at  the  firft. 

Ireland  became  diuided  into  fourc  Re-; 
gions  5  heinUer  Eaft  ^  Connaght  Weft  5 
(^lfler]<{oxi\\  'yMounsier  South :  And  in¬ 
to  a  fift  plotjdcfalkcd  from  euery  fourth 
part,  yet  mearing  on  each  pari,  called 
thereof  comprizing  as  well 

Eaft  MeethyOes  W eft  Meeth.  LeinUer  bui- 
tech  vpon  England ;  Filler  vpon  the  Scot- 
//y^  Iflandsjwbichface  with  the  Hebriadesy 
Scattered  betweene  both  the  Realines.- 
» wherein  (at  this  Iriflj  scot^  Suc« 

celfour  of  the  elder  Scythian  ^  FtB  or  Red- 
jhanke dwcllcth.  Each  of  thefe  fine, where 
they  are  frame-  able  to  ciuility,  &  anfwer 
the  Writs  of  the  Princes  Courts  i  are 
fundredinco  Shires  or  Counties  in  this 
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manner. 


In  LeinUer  lyeth  the  Counties  of 
Bublyny  Kildare y  Weifeford  ox  Gueisford, 
Catherlachy  Kilkenny,  the  Counties  of 
Leife  and  Ophalie,  called  the  Kings  and 
Queenes  Counties ;  thefe  tw^o  were  fo 
named  by  Parliament,  in  the  Reignes  of 
Fhiliip  and  Mary^  hauing  Sriire-Townes 
concordant, as  Fhiliips  lowne,  and  Mary- 
Bourgh, 

Connaght  hath  the  County  dare. 

the  Counties  of  Louth,  Doune, 
Antrimyowz  moity  ofthc  Towne  o^Bro- 
ghedagh  (for  the  reft  is  in  Meeth)  and  Car- 
regfergus. 

IwMoanUerlytiht  Counties  oiiva- 
terfordy  LimerikeyCorkey  the  County  Pa- 
hntine  of  Tipperary y  Kerie,  Sc  the  Crofic 
of  Tipper arie .  In  elder  time,  MeunUer 

was 
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was  diuided  into  Eaft  Mounlier^  Ormond^ 
\Nt{!iMounBery  Defmond^  Sovi^Moun- 
(ler^  and  T oonemound .  Now  the  reafon 
why  Ireland  was  thus  diuided^  you  hauc 
heard  already,  by  the  fiuc  brethren  arri- 
uing  there,  valiant  and  Martiall  Gentle¬ 
men  5  Gandhis^  GenandifUfy  Sagunduf^  o- 
iherwilc  named  Gangmdm  ^Rutheragus  or 
Rfither anti's  and  Slanius. 

There  was  alfo  another  diuifion  of 
Ireland^  into  the  Englijh  Fale^  and  Irijhry. 
For^whe  Ireland  was  fubdued  by  the  Eng- 
lijhy  diuers  of  the  Conquerours  planted 
thcmfelues  ncere  vmo  Dublin^  and  the 
confines  thereto  adioyning,and  fo  cnclo- 
fing  and  impaling  thcmfelues  (as  it  were) 
within  certaine  lifts  and  territories  5  they 
forced  away  the  Irijh.  Infomuch,  as  that 
Country  became  roccrc  EnglaJh^znA  thcr- 
6f  it  was  rearmed  the  Enghp)  pale :  which 
(in  ancient  time)  ftrctched  from  Dundalk 
CO  Catherlagh  ox  Kilkenny m  But  afterward, 
what  by  theflacknefleof  Marchers,  and 
encroching  of  the  Irifj  enemy  5  the  Icope 
of  the  Engli(h  Pale  became  greatly  impai¬ 
red,  being  cramperned  and  caught  into 
an  odde  corner  ofthc  Country,  named 
Fingall^mih  a  parccll  of  Meeth  the  Kings 
Land, the  Countries  of  Kildare  icLouth^ 
which  parts  were  applyed  cheefely  with 
good  husbandry,and  taken  for  the  richeft 
and  ciuileft  foylesin  Ireland,  hut  Fin- 
gall  cfpecially  (from  time  to  time)  was 
alwayesfo  addided  to  the  chiefe  points 
of  husbandry  5  as  that  they  became  nick¬ 
named  by  their  neighbors  (for  their  con- 
thuiall  drudgery)  Collonncs,  ofthc  La- 
tine  word  Coloni ^whcxuuto  the  dipt  Eng- 
//y^wordClowne,  feemeth' to  be  anfwe- 
rablc. 

The  word  Fingall  countcruaileth  in 
Englijh y  the  race  or  fept  ’of  the  Englijh  or 
ftrangers,  bccatife  they  were  foly  feized 
of that  part  of  thelfland,  gryping  with 
their  Talents  that  warme  neft  fo  firmcly  5 
that  from  the  Conqueft,  to  this  day,  the 
Irijh  enemy  could  not  rouze  the  thcncc. 
The  Inhabitants  of  iht  Englijh  PalCy  hauc 
becne  (in  olde  time)  fo  much  addided  to 
their  ciiu!ity,and  fo  farre  fcqueftred  from 
barbarous  fauagenefle;  that  their  onely 
mother  tongue  was  Engliflh  And  truely, 
fo  long  as  thefe  impaled  dwellers, did  fun¬ 
der  themfelues  (afwcll  in  land,  as  in  lan¬ 
guage)  from  the  rude  Irijh:  rudeneffe  was 
day  by  day  fupplanted  in  the  Country^ 


/ 


ciuility  engrafted,  good  lawes  cftablifht, 
loyalty  obferucd-rebellioiiftipprcffed,  & 
in  the  endcjche  coine  of  a  young  England 
was  like  to  fhoote  in  Ireland,  But  when 
their  poftcrity  became  not  altogether  fo 
wary  in  keeping,  as  their  Anceftors  were 
valiant  in  conquering  5  the  /r^language 
became  free-dennized  in  the  Englijh  Pale, 
This  canker  tooke  fuch  deepe  roote,  that 
the  body, .which  before  was  whole  and 
found;  became  feftered  by  little  andlit- 
tlc^and  (in  a  manner)  wholly  putrified. 
And  not  only  this  parcel  ol Ireland gxtvt 
to  that  ciuility  5  but  alfo,  and  the 
greater  part  of  Momlter,  Albeit^of  all 
other  ^hs^tsjveifeford:,  with  the  territory 
b'aied,and  pcrclofcd  within  the  Riuer  cavi¬ 
led  the  P/V/j  was  fo  quite  eftranged  from 
Irijhry  (which  was  rare  in  thofc  dayes) 
that  if  a  trauailerof  the/r^,  hadpitcht 
his  foote  within  the  PiU^zudi  fpoken  Irijh: 
the  Weisfordians  would  command  him 
forthwith,  to  turne  the  other  endc  of  his 
tongue,  and  fpcake  EngliiTij  or  elfeto 
bring  his  Trouchman  with  him.  But  af¬ 
terward,  they  fo  acquainted  thcmfelues 
with  the  Irijh ^  making  a  mingle-mangle 
of  both  languages,  that  (commonly)  the 
Inhabitants  of  the  meaner  fort,  grew  to 
fpeake  neither  good  Engbjh  nor  good/- 
rtjb. 

Wee  come  now  to  declare,  in  what 
mzxmtx  Ireland  came  to  receiuc  the  chri- 
ftian  faith  :  And  findc,  that  immediately 
after  Chrifts  time.  Saint  lames  the  Apo- 
ftle  &  other,  trauailing  into  thefe  W  eft 
parts  5  did  firft  cnftru(fi:  the  Irijh  people, 
and  teach  them  the  glad  tydingsof  the 
GoIpel.So  that  diuers  among  them,euen 
then  were  chriftened,  and  bciceued ;  but 
not  in  fuch  tiumbers  (as  may  be  thought) 
wherby  it  fhould  be  faid,  that  the  Coun¬ 
try  was  generally  conuerted  .  Notvvith- 
ftanding,  xhcSconijh  Chronicles  doea- 
uoiich,  that  in  the  dayes  of  Fincomarke 
their  King,  who  departed  this  life  in  the 
ycarc  of  our  Rcdempti5,3  5  8, /rf/W  was 
conuerted  to  the  faith, by  this  meanes. 

A  woman  of  the  PiBijh  blood  (fay 
they)  chanced  in  thofe  dayes  to  ferue  the 
Queeneof  Ireland*^  which  woman  her- 
fclfebceing  aChriftian,  firft  enftrufted 
her  Queenc  and  Miftrcffe,  in  the  faith  & 
true  points  of  Chriftianity ,  &  the  Queen 
her  Husband  the  King,  who  conuerted 
the  whole  irijh  Nation.  Howbcit,by  the 
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I.  Of  Ireland. 


of  the  Irijh  Writers  thcmfclucSj  this 
flionld  not  (eeme  altogether  true  • 

For  they  affirmedj  that  their  Country 
was  rather  ftill  eftcemed  as  one  of  the  vn- 
chriftned  Iflcs^till  about  theycarcofour 
Lord  3  foure  hundred  twenty  and  fixe : 
when  C^lesiine^i\\c  firft  of  that  name,  go- 
uernd  the  Seeof/e^^w^’jwhojon  conference 
hadwithhrs  Cleargie  5  touching  the  re- 
ftoringof  the  Chriftian  faith  in  the  Weft 
parts  of  the  world  (greatly  there  decayed 
by  thehcrefie  of  ?eUgm  ^vnderftood  that 
Ireland  alfo ,  by  reafon  of  diftance  from 
the  heart  of  Chriftendome,  and  rudenefle 
ofthc  Nation  5  had  receiued  little  fruit  at 
.all  of  true  Religion  ^  a  thing  much  to  bee 
lamented. 

Among  other ,  that  then  were  aflem- 
bled  to  create  of  thofe  matters ,  was  one 
Arch -deacon  of Rome^  who  offe¬ 
red  his  charitable  trauailc  ^  towardes  the 
couerfion  of  thofe  lands,  whither  it  lliold 
pleafethemto  appoynthimto  goe  •  Ce- 
knowing  the  fufficiccicof  the  man^ 
confccrated  him  Bifhop ,  authorized  his 
ioiirney  by  Letters  vndcr  his  Scale,  furni- 
fhed  his  wants ,  and  affociating  to  him, 
fuch  religious  perlbns  and  others,  as  were 
thought  neccflary  to  afflft  him :  deliucred 
vnto  him  the  Bible  with  great  folemnitie, 
and  other  monuments ,  in  furtherance  of 
his  good  (peede ,  for  fo  long  and  tedious 
aioLirney. 

At  length  hec  landed  in  the  North  of 
Jrdand ,  from  whence  he  hardly  cfcaped 
(with  life)  into  the  Iflesadioyning,  where 
he  preached  the  Gofpell,  and  conucrced 
no  (inall  number  of Scots  to  the  Chriftian 
faith  and  bcleefej  purging  alfo  that  part 
which  waschriftcncdjfrom  the  infedion 
of  the  Pelagians ,  as  in  the  Scottifh  hifto- 
riemoreat  large  appearcth.  He  was  re¬ 
quired  by  the  Scots,  th^t  dwelt  in  Britaine^ 
co'leauethe  Iflcs,andcomeouer  to  them, 
there  to  enftrufi:  the  people  in  the  way  of 
true  faluation  ;  to  the  which  (with  the 
Popes  licence)  he  feemd  willing  enough. 
And  the  bifliop  of  Rome,ihz  more  readily 
condifeended  thereto, bccaufc  at  that  in- 
ftant  time,  when  PaUdm  was  to  depart : 
one  Patricke  attended  at  Rome,  fuing  for 
licence  to  be  fent  into  Ireland* 

The  Pope  therefore graunted, that  Pa~ 
ladittsvcn^t  pafTcoucr  to  the  Scottes  in 
Britainey  and  appoynted  Patrickeioooz 
(with  authoritie  from  him )  into  Ireland, 

I 


where,  vpon  his  arriuall,  hce  found  the 
people  fo  well  bent  to  hcarc  his  admoni¬ 
tions  (contrary  to  their  accuftomedfor- 
wardncfre)ihat  a  man  would  hauc imagi¬ 
ned  ,  vpon  fight  of  their  readineffe;  that 
the  Land  had  beene  refer  tied  for  him  to 
conuert.  AndbccaufcitpleafedGod,  to 
beftow  fuch  anvniuerfall  benefiteonthe 
Land,  by  his  meanes  •,  wee  thought  good 
(by  folowingour  Author  hercinjto  touch 
fomc  part  of  the  coiirfe'of  his  life. 

This  Patrkke ,  in  Latine  called  Patrick 
us  y  was  borne  in  the  Marches  betwccnc 
England  and  Scotland  y  in  a  Townc  by  the 
Sea  fide ,  named  Eiburne,  whofe  fathers 
name  was  likewife  called  Calphurnius ,  a 
Deacon,  and  fonne  to  a  Prieft:  his  Mo- 
thcr,named  Conches  ^  was  fifter  to  S*Mar- 
tine,  that  famous  Bifhoppe  of  Tours  \v\ 
France, Patricke  (of  a  chiltle)  was  brought 
vp  in  learning^  and  well  enftriidcd  in  the 
faith,  becing  much  giiien  to  deuotion. 
The  Irifhmen  (in  thofe  daics)  aflifted  with 
feme  Scots  and  PrEIs,  were  become  arch- 
Pirats, greatly  difqiiicting  the  Seas  about 
the  Coafts  of  BritainCy  and  vfed  to  fackc 
little  fmall  Villages,  that  lay  fcattcringly  * 
along  the  fhorc,  and  would  leade  away 
the  Inhabitants  captiiie  homeinto  their 
Country.  And  as  it  chnmccAyPatricke 
being  a  Lad  of  fixtceneyearesolde,  and 
a  Scholler  then  in  feculer  learning ;  was 
taken  among  other,  and  became  flaue  to 
an  Irijh  Lord  called  MachuaineStom  who 
(after  the  termc  of  fixeycares)  he  redee¬ 
med  hin%felfe,with  a  piece  of  goldjwhkh 
he  found  in  a  clod  of  earth,  that  the  (wine 
had  newly  turned  vp,  as  he  followed  the 
in  the  time  of  his  captiuicy,  bceing  ap- 
pednted  (by  his  Mafter)  to  take  ebargelof 
thenijand  keepe  them. 

^  And  as  affliftion  (commonly)  maketh 
men  religious;  the  regard  of  his  former 
education,  had  ftamped  in  him  fuch  re- 
morfe  and  humility,  that  becing  thence- 
foorth  weaned  from  the  world  :  hce  bc- 
tookc  himfelfeto  contemplation^cuer  la¬ 
menting  the  lacke  of  ^race  and  triicch  in 
that  Land.  And  wichall  not  defpairing, 
but  that  (in  continuance  of  time^  fomc 
good  might  be  wrought  vpon  them ;  hec 
learned  the  Language  perfectly .  And, 
alluring  one  of  chat  Nation, to  beare  him 
company  for  excrcife  fake;  hce  departed 
thence, and  got  him  into  France,  cuer  ha¬ 
iling  in  his  mindc,a  defirc  to  fee  the  con- 
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ucrfioti  of  the  people ,  whofe  babes 
yctvnbornej  feemed  to  him  in  his  drea¬ 
ming,  from  forth  theyr  mothers  wombs^ 
to  call  for  Chriftendomc. 

InthispurpofCj  he  fought  out  hisvm 
klc  Martine^  by  whofe  meanes  he  was  pla¬ 
ced  wiih(?^m4;7//if  the  Bifh.  of  AuxerrSy 
continuing  with  him  as  Scholler  or  Di{^ 
ciple  for  the  (pace  of  fourticyeares  :  all 
which  time  hec  beftowed  in  the  ftudie  of 
holy  Scriptures,  Prayers,  and  fuch  godly 
excrcifcs.  Afterwards,  becing  renowned 
through  the  Latinc  Church ,  for  his  wife- 
d6mC|,vertue  and  learning  ;  hcewentto 
Rome  ^  Letters  with  him  in  his 

,  commendation, from  Frenchhi(hoi^s 
vnto  Pope  Celejlim  yto  whom  hee  vttered 
his  whole  minde  and  fecret  vovf  ^  which 
long  before  hee  had  concerned  as  touch¬ 
ing  Ireland.  CeleBine  inuefted  him  Arch- 
bifhopand  Primate  of  the  whole  Ifland, 
fet  him  forward  with  al  faiior  he  could  dc- 
uife ,  bringing  him  and  his  difcipics  on¬ 
ward  to  their  Coiinrrey. 

In  the  23  ycare  of  the  Emperour  Theo- 
dojius  the  y  onger ,  being  theyeare  of  our 
Lord, 4 30,  landed  in  Ireland^^ind 

bicaufe  he  fpake  the  tongue  perfc£lly,and 
withall, being  a  reuerend  perfonage  in  the 
eyes  of  all  men  5  many  liftcncd  and  gauc 
care  to  his  preaching .  And  the  rather, 
becaufe(as  fome  Writers  haue  recorded) 
he  confirmed  his  Dodrine  with  diuerfc 
miracles.  But  efpecially  thofe  men  regar¬ 
ded  his  words  before  all  others ,  that  bad 
fometafteof  theChriftian  Faith  before, 
eyther  by  the  edmming  into  thofe  partes 
o^PaUdw^  and  his  Difciple  onQ  Albms^  an 
Jrt[h  Bllliop,  or  otherwife  by  fome  other. 
For,  it  is  to  be  thought ,  that  continually 
there  remained  fome  fpark  of  knowledge 
of  Chriftianity ,  euer  lince  the  firft  prea¬ 
ching  of  the  Gofpell ,  which  was  (hortly 
after  Chrifts  Afccntion,by  S  James  as  be¬ 
fore  is  mentioned.  But  in  continuance  of 
time  ,  Patricke  wonne  the  better  part  of 
thatkingdome  to  the  faith  ot  Chrift. 

Lai gerius  fbn  to  Nealm  the  great  Mo- 
narchj  albeit  he  rccciued  not  the  Gofpell 
himfelfe  5  yet  he  permitted  all  that  would 
to  embrace  it .  But  bccaufe  he  refufed  to 
be  baptifed,and  spply  to  his  doctrine*, the 
Bilhop  denounced  againft  him  a  ciirffc 
from  God  accordingly,  but  yet  tempered 
with  mercy  and  indgement,  as  thus ;  That 
during  his  life  he  jhould  be  viBorioua  ;  hut 


after  him^  n  either fhould  thekingdome ftand, 
nor  his  linage  inherit.  Thence  he  tookc  his 
way  to  Coniliy  lord  of Connagh ,  who  ho¬ 
norably  rccciued  hiiUjand  was  conuerted 
with  alhis  pcopIe:fcndinghim  afterward 
to  his  brother  Logan^\t)g  of Leinfier^  who 
he  alfo conuerted .  In  MounfierhefounA 
great  frcndfhip,  by  the  means  of  an  Earle 
there  5  called  the  Earle  of  Daris^  who  ho¬ 
nored  him  highly,  &  gauc  him  a  dwelling 
place  in  the  Eaft  Angle  of  Arrnaghy  called 
Sorta,  where  he  creded  many  Cclles  and 
Monafteries ,  both  for  religious  men  and 
women.  He  tiaucllcd  30.  yearcs  in  prea¬ 
ching  through  the  land, planting  Bifhops 
and  Priefts  in  conuenient  places ,  whofe 
learning  and  conuerfation,  by  the  cfpcci- 
all  grace  &  fauor  of  God,  cftablilhcd  the 
Faith  in  that  rude  nation.  Other  3o.yercs 
he  fpet  in  his  prouince  of  Armagh.among 
his  brethren  placed  in  thofe  houfesof  Re- 
ligionjWbicb  by  his  means  were  founded. 
So  heliucd  (in  all)  about  I22.ycares,and 
lyeth  bury cd  in  Downe. 

Now, concerning  the  chiefe  cittics  and 
townes  oi Ireland,  wc  are  firft  to  fpcake  of 
Dublin,  termed  the  beautic  and  eye  of/re- 
landd  find  it  recordcdjthat  about  the  yerc 
155.  three  noble  Eaftcrlings^  being  bre¬ 
thren, ariued  whofe  names  were 

Auellanusy  Sitaracus ^ndTuorus .  Auella- 
nushdoQ  the  eldcft  brother,  built  Dub^lin^ 
Sitaracus,  Waterford  and  Tuorus,  Limerike. 

I  Of  the  founder  Auellanus,  Dublin  was  ter¬ 
med  AneUanXy  and  afeer^by  corruption  of 
^Eblana ,  and fb Ptolomie calleth it. 
Some  termed  it  Dublin ,  other,  Dublinia^ 
nizny  Dublinum^  but  Authors  of  better 
skill  name  it  Dublinium,  This  citiie,a$  it  is 
not  inferiour  for  Antiquity  to  any  in  Ire-- 
land^  foioplcafantfcituation  j  gorgeous 
buildings,  multitude  ofpcople ,  martial! 
Chiualry,  obedience  and  loyalty,  aboun- 
dance  of  wealth. largenefTc  ofho/pitality, 
in  manners  and  ciuiiitic,  it  is  (uperiour  to 
all  other  cittics  and  towns  in  that  rcalmc: 
whereupon  it  is  commonly  called ,  the  /- 
rifhovyongLondon.  The  Charter  ofthis 
citie  is  largc,King  Henry  the  4.gauc  it  the 

Sword,  in  the  ycare  140P.  and  was  ruled 
by  a  Maior  and  two  Bailiffes :  which  were 
changed  into  Sherifs,  by  a  Charter  gran¬ 
ted  by  king  the  fixt,  1547, 
appeares  by  the  ancient  Seale  of  this  cit¬ 
ric  called  Stgnum  frafofitur^  ,  that  the 
Cittie  hath  (in  elder  times)  becne  go- 
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WAtcrford  was  founded  by  Siuractis 
they  care  155.  bceing  a  Citty  properly 
buildcd,  and  very  well  compact .  Both 
yong  and  old  there  arc  giuen  to  thriuing, 
free  from  factions :  the  men  dealc  in  traf- 
ficke,.  the  women  in  fpinning  &  carding  5; 
and  as  they  diftill  the  beft  fo 

diey  fpinne  the  cheefeft  Rugge  in  Ire¬ 
land* 

Of  this  Citty  Waterford  it  is  written,  to 
haue  continued  foloyall  to  the  Crownc 
of  England,  that  it  is  not  found  regiftred 
(finccthe  Conqueft)  to  haue  binftained 
with  the  fmalleft  fpot  oftreafon^notwiih- 
*ftandingthcfundry  affaultsof  traiterous 
attempts. And  therfore  the  Cities  Armes 
are  deck  with  this  golden  word :  Intac¬ 
ta  rnanet, 

Limericke^c^Wei  in  Latine  Lmeficum^ 
was  builded  by  norm,  about  the  very 
fameycareof  155.  coaftingon  theSca, 
hard  vpon  the  Riucr  Sennan  ^  whereby 
are  moft  notably  feuered  Momlier  and 
Connaght^ihtlriftftiWG  this  C'my^Lotmr 
neagh, znd  therefore  in  Englifh  it  is  called 
Limertke. 

C or ke, in  Latine  Corciuam  or  Corr actum ^ 
the  fourth  Citty  of  /r^/W^happily  plan¬ 
ted  on  the  Sea :  their  Hauen  being  a  Ha- 
uen  royall.  On  the  land-fide  they  were  lo 
cncumbred  with  euill  ncighbours^the/- 
rijh  Out-lawes,  that  they  were  faineto 
watch  their  gates  hourely ,  to  keepe  them 
(hut  at  feruice  times, and  at  mcales.  And 
from  Sun  to  Sun,  not  to  fuffer  any  ftran- 
gerto  enter  the  Citty.  with  his  weapon^ 
biittolcauc  it  at  a  Lodge  appointed. 

Drogheda,  accounted  thebeftTowne 
in  Ireland,  and  cruely  notfarre  behindc 
fomeof  tlieirCittics:  the  one  moityof 
this  Towne  is  in  yi/fer/?,the  other  planted 
on  the  further  fide  of  the  water,  lyethin 

.rlfler*  '  \ 

There  ranne  a  blinde  Prophefie  of 

this  Towne,  that  Rojfe  was,  Dublin  is, 
Drogheda  fnall  be  the  beft  of  the  three. 

Roffe,  a  Hauen  Towne  in 
notfarre  from  j^^^^//^/'^,(ecmingtohaiie 
bcene  (in  ancient  time)  a  Towne  cf  great 
port,  whereof  fundry  and  probable  con- 
ieftures^re  giuen,  by  tbeolde  Ditches, 
which  arc  now  a  mile  diftanc  from  the 
VVallesof  Rofje ;  bctweenc  which  walles 
and  ditches,  the  reliquesof  the  auncicnc 
VValles,  Gates,  and  Towers  (placed  bc- 


tweene  both  )  are  to  bee  pfeene  vnto  this 
day. 

misford,  a  Hauen  ToWnc  not  farre 
from  Roffey  whereof  no  great, matters  are 
recorded  .*  but  oncly  that  it  is  tp  be  eflcc- 
med  by  all  the  Englifh  pofterity  planted 
\n  Ireland^  as  a  Towne  that  was  the  firft 
FortreflTeand  Harbourcr,  otiheEngliili 
Conquerors,  doing  them-  (from  time  to 
time)  many  great  and  acceptable  ferui^ 
ces.  .  '  , 

vpland,  or  (as  they 
tearme  it)  the  propereft  dry  Towne  in 
Ireland 5  is  diuided  into  the  high  Towne, 
and  the  Irifh  Towne .  The  high  Towne 
was  builded  by  the  Englifh ,  after  the 
Conqueft,  and  had  a  parcellof  xhtlrtjh 
Towne  vnited  to  it, by  the  Bifhops  grant, 
made  vnto  the  Founders  vpon  their  car- 
neft  requeft.  Robert  Talbot worthy  Gen¬ 
tleman,  intheyeare  onethoufand  fbure 
hundred,  enclofcd  with  walles  the  better 
part  of  this  Towne. 

Thomas X^iopnc^  a  proper  T owne  buil¬ 
ded  in  the  County  of  Kilkenny,  by  one 
Thomas  Tit Xj- Anthony^  an  Englifliinan: 
thereof  the ////S  call  iiBallte  mac-Andan^ 
that  is  Towne  of  Fitz,-  Anthony,  But 
bccaufe  the  Reader  may  pcrceiue,in  what 
parts  of  the  Country  the  Citties  and 
cheefe  Townesftand,  I  haue  let  them 
downc  in  this  order. 

Drogheda ,  Carregfargus  5  Downc, 
Armagh,  A^glajhe ,  Cloagher,  ' Muneigh- 
an,  Doonnegaule,  KXrreg  mac  Rojfe,  New- 
rie,  Carlingford,  Ardie^  Doondalke,  Louth\ 
Dublin ,  Bulrudrie,  Luske ,  Swords  T (ifh- 
aggard.  Lions,  Newcastle,  Ratheoule, 
Oughter ardc,  Naas, C lane  Alainoothx^il- 
cocke,  Rathaimgan,  Kildare,  Luianne,  Ca- 
flle-T 9Wne,  Phillips-T mne,  Mdry-borough, 
KilcuUen,  CaUle-Marten ,  Thihledermot, 
Kilca,  Athie,CatherUugh,  Leighelen,  Qan- 
ranne ,  Thomas  Towne,  EneUioike,  Ca- 
Jhelie,  Callanne,  Kilker?ny.^,  Knocktofer, 
Rojfe,  Cloumelle,  Weifeford,  Kernes,  Fid- 
derdy  Enefcortie,  T uhmon,  wickloa,  Ack- 
loa ,  Waterford,  Lifnore ,  Doonq^arnon, 
Toghiii,  Corke,  Limerike,  Ktlmallocke,  Alo- 
ana,  Galuoie,  Anrie,  Louaghriagh,  Clare, 
Toame,  Sligagh,  Roffe  comman,  Aritlowne , 
Trimme,  Doonfhaghlenne,  Rathlouth^  Na- 
uanrte,  Aooie,  Serine,  Taraugh,  Kelmles, 
Doonhoine,  Greenocke,  Duleeke,  Molingare, 
Eowre^  Loughfende,  Kilkemwejl ,  Moila- 
gagh,Deluinne. 
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In  the  fourc  and  thirtie  ycarc  of  the 
Reigneof  King  the  eight,  it  was 
lenadcdina  Parliament  holdcn  atl>«^- 
Diuifi6  naade !  before  Sir  Anthony  Sentleger^  Knight, 

cwoCoundej.  Deputy  of  Ireland :  that  Meeth 

fliould  be  diuided  and  made  two  Shires, 
one  of  them  to  bee  called  the  County  of 
Meeth ^  and  the  other  to  bee  named  the 
County  of  IVeftmeeth .  And  that  there 
lliould  be  two  Sheriffes,  &  Officers  con- 
uenient  within  the  faide  Shiercs ,  as  is 
more  at  large  expreffed  in  the  Adi. 

LoughfoilejihQ  Banne^  Welder jrith^  Car- 
regfergm^Strangford^  ArdglaSy Longheue^ 
Carlingfordi  Kilkeale^Dunkalke^Kilclogher^ 
Duuane  y  Drogheda,  Houlepatrike^  Nanky 
Baltraie^  Briwore,  Balbrtggen^  Roggers- 
TowneySkerrifh,  Rufh^Malahtde,  Banledoile^ 
Hoathy  Dublin,  DalkeCy  Wickincloa^  Arck^ 
loa,  Weisford,  Bagganbun^  the  VAjJagey  Wa¬ 
terford  y  DungaruanyRojfe noua,  Toughilky 
CorkemabeggCy  Cor  key  KinfaUy  Kierky  Roffe 
liberty  Dorrky  Baltinimorey  Downenerey 
Downefheady  DowneloungCy  Attannanne^ 
Craghanney  Downeuebwine  y  Baline skill- 
Hedge y  Daugine  Ichoufey  T rolie,  Semmey 
C  ajfanney  Kiluewiney  Limerikey  Inniskartety 
Belalenney  ArinenewingyGlanemaughyBaUi- 
mihamy  Binwarre^  Dowrisy  Worany  Ros- 
kanjy  Galwaky  Kdllinillieylnnesbofinne y  Ow^ 
rany  Moorey  Kilcolkeny  Burske^  BeUeclarCy 
Rathejilbeney  Bierweifowroy  Bucanek  harey 
ArdnemakoWy  Rosbare,  Kilgolinnewalldeley 
Rabranne,  StroneyBervoeis  now,  ZaltrayKd- 
balky  Ardnockty  Adrowfcy  Sligaghe,  Jnnes 
Bowfenne^  -  ^  '  • 

The  fpirituall  Iiirifdidlion  of  Irelandy 
is  ordered  into  foiireProuinccs,whcrcof 
the  Primacy  was  eucr  giuenfin  reuerence 
oLS.Patricke,  that  conuerted  the  Coun¬ 
try)  to  the  Archbidioppricke  oi Armagh y 
who  is  called Primas  totius Hibernidyzni 
the  Archbifhop  of  Dublin y  Prim^ts  Hiber- 
///^.  Which  cuftome  was  fince  confirmed 
by  Eugenins  the  third,  in  Anno.  1 148.  or 
1 1 5  2.  Who  fent  withal  three  other  palles 
of  Archbifhops  to  be  placed, one  ^iDub- 
lin^pnc  at  CapWyind  the  1  aft  at  Twene. 
V..  To  thefe  were  Snffraganes  in  right, 
nine  and  twenty,  and  they  all  to  thePr/- 
riM  of  Armagh:  Vndei  whofe  Prouince 
are  the  Bifliops6f  Meeth  ^nd  Deren,  Ar^ 
dachy  KtlmorCy  ClozherCy  Doune.  Coner, 

'o'  *  ' 

ClonknoSy  RaboOy  Dromoore, 

V  nder  Dublin  y  whereivnto  Innoccnti- 
m  the  third  vnited  Glandelagh  Bifhop 


Of  the  Eccle- 
(laOicall  iu- 
rirdidionin 
Ireland. 


The  Archbi 
lljoppricki. 


z^.Suffragaqs 
*♦  • 

Vndcr  Ar. 
magh. 


Voder  Dublin 


of  ElphinCy  KildarCy  Femes y  Offorky  and 
Leighlin. 

Vnder  CafhiU.ihc  Bifhop  of  Water¬ 
ford  y  to  whom  Lifmore  is  vnited,  Corke 
and  ClonCy  Roffe  y  Ardighy  Limerikey  EmeltCy 
Killalooe  and  Ardfert^ 

Vnder  Twenty  Kilmacoy  OlfneyAnagh- 
donnCy  Clonfert  and  Morroo. 

In  this  recount  fbmc  difference  hap- 
peneth,  byreafonof  pcrfonalland  rcall 
vnionoftheSecs,  and  for  other  alterati¬ 
ons. 


Vnder  CaHiil 


Fhe  tA^ames  of  the  Gouev' 
nours,  Lieutenants,  Lord 

luftices,  and  Deputies  of  Ireland, 
fince  the  Conquefl  thereof, 
by  King  Ifenrj/  the 
fccond. 


R 


him. 


I  Ichard  strongbolWy  Earle 
of  PembrokeyGoucxnoMVy 
Reimond  le  Grace  becing 
ioyned  ( for  his  more 
cafe)  in  Comrailfion  with 


Reimond  le  Grace.  Lieutenant  by  him 
fclfc. 

V 

William  Fkxj^Adelmey  Lieutenant,  hailing 


on  with  him. 

HughLackyLitvMQxs^nu 
lohn LackyCovdkdthlz  of  C he-lfGowQt- 
siery  and  Richard  de  Peche.  S nours* 
Hugh  iacjy  againe  Lieutenant’ 

Hugh  Lacy  the  younger, Lord  lufticc. 
Henry  LoandoriSy  Archbifhop  of  DubliWy 
*  Lord  lufticc. 

Maunce  Fitz^-Geraldy\^ot&^\i\&\cc. 

John  Fitx>  Geffrey ydim^t^oid  lufticc. 
Alan  de  la  Zouch yhovd  lufticc. 

Stephen  de  Long  Effe^ox A  lufticc. 
William  Deane  yLoxdlw{k\ct» 

Sir  J^chard  Rochdly  or  C^pelly  Lord  lu- 
fttcc. 

Dauid  Barry  fLoxdli\{!C\cc. 

Robert pffordyLoxd  luftice. 

Richard  de  ExceTler  yhoxdluRicca  *  - 

lames  Lord'  AudleyyLoxd  lufticc. 

Maurice  Fit z,- Maurice ^oxd  lufticc. 
Walter f,Qxd  GenutUe^oxd  luftice. 

Robert  Vff or  dfk^iiwz  Lord  Iwftice. 

 '  Fulbornty 


The  ycarei  of 
our  Lord. 
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fticc. 

hn  Stamfordyl^ 
Lord  lu  ft  ice. 


Alexander  Arclibilhop  of  Dublin y 
Lordluftice. 

ler  Lord  Mortimer^  the  fccond  time 
Lordluftice. 

Thomas  Fitz^^lohny  Earle  of  Kildare^  Lord 
luftice. 

hn  Birmingham^  Earle  of  Louth y  Lord 
.  luftice. 
lohn  Lord  Darcy^hoxA  luftice. 

Roger  Outlaw y  Prior  ot  Kdmainany  Lord 
luftice. 

-  .  \ 

Lord  Lord  luftice. 

/<?i/g  lprdX>^rr7,recond  time  Lord  luftice 
lohn  Lord  Charleton,hoxdi  luftice.  , 
Thoma^y\S\^o^oi  HerefordA^lwKicc. 
JohnLotd  Darcy ^  ordayned  Lord  luftice 
'  by  Patent,  during  his  life,  by  King  £i- 
ward  the  ihixd. 

Raphe  rffordyhoxdluRice, 

Robert  Darcy X^oid  luftice. 

John  Fit Maurice X^oxd  luftice. 
waiter^  Lord  Birmingham^  Lord  luftice; 
bis  Deputies  were  lohn  Archer ^  Prior 
of  Kilmainany  and  Baron  Carew^  with 
Six  Thomas  Rokesby. 

Maurice  F it  ^-Thomas ^  Ezxle  oipefrnondy 
had  the  Office  of  Lord  luftice*  for 
tcarme  of  his  life,  by  the  grant  of  king 
Edward  the  third. 

jhomaa  Rokesby^m^l^oid  lufticc. 
Almericke  deS,Amand. 
lohn  Butler y  E^xle  of^ appointed  lord 
Ormond.  '  ^  S^Iufticcs,by  *  ^ 

Maurice  Fitz,-Henryy^\MCies.  \ 
Earle  of  Kildare,  jg]  1 
iJonellfiviVtoi  Clarence  yLoxdlt\^\cc. 
Gerald  Fitz,-Maurice^E2ix\eoi Defmondy 
Lord  luftice. 

william  Lordff7/;^^i^r,thcfirftLicUtcnant 
in  Ireland. 

Roger  AfhtonXoxd  luftice. 

Roger  Mortimer.  ^  lufticcs  &LieutenaiKs 
Phillip  Courtney.K^effpzeuWy  recorded,  in 
lames  Earle  of^the  dayes  of  King£/- 


Ormond. 


the  fccond. 


Licute- 


RobertVere  'y  Earle  of  Q^efordy  Marqueffe 
.  of  Dublin yCxezzed  Duke  of  Ireland/ 
Roqep  Mortimer  E.2x\  of  March 
Roger  Mortimer y  Earls  of  March  and^/- 
Lieutenant.  .  . 

£^r(7r^,Eord  luftice.  •  .  . - 

lohn  Stanley  KnigbtjLord  Lieutenant. 
Thomas  of  LancaUery  brother  vnto  King 
Henry  the  4.  Lord  Licutenapt  5  whole 
Deputies  at fundry  times,  were 
ander  of  Meeth^yStephen  Scroop  y 

Knight, and  ilic  Prior  of  Kilmainan* 
lames  Butler ^zi\  of  Ormondy  Lord  lofticc , 
Gerald^2Lx\f:  of  Kildare  Juoid  luftice.  . 
James  Butler yE^xX^oi  Ormond ^  fonne  to 
the  forefaid /4w^r,Lord Juftice.  , 

John  Stanley  y2i^7\x\z  Lord  Lieuteoantv  ; 
Thomas  Cranky^  Archbifhop  of  Dublin^ 
.Lordluftice.  , 

John  Lord  Talbot  oi  SheffieldXdxxxtn^nt. 
James  Butler y  carle  of  Ormondythc  fccond 
lime  Lieutenant. 

Edmond  Eixle  of  March  y  James') , 

Earle  of  Orw^^/^ijhis  Deputy. 
lohn  Suttony  Lord  Dudley^y  Sir 
Thomas  Strange Deputy. 

Sir  Thomas  Stanley yS\x  Chrijlo* 
pher  Plunket  his  Deputy. 

Lion yhoxd  Welles y  Deputy  to 
the  Earle  of  Ormond.  I  ^hig  HT 

lames  E arl  of  Ormond^^  him-  th c  6 . 
felfc. 

John  Earle  of  Shrewsbury  •  the 
Archbifhop  of  Dublin  ( in 
his  abfence)  Lord  lufticc.  j 
Richard  PlantagenetTOvkc  of  TorkCyV^xhcx 
to  King  the  4.  had  the  Office 

of  Lieutenantjby  letters  Patents  from 
KingHcnry  the  fixt,for  ten  yeares.  His 
Deputies  (at  fundry  times)  were  the 
Baron  of  Deluiny  Richard  Fitz>-Eujlacey 
Knight  1  James  Earle  of  Ormond ^  and 
Thomas  P'ttZj-Morr is y  Earle  of  Kildare. 
Thomas  FitsL-Morris^  Earle  of  KildarOy 
Lord  luftice  in  the  dayes  of  King  \Ed- 
:  ,  ward  thefourth,  vntill  the  third  ycarc 
of  his  reigne.  After  whom,  George 
Duke  of  Clarence ^xoxhti  to  the  King, 
had  the  Office  of  Lieutenant  during 
his  life, and  made  his  Deputies  (at  fun- 
.  dry  times.)  ihcfe  men  following : 
Thomas ^2^x\^  of  Defmond,  .  ^  Depu- 
John  TiptoftyE^xXe.  of  WorceJlerJlf  ties  to 
Thomas yE^xlc  of  Kildare.  ^  thcD.of 
Henry Xoxi  Grey  of  Ruthin,  j  Clarence 

Sir  Rowland  EuIiaceX*ox^  Deputy . 

liiia  Richard 
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1401. 


I403< 


1407. 


1414, 


1420, 
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1470. 
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1  SOI. 


1510. 


IS13- 


1529* 


1540^ 

IS4I- 


154^. 


1545. 


1547- 


1548, 


IS49‘ 


ISSO. 


*553 


155 


JS5^* 


Kicf^arJyDulcc  of  Tori^jyoungcr  fonnc  to 
King  EJn^jrJ  the  fourth  ^Lieutenant. 

Edward^  fonnc  to  King  Richard  the  third, 

♦  Lieutenant,  his  Deputy  was  Gerald^ 
Earle  of  Kildare, 

/4^rr  jDukc  o{Bedford^2nA  Earle  of  ?e;i- 
^r(7it^3Licutcnant;his  Deputy  wts  ival- 
/^r^Archbiftiopof  Dublin. 

Edward  Knight, Lord  Deputy. 

Hihryy  Duke  of  Torke^  afterward  King, by 

I  the  name  of  Henry  the  eight.  Lieute¬ 
nant  :  his  Deputy  was  Ceraldy  Earle  of 
Kildare. 

Gerald  Fitx,-G$rald^2i\^o{  Kldare^Loid 
Deputy. 

Thomas  Howard^  Earle  of  Surrey 
v/ard  Duke  of  Lieutenant. 

Piers  Butler of  Oj^ri^jL.Dcputy . 

Gerald  FitXj'Cerald^7Li\  of  idldarcy  again 
Lord  Deputy. 

The  Baron  of  DubUn^oed  Deputy. 

P tares  Butler of Ojjory Lord 
Deputy. 

William  Skefjington  Knight, Lord  Deputy 

Gerald  Fit Zf-Gerald^  Earle  of  Kildare^  ihc 
third  time  Lord  Deputy.  • 

William  Skefjington Lord  Deputy. 

Leonardhoid  6’r^,Lord  Deputy. 

SiTWilliamBereton^nx^i^  Lord  luflicc. 

Sir  Knight,  L.Dcputy. 


5  The  Names  of  all  the  Lords^ 
Deputies,  and  lufticcs  in  Ireland^  fince 
the  death  of  King  Henry  \\iz 
cight,who  dy  ed  in  la- 
nuary,  1545. 


.155*- 


CIR  jdnthonySentleger Knight j  byPa- 
^tenr,  dated  24.  Martij.  Anno  frimo 
Edw,6. 

Sir  Edward  Be  Bingham  fLoxd  Deputy,!  2. 

Apr  His  An»?odem. 

Sir  Francis  Brian, Lord  luRicc. 

Sir  William Brabelion  jLord  lufticc. 

Sir  Anthony  S entleger,  the  third  time  lord 
Deputy, 4.Auguft.  .  • 

Sir  lames  Croftea^oid  Deputy,  ^^.Apri- 
lis. 

Sir  Anthony  Sentle^er,  the  fourth  time 
Lord  Deputy,  September  1.  AHnoprmo 
Reg.Marte,  • 

Thomas  Lord  Lord  Deputy, 

ly*  A  prills. 

Sir  Henry  Sidney.  7  Lords  lufti- 

l>o(XoiCQren^oxCorwen*  j  ces. 

— - 


January. 

Thomas  Earle  of  Sujjex^otA  Licutenan 
\y, Marly. 

Sir  William  Fitz*avilliam€,Loxd  lufticc. 

Thomas  Earle  of  Sujjex,  Lord  Deputy ,5 
May  Anno primo  Reg.Elizaib. 

Sir  Nicholas  Arnold,  Lord  lufticc. 

Sir  Henry  Sidney,  Lord  Deputy  the  tbirt 
time. 

DodoxlVeli on ^Lox A  Chancellor. 

Six  William  Fitx*  Williams. 

Sir  Henry  Sidney ^  lord  Deputy  the  fourii 
time. 

Six  William  Fitx*-lVilliams^  Lord  Deputy 
I  i.Deeemb,Anno,i/^,Eli&ab. 

Six  Henry  Sidney^  Lord  Deputy  thefifi 
time, Augujl  3. 

Six  William  Drury y  Lord  lufticc,  14.  Sep- 
tember^y  Patent, 

Sixmlliam  Pelham  X^oxA  lufticc. 

The  Lord  Arthur  Grey. 

KMidam,  Arcbilhop  of  o 
DubUn.  CLords  lufticcs. 

Sir  Henry  WaBop.  3 

Sixiohn  FerotX^oxA  Deputy. 

Sir  William  FiiZrOVtUiams,  Lord  Deputy* 

SixmBiamRuJfeB^oiA  Deputy. 

Thomas ^oxA  Burrough,  Lord  Deputy. 

Earle  of  -i^x,Lord  Lieutenant. 

Charles  Blount^  Baron  Montioy^  Lord  De¬ 
puty.  • 

Sir  George  Cm ewX,QxA  Deputy. 

Sir  Arthur  Chichefler^LoxA  Deputy. 

Sir  OUner  S. John y  Lord  Deputy,  who  yet 
to  this  day,  continueth4n  that  honou¬ 
rable  Office. 


CHAP.  II. 


A  brief e  Difeourfe,  herw  thofe  parts  and 
Co  untries, commonly  called  ^he  New  worlds 
’were fir jl found:  Alfojbywhom,  and  what 
things  were  there  found,  and  feene,  and 
brought  away  thence. 


C  arucll  fayling  on  the  Spa- 
ni/h  Sezs,  Uiercfcli  a  tem¬ 
ped,  comming  foimpetu- 
oufly  from  the  Eaft,  the 
W  iiidcs  growing  ftill  fo 
crofle  and  contrary  •  that  at  laigth  it  was 

tranlpor- 
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1584. 

1588. 

*595* 

*5W* 

1599, 


1600. 


1^02. 


1604; 


1618. 


The  WimJes 
aod  Weather 
will  be  Com¬ 
manders 
Sea. 


Of  the  New-found  World. 


5>i7 


In  the  houfe 
of  Chriftophcr 
Colunibus  di 
ed  the  Pilotc 
Andal^o.' 


Variety  ofo 
pinion;  con¬ 
cerning  this 
AndaIuz.o. 


tranfportcd  into  an  vnknovvrie  Coiintryj 
which  ncuer  was  in  any  Garde  for  Naui- 
gation  .  Staying  there  longer  time ,  then 
was  or  could  be  allowed  for  returning;  no 
more  remayned  lining  then  the  Pilote  or 
Maiftcr ,  and  three  or  foure  Mariners  be- 
fide :  who  alfo  falling  fickc  5  by  extreami- 
tic  of  hunger  and  tedious  labour^dycd  al¬ 
fo  at  a  Port  fome  few  daks  diftance  from 
thence. 

But  the  PilotCj  whofc  name  was  Anda- 
Ih&9^  dyed  in  the  houfe  of  one  Chriftofher 
Columbii^^  a  natiuc  of  C«^«^r^7,or(as  fome 
others  fay)  diAlbiz^olo^  a  fmall  village  on 
the  riuer  of  Genes  ^  neare  to  Sauona .  With 
this  Colombiis  remayned  all  the  Pilotes 
goods  of  the  fayd  Caruelljand  cfpecially 
the  Papers  and  Memories  of  that  whole 
voyage^reporting  the  height  ofthc  lands, 
which  by  them  had  bcene  difcoucrd,  and 
found  .  Some  fay,  that  the  h)'AAndaluz>9 
trafficked  in  Camria3LX\6  Madera^  when 
this  long  and  farall  nauigation  happened. 
Others  alfbeearme  Wm^Bifeane  ^  which 
dealt  with  England  and  France :  and  fome 
repute  him  a  portuguix^e ,  that  went  and 
came  from  Myrrha  or  India .  Others  a- 
gayne  report ,  that  the  faid  Carucll  went 
into  Forttigall^  or  to  Madera,  and  other  1- 
lands ;  but  none  doe  affure  any  thing  for 
certaine.  It  is  no  manicll  thenjif  Authors 
do  difagree  in  many  points ,  concerning 
things  happening,  or  found  by  graue  An¬ 
cients,  and  that  the  inuenters  of  them  arc 
not  to  be  knowne;  when  our  fellies  arc 
ignorant  of  matners,  wirhin  the  compafle 
of  fo  fmall  time  fince,  for  finding  the  Oe- 
cidentallor  Wefternc  lfles(whichwccall 
the  New-found  World)  and  which  was  a 
matter  fo  fignall,nouell, and  remarkable. 

But  all  agree  together,  that  this  Anda- 
luz.9  dyed  in  the  houfe  of  the  fayd  chrifto- 
pherColumbu^-^  who  hauing  (atthefirft) 
Whai  chri-  a  Sayler  or  Mariner ,  had  pradtifed  1 

in  diners  parts  ofthc  world .  Afrerward, 
hec  learned  diligently  the  mcafurc  of  the 
twoTropickes  ,  ofthc  Equator,  and  of 
theCiymates,  proouing  an  expert  MaU 
fter,  in  making  Gardes  to  faylc  by.  And 
to  be  informed  concerning  the  Mcridio- 
nail  coafts  of  Affrica^^nd  of  other  places 
where  the  Portuga/Ish^d  fay  led :  be  went 
into  Portugal/^  to  the  end  he  might  make 
his  Gards  the  better,  and  there  he  marri¬ 
ed.  Or,  as  fbm V  fay, in  the  Ifle  o( Madera: 
where  it  maybe  credited  (as  iiioft  likely) 


Needs  tnuft 
man/  Anti* 
pities  be  lofl, 
( when  later 
times  neglect 
ail  memorie. 


ftopher  Co¬ 
lumbus  was  at 
his  beginning 


that  he  dwelt  when, the  laid  Garuellcoa- 
fted  tliere;and  the  Patron  or  Pilotc  there¬ 
of  lodged  in  his  houfe ,  where  he  recoun¬ 
ted  to  him  the  voyage  he  had  made,  and 
the  new  lands  by  him  difcoucrcd :  to  the 
end  that  Columbm  misht  fet  them  downe 
in  his  Garde,  wherein  he  was  further  cn- 
ftru6ted  by  him. 

It  is  generally  fuppofed,  that  Colamb^ 
was  a  learned  man,  a  good  Geographer, 
very  Angularly  experienced  in  Artrono- 
myand  Gofmography;  and  that  hec  la¬ 
boured  to  finde  the  land  of  the  Antipodes, 
and  1 1  Rico  Cipango  de  Marco  Polo,  Moreo- 
i<cr,he  was  often  heard  to  fay,  that  (  nc- 
ceflarily)  by  good  conicdcurcs , there  was 
another  world,  which  extended  it  felfe  to¬ 
wards  the  Weft :  whereof  Plato,  Seneca, 
and  many  other  Authors, both  Greek  and 
Latiiijdid  ieauc  to  Gofmographers  fome 
good  and  confiderable  arguments  •  Alfo, 
that  he  had  read  many  good  ancient  Au- 
thours,  whojin  the  place  where  ihcy  dif- 
courfe  on  the  great  AthUnticke  Ifle;  make 
mention  of  a  land  vnknowne  and  concea¬ 
led,  more  great  then  Afta  or  Africa:  ho  A 
efpecially  Arijlotle^  writing,  that  certaine 
Merchants  of  Carthage,  fayling  inthofe 
parts  of Gibralterre,  towards  the  Weft  & 
South  ,attermany  dayeSjfound  a  great  I- 
land  inhabited,  with  Riuer  s  na  ujgsble. 

Butjafeer  all  this  fo  diuerfly  dcliucrcd, 
on  the  behalfe  diColmnbm^  it  is  moft  cer- 
taitte,that  he  was  not  learned, but  ofgood 
iudgement  and  vndcrftanding  ,  and  re¬ 
ceding  nbtice  of thefe  new  Lands,  by  the 
Andaluz>o*^  he  conferred  with 
diners  learnd  and  iudicioiis  men,  concer¬ 
ning  what  had  aunciently  becne  written 
of  other  lands  and  worlds .  And  the  fayd 
Columbtts^  wanting  meanes  to  bring  to 
paflfc  what  be  fo  carneftly  defired,bec^ufe 
he  was  poore;  ftoode  in  needeoffome 
farre  greater fauour,  whereby  hee  might 
difeouerthofe  lands. 

Perceiuing  then ,  that  the  King  of Por- 
tugall  was  hindered  by  hisenterprizeof 

tea,  &  nauigation  into  the  Eaft,  which 
he  had  then  in  readines,and  that  the  king 
of  Casitle  swdiS  bufied  about  the  warreof 
Granada :  he  fent  his  brother,  named  Bar- 
tholomeWj  to  Henry  the  feaucntbjking  of 
England^  a  very  rich  and  potent  Prince, 
(who  had  at  that  prefent  time  no  vvarf  cs 
or  troubles )  to  furnilli  him  with  faiiour 
and  (hippes  apt  and  fit  for  the  ciuerprize, 
_ 3  promi- 
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promifing  to  bring  him  home  from  thofe 
vnknownc  Iflands  (and  in  fmall  timc)vn- 
valuablc  treafures .  Bwt Barth&lmw  re¬ 
turning  thence  without  any  refolution , 
he  began  to  negotiate  with  Alphonftis  the 
fifcjKing  of  Portugdl:  of  whom  he  could 
neyther  hape  fauour  nor  money,  to  findc 
fuch  wealth  as  he  had  promifed  ^bccaufc 
the  Bifhop  of  and  one  Maftcr  Rode- 

rkky  men  greatly  experienced  in  Cofmo- 
graphy,contraried  him  therein,  confi* 
dently  affuring  5  that  there  could  not  bee 
in  the  Weft, any  fuch  gold  or  ireafurc,as 
Columbus  fpakc  of. 

Seeing  much  difmayed  and  out  of 
comfort  (ycthishcart  encouraging  him 
ftilljwith  hope  of  a  happy  and  fucceflefull 
adiienturc)  and  being  cmbarqiicd  ztLif- 
borne :  hcc  fet  thence  to  Paly  de  Moguera^ 
where  he  fpake  with  AlfhonJoPinz^ono^  a 
Pylot  well  skild  in  the  arte  of  Nauigati- 
on :  there  alfo  he  difeouered  hisfecrct  to 
to  lohn  Perex>^z  Fryar  Minor, in  the  Con- 
uent  oi  Ss ranees  de  la  Ruhda^  ex¬ 

cellent  Coftnographer.  Thcfe  men  en¬ 
couraged  him  to  follow  his  emerprizc, 
councelling  him  further,  to  impart  the 
bufineffe  to  Henry yT)vkc  de  Medina  Sido- 
then  to  Lodwick^  Duke  de  Medina 
Ccelia^  who,in  his  Port  ofS.  Maria^  had 
good  and  commodious  meancs  to  pro- 
uidc  Shipping,  and  people  apt  for  (uch  a 
bufinefle .  But  thefe  two  Dukes  helde 
this  Voyage  and  Nauigation,  for  noo- 
ther  then  as  a  dreame  or  phantafma^euen 
as  the  Kings  of  England  and  portugall  did. 
In  regard  whereof,  ihe  poorc  grey  Fryar 
aduifed  him  to  goc  to'the  Court  of  the 
Catholique  King,  and  (on  his  bchalfe) 
wrote  to  Fryar  Ferdinando  de  Talaueiay 
Confeflbur  to  the  Queene. 

Columbus  followed  this  aduicc  of  the 
Fryar,  and  came  to  the  Court  of  CaHile^ 
in  they  care  i48^.and  (by  written  petiti- 
on)prcfented  both  his  fight  and  demand, 
to  King  Ferdinand  and  Queen  Elizabeth^ 
who  made  no  great  account  thereof  ^  as 
hailing  their  mindes  troubled,  for  expel¬ 
ling  the  Moores  out  of  Granado,  He  grew 
then  to  fpeake  with  fome,that  had  mecrer 
earc  about  the  King)  and  were  of  moft 
employment  with  his  Maiefty,  to  nego* 
tiate  in  affaires  of  importance.  But  bc- 
cauie  he  was  a  flranger,  meanly  habited, 
and  without  any  other  credit,  then  being 
commended  .by  a  poore  Fryar  Minor;  he 


« 


was  no  way  bclccued,  and  much  worfc 
liftened  vnto  5  whereat  Columbus  grew 
very  greatly  difplcafed. 

Jilphonfo ^inta-^iUafixt2X  Cham- 
bcrlaine  or  Treafurer  to  the  King,  kept 
him  in  hishoule,  anddietted  him  at  his 
o wne  table,  taking  great  delight  to  hcarc 
himtalkc  of  fuch  things,  ashemadepro- 
mife  of  in  vnknowne  Countries.  By  the 
hclpeofthis  Great  Treafurer,  Columbus 
found  the  meanes.to  haueacceffe  &  au¬ 
dience  with  Gonzales  de  Mendozza^axch- 
Bifhop  of  Ti?W<5>,and  Cardinalljwho  had 
great  credit  and  authority  with  their  Ma^ 
iefties .  This  Lord  brought  him  to  the 
Kings  prefence,  and,  after  the  cafe  was 
well  examined  and  vnderftood(notwith- 
ftanding  all  was  efteemed  vaine  and  falfc^ 
which  Columbus,  fpoken  off  in  the  be¬ 
ginning)  yet  hope  was  giuenhim  of  ex¬ 
pedition,  and  imploymcnc  in  his  voyage 
ofNauigationjto  thofe  Iflands  vnknownj 
fo  foonc  as  the  King  had  taken  order  for 
the  war  of  Granado^sNhich  then  lay  hcaui- 
ly  on  his  hand. 

Columbus^  vpon  this  anfA'cre,  began 
to  mount  his  hopes  farre  higher  then  be- 
forCjaud  was  then  gracioufly  both  heard 
and  efteemed  of  all  the  Courtiers ,  who 
laughed  and  made  a  mockery  of  him  at 
the  fir  ft .  .After  the  furprizall  of  Grana- 
doj  he  preuailed  fo  fuccefTefully,  that  the 
Catholique  King  confented  vnto  his  re- 
queft,  for  paflage  into  thofe  vnknownc 
parts:afligning  vnto  him  in  gift, the  tenth 
part  of  the  Rents  and  Royall  tributes,  in 
all  the  Lands  found  and  conquered :  but 
without  preiudicc  (notwithftanding)to 
all  rights  belonging  to  the  Kingof 
tugaH.  And  bccaufe  the  King  was  then 
vnfurnifhed  of  money  for  this  expediti¬ 
on  ;  Lodouicoy  Secretary  for  his  accounts, 
lent  him  fcucnteenc  thoufand  Ducats:  by 
meanes  whcxcofyColumbus  armed  &  fur- 
nifhed  *  three  Carucls  at  Pally  de  Mogu- 
era,  and  in  them  fitted  1 20.  men,  afwell 
Marriners  as  Soldiours. 

Of  one,  hcc  made  Martino  Alphonfo 
Pinzono  the  Guide  and  Condiicier.  Of 
the  fecondj  Francejeo  &  Fincentio  Aeneto, 
Brethren  to  the  faid  Martino.  And  him- 
felfewas  Captaineand  Commander  of 
the  greateft  Caruell  among  them;  taking 
alfo  wfth  him  his  Brother  EartholmeWy 
who  (in  like  manner)  was  very  pradickc 
I  and  well  experienced  on  the  Seas.  From 
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Paly  he  (ct  forward  on  Friday^  becing  the 
third  day  of  Auguft,  and  held  on  his  voy¬ 
age  betweene  the  Weft  and  South,  paf- 
fing  by  Gomera.onc  of  the  Canary  Iflands, 
where  he  flayed  for  a  fmall  refrelTaing  5  & 
thence  onward,  followed  the  diredlions 
giuen  him  in  the  papers  and  memories  of 
dcceafed  K^ndalu^o, 

’Hauingfayled  eight  daycs,he  cfpied  fo 
much  graffe  or  Herbage,  as  if  it  ftemed 
to  be  a  Meadow  •  whereof  (at  he  & 

all  grew  doubtful!,  although  thcr  was  no 
danger  at  all,  and  backe  they  would  haue 
rcturncdjbuc  that  they  faw  diuers  Wil¬ 
low  trees  a  farreoff,  which  gaucan  cui- 
dent  and  moil:  certaine  figne,  that  fomc 
Land  muft  needs  be  ncere. 

On  the  morrowe  following,  which 
was  the  clcaucnth  day  of  Nouembor,  in 
the yeare  1 49  z.Rodericke  de  T raiana,  be- 
ganne  to  cry  out  alowd,  Land,  Land :  at 
which  words,  all  ran  to  fee  whether  they 
were  true  or  no  ^  and  hailing  likewife  diP 
coLiered  that  it  was  firme  Land,  they  bc- 
ganne  to  praife  GOD,  and  fiing  Te 
DeumLaudamn^i  mourning  eiien.vvith 
great  excefle  of  ioy  ,and  proud  of  a  hope- 
full  proceeding. 

The  firft  land  which  they  faw,was  Cm- 
hanay^  one  of  the  Ifles  Lncages ,  (ituated 
betweene  Florida^nd  Culpa^^whcte  foden- 
ly  they  went  onfhoare,  and  there  tookc 

New  world.  From  Gm- 
banay  they  went  to  Barucon ,  the  Porte  of 
Cubafic  there  tooke  fome  Indians, and  re¬ 
turning  backe  to  the  Me  of  Hayti^c2^&  an¬ 
chor  in  the  Port,  which  Columbsi^  called 
Porte  RoyalL  There  haftily  they  were  faine 
to  land  againe  ^bccaufe  the  chief  Caruell 
fmote  again  ft  a  rocke,i  and  began  to  rift  5 
but  yet  no  perfon  was  in  pcrill.  When  the 
inhabitants  of  the  Ifle  faw  the  Spanyards 
come  on  (bore  fo  fpccdily,and  with  their 
Armes :  they  fled  from  the  fea  fide  vp  to 
the  Mountainesvimaginingthem  to  bee 
the  Carybes  or  CanlbaleS:,  that  came  to  af- 
faile  them. 

After  them  ran  the  Spaniards,as  hafli- 
ly  as  they  might,  and  yet  could  take  none 
but  one  woman,  vnto  whom  they  gaue 
Bread,  Wine, and  Comfittes,  asalfoa 
fmocke,  and  other  Garments, bccaufe  Ihe 
was  naked,  and  fo  fent  her  away  after  the 
reft.  She  went  and  told  her  country  peo¬ 
ple,  how  kindly iliee  had  bin  vfed,  fhew- 
ing  them  the  giftes  bdlowed  vppon  her: 


which  caufed  them  prefently  to, come 
downeaganietothc  Sea  fide,  to  fpcaike 
with  the  Spaniards,  vvithout  any  vnder- 
ftandingon  either  fiJc,  otherwifethen 
by  fignes,  cuen  as  dumbe  fulke  vfe  to  do  . 
They  brought  Birds,  Bread, FruitSjGoId, 
and  other  things,  to  glue  in  exchange  for 
Ballads,  Beads,  Glaffes, Needles, Sizers/ 
Pinnes,  and  other  fuch  like  things,  to  the 
no  little  ioy  and  comfort  .of  ChriFtofher 
Columbu4^  who  faluted,  embraced,  &  re- 
uerendly  entreated  the  Lord  of  that  land, 
being  of  his  people  called  &  gifts 

pafled  betweene  one  another,in  figne  of 
loue  and  amity. 

The  Indians  brought  boats  of  theyr 
owne,  wherein  to  beftowe  the  goodes  of 
the  cheefe  Caruell  that  was  broken,  and 
brought  them  on  Land  wilfh  the  Sp^y- 
ards,  fb  loiiingly,  euen  as  if  they  hadde 
dwelt  all  their  life  time  among  them :  fal¬ 
ling  downe  in  reuerence  to  the  Crofle, 
and  beating  themfclucs  on  the  brefts,like 
vnto  Chnftians. 

Now  thinking  no  timi  foon 

enough  for  his  returne  to  Spainc,  with 
newes’to  the  CatholikeKing,  of what  he 
had  fecne  and  donc3preuailed  fo  wcl  with 
the  prompt  and  fodaine  confent  of  C4- 
chico^  and  the  afliftance  of  his  fubieifts :  as 
tobiiild  a  Caftlc  of  VVoodc  and  Earthy 
wherein  hec  left  eight  and  thirty  Spany¬ 
ards,  vnder  the  charge  of  Qiptaine  Rode- 
rigo  di  Arma^  oiCordotm :  to  the  end,  that 
during  his  voyage,  they  might  Icarne  the 
Language  and  fecrecs,  both  of  the  Nati¬ 
on  ai>d  Coimtrey.  And  this  was  the  firft 
inhabiting  of  the  Spanyardes  in  the  In^ 
diaes. 

The  Caftlc  being  finifhed,  Columbia 
tooke  with  him  tenne  Indian  men,  forty 
Parrats, many  Tortoifes,  Conies, and  o- 
ther  ftrange  thingef,  farre  differing  from 
ours  in  forme  and  nature,  as  teftimonics 
of  the  places  where  hc^c  had  found  them. 
He  brought  aboord  alfo  into  his  fhips,all 
the  Golde  which  the  people  of  the  coun- 
trey  had  giuen  him,  in  exchange  of  thofc 
toyes  and  trifles  which  hec  returned  for 
them.  And,  after  hee  had  taken  Icaiie  of 
his  friendly  Companions,  appointed  to 
remaine  there  in  his  abfence  ,  as  alfo  of 
Gmcanari  (for  fo  was  the  Cachico  or  king 
of  that  Countrey  named)  whovvas  veric 
forry  and  loath,  that  hee  (hould  depart 
thence,  he  fent  away  with  tyvo  Camels, 
_ "  wherin  \ 
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Wherein  were  all  the  other  Spaniardcs  of 
the  voyage,  except  the  eight  and  thirtie 
before  remembred,  and  (hailing  a  fuccef- 
full  winde)arriiied  at  Paly  within  5o.daies 
orfomewhatlclTc. 

The  Catholike  King  and  qucenc  were 
then  2X,Barcellona , whither  CoUmbti'S  went 
to  fee  them*  and  although  it  was  a  long 
way, and  he  had  many  things  to  carry:yet 
notwithftanding,  they  were  all  conueyed 
with  him  by  Land)  and  hec  was  welcom- 
med  vino  the  Court  with  great  Honour. 
Infinite  people  flocked  about  him,  to  fee 
the  things  which  hec  brought  from  the 
New-found  Worlde,  which  were  of  ex¬ 
traordinary  wealth  and  riches,  befide  the 
ftrange  men,  of  Rich  colour  and  habir,  as 
ncuer  hadde  the  like  beenc  fccue  before . 
Some  fayde,  that  hcc  had  found  the  Na- 
uigation,Gpncealed  from /the  Carthage- 
And  others  affirmed  ir,  to  be  that 
which  Plato  had  written  of  to  bee  loft  by 
fortune,  and  by  an  ouer-great  quantity  of 
muddeor  llimc  cncreafing  in  the  Sea, 
Some  other  hclde  another  opinion,  fay¬ 
ing,  That  that  which  Seneca  had  foretold 
was  now  accompliflied,  fpeaking  in  his 
Tragedy  oi Medea  after  this  manner.^  The 
time  'vvillcome^  that  {mame year es  hence) 
Worldes fljallbee  founds  and  that  their 
Thile  could  not  bee  the  fur  the  H  ^  art  of  the 
earth. 

,  Finally,  Columbus  entred  the  Court  of 
Spaine,  the  third  day  of  April,  a  yearc  af¬ 
ter  he  had  departed  thence,  prefenting  to 
their  Maiefties,  the  Goldc  and  all  thinges 
clic  which  he  had  brought  from  the  New 
World  5  whereat  the  King,  Q4eene,and 
all  then  prefenc,  meruailed  not  a  liitle,  to 
fee  fuch  rare  things,  all  (but  the  gold)no- 
uell  and  vnacciiftomed  vnto  theyr  fight. 
They  higldy  commended  the  Parrats,be- 
ing  of  fo  many  goodly  colours  5  fome  of 
an  extraordinary  fliining  grcciijOthers  of 
aliucly  red  or  Vermillion  colour,  inter¬ 
mixed  with  many  other  of  choifefplcn- 
dour*  little  or  nothing  at  all  rcfembling 
them  that  were  brought  from  other  pla¬ 
ces.  The  Conies  were  fmalljhauing  their 
.  earcs  and  raylcs  like  vnto  Rats ,  and  their 
colour  grizeid.  Alfo  they  greatly  praifed 
theCockesofthofc  Couatreyes,  bceing 
farre  more  beaiitifull  then  Pea-cockes, 
wondering  befides,  that  thofe  Countries 
yceldcd  no  other  Come,  and  no  other 
bread  was  yet  fedde  on  there,  but  fuch  as 


was  made  ofrootes  and  the  like  thinges. 
But  their  chccfcft  mcruailc  was  at  the 
men,  who  had  little  circklers  or  Buckles 
of  Gold  hanging  in  their  earcs,  and  fine- 
ly  pierced  through  their  noftrillcs :  theyr 
bodies  beingneithjcr  white  nor  black,  or 
bro  wne,  but  like  vnto  an  Oliuc  colour, or 
boyled  Quinces. 

Very  attentiue  was  the  King,  to  hcare 
what  a  worthy  Relation  Columbus  made, 
wondering  greatly,  that  the  people  (hold 
haue  no  Habite,  Learning,  Mony,  Iron, 
Come,  Wine,,  ncyiher  any  Animall 
which  was  greater  then  a  Dogge ,  nor 
Shippes  or  Boates  of  any  bigneffc.  And 
much  was  his  patience  mooned ,  when 
he  heard  him  tell,  that  they  did  eatc  one 
another,  being  all  Idolaters.  But  heepro- 
mifed,  that  if  Godpleafcdto  blcflehim 
with  life  and  health :  he  would  free  them 
from  that  horrible  inhumanity,  and  root 
Idolatric  out  of  thofe  Lands,  that  could 
bee  reduced  vnder  his  dominion  and-  po¬ 
wer.  In  like  manner,hec  extended  great 
fauourandcourteficto  Columbus^  com¬ 
manding  that  he  (hould  fit  down  before 
him,  bccaufc  ('according  to  thccuftomc 
of  Spaine)  the  Gentlemen  and  other  at¬ 
tendants,  ftand  alwayes  in  the  Kings  pre- 
fence,  for  greater  honour  to  the  Royall 
authority. 

Mor€Oucr,hc  confirmed  his  grant  and 
priuiledge,  concerning  the  tenth  part  of 
reuennewes  in  the  faide  Lands,  giuing 
him  the  title  and  Office  of  Admirall  of 
the  IndiaeSy^n^,  made  his  Brother  Barthol- 
mew  Lieutenant  or  vice- Admiral  to  him. 
Allwhich  bceing  done,  a  Courricr  or 
Poafte  was  difpatchcd  vnto  Rome,  with 
letters  concerning  the  New-found  lands, 
to  his  Maiefties  ambalfadors,  whom(but 
Tome  few  moneths  before)  he  had  fent  to 
congratulate  Pope  Alexander  the  fixt,  at 
ati^^o,  and  (on  his  behalfc)'  to 
do  him  obcyfancc.  Which  letters  of  full 
and  further  information,  they  deliucred 
to  his  Holineflej  he  not  a  little  reioycing 
at  thefe  good  newes,  as  the  like  did  al  the 
Roman  Court.  In  regard  whcrof,thc  ho¬ 
ly  Father, with  confcnt  of  the  whole  Col- 
ledge  ofCardinals,madc  a  new  donation 
totheKingesofC4/7&  mdiLeon^  of  all 
the  Iflesandfirmc  lands  that  ftiouldbcc 
found  in  the  Weft  ;  with  charge  to  fend 
Preachers  thither,  for  conuerfionof  the 
Infidels. 

When 
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i  When  the  Catholike  King  had  reccy- 
ued  this  ioy full  anfwerfrom  thcPopCjhc 
lent  chrtHopher  Colurnbf^  againe ,  vvith 
more  ftore  ot  people,  for  further  traffic¬ 
king  in  this  New-found  World,  and  for 
vtter  deftrudion  of  Idolatry,  and  adora¬ 
tion  giuen  to  falfe  G  ods.  For  the  better 
furtherance  hcercin,  by  lohnFonfequeio, 
Deand  of Siuell^  he fent  eight  Carucllcs, 
making  him  Prefident  of  thofe  countries. 
Hefcnt  alfo  twcluepricftes,  of  vertuous 
life,  and  good  leatningjwith  Friar  Bmleio 
Cateilano^  of  the  order  of  S.BinediB^  who 
went  to  be  Vicar-Gencrall  for  the  Pope: 
to  the  end,  that  thofe  Ecckfiafticall  per- 
(bns  might  preach  the  word  of  God,con- 
ueriing  the  people  to  the  Faith  of  lefus 
Chrift^and  do  all  things  appertaining  to 
the  conuerfion  offouks. 

Bcfide  all  this,  many  Knights  cour- 
ticrSjmoued  by  the  fame  and  dehre  of  ri¬ 
ches  in  the  fame  Countries,  and  earned 
affedion  to  fee  them  ^  went  along  with 
them  in  company  ,  hauing  diuers  Artc- 
zans  among  them,  as  Goldfmithes,  Tay¬ 
lors,  Mafons,  Carpenters,  Laborers,  Fi- 
fhermen,  and  fuch  like  perfbns,  fit  for  di¬ 
uers  imployments. 

The  Kirgeaufed  alfo  (at  his  own  charge) 
to  be  bought  feme  ftore  ofHorfcSjKtne, 
Shcepc,  Goates,  Swine,  and  Affes,  that 
breedc  might  there  cnllic  of  them.  Great 
ftore  alfo  was  fent  ofWhcat,  Barly ,  and 
Grainc  of  allkindes  to  (owe  5  with  Slips, 
Sprigs  ofVincs, Sugar  Cancs,and  Plants 
oflwcetcfrukcs,  as  alfo  Chalk  and  Lime 
to  build  withal  1 .  Tn  breefe,they  carried 
diuers  other  things  for  the  like  needcfull 
vfes;  entertaining  into  this  feruicc  1 500. 
Soldiers,  which  Columbus  (hipt  at  Cadiz, 
the  2  5.day  ofSeptember,i4^3.and  good 
prouifion  of  Artillery.  * 

Proceeding  on  in  his  voyage,  &  much 
more  neerctothcEquinodiall  then  hec 
did  before  in  his  firft  palfage*,  he  came  to 
arriuc  and  take  landing  in  an  lland, which 
he  rearmed  by  the  name  of  Dejire^  and 
w  ithout  any  (laying  there,  won  the  Port 
D*A^gerJt^\n  the  Ifle  called  mfpmoUM- 
(ing  on  thence  to  Porte  Roy alle^  where  he 
had  left  the  eight  and  thirtie  Spanyards, 
who  were  all  (lainc  by  the  Indians,  bec- 
caufe  they  had  luftfully  forced  their  wiucs 
and  done  them  many  outrages  befidcs . 
Columb^fs  being  difplcalcd  hercat,yei  fhe- 
wing  no  outward  difcontcntmcnt,imrae- 
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diatcly  commanded  his  Mafons  &  other 
nien  to  fall  to  workc,  for  the  building  of  a 
Townc,  which  (in  hdnor  of  the  Q^ccne) 
he  named  ifabella. 

He  buiided  alfo  a  Fort  or  caftle  among 
the  Mines  ofcibao,  where  he  eftablifhed 
as  Gouernor,  Moyfes  Adarguarito,  &  (ciit 
tweliie  Caruels  thence  into  Spain  by  An- 
tonio  deTurcOy  which  carried  many  grains 
ofGoldc,  one  cfpcdally  amongft  them, 
weighing  eight  ounces,  which  was found 
by  Alphonfo  de  Bouieda,  Hee  fent  like  wife 
many  Parrats,  very  faire  and  goodly,  and 
certaine  Indian  Caribes^  being  fuch  as  fed 
on  the  flefh  of  men,  bred  and  born  in  the 
Ifland  ofy^r^y,  which  hec  called  Santa 
C7r//5:^,andhechimfelfc,  went  with  three 
Caruels  more,  to  findc  out  other  Lands: 
where  he  found  on  the  South-fidc, 

and  lanianca^  with  other  fmall  Ifles  in  di¬ 
uers  parts. 

At  his  teturne  backcjbe  found  many 
Spaniards  dead  and  ficke,  and  (ome  that 
haddc  carried  thcmfclues  ("catfely  honeft 
with  their  companions :  whereof  he  com¬ 
manded  fome  to  bee  hanged,  and  others 
to  be  well  beaten,  that  had  giuen  forth  c- 
uill  fpceebes  of  him.  By  means  whereof, 
he  had  fome  talke  with  the  Vicare  to  the 
Pope,  who  had  written  to  the  King^  accu- 
(iv\^C olumbui  oienKhy  and  couetouf- 
nefte:  whichcaufedhis  Maieftieto  (end 
thither  his  Chamberlain  John  de  Aguadoy 
who  fent  Colmjb^i'j  into  Spaine  prifoner, 
to  render  an  account  of  hisbehauiour  to 
the  King. 

ChriBopher  Columbm  obeying  the  kings 
command^  went  away  to  iuftify  himfelfc. 

Pindi  Medina  dele ampo^yjhtiQ, 

as  then  the  Court  was)  hec  came  before  into 
the  King  and  Quccnc,  prefenting  infinite 
graines  of  Gold  to  them  5  fome  whereof, 
weighed  fifteenc.and  twenty  Ounces  a 
peecc,with  great  lumps  of  Amber, good¬ 
ly  wildc  Oliue  trces,and  wondcrfull  huge 
plumes  of  Parrats  Feathers,  vfed  &  worn 
by  the  IndianSjbefide  many  other  ftrangc 
things. 

i'lc  made  report  alfo  vnto  their  Maie- 
(lies,  concerning  the  Countries  founde 
by  him,  greatly  commending  the  Iflands 
fortheir  admirable  riches  5  declaring  be- 
fidcjthat  inthemoneth  ot  December, 
which  wc  hold  to  be  the  heauieft  time  ol 
all  Winter,  that  the  Birds  there,  do  then 
produce  their  yong  ones  on  the  treesj  & 
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in  March, the  wildc  raifins  were  ripe;  and 
The  wonder- 1  comc  (fownc  in  lanuaric)  ycclded  graine 

yicldcTby^chc  within  fcaucntic  dayes ,  Lcttice  and  all 
‘  rootes  grew  to  be  very  great.  Afterward, 
he  gaue  a  faithfull  report  to  the  king, con¬ 
cerning  the  behauiourof  the  Spaniards, 
how  he  had  punifhedfome-,  and  inflic¬ 
ted  death  vppon  other ,  to  the  end,  that 
his  iuftificaiion  might  the  more  plaincly 
appcarc.  * 

Greatly  did  the  King  both  commend 
and  thanke  him  for  his  good  feruice ,  and 
knowing ,  that  hce  had  doone  no  more 
then  luflice;  declared  him  to  be  abfolued 
of  all  imputations  layed  vnto  his  charge, 
furnifhing  him  with  eight  (hippes ,  for 
the  finding  out  of  other  Countries ;  two 
yNh^iQoiColumbm  fent  before  with  vidu- 
allcs  and  munition ,  and  with  the  other 
fixe  (hippes, himfelfcfct  away  from  Saint 
Lucade  Barramedaj  about  the  end  of  the 
month  ofMaie,  in  the  ycare  of  our  Lord 
God,  one thoufandfoure  hundred  nine- 
tie  and  feauen  •  And  becaufc  fame  and 
rumour  oi  Indian  treafurc  did  fpread  it 
fclfe ,  cnciting  druers  Pirates  of  Frauuce 
to  make  voyages  ebroade  :  hee  went  to 
Madera^  and  fronithcncehee  fent  three 
(hippes ,  by  the  right  way,  for  the  Ifland 
QdiWciHilpamoUy  with  three  hundred  ba- 
ni(hed  men  5  and  with  the  other  three 
(hippes ,  he  went  vnto  the  Illeof  C^^^ 
Ferd ,  to  make  his  voyage  very  ncarc  to 
the  iEquinodiall ,  artiuing  at  tbelaftin 
a  great  Countrey  of  firmc  land.  On  hce 
went  coafting  three  hundred  leagues,  be¬ 
yond  the  Cape  with  full  faylc,  and  thwar¬ 
ting  the  Sea ,  came  to  Saint  Dominicoy  a 
townc  belonging  to  his  brother  Bartho- 
lomew ,  and  buildcd  on  the  Riuer  Oz^ama^ 
where  hec  was  recciued  to  be  gouernor, 
as  was  contained  in  his  Letters  of  priui- 
Icdge  and  grant ,  which  the  King  Catho- 
lique  had  made  vnto  him,  and  which  bee 
brought  thither  with  him.  Albeit  fome 
were  much  difpleafed  thereat ,  and  his 
btoibcT  Barlholomeiv  did  not  greatly  like 
it  ;  becaufc  (in  his  abfence)  till  now,  he 
had  the  care  and  managing  of  all  affaires. 

Columbus  hauing  taken  on  him  the  go- 
ucrncmcnt,and  made  many  enterprifes  a- 
gainft  them  of  the  Countrey,  finding  out 
many  other  Iflands  befidej  grew  to  be  en- 
uied  by  the  Spaniards ,  and  in  fuch  fort, 
that  a  man  named  Roldan  Simenes  (a  great 
Poteftate  or  ludgcj  mutined  againfl  him, 
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and  threc-fcorc  and  ten  men  more,  all 
leagued  and  coniured  againfl  him ,  who 
forfaking  Columbus ^  went  to  Siragua^  and 
wrote  infinite  cuilles  of  him  and  his  bre¬ 
thren  to  the  King.  His  Maieftic,bccing 
not  a  little  mooued ,  that  matters  (houid 
be  thus  combuftuous  in  the  Indiaes ,  and 
the  Qi^ccnc  taking  it  very  hcauily :  fud- 
dcnly  fent  Francefco  deBouadello,  a  knight 
of  good  repute,  to  be  gouernour  in  tho(e 
parts,  and  giuing  him  authoritic ,  cy thcr 
to  puni(h  or  imprifon  the  faultic. 

This  mancametothe  Ifland  of 
niola^  and  fourc  Caruclls  with  him,  in  the 
yearc ,  one  thoufand  foure  hundred  nine- 
tic  and  nine  5  and  after  hee  had  made  in- 
quifition  in  the  Citie  of  Domimeo:^  he  fent 
C hriH  of  her  Columbus  ^  with  Bartholomew 
and  his  brethren,  all  prifbncrs  to 

Sfaine,  with  yron  fetters  on  their  fectc. 
Being  landed  at  Cadez^y  they  were  dcliuc- 
red,  by  Conimiflion  fent  from  the  King, 
and  commanded  to  appearc  at  the  court. 
Columbus  readily  obeyed  thereto  ,  and 
could  fo  well  fhape  his  cxcules  (  mingled 
with  tcarcs  and  fighes  very  paffionatcly) 
that  the  King  hauing  heard  him,  and  kno¬ 
wing  his  fidclitie,  fent  him  againc  (three 
ycares  after)  with  fourc  Caruclls ,  to  dif- 
coucr  more  new  Countries,  and  this  was 
in  the  ycare  of  our  Lord  God,  1502.  or 
thereabouts. 

Columbus'  being  comc  to  the  Ifland  of 
Hilpaniolay  and  arriuing  ncarc  to  the  riuer 
Oz^amaJSIichola^  de  Ouanda  Gouernour  of 
the  Ifle ,  would  not  fiifferhk  entrance  in¬ 
to  the  Citcie  of  Saint  Domimeo ,  whereat 
being  much  diftafled,  fent  in  to 
tell  him :  That  if  he  might  not  come  into 
the  citty,  which  he  himfelfehad  caufed  to 
be  buildcdj  he  would  goe  findc  out  an  o- 
thcr  Port,  where  he  might  be  in  better  af- 
furancc.  So  parting  thence,  and  coiicting 
to  fearch  the  Straits ,  for  pafllng  beyond 
the  iEquino6liall,vvhich  he  had  promifed 
the  King  to  doe :  hce  drew  dircdly  to- 
vyardstheWefl,  withall,  turning  to  the 
Cape  of  Niguerra  ,  following  QiU  the 
Mcridionallcoafl,  returning  then  toC«- 
bay  and  after  to /4W4W4,  where  hce  lofl 
two  Gallies,  and  with  two  other  he  went 
to  difeouer  new  lands .  But  not  without 
great  harmes  and  pcrills  endured  before 
for  fome  of  his  followersgrcw  fickc ,  and 
ccrtaine  other  Spaniards  made  warre  vp- 
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I  Frmcefcode  Perron  ^  Captainc  of  one  prcfent)  is  in  the  Conuentof  Saint  Vo- 
'  G  alley j  and  Viego^  brother  to  Columbus^  minico  at  Seuill^  a  worthy  deede  of  the  fon  | 
hailing  taken  certayne  fmall  Barkes,  went  to  fo  famous  a  Father.  As  for  King  Ferdi- 
towards  the  Ifle  of  Hijpaniola :  where  the  mnd ,  he  dyed  in  the  y  care  of  bur  Lord, 
Natiues  and  Inhabitants  feeing  themj  *  one  thoufand  fine  hundred  and  fixteene, 
would  admit  them  to  haue  no  Vi^tualls,  |  hailing  reigned  fortie  and  two  yeares^  in 
but  laidctrappes  and  traines  to  kill  them.  |  thetwokingdomesof  CaBile  and  Arra- 
Whereiippoiij  chrifiopher  Colwnbmc'A-  \  ^^/;;Qucene  Elwabeth  his  wife  dyedbe- 
ling  fome  of  them  to  him,  reproued  their  |  fore  him ,  in  the  ycare  of  our  Lord  God, 


The  ingrati. 
tude  of  the 


fpiring  againft 
his  life. 


The  death  of 
Chriftopher 
Columbus  at 
Valydolid  in 
Spline. 


lackc  of  kindnelTe  and  charity jCntrcating 

them  to  fell  him  fome  viduals  5  aduifing 

pcopk  to  Co-  further,  that  except  they  did  fuccor 

,iumbu8  in  de- 1  them,  all  they  in  the  Ifland  (houlddye 

nying  him  vie  of  thc  plaguc.  And  to  ciue  them  a  fiene 
tailcs,and  con  •  n  n*  u 

as  witncllc  ot  his  words,  he  toldc  them, 

that  filch  a  day  it  would  fo  come  to  palTej 

as  they  fhould  fee  the  Moone  whollic  as 

red  as  bloodc,  and  quite  contrarie  to. her 

former  condition. 

Afterwardes,  when  they  bchclde  thc 
Moone  Ecclipfed,  at  the  fame  houre  of 
thc  zsColumbf^'S  had  forctoldc  (not 
knowing  any  rules  of  Aftrologic)  they 
verily  bclceucd  his  words.  And,  crauing 
pardon  ofhim ,  defired  him  not  to  be  of¬ 
fended  with  them ;  5c  brought  him  what 
viiifuals  he  could  defire.  By  this  mcanes, 
Columhi4^  hailing  gotten  the  vi£brie  a- 
gainft  thofc  Spaniards,  gauc  a  name  vnto 
thc  Port,calling  it  P  or  taS, Gloria, 
Returning  home  afterward  into  Spainy 
to  yecldc  an  account  of  all  that  hee  had 
done,  being  arriued  at  Vdyllolid 5  a  ficke- 
nefle  feized  on  him,  whereof  hcc  dyed  in 
May,in  the yeare  1 586^.and was  enterred 
ztSimlly  in  the  Monaftery  of  the  Char- 
ter-houfe Monkes.  Duringhislife  time, 
he  was  a  man  very  patient  in  all  his  Tra- 
uailes,  and  in  fourc  voyages  which  hee 
made  into  the  indiaes  ^  both  foundc  and 
conquered  many  Countries ,  vtterly  vn- 
knowne  before:befide,he  buildcd  a  great 
part  of  the  Towns  and  Csftlcs  in  the  Ifle 
oiHifpamola^^mchz(vcsg great  renownc, 
by  bringing  to  end  many  adionsjfo  well 
deleruing  glory  and  fame  5  that  his  name 
can  neucr  be  forgotten ,  or  Spainc  ccafe 
to  fpc3ke,in  giuing  him  fuch  true  honour 
as  he  worthily  merited. 

‘  Hehad  two  Sonnes,  VortViego^  who 
was  married  to  Madam  Maria  oiTolledo^ 
daughter  to  Dorf  Ferdinando^  gfcat  Com- 
mandadore  of Leort'^ and  Don  Ferdinando^ 
who  wasneiier  married,  but  hee  had  a 
Library,  confiding  of  more  thentweluc 
thoufand  Volumes,  and  which  (  at  this 
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Before  wee  clofevp  this  Difeourfe  of 
the  New -found  World  y  it  fhall  not  varie 
mucb  from  thc  matter ,  to  fpeakc  of  a 
ftrange  opinion, among  the  people  there 
naturally  liuingjconcerningthefirft  men 
that  euer  were  in  thc  world,  and  likewife 
of  the  gencrall  Floud  or  DelugCjas  I  doe 
finde  it  fet  downe  by  the  worthy  Gentle¬ 
man  of  FrauncCy  Anthony  du  Ferdier doid 
oiVaaprinaz^yin  this  manner. 

Among  the  Inhabitants  of  the  Wcaft 
Jndtaesy  or  New  worlds  a  common  and 
gencrall  rcceiued  opinion  was  embraced 
with  them,  that  (at  the  beginning  of  the 
world)  from  thc  SeptcntrionallorNor- 
therne  partes ,  there  came  a  man  called 
Cony  or  Conon ,  who  had  no  bones  in  his 
whole  body ,  and  therefore  went  verie 
quickc  and  lightly ,  much  (hortening  the 
wayes,  abafing  the  hills  and  mountaines, 
and  railing  the  lowc-layd  vallies,  onelic 
with  his  word  and  will ,  and  named  him- 
felfe  to  be  thc  fonne  of  the  Siinne. 

‘  This  man  filled  the  earth  with  men 
and  women,  which  he  produced,  giuing 
vnto  them  diners  friiites,and  other  things 
ncccffary  for  humane  life.  Butbyadif- 
pleafure  he  recciued  from  them ,  hee  con- 
uerted  the  earth  (which  heebefore  had 
freely  giiien  them)  into  a  drie  and  barren 
fand,  and  tooke  away  the  rainc  alfo ,  that 
it  fhould  neucr  more  fhowre  downe,  nor 
moiftiirc  any  place.  Yet,  as  pittying 
their  mifery,  he  left  them  riuers  onely ,  to 
the  end  ,  that  they  might  confcrtie  them- 
fclues ,  in  watering  the  grounds  by  theyr 
owne  painc  and  labour. 

At  length  came  one  Pachawoywho  was 
like-wife  fonne  both  to  thc  Sunne  and 
Moone,  and  (hauing expelled  orbani- 
fhed  Conon )  conuerted  thole  men  into 
Cattcs,and  afterward  created  other  men. 
Thc  people  tooke  this  man  to  be  a  God, 
and  fo  he  was  generally  reputed  :  vntill 
the  Chriftians  came  into  thofe  countries, 
hauing  erefted  a  very  good  Temple  vnto 
_ _ _  him. 


The  peoples 
opini6  of  the 
firft  men  in 
the  world,  & 
of  the  d  eluge 


Con, or  Co¬ 
non,  A  mr»n 
without  bones 
in  his  fteHi. 


A  heauie  dif- 
plsafiitf  con- 
ceiued  by  Co 
non  againflr 
men. 
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dame  and  €x- 
pulfcd  Coao. 
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Oracles  and 
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Their  opini6 
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general  De* 
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fting  of  the 
world. 


By  what 
ireanes  they 
gathered  the 
ceflauon  of 

the  waters. 
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legemenc  of 
the  worlds 
ending. 


him,  nearc  to  Lima^  itbeeing  the  moft  re¬ 
nowned  in  all  thofc  lands :  bccaufe  of  ex¬ 
traordinary  deuotion  there  vfed,in  regard 
of  Oracles  and  Anfwercs;,  which  diuclls 
gaiie  to  Priefts  and  Sacrificers  there  dw'el ' 
ling  in  diners  places.  The  Spaniards  car¬ 
ried  away  all  the  golde  and  filLiei(in  won- 
derfull  heapes)  out  of  this  Temple ,  and 
all  the  Oracles  and  Vifions  ceafed,  diuine 
prayers  bailing becnefayd  there,  the  Sa¬ 
craments  admlniftred  ,  and  the  CrolTc 
placed  where  the  Idolles  ftoode ,  which 
caufed  no  mean  martiell  and  fearc  among 
xh^  Indians. 

Moreoucr  they  fayd ,  that  at  accrtainc 
time  it  rained  fo  extreamely ,  that  all  the 
lowe  grounds  and  lands  were  drowned, 
and  all  the  world  likewife ;  except  fuch  as 
could  hide  themfelucs within  fome  caues, 
which  were  among  the  high  mountaines, 
hailing  little  doores  or  inouthes  of  en¬ 
trance  ,  and  clofed  fo  faft  to  them ,  as  no 
water  could  gainc  the  leaft  palTage  in 
and  therein  alfo  they  hadftoreof  foode 
and  bcafts .  Afterwards ,  when  they  felt 
theraine  and  water  tobe  fomewhat  paf- 
fed  oner ,  they  fent  foorth  two  dogges, 
which  returned  all  wet  and  befmeared ; 
whereby  they  iudged  that  the  waters  were 
not  (as  yet)  wholly  (hrunke  and  gone  a- 
way. 

Within  fome  while  after,  they  put 
foorth  many  dogges  together,  which  re¬ 
turned  in  againe ,  drie  and  fleeke  as  when 
they  went  abroade.  Andby  thismeanes 
they  conceiued ,  that  the  waters  were 
quite  fpentj  and  focamc  foorth  agaync 
to  dwell  vppon  the  earth  :  where  theyr 
greateft  paine  and  trauell  was  to  kill  infi¬ 
nite  Serpents ,  which  the  mightie  extrea- 
mitic  of  mudde  and  (lime  had  engendred 
euery  where, 

Thcybeleeuc  an  end  of  the  world;  but 
that  a  great  drought  (hall  goe  before  it, 
and  that  the  Sunne  and  Moone  (  which 
they  all  adore  andrcuercncc)  fhallloofe 
thernfelues ,  And^  vppon  this  occafion, 
•they  make  cries  and  lamentations  when- 
foeiier  the  Ecclypfes  happen :  but  cfpcci- 
ally  them  of  the  Sunne,  as  fearing  then, 
that  the  Sunne ,  they ,  and  all ihc  whole 
W odd,  (ball  be  quite  confumed  and  dc- 
ftroyed  together. 


I 


CHAP.  III. 


qy  of  the  E^ccellcncie  and  Dignitie  of  Marri¬ 
age  :  with  many  fingular  and  worthy 
am^les ,  tending  to  that purpofe. 


Tlie  Lord 


Genc,l.&3* 


contralouiru 


Gcncf.8.17 


jOncerning  our  prefent  ar¬ 
gument,  wee  haue  had  a 

chapter  alreadic  in  oitt for-  _ _ 

met  Volumcjdeclaringvc- 1  Verdiersad 

_  rie  much  good  matter  to 

thateffeiSt,  but  yet  iuftly  deferuing  this  ter  of  Pedro 
addition  or  fupplement;  in  regard  ,  that  Mexia. 
nothing  can  be  fayd  too  much  in  the  ho¬ 
nour  of  Marriage .  This  holy  inftitution 
of  Marriage,  was  made  in  the  earthly  Pa- 
radife  before  finne,  in  the  time  of  Inno- 
cencie ,  when  as  God  faid  to  our  firft  Pa¬ 
rents.  Bring  foorth  fruity  and  multiplier  and 
fillthe  earth .  But  it  was  not  brought, to 
effect, vntill  the  oflFcncc  by  them  commit¬ 
ted  ,  and  for  which ,  they  were  expulfcd 
out  of  the  tcrreftriall  Paradife;  as  Saint 
lerome  hath  obferued  in  his  Booke  againft '  nkromjnBt 
louinian. 

.1  After  the  vniucrfall  DelugCjGod  gaue 
command  to  the  good  Patriarch  Noah  a- 
gaine ;  To  encreaje  and multiplie ,  which  is 
the  principall  occafion ,  wherefore  Mar¬ 
riage  was  ordayned ,  and  hath  cucr  fince 
beenc  fo  generally  recommended :  that  it 
hath  becne,  and  is  permitted  to  aged  and 
decrepite  people  (free  from  all  power  of 
encrcafing,and  out  of  hope  of  any  linage) 
to  marry:which  yet  is  expedient  for  them 
( if  I  might  fay  fo  )  to  the  end ,  that  they 
may  pafle  theyr  age  the  more  ioyoufly, 
as  in  the  kindc  company  of  husband  and 
wife,  recciuing  pleafure,  folace,confola- 
tion,  and  comfortable  feruiccs  each  to  p- 
thcr,.  Eucn  asheercof  we  haue  an  exam¬ 
ple  by  Dautd ,  who  ( in  his  very  olde  age) 
tooke  a  yong  maiden  to  wife ,  as  namely, 

Abifhag  the  Shunamite ,  with  whom  hce 
ordinarily  lay ,  and  fhec  flep't  in  the  bo- 

fomcoftheKing,  warming  and  comfor¬ 
ting  him,  and  yet  the  Kingknewhernot 
carnally. 

What  more  holy,  cha{|c,  affured,  and !  mendations 
acceptable  focietiecanbe  amoneft  men, 
then  that  of  the  husband  and  wife  Oh,  ?hrdiu‘”ne& 
how  heaucniy  an  harmony  .when  the  one  of'ginaU  in- 

*  .  ftuution. 
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ged  people^ 
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Codt  owne 
I  appointment 
in  the  Arke 
I  Noah. 

[Themcompe- 
I  table  loueof 
man  and  wife. 


Compatifbn 
of  the  Ring  gi- 
uen  by  the 
husband  to 
his  wife. 


Propertius  of 
coniogallouc. 


Hnsbandand 
Iwift  before  fa* 
ither,motfter, 
or  children. 


BaOardshaue 
noccicarn  fa- 
ther,  but  are 
natural!  chil« 
drenonely. 


BatJufjftC. 

Nomulli  coU 
a.  dc  refe. 


is  as  the  other,  two  bodiesjone  foulCjone 
fpirit,  one  will,  and  one  miituall  confent 
fympathizing  in  two  bodies }  The  foie 
marryed  man  and  his  wife,  enuy  hot  one 
anothcr,but  lone  infinitely  together ,eacH 
depending vpon  theiothcr,  (hce  tepofin'g 
inhims  and  he  in  her  :  cuen  asonefelfe- 
fameflefh,  one  and  the  fame  concord,  a- 
like  equally  in  all  things ,  and  all  but  one  ; 
One  ioy ,  one  forrowjone  wealth, one  po- 
ucriy,  one  gainc,  one  Ioffe,  and  one  ifelfe 
famedignitic  •  They  are  alwayes  compa¬ 
nions  of  one  felfc  fame  bed ,  one  and  the 
fame  table.  Therefore  they  fhall  be  two  in 
one flefh  (faid  God)  and  not  three y  or  many, 
God  would  by  no  mcanes  haue  in  the 
Ark  of  Noahyio  be  any  more  women  then 
men,  to  the  end  that  they  fhould  all  be  as 
one  folc  woman.  Inbricfc,  the  loueof 
the  husband  to  the  wife ,  and  of  the  wife 
to  her  husband ,  furpaffeth  that  of  father 
and  mother  to  their  childrch,  of  childrcii 
vneo  the  father  5  and  that  which  brothcri 
and  fitters  ought  to  haue  together .  And 
like  as  the  Ring  which  the  husband  (cudn 
as  God  )  puts  oh  the  finger  of  his  Spoiifc 
or  wifc(as  the  foule  to  the  Churcb)ought 
to  be  of golde,and  round,  as  gold,beingt 
the  moft  excellent  of  all  mcttallcs:  cuen 
fo  thisconiugal  lone  cxceedcth  all  other, 
and  ought  to  continue  perpetually.  And 
as  Propertm^SLvii :  Omnis  amormagno, fed 
aperto  in  coniuge  maior  •  Euery  lou'e  is  great , 
but  in  wedlocke  it  appear eth  to  be  muchgrea- 
ter.  For,  Father,  Mother,  Children, 
Brethren,  Sitters,  Coufins  and  Friends, 
altthefearechoworkes  of  Fortune  :  but 
the  Husband  and  the  Wife  are  My  fteries 
of  Almightie  GOD;  And  man  had 
his  Wife,  and  Wife  had  her  Husband, 
before  there  was  ey  ther  Father,  Mother, 
or  Children, 

The  fruits  ofMarriage  arc  of  Almigh- 
tic  GOD,  and  not  of  Nature ,  from 
whence  itenfucth  ,  that  children  borne 
out  of  Marriage,  that  is  tofay,Baftards, 
are  called  Narurallonely,  but  they  which 

proceedc ofloyall  Marriage ,  arc  fayd  to 
be  Legitimate.  And  therefore,  theopi- 
nion  of  Lawyers,  is ,  That  a  childe  borne 
out  of  marriage  y  hath  no  certaine father  ^  but 
we  may  weU  fay  ^  a  bad  or  lewd  mother .  He 
(fay  they)  is  the  Sonne  of  the  people  ^  or  elfe 
the  S  onne  of  no  body ,  that  is  the  Sonne  of  an 
<yrtmarried  woman  •  Onely  marriage  then 
(which  ^4/^/^^callcth ,  The  principle, origu 


The  great  glo 
ric  done  by 
God  cothehd! 
norabJe  cAate 


nail  and  foundation  of  Mankinde)  maketh 
Children  and  Heires  certayne,  augmen- 
teth  kindred,  engcudereth  amitie  among 
Allies,reuercnccth  aridpleafeth  God. 

.  Holy  Marriage  was  fo  plcafing  to  the 
Authout  chercot,  that  he  would  haue  bis 
onely  Sotine ,  to  bee  borne  of  a  married 
woman,  and  although  it  was  his  will ,  to 
be  borne  of  a  Virgine ,  without  the  feede 
of  a  man  5  yet  was  it  not  without  the  ho-' 
nour  of  Marriage  •  For  it  p leafed  him, to 
proceed  from  a  Mother  married*  yet  pure 
neucrthelefle ,  exempt  from  any  carnall 
foyling :  clefted  to  be  the  Arke  ofthe  Te-  jofManhge, 
ft  ament,  the  Bu(h  not  burning ,  arid  the  j 
Violl  of  goldc  ro  cbntaytic  thecclcftialljCanaiiTba* 
Manna  ^  as  well  to  declare  the  wonders  of 
his  infinite  pov\er,  as  to  make  that  facred 
eftate  fo  muth  the  more  honorable. Wit- 
nes  the  prcietice  of  the  fame  (bn  of  God 
himfclfe,at  the  maiiage  of  Calna  in  Gdiks 
where  expreffing  his  gracious  loue  &  fur¬ 
therance  ,  hcconuerted  water  into  winc^ 
by  an  efpecial  and  extraordinary  riiifaclc.^ 
Mofcoucr,therc  is  not  the  riame  of  any  |  the  manifoy 
houfe  or  ftockc,but(without  a  woman)  it  " 
would  be  quite  extind^neither  kinf  ed  pei:  fue^tV  rhe 
pctuated5fami!yincrea(ed,ora  Common  world  by  wo- 
wealth  continue  ih  incite  condition,  or  a- 
ny  Empire  hold,without  filth  help: which 
the  firft  founders  of  th^Romaine  Empire 
approued  j  for^they  hauing  no  wines, de- 
fired  the  Daughters  of  the  Sabines ,  theyr 
neighbors,  but  they  would  nor  grant  the^ 
Whereuppon ,  there  followed  arape  dz'Tiionyf'MdJicar, 
ftealthof  683.  of  them,  which  procured  a 
^mighty  &  mortall  warre ,  betwixt  the  Ro¬ 
mans  and  the  faid  Sabines ;  albeit  Romulus 
well  forefawe ,  that  his  Empire  could  not 
laft,  without  women .  For,  the  Citty  be¬ 
ing  compofed  of  hoiifes ,  and  the  Com¬ 
mon-wealth  of  chofen  Princes,  both  do- 
meftickesandfamiliers ,  howlEall  he  go- 
uerne  a  Citty,  that  hath  not  learned  what 
it  is  to  gouerne  a  priuate  houfe  ?  The 
Philofopher  Socrates  leftifieth  ,  to  haue  ’  Socrates  lear- 
learned  more  morall  Philofophieofwo-  ^etlMoraii 
men,  theneuer  he  could  natural!,  of  vf- 
naicaoords  and  Archelaus^ 

Affuredly,  Mariage  giues  cxcrcitaiion 
to  morall  Philofophicj  there  is  a  domefti- 
call  Common-wealth  conioyned  there-  Marriage  ©c- 
wirhjand  in  it  felfc.  For  the  gouernement 
whereof ,  a  man  may  cafily  experimenr  morall  Phiio* 

the  power  ofwifcdomcjtcmpcrancejpie-  i^phic. 

tk^Sc  al  other  vertues*, whereby  loUinghis ' 

_ ’  . _ wife, 


>x. 


T 


p2Z 


Of  the  dignitie  of  Marriag 


e. 


I 


o  Booke 


The  Lawc  of 
.  Lycurgus 
i  made  for  the 
vnmarried 
yong  men  of  ^ 
Lacedetnon. 


I 


The  Romans 
Taw  for  men 
vnmarried  til 
their  age. 


Etininfiitutje 
excufjut,  v(l 
curat. 


wife,  enftru£Hng  his  children,  ruling  his 
family,  proteding  his  goodes ,  ordering 
hishoufe,  and  cncrcafing  his  race  5  the 
ycarcsof  his  life,  will  pace  on  the  more 
happily.  Whereas  on  the  contrary,  hee 
that  feeketh  to  fpend  his  life  time  without 
being  married  5  is  miferablc,  and  worthic 
to  be  abandoned  ofall  men. 

,  For  this  cm(c^Lyctfrgm  made  a  Lawc 
to  the  Lacedemonians^  that  all  fuch  as  had 
attained  vnto  the  age  of  eight  and  thirty 
ypares,  without  enioying  women  in  mar¬ 
riage  ^  (hould  be  banifhed  in  fomer  time, 
from  all  publiqueplayes,  fpedacles  and 
paftirncs,  iudging  them  as  vnworthicjto 
be  feene  there  amongft  other  in  an  open 
affcmbly.  And  in  winter,  they  were  led 
ouniaked,  in  the  common  view  of  the 
people,  becaufe  they  ftiould  be  outraged 
and  ^bufed  by  words  and  exclamations 
ofpuery  one,  detefted  as  vnwoorthie  the 
!n^imc,of men  .  And  themfelues  enioyned 
toconfeffcjthat  they  fufferedthefe  affli- 
dions  iuftly,  as  hauing  feorned  and  de- 
fpifed  that  religion  ;  whereof  they  were 
preuaricators,  and  difobedient  to  the  or¬ 
dinance  ofNaturc. 

As  concerning  the  Romans,  they  were 
not  altogether  fo  ftrid  and  feucre,  &  yet 
ordained,  that  fuch  as  had  liued  without 
marriage  till  their  oldc  age;  (hould  bee 
condemned  in  paiment  of  a  great  fumme 
‘of  money  to  the  publike  Treafury, accor¬ 
ding  to  their  quality  and  facultic.  flato 
appointed  in  his  lawes,  that  fuch  men  as 
were  not  married,fhould  enioy  no  honor 
eftate,or  publike  dignity:  but  to  be  more 
charged  with  fines  and  mulds,  then  any 
of  the  other  Citizens, 

A  yong  man  of Lacedemon^  would  not 
arife  out  of  his  place  in  the  publike  Tbca- 
tcr,to  giue  way  and  honour  to  a  valiant 
ancient  Captaine  (ncucr  marricd)namcd 
C allidns^vAio  was  come  thither  to  fee  the 
paftirncs.  And  the  Captaine  growing  of¬ 
fended  at  the  arrogancy  of  the  yong  man 
becaufe  he  difdained  him  in  that  manner^ 
gaue  him  fome  words  of  heat  and  cholcr, 
whereto  the  yong  man  returned  him  this 
anflver.  O  Callidi44^thoHloa[inot  (asyei)be^ 
gotten, neither  occajioned  the  birth  of  any  one 
that  being  now  at  mine  age^and  ^nmaried  as 
thou  art^may  arife  hereafter  to  giue  me  place ^ 
and  therefore  no  other  elieeme  is  to  bee  made 
of  thee,  TheRomainesinthetimeof^ 
Metellm  Confull,  eftablifhed  manyfa- 


^  mous  and  worthy  priuiledges  for  newc 
married  perfonsjand  for  fuch  as  had  three 
fons,  as  may  befeen  in  the  P/^^/7,offuch 
as  bad  ten. And  our  greateft  Diuines,fec 
downe  tweliie  caufes,  the  which  hinder  a 
man  from  marriage,  and  doc  yet  difiinull 
marriage,  although  it  be  confummated  & 
children  procreated.  Asuamcly  errour, 
con  itionjVow^parentage^  fin,  to  wit,  of 
adultery  or  murthcr,diuerfity  &difFrcncc 
in  rcligionjviolenccjprophancsin  Prieft- 
hoodjor  profeflion  of  afalfc  religiojbond 
and  promife  of  contrary  marriage,  as  be¬ 
ing  otherwife  contraacd,honcfty,  affini- 
ty,and  inhability,  A1  thefe  tweluc,arc  bars 
and  hinderances  to  marriage^  according 
as  Cardinall  hath  comprehen¬ 

ded  them  in  thefe  verfes. 

Brr or  ^conditio  j^ot  am  ^cognatio^crimeny 

C  ultus  difparitm^^iS'iOrdodigamenfonefias 
S  i fis  ajfnis^  ft forte  coire  nequibis  : 

Uac f Qcianda  vet  ant  connum^  faBa  retra- 

{Bant, 

I  hauc  a  great  dcflrc  to  difeourfe  particu¬ 
larly  on  cucry  one  of  thefe  caufes,  if  1  had 
not  fuch  a  multitude  of  other  matters  to 
Ipeakc  of-  let  therefore  ('for  this  time)  fuf- 
ficc  that  which  hath  bin  faid.  And  for  liich 
as  are  louers  of  Poefie,  I  referre  them  to 
the  renowned  Poet  Scauola  de  S,  Martha^ 
partly  turned  and  imitated  out  ofthe  fiftc 
hookc  o( Marcellns  Palingeniusy  a  Latinc 
Poet, in  his  Zodiack  of  Life, where  he  fin- 
geth  elegantly  in  ihcpraife  of  Marriage. 


CHAP.  IIIL- 


Twcluc  cfpe- 
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and  hinder 
inairiage. 


OfParthsrit0s,Ktng  ofthe  Lombards ,  who 
being farfued  by  Grimoald,  fiedde fir  ft  to 
Cacanus,  Kingofthe  Amriansor  Huns, 
afterward  into  France.  And  in  the  end  4 
ter  many  heavy  and  troublefom  Trauayls  j 
Was  (with great  honor  and renowtK,fta- 
tedinhisawnekingdome.  ^ 


Anhariteswis  fonneto  Al- 
King  ofthe  Lombards, 
who  (after  the  death  of  his 
tather)  reigned  at  MylUine-, 

•  A  ft?/ brother, at 
^ma.  A  ftnfe  and  quarrell,  growing 
I  betweene  the  two  Brctheren, 

- - -  'fent 


CardXatetan 


-  \  • 


Chap4.  Of  Partharites  King  of  Lombardy, 


PaulusDiaco’ 
nus  fets  (iown 
ihishiftorie 
more  ac  large. 


Grimoald 
gaue  ouerhis 
Dukedome 

CO  his  SonnC) 
in  hope  of  a 
I  Kingdorrc. 


fent  DukcofT^//?^,  towardes  j  City  he  called  to  a  Gentleman  of 

Grimoald ,  Duke  of  Betjeuemum  y  a  verie  his^  x\2Lm(:d  Fnulphpi^  ,  in  whom  his  inti- 


generous  Captaine  and  Commaunder^ 
requiring  his  afliftance  Part  hart- 

tesy  with  lolcmnc  promife ,  of  giuing  him 
his  Sifter  in  marriage.  But  Garihaldintcn- 
dingtreafon  to  his  Lord  and  Mafter^  per- 
fwaded  Grimoald ,  to  come  and  poffcfle 
the  kiugdome  to  his  owne  vfejWhich(tho- 
rovv  dilcord  betweene  the  two  brethren) 


mate  truft  wholly  confifted ,  fending  him 
before^  to  acquaint  Grimoald  with  his  co¬ 
ming  3  and  to  dcale  iuftly  for  his  fafetie . 

Vnulphu^  prefented  himfelfe  before  the 
new-made  King,  vfing  fuch  wife  and  ho¬ 
nourable  language  to  him  3  concerning  topanharites 
Partharites  hjs  King  and  Maifterj  making 
recourfe  to  his  royal!  mctcic  ,  and  triifi- 


Vnulphus  a 
loiali  feruant 


was  growne  to  wcake  eftate,  and  verie  ingoncly  in  his  goodnefte^tbathe  would 


Partharites 
:fied  and  left 
biskingdome. 


Grimoald  fuf- 
fered  noc  Par¬ 
tharites  to  a- 
bidewich  Ca- 
canus. 


A  hard  cafe, 
when  a  King 
is  conftrained 
:o  truft  to  his 
enemy  for 
mercie* 


neare  vpon  vpon  vtter  mine. 

When  Grimoald  vnderftood  this  3  hec 
gaue  ouer  his  DwVQ.^oinQ  oi'  BeneneMum 
to  his  fonne ,  creating  him  there  as  abfo- 
lute  Duke  3  and  ,  with  the  greateft  forces 
he  could  get  together,  prepared  bis  iour- 
ney  for  Pauia ;  and  in  allcittics  and  towns 
as  he  pafled  along ,  begot  himfelfe  ftore 
offriends ,  for  bis  better  helpe  in  obtayn- 
ing  thekingdome.  Being  come  to 
and  entring  intopriuate  conference  with 
Gondehert  :  by  clofc  pradife  and  intelli¬ 
gence  with  Garibaldy  Gondebert 
at  a  Banquet  3  and  he  made  pofTefTour  of 
thekingdome.  No  {oov\Q.x6\AParthm- 
hearcthefefadtydings  ,  but,  leaning 
faire  Rhodalmda  his  wife  and  QueenCjand 
a  yoong  fonne  of  his  (both  confined  by 
Grimoald  to  Beneuentum  for  clofe  cuftody) 
fled  fccrecly  away3  making  his  recourfe  to 
Cacanta^va^  of  the  Auariam  or  Humes* 
Grimoald  hauing  made  ftire  his  King- 
dome  at  Pauia  y  and  vndcrftanding,  that 
Parthariteskem^A  his  fafetie  with  Caca- 
nt^s:  fenc  Ambaffadoiirs  to  him  3  to  let 
him  know ,  that  ifhee  kept  Partharites m 
his  kingdome,no  long  peace  fhould  con¬ 
tinue  betweene  him  and  the  LombardeSy 
blithe  rnuftexpeda  King  as  his  cneinic. 
According  to  this  Ambaflagc  ,  the  King 
of  the  Auariam  called  Partharites  to  him 
in  fecret, defiring  him  3that  he  would  wan¬ 
der  whither  himfelfe  pleafed:  becaufe 
(thorowhismeancs)  the  might 

not  fall  into  the  hatred  ofthc  Lombardes, 
And  fojVpon  a  royall/ad  and  mutual!  in¬ 
terchange  of  wofu  II  lamentations  on  ey- 
ther  fide  5  the  two  kings  parted,  as  might 
haue  nioued  piety  in  Marble  to  behold  it. 

FarthariteSy  fruftrated  now  of  all  helpe 
and  comfort,  returning  into  Italie  againe; 
purpofed  his  repaire  to  his  enemie  Grimo¬ 
ald  y  confiding  on  his  kingly  clemencie, 
bicaufe  he  weas  left  deftitute  of  any  other 
fuccour  •  And  bccing  come  nearc  to  the 


freely  fubmit  himfelfe  to  him,  if  he  (with 
the  like  benigniiie)  would  Vouchfafe  to 
embrace  him 

So  effedually  did  Fmlphus  deliuerhis  pj^rtharitci 
meffage,  and  Grmoald  (cyther  in  pride  or  .  prdenteth 
p!eaftirc)acccpt  it :  thathee  ptomifed  and  binaldfebe- 
fware  vpon  his  faith^  no  difplefure  fhould 
any  way  be  done  to  the  King  his  maifter^ 
he  might  come  when  he  would,  &  builde 
fecurely  vpon  his  faith.  HmlphttSy  hauing 
brought  backe  this  aunfwere  to  Parthari¬ 
tes  y  hec  went  and  prefenred  himfelfe  be- 
fore  Grimoald  y  meercly  proftrate  at  his  Joaidand 
fcetc,  who  took  him  vp  gracioufly,  8t  in  Parcharices 
moft  friendly  manner  kifled  him :  where- 
vppon  3  Parthariteshcgmxiclhus :  Sith  I 
am  your  humble  vaffaile  and  feruant,  and 
knowing  you  to  be  moftChnftian,  and 
afaithfull  loner  ofpietie :  though  I  might 
line  fate  among  Pagans,  yet,  buiiding  vp¬ 
on  your  mildnfcffe  and  mercy,!  am  comc^* 
and  hecre  yeeld  my  felfc  at  your  feete. 

Grimoald\(\ng\\\s  accuftomed  oathes, 
promifed  him/aying^iiB^  him  that  made  me  -  proteftadons 
to  be  bornOy  feeing  you  haue  put  your  fdfe  m-  P^r^haiitcs 

rs  my  power ,  you  jhallfuffer  noharmeame 
way  whatfoeuer  •y  but  I  will  take  fuch  or  dery  he  gaue 

'  that  you  Jlall  Hue  well  and  honorably,  S  o  h  c  i 
commanded  him  a  conuenient  lodging, 
with  entertainement  aunfwerablc  to  his 
qualitie ,  and  all  things  affoorded  to  him 
in  plentifull  maner.  Parthariteshting  de¬ 
parted  from  the  King  3  to  fuch  place  as 
was  appoynted  for  him^  it  came  to  paflTc, 
that  the  people  flocked  and  reforted  dai. 
ly  thither(hauing  formerly  knowne  &  ho¬ 
noured  him)  earneflly  defiring  10  fee  a;id 
faluce  him. 

But  fec^ow  ready  cuill  tongues  arc  to 
commit  mifchiefc  3  diuers  flatterers  and 
audacious  Informers,  obferuing  the  peo¬ 
ples  kind  greetings  co  Partharites :  repor¬ 
ted  it  in  fuch  maner  to  Grimoald^  that  they 
incenfed  him  very  ftrangely ,  perfwading 
him,  that  if  he  did  not  the  fooncr  procure 
I  K  k  k  k  2  the 


Sycophants 
and  jflattcrers 
arc  alwayes 
too  neare  a* 
bout  kingsand 
princes. 
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Of  Partharites  King  of  Lombardy.  i  o  Booke 


The  death  of 
Partharites  is 
vowed  by  Gri 
moald. 


the  death  of  Partharites^  hce  would  bee 
ihaken  out  of  his  kingdom,  yea,  and  lofe 
his  life  likewife;  for  Partharites  lodging 
feemed  now^rathcr  to  be  a  Court  then 
h\^,GrmoddhQC\n^z  man ouer-eafie  in 
belccfe,  and  led  away  with  the  Icaft  per- 
fwafions^  became  fo  confounded  with 
iealoufie  and  diftrufl,that  (neucr  remem- 
biinghis  lolemnc  oathes  andpromifes) 
he  fell  into  an  extraordinary  rage,  and  in 
extremity  of  heatc  and  chollcr,  fwore  the 
death  of  innocent  Partharites^  wanting 
nothing  but  aduicc  and  meancs,  how  it 
might  both  fafely  and  fodaincly  bee  effe¬ 
cted. 

NoWjbccaufe  it  grew  fomewhat  late, 
and  on  the  morrow  the  deed  muft  needes 
be  done  5  he  caufed  (that  Euening)  great 
ftore  of  delicate  mcates  and  wines  to  bee 
fentto  P4r^/;4;'/^^’^,purpofely  to  make  him 
drunkc  :  that  being  ouercome  with  ea¬ 
ting  and  drinking,  and  all  his  fenfespof- 
feffed  with  drowfineffe,  hce  might  baue 
the  Icffc  care  of  his  health,  and  fo  his  life 
be  the  fooner  betrayed.  But  a  Gentleman 
who  before  had  ferued  the  father  of  Par- 
tharites,  and  brought  him  thefc  lunkcts 
from  the  King  :  ftouping  his  head  lowc 
beneath  the  cable,  as  doing  him  rcuerece 
and  embracing  his  knee,  fecrctly  reuealed 
tohim^how  Grimoald  had  concluded  his 
death, and  tha^  this  nightes  iouiall  drin¬ 
king  fupper,  mufl  be  a  folcmne  induCiion 
thereto. 

Heereupon,  Partharites  immediately, 
(but  very  coucrtly)  gaue  order  vnto  his 
Cup  bearer  arid  Tafter,  tofill  andbring 
him  no  other  drinkc  all  fupper  while,  but 
fbme  fmall  quantities  of  water  oneiy, and 
in  his  priuate  filuer  Bowie.  So  that  the 
ot  parthatites  Courticrs  (who  wcrc  fcnt  to  kccpc  him 

mpreuentinc  \  rc  1  r  ‘ 

fheXreaion  Company)  quathog  and  carowling  many 
prepared  for  healths  of  the  King  to  Partharites^  defi- 
him.  pledge  in  like  man¬ 

ner,  as  thereby  expreffing  his  louc  to  the 
Partharites  accepted  all  their  feue- 
rall  charges,  protefting  all  honor  and  re- 
ucrence  to  Grimoald^iovtSmg  vp  cup  after 
cup  as  readily  as  they,  (ceming  as  merric 
as  any  of  them  all,  and  yet  dr^k  nothing 
clfe  but  water.  Supper  being  ended, and 
the  Courtiers  returning  back  to  the  king, 
reported  the  iocond  behauior  of  Part  ha- 
rites ^  and  how  forward  ftill  he  was  in  tur* 
ning  off  his  owne  BolIe.,as  readily  as  they 
did  theirsjand  neucr  refufed  to  pledge  his 


One  of  Gri- 
moalds  owne 
Gentlemen 
bewrayed  the 
treafon  • 


Th?  wifedom 


Highncflc  health,thinking  him  to  be  very 
farre  fpent  with  wine.  W  hcreat  Grimoald 
heartily  rcioycing,  merrily  faide  5  Alas 
foore filly  Drunkard^  little  thinkeshee^  that 
the  Wine  and  his  blood  ml  lye  mingled  on  the 
earth  to  morrow  together^  in  defpight  of  all 
the  friends  he  hath. 

The  fame  night,  he  fcnt  ftrong  guards 
to  watch  about  the  houfe  where  Partha¬ 
rites  was  lodged,  bccaufe  he  fhouldhauc 
no  meanes  to  efcape,  nor  any  frends  com 
to  giiic  him  affiftance.But  the  poor  harra- 
IcfTe  Prince,  when  fupper  was  paft,  and  al 
the  Courtiers  departed  thence  (remay- 
ning  alone  in  his  Chamber,&  none  with 
him  but  JTnulphm ,  and  a  Page  that  vfed 
to  wane  neereft  about,  to  helpe  his  Gar¬ 
ments  both  off  and  on,  they  becing  both  ; 
his  faithfull  k  ruants,  and  in  whom  he  re- 
pofed  molt  confidence  ;)  he  dilcoiiered 
plainely  tothem  ,  how  peremptorily  his 
death  was  concluded  on  by  Grimoald^  and 
what  a  ftrong  watch  was  let  round  about 
his  lodging,  fo  that  now  their  poor  Lord 
and  Maifterslife  muft  needs  penfh  by  his 
treachery. 

Vnulphus  hailing  a  prompt  and  icadie 
witte,louing  his  Lord  deerely,  &  caring 
for  no  danger  tohimfelfe,  fohec  might 
fet  him  free  from  perill ;  by  means  of  ccr- 
taine  Blankets  belonging  to  a  bedde,  and 
a  Bcares  skinne  which  he  found  there  in 
his  chamber  by  chaunce,  fo  fubftantially 
be  difguifed  Partharites^  that  it  was  im- 
poffiblcto  diftinguifh  him  from  a  mecrc 
Country  Boore  or  Pezant,  and  his  coun¬ 
terfeiting  drunkcnncffe,made  the  mat¬ 
ter  to  feeme  the  more  likely .  Fnulphus 
had  gotten  a  good  Faggot-ftick,  and  pre- 
tending  fwcating,  with  beating  that  drun 
kcnRafcall  (forfo,  and  fomtimesworfe 
he  commonly  called  him  )  tumbled  him 
firftdownc  the  ftaires,  and  laftlyoutof 
doorcs,  labouring  ftill  as  if  he  hadgiuen 
many  fore  blowcs .  Which  when  the 
Guardes  there  attending  perceyued^they 
demaunded  of  Vnulphus ,  what  was  the 
matter  f  Hce  anfwercd,  faying  *.  Here  iis 
a  drunken  flauc,  who  while  the  Lordcs 
were  hecre  at  Supper  with  Partharites  ^ 
hath  fecrctly  gotten  in,  and  ftolne  him- 
felfe  ftarke  drunke;  keeping  fuch  a  terri¬ 
ble  noife,  that  my  Lord  (who  is  as  drunk 
as  hce)  I  feare  can  cake  no  reft,  and  by 
no  meanes  would  I  haue  him  to  bee  di- 
fturbed. 


Thcbcft  and 
quickeft  wit* 
ted  driKkcn, 
may  fomtime 
be  dcccyucd. 


Partharites 
di^coueieth 
his  danger  to 
Vnulphus  and 
his  Page. 


The  cleancly 
Ihift  of  Vnul* 
phus  tolaue 
the  life  of  his 
kingly  mailer 


Vnulphus 
cunningly  bc- 
guilcthibc 
Guard, and 
gaineththe 
efcape  of  Par* 
tharices. 


No 
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Ghap.5»  OfPartharitcs  King  of  Lombardy'. 


Fucry  thing 
futcd  well  for 
the  Kings  fafe 
dcliucring 
Irora  hif  enc* 
fuie* 


Grlmoald 
fends  for  Par- 
iharitcs  to 
the  PalacCjin 
hope  to  exe¬ 
cute  hitf  will 
vponhim.^ 


Vnulphus  and 
the  Pape  vio- 
Ictly  haled  to 
Court, the 
whole  matter 
confcHcd. 


udring  the  nianer  truely  how^  and  dread¬ 
ing  no  inflidion  for  the  fad.  When  Gri- 
moald  had  aduifcdly  confidcred  on  theyr 
faith  and  loyalty,  he  called  them  fcuerally 
againe  before  him^  wifliing  he  had  fuch 
an  other  faithfiill  Page,  exhorting  him 
carncftly^to  keepc  his  loyalty  to  his  Lord 
Partharites,  promifing  to  rccompecc  him 
worthily  for  it,  Fndphiis  afterwards  was 
brought  againe  before  him,  and  the  king 
greatly  commending  both  his  wifedomc 


No  doubt  at  all  made  the  Guardcs  of 
Fnulphfii  his  words,  but  laughing,  to  fee 
the  (Uiie  belabored  fo  liiftilyjlufFcred  him 
to  driuc  him  on  hefbfe  him,  bidding  him 
beate  ftill^and  fpare  him  not While  the 
Guards  flood  laughing  at  this  merry  ieft, 
no  man  needed  to  bid  them  make  hafl,  Se 
Panhames  being  quickly  got  out  of  fight, 
Fnurlphti^  returned  to  the  lodging ,  which 
made  the  Guards  the  more  confidently 
perfwaded,  and  fecured  the  King  from  all 
purfuite .  Moreoucr,  after  the  Kings  de¬ 
parture  in  that  manner,  the  faithfull  Page 
kept  the  doors  locktvpfaft,  xi[\Fmlphu4 
was  returned  againe :  where  they  t  wo  on¬ 
ly  remained  in  the  chamber ,  praying  for 
their  Kings  profperous  fucccffc  5  who  ar- 
riued  that  night  at  the  Towne  of 
from  thence  (paffing  the  mbuntairics) 
went  into  Fraunce^ 

On  the  morrow  rnorriing,  meflenc^ers 
came  from  the  King  ,  to  bring  Parthariies 
to  the  Pallace,  and  beating  at  the  doore, 
the  Page  fpakc  ouc  at  the  windowe,  fay¬ 
ing:  Good  Gentlemen  forbeare,  bis  Ma- 
icflie  hath  drunkc  fomcwhWt  bard  ^is  very 
lleepy,  and  therforc  I  pray  ye  trouble  not 
his  teft.  Whereto  they  in  modefty  yeeld- 
ing',  went  and  reported  the  fame  fo  Gri- 
moald,  who  wtll  liked  that  he  fliould  fleep 
fo  long :  yet  fenr  them  againe  in  all  hafte, 
and  hovvfocLicr  (awake  or  aflcep)to  bring 
him  away  with  them.  The  Souldicrs  fear¬ 
ing  to  difpleafc  the  king, came  and  knockt 
earnefliy  at  the  doore  5  but  being  intrea- 
ted  by  the  Page,  as  aforcfaid,they  boldcly 
broke  the  doore  open ,  &  feekingforP^jr- 
tLmtes  'm  his  bed,  found  him  not,  which 
made  them  to  demaund ,  what  was  be- 
com  of  hiiiij  &  the  Page  faid,hc  was  fled. 

Prcfcntly  were  Fnulph^  and  the  Page 
feized  on,  and  haled  furioufly  to  the  Pal- 
lace,wherc  being  broght  before  the  king; 
with  vnappallcd  countenance, they  tolde, 
that  the  King  had  efcaped  with  life,  difeo- 

'•t 


{lane  feiuanc. 


The  honora¬ 
ble  dealing  of 
Grlmould  with 
Vnulphus  and 
thcPagCj  fen* 
ding  theai  af¬ 
ter  their  royal 
3faifter. 


^  _  -  — ■ 

&  honefly;  demanded,  whether  he  wo  uid 
chufe  to  line  with  him  in  good  grace  and 
acceptance,  or  ioWpyj  Par  tberues  in  the 
extremity  of  his  fortunes  ?  whereto/^///-  , . 
phiis  raid,witli  dh  oath^That  he  would  ra- 1 
thcr  chufc  to  die  with  Partharites^m  a!  tor  1  foy^n  and  con 
ments  whatfociier ;  then  line  anywhere  ‘ 
clfe ,  with  all  the  plcafiirc^  and  delights 
that  the  world  could  giuc  him. 

.  The  fame  demand  was  alfb  made  to  the 
Page,  &  bis  anfwcr  was  the  like  in  efFe(fl  ; 
whereon  the  King  highly  extolling  theyr 
vnparalcld  loyaltic;  prayed  them  both,  to 
com  rn  apnd  wh  atfbeu  cr  hi  s  C  o  urt  aftobr- 
dcd,&  go  in  all  fafety  to  feek  their  maft  er. 

Prouided  of  all  things  they  could  defire 
or  carry  with  them,  and  fecuritic  granted 
for  their  fafe  paflage  5  they  fet  onward  to 
France ,  in  a  longing  defire  to  mcctc  with 
Parthmtes\  as  loone  after  they  did  ,  to 
great  ioy  and  comfort  on  euery  fide.  But 
firft,newcs  being  abroade,  that  Grimoald 
hadvnited  peace  with  Kingof 

Fr ance.'it  made  Partharites  fearful  of  fomc 
dole  ambnlhcsto  be  layed  fpr  him,  &  (b 
he, might  be  lent  backs  to  Grimoald  again: 
which  made  him  to  ihip 

himfclfe  for  England‘s  all  which  calamities 
happened  to  hitH,  before  his  two  faithful] 
feruants  could  any  where  finde  hinfi. 

Being  onthe  Sea  all  together,  and  (in 

hope  ot  good  fuccefle)  bond  for  England, 
they  had  not  paft  a  full  league  from  land  ; 

But  Partharites  heard  a  voyce,  feeming  to 
come  dircdly  from  the  fhoare  where  hee 
took  fhipping, demanding  in  this  maner  ; 

Speake  there^is  Partharites  in  thejhip^or  no? 

Partharites  replycd  without  paufing  i  who 
is  it  that  calleth  Partharites?  I  am  that  mo i? 

*vnhappy  man^  and  ( blejjed  be  heauen )  heere 
/  am .  Tell  him  then  (anfivered  the  voyce) 
his  name  C ountry  calks  him  home,md  fur- 
ther  hemay  mtgoes^  for,  within  three  dayes, 

Grimoald  is  dead.  Partharites  amafed  at  tliis' 
ftrangc  accidcnt,rcquired  fauor  to  be  lan¬ 
ded  with  his  feruants  again;  but  could  ne- 
uerknow  him  that  toldethofe  tidings  of 
GrtmoaldsA^nh^  which  made  him  vlrily 
perfuadcd,thatfl  was  no  mortal  man, but 
his  ownc  good  Angel! ,  that  thus  enftru- 
ded  him,  after  his  paffing  thorow  fo  ma¬ 
ny  miferies. 

Partharites  returning  home  againe,  to- 
wardes  hisowne  nariue  Countrey ,  bee 
was  no  fboncr  arriued  at  the  limites  of  /- 
he  met  there  with  a  goodly  com- 
Kkkks  pany 


A  flrange  and 
®yracuJou’> 
accident  hap, 
pcn.ng  to  Par 
tharites.fay-, 
iing  towards' 
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Of  the  Sorbonnifts. 
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A  goodly  Mo- 
naSery  buil 
ded  by  Par- 
iharitesjneerc 
to  ihc  Rmer 
Thefina  in 
Italy, 


pany  of  Lowlpards  Laurcll  wreathes 
on  thdr  heads,  and  Palme  branches  in 
their  hands ,  who  purpofely  attended 
there  for  his  cotnming,  and  fo  conducted 
him  ioyfully  to  Pam  ^  from  whence,  the 
Sonne  being  expelled, he  was 

there  (by  gencrall  confent)  created  abfo- 
utcKingof  ihc  Lombards ^  within  three 
moneths  after  the  death  of  Grimoald.  He 
difpatched  Poafts  to  Beneuentf^m^in  queft 
of  Rodejitidahis  Queenc  and  Wife,  as  al- 
fo  his  fonne  Cumbert.And  being  a  man  pi¬ 
ous,  Catholique,  a  great  obferuer  of  lu- 
ftice,and  charitable  to  the  poorejfo  foon 
as  he  was  quietly  feated  in  his  kingdomc, 
hebuilded  a  goodly  Monaftcryancerc  vn- 
co  thcRiuerrt^/?»^5  in  which  ]fomctime 
he  had  concealed  himfelfe,  when  he  was 
enforced  from  place  t6  place  j  dedicating 
the  Temple  to  Godsferuicc,  and  in  ho¬ 
nour  of  Agatha  the  Virgin  &  Martyr, 
planting  therein  many  religious  virgins, 
and  endowing  it  with  great  liberality  of 
rents  and  reuennues.  His  Queene  alfb, 
after  her  many  troubles,  and  long  repara¬ 
tion  fro  her  husband, ereded  the  Church 
of  our  Lady  without  the  wallcs,  beftow- 
ing  infinite  rich  and  precious  ornaments 
thereon.  And  at  length,  Partharites  (ha- 
uing  reigned  cighteene  yeares)  changed 
this  mortall  life  for  a  better,  to  the  great 
greefe  of  his'  louing  Subicits  the  Lorn- 
^  bards. 

Nor  may  we  hecre  omit  to  fay  fome- 
what  of  Dukcof  the 

profecution  bcginncr  ot  this  poore  Princes  calamx- 
of  theHifto’  ties.Hehauinginftigated  (as  hath  bin  re- 
l^ted)  Grlmoald^  Duke  of  Bfneuentum^  to 
baidjihc  I  murder  Gondebert^  King  of  the  Lombards  ^ 
DukcofThu-  trcacheroufly :  within  no  long  while  af¬ 
ter,  a  ccrcainc  meane  man,  of  little  or  no 
refpe6tat  all,  comming  to  the  Cittyof 
Thurine^  and  vnderftanding, that  Garibald 
would  be  in  the  cheefe  Church  on  Eafter 
day  neerc  enfuing  5  flood  on  the  fleps  of 
the  Font  for  baptifme, leaning careleffely 
onhislcftarme,  byacollome  of  the  Ta¬ 
bernacle,  being  at  the  very  entrance  into 
the  Church ,  hauing'  a^wcapon  ready 
drawnc  vnderhisCloake.  Sofooncas 

inulechcefri  camc  to  bcc  nccrc  him  he  ^not 

Church  vpon  Tearing  all  the  trainc  about  him)  fudden- 
ly  ran  die  Rapier  quite  through  his  body^ 
a  poore  1  y  inftantly  he  fell  downe  dead,Such  as 

attended  being  fomc what  ama¬ 

zed  at  fo  vnexpe6led  an  accident,  purfu- 


ingthc  murderer,  could  faften  no  hold 
on  him,vntill  they  hadflaine  him^with 
many  weapons  being  in  his  body  at  once. 
So, although  he  loft  his  life ;  yet  couragi- 
oufly  he  reuenged  the  injurious  aci:,coii> 
mitted  on  Gondebert  his  Lord  &  Maftcr# 


nne 


fellow. 


CHAP.  V. 


^  what  manner  of  men  thofe  wre  and  are^ 
that  be  called  Dolors  of  Sorbonne^grSor- 
bonniHs.  "  % 


Am  furc  there  arc  many, 
that  ncuer  faw  the  good¬ 
ly,  rich,  populous,  com¬ 
modious,  and  well  go- 
uerned  City  and  Vniucr- 
fity  of  paru\  and  yetdi- 
uerstbat  hauefeencit,  orread  the  Anti¬ 
quities  thereof  may  perhaps  be  ignorant, 
what  kindcof  men  they  arc,  that  bearc 
the  title  or  name  of  Doftors  of  Sorbonne, 
For  all  other  Dodors  ’  arc  honoured  by 
thofe  Cittics  names,  wherein  they  rccci- 
ued  their  degrees ;  As  Dodoursof  Lou- 
uaine^oi  Poi^urs^of  Voway ^  of  Tholoffa^ 
of  Montpelier ,  of  Pauia^  of  Bologna  ,  of 
T ubinge^  of  Fribourgey  and  fo  of  diuers  o- 
thcr.  But  the  Dodloursin  diuinityof 
Sorbonne^czxc  their  name,  not  of  the  Ci¬ 
ty  where  they  rccciued  their  licences  and 
degrees  Dodorall^but  ofthe  place  pecu¬ 
liarly.  A  matter  which  hath  much  ama¬ 
zed  many raifed  doubt  in  diuers  other, 
that  lieucr  had  the  happinefle  to  vifit  Pa- 
r^jin  which  refpeft  J  purpofe  to  fet  down 
the  true  originall  thereof,  how,  and  vpon 
what  occafion  it  camc  fo  to  paffc, 

Itistobcvnderftood,  aslhaucclfe- 
whcrc  faidc,  that  the  courfc  qf  nature  will 
fooncr  failc  5  then  people  be  any  Other 
but  as  their  Princes  are,as  cafsiodorns  fai- 
eth .  King  Lewis y  ninth  of  that  name, 
reigning  King  in  FrancCy  whereas  other 
Princes  dcu  fed  (eucn  as  to  this  day  many 
do)  how  to  build  Palaces  &  vnprofitablc 
houfcsjfor  pridc,luxury  and  prodigality  : 
this  holy  8c  religious  King  caufed  Chur¬ 
ches  to  be  ercdedjHofpitals,  Abbayes, 
Colledges,&  other  places  of  piety  jin  imi¬ 
tation  of  whom, many  of  his  Subiefls, 

other 


AllDoftorf, 
except  they 
of  Sorbonne, 
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The  holy  life 
of  Lewis  the 
ninth, com* 
monly  called 
S«int  Lewis. 


» 


phap.  5. 


Of  the  Sorbonnifts. 


bought. 


other  ftrangers  did  the  like.  \ 

Amongft  other,  there  was  a  Diuinc  of 
the  Kings  houfCjhis  Almoner,  and  one  of 
his  Preachers ,  who  was  thought  to  bee 
proiiided  of  fome  good  Benefice  5  yet 
ney  ther  enriched  his  kinred ,  or  fpent  his 
reuenues  in  vanities ^as  too  many  church¬ 
men  now-adayes  vfciodoc.  This  good 
man  was  called  Matter  Robert  deSorbonne: 
but  to  relate  further ,  of  what  Nation^hee 

I  was,  or  ofwhat  Family  3  hath  fcarcely  (as 

Aat  «^his  bcene  difeouered  by  any.  In  briefe, 
day  is  called  mooucd  in  great  pietie ,  and  by  the  cx- 
Sorbonne,  jamplc  ofhisKing;  hee  bought  a  place, 

whom^h  was5 ;  which  vfually  was  called  in  Larinc,  Locum 
Termarum  C  afar  is,  that  is  to  (iy^The  place 
of  C afar s  Bathes .  And  it  is  fayd,  that  lu- 
lian.  Nephew  to  the  Emperour 
tine  ^  Gouernoiir  of  the  GauleSy  cauf(^d 
ihofc  Bathes  to  be  builded,  and  the  Lod¬ 
gings  of  Cluny,  which  then  were  without 
the  Citty  of  Paris ,  and  as  places  of  ple'a- 
furc :  according  as  we  readc  in  foine  Epi- 
ftles ,  which  lulia^j  wrote  to  them  ofJf;;- 
tfoche.  The  faidc  lulim  was  afterwardes 
Emperour,  firnamed  the  Apoftata  by  the 
Chriftians.  And  then,  fuch  as  pretended 
to  the  Imperiall  Grownc,  termed  them- 
felues  Cafars :  as  now  at  this  day ,  fuch  as 
are  defigned  Emperours  after  him  lining, 
are  called  Kings  of  the  Romaines, 

In  this  place  there  is  apparance ,  that 
there  the  Cafars  Bathes  were,  as  euident- 
ly  may  be  diicerned ,  by  the  channclls  of 
hewne  ftonc ,  which  were  found  in  the 
yeare  of  our  Lord  God  ^  one  thoiifand 
fiuc  hundred  forty  and  foure ,  at  the  gate 
ofSaint/4Wi,  when  Baftions  andRam- 
pires  were  then  made,  to  refift  the  forces 
of  Charles  the  fift ,  Emperour ,  who  was 
entred  moFratmee  with  a  mighty  army. 
Which  gutters  or  coduds  of  water, were 
continued  from  the  village  of  Arcueill (fo 
named ,  in  regardc  of  Arches  builded  of 
Bricke,  as  yet  to  this  prefentare  to  bee 
feenc ;  or  of  the  Latine  compounded 
word  Aquadu^io)^r\d  reaching  into  Pa^ 
rk.  Thofeconduasof  water (crued  well 
for  thofe  Bathes ,  and  were  needfull  now 
to  be  renewed,  to  water  the  higher  parts 
of  the  Vniuerfitic  of  Park  ( which  haue 
great  neede  thereof)  if  my  maifters  the 
EfeheuinSy  would  therein  employ  theyr 
paines. 

As  already  hath  bccnc  fayd,  this  place 
was  builded  to  bathe  or  wafh  the  Remain 


Aquxdufts 
or  Gutters  for 
conueyjng  of 
water  from 
Arcueill  to 
Paris. 


Emperours,  Confiills,  Proconfulls,  and 
fuch  like,  and  was  bought  by  the  faid  Ma¬ 
tter  Robert  S  or  bonne  y  in  the  yeare  of  our 
Lord ,  one  thoufand  two  hundriid  three- 
fcore  and  foure.  Ifyoii  defire  to  know, to 
whom  (as  then)  that  place  appertaynedji 
mutt  therein  confeffe  mine  Ignorance,  al¬ 
though  I  haue  made  good  fearch  in  the  c- 
uidences,  belonging  to  that  place  of 
bonne, ^  clfcwhcrc  (fpecifying  large  rents 
&  reuenews  thereto  belonging, yet  much 
enlarged  by  the  bounty  of  Yi^Lewis  ^.king 
of  France  y  and  others,  calling  it  oxAySor- 
bonne ;and  finding  it  appoynicd,  to  main- 
taine  a  certayne  number  ofDoCtors,  whd 
ftiould  readc  publiquely  in  Diuinitics  and 
and  alfo  of  Batchcllcrs  to  ftudy ,  there  to 
be  lodged  and  maintained .  Whcrcup- 
pon,  from  that  time  to  this  prefent ,  the 
Profeffors  ,  Batchellers ,  and  other  Stu¬ 
dents  in  this  Collcdge ,  did  endcuoure 
thcmfclucsfoindiittnoufly ,  and  became 
fo  capable*,  as  there  is  hardly  any  other 
Collcdge  throughout  all  Chrittendome,’ 
wherein  may  be  found  men  fo  ready  and 
cxaitt  in  Diuinitie,as  they  arc  that  belong 
to  this  Sor bonne  C oiled  gc. 

The  Students  in  thisHoufc  ,  arenoc 
(as commonly  elfe-whcrc)  young  men, 
but  wel  ftept  in  yeares-,becaufe  they  haue* 
read  publiquely ,  enftruding  the  courfe 
of Philofophie ,  which  is  perfourmed  in 
three  yeares ,  in  regard  there  arc  as  many 
parw,  which  are  Logicke,  Phyficke  and  Me- 
taphyjicke.  And  many  times  fome  fuch 
arc  there ,  that  haue  made  three  courfes, 
which  arc  nine  ycarcs ,  and  employed  by 
them  in  publique  Leftures  5  before  they 
will  aduentureto  ftudy  or  readc  publikc- 
ly  in  Diuinirie^and  therefore  it  is  no  mat¬ 
ter  ofmaruell,that  there  (hould  continu¬ 
ally  be  fuch  fingulerly  learned  men  in  that 
Colled  gc. 

'  The  Doftours  and  Batchellers ,  oucr 
Sibefide  iheir  being  great  Philofophers, 
are  likewife  very  skilfull  in  humane  learn- 
ning,  and  vnderftandthc  tongues, 

Latine  and  Hebrew y  fpcaking  them  (for  the 
mottpart)  eloquently.  They  are  held  in 
fuch  reputation ,  that  (commonly)  they 
deale  in  the  greateft  difficulties,  and  in  all 
Ecclcfiafticall  occafions ,  their  aduice  is 
vyholly  vfed  5  the  Colledgc  being  reputed 
as  one  ofthe  beft  Bulwaiksto  the  Romain 
Catholique  Church ,  and  fo  accounted 
throueh  Chrittendome. 

Very 
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o.  Booke 


Admirable 
dirputatlons 
of  ihe  Doc¬ 
tors  of  Sor 
bonne, &  how 
their  order 
began  at  the 
Erft. 


Dofl^ours  of 
Path  arc  vfu 
ally  tearmed 
Dodouisof 
wouh  ande* 
ftceme* 


1 


Very  laborious  arc  they  in  their  difpu- 
tations  of  the  facred  Scriptures,  refolute, 
and  of  great  vnderftanding.and  the  genc- 
rall  difputes  vfed  in  this  Colledge,  arc  on 
cuery  Friday  after  the  Feafts  of  S.Teter  & 
S*Paul^  'm  thcMonethof  Iiinc,  vntillthc 
folcmnity  of  theFeaft  of  All  Saints^  the 
anfwercr  (landing  there  from  morning 
till  cucning,and  bound  to  anfwcre  all  the 
Batchcllors  Queftions,  which  common¬ 
ly  arc  aboue  two  hundred  in  numbcr^ciic- 
fV  one  keeping  his  rankc  and  place:  nor  is 
there  any  Picridcnt,  to  fupport  him  that 
anfwcrech,  whereas  all  other  faculties  do 
not  obferue  any  Rich  order.  It  is  repor¬ 
ted, that  this  cuflome  was  introduced  by 
a  religious  man,  ofthc  order  of  S-Fran^ 
c^/,who(to  make  proofe  of  bis  knoledgc) 
kept  open  the  Schoole  all  the  whole  day  ; 
and  his  fellowcs,  coucting  after  as  much 
honour  as  hee  hadjcontinucd  the  fame 
courfeXothatv*/hatlbeuerconfiftedin  the 
will  of  the  arguers  and  anfwcrcrs, became 
conuerted  into  an  inuiolablc  loiic. 

Learned  Dodlours  are  as  Afliftants 
there,  totheend  they  may  iudgeonthe 
merit  ofmen,  and  vndcrftand  withall,  to 
whom  the  prime  places  for  Licences  are 
tobegiuen.  And  thus  you  (cc,  why  all 
Oodors  in  the  faculcie  of  diuinity, which 
recciiie  their  degrees  in  that  place  oiSor^ 
bome-^  are  ftiled  by  an  Empha(is,Dodors 
of  S  or  bonne  ^  or  SorbomiHs^  bccaufc  that 
there  are  principall  ads  obferued,  to  ap- 
proue  the  learning  of  any,  that  would  a(^ 
pirc  to  haue  the  degree  of  a  Dodor.  And 
this  place  is  pcrticularly  noted,  as  well 
for  antiquity  (hauing  bene  one  of  the  ap¬ 
purtenances  to  the  Pallacelmpcriall,at 
fuch  time  as  the  Romanes  were  Lords  of 
Gmle^  as  I  declared  in  the  beginning  of 
this  Chapter,^  As  alfo  in  regard  of  the 
famous  men, renowned  for  their  learning 
and  knowledge^  that  line  (ordinarily)  in  a 
facred  fociety  in  that  Colledge.  In  which 
refped,  the  moft  part  ofthebett  Cittics 
ill  France^  Bifhoppricks  and  Collegiate 
Churches, refort  thither,  to  makcchoyfc 
of  their  Diuincs,to  prouide  them  of  Pre¬ 
bends,  and  other  reuennues  mcetc  for 
Rich  men. 


CHAP.  VI. 


That  the  Law  of  the  Emperour  Seuerus^ 
and  that  of  Solon  for  promoting  any  one  to 
office  and  Authority  in  the  Common 'Wealth 
( being  fir fi  informed^  of  a  mans  life  ^  good 
manners^  wa^  much  better  then  thofe  of  the 
Venetians ^  Florentinesy  Genewayes  and  Lu^ 
canes  ^  examining  after  the  time  of  their  lu- 
rifdiHion  is  pafi. 


He  Emperour 
rusy  the  eighteenth, 
reigning  in  the  yearc 
of  lefus  Chrift, 
albeit  that  he  was  no 
Cbriftian^  yet  (after 
the  example  of  Cbri- 
flianitv)  wold  ordinarily  fay  :  That  it  was 
great  fhamCy  tobeelejfecarefnll  of  the  life  of 
a  Gouernory  or  one  that  exercifeth  the  place 
of  iudgement  ^  then  the  ChriHians  were,  in 
the  quality  of  their  Shepheards  and  Watch- 
men  ouer  their  Flocks*  For  they  obferued  a 
kindeoj  Siquisy  or  a  Bill  fixed  <vpon  Poaflsy 
wherein  werefet  downe  the  names  fuch 
asafiiredto  anyEcclefiafitcall  dignity y  and 
examined  their  Hues  and  bchauiour  with 
firm  eft  feuerity .  In  the  very  fame  man¬ 
ner, this  good  Emperor,  when  hee  inten¬ 
ded  to  prouide  any  man  for  the  gouern- 
ment  of a  Prouince,  or  place  where  iudg- 
mentwas  to  be  vfed,  orwhatfocucr  clfe 
appeared  rcquifite:would  firft  fet  vp  pub¬ 
like  Placards,  or  Bi!s  of  infeription,  in  di¬ 
ners  places  about  the  Citty,  to  the  ende, 
that  if  any  notorious  vice  were  knowne, 
orcriminall  caufe  deferuing  open  detec¬ 
tion,  in  fuch  as  were  named  in  thofe  pub- 
like  Placards :  itwaslawfull  for  all  men, 
to  accufc  or  fet  downe  their  blemifhes  & 
incapacities,  that  no  wicked  or  vnworthy 
perfon, might  be  aduanced  to  Rich  degree 
of  eminency  •  Thus  eucry  one,  and  all 
in  general!  were  permitted  to  accufc ;  but 
yet  on  penalty  of  lifc,if  it  (hould  be  pro- 
ued  to  be  fcandall  or  calumniation,  and 
thcrcupon,an  cfpeciall  Law  was  ordained 
and  cnroulcd  cxprcfTelv. 

In  my  poorc  opinion,  this  Law  feem- 
cth  much  more  honeft  and  equall,  then 

thofe 
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A  good  ad- 
uice  againd 


It  is  better  to 
chafiile  (inne 
late;thennc* 
ucr. 


who  after  the  time  of  a  mans  Office  is  ex¬ 
pired,  or^that  the  limitation  of  his  go- 
uernment  ccaffeth :  do  then  make  enqui*- 
ry^to  caulc  him  render  an  account  of  his 
adminiftration,  and  then  proceed  againft 
him  according  to  his  demerits.  A  wicked 
Magiftratc,  and  publike  Concuffionary 
or  excortioner,by  giuing  a  piece  of  bread 
v^^awfuieua.  to  dogs  barking  aihim,  foto  flop  their 
mouths :  may  thus  falue  his  thefts^  and  o- 
ther  depredations  of  his  vile  life. 

It  is  much  more  expedient,  to  preuent 
adileafcjthen  to  tarry  till  it  comc,&  then 
to  cxpulfc  it :  notwithftandingjit  is  better 
late, then  netier>  to  the  ende  (at  the  leafl) 
that  feare  of  (earch  and  (yndication^may 
rctaine  Officers  within  compafle  of  their 
duty. 

And  yet  the  ordination  of  Solon(fx\c- 
thinks)  was  farre  better, whereby  the  lines 
of  Officers  was  to  be  examined, both  be¬ 
fore  and  after  their  authority ,as  we  rcadc 
in  the  lawes  fet  downe  by  DemoHhenes, 
For  by  examining  the  life  and  manners 
of  fuchjas  coLiet  or  feeke  after  degrees  of 
Offices, Benefices,  Knighthood,  exemp¬ 
tions,  immunities,  gifts  and  rewards,  if 
they  appearc  to  bee  foulc  or  deformed  ; 
not  oncly  they  may  be  reieded,  but  alfo 
diredly  (in  iufticc)  punifhed,  &  rewards 
diftributed  toKoneftperlons,  according 
to  the  merit  of  euery  man .  And  by  an 
hermonious  proportion,thcpurflc  fhold 
be  giuen  to  the  moll  faithfull  5  Armes  to 
themoft  valiant^Iuftice  degrce  to  the  vp- 
righteft  j  cenfurc  to  the  cntircft ;  painfull 
trauaile  to  the  firongeft  and  beft  able  5 
Prelacy  to  the  moft  learned  and  deuoii- 
teft.  And  yet  neuerthelcffe,  carrying 
relped  to  Nobility,  wealth,  age,  and  the 
power  of  euery  one,as  alfo  the  quality  of 
their  charges  and  offices:  for  it  were  very 
ridiculous,  to  make  a  Iiidgc  a  Warriour, 
a  Prelate  a  common  Lawyer,  or  a  Soldi- 
oiir  to  manage  cafes  ofconfcicnce. 

Now  for  the  better  coroprehenfion 
of  our  purpofe  in  this  Chapter,  it  is  to  be 
obferued,  that  Alexander  Seuerus  ncucr 
was  a  Chriftian:but  a  worthy  man  other- 
wife, and  when  he  made  that  Edid.  As 
being  defirous  to  place  good  Magiftrats, 
to  gouerne  in  tbeRomaine  Common¬ 
wealth  vnderhis  Empire  (finding  it  full 
of  Gxading  officers)  in  imitation  of  the 
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Chriftians  ^  eucn  (as  it  is  faide)  in  the  fe- 
cond  time  of  the  Primitiuc  Church.  And 
when  (for  any  perticular  Church)  any 
need  appeared  of  a  Biilioppc,  a  Prieft,  a 
Deacon , or  fome  other  Officer;the  Chii- 
flians  (in  thofc  times)  fixed  vpcheir  Pla¬ 
cards,  fettingdoWne  the  name  of  him  or 
them, that  fought  to  haue  fuch  office  and 
dignity :  they  did  it  to  fuch  endc,that  if a- 
ny  vice  were  knowne  in  him  or  them^ob- 
ietlion  might  bee  madeagainll  thepre- 
tendanr,  foto  debout  him  of  his  rcquili- 
tion  andfutc. 

And  queftionlcfTe,  great  need  there 
was, that  this  pollicy  fhould  bee  obferued 
among  the  Chriflians  5  for  the  Pagans  & 
Idolaters  then  (being  their  capitall  ene¬ 
mies)  fought  nothing  more,  then  fome 
fubied  or  argument,  whereby  to  iniuric 
and  calumniate  thepaftors  and  Prelates 
among  the  Chriftians, oncly  to  make  the 
odious  to  the  people.  And  they  that  were 
promoted  vnto  Ecclcfiafticall  Offices  in 
thofedayes,  had  no  other  ftipend  or  re¬ 
ward, but  only  fome  colle<ftion  of  Come 
and  other  matters,  among  the  Chriftians 
of  the  Churches  then,  to  make  them  gar¬ 
ments,  and  maintaine  them  poorcly  e- 
nough,being  prouided  of  thofe  places, & 
oftentimes  their  beft  afllirance  was  moft 
cruell  martyrdome.  And  that  which 
made  men  then  defirous  of  Ecclcfiaftf 
call  aduancements,  was  not  (as  now  a- 
dayes)to  deriue  thence  large  benefits  & 
rcuenniies:  for  then, there  were  not  any 
foundations  ordained,  neyther  were  any 
tenths  Icuicd  for  or  from  them  •  But  the 
Paftours  then,  inamoftfacred  kindeof 
charity ,coueted  to  cnftrutft  the  ignorant,- 
and  confirme  in  faiih,intimidatc,  affrigh¬ 
ted  and  difperfed  Chriftians,  perfecuted 
by  the  Romanes  and  other  Princes, onely 
for  the  Chriftian  faith,  and  to  encourage 
them  for  fuffering  martyrdome,  accor¬ 
ding  as  Eufebiu^s  (who  liued  in  thofe 
times)  hath  written  at  large. 

As  for  the  eftates  of  the  Fenetians^  Ge- 
newayesy  Lucanes^  and  others  now  cxcrci- 
fed  in  /r4^,they  arc  not  during  lifc,as  it  is 
in  France :  wherein  yet  it  is  not  much  a- 
miffejto  haue  information  of  them,  vpon 
the  expiration  of  their  charges,  tocaufc 
terror  in  their  offices  fucceffors,  for  beft 
carriage  and  behauior  in  their  dutic,lcaft 
a  further  inquifition  come  vpon  them.  In 
France,  eftates  and  offices  arccxercifed, 
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during  life  of  the  party  in  poffcllion :  but 
yet  with  caution,  that  if  he  commit  any 
vnbefeeming  adCjto  bee  inftantly  difmif- 
fed,  and  (oftentimes)  death  enfueth  ther- 
ypon  *  But  before  any  man  may  bee  fo 
aduanced,  the  Statutes  of  France  haue 
enioyncdjthat  good  information  muft  be 
made,  concerning  the  life  and  manners 
of  the  party  to  enioy  it  5  before  fuch  per- 
fons  as  hisMaiefty,  or  other  foucraigne 
Judges  (ball  appoint. 

The  Kings  of  Spame^c^uk  information 
of  life  and  behauiour,  of  any  that  aime 
at  degrees  and  offices,  before  they  are  ad¬ 
mitted  to  them.  And  moreouer,at  euery 
fiueyeares  end,fometimein  more,  and  in 
leffe  compaffe  of  yearcs  very  often  5  fe- 
cret  enquiries  &  informations  are  made, 
of  all  Officers  in  euery  Seigneury:  as  in 
all  chc  Spaines ,  the  Kingdomes  of 
ples,  Sicily^  MilUine^  the  lower  Countries 
of  Germany^  the  County  of  Eourgongne^ 
the  Diitchy  of  Luxemhourg^xA  other, 
namely  o(  the  places  where  they  cxercife 
their  Offices,  And  if  the  King  do  findc, 
that  they  mif  bchaued  thcmfelues  5  his 
Councell  depofeth  them,  appointing  o- 
thcr  in  their  places,  of  whom  (likewife) 
the  life  and  conuerfation  is  well  quefti- 
oned.  Sometimes  they  are  put  to  death, 
but  very  rarely jand  many  times  depofed, 
yet  without  note  of  infamy :  only  giuing 
therd  to  vnderftand,  that  the  King  is  not 
well  contented  with  their  feruicc.  Hecrc 
is  aifo  to  be  vnderftoodjthat  information 
commeth  not  oncly  againft  Officers  of 
lufticcjas  Acliiocates, Procurators,  Preg- 
j  notaries, Judges  foueraigne  and  fubaltcr- 
natc :  but  likewife  againft  Ecclefiafticks, 
and  men  of  warrc.By  which  means,euery 
one  is  compelled  to  containe  bimfclfc 
within  compaffe  ofdiity  •,  and  befide,  the 
eftates  &  offices  are  not  vendible. 


CHAP.  VII. 


of  the  reafn  and  caufe^  why  both  feme 
FrinceSy  and  alfo  feme  Common-wealths^ 
haue  alwaies  proj^eroujly  flourifhed  in  the 
times  ofwarre-^  andinpeacefuU  day es  haue 
runne  to  decay  and  mine. 

A  Lthough  I  difeourfe  in  this  Chapter, 
•^^that  fome  Princes  and  Common¬ 


wealths  haue  bin  very  happy  and  fuccef- 
full,  in  times  of  wars  and  molcftations  *, 
and  contrariwife,  in  times  of  peace  haue 
become  vicious,  running  on  to  ruine  and 
defolation :  yet  I  ney thcr  will,  or  do  thcr* 
byinferre^  that  warre  is  to  bceeftcemed 
more  neceflary  then  peace ,  But  I  will 
fhewthe  caufes  whereby  (nor  all  Com¬ 
mon-wealths,  nor  all  Princes  in  general!) 
yet  many  liued  more  vertuoufly  8c  happi¬ 
ly  in  the  times  of  war,  then  in  their  eaficr 
dayes  of  peace.  And  that  fo  foone  as  they 
came  to  enioy  peace  *  they  fell  into  ruine, 
vttcrly  lofing  all  their  greatnefle  &  fplcn- 
dour.  Euen  like  vneo  Iron,  which  not  be¬ 
ing  vfed  or  handled,  or  whereof  no  fre¬ 
quent  employment  is  made  5  riifteth  and 
confumeth  of  itfclfc.And  this  cnfiicd  by 
no  other  occafion,but  only  through  neg¬ 
ligence  and  want  ofrefped,  that  when 
they  cnioyed  the  Sunny  daics  of  peacej 
no  difereete  order  was  taken,  for  inftituti- 
on  of  good  life  and  pollicie,  and  how  to 
make  vfc  (as  men  ought  to  doe)  of  fuch 
fvi^ect  tranquility. 

Before  I  come  to  approoue  my  fay- 
ings  by  examples,  I  would  firft  make  a 
briefe  rclation,concerning  itie  a(ftions  of 
men  of  warre;  to  demonftrate,  that  it  is 
(almoft)  vtterly  incrcdib!e,that  any  good 
neffe  can  deriue  it  fcife  from  war.  For, 
who  is  a  greater  enemy  to  the  peacefull 
man,  then  the  furious  Soldior?  To  the 
mildcjmecke  countriman,  then  the  bloo¬ 
dy  Warriour  f  To  the  Philofopher^  then 
the  fierce  Captainef  To  the  wife,  then 
fooles  ?  Bccaufe  the  greateft  delight  and 
felicity  of  warriorSjis,  to  forradge  Coun¬ 
tries,  rob  the  husbandmen,burne  Towns 
and  Villages,  tomaffacre  good  men,  to 
giuc  all  licence  to  the  wicked,  to  befiegc, 
batter,  force  and  ranfacke  hoiifes,  to  kill 
olde  and  young,  to  fpare  no  age  or  fexe, 
to  rauifh  VViucs  and  Virgins,  to  bathe 
their  hands  brutifbly  in  innocent  blood, 
to  make  a  fpoileof  facred  things,  to  ru¬ 
inate  Temples,  toblafpheme  the  Name 
of  God,  to  trample  (vnder  their  foulc 
fcete)all  right  both  diuineand  humane. 
Thcfe  arc  the  fruites  of  warre,  highly  ac¬ 
ceptable  and  pleafingto  fiery-cyde  Sol- 
diors,  abhominable  to  good  men,  8c  de- 
teftable  before  God.  Needleffe  is  it  to 
amplifie  with  words,  that  which  hath  bin 
too  well  feene  and  felt  in  ouer-inany  pla- 
cesjwhofc  very  memory  hath  ftartled  the 
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foules  of  them  in  beft  fafety,  and  made 
ihcirhaire  ftandonendc,  that  thought 
themfelues  of  boldcft  refolution. 

If  then  the  cafe  (land  thus,  and  that  war 
hath  fo.  many  difcommoditics  and  mif- 
chiefes  waiting  vppon  it;  how  can  any 
good  enfue  from  it  > 

Further  wee  are  to  vndcrftand,  that 
when  Soldiours  arc  guided  by  Captaines 
voideof  iudgement,  vnderftanding  and 
vcrtiie;  alliheforcnamed  euilsandmil- 
chiefes  are  ordinarily  committed.  But  if 
thcyhauca  vertuous  Commander,  hee 
will  carry  himfelfe  (b  much  the  more  mo- 
deftly .  And  like  as  greatneffc  of  cou¬ 
rage  &  magnanimity,  is  a  bright  flaming 
Beacon,  leading  the  way  to  all  other  ver- 
tues,  andcxalteth  Princes  vnto  the  very 
higheft  point  of  honor :  cuen  fb  it  is  ver¬ 
tue  (onely)likewife,  thatmoft  difcoLira- 
geth  the  hearts  of  enemies,  be  they  newer 
fo  potent  or  powerful!  warriours,  and 
(oftentimes)  gaineth  the  vidory,  without 
a  blow  deliuered  on  either  fide. 

Heereof  1  intend  to  (et  downe  fome 
examples,  that  in  the  Roman  Commoin- 
wcalth,and  in  the  times  of  their  war^thcre 
was  greater  ftorc  of  vertuous  minded 
men,  then  when  they  liued  in  peace  and 
quietnefle.  Firft  let  vs  remember  Tmim 
Camilla ^  who  hauing  fent  backe  the  chil¬ 
dren  ,  which  the  Schoole-Mafter  had 
brought  into  his  Campe,  to  make  them 
bondflaues  to  the  Romanes  *,  conquered 
the  Cicty  without  one  blow  fniitten, 
which  neuertheleffe  was  very  ftrong,  and 
well  furnifhed  with  ai  warlike  munition. 
And  Fabrittus^  bailing  fent  the  Phyfition 
to  king  Pyrrhfi^,xh^i  had  promifed  to  poi- 
fon  him,  and  Tefufed  the  moity  of  his 
Kingdomes ;  although  he  was  one  of  the 
very  pooreft  Romane  Gentlemen,  and 
caufed  the  prifoners  ranfome  to  be  paidc, 
which  had  freely  deliuered,  not 

fuffering  the  meaneft  of  them  to  ftand 
beholding  to  fo  great  a  King.  And  Sci- 

f  'tOy  who  (without  any  painc)  conquered 
a  great  part  of  both  iht  Spaines ;  by  fend¬ 
ing  a  lady  of  rare  beauty  co  her  husband, 
the  Prince  of  cdtibem^  according  to  the 
example  of  .  Thefcfb  generous 
and  vertuous  ad:ions  3  cooke  away,  all  I 
courage  from  enemies,  to  make  war  any 
longer  againft  fuch  magnanimous  peo¬ 
ple  5  who  neither  could  conquer,  nor  yet 
be  conquered,  by  bafeor  vnbefeeming 


bchauiour. 

And  yet  this  was  much  better  made 
knownc,  after  the  great  day  at 
when  Hmmballh^d  put  eight  thoufand 
prifoners  to  their  ranfome,  at  an  hundred 
Crowncs  each  man,and  one  bearing  cre- 
ditc  for  another :  hoping  vndoub redly, 
that  the  Romanes  hauing  loft  fo  many 
men,  would  not  be  flacke  in  paying  their 
ranfome.  Bux  it  was  flatly  forbidden  (by 
the  Senates  cfpeciali  decree)  thaf" not  one 
prifoncr  of  them  al  flaould  be  redeemed. 
Whereat  H.mmbaU  {f^nh Polybius')  was 
fo  amazed,  as  all  his  courage  quite  for- 
fookchimf.  Whereas  on  the  contrary, 
the  Romanes  fecured  their  ftatc  the  bet¬ 
ter,  which  wasfhrewdly  fhaken,  andvt- 
terly  abandoned  (as  it  were)  of  all  friends 
and  confederates.  For  the  iudgement 
of  the  Senate  was  wife  and  honourable/ 
becaufe  HamibaHy  hauing  to  much  Ro- 
manc  blood  to  fpil  at  his  pleafure,  rhoght 
to  empty  their  Treafuryof  money,  and 
draw  eight  hundred  thoufand  Crownes 
from  them ,  which  they  rather  chofe  co 
(pare, then  to  redeeme  the  very  feum  and 
cowards  of  all  the  Roman  Army.  Wher- 
vpoh  j'and  thence  forward, eiiery  one  rook 
a  refolution  to  conquer  or  dye,  6c  fo  be¬ 
came  dreadfull  and  inuincihlc.  And 
like  as  their  hearts  neucr  failed  them  in 
their  greateft  Ioffes^  fovvere  theyneuer 
conquered  by  arrogancy  in  their  vidlo- 
rics.  And  therefore,  in  the  time  of  war, 
the  Romanes  more  expreffed  their  great- 
neflein  courage, then  in  peace  they  could 
do. 

Charles  the  eight  of  chat  name.  King 
of  France,  in  the  voyage  which  hee  made 
into  Italy ^  to  conquer  the  Kingdomes  of 
Tuples  and  Sicily^  they  belonging  to  him, 
as  he  pretended:  at  the  furprizall  ofa  Git- 
ty,  a  very  goodly  Lady  was  brought  vnto 
him, whom  he  would  not  touch ;  but  fent 
her  away  (and  great  gifts  with  her)  to  her 
husband.  By  this  ade  of chaftity  he  fped 
fo  well, that  moft  part  ot  the  Townes  and 
Citties  as  he  paffed  along,  brought  their 
keyes  vnto  him,and  conquered  (the  more 
eafily)thc  Kingdomes  heelaide  clayme 
to.  And  yet  neuertheleffe,  this  King  had 
Ladies  (fbmetimes)  atcommaund  in  his 
owne  Courtjalbcic  very  fccretly. 

So  long  as  Ca  'm  Marius  followed  war 
he  performed  many  braiic  and  vertuous 
exploits  therein, largely  encreafing(with 
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great  Prouinccs)  his  Country  and  Com¬ 
mon-wealth  of  •  As  hailing  con¬ 
quered  fugurthe^  King  of  the  T^umidianSy 
and  made  an  abfolute  furrender  of  his 
Kingdomc  to  Rome :  hcc  likewife  vanqui- 
fhed  the  CymbrUns  in  GmU^  and  the  Ger* 
mmes  that  were  entred  into  Italy fea- 
uen  times  was  he  made  Confull,  eiien  in 
iuft  regard  of  his  great  deferuings.  But 
when  he  ceaffedfrom  being  a  Warriour, 
addicting himfelfc  to  idlenefle,  anddefi- 
firing  to  Hue  in  peace:  afpiring  by  his  am- 
iaridlc  I  bition  to  tyranny,  he  caiifod  aboue  tenne 
nefl*e  &  negli-  thoufand  Cittizens  to  dye  wrctchedlyj  & 
foMwiSa  his  owne  life  in  miferable  exile. 

And  the  very  fame  did  whowasc- 
fteemed  one  ofthe  moft  fortunate  men 
in  his  time ;  who  in  a  ranged  battailc,  o- 
uerthre  w  Mithridates  neere  to  Charonea  ^ 
and  his  Lieutenant  at  another  time  after, 
not  farre  from  Athens .  He  vanquiihed 
alfo  the  Medes^  and  the  Vardanians  or 
Troyans  j  he  put  Carbo  to  flight,  &  drone 
him  quite  out  of  Italy  winning  the  bat- 
taile  likewife  againft  Marius  j  and  fo  long 
as  he  followed  the  warres,  liued  moft  no¬ 
bly  and  vertuoufly.  But  being  returned 
Eafc'hathbinlhomc  to  his  houfe,  and  lining  therein 
reputed  the  pcacc  5  hcc  became  a  tyrant  and  butcher 
Nurp  of  tyr-  Cittizcns  5  fo  that  (in  one  day)  he 

commanded  nine  thouland  of  them  to 
be  flainCjpromifing  a  certaine  ftipend  or 
wages,  to  any  one  that  brought  him  a 
Romane  Cittizens  head. 

While  Pomhey  managed  Armes,  and 
Tu.  I  was  a  braue  Commander  in  Armies  ihee 
of  Pompey  fo  I  was  eftecmed  the  molt  vertuous  man  the 
long  as  he  liuiiig?.  Fot  he  reftored  the  Kingdomc 
Acmes!  of  Numidia  to  Mafsinijfa^  which  Hiarhas 
had  vfurped  from  him.  He  vanquiftied 
Sertorius^  King  of  ending  alfo 

the  moft  dangerous  warre  of  the  Pyrats, 
and  ouercame  Mithridates^  King  of  Pon* 
^/^jConftraininghim  to  flay  himfelfc.  He 
warred  in  the  Northerne  parts,  conque¬ 
red  Albania^  Morea^  the  Heuioches^  C^ia^ 
Hiberia^  and  afterwards  (in  the  Eaft)  fur- 
mounred  the  Parthians^  -^r4^/4>?y,and  (ub- 
ieded  ludea  bcfide.But  afterward, the  Ro¬ 
mane  people  hailing  no  longer  warrCjand 
he  returning  home  to  his  abiding  5  grew 
enuious  againft  his  kinefman  C^far^  and 
as  by  the  precedent  warres,  the  Romane 
Empire  had  attained  vnto  vnfpeakablc 
greatnefle ;  fo  by  peace  it  impayred  too 
much,oncly  through  ciuill  warre,  engen- 
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dred  among  ihcmfclucs .  In  which  re- 
fpc6t,  many  people  and  Kings  fhookc  off, 
the  yoke,  wherein  they  ftood  tributaries 
to  the  Romanes,and  fo  their  Empire  (by 
little  and  little  came  to  decadcncc.^ 

Great  Alexander^  fo  long  as  hce  con¬ 
tinued  w^arre  in  the  Eaft,hec  was  accoun¬ 
ted  moft  valiant  and  temperate.  And  ha¬ 
iling  vanquiftied  Varius^  finding  none  o- 
ther  to  refift  againft  him,  he  grew  to  fuch 
infolencc  5  that  he  would  be  often  drunk, 

&  made  himfcife  fo  contemptible ,  as  he 
became  defpifed  of  his  owne  people,  his 
friends  and  kindred,  who  caufed  him  to 
dye  by  poifbn,  hailing  fearfely  attained  to 
the  age  of  thirty  yeares. 

So  long  as  the  Lacedemonianshzi  braue 
warlike  Kings  and  Captaincs,  and  found 
them  imployroent  in  warres, eyther,whe- 
ther  it  were  for  defence  of  their  owne 
Country, or  for  conquering  others,  fuch 
men  as  were  AgeJilaus^Agis^  Archidamusi 
BrafidaSy  Vamonidas,  Euricr audits y  Te- 
mijldasy  CallicratideSy  and  more  (iich  like 
bcfide  5  they  daily  profpered  in  all  at¬ 
tempts  they  vndertookc.  But  fo  foone  as 
they  had  conquered  Athenians pil¬ 
led  and  polled  their  City  vndcr  Lyfandery  | 
and  had  filled  their  purffes  with  money, 
making  no  more  account  ot  care  of war  s 
the  fweet  cafe  and  goodneffeof  thctimc 
then  feized  on  thcm,&  contemning  both 
exercifeand  military  dilciplinc,  they  be¬ 
came  quickly  ruined .  For,from  all  for¬ 
mer  times  of  antiquity,  they  commonly 
imployed  painfull  diligence,  rather  by 
ftratagems  and  pollicies  of  warre  to  con¬ 
quer  their  enemies, then  by  powcnwhich 
was  more  commended  in  *  ArthidamuSy 
then  any  other  vertuc  clfc.  They  alwayes 
fhunned  pcacc, not  as  difallowing  it  to  be 
good;  butbccaufcit  continually  enticed  j  dan 
them  to  too  many  vices.  For  the  Lacede- 1  "/“'hli 

woman  Lawes  ordained,  that  men  might !  Coumiie* 
walkc  through  the  Gity  in  the  night  time  I 
without  light  5  bccaufca  Soldioiir,moft 
often  being  in  war, might  (by  all  meancs) 
march  againft  his  enemy, and  at  al  hoiitcs, 
asoccafion  prefentedit  felfc,  eytherby 
day  or  nighc.Paticnt  alfo  they  were  in  all 
externall  iniutics,as  raines,windcs,hcats, 
froft$,myfts,and  in  greateft  hungers  5  be¬ 
ing  cuetraore  conftantly  rcfolucd,  cy  thcr 
to  conquer,  or  dye  in  the  field.  Which 
extremities,  could  not  bee  exerciled  by 
flothfull  pcople,or  liuing  in  peace. 

The 
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he  put  to  death  kinor  Attabaliba :  whereof 
all  the  people  were  very  ioyfull,  to  fee 
him  dycjihat  had  flainc  his  elder  brother, 
to  make  himfelfc  King ,  contrary  to  the 
cuftomc  of  the  Country  conformc  to 
the  teftament  of  the  Father^  who  hauing 
two  fonneSj  willed,  that  Gafca  the  eldelt, 
Ihould  fucceede  him  in  the  Kingdome, 
without  any  diuifion. 

There  might  alfo  arife  a  doubt,  to 
witjiftwo  infants  be  twins, which  of  them 
both  (hould  bee  reputed  the  cldeft  5  that 
muft  needs  bectheeldcft,  which  came 
foorch  firft  to  the  worlds  light.  Another 
doubt  alfo  may  bee  moued  in  this  cafe, 
that  if  any  man  (not  being  a  king)  hauing 
a  fonne,  lhall  afterward  conquer  a  King- 
domejor  feme  other  fuch  like  dignity^be 
itcythcr  by  Armes,  or  by  donation.  It 
fallethout  in  following  dayes  orycarcs, 
that  he  hath  another  fonne  5  to  which  of 
thefe  (hall  belong  the  kingdome  or  other 
■honor  ?  It  is  held  for  certain,  that  he  who 
was  or  fhal  be  borne, after  that  the  Father 
became  a  king, in  right  ought  tofuccecd : 
for  the  eldeft  fon  was  not  of  royal  blood, 
but  holds  of  bisfathcrsfirftconditiojwho 
was  not  then  royall  by  nature.  But  the  o- 
thcr  yongcr-bornc  fonne,  though  com- 
ming  long  after  the  firft,  is  truely  &  really 
a  Prince  by  blood.  Like  as  he  is  not  to  be 
accounted  for  infamous, and  out  of  hope 
for  being  legitimate,  who  was  begot  by  a 
manneuer  madePrieft;  but  afterward, 
when  he  commethto  vndergo  the  order 
of  Priefthoodjhc  begetteth  then  another 
Sonne  5  chat  Son  is  to  remaine  impea¬ 
ched  5  and  can  neucr  come  to  fuch  Icgic- 
timacy ,as  the  firft  borne. 

Another  difficulty  there  remaineth  yet 
vndccided,  to  wit,  whether  ihelbnneof 
the  cldcft  ought  tofuccecd  his  grand-fa¬ 
ther, or  elfe  the  Crown  appcrtainc  to  the 
yonger  brother  (as  it  ihould  feemc)  bc- 
caufc  he  is  the  neereft  to  the  King,  &  the 
yonger  ftandeth  withdrawne  in  degree. 
It  was  the  opinion  of  fomCjand  this  diffi¬ 
culty  hapned  for  the  Kingdome  of 
mdk^  where  the  younger  fon  would  fuc- 
cced  next  after  his  cider  brother,  without 
any  rcfpcci:  to  the  children  of  the  cldeft. 
Hccreuponjyf/^/^  the  Jffricane  being  ar-  , 
bitratour,  not  knowing  what  to  anfwerc  , 
in  this  cafe,  betweene  the  Vncklc  and  the  I 
Nephew ; gaue  ordcr,thac  the  Kingdome  j 
Ihould  be  cnioyed,  by  a  combate  fought  | 


betweene  them,  as  it  hath  often  hapned 
in Germarty,  -  - 

Now  at  this  inftant,  the  Kingdome 
of  Mofeouk  is  deferred  vnto  the  younger 
fonne, after  the  death  of  the  grandfather, 
without  any  regard  of  the  fonne  to  him 
that  was  eldeft.  Nay,  which  is  more, 
the  elder  brother  fucccedcffi  to  theyong^ 
erinthc  Kingdome,  although  heehauc 
fonnes:  Asgreat^^yz/zW,  King  of  Mof- 
couk^  fuccccdcd  in  the  Kingdome  after 
his  elder  Brother, who  had  fonnes.  And 
this  was  vfuall,not  onely  among  the  Van- 
dales alfo  in  all  the  Norihcrnc coun¬ 
tries  ,  according  to  the  affirmation  of 
Procopms ^dkS^\{o  in  England.  And  for  this 
c2.\x{c^Richard ^{onnt  to  the  hcirc&  cldeft, 
was  defeated  of  the  Crowne,  which  was 
adiudged  by  the  States  10  Henry  tan- 
caBer^  younger  brother  to  the  Father  of 
-^chard^  in  the  ycare  i  ^99  .  And  in  the 
like  cafe,  Robert  of  Naples^  the  younger 
fonne,  cnioyed  the  kingdome  of  ?(ajdes^ 
by  (cntcnce  of  the  Pope,and  the  fonne  to 
“the  elder  brother.  King  of  Hungary 
difpoffeffed .  But  now  adayes,  this  rule 
holdcth  not  in  the  countries  hitherward, 
neythcr  doth  itcarrie-any  pra(ftifc  in  the 
Crownc  of  France^  fince  then  when  it  fo 
happened ;  the  fonnes  of  the  cldeft  are  al- 
waiespreferd  before  the  yonger  brother, 
and  the  Engltfh  obferue  the  fame  courfe. 

Some  kings  haue  bin  fo  fuperftitioiifly 
affeded,  and  (bclidc) very  ill  aduifed,  that 
they  would  needs  make  fearch  for  the  na* 
liuitics  ofthcirchiIdrc,to  giuctohimthc 
Crownc,whofe  Stars  appeard  moft  to  fa- 
uor  him.In  the  number  of  whom, was  Alr 
phonfus^in^  of  CaBile^yNho  by  this  means 
would  needs  preferre  the  yoonger  fon  be¬ 
fore  the  clderjbut  he  flew  the  yonger, and 
caufd  his  father  to  die  in  prifon:  by  which 
I  find, that  he  was  but  a  poore  Prognofti- 
cator.  Wherefore, to  auoydcciuile  war, 
which  is  the  ruine  of  kingdoms  and  com- 
mon-weaIes,the  law  of  nature,  (or  rather 
the  Lawc  of  God)  ought  to  be  followed, 
which  commaundeth ,  to  conferre  king- 
domes  vpon  the  cldeft,  as  alwayes  it  was 
pradifed  among  the  Hebrucs ;  and  as  we 
further  findc ,  that  the  kingdome  o^Iuda 
was  conferred  vpon  lehorarrty  bccaufe  he 
was  the  eldeft,  as  the  Scripture  affirm'eth. 
W  hich  alfo  the  wife  Lycurgm  imitated  5 
for,althoagh  the  Lacedemonknsh^d  cR*a- 
ted  him  King, after  the  death  oichartlaus: 
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yctnotwithftanding,  hcc  would  not  ac-  1 
ccpt  the  crowncjbut  kept  it, and  rcndrcd 
it  to  the  fonnc  ofthc  others  brother,  whe 
he  was  conac  to  competent  age. 


CHAP.  XIL 


7l&tf  Monarch]!  of  the  C afar or  Ro¬ 
manes* 


,  \ 


.1’.  >: 


ylitu  Cafar,  a 

verye  ,  gracious 

Prince,  and  one 

ofthc  \Vorldes 

chcefeft  Cap- 

taines  5  reigned 

^.ycarcs.Hevan-  ^ 

_  -  quiflaed  Tompey 

&  his  confederats :  Ptolomy  he  flew,  6C  rc- 

ftored  cleopatrahi%is\exii  (fiftcrtoP^tfA?-' 

my)  to  the  Kingdotnc  of  Epipu  Returning  i 

home  to  Rome^  hec  was  flaine  in  the  Sc-  ‘ 

natchoufc,by  Brutm^Cafsm^  andother 

Confpirators^  Diofeorides  then  liued:  but 

if  you  would  hauc  mordofc^yirr  life, 

readc  Suetonins  and  Elorns^  in  the  life  of 

Cafhr.  1  c 

oStAum  Attgu!inf,'A\t  lafl  Nephew  of 

jdm^^  the  fifters  fide,  and  his  adopted 

Sonne,reigned  5^.ycarcs;  hewas  happy 

in  warre^moderate  inpcace,  andlibcrall 

to  cuery  one.  Then  liued  Horace^  j 

rihttUus^Fropertim^  Vttruum^Mecenasx  ; 
And  then  died  Cleopatra her  husband 
Marke  Anthony,  Bgiptbcem§  then  redu¬ 
ced  into  a  Prouince.  Herod  a  flrangcr  (fa- 
uoured  by  Augulitui)  was  then  King  of 
rudea.  So  the  Scepter  being  wholly  taken 
from  rnda-,  lefus  Chrift,  God  and  man, 
the  Sauiour  of  the  world >was  then  borne 
of a  Virgin  in  B^‘rW^^^7w,according  to  the 
Prophefies  of  Iacobfienefa^9-^fy 
choosy* 

lefus  Chrift  came  intheyeare  01  Aa- 
^»i?//^,4a.and  of  the  world,  35>^g.  Odd 
was  then  in  exile :  the  City  of  Lyons  fou- 
ded :  and  then  liued  Lium,  VaUrim 
Maximum,  Str abo :  Francos y  King  of 

the  Skambrians ,  in  the  lower  dUemaigne : 
Aquilay  T tberus^  Galba,  Labeua  and  Caine, 


were  then  Law-giuers,  or  Law-makers. 
Herod  the  great  murderer  of  Innocents  j 
and  there  were  numbred  then  at  Rome, 
fourc  hundred,  fixty  fourc  thoufand 
men. 

Claudios  Tiberius, xhc  fonnc  oiLiutayVL* 
terward  Wife  reigned  23. 

yearcs 3  beginning  very  well,  but  prouing 
afterward  to  bee  rnoft  wicked  .  lefus 
Chrift  (for  our  faluation)was  then  cruci¬ 
fied  in  Hierujalem,  vnder  Ttlate  the  Pro- 
iioft  of  ludea :  he  faidc,that  A  good  Shep- 
heardfhould clip  his  Sheepe,  andnot  deuoure 
them*  i  ' 

-  C,CaligulaySox\nc  of Germanos,z  moft 
wicked  ma/eigned  13.Ycarcs.This  bcaft, 
the  mine  of  men,  maae  himfelfc  to  be  a- 
dored  as  God :  hee  poyfoned  his  Vnckle 
Tiberius,  and  deflowred  all  his  Sifters, 
leaning  them  then  vnto  others  likcabu- 
fing. 

T.  Claudios,  Vnckle  o{  Caligula,  and 
monfter  of  men,rcigned  fourtccne  years. 
He  preferred  Nero  before  his  owne  Son, 
by  the  treafon  of  whom  ,hc  was  poyfo¬ 
ned  with  a  Muftiromc .  Mejfalina^  his 
-firft  Wife,  pecrclelTc  in  all  lubricity  and 
wickedoeffe,thcnflouriflaed :  And  Saint 
-Peter  fht  Apoftlc  liued  (reported  to  bee 
firft  Biihop  of  Rome :  )  Then  lined  like- 
wile  Philo  the  lew,  Verfeos,  Mela,  Pliny 
the  elder,  and  Columella.  Saint  Paulihc 
Apoftlc  went  then  through  the  World, 
proclaiming  lefusChrift,  accompaniec 
with  Saint  .  Then  liued  Dyonifius 
Areopagitax  And  then  was  the  firft  coun- 
ccll  of  lerufalem. 

Nero,  the  fonnc  of  Agripina,  after¬ 
ward  the  W  ife  of  Claudios,  reigned  thir- 
tecne  yearcs .  He  was  the  firft  Perfecu- 
tor  of  the  Church,  and  did  put  Saint  Pe¬ 
ter  and  Saint  Paul  to  death ;  he  flew  like- 
wife  his  Matter  ^y^’^^r^jalfo  his  owne  Mo¬ 
ther,  and  Luckn  the  Poet .  Then  liued 
Simon  Magus,  and  Appolonius.  T^ro  b e- 
jngcxpulfed  (tom  Rome,  flew  himfclfci 
after  he  had  let  Rome  on  fire,to  make  him¬ 
felfc  paftime  of  a  Bon-firc. 

Sergios  Galba^m  the  feuenth  Month  of 
his  Empire,was  flaine  by  Otho.  Suetonius, 
Egefius,lib,e^^cap.i  i . 

MSilutos  Otho,  hce  alfo  moft  wickedly 
flew  himfelfc,  in  the  third  Moneth  of  his 
Empire ;  confcfling,  that  hce  had  cruelly 
tormented  the  fpirit  of  (j^/^^.A^cording 
10  Suetonius, tCidTacitosfb.2* 

Aulos 


The  yearcs  of 
Chria. 


17^ 


39* 


43- 
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71 


7i< 


97* 


99* 


Atdtis  F^iteliius^  brought  vpac  Bourde- 
.iHsde  Capred^  being  a  vicious  man  and  a 
glutton, was  hewed  in  pceccs,  and  caft  in¬ 
to  ailing  reigned  eight  Moncths. 
He  caufed  himfelfe  to  be  ferued  at  his  ta- 


'bU,  with  two  thoufand  feucrall  kindes  of 
Fiflics,  and  feauen  thoufand  of  Fowlcs, 
all  at  one  fiippci*.  Suetonius  Jib. Qjofephm^ 
lib,^,de  BeLludai, 

.  modeft  &  gracious  Prince, 

a  louer  of  skilfull  men3  and  good  Arti- 
zaris, reigned  tenne  ycarcs,  accompanied 
with  his  fbnncT/^^,  who  ruinated  leru- 
falem :  UpephMy  Proclus^  Epi^fetus,  This 
'mine  was  the  moft lamentable  thatcucr 
happened,  for  therein  dyed  clcucn  hun¬ 
dred  thoufand  men:  Rcade  in 

his  fixe  and  feauen  Bookes  of  thclewifh 
wzis,2LX\AEgeJippfts. 

Titus the  delight  and  fblace  of man- 
kinde/eigned  two  yearcs.He  vfed  to  fay, 
That  no  man  ought  to  depart  from  a  Prince^ 
with  a fad  countenance :  Cafsius.^  SS[eracius^ 
Proculius  Pegafus  were  then  Lawyers, 
and  SimtBartholmew\N2iS  then  martyred 
'm India:  Matthias mludea:  Saint 

Andrew  in  Scythia:  Saint  Mathew  in  Ethy- 
opia :  Saint  Thomas  in  Bragmania.  Hieru- 
falem  was  then  taken ;  the  famine  bceing 
fo  extreame,  as  Mothers  were  compelled 
to  cate  their  owne  children. 

Domitian ybtothet  to  Titus a  moft 
wicked  man,  and  perfccutor  of  the  Chri- 
ftians ;  he  reigned  fiftcenc  yearei*  then  li- 
ued  Martialf  Itmenall^  Statius Trogus : 
and  Saint  John  wrote  the  Gofpell,  as  alfb 
lofephtis  did  the  warres  of  the  lewes.  Do- 
would  needs  afterward  bee  called 
God  and  Lord  of  his  people,  wherefore 
(being  greatly  hated  of  all  men)  heewas 
flaine* 

Nerua^z  good  Prince,  and  the  adop¬ 
ted  Father  oiTratany  reigned  one  yearc  t 
he  gauc  more  then  an  hundred  thoufand 
CrowncSito  relecucpoore  Cittizcns.He 
tookc  away  extreame  taxations, &  (wan¬ 
ting  money)  he  fold  his  garments,  plate 
and  Pallacc,  cftccming  his  owne  Parents 
and  Kindred  much  Icflc,  then  hee  did  the 
publike  benefit.  The  Chrifiians  were  in 
great  quiet  vnder  him ,  and  the  bani- 
fhed  repealed,  among  whom  was  Saint 
lohn» 

Traian^  a  good  Emperour,  but  that 
hcc  perfccutcd  the  Church  5  reigned 
nineccenc  yearcs .  Being  admonillicd. 


that  he  was  oiier-gracious  to  aU  mcn,Kcc 

«  t  f  /^  .  f  h  •  ^  r  • 


anfwercd ;  That  he  was  fitch  to  his  Subieoh^ 
as  hee  could  wifh  others  (Bould  bee  to  him^  if 
he  were  a  SubiecI .  Then  liued  S. Ignatius 
S.  EuHachiU'Sy  Pliny  the  younger ,  Plu- 
tarchyAulus  GcUius^  Suetonius  fT icitusfroU- 
nu5. 

Aelius  AdrianuSy  a  man  ftudidus  and 
skilfull  in  all  Sciences, and  the  firft  Em{>e- 
rour  that  differed  a  Beard  on  his  Face, 
reigned  2 1,  yearcs  ;  lulius  CelfuSy  I  Uliana 
2nd  N eracius  Pri feus y  #ere  Lawyers  and 
Councellors  to  the  Emperour .  Then 
were  lining  Ptolomy  the  great  Aftrologcr, 
PhauorinuSy  Dyonifius  the  Milefiany  and 
Beliodorus  •  Hicrufalem  was  repa i red  by 
Adriany\^\\o  thci  fore  had  his  name  chan¬ 
ged, and  was  called  Helios. 

Antoninus  Piusycigned  twenty  three 
yeares.  He  was  a  Prince  of  fuch  eftcemc, 
as  ftrange  Nations  wold  refort  vnto  him, 
and  make  him  Judge  of  their  differences* 
for  he  had  alway  this  faying  ready  :  /had 
rather  faue  one  Cittiz^enyhen  kill  a  thoufand 
Enemies,  In  this  time  were  Polycarpus ^ 
IreneuSyluUine  Martire^  Appu 

an,  Florusy  Macrobiusy  InHine^  Galefty  and 
Palladm:  Lucian  the  Atheift,  alfo  Was 
then  tome  with  Dogs .  This  Emperor 
tooke  away  the  wages  or  hyre  of  Strum¬ 
pets,  punifhed  idle  Magiftrates,  and  was 
CzW^dyFather  of  his  C  0  untry  Eutro- 

plus  fib.%.  Thekffborus  the  ninth  Pope  (as 
lome  report)  did  then  infticutc,  or  rather 
reftore  the  time  of  Lent. 

M.Antoninus  the  Philofophcr  (called 
AureUuSyhoint  in  Gaul^mih  L.Commodus 
Verusy  and  called  Brethren  in  the  Bookes 
of  the  PandeBes)  reigned  nineteen  years. 
This  yong  Prince  being  vnwillingto  op- 
preffe  his  fubiea  s,  made  fale  of  all  his  fai- 

reft  and  rieheft  Jewels,  Plate, and  wearing 

garments  belongimg  vnto  him  and  his 
W  iic.Eutrop.lib^. 

Lucius  Aurelius  Ter  us  y  gouCfncd  the 
Empire  with  his  brother  Marcus  Antoni¬ 
nus  y  the  (pace  ofeleucn  yearcs :  By  fbme 
Authors, he  is  fet  do wne  in  order  before 
his  brother, and  by  others  after  him. 

L.Commodus^  the  moft  wicked  Ibnnc 
of  good  Antoninus  yagned  ij.ycarcs.  He 
was  ftranglcd  by  his  Concubine, &  other 
Con{pir2tots.Eutrop.lib.S.  Oroftm  Hb.S. 
cap.iH.  Lampridius  doth  moftamplydc- 
feribe  his  life  at  large. 

AeliuS  Fertinax  reigned  fixe  Moncths. 

_ _  M  m  m  m  2  He 


Adiuinefay- 

ingofaPagl. 


181, 


194^ 


V 


951 


Of  the  Caefars  Monarchy. 


I 


o.  Bookd 


i94» 


211 


220* 


He  had  refufcd  the  Empire  ,  and  becing  . 
defirous  to  reforme  the  gouernmcnt,hce  ' 
was  llaineby  lulian  his  Succcflbr  j  who 
bought  the  name  of  Csjar  of  the  VVarri- 
ours.  The  people  much  bemoaned  this 
Prince,  crying  out  aloud :  O  father  of 
goodnc(Je-^  Father  of  the  Senate  Father  of 
all  bounty :  FarevpelL 

feuen  Moneths,  and 
being  hated  ofal  men,forflcyinghis  pre- 
deceffour,  himfelfe  was  alfo  flaine  by  ap¬ 
pointment  of  the  Scnatc.Diirention  grew 
amongft  the  Chriftians,for  rhe  celebrati¬ 
on  of  Eaftcr  j  And  the  fecond  Councell 
appointed  the  day  of  Sunday,  and  fine 
other  after,  Eufebdib,^ Jtietianu^^ 
Sceuola^  Martianm  and  Cafsm^txz  now 
lurif-cbnfults  \  Jphrodifetts  2nd  j^phroni- 
U4  Sophifters. 

Frefeenmus  Niger ^  or  Mgerim ,  the 
fonne  of  Annms  indifferently  lear¬ 
ned, fierce, proud  ,and  inclined  to  ail  viccj 
was  fainted  as  Emperor,  by  the  Soldiers 
of  Syria^  where  he  commanded,  and  was 
flaine  by  Semrus. 

h^Septimm  Setter m^xQignzd  iS.years. 
He  was  a  perfecuter  of  the  Church,  but 
otherwife  a  valiant  Prince,  addidfed  both 
to  good  Letters  and  Armes,  Hcwasfo 
wcl  beloued,andgouerned  fo  nobly, that 
the  Senate  faid  of  him :  Eyther  heefhould 
neuer  haue  beene  borne ^  or  elfe  hee  defer ued 
neuer  to  dyedd^^zd^  Spart.  zndFiEt*  Then 
liued  Ongen^  Tertulliany  fhiloHratm  the 
Sophiftcr,and  Apuleyus, 

cLAlbinu^^  lSncdohh^  Romane  Fa¬ 
milies,  of  the  ToElhumians  and  Albines^ 
made  himfelfe  Emperor  in  France .  He 
was  furprized  by  the  Soldiers, &  brought 
halfe  aliuc  to  Seuerm :  where  hauing  his 
head  flnitten  off,  he  was  hanged  on  a  gib¬ 
bet,  and  being  tome  with  dogs,  he  was 
throwne  into  the  Riucr. 

A.B.CaracaUay  the  fonne  of  SeueruSy 
and  husband  to  his  ftepmothcr, reigned 
feauen  yeares.  He  flew  Geta  his  brother, 
and  Fapinkn  the  great  and  famous  Law¬ 
yer,  with  diuers  other.  At  laft,  himfelfe 
was  flaine  by  a  Sojdiour  of  his  Guard. 
Heroddib.^*  ,  F  ; 

Antoninus  Getafnz  fonne  of  Seuerm 
and  /W/4, borne  at  Milaini  After  the  Far^ 
thkn  wane,  wherein  hec  wonne  great fa- 
nour, was  called  Csfar  Antoninmy  in  the 
life  of  his  Father.  r 

op.  MacrinuSymih.  his  [onncDiadume- 


reigned  one  ycare.  Both  the  one  and 
other  had  their  heads  fmitten  off, by  their 
men  of  warre.  Macrinm  was  learned  and 
fciicrCjbut  (withall)  deteftable  and  crafty, 
caufinghis  Predccefloiir  to  bee  murde¬ 
red. 

Marcus  Aurelim  Antonmm  Helioga- 
baluSy  thebaftard  of  Caracaila was  a 
difhonefl  whore-hunterjand  mofl  abbo- 
minable  in  life  befide ;  gauc  great  cflates 
to  wicked  Bawds,  Panders,  Icfters,  &c. 
And  becing  generally  defpifed,  hec  was 
flaine  by  his  Soldiors ,  in  the  fourth  ycarc 
of  bis  Rcigne:  both  his  ownc  body  and 
his  Mothers  beeing  dr3gged  along  the 
Strectes,  and  caftinto  the  common  lay- 
ftall. 

Alexander  Seuerm^  reigned  peacea¬ 
bly  without  cffiifion  of  bloodjij.  yeares. 
He  w^as  a  good  Prince,  &  did  vctcrly  for¬ 
bid  the  felling  of  OSicts.  vlpknusy  Pau^ 
luSy  Fomponim^  AlphencuSy  A^ricanuSyCal- 
Usiratusyznd  ocher  excellent  Ciuil  Law¬ 
yers  (the  Schollers  of  Fapinkn)  then  li¬ 
ued,  with  the  Hiftorian,  2nd  philo- 
ftratm.  Kin^doxn^  oiiht  Per  pans 
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was  then  founded  by  Atarxerxes^  and  af- 
ter  tranfported  to  the  Sarrauns find  novt  ° 
commanded  by  the  Sopht. 

MaximinuSy  a  pcrfecu tor  of  the  Chri- 1  2* 

ftians,  reigned  three  yeares.  Being  at  firft 
but  a  filly  Shepheard;  he  was  made  Em- 
perour  by  the  Souldiore  (without  autho¬ 
rity  of  the  Senate)  and  then  by  them  was 
flaine. 

'  Gordianm^z  Prince  of  a  Nobjc  fpiric, 
with  his  Son  named  Gordknmi]jicyon^~ 
cr,a  good  Prince, reigned  fixe  yeares,  and 
was  flaine  by  Phillip  his  fucceflbur.  In  his 
time  was  a  wonderfull  Ecclipfe  of  the 
Sunne.Rcadc  l.Capitolinm^  who  placcth 
alfo  Fupienm  and  Balbinm  (created  by  the 
Senate)  with  Gordknm  the  elder. 

Fupienm  MaximuSy  a  new  man,  and 
fdhnc  to  a  Smith,  gauc  himfelfe  alwayes 
to  vertue  and  Military  feruiccs,  proouing 
fortunate  againft  the  polonkns  znd  Cer- 
manes. 

M.Cdtm  Babynm^  and  Fupienm^  after 
they  had  bin  Confuls,  and  that  the  Gordk 
ans  were  flaine  in  Africa^y  were  created 
Emperours,  by  appointment  of  the  Se- 
nate,againft  Maximinm  yZnd  both  of  the 
were  vndeferiicdly  flaine, 

Gordknm  the  fccond,yongeft  fon  o^Gor- 
dianmby  his  Daughter,  bori^c  at  Rome^y 
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was  flainc  in  a  fedition  of  Soldiours  3  by 
Phillip  yPrefeB^  of  the  Pretffrkns, 

C.f^alens  Hostiliant^^  is  not  placed  in 
this  rankeby  fomc  Hiftorians^  becaufc 
immediately  heedyedj  fmitten  with  the 
peftilence,  (othat  fcarfely  there  remai- 
neth  any  memory  of  him. 

PhiIlip^2Yi  /Arabian  by  Nation,  was  the 
firft  Chriftian  oft  he  Cdfars^  and  reigned 
fiueycarcs.  Hegaiie  (byhisTcftameni) . 
all  his  rights  and  trcafurcs  to  Pope  Pabi- 
An  i  and  hccre  began  the  riches  of  the  Ro- 
manc  Church.  He  was  likewife  llaine  by 
his  (uccefforj  as  he  had  kild  his  Predccef- 1 
four. 

Deem  Traian,^  perfccuter  of  the  Chri-  ’ 
ftiansjteigned  two  years.  S.Saturnme  the 
Bifnop  was  martired  at  Tholoufe.  S.  lau- 
rence^  Bippolita^  Cecily^  A^atha^  and  Ap^ 
pollmA, 

Herennm  Hetrufem^  is  no t  by  a  ny 
^Hiftorian  placed  among  the  Emperoiirs. 
Neuerthelefle,  in  this  rankc  is  his  picture 
found  in  the  Booke  of  Hubert  Goltum^  * 
and  there  it  is  recorded  of  him,  thatheCj 
was  the  fonne  of  Deem,  and  that  he  was  I 
flaine  in  Hungaria^  in  a  battell  again  ft  the 
Gothes,  ,  ' 

VihmGAllm,  with  his  founc  VoluJiAnuts^ ' 
reigned  two  ycares :  Being  perfecutors  of 
the  Churoh,  were  both  flaine  by  the  Sol¬ 
diours.  At  this  time  there  was  fuch  a  con-  > 
tagious  peftilcncCjand  almoft  fo  general¬ 
ly  difperfed,  that  in  many  places  ther  was 
left  no  creature  lining .  This  peftilence  - 
continued  fifteene  yeares,  and  Teemed  to 
be  partly  occafioned  through  the  wicked 
goiiernmcnt  of  this  Emperor. 

Aemilianus  Lybienm^  borne  in  Mauri- ' 
unialm  his  young  yeares  followed  armes, 
andfoonc  after  he  was  made  Emperour. 
He  was  flaine  at  Spoleta^  being  aged  forty 
yeares. 

LkinmFalerianm y^\th  his  Son  Galiert^ 
pcrfccuting  the  Church,  reigned  fifteene 
ycares.  He  was  Captiue  to  Sapor 
Perjia^^ho  vfed  him  as  afootftoole  when 
he  mounted  on  horfe-backe.  S.Cyprian  & 
S ^Cornelia ^  were  then  mmyted.Forphm- 
m  wrote  againft  the  chriftians  .•  The  thir- 
ticTytants  vfurpedthe  Empire.  Rcade 
TreheUim  Pollioy  ^e,  S.  Paul  the  fit  ft 
Hcrmitc  began  the  folitary  life. 

Galien  the  fon  of  t^alerian^  fuffered  the 
Chriftians  to  Hue  in  quiet,  and  reigned 
ycares  aloncjaftcr  that  his  Father  was  led 


captiue  into  Perfta  by  Sapor,  He  was  cX- 
ceeding  wife,but  addidlcd  to  Luft. 

Saloninus  Haleriamn fonne  of  Gah> 
eny  was  flaine  with  his  Father,  being  reti¬ 
red  to  MiUaine^  and  was  but  terine  yeares 
olde.  . 

Cafsm  Labienm  PoFlhummy  from  be¬ 
ing  a  Ample  Souldior,  attained  to  grtat 
dignities :  and  being  in  Pranceyy^zs  made 
Emperor  in  the  time  of  Galien,  where  he 
wasfliinc. 

plauim  Clauiitu  (of whom  iffued  the 
family  of  the  Confl amine  5)2^  gopdl^rincc, 
of  Noble  Linnage,and  highly  efteemed, 
reigned  two  ycares.  Dyonijm  being  then 
>  PopCjdiuided  the  Diocefles  andParilEes 
of  the  Chriftians.  Tom.iJe  ConeilJambli- 
ettSy  plotinm,  and eft, reduced 
the  foure  Gofpels  into  Hexameter  Ver- 
fes.  •  ‘  '  ' '  -  ' 

Aurelim  Qmntillmy  brother  to  Claa- 
dim, ^Stetihc  death  of  his  brother,  was 
falutcd  asEniperourby  the  Senate,  and 
flaine  ly.daycs  after. 

Halerm  Aurdianm^  a  cruell  mad, reign¬ 
ed  fixe  ycarcs.He  tormented  the  Chrifli- 
ans,and  rcpulfcd  the  Franconians^  entring 
out  of  Germany  into  Gaul .  He  was  the 
firft  that  wore  an  Emperiail  Crowne.-a 
louer  ot  Military  difeipline,  and  one  that 
rigoroufly  punnilEed  the  vices  of  his 
cSoIdiors.  He  vanqiii(hedZf;?<5^/4,a  very 
Warlike  Lady,  holding  the  Empire  of 
theEaft. 

was  flaine  thefixtMoneth  of 
his  Empire.  This  good  Prince  caufed  the 
Bookes  of  Cornelm  T to  bee  rccci- 
ued  into  all  Libraries  .  I'he  Manicheans 
began  (from  the  time  of  Aureliani^)  to 
infe(ft  the  Church. 

Annim  Floriamssy  brother  to  Tacitus^ 
being  defirous  to  rcigne,vfiirped  the  Em¬ 
pire  as  by  inheritance;  but  in  a  fliort  time 
he  was  flaine  at  Tharfus ^hy  his  Soldiors. 

probus,  a  good  Prince,  the  Aiuhour  of 
peace  in  the  high  and  lower  Germany  01 
AlmainCy  reigned  fixe  yeares  and  foure 
Moneths.  He  faid ,  That  he  had  no  neede  of 
Warrior Sy  hauing  no  enemies ;  and  that  the 
Souldior  (not  doing  any  thing)  ought  not  to 
eate  nsppublike  prouijion, 

Carmpk  good  and  wife  PrincCjreigned 
two  yeares,  with  hisfonnes  Cartnm2iX\d 
N umerianuSy  two  Brethren  of  very  diffe¬ 
rent  nature.  The  firft, was  moft  wicked, 
and  full  of  cruelty:  The  other  was  full  of 
_ _ _ Mmmm  3  good- 
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goodneffcjValour  and  knowledge.  Then 
lined  Volcatius  y  Herodtan^  Lampridm^ 
Spartiams^  ToUto,  f^opffcffs  and  Capitolin^fs 
Hiftorians. 

Dioclejim  with  Mdximtmm  HercuUu^^ 
reigned  ao.yearcs:  heewas  amoftcruell 
perfecutor  of  the  Chrillians,  and  would 
haiie  himfelfe  to  be  worfhipped.  KAtha,- 
rinc-^Lttcyy  Agnes SebaHian^Vin- 
cen^-t  Co/mo  Sind  Damiany  and  innumera¬ 
ble  other  Martyrs  through  the  world  ( in 
his  Reign, to  the  number  of  ly.thoufand) 
were  put  to  death  in  thirty  dayes. 

ralerm  fir-named  HercuU- 

myZ  man  of  fierce  and  cruell  nature,  was 
very  out-ragious  in  luft,  cfpccially  with 
his  ownc  fitters ;  blockifii  in  giuing  coun¬ 
cell, without  ciuillity  and  gouernment,  & 
therefore  had  Dioclejim  to  aifitt  him  in 
the  Empire. 

-  Conifantim  ChloruSy  father  of  Conjlan- 
\Jlme  and  Galerii^y  the  one  gouerned  in 
the  Eaftjthe  other  in  the  Weft,  4. y cares 
together .  ConfiAntine  commaunded  in 
Gauljpaine,  Afrka.znd  Italy :  The  other 
in  Greece,  Arnobit^Sy  La^anttuSy  Dorothe- 
Bifhop  of  TyrCy  Eufebius  and  other 
learned  perfonages  lined  at  this  time. 

Galeriiis  Masimknnsy,esxmed  Armen- 
tarm yhecsink  he  was  a  Neat-heards  fon, 
was  made  Emperor,  being  a  goodly  per- 
fon,and  a  fortunate  vvSitnov.MaximinptSy 
Nephew  to  ArmentaruM  by  his  fitter, was 
Emperor,  and  pcrfecuted  the  Chriftians 
in  the  Eaft.  SeuerppSy  PrefeB  of  Italy  and 
Ajfricke  yms^nhWOned  Emperor  by  Gale- 
rim ^snd  fighting  with  Maxentim^  was  ta¬ 
ken  at  RauennAyrnd  flainc. 

Maxentim,  cledfed  Emperourby  his 
Soldiers,  reigned  a  Tyrant,  and  was  like 
vnto  his  Father  Maxtminm,  Being  van- 
qiiilhed  by  Conlfantine^  neere  to  Pont- 
Miluim^z  was  drowned  in  a  Gulfc,  and 
his  body  ncuer  after  found. 

Lictnim  Licinianmy  borne  of  Country 
Parents,  was  fortunate  in  the  wars  which 
he  had  againft  Maximinm,  Afterward, 
he  became  a  mocker  of  Chrift,and  perfe- 
ciited  fuch  as  belceued  in  him  5  and  be- 
caufe  he  was  ignorant, he  was  a  great  ene¬ 
my  to  all  that  were  learned. 

Martinianmy  was  created  Cafar  by  Li- 
cintm  againft  ConUantine ;  bee  was  in  his 
Camp  at  night,  but  fled  before  next  mor¬ 
ning* 

Const Antine  the  Great, fonne  of  Helena 


an  holy  woman,  with  Maxentius  and  Li- 
c/>/;/^^,reigncd  3 1.  yearcs.  He  was  religi¬ 
ous  and  affable,  and  tranfported  the  Bible 
into  diuers  Countries.  He  affembled  the 
Councell  of  ;V/c^,againft  ArrirndneYie* 
reiicke.Hc  builded  the  Cicty  of  Confian- 
tinople^  calling  it  after  his  ownc  Name: 
whither  the  Imperiall  leate  was  tranfla- 
ted,  and  changed  from  into  Greecey 
after  he  had  granted  Siluelter  to  be  Pope. 
Eufebdib,  i  o .  Nicephdib,^, 

was  made  Cafarhy  has  Father 
Conflantine ytbvM beeing  afterward falfely 
accufedto  his  Fathetjhe  was  put  to  dethj 
for  that  hee  would  not  confent  to  the  in¬ 
ordinate  appetite  of  Faujlinehis  ftepmo- 
the. 

Conjlamine  thefecond,  with  his  Bre¬ 
thren  reigned  ly.yeares,  ioyning  thereto 
the  three  ycares  reigne  oi  Maxnentim, 
TbemistimyDonatm^SindLibamm  the  So- 
phifter  then  lined:  and  Saint  Anthony  the 
Hermite  was  knowne  in  Bgipt^  by  many 
miracles* 

lulian  the  Apoftata,held  the  true  Reli¬ 
gion  ten  yeares,  and  was  named  Empe¬ 
ror  by  the  men  of  warreinP4r^,  againft 
his  will.  Hee  forbad  the  Chriftians  the 
ftudy  of  letters :  and  beeing  wounded  to 
death,  he  cryed  out :  At  kngth  ihou  hajl 
vanqmjhed^  O  Galilean.  S,  CyriUy  Optatm^ 
Bajiky  T^uanz^ene^  Epiphanimy  Hillary^ 
Didimmy  Exuperm  (all  learned  Diuines) 
then  flourifbed. 

louianmy  a  kind  and  learned  man,rcign- 
cd  eight  Moneths,  and  made  confeflion 
to  his  Warriours,  of  the  name  of  Icfus 
Chrift.Now  was  the  firft  order  of  Monks 
inftituted  by  S.JS^fe,vndcrcertainc  rules 
of  liuing. 

Valemmiany  a  good  and  Catholique 
VnnctyixndFaknshis  brother  jreigned  1 5. 
ycarc.  This  man  held  the  error  of  the  Ar- 
rianSyand  conftrained  the  Monkes  to  vn- 
dertake  Armes  in  warre :  he  dyed  vnhap- 
piiy. 

Grattan y  the  fonne  of  Valentiniany  du¬ 
ring  whofe  life  time, he  was  an  affociatc  in 
the  Empire.  He  reigned  afterward  with 
F ikntinian  the  fccond,  his  younger  Bro- 
iher,and  Theodojim  fixe  yeares. 

MaximuSy  rearmed  Emperour  by  his 
Soldiors,flew  Gratian,  and  held  the  Em¬ 
pire  fourc  yeares;  after  which  tme^akn- 
tinian  returned  to  the  Empire  againc  Hue 
ycares. 

_  Theodojimy 
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Theodofiii^  yziicx  that  Gratian  was  flainc 
by  Mdximt46^  reigned  three  ycarcs  with 
his  brother  V demmUn :  the  death  of  who 
was  bcinoned  by  S^AmbrofeJiox  the  great 


liued. 

Arcadius  mAHonoriu^^  the  f®nnesof 

twenty  nineyeares,as 
well  in  the  Eaft  as  in  the  Weft.  About 
this  time^the  great  empire  of  Romehc^i^n 
to  decline  (by  the  infidelity  of  ^ 

StUico  their  Tutors. )  The  very  greateft 
part  thereof  was  vied  by  the  'scythians^ 
Burgunduns  d^ombardsyHugarians^  French^ 
Goths V indales :  And  Rome  was  four 
times  taken  by  the  Gothes  and  Vandals^ 
within  one  hundred  thirty  nine  yearcs. 
Then  liued  SXJhryfoFlome  and  Claudim, 
Honorim  reigned  with  Theodofiu^^Sow 
to  his  Brother, fixteene  yearcs. 

the  fecond,  yoiingeft  fonne 
of  Arcadim^i^\<^vie.di  at  ConfUntinople  27. 
yeares,  after  the  death  of  Flomrim ;  ha- 
uing  affifted  Fdentinian  the  third,  the  fbn 
o{  Confiantius^  mdPlacida^  daughter  to 
TheodoJius^yjbo  reigned  fine  yeares  in  the 
W eft*  At  this  time, the  Frenchmen  lea¬ 
ning  Franconia^  began  to  enter  vpon  the 
Gaules.vnd^x  Clodion  their  fecond  King. 
F.Falerius  Martianm^  reigned  in  the 


perors  in  twenty  yeares,  who  all  flew  one 
another* 

AnaBaJim  reigned  twenty  fine  years  : 
he  was  an  Eutichian  Hcfetiqne,  was  fmit- 


T  !  u  u  a  wrta  rtu  ncicuqnc,  was  imic- 

ca  e  ce  a  to  Chriftian  Religion.  S.  ten  with  lightning, and  dyed  (as  a  iiiftpu- 
tiierjme.b.AuguIitne^  and  F.Orofius  then  nifliment)  for  his  herefic.F%;?///^. 
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reigned  nine  yearcs :  hce  was 
firft  a  Swine-heard ,  afterward  a  Cow- 
heard,  next  a  Carpenter,  a  Souldior,  a 
Captaine,  and  laft  of  all  Emperour,  go- 
uerning  very  well  and  godly,  and  expel¬ 
ling  the  Arrian  Heretiques.  Then  liued 
Boetitks  ^  and  S«  Bennet  or  BenediFt  began 
this  Order. 

lujiinm  reigned  thirty  eight  yeares. 
All  his  care  and  ftudy ,  was  to  repaire 
the  decayed  Empire,  and  re-eftablilE  ci- 
uillrightjinthe  execution  whereof,  hee 
was  feconded  by  excellent  perfonages, 
cfpccially  by  Belifarm^Narfes^-SinA  Tribo- 
nianm.  They  firft  chafed  the  out 
of  ^/w^,which  they  had  held  9  5.ycares: 
and  deliuered i^^?;^^from ^^Gothss^  who 
had  conquered  it,  &  yet  were  once  more 
expulfed  thence  by  Narfes.  . 

JuHine  the  fecond,  reigned  ten  yearcs, 
beloucd  ofall  men  for  his  liberality.  So¬ 
phia  his  wife  mocked  him  with  Narfes 
Gouernour  of  Italy,  whereat  he  being  of¬ 
fended,  C2\kdl\\cLombardes^  by  whofe 
heipe  he  reuenged  himfelfc .  Now  was 
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Eaftjfcauen  yeares,  and  Kalentiman iho.  i  thcKingdome  Lombards  founded 
third  (at  the  fame  rime)  in  the  Weft;  du-  j  by  wher  reigned  thirty  two  kinps 


ring  their  Reigne,thc  Burgundians  o- 
thcr  Wefterne  Nations,  were  conuerted 

..  — —  ^  .1  •  m  t  ^ 


vntill  the  rime  of  Charles  the  Great. 
Tiberim  the  fecond, reigned  y.yeares : 


the  Faith  .  The  came  out  of  I  he  was  a  very  charitable  man, one  thatlo 

Spaine  into  Africa^  and  afterward  they  ^  ^  ^ 
tookc  vndcr  the  conduft  of  theyr 

King  Genferichus .  Attila^  King  of  the 
HunneSy  entered  into  Gaulmtb  fiue  hun¬ 
dred  thouland  men ;  deliuered  battaile 
to their  fecond  King,  who  had 

•  ’W‘  •  .  % 


ued  God  and  his  Saints,  and  therefore 
(no  doubt)  was  beloued  of  him  againe. 

reigned  twenty  yeares  .•  be 
was  defeended  ofvery  ineane  Parentage, 
and  (in  the  end)  was  murdered  for  his  c^o- 
uetoufnefle ;  a  vice  as  much  difeommen- 


ioyned  with  Lieutenant  vnto  the  |  dablein  a  Prince,  as  liberality  isbefcc- 

Pfnn^»rnr-  There  he  lofl  an  hundred  and  minp.and  makerh  him 


Emperor.  There  he  loft  an  hundred  and 
fourefcorc  thoufand  men,  and  fled  into 
HungarU^  not  any  manbecing  wounded 


ming,and  maketh  him  renowned. 

Fhocas  reigned  eight  yearcs  :  and  be* 
ing  the  murderer  of  his  Predeccflbr,him- 


w  V.WIJVJVW  ,  iijia  i  i  uuvuCUlJr,llHT 

behinde.  About  this  time  was  great 1  felfewas  likewife  murdered,  with  all  hi 
thurK\v\^o{  Britamc.  I  Race.  Now  was  the  contention  for  the 

Zc<7  the  firft,  reigned  ly.yearesjaffbci- 
aicdby  the  Sonne  of  his  Daughter  5 
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who  after  he  had  reigned  one  year  alone, 
gaue  vp  the  Empire  to  Zeno  his  Grand- 
fire, who  reigned  tyrannically  17.  yeares 


Primacy  of  the  Church,  haxvccnc  Rome 
and  C onsiantinople^  and  now  was*S.  Gre¬ 
gory. 

reigned  thirty  ycarcs,  who 
was  the  murderer  oiPhoc^tsXbo,  fifteenth 


tyidliiucaiiy  iy.jwaiva.  vv liJw  luui vjwi vi  s./*  ^  •  *  liv 

The  eftate  of  the  Church  wasihen  very  !  ycare  of  his  reigne, began  the  rule  of  i^4- 
grcatly  troubled,  as  alfo  that  of  the  Wc-  hornet  yht  falfe  Prophet  of  Arabia^  where 
fterne  Empire,  had  then  nine  Em-  v^Qiahc  Agarens^Sarrauns  i  to  whom 
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the  Egyptian  and  Arabian  princes  (called 
Sdldanes )  next  fucceeded .  After  them 
came  the  Tiukcs  3  about  the  yearc  of  our 
Lord  God  3  one  thoufand  and  three  hun¬ 
dred  3  Mahomets  falfe  doctrine  ( through 
the  negligence  of  the  Emperors  Sc  Chri- 
ftian  princes)  grewe  to  fuch  an  head^  that 
it  notonely  poyfoned  Jjia  and  A^ricdy 
but  alfo  a  very  great  part  of  Europe, 

Const ant'me  the  third  3  reigned  fourc 
nioneihs3being  a  good  princcj  and  verie 
young :  He  was  poyfoned  by  his  ftepmo- 
thcr,  that  her  fonne  might  rcigne. 

I  Heraclion ,  who  hauing  his  no(e  and 
tongue  cut  out^  was  banifhed  two  yearcs 
after. 

ConBms^  the  fonne  of  Constantine  ^ 
^i.reigned  twenty  and  feauen  ycares  :  And 
beeingvcrycouctous,  hce wasHayneby 
his  owne  followers  j  in  the  Bathes  of 5;'- 
racufa, 

Confiantine  the  fourth ,  reigned  fea- 
ucntccne  yeares .  Hee  oucrcamc  in  one 
batcellj  thirty  thoufand  SyracuJanSj  and 
afterward  fell  to  great  wickednefle.  The 
learned  and  venerable  Beda  lined  in  this, 
time. 

luftmian  the  (econd,  a  wicked  man^ 
reigned  (ixtcenc  ycares ,  but  not  without 
interruption ,  being  deieded  by  Leontius^ 
and  Leontius  by  Tyberius  Abjimaris ,  who 
reigned  other  three  yeares  5  therefore 
thefe  three  arc  fayde  to  reigne  lixcteene 
ycares .  Now  was  the  beginning  of  the 
Dukes  of  Venice^  which  had  beene  goutr- 
ned  before  (  for  the  fpace  of  two  hundred 
and  thirty  yeares) by  Tribunes. 

Phillip  Bardafanes,  reigned  two  yeres. 
Hce  was  cait  out  of  his  Empire  by  his 
Lieutenant  *.  and  after  that ,  they  plucked 
foorth  his  eyes.  Hee  had  much  talke  and 
little  wifedome  3  difpofing  badly  of  the 
Empire  3  he  became  after  a  fchifmaticall 
Monkc. 

Anthemius^  called  alfo  Athanajius  the 
fccond3 reigned  three  ycares ;  He  was  de-‘ 
ieded  from  his  Empire  by  Theodojius 
chiefe  of  his  Armie,  and  turned  into  a 
Monaftery.  He  had  taken  away  the  Em¬ 
pire  3  and  then  pluckt  out  the  eyes  of  his 
prcdecefTour. 

the  third  jteigned  one  ycare. 
He  left  the  Empire, feeing  himfelfe  to  be 
affayled  by  Leo  his  fucceffor ,  and  became 
3  Monke. 

Leo  the  third^  a  wicked  man,  reigned  j 


fine  and  twenty  ycares .  Hec  was  called  1 
Iconomachus  ^  a  Dcfaccr  oflmages3  and 
would  notfuffertheChriftians  tohaiic  a- 
ny  in  their  Temples.  He  was  excommu¬ 
nicated  by  Gregorte ,  and  by  author! tie  of 
a  Coiincell  held  at  his  owne 

of  Conflantinople, Blond*  in  his  tenth  book. 
The  Sdrascins  befiegd  Conjlantinople  three 
yearcs  together,  in  which  time  died  three 
hundred  thoufand  of  the  peftiicncc  and  fa¬ 
mine. 

Confiantine^  the  fift  of  that  name,  the 
fonne  of  Leo  the  Ifaurian ,  fucceeded  his 
father  in  the  Empire  of  Confiantinople ,  in 
theycareof'our  Saluation,  feauen  buo- 
dred  fortic  and  two.  Heewasfirnamed 
Copronymus ,  bccaufc  he  would  difchargc 
his  belly  in  the  Fonts,  appoynted  for 
Chriflian  Bapdfme  .^Heewasan  vttcre- 
nemy,  not  onely  to  the  Images  of Saintf, 
but  alfo  to  theyr  Reliques ,  caufing  them 
to  be  burned  .  Hec  did  put  to  death  ma¬ 
ny  of  the  beft  and  moft  refpeiSed  perfoos, 
and  (  amongft  others  )  two  Patriarchs  of 
Confiantinople.  He  made  warre  againft  the 
Bulgarians ,  both  by  Land  and  Sea ,  For¬ 
tune  fmiling  vpon  him, other-whiles  low- 
ring.  In  his  abicnce,  one  Artabafdus  was 
made  Emperour  at  Confiantinople.  But  he 
recciuing  news  thereof,  returned,  and  ci¬ 
ther  put  out,  or  rent  foorth  the  new  Em- 
perours  eyes ,  and  caufed  his  children  to 
be  flaine .  In  bis  timcjthcrc  was  fo  cold 
a  W  inter ,  that  the  Sea  oiConfiantinople 
was  frozen.  After  many  cruelties,  this 
Emperour  dyed  a  Lcaper. 

Artabafdus^  albeit  he  was  defeended  of 
mcane  birth*  yet  noiwithftanding ,  for 
the  faithfulncffc,good  vctcucs,  and  com¬ 
mendable  qualities  which  were  inhim,hc 
was  liked  of  the  Senate  and  Souldiers,  & 
afterward  was  cleded  Emporour  by  the 
zealous  Chriftians,  for  the  hatred  that  c- 
ucry  one  bare  to  Confantine  the  fift;  Hec 
became  a  better  louer  of  the  Saints,  and 
fortified  the  City  of  Confiantinople 
C  onfiantineyV/ho  had  becnc  cxpulfed  from 
thence .  NeuerthGlcffe ,  both  hec  and  it 
werebefieged  >  .and  the  Cittybeeing  fur- 
prized,  his  eyes  were  pluckt  out ,  and  his 
children  put  to  death. 

Leo  the  fourth,  was  Emperour  after  his 
father  Confiantine  the  fift.He  was  not  on¬ 
ly  heyie  to  the  Empire,  but  alfo  to  his  fa¬ 
thers  vices :  And  his  mother ,who  was  dc- 
uout ,  and  one  that  loued  God  ^  would 
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giuc  no  confent.that  he  (hould  bcEmpe- 
roiir,  Hee  made fomc  attempts  vpon  the 
Sara^^s  that  dwelt  \n  Syria.  Hcetooke 
the  Crowne,  which  Maurttius  had  dedi- 
cated  vnto  Ai  mighty  God ,  and  (et  it  on 
his  ownc  head,  it  being  very  richly  bcaii- 
tihed  with  rich  pretious  ftones :  But  foon 
aiterj  hee  had  animpoftumeinhishcad, 
with  a  fiery  Ague,  whereof  he  dyed. 

CenftantinCy  the  fixe  of  that  name ,  and 
lonneto  Leo  the  fourth ,  was  Emperour 
after  his  father  :  Hee  reigned  nine  yearcs 
(very  young)  with  his  mother ,  who  with 
his  conftnt  alfo  ,  was  perfwaded  by  The- 
Patriarch  of  Conflantinofle  ^  to  call 
a  general  Councell  of  three  hundred  and 
fifty  Bifhops.  In  a  (hort  while  after^C^;;;" 
flantine  excluded  his  Mother  from  the 
Empires  gouerncment.  Heecaufedthe 
eyes  and  tongue  oiNicephorus  to  be  pulld 
and  cut  out  5  hearing  of  a  fecrct  intenti¬ 
on,  to  make  him  Emperour,  Alfo  he  did 
(hut  vp  in  a  Monaftery ,  his  wife  Marie., 
who  was  the  daughter  of  King  Charle- 
maine  y  and  then  tooke  a  Concubine ,  by 
thecounccllofhis  Mother,  who  preten¬ 
ded  that  her  fonne  was  hated  of  the  peo¬ 
ple.  Hcercupon  not  long  afeer^fhee  cau- 
fed  him  to  be  taken,  and  plucking  fbonh 
his  eyes,  fhut  him  vp  in  prifon, where  hee 
dycd,tn  the  ycare  798, and  then  fhc  reig¬ 
ned  alone,  about  the  fpacc  of  fiue  yearcs, 
Irene,  iflued  from  Attica,  was  Wife  to 
the  Emperour  the  fourth, by  whome 
he  had  Cenfl amine fixt  before  menti¬ 
oned,  and  reigned  with  him  nine  yearcs, 
&  afterward  (alone  by  hcrfelfe)fiuc  yeres, 
or  little  more,  as  hath  already  beenc  fayd. 
She  was  thence  expelled  by  Nicephorus, 
and  fent  into  exile  to  the  Ifle  of  Lesbos, 
which  at  this  inftant  is  called  Mitiline.  At 
the  time  when  this  Lady  gouerned  the 
Empire  ofsConftantinople^Cmrlemaine  was 
facred'and  crowned  Emperour  of  Kome, 
(or  of  the  W^ft)  for  his  vcrtiics. 

CHAP.  XIII 

^  The  ancient  and  honourable  HiBorie  of  t  he 
life ,  fortunes  and  admired  ^venues ,  of 
f air e  Landgartha ,  therojall  £lueene  of 
Norway, 

TT  is  a  cafe  moft  ccrtaync  and  affured, 
•^chat  a  generous  fpiric,  a  gentle  foulc,and 


on  (he  Sunnes 
radianc  fglen- 


an  vnderftanding  fiild  with  chearcfulde- 
Iicacic  j  is  much  fooncr  feized  with  amo¬ 
rous  apprehenfions ;  then  that  which  is 
fane  off  from  this  queint  temper,  rbfon 

which  fubtillizeth  the  fame  perfedion  of  why  good  I'pl- 
thefoulc.  Confideriug that  lone,  pure  lirsaremucii 
and  perfcdly  natural!,  being  a  vcnue3and 
vertuc  cuermorc  biding  in  fiichfubiedii^  leaden  capa- 
where  the  hearts  are  beff  and  mofi  fane- > 
timonioufly  nourilhed,and  gentle  fpiritsl 
hailing  (I  know  not  how)  a  rellifli  more 
diiiinethenvulgarc,  or  apted  for  grofle 
popularitie  ;  Itfollowcth,  without  anie 
queftion  to  the  contrary,  that  men,  the 
more  remarkable  they  are  for  greatnefle, 
gcncInes,good  fpirit,&  illiiftrious  blood; 
doe  alfo  beft  difcourfc  on  louely  occafi- 
ons ,  and  efteifi  them  with  clearer  iudge- 
ment ,  thcnfuch  as  fayle  in  the  accom- 
pliilimcnts  of  the  foule. 

And,  to  fife  this  poyntthc  more  feri- 
oiifly  ;  Is  it  for  a  Clowne  or  peazant ,  to  it  is  not  for 
iudge  on  the  raritie  of veitues,on  the  fin-  Buzzards 

gular  giftes  of  the  Spirit,  of  that  which  is  ’ 
beloued  ,  and  what  offices  and  duties  are 
in  the  paftic  affcdionate?  Effedes  doe 
plaincly  approouc  the  contrary ;  for  Po¬ 
ets  ,  who  are  the  very  fubrilltft  Painters 
of  humane  affedions,  that  I  know,  and 
'Which  trace  Tructh  vnder  thediftemperd 
colours  of wittie Fables ,  cannot  better 
letvsbcholde  the  pidfureqf  fuch  an  im- 
prcflion;  then  by  theiiidgement  (fo  often 
fung)  and  perfourmed  by  tlic  Troyan ,  on 
the  beaiuic  of  the  three  Goddeffes.  For, 
the  rudeneffcof  the  Shepheard ,  hauing 
extinded  the  bright  beams  of  blond  fro  ^  *ncntofParrs, 
his  Parents ,  among  the  bafe  and  grofle 
thoughts  fit  for  flock-keepers,  not  know¬ 
ing  the  fpirites  forces ,  the  beautic  of  the 
foule,  the  gentlencfle of vndcrflanding, 
andthegalliardifeofchebodie  ir  fcl(e,^n 
being  gouerned  by  interiour  reafon;  gaue 
the  piize  (he  knew  not  how)  of  beauty, by 
appearingiii  theexteriour  fiiapcof  alaf- 
ciuioLis  Lady. 

Beholde  how  farre  Poetical!  Pbilofo- ,  The  cxtldure 
phy  extendeth  it  felfc, 

fottifh  Shepheard  degenerated  not  from  ihcFabkJ 
his  Parents ,  who  fliould  more  haue  chc* 
ridicd  verrue,  which  liucth  and  continu- 
ethforeuer;  then  that  which  withereih, 
and  loofcth  it  fcife  by  the  fteppes  of  age. 

And  if  that  indifcrcet  Iudge  pronounced 
the  Sentence,  infaiiourof  the  moft  vn- 
woorthie,  and  lent  his  affedions  to  the 
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oncly  tickling  of  defire,  full  of  wretched 
folly :  fo  was  he  as  well  recompenced  ac¬ 
cording  to  his  merit,  and  felt  in  the  ende, 
that  a  manly  Hc^ors  defleignes,  fauou- 
f  ing  of  that  which  is  proper  to  the  vertue 
of  a  man  5  was  much  rather  to  be  chofen , 
then  the  light  promife  of  a  hurtful  thing, 
how  pleafant  (beuer  in  wifhjand  alluring 
the  fenfuall  part  of  a  man* 

Alfojto  Ipcakc  truelyjfb  many  famous 
womens  as  hauc  honoured  all  the  Ages 
paft  and  ours,  by  effeft  and  memory  of 
their  commendable  vertues  %  if  they  had 
had  no  other  rarities  to  renownc  them, 
but  oncly  beauty  of  the  body:  c^ueftion- 
kffcjtheir  names  had  long  fince  bin  buri¬ 
ed  in  a  more  obfeure  graue ,  then  cuer 
time  ordained  for  things  to  be  forgotten. 
No  ,no,  it  was  vertue,  gencrofity,  height 
of  courage,  and  great  enterprizesj  which 
made  them  immortall,and  equalled  their 
glory  with  therenowne  of  men,  yea,  of 
the  nioft  fignall  and  illuftrious. 

Againft  the  venemous  tongues  of 
fucb,  as  ncucr  ceafle  to  taxc  the  reputati¬ 
on  of  fo  honourable  a  fexej  no  boaft 
need  to  be  made,cithcr  of  fearch  into  the 
valiancies  of  Sen^ramis^vthokmmoxiQ 
is  fomewhat  too  farre  off  5  ney  thcr  the  in¬ 
credible  forces  of  the thcHi- 
ftory  being  (I  know  not  how)  doubtfull 
in  the  occurrences .  Nor  will  I  induce 
Zenobia  the  Ajian  Qi^ecne^  the  dreadfull 
aftonifhmcnt  (fometime)  of  the  Romanc 
Empire.-  whofe  wifedome  alfo  was  as 
much  to  bee  commended,  as  any  of  the 
very  chiefeft  Generals,  her  dirc£lion,poI- 
licy  and  good  carriagc,all  m.qking  her  re¬ 
puted  (longtime)  for  one  ofthcVVorlds 
Monarchs .  Nor  am  I  willing  (fearing 
I  to  make  menblufh,  by  reading  how  ma¬ 
ny  women  hauc  managed  Armes,  and 
with  no  meane  felicity)  to  inferc  Cina- 
na^  Daughter  to  Phillif  King  of Macedon, 
who  made  head  againft  the  ingratcfull 
fucceflburs  of  her  Brother  i^lexander^ 
pLirfuing  the  vtter  ruine  of  his  bloode 
that  had  aduanced  them .  After  many 
foughten  Battailcs,  bauingcarried  hcr- 
fclfe  beyond  the  compaffe  of  man-lifce 
valiancy  ^  in  the  ende,  (lie  affeaed  rather 
to  dye,  then  to  fee  the  vtter  ruine  of  the 
famous  Houfe  of  her  Anceftors,  bceing 
vnablcany  way  tohelpcit.  I  will  be  fi- 
Icnt  alfo,in  fpcaking  of  the  braue  Zalafca^ 
a  young  Lady  of  Bohemia^  who  arming* 


the  Ladyes  of  her  Country  againft  their 
Husbands;  made  a  happy  courfeoflong 
warre  againft  the  men ;  vntill  fuch  time, 
as  (being  betrayed)  fhcc  crowded  into 
the  throngs  of  her  enemies,ofwhom(bc- 
fore  fhe  could  be  flainc)  fhe  flew  a  great 
number. 

I  will  not  (I  fay)  difeourfe  fo  many  ex¬ 
amples,  bccing  faiisficd  with  a  Hiftory 
mofttrue  and  memorable,  collciSedfro 
famous  Antiquity,  and  from  amon g  the 
Ladyes  of  a  people,  hcerctoforc  accoun¬ 
ted  very  barbarous;  wherein  (by  my  flen- 
dcr  opinion)  honeft  Gentlewomen  iTiall 
rcceiuc  fomc  taftc  of  venue,  without  Icr- 
ning  the  fierce  obflinacy  of  any ;  and  Ge- 
tlemen  ,  may  haue  meanes  to  fee  and 
confidcr,how  to  make  choy  fe  of  vertue  in 
louing;  and  faire  minded  Maidens,  ob- 
ferue  a  rule, how  to  contain  their  ihoghts 
inloyall  affeffion,  to  them  whom  they 
haue  dedicated  their  defires. 

In  the  time  when  Dagobert^  fonne  to 
Chdrks  the  Great, reigned  in  France y  and 
oucr  the  Empire ,  there  was  a  King  in 
SvpetidynzxtitA  Trolly  or  ^Frolloy  acrucll 
man,  a  tyrant,  and  iiifupporcable  to  cuery 
one.  This  King, being  ncuer  contented 
with  his  pwne  Royalties,  began  to  infiilt 
obftinately  on  his  neighbours  Lands:  but 
eipecially  to  flefti  on  the  king  of  Norvpajy 
vpon  whofe  Countries  entring  without 
challenge  or  defiance, he  made  (uch  great 
fpoyle;  that  hauing pilled,  facked,  and 
well-necrc  ruined  the  whole  Coiintry,hc 
vanquifticd  and  and  flew  the  King,  with 
all  his  Family  .  Nor  did  it  fumccthis 
rauenous  Wolfe,  to  haue  (bed  ifo  much 
innocent  blood,  for  the  glutting  of  his 
greedy  defirc:  but  hec  muft  needs  alfo 
foylehis  name  with  all  kindes  of  cruelty 
and  villany,  infomuch,  that  hec  left  ney- 
ther  Lady  ofthc  Houfe  Royall,  nor  any 
other  that  he  could  lay  hold  on ;  but  he  a- 
bufed  them  as  villanoufly,as  wickedly  hec 
had  robbed  other  of  their  inheritable 
rights.  They  that  were  not  ('as  yer)  fal¬ 
len  into  the  gripes  of  this  abhominablc 
Goate,  and  not  knowing  how  to  (hbnnc 
falling  into  his  cunning  and  treacherous 
fnares,  madc  fuchapriuatc  confultaiion 
among  thcmfclues  by  fecrci  intelligencej 
that  at  length ,  they  metre  together  in  a 
corner  of  the  defert  belonging  vnto  the 
Kingdomc ,  to  hauc  a  more  free  vnder** 
ftanding  of  particular  gricuances,  and 
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Va’afca  a 
yoiig  Lady, 
entred  into 
Armes  in  Bo¬ 
hemia, gainft 
the  men  of 
the  Country.! 


The  Author 
referrcih  hi§ 
Readers  to 
this  Hiilory 
oncly. 


King  Frollo 
the  cruel}  ty¬ 
rant  oiSwetia 


A  bloody  ty¬ 
rant  makes 
no  (pare  of 
ny  ihing,lo 
he  may  com- 
pafTe  his  own 
vilcdcfircs. 


Chap.  13. 


TUc  noble  m€ 
of  Norway  fo- 
licite  Rcyncr 
kingofDcn- 
marke  to  re- 
drcfle  their 
woful  miferic. 


DiftrefTed  ho 
oor.efpecially 
in  Ladies,  is 
earoeflly  de. 
firou  5  of  re¬ 
drew* 


ACouncell 
called  among 
the  Ladies  of 
Norway. 


how  they  niightbcft  defend  they r  honor 
and  innocencie. 

Nevves  like  wife  ran  curforily  among 
them^  that  the  Nobilicieofthc  Country 
(who  had  withdrawne  themfelues  into 
Denmarke)  iblicited  King  Keyner^  to  bring 
thitherhis  forces  5  inreiiengcof  adifho- 
nourable  iniury  done  tohis  ownebloud 
(  for  his  mother  was  ifllied  from  Norway ) 
and  the  Dane  being  cafily  fpurred  on  to 
warre ,  in  r egarde  he  was  very  youthful! , 
his  bloud  chcarefully  boyling ,  and  defi- 
rous  to  atchicue  honour  by  Amies  j  gauc 
the  eafier  care  to  the  motion.  Befide^dc- 
fice  of  rcuengc,  to  fee  his  reputation  fo 
much  intcrcifcd  j  by  the  tyrannies  of  Swe- 
with  pretending  a  right  and  title  vnto 
thckingdomc  ofTVi^ni?^ :  Thefewerenq 
meanc  motiiies  to  incite  him  on  the  (bo¬ 
ner.  And  thefe  conilidcrationSj  gauc  hart 
alfo  to  the  diftreffed. Ladies  ^  for  hope  of 
good  fuccefle  thereby :  but  fearing  3  that 
matter  and  mcancs  (in  this  cafe)  were  not 
as  yet  fufficiently  ready  5  this  intimated 
perf.vafion  vanifhed  into  frooakc  3  cuen 
(wcll-neare)  as  fodaincly  as  it  was  concei- 
ued3  being  no  way  able  to  tclblue  on  anic 
thing.  .  r.  .f 

At  lengthy  one  in  their  goodly  troupe, 
and  (almoft)  oncofiheypungeft,  faireft 
and  gentleft  Virgines ,  andiuch  a  one  as 
had  propounded  to  hcrfelfe,ncuer  to  fub' 
mic  vrider  any  La  we,  that  gauc  a  man  po¬ 
wer  oucr  his  wife;  ShCibcholding  the  fad 
aftonifbmcnt  of  the  whole  company  jand 
what  iuftreafon  they  had  to  be  fo  dread¬ 
fully  difmayed  •,  making  a  reucrent  obey- ' 
(ance  vnto  them  all,  deliuered  her  minde 
in  this  manner. 


Queene  of  Norway* 
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T he  Oration  of  Landgarthai 

to  the  whole  Company  of 
Ladyes. 

/ 

CAn  it  he  (  faire  Ladies  of  Norway)  that 
illufirous  hlood ,  affeareth  onely  in  the 
firength  and  dexteriue ,  which  fondly  wee 
f  refume  f  roper  and peculiar  to  men :  and  we 
that  haue  heart  s^fpmts^  fpodies  and  member s 
like  •vnto  theirs ,  muji  make  them  reuengers^ 
and  defenders  of  our  continence  chaftity  f 

jfFate  be  fo  maleuolently  affected ,  that  our 
fathersMothers  and  husbands  y  canohtayne 


no  fuccour  3  to  recouer  their  lands ,  and  fx- 
pulfe  the  'tyrant  out  of  theyrterritories  :fhall 
it  therefore  be  faydy  that  we  mufl  needs  ferue 
the  inordinate  appetits  of  a  vidairWy^  Frollo 
muJl  abuf  ?  thofe  remay ning  Ladies,  that  ne- 
uer  tafied  his  abhominable  embracements,Let 
Landgartha  Hue  no  longer ,  if  foe  be  voyde  of 
all  other  duetiesand  deuotionythen  to  attend 
the  pleafures  of  a  Tyrant^  and  (without  refi- 
fiance)  fuffer  'violence to  be  done  to  hethp- 
nour  andmodejlie, 

why  Ladies  3  the  Lyonejfe  and  tygrejfe 
whet  their  clawes  and Jbarpen  theyr  teeth, \  to 
defend  theyr  yoong  ones,  and prferue  theyx 
Hues  from  the  Huntf  mens  hands.  The  •verie , 
fmaliejl  Bird  widvfe  bothy  the  Beake^nd 
Wing ,  to  reuenge  the  wrong  offered  by  rape 
of  her  brood.  And  we,thatfurrmunt  the  one, 
in  f  mce  and  reafon ,  the  other  in ftrength  ',  ff 
all  in  wifedome  and  councelf  for  bolde  at¬ 
tempts  5  fhall we  fuffer  that  a  Stranger  (  not 
one  iote  frronger  then  our  owne  Countrtef  \ 
firength  )  Jhallmake  a  mockery  and  ^abu  jtue' 
pafiime  ;  of  the  mofi  honourable  Matrones 
fy;  Gentlewomen  in  our  LandiNomo,it  is  mt 
for  Landgartha  to  endure  fuch  indtgniti^ 

or  that  (  wHhout  effuJton  of  her  blood)  fcan 
yeeld  to  the  beafidtke  Frince  ofSwetia.^^  j 
.s-. .  Are  weynjertourin  courage  and generofi-.  Aluiida  was  \ 
tie  ofjpirit  ,  to  braue  Aluiida ,  who  fo  ‘  J 

timefought  on  the  Seas,  and  amazed  the.'ve^,  the  Gothes^  & 
ry  boldejl  warriours  of  the  world  ?  Are  wee, !  ranged  on  the 
defelliue  in  any  thing  (he  had?  We  are  health^  **  * 

fuU^  young,  gallant,  fir ong  and  rich  enough^ 
to  winne  whatfoeuer  is  needefud  for  vs ,  by 
feruice  ey  therm  Sea  or  Land,  And  if  Alutl- 
da( rnoued  by  vniufi  means  )  pro/perd  in  her 
ailions,  and  had  Fortunefauorable  to  all  her 
attempts :  can  you  imagine  f hat  Heauen  hath 
not far  re fayrer  fuccejje  in fiore  for  vs ,  ha- 
uing  Reafon  and  F'ertue  on  our  fide,  and  vp- 
right  iuUke  tofupport  our  caufe  ?  were  our 
tourney  to  death  onely ,  and  that  the  ending 
of  this  wretched  life ,  could  appeafe  the  Ty¬ 
rants  cruelty  ,  without  proceeding  any  fur¬ 
ther  :  /  would  be  the foremofi,  freely  off'ering 
my  felfe  as  a  Sacrifice ,  to  fattate  the  furie  of  | 
his  raging  lufi.  If  he  coueted,and  would  haue 
nothing  elfe  but  our  wealth  andtreafure  \  / 
would aduife you  to  deliuer  all,  and  rather 
then (pare  aught ,  let  vsgoe feeke future  for¬ 
tune,  and  begour  bread  through  all Jirange 
countries  in  the  world. 

Ah,  no,  no y  (fweete  Ladies)  hee  likes  our 
Hues  too  welly  ond by  taking pleafure  in  them, 
dejireth  our  euerlaliing  dilpleajfure.  He  will 
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Of  Faire  Landgartha 


lo  Booke 


shame  and 
infamy  waite 
continually  at 
the  heelcs  of 
Ynbridl<iidluft< 


'VS  to  emoy  our  wealth ,  for  his free- 
er  watlowing  in  wicked  dalliances ,  which 
frey  is  themaine  furchafe  whereat  heemoH 
aymeth  :  for  hee  more  delight eth  in  our  Ho¬ 
nours  'violation ,  then^  by  maffacring  our  bo¬ 
dies  ^  to  become  Lord  of  all  our  lewellSy  lands  ^ 
andinheritances  .  What  remayneth  then  for 
our  deliuerancef  Shall  we  tarry  for  them  that 
are  in  Dcnmarke ,  expelling  when  they  will 
cometofuccour  'vsf  Noy  rather  let  Ladies 
arme  themfeluesyand  appearing  in  open fields 
fight  'valiantly  againft  the  villaine^  that  feek- 
eth  to  fob  vs  of our  true  repute .  Let  vsgiue 
him plainely  to  vnderUand ,  that  effeminate 
per fons  are  more foft ,  and  leffe  valiant  then 
1  We  are  \  that  chffle  and  vertuom  Ladies  are 
A  famous  and  |  of  Other  temper ,  then  Souldiers  mollified  by 
vforthy  refo-  yffg paillardife  lyeafhat  they  are  more  true- 
ly  conflant  then  the  tyrant^  whofe  confeious 
gutltinejfe  in  foule  offences ,  is  his  owne  con- 
tinuall  torturing  hangman.  On  then  (valiant 
IffmeffeSy  andLadtesofnomeaneluHrc'y ) 
away  with  our  wanton  tires y  paintings y  per- 
riwigSyandydle  deckings :  Let  'VS  change  our 
Spindles  ^Needles  and  Samplersjnto  HorfeSy 


lution  in  a 
chaftc,  yersu 
ous  &  Ipright 
full  minded 
Virgin. 


libercie ;  which  he  was  content  to  graunt 
them,  in  regard  of  their  beauties  and  gen¬ 
tle  behauioiir. 

But  Landgartha ,  the  man-like  woman 
champion,  hearing  the  peremptory  com- 
maund  dcUuered  by  the  Tyrants  He- 
raldsjfent  them  backc  with  blows  and  in- 
iurious  fpceches,  telling  them  5  that  they 
would  not  take  their  lines ,  in  regardc  of 
any  refpeft  they  had  to  their  Lord  :  but 
oncly ,  becaufc  they  fhould  let  him  vnder- 
ftand  3  in  what  dcuotion  and  readinefle 
they  found  them,  S.  or  fecking  fomc  con- 
uenient  means  and  way, whereby  to  make 
him  render  an  account  for  his  tyrannic 
and  cruelties. 

When  FroUo  heard  thefe  tidings, at  the 
firft  he  made  but  a  fcornC  thereof,  laugh¬ 
ing  extreamcly ,  at  this  womanifh  entcr- 
ptife  and  Armic  of  Ladies,  faying ;  They 
did  well  j  to  make  a  prefent  of  themfelues, 
becaufe  he  fhould  hauc  the  eaficr  way  to 
find  them,  and  if  they  came  into  the  fields 
the  bootic  would  fuffice  for  his  Souldiers 
pay ,  and  likewife  for  their  pleafure  befide. 


ThcHeraulds 
&  Meflengers 
of  FroUo  arc 
fenc  back  with 
iuft  payment 
by  the  Ladies. 


LaunceSy  Swords  and  Amour ,  and  trie ,  if  |  in  regardc  he  would  beftow  wiucs  vppon 
FtoUo  he  as  furious  in  warr€y  ashee  isfierie  \  them  all,  andfauethema  labour  from  a- 
wantonin  his  lafeiuious  P allace .  Let  vs  re-  ny  further  fighting.  But  this  pleafant  hu- 


Thc  Tyrant 
made  a  moc< 
keric  of  the 
Ladies  prepa 
radon  inarms 
meaning  to 
marry  themto 
his  Sou  Idicrs 


A  League  ^ 
fworn<\  amog 
the  Ladies  & 
Landgartha 
made  the  La¬ 
dy  Generali. 


It  is  no  com¬ 
mon  mattety 
that  mooueth 
women  to 
raaxch  inarms 


uenge  the  wrongs  our  Parent  sand  Kindred 
haue  recetued 5  or  die  moTl glorioujlyy  in  the' 
purfuite  of  fo  holy ,  iuH  arid  commendable  a 
reuenoe,  ■  ' 

\  O  •  -  >  r 

‘  S  ,  .  •  * 
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This  couragious  rcmonftranccof  the; 
brauc  (pirited  Virgine,  gaue  fuch  bolde  a- ; 
nimation  vnto  the  reft  of  the  Ladies ,  as  ^ 
(  with  one  confent )  they  made  a  league ,  ■ 
vowing  louing  alliance /and  (follcnmly 
{wearing  faith,  loyalcic,  mutuall  fuccour, 
and  affiftance  among  thcmfelucs^)/:^;?^- 
gartha  was  elcded  chiefe  commandrefTc, 
or  Lady  Generali  of  the  Army ,  and  well 
deferuing  that,  or  any  other  higher  digni- 
tie,  being  the  motiuc  to  fuch  a  mainc  and 
important  bufincflTc. 

Now  beganne  amuftcr  of  all  the  Wo¬ 
men  and  Maidens, of  the  moft  noble  and 
famous  houfes  throughout  the  whole 
Countrey  :  but  not  without  much  amaz- 
ment  in  FroUo ,  wondering  whereto  ten¬ 
ded  fuch  an  afTcmbly .  Hec,  pcrfwadii;ig 
himfelfc,that  they  intended  flight  to  their 
friends  and  kinred  in  Denmarke-ficnt  com- 
maund  vnto  them,  that  (on  pcrill  of  their 
liucs)  thcyfhould  rcturne  home  to  their 
houfes,  for  enioying  the  benefite  of  their 


mour  foone  torfboke  him ,  and  coniicrted 
into  fury,when  he  was  aducrcilcd  of  their 
being  in  the  field, &  making  fuch  a  ftrange 
maffacre  of  his  men ,  as  the  like  was  fcl- 
domc  fecnc  or  heard  of.  Nor  fpared  they 
the  Hues  of  any,  that  durft  reclaime  him- 
Telfe  from  following  his  fcruicc  ,  ^which 
made  him  curffe  and  fwearc ,  threatning 
them  with  a  ihoufand  kinde  of  totments 
and  afflidions,  going  now  (in  good  car- 
neft)  to  arme  himfclfc  j  as  being  perfwa- 
ded  jthat  this  feminine  furic  had  extended 
fofarre,  that  it  was  no  light  matter  that 
could  allay  it  •  Hec  grew  alfo  into  fuch 
fufpition  ofhimfclfcjthathckcpt  aftrong 
Guard  about  him  ;  as  holding  but  fmall 
affur^cc  of  his  life ,  amongeft  the  armed 
troupes  of  his  owne  Souldiers ;  yet  hec 
made  many  large  promifes  vnto  them,  of 
the  very  faireft  and  rich  eft  amongft  them, 
with  all  their  lands  and  treafure,  to  fhew 
thcmfclucs  valiant  and  coragious.  againft 
this  giddy  headed  army  of  women*,  which 
cncrcafcd  daily  more  and  more ,  both  in 
number,  victuals  and  munitions, brought 
continually  to  them  from  euery  part. 

But  howfocuer  (one  way)  the  bad  af¬ 
fection  of  the  Norwegians  gaue  affluftion 


FroUo  prepa- 
rcth  himfclfc 
to  Aimes  a- 
gainft  La¬ 
dies. 


to 
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Tyranny  is  al 
waves  fubieft 
10  tormenting 
paiiioKs. 


Queene  ofNorvvay . 


The  arriuall 
ofReyncr,K, 
of  Dentnarke 
io  Norway 
with  a  mighty 
Arnjie. 


Whenmenbe 
in  bad  adions 
(  cfpccially  in 
Armes  vniuft' 
ly)  theyftand 
inneede  of 
good  incoura* 

gj«g- 


to  his  fpirks  ■  and  the  fauour  which  his 
ovvne  fubiects  affoorded  to  this  woman- 
ifh  Anny^tormented  his  foule  as  violent¬ 
ly  on  the  other  fide :  yet  he  feemed  to  fee 
a  good  countenance  on  his  feares,  decla¬ 
ring  no  outward  doubtofpreuaylinga- 
gainft  them,  though  (inwardly)  his  cogi¬ 
tations  toldehiin  dreadfulltydings .  Ne- 
uerthcleffc, being  already  in  the  field;  and 
preparing  his  cquipage^to  get  the  beft  ad- 
uancage  he  couldj  of  the  place  where  thc' 
Ladies  were  encanipcdra  Gourticrcamc 
galloping  in  poaft  to  him, bringing  newes 
of  the  king  of  Denmarks  defeent  into  Nor- 
W4^,with  a  very  potent  Armie,  What  a- 
ftoniflimcnc  foeucr  feized  on  his  foulojto 
fee  himfelfe  inclofed(as  it  were) with  two 
puiflant  cncmieSjand  knowing  how  high¬ 
ly  he  was  hated,  by  them  whom  hce  had 
ouercomc  and  fubieified  :  yet  notwith- 
ftanding ,  perceiuingthat  flight  was  pre- 
iudiciall  to  his  honour;  and  (moreoucr) 
almofl:  impofsibicjin  regard  that  the  ways 
whereby  he  (hould  paffc  xwioSuetia^zs  al- 
fo  cuery  port  and  paflage  were  in  the  ene¬ 
mies  power;hcre(bIued,firft  to  runne  his 
fortune  on  the  men,  who  being  defeated, 
the  fight  would  be  farre  eafier  againfi  the 
women;  and  thereupon,  in  the  forme  of 
an  OratioHjthus  he  fpakc  to  his  Army. 


.  ^The  Qrmonof Frollo  y  King  of 
Swetky  to  his  Soldiers. 

you  were  not  thofc  valiant  Gothes  and 
Swetiansy  that  haue  tamed  and  beaten 
this  kcnncll  broodc  of  Norwegians ,  and 
now  conquered  their  land :  If  it  were  not 
yourvaliancic,  that  hath  often  made  pil¬ 
lage  and  fpoilcof  the  Danesylfyomin- 
iiincible  force  were  not  well  knowncto 
the  world  :  I  (hould  then  haue  now  en¬ 
treated  you  5  to  remeber  your  Anceftors, 
and  the  glorious  conquefts  of  your  prede- 
ccflbrs:  I  fhould  al(b  let  before  your  eies, 
how  many  Kings,  People  and  Nations 
were  vnder-yoaked,by  the  greatnefle  and 
dccdcs  of  your  famous  fore-goers.  But, 
feeing  that  your  proper  vcrtiic  fufBciently 
fheweth  it felfe,  and  auoiicheth  you  to  be 
the  worthy  fonnes  and  fuccelToiirs  ,  to  lb 
many  valiant  and  famous  Fathers ,  and 
that  your  deedes  are  no  way  indebted  to 
thegloric  of  their  greatnefle ;  Let  vs  goe 


then,  gentle  and  worthy  warriours  :  Lee 
vs  pace  on,  and  giuc  Reymr  to  knoWjtliat 
this  is  no  Couiurey  for  him  to  rcigne  in, 
nor  to  dcalein  adlions  of  Armes ,  with 
the  moft  furious  and  braueft  Nation  of 
Europe .  Let  vs  on  (bold  fpi rites)  to  chafe 
them  againc,  which  hauefo  many  times 
fled  before  VS;  and  let  vs  chafijee  the  re¬ 
bellion  of  the  Norwegians ,  who  falfify- 
ing  their  faith  fworncvnto  vs  :  haue  cal¬ 
led  in  our  enemy  to  their  fuccor,to  quar- 
rell  with  me  for  that  , '  which  is  yours  by 
right  of  Conqueft. 

I  ' 

In  the  mcanc  Ipace ,  while  Fro^omox- 
ched  on  to  mccie  the  Vanes ,  obftruc  the 
wifcdonic  and  diligence  of  tandgartha^ 
and  her  Ladies,  who  ftepped  before  him 
withflichpoafting  fpeede;  that  ere  the 
time,  as  any  intelligence  could  be  oBtay- 
ned  of  her  departure  :  tydings  were  fud- 
denly  brought  him,  that  both  the  CaiDps 
were  ioyned  together ,  and  came  mainly 
marching  onward  to  biddc  him  battailc. 
Now,  although  this  did  not  alitcle  ftartlc 
his  minde,  and  intimated  a  fufpitious  kind 
offcare  ,  left  Fortune  fhould  turnc  her 
backeonhim,  hailing  formerly  fauored 
him  jn  all  his  proceedings  :  yet  being  a 
man  of  high  heart,  valiant,  and  borne  for 
Armes:  he^fhewed  no  femblance  of  dread 
ordiftruft,  but  rather  ftill  follicited  his 
men,  to  (hew  themfclucs  fuch  as  alwayes 
they  were  knownc  to  be ,  and  to  account 
the  ennemy  no  ftrongcr  by  the  womens 
combination;but  rather  to  hope, that  for¬ 
tune  had  conduced  them  purpofely  thi¬ 
ther,  for  the  larger  encreafing  of  their  be- 
ncfit,and  to  heighten  their  corage  againft 
any  ,  that  diirft  prefume  to  depriue  them 
offofaire  a  booty. 

On  the  other  fidc,King  Reyner^  bccing 
come  within  the  view  of  the  cnemie,rode 
among  the  ranks,  encor aging  his  people, 
propofingtothem  his  tight,  and  the  in¬ 
ti  afion  made  by  i\\cSwetian.  He  required 
them,  to  rciiengc  the  wrong  doone  to  fo 
many  honourable  houfes ,  vtterly  ouer- 
throwne  by  the  Tyrant,  and  to  fuftain  the 
caufe  of  womens  modefties,  for  whome, 
and  in  whofe  defence ,  long  agonc  theyr 
Aunceftourshad  attempted  rare  adions 
of  Armes,  and  fpent  their  blood  in  ma¬ 
ny  parts  of  the  world .  He  alfo  fet  before 
their  cics,  the  courage  and  aniraofitie  of 
thcLadics,who  marcht  orderly  vndcr  the 
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an  efpeciall 
encoragem€r 


Enfignes  of  valiant  Lamlgartha ,  and  to  i- 
mitate  by  theyr  force ,  that  which  weake 
women  had  vndertaken  3  to  freethem- 
feliies  from  the  violence  of  a  Tyrant .  Al- 
fo ,  that  they  might  aflTiiredly  bee  perfwa- 
1  ded,  befide  the  gaine  and  bootic,  in  get- 
I  ting  the  bagge  and  baggage  of  the  Sweti- 
ans:  himfelfe  would  (moreouer)  vlefiich 
rewarde  and  courtefie  to  well  deferuers; 
that  they  fliould  foreuerhaue  iuft  caufe 
to  commend  bis  munificence .  He  decla¬ 
red  to  the  ,  that  (for  the  lone 

to  them)  hee  would  aduenture  to  fight  a- 
gainft  Frollo ,  whom  if  he  conquered  ^hcc 
would  fparehim  no  more,  then  the  reft  of 
his  race  formerly  had  doonc.  And  there¬ 
fore  jto  fhew  thcmfelues  valiant,  and  now 
to  bee  fully  rciienged  on  the  ty¬ 

rannies  5  feeing  Fortune  had  almoft  (with 
great  aduant3ge)dcliuered  him  into  their 
hands. 

Landgartha^  beholding  how  euery  one 
encouraged  other  to  the  fight ,  andpb- 
feruing  fome  rare  galliardife ,  euen  in  the 
gracefull  lookes  of  her  female  followers  5 
inftcadcof  further  animating  ,  thus  fhe 
fpake  vnto  them. 

Another  Oration  ofLand- 

gartha^  made  to  the  Amie 
ofLadics. 


Her  action, 
gefturc  and 
behauiour  in- 
flamed  the  de- 
flres  of  all  her 
faire  folowcrs 


IT  is  fornjs  (fayre  Ladies  )  that  the  glorie 
^  of  this  bat  talk  is  referued ,  and  to  none 
elfe  is  due  the  reuenge^  for  our parents ,  kin- 
red^  friends  and  familiars .  Men  may  fight 
they  mil) in  their  owne quarrell.and  deale 
%vith  whom  themfelues  thinke  befr  :  but  the 
^alorotts  Ladies  of  Norway^willpurfue  none 
other  then  the  very  fquadron  of  the  Tyrant^ 
and  there  will  wee  die  in  the  mtddeB  of  our 
endeuour^  or  make  this  the  lajl  day  of  his  mi- 
^ferable  life .  Let  ourhorfes  feemeto  jlie  a- 
rnong  the  rankes ,  that  we  may  be  obferued  to 
furmount  the  prow  effe  of  men^  and  that  wee 
can  quickely  re-vnite  our  Jlrength  againe^ 
if  any  dif order  fhould  chaunce  to  diuide  vs. 
Fair  Fortune  be  our  guide  ^  and  fauour  vs  to 
dieglorioujly ,  or  vanquijh  (  with  hearts  be- 
feeming  our  Sex  )  the  onely  infamous  Prince 
in  the  world.  In  a  ffirit  gentle  and  generous^ 
fee  (  /  befeech  you  )  what  power  Difdayne 
hath^  to  beholditfefe  offended^  and  of  what 
woorth  illuHrom  blood  is ,  {touched  with 
wrong  )  receiued  by  women ,  and  may  dens  j 


[tender,  foft^  and  deli  cutely  borne  and  bred^ 
notinvred  to  the  trauaile  of  Armes  ^  hut 
driuen  by  defre  of  reuenge  onely.  For, the 
rapes  made  on  theyr  violated  kindred  and 
friends  muH  ncedes  bee  now  acknowled- 
gedjby  the  ornament  which  fayreli  embellifh- 
eth  our  faces ,  and expofeth  vs  to  allmanner 
ofhaz^ards,  amongeB  the gallanteB  troupes 
of  men. 

King  Reyner^  hailing  giuen  the  aflaults 
fignall,  aduifcdly  obferued  the  behauiour 
and  warclike  order  of  the  women,  feeing 
Landgartha  perfourme  both  the  actions 
and  difcrccte  conduct  of  a  good  Soiildi- 
er^  making  way  through  the  throngs,  and 
entring(cuen  in  meere  delpite  of  the  cne- 
mie )  with  her  faire-locked  troups  of  La¬ 
dies  ,  into  the  Tyrant  of  Swetiaes  fqua¬ 
dron  .  Hee  ftoode  as  aftonied  at  fo  brauc 
hardiment ,  and  (in  this  aftonifhmcnt)he 
felt  a  kind  of  foftning  in  his  manly  foule, 
rauifhing  both  his  eyes  and  thoughts, 
with  admiration  &  contemplation  of  this 
chafte  Damofcll :  he  foorthwith  followed 
herfighing,  yet  knew  he  not  the  caufc  of 
fo  fodayne  an  alteration ,  and  beholding 
her  woondcrfull  carriage  in  the  fight,  faw 
no  ftroke  returned  againfthcr,  but  it  fee- 
med  to  cleaue  his  heart  in  funder.  Hee 
wiftied  himfelfe  necre  her,  to  free  her 
from  allperill  anddaungcrj  yet  hetooke 
great  delight  to  beholdc  her  braue  bcha- 
uiour. 

So  long  his  eyes  were  led  by  this  amo¬ 
rous  contemplation,  that  (very  fooncaf- 
ter)  he  faw  the  Ladies  prefle  on  with  fuch 
impetuous  furie ,  into  the  mainc  body  of 
the  battaile^  and  where  the  king  of  Swetia 
wasinperfon  :  that  (in  aftiortwhile)  it 
became  fo  fhrewdly  (haken,  as, both  the 
vanqu  ifh  ers,  and  the  vanquiftit  confefled, 
that  the  vidory  was  more  to  be  atributed 
to  the  wife  leading  of  Landgartha^  and  va¬ 
liant  following  of  her  Ladies,  then  to  the 
long  breathing  and  loofe  courage,  cither 
in  the  Souldiers  of  Denmarke  or  Norway  .* 
for  they  neuer  ceafed  to  purfiie  the  point, 
till  Frollo  was  hewne  in  peeces  amongeft 
them  ^  as  the  corrupter  of  blooming 
youth,  and  violatcr  of  their  chaftitics, 
whom  he  ought  (in  honour  and  duty)  to 
defend.  Thus  in  an  inftant,Fr4//(?  payed 
the  cruelcic  due  vnto  his  difgracefull  life , 
&  was  punifhed  by  ccicftiall  ludgemcnt; 
for  inuading  the  land  and  inheritance  be¬ 
longing 
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longingto  another,  and  abufing  the  ho¬ 
nor  of  fo  many  chafte  Ladies. 

The  victory  won  by  the  Dane, he  free¬ 
ly  confeffedjthat  he  enioyed  it  by  the  va¬ 
liancy  ofthe  Ladies, and  abouc  al  the  reft 
by  the  wife  and  hardy  condinS  of  hifjwho 
commanded  ouer  the  female  troops.  But 
conccaling(as  yet)  the  fire  crept  into  his 
heart,  and  which  ftolc  on  ftill  to  the  verie 
depth  ofhisfoule;hc  cunningly  enquired 
(as  one  rapt  with  amazementj  among  the 
reft^at  the  dexterity  of  this  woman  War- 
riour)  what  (he  was,of what  houfc,and  in 
what  country  fhe  receiued  her  Originall  ? 
Anfwer  was  returned  to  him,that  (he  was 
a  Maiden  to  be  married,  fo  chaft  as  po(fi- 
bly  might  be, as  vertuous  as  any  that  lined 
ixi  Norway^  in  blood  Noble,  of  a  famous 
houfcjand  inferiour  to  no  Ladicin  wife- 
dome  .  The  vertue  and  wife  carriage  of 
Lmdgartha  in  war,  hauing  won  the  heart 
of  this  y  outhfull  King  5  gaue  yet  a  far  lar¬ 
ger  entrance  to  loue,  that  left  no  part  of 
his  foule  vnbefieged :  when  he  heard  fay, 
that  die  was  a  Virgin  Lady  ^  and  of  great 
birth. 

f  But  becaufe  he  could  rather  hauc  wi(ht 
her  to  be  his  louely  friend,  then  wedded 
wife  5  he  faw  how  (hort  hce  came  of  any 
fuch  hope,  being  truely  informed  of  her 
virgin  modefty,  ftanding  clecrc  from  all 
pouibility  of  corruption:ncithcr  might  he 
dare  to  attept  it,  feeing  how  refpc(5iucly 
(he  was  eftcemed,  affeded,  and  reiicrcn- 
ced,6d  hardy  enough  to  fuppreffe  all  fuch 
finifter  enterprifes.Moreouer,as  clfwherc 
we  haue  declared,though  rapes  had  bene 
too  common  in  that  Scandian  countrey; 
yet  it  was  no  eafy  offer  to  her,  that  knew 
wel  how  to  rcuenge  fuch  wrong,  and  had 
made  good  proofe  therof  fo  latdy,  in  the 
iuft  infliftion  on  a  luftfull  tyrant.In  which 
rerpeft, hauing  a  fairc  and  gentle  fpirit;he 
refolued,  to  cloath  with  grace  and  good 
acceptance, whatfoeucr  might  appear  vnr 
equall  in  her,  to  fute  with  the  greatnes  of 
a  King, and  to  fatisfie  his  owne  defires,  by 
contraaing  honourable  Marriage  with 
hcr.And  becaufe  common  fame  had  noi- 
fed  ofher3thac  (he  had  concluded  to  keep 
her  virginity  for  ciicr,  without  admitting 
any  man  to  triumph  ouer  her  chafte  ho¬ 
nor:  he  laboured  the  more  to  win  her,  & 
to  break  this  vncharitable  purpofe  in  her; 
affeaingheras  dcarcly  as  his  owne  life  5 
accounting  her  the  moft  compleate  crea¬ 


ture  in  the  W0rld,&  fuch  a  lewel^  as  none 
could  be  more  precious,  >  v; 

If  this  opinion,  coriceining  the  rare 
Mtnw^so^Landgartha  ,•  had  alwayescbn-^ 
tinued  carradcred  in  the  foule  of  this, 
prince;  and  if  he  had  refpefted  her  as 
after  the  cnioying  lier,  as  before  hce  ba4 
the  bappinelTe  to  be  poffefled  of  hen 
fhould  haue  reccyued  -  no  oceafion  to 
complaine  of  him, and  he  neucr  had  ftpqd 
acGufcd  offuch  infidelity  and  ingratitude 
to  her.  But  (the  more  the  pitty)  there  h 
not  any  thing  fo  picciousijtarejor  ofgrea- 
teft  confcqu€nce;but  if  a  man  bee  pofTef- 
(edofit,  and  hath  it  freely  at  his  owne 
command :  he  grovyeth  djftaftcfull  oftit ; 
accounting  his  appetite  Ipathingly  glut¬ 
ted  therewith ,  and  nothing  can  feeme 
more  contemptible, to  him.  .^1 

Reyner^  how  great  a  King  foeuer  hep 
thought  himfclfc  to  bec^and  how  power- 
full  in  his  chccfcft  commands :  yet,he  felt 
himfelf  a  flauc  to  Louc3liot  daring  to  di(^ 
coucr  his  thoughts :  he  was  becomc(con- 
trary  to  precedent  cuftom)  a  friend  to  fo-^ 
litudCjfullofpaffions,  -compalTcd  with. 
fcares,troublcd  in  fpirit ,  martired  in  bis 
fenfes,fcar(cfuftainipgahy  hope,  but  ve¬ 
ry  coldly, and  breathing  forth  (ighs  incef- 
fantly  ;fo  that  all  were  aimazed  at  this  (b 
(irangebehauiour  in  him.  Notwithftan- 
ding,no  one  durft  enter  intp  fuch  boldc- 
nclTe,  as  to  demand  of  himjwhence  came 
the  caufes  of  fuch  comfortlcflfc  follitudc. 
At  Icngthghauingconfidered  fufficicntly 
on  what  he  had  to  do, and  finding  the  po¬ 
wer  of  loue  fo  potcntjthac  it  exceeded  all 
po(fibilityofrefiftancc,  ashaoinga  priui- 
ledge  abouc  nature,  and  LmdgarthA  no 
way  to  be  enioyed,  but  by  the  chafte  em¬ 
braces  of  a  marriage  bed :  he  fent  for  the 
Lady  and  her  friends,  imparting  his  mind 
to  her  in  this  manner. 


IKnow  wcll(gentle  Damofcljthat  it  may 
mouefomc  admiration  in  you^  vppon 
what  oceafioni  hauc  thusfent  foryoii; 
albeit,  the  obligation  wherein  I  ftandc 
bound  to  your  high  deferuings,  might 
haue  commanded  me  to  do  it  much  foo- 
ncr3&:  yet  a  matter  no  more  then  reafona- 
blc.But  to  hold  you  in  no  longer  fufpenfc 
the  hope  I  hauc,  j  you  wil  continue  hcerc 
in  court;was  the  motiuc  to  my  milCon,^ 
the  power  I  might  pretend  ouer  your  pa¬ 
rents  and  frends,  (hold  wifti  their  willing 
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aduicc  to  you^  and  enioyne  you  to  grace 
vs  with  your  company.  I  know  what  you 
arCj  and  am  informed  of  yourhoufe  and 
ibreeding ^ but  much  more  ami  aflured 
.ofyour  valor  and  other  vertiious  merits, 
by  the  commendable  partes  and  lingular 
rarictics,  whereof  mine  owne  cics  hauc 
.bin  a  witnclTc.  You  alfo  arc  not  ignorant 
who  I  am,  what  my  power  is»  and  the 
m'eanes  to  make  my  felfe  fcnliblc,  cither 
offauors  or  iniures,  from  whom  focuer  I 
happen  to  recciue  them.  I  confelTc^that  if 
there  be  any  thing  extrauagant  in  Louc, 
of  fiirpaffeth  the  greateft power  in  man^it 
hath  taken  foundation  in  my  foule,cnfla- 
ming  my  beft  defires  to  wilh  you  weirb'ut 
I  am  vncertalnCj  whether  you  be  fo  cour¬ 
teous  or  no, to  take  a  liking  or  acceptable 
allowance  of  this  affedion,'*  and  fo  much 
the  rather,  bccaufcyou  appear  abouc  the 
reach  of  other  Ladies.  Ncuerthclcffcjif 
you  meafurc  the  greatnefle  of  a  King, and 
of  him  that  is  your^Soueraigne ,  with  the 
hifterofyour  choife  perfc£l:ions;you  dial 
fee,  that  both  thefe  rarietics  paired  toge¬ 
ther,  do  make  but  one  vnion,  &  the  moft 
excelient  that  any  man  can  imagine.  In 
breefe,  all  my  wifti,  intent,  and  affeftion 
confifteth  in  this,that  if  you  thinkc  good, 
or  I  may  feeme  worthy  in  your  cyc,to  be 
a.  fit  husband  for  Landgartha-^  I  wold  take 
you  to  Wife,  and  makcyouQuecneof 
Penmarke  and  Norway,  You  may  thinke 
hccreon,  it  is  in  you  to  conclude  all,  and 
CO  whom  I  referre  my  felfe  :  for,  of  this 
myfubmiflion,  I  make  your  parents  and 
friends  witnefles ,  calling  for  them  pur- 
pofcly  hither,  to  hcarc  m  y  m  otion,  and 
your  anfwcr. 

Landgartha^yNhovizsTLS  apprehenfiuc, 
courteous  and  modcft,ashigh  in  corage, 
and  ftrift  in  opinion  ;  confidering  who 
it  was  that  made  the  motion ,  and  how 
much  he  imbafed  himfelf  in  the  demand, 
returned  this  anfwcr. 

CIR,  although  my  deliberation  from 
'^mine  infancie,  and  continuing  to  this 
flouring  condition  of  mine  age ,  hath  al- 
waies  bcene ,  neuer  to  fubiefi:  my  felfe  to 
the  lawes  ordained  for  marriage,  bccaufc 
freedom  cuer  feemed  more  conforme  to 
thedifpofitionofmylpirit,  thenfuch  o- 
bedicnceasa  wife  owes  to  her  husband, 
not  that  I  hauc  vowed  or  fwornc  to  any 
eftatewhatfoeuer :  yet notwithftanding, 


hauing  regard  vnto  the  duty  I  owe  my 
Prince,  and  feeing  how  iuftly  I  may  de- 
ftruc  blame  and  punifiimcnt ,  in  refufing 
him  that  hath  fbueraigntie  oucr  mcc  and 
mine  5 1  bcfecch  you  to  thinke,  that  your 
thoughts  being  fodirefl:  as  they  pretend 
declaration  ,  and  refpeding  one  of  lb 
meanc  mcritcas  my  felfe  ;  I  am  alfo  the 
oncly  Maiden  of  the  World,  ready  to  do 
you  moft  humble  feruicc.  Thanking  the 
great  God, that  feeing  I  owe  diicic  to  the 
fancy  ofa  man  (albeit  againft  my  former 
rcfoluc)itfallcth  fo  fucceircfully,as  in  fer- 
uiccto  the  moft  wife  and  valiant  Prince, 
that  of  longtime  hath  reigned  in  thefe 
countrics.NcuerthclelTe  Sir, thinkc  it  not 
ftrangc,  I  humbly  befeech  you,  if  I  fpeake 
(perhaps)  more  boldly  then  bccommeth 
nic,to  vfc  a  filly  virgins  aduicc,to  take  15- 
gcr  and  nlore  deliberate  confideration, in 
a  cafe  fo  ferioufly  important  as  this  is:  hu¬ 
mane  aflFcdions  being  lb  light  in  cafes  of 
thefe  and  the  like  imprelfions^  that  (many 
times)  they  as  fodainely  wipe  thcmfclues 
out  of  the  foule,  as  at  the  firft  they  came 
to  be  carra£i:cred  there.  Not  that  I  wil  ac- 
cufc  lb  great  a  King  of  leuity,  nor  fulpc<Si: 
his  faith  any  way  infirmerbuc  to  this  end, 
that  hauing  made  a  necr  view  of  my  com¬ 
plexions,  and  more cxaSly  enquired  the 
lift  of  my  life;  you  may  the  better  cenfure 
my  merit,  mcafurin g  for  hereafter ,  what 
you  may  now  moft  valew  in  my  meannes 
and  infulficiency:  fo  (hall  you  be  furc,ne- 
ucr  to  vnfay  your  owne  words,  or  be  fory 
then  for  that, which  you  make  fo  great  ac¬ 
count  bf now.  For  know  Sir,  that  the  ho¬ 
nor  which  yo  u  pleafe  to  do  me  at  this  pre- 
rent,is  notning  in  refpeft  of  the  great  in¬ 
famy,  redounding  then  both  vppon  you ! 
and  me,  &  thoft  that  gauc  you  no  better 
counfell  in  this  cafe,whom  it  may  as  necr 
ly  concerne.  This  would  be  a  worthy  rc- 
compcncc,  for  the  intire  affe£lian  you 
hcarc  me  now,  and  I  ftiould  dedicate  my 
life  to  you  in  deeper  deuotion,rcmaining 
for  cuer  your  moft  loyal  &  dutiful  feruac. 

With  fuch  a  graue  and  feucrc  counte¬ 
nance  fhe  vttcred  thefe  fpccchcs,that  the 
king, amazed  at  her  vyifedome ,  but  more 
at  the  Maicfticall  dcliucry  of  her  wordcs, 
and  ffeedomeoffo  faire  and  complcatca 
fpirit :  fworcinftantly  fuch  loyalty  to  hir, 
as  fitted  with  a  king  and  faithful  husband^ 
wherein  he  plainly  forfwore  himfelfe,  as 
you  (hall  hear  in  this  difeourfe  following. 

At 


Ven'e  worthlc 
aduice  fauou- 
ring  ofa  dif.' 
creetand^wcl 
fctled  iudgC' 


menc. 


Confiderati- 
on  before  nia 
riageis  verie 
neceflary,  be- 
caufe  repen¬ 
tance  after¬ 
ward  Cometh 
too  late* 


KlngRcyncr 
crpoufd  Land* 
g3riha,:oihc 
ioy  of  her  pa¬ 
tents,  but  ap' 
rant  feare  in 
her  of  his  affc 
ftions  conti¬ 
nuance. 


The  perfidi¬ 
ous  and  vn- 
fiithfi-ill  dea¬ 
ling  of  Reiner 
with  hi*  fayre 
wife  Land- 
garcha. 


At  this  time  the  Maiden  was  not  married 
to  theyouthfiillking  (who  longed  after 
nothing fo  much,  astocroppe  the  fayre 
flower  bfherchaftity)  but  llaec  returned 
home  with  her  parents  and  frends  again^ 
hoping,  that  the  hcatc  of  chisroyall  firCj 
Would  be  quailed  in  timejand  her  abfence 
would  be  the  meanes  to  effed  it.Biit  Rey- 
//^r,who  could  not  forget  her  that  had  fo 
worthily  afsifted  him ,  and  whofc  figure 
was  liuely  imprinted  in  his  foule :  follow¬ 
ed  her  to  her  Fathers  dwelling’j-and, feor- 
ningto  be  delay d  by  many  dates  acceffcj 
cfpoufed  her,  to  the  vnfpeakable  comfort 
of  her  parents  and  frends,  but  fom  dread 
and  great  diftruft  in  her  felf,  as  fearing  the 
continnance  of  this  feruent  affcci:ion,and 
!  hauing  won  the  heart  of  a  King,  doubted 
to  be  difpoCfeired  thereof. Ncucrthcleffej 
fuch  was  her  wife  and  commendable  car¬ 
riage,  as  to  conceale  her  fears  with  maic- 
fticke  modefty  :fubmittinghcr  felfto  the 
Kings  delightful  pleafures,  and  the  y  oakc 
of  marriage^which  formerly  fhe  had  con¬ 
temned. 

But, as  no  ioyes  are  durable^being  per-^ 
pctually  followed  by  worldly  occurren- 
ccs^fo  ReynerQ:>dx\%  a  ydng,  wanton,  and 
lafciuious  king)3fter  hcc  had  bene  Father 
to  three  children  by  his  QucenCjtwo  dau- 
ghtersand  a  hopefullyong  Prince, filled, 
or  rather  ouer-fatisfied  with  the  embra¬ 
ces  of  this  poo  re  Lady  (who  broght  him 
no  other  dowry  but  bright  bcautic,  and 
vertue  vnmatchable  in  all  the  countrey) 
coucting  after  matter  of  greater  momcncj 
withdrew  thence  into  Deftmarke^  kauing 
his  truely  ekaed  fpoufc  in  A’orway ^noi 
with  any  purpofe  offending  for  her, or  re¬ 
turning  to  her  againe,  but  vttcrly  to  a- 
bandon  &forfake  hcv.hcingm  Vmmark, 
lie  heard  report  of  the  K*  of  *5* dau¬ 
ghter, whom  he  defired  to  inioyjaccufing 
his  indiferetion,  that  hehad  embafed  the 
greatnesof  a  king,  and  much  blemiflied* 
his  toy  all  title,  by  marrying  with  a  fillie 
damofcll ;  and  fending  a  fokmne  Ambaf* 
fage  into  Swetiajl^c  obtaind(withoiu  war 
or  any  other  great  difflculty^^  her  whome 

he  coucted  to  enioy  in  marriage. 

Hecre  beholdjhow  conftant  the  Kings 
affedion  ftoodc  to  vertue ,  and  howe  the 
maske  of  fained  loue  difcoucrcd  it  felf.Hc 
had  fworne  fidelity  vnto  his  beft  bebued 

Landgartha,  (notwithftanding  her  wife  & 
worthic  aduice  of  inconucnicnccs  to  fol¬ 


low)  with  no  iiicane  admiration  of  hef 
vertucs  and  perfections :  but  Vertue  was 
then  bound  to  the  Idea  of  pkafure.  and 
therefore  of  as  little  lafting ,  as  cafe  hath 
continuance  in  occafionsoftbe6crb«Bc- 
fidcjncn  fooncr  had  he  recciued  anflver  to 
his  rrtiiide,  from  the  king  of  SwetU'^  but 
forthwith^  he  adnertifed  Lmdgartlht  ofa 
fccond  intended  marriage,  although  vn- 
lawfully  ;yet  praying  her  patiently  to  en¬ 
dure  a  diuorce. 

Thepoore  Lady  heating  this  determi- 
nation(althogh  longtime  before, fhe  had 
both  diuined  and  feared  fuch  difaflcr)was 
ready  to  dy  with  conceit  of  greefc ,  to  fee 
her  felfc  defpifed,  without  the  kali  occa- 
fion  of  offence  giiien,  or  why  he  1  nold  fo 
vnkindly  refufe  her.  At  length, confidering 
that  the  king  had  fomc  reafon  for  this  re- 
pudiatiojby  feckingbetter  aliancc,  which 
might  fnccour  him  in  his  ferious  affayres5 
bccaufe  he  bad  an  enemy  that  contended 
with  him  for  the  Crowne  oiDenrmrk^^ 
incited  the  Emperor  to  lend  him  aydjVn- 
dcr  colour  ofbedommingaChriftian,  if 
he  would  help  him  to  compafle  the  king- 
dome:  fhe  began  fom  what  to  affvvage  her 
minds  perturbations,  anfweringthe  that 
brought  her  rhefe  bad  tydingSjtbus. 

The  King(my  friends)  fhould  not  thus 
abiifc  Liihdg^rtha)^z(:.‘2x&  he  necdsnotto 
feck  any  further, for  ftregthninghishoufs 
byftrc^nger  alliance:  and  Well  may  I  ac- 
cufe  him  of  lightnes, whereof  I  adueriifed 
him  in  the  beginnings  and  which  (to  my 
greefe)!  finde  now  by  ouer-dcare  experi¬ 
ence.  But  if  I  were  as  reuengcfull  for  the 
fhame  I  fuffer,  as  hee  is  vniuft  on  my  bc- 
halfe  :  I  could(perhaps)finde  him  as  bufy 
and  troiibkfbmc  imploymentjasflice  can 
yeeld  him  pleafure,fuccour,  or  defence, 
with  whom  he  hath  fuch  haft  to  mary.Hc 
knowes  whatnueans  I  haue  to  difcafchim 
feeinghc  felt  part  of  my  power  in  fauou- 
ring  him, and  fhould  perfwade  himfelfe, 
that  Landgartha  was  ncucr  fomuch  offen¬ 
ded  by  the  tyrant  of Swetia^2is  by  him,who 
vnder  the  flattring  name  of  mariagc,hath 
wronged  the  modefty  of  her,  that  difeer- 
neth  now,how  men  the  greater  they  arc, 
fo  much  they  think  themfelues  difpenfed 
withalljin  breaking  thofe  Lawes,  where¬ 
to  they  binde  other  in  obedience. 

Yet  one  thing  caufeth  me  fomwhat  to 
pardon  his  fault ,  and  alfo  to  accufe  mine 
owne  indiferetion,  that  he  being  blinded 

Nnnn  3  by 


Landgartha 
was  to  bcc  di- 
uorced  from 
the  King  her 
husbana  ,wiih 
out  any  caufe 
of  offence  gi- 
uen. 


Kings  breake 
thofe  Lawes, 
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Of  faire  Landgarcha, 
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o.  Booke 


Men  may  run 
on  in  vncon- 
ftam  courfcs 
til  at  length 
they  chance 
to  beoucr- 
niatched. 


Meflages  fent 
by  Ladgartha 
to  him  that 
hadforfaken 
her. 


Her  vertubus 
and  charitable 
conclufions  at 
parting  with 
the  AmbaOia* 
dours. 


by  lone,  and  I,  by  folc  rciicrence  vnto  the 
name  Royall :  we  haiie  both  faylcd  in  one 
kindc  5  but  not  equally  punifhablc ,  his 
fhame  being  not  fo  great  as  minc,becaufc 
(being  free,  &  without  paffions)  I  would 
fubmit  my  felfe  to  the  will  of  him  ,  who 
durft  not  vfe  any  violence  towards  mec; 
whereas  he  was  a  flauecohis  owne  cogi¬ 
tations  3  and  tranfported  with  defire , 
which  makethfooles  of  the  very  wifefl:  in 
the  world.  Let  him  enioy  the  embracings 
ofhis  new  eledcd  Ladyjat  his  own  plea- 
fure  and  contcntment|i  but  I  pray,  (in  re¬ 
gard  of  the  faithfull  loue  I  beare  him,  and 
fo  (hall  doe  for  cucr,  being  fuch  as  I  am) 
that  heereafter ,  he  may  neuer  be  fo  light 
&  changeable  in  affeftion ,  left  fome  one 
(offar  lefle  cunning  then  himfelfe)  make 
him  not  doe  penance  for  wrong  to  all  the 
reft.  And  aflTure  him ,  that  although  hce 
hath  wounded  the  heart  of  Landgmha  to 
dcathjby  preferring  another  of muchlcfTe 
merit,  and  forgetting  the  debc,which  ma- 
keth  him  mine  by  bond ;  yet  notwithftan- 
ding ,  the  Image  of  King  Reyner  fhall  re- 
maine  perpetually  engrauen  in  my  heart, 
and  no  accidents  of  thcgreatcft  difaftcr, 
can  euer  deface  the  facred  and  finccre  afr 
fedion ,  which  his  plighted  faith  fo  lately 
imprinted  in  my  foulc. 

Goe  and  report  vnto  him ,  the  offer  of 
my  feruice,and  the  defire  I  haue  to  pleafe 
him,  inftead offeekingany reuenge.  Set 
before  his  eyes ,  not  any  defpayring  cogi- 
tationsinmee,  but  vnconqucrable  pati¬ 
ence.  Tell  him  ,I  am  not  al  ittic  ioyful,  to 
fee  my  felfe  free  from  fubiedion  to  a  huf- 
band :  but  yet  fo  forie  as  pofsibly  can  be, 
to  loofe  him  whom  1  loue  more  then  my 
felfe,  and  without  whom,  my  day es  for  e- 
uerare  dedicated  to  mourning.  Report 
vnto  himjthat  Landgartha  will  Hue,  not  to 
bereuenged  vpon  the  difloyaltie  of  King 
Reyner  ^  but  to  the  end,  that  by  the  effufi- 
on  ofher  owncbloud ,  (he  may  yet  make 
him  once  more  to  know,  that  fhe  is  more 
his  friend,  and  more  careful!  of  his  States 
conferuation ,  then  himfelfe  is .  Tell  him 
alfo,  ,that  fuch  Ladies  as  referable  me, 
haue  their  hearts  more  gcneroully  difpo- 
fedj  and  farre  more  fairely  furnifhed  with 
vcrtue.’then  bafe  minded  men,  that  alwais 
carry  gentlenes  in  their  looks, but  vfllanie 
truly  ftamped  in  their  hearts .  For  a  finall 
conclufion,  I  pray  God  giue  more  cafe  to 
my  vnfaithfuH  husband, then  (through  his 


difloyaIty)he  Icaucs  forrow  and  affiidiofrf 

in  the  foule  of  bis  loyall  wife:  and  that  (he 
who  vfurpcih  my  placc(in  regard  the  fault 
is  not  hers)  may  long  enioy  peace  in  that 
bed ,  which  vertue  and  mcrite  once  made 
me  Miftrclfe  of,and  the  King  taketh  from 
me,  Iknownotby  whatdTaftcr,  but  in 
meere  malice  and  hatred  to  mee  and  my 
fortune. 

What  greater  conftancy  could  bewi- 
(hed,  in  the  heart  of  the  very  wifeft  Phi- 
lofophcr,chat  cucr  Greece  or  Ajia  yielded> 
then  appearedin  the  inuincible  foulc  of 
this  Norwegian  Lady  ?  What  deeper  dc- 
(pight  could  be  done  to  a  worthy  woma ; 
then  to  rciedf  and  throw  her  off,  as  if  (he 
had  beene  wicked  and  immodeft  ?  Or 
what  greater  occafion  may  bee  giucn,fbr 
betraying  a  husba^id  5  then  caufeleflTc  fu(^ 
pition,  and  diuorcc  or  refufall,wherc  rea- 
fon  andiuftice  can  (hew  no  caufewhy.^ 
Poets  haucliucly  depided  in  their  Ver* 
fes,  the  delperate  tran(ports  of  Medea^ 
forfaken  by  lafon^  and  the  fcarefull  cruel¬ 
ties  ^(cd  by  her, To  bee  reuenged  on  fuch 
an  iniury  •  Marke  Anthony ^  by  refufing 
and  forfaking  the  fake  fitter  to  AuguB us ^ 
aitradcd  by  fooli(h  affedion  to  blacke 
Cleopatra  5  ^both  Europe^  Affricke  &  Ajia^ 
were  inhumanely  bathed  with  the  blood 
ofmen^  the  brother  endcuouring  to  re¬ 
uenge  the  iniury,  which  was  offered  vnto 
his  fitter  and  the  whole  Family.  And  tell 
me(Iprayyee)  what  a  wound  in  France 
was  fomeiime  made,  by  the  diuorce  of £- 
lianor ,  CounteflTc  oiPoi5liers ,  and  Dut- 
chelTc  of  Guienne  5  the  meanes  whereof 
gaiic  way  to  xh^EngliJhfic  that  they  made 
themfelucs  fo  ftrong  in  Fraunce  ? 

Notwithftanding  all  thefc ,  and  many 
more  that  I  could  (peake  of,  we  fee  Land¬ 
gartha  fo  humble, wife,  di{crecte,and  fuch 
a  loner  ofquietnc(re,that,hauing  meanes 
to  be  reuenged  on  fo  high  a  wrong  done 
her  5  lb  farre  was  (he  from  purfiiitCjhcatc^ 
rage  ortempeft,  that  making  Patience 
prowd  of  her  example:  fhcc  offered  fer- 
uicc  to  him,  by  whomc  fhe  was  contem¬ 
ned  and  defpiled ,  prefenting  all  ducty  to 
an  ingratcfull  husband  ,  and  promifing 
frefhfupply  ^  after  rcccit  of  a  former  dif- 
loyall  recompence .  You  which  are  iea- 
lous  of  Ladies  honour,  and  complaine  of 
agiddic  madnefle  in  theyr  braincs ,  and 
ofimmortall  enmity  and  hatred  engrauen 
in  their  Soules  5  behold  this  rare  woman, 

declaring 
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Queene  of  Norway.' 
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All  Ladies 
are  not  like 
toLandear- 
tha  in  the  true 
vertue  of  pa¬ 
tience* 


The  Subiefts 
take  occafion 
to  reuolta- 
gainftReyner 


Harold  a  chri- 
ftian  Prince 
lEadc  King  of 
Denmarke  by 
the  Emperor 
Lewes. 


declaring  truely  a  Chriftiaa  rainde,  ah 
though  llie  ncuer  rccciued  baptifme :  Of 
her  you  may  learn,  that  Ladies  haue  fom- 
thing  in  them  rightly  hcroycall,  which 
men  can  ncuer  comprehend  nor  tafte  of, 
but  by  long,  ftudioiis  and  wife  experi¬ 
ence. 

And  yet  Laffdgartha  ftands  not  alone 
in  this  example,  for  France  can  make 
boaftof  many  more  great  Ladies,  that 
imitated  hetmildneffe  and conftancy,  & 
ofwhom  I  could  enter  into  alarge  Dif- 
courfe ;  if  French  Hiftorics  were  not  ib 
frequent  among  you,  wherein  you  can 
lofc  no  time  to  bee  continually  reading. 
But  yet  we  haue  not  faid  all.that  Landgar* 
tha  (not  hurried  with  iealoufic,  or  tempe- 
fted  with  fury  for  this  refufall)  fought  a- 
ny  meancs  whereby  fhe  might  be  rcuen- 
ged :  but  in  doing  much  more,  furmoun- 
ted  all  opinion  and  iudgement ,  giuing 
aide  to  him  that  hadlb  iTiamcfiilly  left 
her,and  doing  good  for  euill,  contrary  to 
feme  ftearne  and  combuftious  natures  of 
her  fexe,and  as  the  fequell  will  more  am¬ 
ply  deliucr. 

Keyner^  beinga  Prince  greatly  addic¬ 
ted  to  Armes,  feeing  himfelfc  at  home  in 
peace,,  and  that  none  of  his  neighbours 
follicited  him  by  wanre ;  bccaufc  his  Sub- 
ieds  (being  naturally  giuen  to  warre,  and 
inured  to  courfes  both  by  Land  and  Sea) 
might  not  liue  ydlc  and  flothfull:  he  per¬ 
mitted  them  to  purfue  their  fortune,  paf- 
(ing  them  into  the  Ifles  of  Ireland  Britain 
and^m/W.  VVhcrcupon,the and 
fome  other  of  the  Scandian  Territories, 
that  bare  him  but  bad  affc6iion,  taking 
occafion  by  the  Kings  abfence  with  bis 
Forces;eIe(fted  and  created  for  their  king, 
a  Prince  of  royall  blood,  named  Harolds^ 
who  (haping  his  courfc  to  the  Emperour 
Lewes  the  debonnairc,  that  made  his  abi¬ 
ding  then  at  Magunce^  hailing  rcceiued 
baptifme  with  his  followers:  was  facred 
and  crowned  King  of  Denmarke^  by  au¬ 
thority  Imperiall,  doing  homage  to  the 
Emperor  for  his  Kingdome. 

Harolde^  being  fauoured  of  his  owne 
people,  and  affedfed  by  the  moft  of  them 
that  embraced  Chriftianity  ( to  whom 
Feyner^^s  no  way  pleafing)and  re-enfor¬ 
ced  by  a  goodly  band  of  Germanes^s^hzt- 
with  the  Emperour  furni(hed  him,  to  put 
him  in  poffellion  of  his  lands :  went  into 
Z)^/;;i^/^r)E:<?,toexpcll  Reyner  thence, and  all 


fuch  as  followed  his  Fadlion .  Reyner,  j 
waxing  weary  againe  of  his  wanton  de- 
(ircs,  returning  home  fecretly  into  Den^ 
marke :  found  ilrange  alteration* lince  his 
departure  thence.  His  owne  people  he 
encouraged  to  (land  fail  with  him,  called 
the  Swetians  alfb  to  his  fuccoiir,  and  dif 
patching  Itncxsinio  Norway:  requcflccj 
aififtanceof  her,  from  whom  hec  might 
more  iuftly  expedi  warre  then  defence, 
and  feuerityof  reuengefor  hisvile  dea¬ 
ling. 

What  would  an  angry  heart  haue 
done  in  this  cafe  ?  A  minde  ncuer  fatif- 
fiedbut  in  doing  ill  5  what  an  opportuni¬ 
ty  had  it  hccre  to  workevpon  f  How 
would  a  man  haue  carried  himfclfe,  ha¬ 
iling  bcenc  notorioufly  iniuried,  and  fo 
faircawayfet  wide  open  for  him,  asne^ 
uerwasthe  liketobceexpedlcd  againe: 
what  haftc  would  he  make  now  to  be  ful¬ 
ly  reuenged  ?  Without  all  contradi(Slion5 
the  breach  of  faith  is  very,  abhominable, 
and  wrongs  rcceiued  by  Noble  natures, 
arc  not  ealily  quallificd,  when  times  and 
fcafons  fhape  out  reucngcfull  meanes, 
fuch  as  was  this  warivppon  the  faithlefl’c 
Dane .  Neucrthelelf^  Landgartha,  hea¬ 
ring  in  what  anguiih  her  vnkind  husband 
was,  and  confidering  with  her  fclfe,  that 
his  mine  could  not  rcturne  her  any  bene¬ 
fit,  feeing  alfo,  thatfhee  had  two  louely 
Daughters  by  him,and  a  Princely  fonne, 
named  Fride^am  (  who  afterward  was 
King  of  Norway)  motiues  fuificient  for 
his  longer  abidingwithher :  (heelcuied 
an  Army  of  fixcfcore  Ships,  cucry  one 
being  worthily  furnifhed,  wherewith  (he 
intended  to  fuccour  her  diftreflfed  Huf- 
band,  to  whom  ihcc  fent  tydings  of  her 
preparation  and  comming,  in  thefc  few 
Lines. 


KiiigReyners 
returnc  home- 
into  Denmark 
from  Swetia, 
and  craning 
alsiftancc  of 
Landgariha, 


The  noble 
difpoiicion  & 
nature  of 
Landgartha. 


Frideflaus 
fonto  Land' 
garthaby 
Reyner,  was 
afterward  K. 
of  Denmarke 


The  Letter  fent  by  Landgmha,  to 
her  HusbandjKing  Rey»er. 

T F  this  my  fecond  duty  may  froue  as  happy, 
^in  the  recouery  of  thy  Lands  Kingdoms, 
as  myfirft  was  againfi  a  Tyrant,  and  yet  ho- 
nouring^  thee  with  the  <vi^ory :  I fhall  ac¬ 
count  my paines  well  mployed,and  neuer  ex- 
peSi  any  other  recompence .  Make  head 
brauely  againfi  the  Enemy ,  for  lam  com- 
mingwitn  all Jpeede  ^  to  lei  him  know,  that 

Land- 


I 
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The  Rebel*  a- 
fraid  of  Land- 
garthacs  co-  I 
mmgwkhhcr  \ 
forces. 


The  landing 
of  Landlgti- 
thainDcn- 
marke. 


f 

J 

Tfce  Danes 
put  to  the 
worft  by  Ha¬ 
rold,  &  Land* 
garthas  wor 
thy  afSflance 
in  very  great 
extreamitie. 


Landgartha 
cncouragcih 
the  Danes  a- 
gainft  their 
enemies. 

—  . .  I,  II  ,1 ,11 


Of  faire  Landgartha,  Q.  of  Norway  lo.Booke 


Landgartha  /V  a  £lueene  md^warri- 
our. 

Landgartha. 

ThcRebclls,bccingaducrtizcd  of  this 
fapply  from  Norway all  means 
poflible  )  to  prouoke  King  Rtyner  to  the 
fight ,  before  thecommingof  Landgar- 
tha^  whom  they  knew  to  be  wife,  and  very 
skilfull  in  the  Art  Militarie.  And  the  king 
knowing  their  intention,  delayed  the  day 
of  battell ,  by  marching  further  off  from 
them,  towards  the  place  where  hce  expe- 
fted  Landgarthaes  landing,  that  their  two 
forces  might  the  fooncrioync  together, 
Si-then  to  giue  the  enemy  battell  .W  hich 
llarolde  well  pcrceiuing ,  and  knowing, 
that  fuch  delay  would  redound  to  his  dii- 
aduantage ;  he  purfued  after  Keyner  with 
fuch  expedition ,  laying  fuchtraines  and 
ambufeadoes  for  him,  that  he  compelled 
himtohandy  blowes,  eucn  at  the  verie 
fame  inftant  aS  Landgartha  landed. 

The  fight  fell  out  to  bee  very  furious 
and  bloody  ,and  great  numbers  of  men  fel 
as  well  on  the  one  fide  ,  as  on  the  other, 
the  chiefe  Commaunders  bccing  fiercely 
animated, the  one  to  defend  his  Crownc, 
and  the  other  to  vfurpe  an  cftatc,whcreto 
he  pretended  a  iuft  title ,  by  rcafon  of  the 
quarrel!  betweene  the  King  and  his  Sub- 
iedls .  And  both  of  them  ftanding  on  the 
aduenturc  of  life ,  as  well  vnderftanding, 
that  no  fauou  r  Was  to  be  expeded,  which 
fide  focuerprooued  to  bee  Conquerour. 

Now,  though  the  Danes  that  followed 
Reyncr^  perfoiirmcd  fo  much  duty  as  war- 
rioiirs  could  do,  fuftaining  many  impetu¬ 
ous  efforts  of  the  affailants^yet  were  they 
conftrained  to  t unie  their backes ,  begin- 
ningto fall  intp  rout  and  diforder.By  this 
time  was  Landgartha  come  neareto  the 
Campc ,  where  flic  made  a  paufe  a  while, 
to  fee  which  fide  behaued  it  felfe  braueft  5 
and  pcrceiuing  Reyners  men  in  no  mcane 
extreamity,  valiantly  flie  entred  amongft 
the  thickeft  of  them,incouraging  her  huf- 
bands  fbldiers  on  thus :  Onthembraucipi- 
fits /it  on  them  manfully  ^they  are  our  fpotle^ 
as  viliamesnot  defer uing  to  hue ^ feeing  traU 
teroujly  they  lift  their  weapons  againH 
their  king.  On  then  (I (ay)  undaunted  jpirits^ 
heere  is  Landgartha ,  who  hath  brought  you 
a)i^orie,  as  well againsi  Harolde ,  as  fome- 
time  (he  didagainB  FroUo  in  Norway. 

In  deliucring  thefcwordcs,  fhe  dealt 


fuch  bold  blows  nmog  the  Rebels,  as  they 
hardly  knew  which  way  to  beftirre  them- 
felucs .  Now  the  battell  grew  to  be  more 
fierce  on  cither  fide  the  bcfore:the  Danes, 
to  repaire  their  diforderd  flight,th*oihcr, 
to  maintaine  their  hope  of vi(flory,whcr^ 
of  they  doubted  nor,  but  difdained  a  wo¬ 
man  fhold  dcpriijc  them  of  the  occafion, 
of  wholly  ruinating  Reiner  and  his  Army. 
Ncueriheleflc,  whatfoeuer  manhood  Ha¬ 
rold  and  his  men  declared  in  the  fight,  yet 
they  were  oppreffed  by  multitudes,  being 
wearic,  (pent ,  &  clofely  followed  by  the 
Norwegians ,  who  were  frefh,  chearefull 
and  abliuCjCondiKSed  by  a  woman  of  ve¬ 
ry  high  rcfokic,  and  as  furious  in  warrCjas 
modeft  and  gracious  in  her  Pallace.  Thus 
were  they  enforced  to  fight ,  not  without 
great  Ioffe  of  the  very  worthieft  me  in  the 
Army  5  and  the  vanquifhed  deliuercdto 
the  Conquerours  mercie .  But,  though 
triumphed  of  thevi£lorie,  yet  bee 
cnioyed  it  by  the  fortune  of  her,  who,al- 
beic  fhe  might  boaft  of  her  happincfle  in 
war,  and  thereby  attained  to  a  great  mari- 
agc;  yet  her  other  infelicity  was  a  great 
corfey  to  her  heart, to  be  difdained  where 
flic  ought  to  be  moft  bcloucd  &  cftccmd. 

Reyner  now  was  grownc  fcnfible,of  the 
fhamefull  wrong  he  had  offred  to  his  firft 
wife,accufingh]mfelfeofdifloyaltie,and 
deteftinghis  former  leuicie,  entreated  her 
to  take  Inch  reuege  on  him,  as  fhe  thoghc 
fitteft  in  her  own  iudgement.  But  fhc,be 
ing  a  Lady  of  vnmatchable  mind,  fearing 
left  the  king  (conquerd  by  this  obligation 
ofducty  to  her)  fhould  commit  an  other 
fault,by  leauingthe  K.  daughter  of  Swe- 
tidy  who  had  brought  him  diuers  children 
alfo:pardond  all  his  pafled  iniuries  to  hit, 
&  vowing  her  felfc  to  a  widdowed  eftate 
oflife  ,  ncLier  more  to  conuerfe  with  him 
or  any  man  liu ing^aftcr  a  folcmne  parting 
betweene  them,  (Be  returned  home  into 
Norway y  to  gouernc  the  Countrey  by  her 
difcrectc  care, til  her  fon  Ftedijlaus  ftiould 
attaine  to  yercs  of  rule,  and  whom  rhe  K. 
there  had  conftituted  as  his  lawfull  heire. 

The  remainder  of  this  difeourfe, being 
more  at  large  purfued  by  the  Annalifts  of 
DenmarkCy  Swetia  and  Norway  •  I  purpofe 
hereto  conclude  theHiftoriC',  which  1 
haue  in  this  place  fet  downe,  more  to 
relate  the  valour,  councell,  aduicc,  good 
Gondudi  and  wifdomc,  feldomc  wanting 
in  Ladies  deriued  from  good  birthjthen  I 

care 


v 


Harolde  and 
hismehdriuc 
to  6ight,aBd 
the  vidoric 
remaining  to 
Rcyncrbyihx 
valor  of  Land¬ 
gartha  and  hir 
Norw«gians. 


The  rcfonci- 
liatio  betwixt 
Kin^  Reyner 
and  Landgar¬ 
tha. 


Chap, 


The  Bei^aar 
or  Pazar 
ftonegood  a> 
gainH;  all  ve« 
noEues  aod 
coocagions. 


Whence  the 
ftone  is  broght 
and  how  it  is 
engendred. 


care  for  the  idle  loucs  of  Reyner^  or  any  of 
his  Conquefts.  To  the  end, that  fuch  La¬ 
dies,  as  exccll  in  the  like  vertues  in  thefc 
our  times ;  may  hold  on  in  the  purfuite  of 
their  perfections^  by  the  honorable  exa- 
plcsofthem,  that  (in  thofe  precedent 
daics)  declared  themfclues  admirable  in 
their  actions,  &  imitable  tor  their  vertues 
and  commendable  carriage. 


Of  the  Bezaars  Stond; 

^  The  Letter  of  a  Gentleman 


CHAP.  Xlill. 


Of  the  BezMrs  stone,  which  is  reputed 

to  he  wry  vertuous  andfoueraigne,  agninji 
all^enomes  and pey forts. 


Hunting  of 
the  Bezaar  in 
Peru, 


iHe  Stone  of  the  Beuar  or 
Paur^xs  a  true  and  alTured 
Antidote  againft  all  poy- 
(bnSjVenonoes,  bytingsof 
venomous  Beads,  infefti- 
ons  of  the  Ayre ;  As  pcdilence,  carbun- ; 
clcs  or  plague-fores.  Purples,  the  fmall 
Pox, the  Meazels.and  in  briefe,againft  all 
difeafes  popular  and  contagious  •  And 
becaufe  experience  hath  made  this  done 
to  be  in  daily  requed,  and  caufeth  it  to  be 
fought  for  by  people  of  good  meanest 
therefore  (ale  hath  bene  made  thereof  at 
extraordinary  rates,  and  auarice  being  fo 
great  among  men,  hath  therefore  piadi- 
(ed  and  compaffed  the  meanes  whereby 
to  adulterate  it,  as  hceretofore  they  did 
the  like  by  Baulme  or  Balfamum .  But 
before  I  write  any  further  thereof,  !  will 
tell  you  from  whence  they  bring  it,  and 
how  it  k  engendred  in  the  bodies  ofccr- 
taine  crcatures,which  are  like  vnto  Goats 
hccrc  among  vsj but  they  haue  no  horns, 
being  of  a  reddifh  colour,  and  feed  not 
but  on  good  and  wholefome  Hcarbes, 
whereof  arc  plenty  on  the  Mountaines, 
and  where  they  ftartle  at  the  lead  noife  of 
a  Piece.  But  for  our  better  vnderdand- 
ingthis  Hidory,  Iwillinfcrta  fmall  par- 
cell  of  a  Letter,  written  from  Poru  by  a 
Spanifh  Gentleman,  to Monardt^s  a  Phy- 
fitioii  of  flijpalis^  dwelling  then  in  Seuill^ 
whereby  we  fhallpcrceiiic  how  they  arc 
found. 


redding  in  Peru. 

tie  fifteenth  of  lune^  i  ^6%, being  at  the 

exercife  of  huntings  Ttith  diners  of  my 
friends^  among  the  Mountains  in  this  Coun- 
tryof'Ptxw^  continuing  at  the /port for' the 
face  of fine  day  es^  and  hauingjlainefome  of 
the  BeaHs  called  Bez>aars\  vte  diffel^ed  their 
bodies yto finde  thefiones .  But  it  beeing  a 
matter  impofsible for  <vs  to  do,  becaufe  wee 
were  not  a)fed  thereto :  we  demanded  of  the 
Indians,  which  we  had  broug  ht  with  us  thi¬ 
ther  to  attend  upon  us  5  in  what  part  of  the 
body  we  might  foonefi finde  them  \  whereto 
they  made  us  anfwere,that  they  krtew  it  not. 

But  a  young  Indian  Lad,  aged  about  tenne 
y  ear es, and  being  then  in  our  company, /hewed  In  what  part 
us  where  it  was,  andwefounditinthefirjl  ofiljcBcaft 
flomacke,  where  the  food  if  the  Beaflfalleth 
down,to  be  ruminated  or  chawed  afterward,  j 
which  when  the  Indians  f aw,  they  would  1 
haue  killed  the  Boy,  of  being  offended  at  his  1 
enUruHiongiuen  us :  but  we  would  not  fuf 
fen  t hern  to  doe  him  fuch  uiolence ,  and  aU 
'though  they  are  fubiells  to  us  Spaniard s,yet 
they  are  our  deadly  enemies .  ,  Notwithftan- 
ding^while  we  followed  our paHime  of  hun- 
ting,  they  got  the  Boy  afide  and fiew  him,and 
dftewardfacrificed  him,  as  we  weregiuen  to 
underftand. 

The  Indians  hold  thofe  flones  in  great 
elieeme, placing  them  for  Ornaments  in  their 
Temples,  which  they  call  Guacas,  adorning , 
alfo  their  Images  with  them,  and  many  other ,  Indian* 

things  be  fide,  as  Gold,  Siluer,preciom ft  ones  thdr^Icmple  * 
and  rich  I ewels ,  And  I  repute  it  a  matter  in  rich  mawr. 
of  fome  admiration^  that  this  Beafl  is  not 
found  in  any  of  the  hither  Indiaes,  but  in  the 
Mountaines  ^Peru  ,  neyther  could  I  fee 
them  any  where  elfe :  albeit  /  haue  trauailed 
through  all  the  Kingdomes  of  Mexico  and 
Peru.  In  the  Prouinces  arid  ifles  ofM^xsi- 
non,  Florida,  and  the  IVesl erne  Ijlands,  1 
haue  beene  diligently  informed,and  by  the  In¬ 
dians  heere  among  us,  uppon  urging  them 
to  what  ufe  thefe  Jlones  are  proper :  And 
they  haue  ajjured  mee,  that  they  are  fingular 
againfi  all  uenomes,  eyther  applied  outward¬ 
ly,  or  receiued  inwardly but  ejpecially  a- 
gainfi  all  harmes  of  the  heart,  anditexpel- 
leth  wormes  out  of the  body*  Being  put  into 
^rounds,  made  by  irnpoyfoned  Arrowes  (as 
heere  it  is  too  much  in  ufe)  it  is  an  ajfured 
healing,  and  no  other  remedy  could  be  found 
forit/utthatonely. 

_  In] 


Informations 
of  the  Indians 
concerning 
the  Bezaars 
flonca  vertues 


Wounds  cu* 
red  of  impoi' 
loncd  Ar¬ 
rowes. 
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Of  the  Bezaars  Stone. 


I 


o  Booke! 


mote, and  in 
other  kflci 
according  to 
their  y  cares. 


Nicholas  Mo 
naidus  aPhy- 
iition  of  Seuil 


Intht fir jlBeafi  that 'wedijfe^ied^  wee 
found  in  a  Bagge  like  a  little  Purjfe^^fiones^ 
which  Nature  had  there  engendered^  onely 
by  the  benefit  of  feeding  on  good  and  whale- 
fome  hearbs :  and  in  all  thofe  which  we  dtjfe- 
^fledafterward^we foundinfomemore^  in 
fomc”et{h**”  [Other  sleffe^  according  as  they  were  aged  in 
yeares.  It  is  to  he  noted y hat  although  they 
are  found  alfo  in  Beafis  of  the  Jame  kinde, 
which  brouje  and feede  on  the  Platnes ;  yet 
they  are  not  fo  •vertuons^as  in  thofe  bred  vp- 
pon  the  Mountainesn 


Thusyoufeeinbriefe,  what  was  writ¬ 
ten  by  this  Captainc  (and  indeed  a  very 
wortfiy  Gentleman, lining  then  in  the  In¬ 
dues)  lo  Nicholas  Monar dm  ^  a  learned 
Phyfition3and  dwelling  in  Seuill^^hexAsy 
may  be  vnderftoodjhow  and  fro  whence 
thefe  ftoncs  proceede .  Now  wee  will 
heare  what  the  Portugalshy^  who  haue 
made  their  conquefts  farre  off  fro  thence, 
to  know,  whether  they  agree  with  the 
in  this  report, or  no,  v  , 

Garcias  dOrta^  Portuguiz^eyVhydiiQti 
to  the  Viceroy  in  the  Jndiaes  difeouered 
by  the  PortugallesSw^fci^x  in  Corax^thCy 
and  in  the  Countries  of  Perfiafhtic  k  a- 
noiher  kindc  of  Goates^of  meaner  great- 
nclfc,  which  they  call  Pax^anSy  inwhofe 
ftomack  orbulkc  arc  found  ftones  of  the 
Bexaar^  the  beginning  of  them  beeing  a 
fmall  little  ftraw,  growing  on  to  a  certain 
greatnefle^by  rccouering  many  coates  or 
tunicles :  whereof  fome  arc  found  to  bee 
as  big  as  our  common  Beanes,  others  as 
Acornes,and  other  of  more  or  lefle  qna- 
tity ,  fmoothe  for  the  moft  part,  and  in 
colour  rcfembling  a  darke  greene  •  The 
greateft ,  becaufc  the  rareft,  are  more 
fought  for  then  the  Icffer  fort3by  them  of 
the  Country  where  they  arc  found,as  re¬ 
puting  them  to  haue  the  moft  vertue.  He 
reporteth,  that  he  faw  one  which  weigh¬ 
ed  fine  Ducates,  and  which  was  brought 
into  PortugaUy  that  would  not  be  bought 
for  threcfcorc  Ducats,  albeit  it  was  more 
worth  whence  it  came  :  and  in  all  thole' 
ftones  which  are  brought  out  of  the  Per- 
fian  Countries^  a  little  ftraw  orftalkcis 
found  in  the  very  midft  of  them,  as  hath 
bcene  often  approued. 

This  Stone  (faith  he)  is  not  found  in 
Perfia  onely  jbut  alfo  in  MalacAyZnd  in  the 
Ifle  which  is  named  Vaccaiy  not  farre  off 
from  the  Promontory  of  Comonna,  For, 


of  other 
Stones  of  Be* 
zaarsjdcfcri' 
bed  by  the  ' 
Portugals. 


A  Bezaars 
Hone  that 
weighed  fine 
ducatsjbroghc 
into  Potiugal 


Countriet 
where  Goats 
are  found 
that  haue  the 
Bezaars  iloes 


as  they  can  betray  thofe  Bcafts,fb  they  kil 
them,  and  being  well  faked  or  powdred, 
they  ferue  as  good  prouifion  for  their 
Armies.  In  many  of  them  are  found  ve¬ 
ry  great  ftones,  vnknowne  to  the  people 
there  inhabiting,  or  why  the  PortugaUes 
labour  fo  much  in  fcarch  of  them ;  which 
(indeed)  is  more  for  the  faid  ftones  j  then 
any  lone  they  haue  to  jhe  flefh,  although 
it  is  very  fauoury. 

The  Bex^aars  ftones  which  come  from 
PerUy  haue  no  ftrawes  or  ftalkcs  in  the 
midft  of  them  ^  but  opely  a  little  cauity  or 
hollownefle^whcrein  may  be  found  fome 
thickeduft  orfand,  which  is  of  far  grea¬ 
ter  efficacy  then  the  ftonc  it  felfe  Ihaiic 
feenc  fiue  graines  of  this  ftonc  (in  alittlc 
water  of  Mugwort)  giuen  to  a  Gentle¬ 
woman,  who  hadbeenc  feuen  dayesin 
child-birth  trauailc :  and  ibc  was  inftant- 
lydcliuered  ofa  childe  dead  and  putrifi- 
ed.  At  the  Caftle  of  Luke^  in  the  lower 
Lymofine^  there  was  a  great  peftilence, 
wherof  (in  Uffe  fpacc  then  foure  &  twen¬ 
ty  hourcs)  dyed  three  perfons  :  afterward 
it  tookc  hold  on  the  reft  of the  houfhold, 
which  were  eightccnc  in  number*  -Each 
one  recciued  two  graines  of  this  ftonc  e- 
ucry  morning, with  a  little  water  olAenu- 
la  CampanUy  continuing  fo  for  feuen  daies 
Ipace  together,  and  not  any  one  dyed  af¬ 
terward,  or  became  further  touched  with 
the  peftilence.  Dtuers  befide,  that  had 
carbuncles  andfores,by  vfingthis  ftonc, 
preferued  their  Hues :  It  is  very  good  alfo 
in  application,  to  botches,  byies,  and  all 
irkefome  paines  or  fwellings, 

A  young  Gentleman,  with  whom  it 
was  my  chance  to  be  bathing  in  a  Riuer, 
was  bitten  in  the  leg  by  a  Serpent,  fo  that 
his  leg  was  become  very  black,and  great¬ 
ly  fwolne :  hce  was  adiiifed^To  take  foure 
graines  of  Bez^aars  ftonc,with  a  final  qua¬ 
lity  of  Rofe-water,  and  a  grainc  alfo  was 
put  into  the  woundj  which  caufed  the 
ranckling  and  painc  to  ceafle,  and  he  was 
fully  cured  within  tweliie  dayes  fpace, 
Monfieur  le  Vicomte  de  Conborn ,  and 
Lord  of  ChaBeauneuflJituitwzui  for  the 
King  in  Lymofineyepotted  to  me, that  be 
was  touched  with  apeftilentialFeauerat 
Parisy  and  whereof  many  dyed,  of  eucry 
quality, age  and  fexe,  and  abandoned  of 
all  Phyfitions.  By  the  aduice  of  his  Fa¬ 
ther  in  law^thc  Marftiall  de  Birony  he  took 
Bex^aars  ftone  for  fome  few  day es,&:  with¬ 
in 


Difference 
betweene  the 
Bezaars  Hoes 
of  Peiu  and 
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Yertue*  ap-\ 
prouedof  the 
Bezaars  Hone 


> ) 


A  cufc  of  by- 
ting  by  a  Ser. 
pen:  on  a  gen¬ 
tlemans  leg. 
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Of  the  Bezaars  Stone, 


in  a  little  while  after,  he  recoiiercdj  grew 
to  indifferent  ftrength ,  and  was  much 
more  luftily  difpofed,  then  any  of  them 
that  had  bccnc  offended  by  the  fame  dif- 
eafe,  to  the  no  little  admiration  of  all 
them  jthat  had  knowledge  of  him  and  his 
fickneffe. 

The  Inhabitants  of  Ormusi  A  (an  Ifland 
that  is  moft  rich ,  (ituatc  vpon  the  red  fea^ 
and  fubie^ted  to  the  PerjiAn)  after  they 
hauc  purged  themfeliicsin  the  Spring  & 
Aiituinne  .*  vfe  to  take  ten  graines  of  this 
ftonCjin  as  many  fpoonefull  of  Rofe-wa- 
ter,  for  flue  mornings  following  each  o- 
thcr>  by  which  meancs  (they  fay)  their 
health  is  foundly  preferuedjand  youthfull 
difpofition  maintained .  Againft  an  in- 
ueterated  feurffe  on  the  head,  or  body,  a 
loathfomeitchj  the  wildefcab,  called  S. 
Martins  mAnge^zwA  (abotieall)  againft  a 
confirmed  ladry  or  leprofie  5  there  is  not 
any  remedy  like  to  this.  As  can  well  bee 
witneffed  iby  a  Prelate  of  Languedoc^  li¬ 
ning  at  this  day,  who  would  haiieilaine 
himfelfe  an  hundredtimes,  and  throwne 
himfclfe  out  ofwindowes  (if  hec  had  not 
bcene  carefully  refpeded)  oncly  bccing 
tormented  with  that  difeafe  of  S*  Mar- 
tine.  But  by  vfing  this  ftone^which  hec 
tooke  three  Months  together  eucry  mor¬ 
ning,  and  good  goiiernmcnt  otherwife 
dirciSed  to  him  •  hee  is  perfectly  rccoue- 
rcd.  Now  let  vs  fee  how  true  and  natu- 
rall  ftones  are  to  bee  difeerned/rom  fuch 
as  arecoiinterfeir,  and  meerely  adultera¬ 
ted. 

"iht  Moores  arc  exceeding  skilfull  in 
knowing  them,and  efpccially,  from  what 
parts  they  are  broghr,  in  the  doing  wher- 
of,thc  Moore  will  lay  one  in  thepalmc  of 
his  hand,and  clofing  it  then  faft  together, 
he  will  breathe  or  blow  ftrongly  into  his 
hand :  if  heefeclc  his  breaihingto  paffc 
through  his  handjhe  is  affured  then,  that 
the  ftone  is  falfified .  A  great  number 
of  them  are  oftentimes  to  be  folde  at  Lif- 
bonne  jihe  cheefeft  Metropolitane  City  of 
Portugall,  where  is  one  of  the  moft  fre¬ 
quented  Portes  in  al  Chriftendome.  And 
fuch  as  there  buy  them,  content  not  the- 
fellies,  with  this  order  of  triall  made  by 
the  Moores :  but  dip  a  twined  ihred  in  the 
iuyee  of  a  very  venomous  hearbe,  which 
there  they  call  BaliHera,  Then  pafling  it 
thwart  the  foote,  or  other  part  of  any- 
Beaft  (as  of  a  Dog)  with  a  Needle^  hee  fo 


leaucth  it  in  the  wound ^  vntill  fuch  time 
as  hcfccleih  thofe  accidents,  which  com¬ 
monly  (cize  on  them  that  arc  poylbncd. 

And  when  he  is  perceiued  to  draw  neerc 
death  5  then  to  make  him  fwallow  three 
.  or  foure  graines  of  Bezaars  ftone,  ming¬ 
led  with  water :  if  it  prcfeftie  his  life,  it  is 
an  apparant  figne  oi  the  ftones  gooclncs 
and  perfedibn  ^  but  if  not,  it  is  adultcra- 
tcd. 

The  Bcaft  in  whofe  body  thefe  ftones 
arefoundjin  Perjia  and  other  parts  of  that  j 
Climate,  as  in  Comorina  (  according  to '  borne  by  this 
the  writing  of  Garcins  d*Orta^  who  had  Bcaft, 
feene  of  them  in  diuers  plaecs)hath  horns 
bending  backward^  but  thofe  in  Peru  haue ' 
none  at  all.  Theuet^'^iz^^  that  they  hauc 
but  one,  and  thattheskinne  ofthcfaidc. 

Bcaft  is  kept , to  be  laid  to  the  ftomacke  of  xh^ueuo  be 
man  or  woman,  pofteffed  with  any  painc  f  greatly  mif- 
or  anguilh  there,  and  to  procure 
on,andthat  (without  all  queftion  to  the Jsmatter. 

contrary)  thisskinnehealech  all  fuch  dif 
eales,  although  the  perfons  bee  aged  and 
dccrcipr.  Morcouer,  that  he  faw  a  ftone 
of  the  Pex^ar^  or  BeMr^  in  the  cuftody  of 
the  Greekes  Patriarch  of  Cayro.vjhich  was 
as  big  as  a  good  great  Nut :  if  it  were  fo, 
that  ftone  was  worth  nomeane  fumme’ 
of  money .  It  were  a  thing  miraculous 
to  finde  a  ftone  of  fuch  greatnciTe ;  Sc  yet 
he  further  faith,  that  an  Arabian  Captain 
had  it  giuen  him,becaure  hee  was  fecrctly 
conuertcd,and  became  a  Chriftian. 

It  is  not  to  be  thought,  that  this  ftone 
hath  bcene  knowne  but  within  fomefmal 
compaffe  of  time 5  becaufe  antiquity  fpe- 
kethof  it  more  then  fine  hundred  yearcs 
fince.  For  proofc  whereof,  Raps^  an  A- 
rabian  Phyfition  maketh  mention  therof, 
though  not  relating  from  whence  it  was 
brought,  or  where  it  is  to  bee  found :  yet 
he  affirmeth,  that  it  refifteth  all  kindcs  of 
poyfon,  and  that  hee  made  experiment 
thereof  vpon  a  childe.that  innocently  had 
eaten  a  venomous  plant,  called 
which  cauleth  death  immediately  ^  and 
yet  by  giuinghim  a  fmall  quantity  of  this 
ftonCjhis  life  was  preferued.  This  ftone 
hath  beenc  fo  highly  efteemed^  and  efpe- 
cially  in  thofe  precedent  times ;  that^as  it 
is  reported  by  AbdaraT^rach^2x\  Arabian 
Docfour  in  pbyficke,  who  was  then  at 
Corduba^  about  thofe  later  yeares,  when 
the  Sarraz^ins  made  their  vfurpatlon  in 
Sfaine:  he  faw  a  Beuars  ftone, in  the  band 
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of  one  of  the  children  of  Amirmdi^  great 
and  diligent  obferuer  of  Religion  )  for 
which  he  gaue  in  exchange^a  very  good¬ 
ly  houfe  which  he  had  in  Corduba^  equall 
(well  ncere)  to  a  Princes  Pallace.  And 
thefaid  Abdara  further  faieth  (alleadging 
the  forenamed  Rajis  )  that  this  ftone  be¬ 
ing  wornc  about  amansneckc,  andkept 
fo  ncere  to  the  heart  as  may  be  5  defend- 
cth  it  and  the  party  from  all  infeaion^  & 
no  poyfon  can  offend  the  body  of  him, 
that  hath  it  thus  about  him. 

Seeing  then,  that  this  Stone  hath  fo 
many  good  and  Angular  vertues  in  it,me- 
thinks,mcn  (of  meancs  and  worth)  (hold 
fildome  or  neuer  be  without  ir,  for  a  pre- 
fent  fuccour  in  fuch  weighty  infirmities* 
Befidc,  Apothecaries  of  skill  and  iudge- 
mcntjfhold  cuermore  be  wcl  prouided  of 
thcmjbccaufe  Phyfitions  continually  pre- 
feribe  it  in  their  diredions ,  which  they 
would  not  dojif they  knew  mon  to  be  vn- 
furniftied  of  it  •  For  more  affurance  is 
to  be  repofed  in  it  (next  to  the  afflfling 
power  of  Heauen)thcn  in  Treacle  or  Mi- 
thridatunijthe  confedion  of  Alkermes^ii 
of  Zacinth .  As  is  too  well  kno  wnc  by 
many  barbarous  Kings;  gouerning  in 
thofe  Regions, where  the  Bcafts  arc  bred 
that  engender  thefe  ftoncs,  repofingfuch 
confidence  in  them,  and  making  fo  preci¬ 
ous  eftimation  of  them  ;as  they  caufc  the 
exprefly  to  bee  brought  from  all  parts. 
And  when  they  are  poffclTed  of  them,  it 
is  a  difficult  cafe  to  get  any  one  from  the : 
which  partly  is  the  rea(bn,why  they  are  fo 
deare  and  rare  to  be  had. 

Hccre  the  Reader  likcwife  is  to  bee 
aduertifed,  that  (bme  of  thefe  ftones  arc 
not  pointed,  or  fliarply  cornerd;  but 
blunt,  edgelelfe  and  rounded,  like  to  the 
little  fingers  cnde,or  as  an  Acorne.  And 
although  fome  arc  found  to  be  great,  yet 
commonly  they  are  but  as  our  ordinary 
Almonds,  and  nor  pointed .  Thcyhauc 
alfo  diners  foldes  or  lappings,  one  wrap- 
pingouer  another,  like vnto  Onions,  all 
(Iceckc  and  fmoothc ;  for  if  you  findc  the 
otherwife  compared, they  arc  to  bee  rc- 
ieded  as  falfe  and  counterfeit. 

One  of  thefe  ftones  wasprefented  to 
Charles  the  ninth, King  of  France^  hcc  be¬ 
ing  then  at  Molinsy  which  he  caufed  to  be 
eftayed  vpon  two  perfons,thathad  defer- 
ued  ignominious  death,  &  both  of  them 
hauing  poyfon  giuen  them  to  drinkc. 


One  of  them  was  hoipcn  by  the  ftone, 
who  neucrtbelcifc  dyed  5  and  the  other 
that  tookc  it  not,dyed  alfo  •  The  ftone 
being  broken,  was  found  thicke  and  maf- 
fiue,  notdiuidedby  Spherical!  robes  or 
foldings,  and  was  thrownc  into  the  fire  .* 
And  the  giucr,  who  expededto  deriiic 
fome  great  recompcnce  from  hisMaie- 
fty;  bad  nothing  at  al,but  frowning  looks 
of  the  King, and  the  Quecne  his  Mother, 
for  his  reward. 


CHAP.  XV. 
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Cmcermng  the  geneMion  of  Pearles 
where ^and  how  they  are  found^fiom  whence 
they  are  brought:,  and  of  their  value  and  e- 
flimation\ 


IHauc  read  many  Authors,  tobcrcfol- 
ued  affuredly, concerning  the  generati¬ 
on  of  Pearles :  but  I  could  findc  none 
ofonc  confcnCjOr  agreeing  togcther,and 
namely ,  fuch  as  frequent  the  tndiaes  in 
thefe  daycs,arc  diuers  and  doubtfull  alfo 
in  their  anfwcrs.  For  fome  fay, that  they 
arc  engendred  in  Fifh-fhcls,  like  to  thofe 
of  our  Oyfters  hcere  among  vs, but  much 
grcatcr,andfomcwhat  longer. And  when 
they  are  dcfirous  to  coAceiuc(vrgcd  ther* 
to  by  nature,  and  at  a  certainc  time)  they 
open  ofthcmfclues,  tofucke  in  and  draw 
the  dew  of  heauen:  when,if  the  Ayrc  bee 
cloudy  orlowring,  then  they  engender 
troubled  Pearles  5  and  if  it  be  windy, they 
cannot  conceiue,fo  long  as  the  wind  con- 
tinucth.  But  how  fabulous  this  is,I  refer 
to  others  iudgement :  bccaufe  in  one  and 
the  fame  fhcls,arc  fo  und  Pearles  trebled, 
clcare,8c  of  diuers  colours  and  formes. 

Others  fay,  that  the  proper  birth  and 
produftion  of  the  Oyftcr,is  by  cgSjwher- 
efthey  are  produced,  and  that  the  Pearls 
come  forth  of  the  fand  and  grauelly  duft, 
whereby  they  arc  nourifhed,  &  wherein 
they  hide  themfclues :  which  grauell  refi- 
ncth  it  fclfe,  &  encrcafcthin  them,  as  the 
gf  aincs  of  the  Raifin  in  the  Grape.  And 
this  fandy  feed  foftneih  it  fclfc,thc  Oyfter 
being  in  the  water:  but  fofoone  ask  is 
out  of  the  water,  it  hardneth  of  it  fclfc,as 
wc  may  fee  daily:  and  this  is  another  opi¬ 
nion  ofour  Pearles  produdlion. 
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The  Merchants  of  iEgypt ,  *that  at  this 
day  Traffique  with  them,  and  bring  them 
from  the  Perfian  Sea,  make  menherfc  be- 
Icciie  that  negotiate  with  thcnit  that  peris 
arc  engendred  in  the  ftomacke  of  a  flatte 
Fifli,  round  like  to  a  Trencher-plate^  and 
as  big  as  a  com  mon  plate  j  which  is  found 
on  the  fhores  of  Nilu^  •  and  that  it  drink- 
cth  the  dewe  of  heauen,  as  wee  formerly 
fayd  of  the  Oyftet,  all  which  is  a  metre  fa¬ 
ble.  And  although  the  Egyptians  of  thefe 
dayes  know  the  matter  truly^yet  notwitlv 
ftanding,  meaning  to  roockefuch  as  art 
ignorant  in  thefe  things,  they  publifh  lies 
for  apparant  truths.  f^iroFihenes  fayih. 
Be  Arles  are  engendred  in  Oyfiers^ascertaine 
white  and foltde  graines  are  in  the^Flefh  of 
Swine ^  which  we  ^fe  to  tearme  Meazjels^  ^ 
is  made  of  a  clammy  Jlime^  congealing  and  i 
hardning  of  it felfe  .  Which  I  chinke  to 
be  vety  likely :  For,bccing  at  Barts  in  the 
ycare  I5df6.and(irt  alfiftancc  with  others) 
at  the  differing  of  a  womans  body,  long 
troubled  with  a  difeafe  in  the  reinesj  in 
each  of  thcreines  wasfound  a  folidc  fub- 
ftance  orbody,asbigas  a  coition  Pcafe, 
gliftering,  ckcrc  and  round,  like  vnto 
Pearles. 

chares  the  MitiUnian  faith  ,,  Bearles  are 
made  of  the  bones  of the  Oyfery  but  therein 
he  is  much  dcceyued,  bccaufe  thc  bones 
arealwayes  in  feruicc  to  ftrengthenthe 
bodyrbut  Oyfters  haueno  need  of  bones: 
and  likewife  Pearles  are  not  found  in  all 
of  them  ^  and  if  they  had  bones, then  they 

would  be  found  in  all  Qyfters. 

Americits  Vefputm^  in  his  bookc  of/;i- 
^w;?Nauigationswritcth,  that  he  obfer- 
ued  the  opening  of  many,  Sioutoffomc 
certainc  Pearles,  which  bad  not  attained 
(as  yet)  to  their  maturity  and  perfeftion, 
being  in  fome  pretty  (lore  or  numbcrjbut 
yet  thofe  Pearles  periftied  of  thcmfclucs, 
and  came  to  nothing  •  But  in  them  that 
were  more  aged,  Pearles  were  foimdc  in* 
the  flclTi  of  the  Oiftcr,eafily  parting  from 
it,  and  thofe  were  the  beft^  And  they 
that  arc  found  in  them  fo  aged  and  anci¬ 
ent,  were  wrinkled  and  very  darkey  which 
is  likely  to  be  true,  if  we  do  well  confidcr 
thereon. 

It  is  a  inecrc  Fable,  which  fotne  hauc 
divulged,  that  Pearles  are  found  among 
the  Rockes,  by  reafon  of  many  fiflics  lay¬ 
ing  their  Egges,  and  bccaufe  they  clcauc 
to  the  flefli,  or  to  the  (hell  but  this  hap- 
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ncth  very  rarely.  For,allOyfters 
aptto  procreate  Pearles^  buioncly  fuch 
as  ate  rude,  white,  and  pointing ,  like  f6 
the  teeth  of  a  Combe  \  which  the  Perfi' 
ans  call  cherifpo^  clccrc  and  veric  fmooth 
within ;  of  which  fhcllcs  are  made  Cups>i 
Boxes,  Spoones,  and  othet  very  fighdv 
things.  Some  arc  found  in  other  kinds  or 
Oyftcrs;  but  they  are  neither  fo  great,nor 
(b  good,  as  thefe  that  thc‘  pt6- 

duceth,  which  feme  haue  termed  mother 
of  pearles.  f  ^  ‘  . 

^  Hecre  vvemay  note  the  variety  ofdpi- 
ftidns,  concerning  the '  pfodnaion  of 

Pearles/thekriowledgcv^H^e^^^^^  miich^  _ _ 

concealed :  for  Gyftcrskecpe  alwayes  atj  ihc  variety  of 
the  depths  of  the  fca,becaufe  their  mcllcs 
atb  great,  and  therefore  they  arc  fo  deepe 
in  the  fca.  If  {bmetimes  they  arc  founde 
iieercr  to  the  fhores,  it  happneth  by  tem- 
pefts  of  the  fca  5  alfo  they  fwim  heerc  and 
there,  ,  toTeek'e  their  bed  nourifliings  j 
which  when  they  haue  found,  there  they 
flay,  vntillthey  hauc  eaten  all  they  can 
findv  Then  if  they  fcnct,orpercciucfuch 
asfeckeforthem  ,  they  will  faften  them- 
fclucs  fo  ftrotjgly  to  the  tockes  &  ftoncs, 
oucr*coucriiig^cineanothcr;aS  very  hard¬ 
ly  can  they  be  forced  thence,  but  often¬ 
times  labour  is  beftoWed  invainc,  and 
they  left  there, as  being  immagioedto  be 
ftones. 

They  are  fifhed  for  in  ftorc  of  fundric 
Countreyes  and  Regions  5  but  the  good*^ 
lieft  and  thofe  moft  common ,  arcHfhed 
for  in  the  Ifle  of  Baharem^  an  Ifland  bigge 
enough,  and  well  peopled  ^beingfubieft 
to  the  Viceroy  of  is  tieere  to 

:  ihcC^^^oiMafsina^mArahiaFc^Ux^  & 
there  is  no  meanc  fifhingfor  them.In  the 
Iflcs  oiManioU  alfojis  continiiall  fifhing 
for  them  (they  beeing  as  good  there,  as 
.  thokof  Baharem)  and  the  Ifle  feared  on 
the  Perfian  Gu!fe,an  hundred  Leagues  of ' 
thereabout,  {tomCalicuth  ^  andalmoft 
throughout  the  inner  fndia ,  In  the  Ifle 
otZeilanj  in  the  Iflcs  called  rd^ues ,  and 
fothorowc  the  great  Empire  of  Mexico, 
MTarate^  more  then  in  any  of  the  fore- 
named  Iflandes,  and  in  the  Iflcs  of  the 
Mew  World,  they  hauc  beencfiflit  for  itH 
fuch  plentic :  that  the  Cacico  or  Prince  of 
the  faidc  Ifle,  made  a  prefent  of  a  Caskef  to  a 

ii\Vi.QiV'czx\%,ioCaj}ar de Meraks{2.S^ii‘  Captame, 
niih  Commaundcr)  which  weighed  an; 
hundred  and  ten  pounds.  He  promifed 
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befide,  to  giue yearcly  a Quintall  weight 
of  Pearles,  as  a  Tribute  to  the  Emperor, 
and  ^among  them) fome  were  as  great  as 
fmall  NutSjOthers  as  big  as  Nutmegs  j  & 
one  (abouc  the  reft)  wasfound  to  weigh 
fixe  and  twenty  C3rrats,and  another  one 
and  thirty:  it  had  the  fhape  ofaMiiske- 
Pcarc, being  very  perfed  and  oricntall. 

A  Merchant,  being  named  Peter  du 
P^rty  bought  the  faidPcarlc  of  Gaprd^ 
Morales ^iox  eightecnc  hundred  Ducates 
of  gold,  and  after  he  had  bought  it,  hcc 
could  not  fleepe  for  melancholy,  and  in¬ 
ward  griefc  he  conceiued,  bccaufe  he  had 
giaen  fo  much  mony  for  a  ftone :  yet  hcc 
fold  it  againc  on  the  next  morrow  (&  for 
the  fame  price)  to  Pedrarias  d^Auikyioi 
his  Wife, the  \^Ay  Ifabella  Bouadillta^fAio 
alfo  foldc  it  to  the  Empreffe,  Madame 
Ifabella .  A  le  Wjnamcd  Darnell,  bought 
of  a  country  pcazant  of  Baharem  (no  long 
time  fince)  a  Pcarlc,  of  the  greatnefle  of 
a  Musket  Bullet^  for  no  more  then  the 
fomme  of  eight  (hillings  5  and  afterward 
fold  it  to  a  Lord  in  Sclauonla^  for  three 
tfioufand  Crowncs.  There  was  aprefent 
made  to  Fernando  Magellano^xi  one  of  the 
Iflcsof  Molticques^  of  fourc  Pearlcs, 
each  one  of  them  being  as  big  as  aPige- 
ons  Egge  5  and  they  were  cftccmcd  worth 
an  hundred  thoufand  Crowncs,  at  the 
leaft. 

•  *•  • 

Returning  now  to  pur  former  pur- 
pofcjwhich  was  to  diferibe  where  Pearlcs 
arefcHind,  I  fay,  that  not  oncly  they  fifh 
for  them  in  the  forc-named  places  .*  but 
likcwife  in  all  other  Seas,  bee  it  cyther  of 
the  South  or  Occcansof>^r/^3the  Antar- 
ticke^ Florida ^  Canada^  Guinea*,  ycajeuen 
hccre  in  our  ncercr  Seas,of  England,S cot- 
land  and  Denmarke*,  but  in  fomc  place 
they  are  better,  fairer,  greater  and  round- 
er,thcn  in  other  •  And  namely  in  fomc 
parts  of  France^  as  at  Rouen,  Dieppe  and 
where fome  arefoundvery  rare 
andpaffiblc.  Now  let  vs  obferue,  how, 
and  in  what  manner  their  fifliing  is  for 
them. 

Suchasard  appointed  for  this  man¬ 
ner  of  fifl:iing,entringinto  their  Barcjuesj 
and  (leaning  fomc  to  tend  and  haue  care 
of  them,  and  to  kcepe  the  Oyftcrs  after 
they  arc  brought  to  them)  Icapc  by  great 
numbers  into  the  Sea,  remaining  fomc- 
times  vnder  water  halfe  an  hourcs  (pace, 
before  they  be  foenc  3gaiae,and  fo  eonti- 


Booke 


nue  at  the  bottome :  hauing  ftrong  poc¬ 
kets,  or  fmall  twifted  nettings  hanging  a- 
bout  them,whcrin  they  put  their  Oyftcrs. 

Which  being  thus  taken,  they  afeenda- 
boue  water  againe,  and  arc  rcceiucd  into 
their  Ships  .*  where  hauing  a  while  taken 
theayre,  and  ftrengthned  their  bodies 
with  fomc  fiiftcnance  i  they  put  on  their 
wrappers  againe  before  their  faces,  which 
commonly  arc  thin  waxed  toylecs,asfine 
as  the  bladders  of  Swine,  that  they  may 
the  clearer  (ce  in  the  water*  Fiuc  or  iixe 
times  in  a  day,  thus  they  throw  thefelucs 
into  the  water,  and  towards  piglit  returne 
home  with  their  takings,  I  mcanc  fuch 
Oyftcrs  as  they  hope  to  findc  Pearlcs  in- 
Vpon  the  Sca-fhorc  there  are  a  great 
number  of  flaues,as  well  women  as  men  ^  ^omi 

on  land  5  fill  their  Scuttles  and  Baskets,  femicc 

W  r  R“^^cs,  carrying  them  to  I 
Veflcisfull  of  frcfli  water,  wherein  when ! 

thc  Oyfers  haue  continued  foure  and  SteSated 
twenty, hourcs  (pace,  and  feeling  a  con- 1  fleih 

trary  fauour  to  the  Sea- water ;  they  open  *  ? ® 
of  tbemlelues,  and  lb  fooneas  they  arc  differin  good 
open,the  Pearlcs  funder  thcmfelucs  from  ^ 
the  flcfti  of  the  Oyftcrs.  Aftcrward,thc 
Mwchants  emptying  thcfhcls  out  of  the 
veflels,  findeall  the  Pearlcs  in  the  bottom 
ofthefrefo  water,  and  thus  they  gather 
the  Pearlcs  of  Peru,  and  likcwife  in  other 
places*  Neucrthcleffc,  they  arc  not  the 
hundred  part  fo  good ,nor  fo  fair, as  thofo 
of  Baharem  and  MantoU ;  And  obferue 
withall,  that  Pearlcs  arc  not  found  in  eue- 
ry  Oyfter,but  in  fomefew,in  other  more, 

fome  breeding  the  greater,  other  fmal- 
ler. 

The  Pearlcs  being  thus  taken,  fome- 
timesthey  cate  the  Oyftcrs,  and  other- 
whiles  they  throw  the  away, as  being  wea- 
nc  and  ouer-glutced  with  thern  by  too 
Thcfe  Fifhers  are  flaucs,(cr- 
uing  (for  this  purpofe)thc  Chriftian  Mer- 
chants,  Maronites ,  lewcs  or  Indians, 
which  tramck  in  Baharem :  and  according 
to  their  taking  pearled  Oyfters,fo  arc  they 
chcriflicd  and  refpeaed  by  their  Mafters 
cucry  night ,  which  maketh  euery  one 
ftriuc  to  be  moft  bcncficiall  by  his  paines. 

«  c® n  ‘wolue  more 

high  &  boiftctous,  then  the  Fifiiers  wold 

haue  them  to  bc,becaufe  then  it  is  an  hin- 
eranccto  their  tarrying  long  vnder  wa¬ 
ter;  and  then  they  make  prouifion  for 
—  tbera- 


Theflaues  rc- 
fpeded  by 
their  Mafters, 
according  to 
the  benefit  by 
chcic  fcruice. 
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Of  Pearles. 


The  induftric 
of  (he  diuers 
or  fiOicrs  vn- 
<lcr  water  to 
findethc  befl 
Oyftcrs. 


thcmfclues  in  this  a 


Marcoi  Pau- 
]uat4n|[jewit« 
neffe^df  this 
tnaner  offi(h« 
ing  for  pearl;) 


cotdcj  at  each  end  whereof  they  faften  3 
one  j  which  cord  they  binde  about  their 
bacices ,  and  fo  fincking  downe  into  the 
bca,  by  the  weight  of thofe  ftoncs  ,  they 

water, and  gather 
the  Oyfters  at  their  cafe  :  and  when  they 
woulu  mount  vp  to  the  Shippe ,  lightly 
they  caft  off  the  ftones,  and  fwiinmc  nim- 
bly  in  their  rifing.Such  as  would  meddle 
in  hfhmg  for  thefe  Oyfters ,  it  bchooueth 
them  to  be  very  expert  in  fwimiliing  and 
oiuingjbecaufc  many  drown  themfelucs, 
through  want  of taking  winde,  or  clfe  arc 
drawne  into  the  depth  of  the  fea,  by  huge 
and  mighty  Fifties,  which  there  th^  met 
withall,and  then  by  no  meanescan  efcape 
drowning.  ^ 

^  Marcus  paulus  fiw  this  kind  offifhing 
in  the  kingdom  of Fitra^  which  is  in  India^ 
where  It  was  performed  in  the  fame  man- 
ner^^and  hefayth,  that  they  fifh  not  but  in 
the  moncth  of  Maie^  and  then  the  Pea- 
fants  or  Boorcs  arc  fet  on  worke  by  the 
Merchants.  The  King  hath  his  Tenths  or 
Tithes^and  certain  Sorcerers  or  Enchan- 
3  there  called  by  them  uibraiamins^ 
hauc  the  twentieth  part, and  the  Pcazants 
hauc  their  payment  in  money.  Here  you 
muft  knoWj  that  without  thefc  Enchaun- 
ters  3  they  that  fifh  in  this  manner  for  Oy¬ 
fters  3  fhould  bee  deuoured  by  cercaine 
grccdic  and  venemous  fifties ,  as  Croco- 
dilcs,  Whalcs3and  other  fuch  like  deuou- 
rers!  but  they  coniurc them  infuchfortj 
that  they  efcaped  from  them  without  any 
daungcr.  But  when  night  commeth,  and 
the  fifhing  muft  be  forborne  till  the  mor¬ 
row  5  the  Enchaunters  relcafe  and  make 
their  coniurations  to  ccafe :  onely  to  pre- 
uent  theeucs3  who  clfe  (in  the  night  time) 
would  plunge  and  diuc  into  the  water, 
knowing  they  may  doc  it  fafely  without 
peril!  3  andfo  carry  away  the  pearly  Oy¬ 
fters,  and  fruftratc  the  Merchants  of  their 
expedation. 

Morcoucr3therc  is  no  people  in  all  the 
Countrey,  that  can  cnchaunt  thofc  terri¬ 
ble  fifties,  or  doe  know  the  words  belon¬ 
ging  to  this  coniuration,  but  onely  thefe 
Ahraiamms,  And  it  is  to  be  noted,  that  all 
filch  as  traffickc  in  this  fifhing;  doc  not 
All  Countries  Oyfters  to  open  themfelues  in 

not  alike  in  oJfrefli  Water;  butinfomc  Countries,  they 

Uu"lt'dheir  j  lirtickniues  ,  orftiarpe 

wearies.  I  pointed  bodkins.  And  in  many  other  pla- 


Ofinchanters 
whole  coniu* 
rations  doe 
great  fcruicc 
in  the  filling 
for  pearled 
Oy  fieri. 


cc^3  as  in  the  Indidei  lately  di(co!icrd3thcy 
fet  their  Oiflcrs  oner  a  fire, and  fo  by  heat 
procure  them  to  ofien ,  by  which  meands 
they  findc  the  Pearles  ;  but  then  thole 
pearles  appearc  of  a  redd  ifti  colour,  arid 
carry  no  chcarcfull  water. 

Alfo  it  is  to  be  oblerned,  that  all  pearls 
are  not  white  of  themfelucs  naturally  ,but 
in  Ibrnc  places  they  are  found  to  b^e  red ; 
as  in  the  Ifland  of^/^<^;!gr/>,fciruatc  iri  the 
Eaft  Indiaes^  according  as  the  faid  Feneti-  • 
anPaulmxQipovttth^  Arid  yet  there  they, 
haiie  great  plcntie  of  them,  very  firigular- 
ly  excellent, both  for  greatnes  and  j-oond- 
neffe :  and  in  thofe  Countries,  they  are  of 
dcarcrvaluc;  price  andeftimation ,  that 
thofe  white  do  carry  no  comparifon  with 
them .  Somewhat  I  can  fay  of  my  fcife 
that  I  hauc  (cene  feauen  redde  pearks* 
and  no  more,  belonging  vnto  the  late  dc- 
ccaficd  Dutchefle  of  f alentinols  ^  which 
had  a  moft  goodly  luftre,  and  I  was  (fof  a 
while  )  perfwaded ,  that  they  #onnc  that 
colour  by  fbme  artificial!  mcanes :  but  af¬ 
ter  I  had  read  the  Difeourfe  of  Marcus 
Paulud,  then  I  bccame'to  be  of  another  o- 
pinion. 

Hccrc  like  wife  will  I  infertagreatfe- 
crci in  nature,  and  (inmyminde)  very 
meruaiious ,  reported  to  mec  by  men  of 
good  credite,  that  haue  feene  the  fifhing 
for  thofe  Oyfters ,  and  found  it  true  by 
their  owne  experience.  In  a  ccrtainc  fea- 
fon  of  the  yeare,  thefe  Oyfters  of  pearles, 
doc  belch  and  caft  forth  a  red  and  blood- 
like  moifture,in  great  abundance :  fo  that 
many  (ofthebeftiniudgement)  among 
thofe  barbarous  people ,  imagined  them 
to  (ufifer  a  fluxe  of menftruofitie,  as  other 
fifhes  in  the  fame  Ocean  doe.  Thefe  Oy¬ 
fters  hauc  their  pafTages,  like  to  all  other 
fifhes  in  Seas  or  Riuers ,  fo  chat  in  fomc 
places  great  (lore  of  them  is  to  be  found, 
and  within  a  while  after,  a  rare  matter  if 
tcnneremaync  there  cohe  had,  but  all  arc 
fallen  downe  aboue  tenne  miles  further 

off.  Sometimes,  they  which  fiih  in  ano¬ 
ther  Countrey,  where  fcarccly  one  is  left; 
on  the  morrow  or  next  day,lliall  light  on 
more  then  euer  was  there  before. 

The  Perfians  haue  moreouer  iniiented 
an  other  manner  of  fiftiing ,  more  com¬ 
modious  ,  and  of  IcfTc  charge  and  perill. 

By  making  of  hurdle^  of  Oficrs  or  Palms* 
well  knit  together  with  ftror  g  binclfngs^, 
in  fuch  manner  as  the  filhing  obferuedTn 
_ _  O  o  o  o  2  our 


Alj'pearlesbc 
notwbit'^  na- 
turaJly  ot  the- 
Icfues:  but 
iomcredde 
pearles  haue 
excelled  rhe 
whireinpiicc 
(&  eliimaEion 


A  ftfange 
kindoi  ni®i- 
ft^reifluing 
from  thofe 
pearly  ovftcrsj 
acacertainc 
feafoo  ofchd 
yeare^ 


Oyfter*  con 
nrsU;  not  in 
one  place. 


A  later  inuert- 
tion  or  the 
Pcrfiant  in  fi¬ 
lhing  tor  their 
pearled  Oy 
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fv 


Barbarous  na 
lions  made  no 
account  of 
pearles  in  el¬ 
der  time?* 


\  our  Seas  for  Cafferons^  vfing 

certaine  Rakes ,  which  rafla  into  the  Sea 
ands^and  when  they  find  the  beds  of  Oy- 
ftersjfo  force  the  enter  into  thofehurdls. 
Others  walkc  aloug  amongft  thcRockes 
and  Stones, which  appcarc  abouc  the  wa¬ 
ter,  where  oftenrimes,  they  finde  fotne  of 
thofe  Oyftersjfo  fail  knit  to  the  Rockes  or 
Stones,  as  very  ranch  labour  can  fcarcely 
get  them  off,  without  breaking  the  rocke 
or  flicll  of  the  Oy  fters ,  and  then  taking 
frpm^hence  the  Peade ,  fofoonc  as  the 
fheJUs  broken;  for,  other  wife  itdimiBifh- 
etb  j  and  doth  lopfc  the  true  and  naturall 
colon 

,, ,  'The  Indians,  Arabians,  Perfians  and  o- 
diets,  in  auncient  times ,  made  no  more 


which  ordinarily  fifh  in  the  Oyfter-Seas, 
niake  a  mockeric  offuch  reports.  Befide^ 
ourNaturallifts  (land  in  doubt  ,  whether 
Cockles,  Scallops^MufcIcs,  Oyfters, and 
fuch  like  fhelhfiih  (liuing  in  the  water) 
haue  any  partofvnderftanding.  Andjby 
the  fame  rcafon,  if  they  haue  the  mcancs 
of  withdrawing  themfelues,  vpon  fight^of 
thcfifherscoroming,  or  from  any  other 
fiOi  (oppofitc  or  contrary  to  them)  endc- 
uouring  to  eate  and  dcuourc  them. 

There  is  a  fifti  3  which  is  very  oppofitc 
to  the  Oyftcr ,  being  tearmed  by  the  fer- 
fiansy  Taruphall^  oiTahall^  and  is  of  the  ^  -  v  v 
bigneffcofa  midllng  Salinon ,  hauinga: 
hard  skinne  3  yet  without  fcales ,  and  uis 
finnes  of  an  azure  colour  •  This  fifti  hath 


Taruphall,  or 
Taball,afi{h 
contrary  to 
j  the  pearled 


rhf*r<  in  auncient  times,  uiuuc  ,  - - ^  r,  r 

account  of  Pearles ,  then  of  ordures  and  |  alittlehead,  afharpcnofcorfnowc,cr- 
corruptionswhichthc  Seas  clecred  them  j  uing  for  his  month,  ^f'^h  is  full  of  (harp 
fcluesof  during  the  fcafons  of  their  tur-^  teeth  ;  andthefe  pearly  Oyfters  arc  bis 
bulcncc  and  boyfing .  But  now. wee  haue  ,  delicious  dict,liuing  (almo^  by  no  other 
fo  well  enftru'aed  them ,  in  knowledge  '  kindoffoodejWhcn  hcisdefitous  offcc- 
botb  of  the  worth  and  proficc ,  that  they  ding, he  watcheth  till  fuch  time  as  the  O  - 
can  skill  of  the  goodnelfe ,  and  value  of  fters  beginne  to  open,  as  oftentimes  they 
thingsin  fuch  foK,  as  they  will  fell  thofe  doc,  becing  in  the  Sea:  whereof  making 
commodities  at  rates dcarccnough.  The  hisaduantage  ,  Jtufting 
Egyptian  hath  becne  quickc  witted  al-  hcc  dcuourcth  the  fifh  q“|chcly ,  leaning 
waS  ashauing  knowledge  in  good  let-  ^  the  (hell  quite  eroptic.  Thefifhermcn  of 
ter  sof  longeft  continuancc,addia^ng  his  :  the  Iflands  jlabour  diligently  to  catch  thi 
jftudious  contemplations,  to  vnderftand 
the  fecretsofNamrcifo  that  Pearles  and  wherein  they 
The  wifedom  1  all  times  bath  taftcd  i  Pcarlcs.-thenfcedethcyonthcnlh,  - 

of  his  approbation  and  eftcemc.  The  |  caufeitisdainty  and  delicate  meatc.  The 
flaues  and  bafeft  pcazants  in  the  Ifleof  |  fewer  number  of  Pearles  they  finde  in  an 
Baharem ,  and  other  adiacent  partes  of  j  Oyftcr  ,  fo  niuch  the  greater  and  fayrer 

firmeLand,  neighbouring  ypon  the  Sea;  :  they  arc,  and  where  they  chaunce  on  ante 
haue  oftentimes  found  Nacres  andOy-  ftorc,  they  arc  the  dowdier  and  fmall. 
fters  on  the  ftioatcs ,  bceing  dead ,  and  j  Some  are  foundrobe  fo  little,  thatthey 
yet  they  made  featch  into  them,  and  of-  ,  can  not  bee  drilled  byanymeanes;  and 
ien  they  found  very  fayre  and  alfo  rich  th^eforc  they  cdl^  them  Sced^^^^^^ 


TheTaruphal 
hath  plenty  of 
rich  Pearles 
found  in  bis 
belly. 


and  long  con¬ 
tinued  expe¬ 
rience  of  the 
Egyptians. 


A  king  among 
the  Oyfters. 
and  yet  it  is 
doubted, whe*’ 
thcr  Oyfters 
haue  any  vn- 
derftanding, 
or  no, and  a 
great  quefti- 
on  among  the 
heft  Natural- 
lifts. 


pearles. 

Plwy  filthy  that  Oyfters  haue  a  King  a- 
mongft  them  j  according  as  the  like  is  af¬ 
firmed  of  the  Bees,  Antes,  and  a  guide 
allotted  to  the  Cranes,  and  that  this  king 
is  elected  and  chofen  (  by  being  the  very 
fayreft  and  greateft)  to  take  a  carcfull 
charge  of  all  the  reft :  And  that  is  the  Oy"* 
fler ,  which  the  fiftiecs  or  diners  couet 
moft  to  findcjbeingthen  alfured^that  the 
reft  will  not  fcarc  to  followc.  Athenet^s 
allcadgeth  another  Fable ,  as  thus  i  That 
they  doc  ftriuc  to  reuengc  themfclues 
oh  the  fifliers ,  by  opening  their  fhells  fo 
to  catch  holdc  of  their  fingers.  But  fuch 
opinions  arc  mcercly  friuolous3  and  they 


which  are  purpofely  kept  for  Apotheca¬ 
ries,  who  imploy  them  according  to  their 
ownc  knowledge  and  experience,  or  as 

they  are  aduifed  by  the  Phyfitian.  I  nf  h  r 

The  moft  commendable  forme  and 
(hape  of  the  pearl,  is  faid  to  be  that  which  j  Carrie  moft  ^ 
is  roundeft^  yet  that  in  fafliion  of  a  Peare  j  j 

or  Akorne,  is  not  much  worfe  5  and  next ,  J  ^ 

tothefeisthatliketo  alittleNutte  :  nor 
doe  they  reieft  fuch  as  arc  writhed  and 
wrinkled,  nor  the  very  fmallcft  j  but  all  arc 
employed  and  made  vfe  of :  the  beft  for 
the  richeft  people,  and  the  other  for  them 
of  lower  qualitic,  becaufe  they  arc  wornc 
by  all  degrees  of  perfons ,  as  well  men  as 

women  jin  regardc  they  are  grownc  to  be 

fo 
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Chap. 15. 


Of  Pearles, 


A  doubt and 
demandjwhat 
the  reafon 
may  be, that 
Pearlcs  {hold 
exceed  gold 
and  filuet  in 
value  and  c- 
{litnation. 


rocomaion,  NoPcouinccdoe  I  know, 
vvhereunta  more  Pearlcs  arc  brought , 
then  \x\io  Spxine^  and  next  into  France^ 
within  fome  fmall  compafife  of  time, 
which  makes  mec  fo  much  to  mariiell  at 
them  the  more. 

In  briefcj  Pearlcs  hauc  furpaffedthc 
riches  of  gold  and  filuer,  and  of  Emralds 
brought  from  foorth  the  Indiaes.  And  yet 
I  would  gladly  know  the  reafon,  where¬ 
fore  our  graue  Auncients  made  fiich  efti- 
mationofPcarlcsjconfidering  they  knew 
them  not  to  haue  any  medicinable  ver- 
tuc,  and  in  regard  alfo,  they  grew  quicke- 
ly  olde,  as  wc  plainly  percciuc,  when  they 
hauc  loft  their  luftre,  clcarcneffe  and 
whiten effc .  For  my  fclfe,  I  cannot  ima¬ 
gine  what  fhould  be  the  reafon ,  except 
it  be  in  rcgarde  of  their  whitencffe,which 
is  not  common  to  ocher  precious  ftoncs; 
and  I  perceiue ,  that  no  account  is  made 
of  them,  which  arc  of  another  colour,  al¬ 
though  they  be  of  the  fclf-faraefubftancc. 
Some  hauc  cnftru(ftcd  mce  in  another 
reafon ,  to  wit,  becaufe  they  haue  becnc 
brought  from  the  new-found  world ,  and 
likewife,  that  in  times  paft,  iheyfctcht 
them  from  very  farre  remote  Countries, 
which  needs  muftvrgcthe  more  affedi- 
on  to  them ,  bccaulc  they  come  from 
farre  hence:  Orclfe  wee  make  fuch  deare 
eftimation  of  them,  in  regardc  that  (ma¬ 
ny  times )  they  coft  the  lines  of  men  in  fi- 
fhing  for  them,  as  partly  wc  hauc  before 
reported .  The  greateft  Pcarles  are  cal¬ 
led  in  \uVi\K\tVniones^  becaufe  fildomc or 


ncuer  vve  (Taall  light  on  two,  that  are  ali  c 
cycher  in  grcatneirejroundneflejOr  Iplen- 

dour,  or  anfwerablc  in  weight:  for  wee 

finde  them  alwayes  feparated  one  from  ar 
nochcr,andnot  ioyned  together  5  And 
the  leffcr  fort  they  vfe  to  call  Marguerites^ 
After  that.thc  N/lerchants  hauc  them 
in  their  power,  they  permit  them  to  bee 
perilled  by  diuers  people,  wherein  the 
dians  and  Perjiansuvc  the  belt  cxercifed, 
asbecing  naturally  cnclincd  thereto  by 
frequent  praftife.  Nor  do  Pearlcs  conti¬ 
nue  ftill  in  one  and  the  fame  condition, 
for  the  truth  is,  they  will  fade,  wither  and 
waxe  light  by  courfe  of  tiroes:  cfpccially 
fuch  as  are  caught  after  the  full  Moonc. 
But  being  kept  in  the  floure  of  Ricc,ming 
led  with  Bay-Sair,  they  will  recoucr  their 
former  beauty  and  weight .  But  they 
which  are  caught  deepeft,  and  in  the  new 
Moone,  are  ncuer  fubie^ft  to  any  fuch  in- 
conucnienccs. 

Theficfh  (as  they  vfe  to  call  it)  or  bo¬ 
dy  of the  Pearly  Oyfter,is  moft  wholfom, 
and  of  great  nourifhment^excellent  good 
againft  melancholy,  and  for  fuch  as  lan¬ 
guage,  or  are  in  a  confumption,  and  alfd 
for  Hecliques  and  Tificks.  But  the 
ans  make  no  vfe  of  Pcarles  in  their  medi¬ 
cines,  although  the  modernc  Phyfitions 
of  the  Arabes  and  Moores  doe,which  hath 
beenc  learned  of  them  by  fome  of  ours, 
and  vfed  in  all  cordiall  medicines,  being 
good  alfo  for  the  eyes,  finely  beaten  into 
powder, and  held  as  an  clpeciall  preferua- 
tiue for  the  fight.  ,  Ooqo^ 


The  reafon 
why  the  grea’ 
teft  Pearlcs 
are  called  in 
LatineVni-  • 
ones. 


The  Indiaiis 
and  Perfians 
hauc  the  gre- 
cc  {I  skill  in 
Pcarles; 
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Pearlcs  vifili  • 
decay  &  waXC 
light. 
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Pearly  Ofter^ 
good  for  di¬ 
uers  difeafes* 


I 


f/ri  ‘ 


XX' 


^  I  able  ot  the  leuerall  Dookes  ana 

Chapters,  with  their  particular  Arguments, 
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Tub  First  Booke 


F  tbk  Ancient  Countrey  of  Gaulcy 
now  called  France,  What  Lawes^ 
Cujiomes^  Religion^  Ceremonies^ 
and  other  manners  were  ^feda- 
mong  thepeople  of  that  Nation  in 
their  jirji  Originally  and  howe 
(jincethen)  theyhaue  continued* 
An  Introduiiion  to  the  whol  dif 
courfe.  '  ,  Page  i 

Ofthe  Temperance  in  eating  and  drinkings  'vfeda- 
mongtheGaules :  As  alf oof  their  Marriages^  and  fingle 
condition  of  life*  P^g-3 

How  the  Gaules  njfed  to  weare  their  haire^  and  what 
kinde  of  garments  they  njfcd’t  with  painting  their  body  es 
Ojtheir  CoineSy  Goldy  Situerf^c.  pag:  6 

of  the  houfes  and  dwellings  of the  Gaules  y  their  toWneSy 
and  nnilageSy  and  of  what  manner  they  were,  pag ;  8 

of  the  humanity  f  her alityy  hojpitality,and  courtefie 
of the  Gaules  to fir  angers  5  and  care  for  benefiting  each  0- 
t  her  equally  Fol:ii 

How  the  Gaules  made  choife  of  their  Generalles  and 
Commanders for  their  war  res  j  with  a  true  def :ription  of 
their  MiUtaryferuices  and  dif cipline* 

page  16 

OfthefhoutSy  criesyandftrangenoifes^  deuijedand 
'vfed  by  the  Gaules y  to  comfort  and  encourage  themfelueSy 
and  to  affright  or  dtfmay  their  enemies,  Alfo  of  their  [igns 
of  contentment^  peace ^  mercy  s  their  Parity  Songesy  and 
Rithmes, 

page  24 

of the  difference  between  the  Soldi  ours  of C  dfary  and 


of  Pompey  (beingthe  valiant  Gaules)  incofnparingthem 
with  the  Romanes:  As  alfo  of  the  Spaniards  arid  the  Gault ^ 

In  what  manner  the  Gaules fortefied  their  Cittiesani 
Townes^ fyc, 

of  the  feruice  on  the  Sea  arid  other  waters,  vfedby  thi 
Gaulesyfyc*  '■  ' 

of  the  Learning  andwifedome  of  the  Gaules :  Of  the 
difciplines  enlirufled  by  their  Druides  or  Priejls,  to  the  ^ 
younger  people,  Alfo  of their  Bards  yPoetSy  SarronideSjEU^ 
bages,  and profefsion  of  hang  uages*  ^34 

A  Dialogue  or  Communication  betweene  Socrates  and 
PhadruSy  concerning  what  great  difference  there  is"^  be-' 
tweene  the  A  rte  of  Memory  y  and  matters  regisired  dowhe 
by  writing,  ■  40 

A  further  addition  to  the  Artes  and  Sciences paught  a» 
mong  the  Gaules,  by  their  Druides  Bar  desand  learned 
men, according  to  theiufiification  of  diners  good  Authari^ 
And  what  Religious  Ceremonious  Orders  they  obferued. 


of  the  diutnation  vfed  by  the  Sarrenides^  who  we're  d 
kinde  of  Phtlofophers  among  the  ancient  Gaules'y  their 
manner  of  oblations  and  Sacrifices :  As  alfg  of  thetrffels, 
charmes  and  incantations,  47, 

tvhat  Ceremonies  were  obferued  among  the  Gaules^  at 
the  times  of  their  Burials  or  F unerdls,  ‘ '  f  I 

Of  the  iujl tee  exercifedin  auncient  Gailc,  compa- 
red  with  that  of  the  Romanes,^)'  diuiding  the  cheefe  men 
into  t  wo  degrees,  of  Druides  and  Knights, and  two  kindes 
of  Magiflrates :  With  the  ptmijhment  of  di/obedience  to 
fupenor  Officers .  .  55 

O  o  o  o  4  of\ 


of  the  for  me  of  Gouernment  obferued  intheCor/i^ 
mortwealths  of the  feueral  Cities  ^ind  Nations :  Af^d  what 
their  Rulers  and  Magijlrates  were  ^  As alfo  how  they  at- 
tained  to  their  Authority,  6o 

The  Second  Booke. 

OF  the  new  Gauls  ^or  thofe  that  are  called  (now  adaies) 
Frenchmen  y^or  the  people  of  France^  fucceeding  af¬ 
ter  their  Predeceffors  the  Auncient  Gaules,  70 

of the  people  dwelling  in  the  fruitful  Land  of France^ 
what  they  werefeing  aunciently  Gaules^  and  afterwards 
Frenchmen :  their  manhood^  'valour^  and  fucceffefutlfor- 

tunes,  ^4 

of  the  Maie^y  ^Dignity  ^  and  high  Fminency  of  the 
Kmgs  of  France:  And  what  infinite  aclionsof  honour 
they  haue  done from  time  to  time^  to  renowne  the  glory  of 
that  Kingdome,  1 1 4 

A  Funerall  Oration^  written  *vpon  the  mofi  vnnatu- 
rail  and  untimely  death  of  Great^cni^  the  fourth  ^Fa¬ 
ther  to  the  King  now  Reigning.  143 

The  Battatle  of  Rauenna^  which  was  fought  in  Italy  ^ 
in  Anno^  1512.  betweene  Gallon  du  FoiXy  Duke  of  ifa- 
mureSy  Generali  for  Leyo^s  the  izJsing  of  France^  on  the 
one party :  And,  Raymond  de  Cardonna^  Viceroy  of  Tu¬ 
ples  ^  Generali  for  the  King  of  Spaine^and  Popelulio^  on 
the  other.  155 

. .  .tvf^at  thg  wercywhom  the  world  tearmed  by  the  name 
of the  Sibillaes.  Of their  Prophefies :  but  more  principally 
of  thofe  things  which  they  (fake  and  wrote^  concerning 
fhrisiian  Religion,  1^0 

Concerning  the feauen  Wonders  or  Meruailes  of the 
World ;  what  they  were .  Alfo^  in  what  feuerall parts  and 
places  of  the  Worlds  they  are  remembred  to  bee  by  grauejl 
writers^  ■  1^4 

, ,,  The  Oration  of  Antipater  ^the  Father  to  HerodyWhich 
he.  made  before  ,C  afar fianding  accufed  for  following 
Pompeyspart.  170 

r  The  Oration  of  Herod  to  his  Martialltroopes  feing 

.  rvpon  the  point  of  fighting  with  the  Arabes.  ,  1 7 1 

The  Or atiort  of  Herod  before  AugusiusC^fary  who 
had  concerned  anger  againfihmy  becaufe  hee  had  taken 
part yand followed  Mar ke  Anthony,  173 

.  The  magnanimom  anfwerof  Auguslmy  inliamly 
returned  to  Herod,  ^  174 

...V  The  Oration  of  Herod  to  the  leweSy^vpon  the  partage 
or  diuifion  of  his  Seigneur ieSy  to  be  made  to  his  Children, 

175 

The  Battatle  of  Riot t a  or  Nouara^  which  was  fought 
in  the  Dukedome  of  Millainey  betweene  lohn  T rinuulzdy 
dndthe  Lord  of  TrimouilUy  Generals  for  Lewes  the  \  2, 
King  of  France.^  on  the  one  fide 'y  andMaxmillianSfor- 
%ayDukeof  Mtllaine^  accompanied  with  the  Switz^rs^ 
on  the  other  yin  the  y  ear  e  1513.  '  Tiyy 

.  /  Of  the force  of fudden  Chances  and  <vnexpe6led  E- 


uentsfor  the  dtfsipation  afwell  of  mans power ^  as  of  his 
pollicy.  And  of the  haz^ards  and  doubt  full  euents  of  Rat- 
taileSyand other  enterprifes  of warre,  '  '  182 

How  our  Auncient s  and  reuerend  Predecefferus pu- 
nifhedfuch  in  former  timcs^  as  durft  do\any  difhonour  to 
their  Mi  sir  ejjes,  187 

Concerning  diners  kindesof  Salutations y  vfed  a- 
mong  our  Auncient s^hen  they  met  together,  188 

what  a  commendable  thing  u  is  to  pardon  iniuneSy  e- 
(fecia  lly  in  Princes  and  great  Lords,  ~  1 8^ 

From  whence  ( at  the fir  ft)  came  the  Title  or  Nume 
of  Kingyand  alfo  of  Emperor,  ibid. 

IVhat  was  the  reafonyOnd  ^pon  what  occafiony  Kings 
in  ancient  times  were  created  and  esiablifhed :  And  of  the 
Dignity  Roy  all,  1^0 

The  Third  Bocke. 

''T^  H^  Originallof the  S  witz>ers^  and  the  Gouernment  of 
^  the  Country  y  inthepublike  e Ft  ate  of  their  thtrteene 
CantonSy  with  their  Confederats  both  ingenerall and par¬ 
ticular  y^c.  ipj 

of the  three firjl  Cantons  of  the  Switz>ers,  ip  5 

of the  Originall  eft  ate  of  Luccrnaybefore  it  leagued  it 
felfe  with  the  Cantons,  214 

of  the  Originally  condition y  and  efiate  of  Zurichjbe- 
fore  it  leagued  in  with  the  Cantons  amity,  218 

How  Claris y  being  conquered  by  the  Cantons  j  came 
a  fterward  to  be  accepted  into  their  louing  alliance,  230 

of  Zugyand  at  what  time  it  came  to  be  comprehended 
in  league  and  confederacy  y  with  the  other  C  antons^of  the 
Switzers.  232 

of  th^  building  of  Berney  the  fcituation  and  conditi¬ 
on  thereof  ‘y  And  how  it  was  yeelded  to  the.  Empire,  233 
oft  he  Towne  of  Fribourg  ^  who  yeas  the firjl  Foun¬ 
der  thereof:  And  bow  it  came  into  league  alliance  with 

^  the  Cantons,  247 

of  the  C  itj  ^Sollcurre,  being  one  ofgreatefi  name  in 
Swetia.  ^  248 

of the  S  witzers  war  res  agatnfi  them  of Millaine  j  a- 
gainji  theV metianSy  and  at  the  conquejl  of  Naples.  2  4  p 
of  the  City  ofBafile^  and  diuerfity  of opinions  y  howe  it 
receiued  that  name :  as  alfo  the  Originall  and  Anttquitie 
of  the  City,  ^  251 

At  what  time  Schafi'oufe  was  receiued  into  the  num¬ 
ber  of  the  C antonSy  and  the  Antiquity  thereof,  2  _>  2 

of  the  Switzers  war  res  y  jince  fuch  time'  as  they  came 
to  be  in  number  of  the  C antons,  and  making  the?n  to  hee 


twelue. 


2)4 


/ 


of  the  Originall  of Appenzeli:  how  it  took  that  name. 
The LaweSyCuflomeSyandmanntr  of  Gouernment  there 
obferued.  257 

Concerning  the  alliance  made  betweene  the  fiue  tail 
Cantons :  and  a  breuiate  oj  their  Articles y  binding  them 
tog  ether  in  C  onfederacie.  258 

Of 
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of  the  S  wit  Mrs  warres  in  Italy, when  the  French  vn- 
derteok e  to  rec otter  the  Ditkedome  ofuillune.  2  5  9 

■tidifcourje  ^concerning  the  alliance  of  the  Switzers, 
with  the  kings  of  France  260 

of  them  that  ar e  allied  and  leagued  with  the  Cantons, 
and  firll  the  Ahbot  of  S.  Gall 
Of  the  Towne  or  City  of  S.Gall 
of  the  Leagued  Gnfons 
The  alliance  of  the  people  of  Valois 
of Rotwill^or  RotuiU 
of Mulhufc 
OfBienm 
of Geneua 

QfNew-CaJlle  270 

of  thofe people  that  ar egouerned (in  common) hy  the  Can¬ 
tons  of  the  Switz,ers 
of  Bada 

Of  Bremgarten  and  Mellingen 
Of  Rafpermll 
OfFrawenfeld 

of  the  nine  Bayliwickes  or  Gouernments 
of  Bada  and  Turgow 
of  the  three  firli  Prouinces 
of  the  S argans  v .. 

of  the  Rheguf  res,  now  adayes  called Rhihthall:  That  is  to 
fay  fhe  galley  of  the  Rheine  Fol:  eod 

of  the  Gouernements  and  Baylywickcs  which  are  in'  Italy, 

OfBellizaona  -  ^  ^^  278 

of  the  Alliances  made  (by  the  Cantons )  with  Kinges  ^and 
Princes ^neere  neighbouring  to  them,  Fol:  eod 

of  the  Alliance  made  by  the  SwitXaers,  with  the  Dukes  of 
JMillatne  27^ 

OftheSwitZaers  Alliances  with  the  Dukes  of  AuHria 
Bourgongne  280 

of  the  Alliances  betweene  Sauoy  and  the  S  witzers  283 
of  the  Alliances  betweene  the  Switzer  s^and  the  Kings  of 
France  ,  284 

The  Second  Parc,  ^  \  . 

The  manner  of  Gouernement  obferued  amongsl  the 
Switzers  .  .  .  28^ 

; ;  of  the  manner  and  behauiour  of  the  Switzers  yin  the 
time  both  of  war  and  peace  . .  a  \  r  >;  '  2^0 

of  publike  Ajjemblies  and  meetings:  Or  rather  of  the 
Councell  and  Senate  of  the  Switzers  .  29  j 

Concerning  fentences  and  iudgements,  in  publike  and 
peculiar  differences  3  03 

of thofe  Commonwealths,  which  are  in  each  of  the  fe~ 
Her  all  Cantons:  And  fir  Ffo ft  he  Commonwealths  of  Zu¬ 
rich, Bafile, and  Schaffoufc  '  305 

of the  publike  eflate  and gouernment  of the  Toxvnes  of 
Bexne,Lucerna^Fnbourg^andSolleurre  :  which  are  not 
diuidedinto  Tribes  and  Companies^  Zurkh,BaJit£,and 
Schaffoufeare  313 


of  the  Common-wealth  of  thofe  Cantons ,  that  haue 
neither  Cittiesnor  Townes :  but  dwell  only  in  the  Country 
^villages  .  3*^ 

of  the fi)ce  Cantons,  which  are  handled  together  in 
this  chapter,  according  to  their  feuerall  rights  3  andaffo 
their  lurifdiHions  FoUeod 

of  the  Commonwealths  belonging  to  the  Confeder ates: 
And firjhof the  Abbey  of S,  Gall  .  ;  ■  ■  '3^5 

of  the  Commonwealth  in  theTewne  orCittie  tf  S» 

Gall  ,  ‘  fol,  eod 

\ 

The  Commonwealth  of  the  Grifons  .  3 

The  Commonwealth  of the  falafians, .  or  people  of  FA- 
lols*  ~  .  ■  «■  33^ 

T he  Commonwealth  of  Bienna  335 

The  Commonwealths  of  fuch  people,  as  are gouerned 
(in  common)  by  the  Cantons  of  Switzerland ^  And firfii 
of  Stipendary  T oWnes  3 

of  the  Bay  lywickes  or  Gouernments  338 

of  Bada  Fol:  eg  d 

/Of Turgow  '  34Q 

of S  argans  342 

OfRhinthall  ,  343 

of  the  Barons  of Altfax  344 

The  Baylywickcs  or  Gouernments  which  are  in  Italy, 

FoLcod 


\  The  fourth  Bookc.  ^ 

'  of  the  Kingdbme  and  Court  of  Spaine  3  the  t>awes,€H- 
fiomesAnd  manners  of  the  people:  as  alfo  the  diuifionand 
Jituation  of  the  Country  ^  .  >  350 

of  the  kingdome  of  Portugall,  the  beginnings  conti¬ 
nuance,  and prefent  eflate  thereo  :  with  the  CufiomeSy 
Law es,  and  admmifi ration  of  lufiice  therein  obferuefi 

355 

of  the  Antiquity,  Originall,  Cuftomes,  Lawes,aisd ad- 
minifi ration  of  I ujlice,  obferued  jn  the.^  kingdome  of  N a* 
pies  '  35<^ 

of i  Law  obferued  among  the  Rhodians,  that  enioyned 
and  commanded  Fathers  (Jetting  afideaU  other  bufineffe 
and  affaires)  to  marry  their  Daughters  with  allpefsihle 
fieed,  jda. 

That  Tyrants  do  Hue  continually  infear  es :  and  that 
their  ends  ate  mofimifer able,  ^6y 

A  mo  ft  horrible  cruelty  <vfed  by  the  Numantines  agamfi 
the  Romanes  3  and  ( in  the  end)  <vpon  themfelues,  316  8 

That  a  •valiant  Captaine  or  Generali,  ought  firfi  to  emz 
jbr ace  wife  dome  andprouidence,  before  he  do  make  expe¬ 
riment  of  his  for  tune :  And  alfo,  that  after  pillory,  hes 
fhould  be  mllde  and pittifull,  t kI.  .at  .  Aid, 

^  of  the  Salique  La  w,the  Origina  It  therof,and  who  were 
thefirfi  Authors  and  Inuenters  of  itF^  i  :  .  ..  .5,70 
Examples  of fome  Letters  containing  fecrecy,andf  ent 
in  fuch  manner,  as  they  might  not  be  knowne,  but  onely  to 
fuch  whom  they  efpecially  concerned,  4-  -  a  *571 
A  dtfcourj f  concerning  the  Origmallofthe  Normans  5 

what 
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what  valiant  aHs  haue  bene performed  by  them  ^  and  of 
Robert  Guifcardo.  372 

of  two yong youths  of  Paris^  that  trauailed  to  the  In^ 
diaes^tdcurethemfelues  of  the  Neapolitane  difeafe^  or 
Frenchpox.  375 

pyhy  there  is  not  found  fo  much  ^ertue  in  the  Guyacum 
that  is  brought  hither  5  ^  in  that  whereof  the  Indians  them 
felues  do  make  vje^  againjlthe  Neapolitane  difeafe^  and 
the  defcription  thereof.  379 

From  whence  it proceedeth^  that  Graine  or  Come  is  not 
fo  long  time preferued  in  our  Countries ^as  it  hath  bin^and 
fill  is  in  Fgipt.Alfo  in  what  manner  our  Lands  and  <vines 
fhould  be  cor  relied  and  qualified  without  di^ging^  &:c. 

of  ihe great  difference^  which  both  ancient  and  modern 
Writers  haue  obferued  to  be^  betweene  the  royall  Title  of  a 
King^and  the  difgracefuU  name  of a  tyrant.  383 

Jn  what  high  account  and  efieeme  Philofophers^  and 
ther  men  of  knowledge  ( in  what  Sciences foeuer)  were  held 
ineider  times  by  Emperors  and  Kings.  385 

1  ^That  Learning  is  not  onely  neceffary  in  Kings  and  Frin- 
cetr^  but  alfo  for  Generals^  captaines^y  and  Commanders y 
\  that  follow  the  exercife  of Armes.  388 

'bf  diuers fecret  naturallpropertiesybeing  in  theFiper: 
And  how  he  may  be  fed  on^  and  eaten  without  any  danger 

391 

6f the  admirable  property  of a  little  creature  fiok  bmng 
whereofis  healed  by  the  found  of Mufique.  Likewifcy  of 
many  other  infirmities y  which  are  only  holpen  by  the  fame 
medicine  $92. 

lOf  a  Hraunge  medicine^  whereby  FauTtine  of  Rome^ 
Wife  <vnto  the  Emperor  Marcus  Aurelius  ^  wa^s  cured  of  an 
infirmity  of  difhoneB.  loue :  and  of  many  other  remedies  ^ 
s^ainfi  that powerful! pafston  3  P  3 

' :  of  the flrange  and  furious  loue  of  a  young  Athenian  5 
dnd  of the  ridlcuiom  loue  of  King  Xerxes :  and  howe  that 
Bfdfis  haue  many  timesaffeSIed  both  men  and  women. 

?  .  3^5 

of  a  many  thatreceimng  awounde  from  his  enemies 

handy  was  deliuered  from  a  deadly  danger y  wherin  be  had 
long  time  liued :  with  f undry  other  examples  to  the  fame 
purpofe.  3^6’ 

who  was  the  fir jl  that  planted  the  Fine  5  and  who  be^ 
gan  to  put  water  into  wine.  T ?  whom,  and  in  what  man~ 
ner  the  Romaines  did prohibite  Wine:  387 

of  many  ddmmages  and  danger  Sy  which  enfueby  the 
immoderate  drinking  of  wme.  And  how  it  hath  bene  held 
i  asm  healthfull  thing  ( by  feme  Phyfitions)  to  be  drunken 
fometimes  c  .v,  ' ^  -  3^9 

Oertaine  aduices  and  injlruclionsy  againjl forward  af 
!  f eBion  to  wine i  .  Arid fome  reafons  deliueredy  'why  two 
1  things  do  appear e  to  beethreey  to  men  that  are  oner  come 
Iwithdrinke,  401 

In  what  manner  a  man  may  ^  knowe  and  meafure^  the 
rotundity  or  round  compaffe  of  thC  whole  earth :  And  how 
\  mttch  it  is  reputed  to  containe^  in  the  circumfereme  or 
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circk ling  round  about.  402 

of  the  reafon,  why  Snow  ( beeing  couered  with  Straw) 
doth  prefer  ue  it f el fe  in  his  entire  coldnesy  and  war  me  wa¬ 
ter  in  his  heate :  two  contrary  effells  working  by  one  and 
the  fame  thing.  405 

of fudden  death  happening  ^nto  diuers  great  per- 
fonSythat  haue  thereto  bene  wtjhed  or  threatnedy  by  fuch 
as  they  haue  'vniuftly  put  to  death  before  yfye.  40  6 

of  the  cruelty  which  AlbouinCy  King  of  Lombardy  y 
nfed  to  his  filMene  and  Wife  Rofamond ;  And  by  what 
meanes  (he  reuenged  her  felfe  on  him.  408 

of  t pleafantyWitt)\and  honefi  decetpty  which  a  famous 
and  ^ertuous  ^eene  ^fed to  her  owne  Husbandywhere^ 
bylzmtsMngof  was  begotten.  410 

Ofanauncient  and  memorable  CuFtomey  obferued  by 
the  Inhabitants  of  Carinthia,  at  the  Coronation  of  their 
Prince.  41 1 

In  what  part  of  the  Zodiacke  the  Sunne  and  Mooneyfy 
likewife  the  other  Planets  wersy  at  their  fir  ft  creating.  Al¬ 
fo  of the  beginning  of ye  ares  and  times.  413 

That  men  may  learne  examples  by  Birds y  Flyes  and  0* 
ther  Creatures yto  leade  a  tenuous  life.  41^ 

OfnegleSIin  Martial!  DifciplinCy  and  of  an  Army  of 
Christians y  that  loft  al! their  Hues  through  drunkenneffh 
and  want  of  foUowing  Military  difeipline.  4  ip 

of  the  mif  arable  endsyand  other ftrange  trauerfeSy  en¬ 
dured  by  diuers  KfngSy  Emperors  y  Dukes  and  other  great 
FrinccSyilyc.  422 

That  People  are  commonly  fuch  in  their  actions  y  man¬ 
ners. /ndpiety  -y  as  t  hey  per  ceiue  their  Kings  y  Princes  and 
Rulers  to  be.  429 

of  the  Original!  of  Triumphs -y  why  they  were  fir  ft 
granted  and  ^fed in  Rome.  How  many  they  were  that  tri¬ 
umphed. What  a  Triumph  is:  And  that  there  are  two forts 
of  Triumphs.  432 

of  fuch  names  of  immortal!  honour  and  renowns y 
which  the  Romane  Captaines  had  granted  andgiuen  themy 
according  to  their  feuerall  *viliories.  43d 

of  fuch  CrowneSy  with  other  recompences  and faUries 
which  the  Romanes gaue  to  Soldiors.  Alfo  ofpumfbmg  of¬ 
fender  Syfye.  438 

•  •  of  the  reafonyWherefore jleepe  was  granted  andgiuen 
toman ;  And  hkewifcythat  too  much fieepe  is  hurtful! and 
‘vicious.  442 

of  an  ancient  ‘vfe  and  customein  Spaim^y  in  making 
their  account  of  times  y  bythefe  words.  Here  de  C^^far.’ 
what  that  Here  iSyand  wherefore yand  when  the  ‘vfether^ 
of  was  left. 
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/^F  Nolfility  Peliticad  and  Ciuill, 
of the  Nobthty  of the firjl  Age, 
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of  the  jir (I  Greeke  Nobility, 
of  the  jirjl  Romme  Nobility ,  -  451 

of  the  dmers  beginnings  of  Nobility  Datiue,  4^  i 

The  Rites  and  Ceremonies  ufedm  creating  of  Barons 
by  charter.  ,  .  478 

The  Kings  Charter  for  the  creating  of i  Fifcount.  480 
The  Roy  all  C  barter  for  the  creating  of in  Earle,  482 
The  Rjtes  and  C eremonies  for  the  creating  of  an  Earle, 

1  he  iKings  charter  c oncer ningthe  creating  ofaMar-^ 
qttefe.  48(5 

'  The  Kings  charter  for  the  creating  of  i  Marchionejfe, 

487 

The  Kings  Charter  for  the  creating  of  i  Duke.  450 
The  manner  of  creating  a  Duke,  452 

The  Kings  Charter  for  creatingoftheErince  of  Wales, 

4S4 

Things  required  vnto  the  Creation  of  the  Prince  of 
Wales,  ibid, 

of  the  Crowning  of  the  King,  45  6 

A  briefs  defcription  of  the  Pompe  ^  C eremonies ^at  the 
Coronation  ^Edward  the fixt^  King  of  England^  accor¬ 
ding  to  the  ancient  manner^  ^fedmthe  Confecration  of 
the  Kings  of  England,  500 

The  memorable  and  famous  Coronation^  of  our  mojl 
gracious  Soueraigne  Lord  King  lames,  and  ^y^eene 
hntichkwifeythez%,ofTuly^i6oi,  •  _  50^ 

A  Statute  and  A  Lie  of  ParUament^  made  in  the  ^i,  of 
King^Awvj  the  eighty  concerning  placing  of  Lords  in  the 
Parliament  Chamber ^and  other  Ajj’embles  and  Conferen¬ 
ces  of  Councell,  ^10 

T he  Order  of  the  Parlia?nent  Pompe,  512 

T be  manner  of  relioring  of  renewed  Nobility^  lofi  be¬ 
fore,  *  518 

of  CuHomes,  jbid, 

of  Noblemen  of  the  lefjer  fort,  5  26 

The  Order  of  the  Knights  of the  Garter  ^  when^  and  by 
whom  it  was  ordained.  5  g  5 

T he  Preroration^or  Epilogue  of  the  whole  Works,  545 

The  Sixt  Booke. 


An  excellent  Relation  ^  concerning  the  e si  ate  of  Religi¬ 
on  and  Common-wealthy  which  was  obferued  among  the 
lewes,  555 

The firft  Family  feing  the  Pofierity  of  lefus,  5  5  <5 

of  the  Afmoneans  joeing  the fecond  Family,  5  62 

Antiochus  and  Lyfas  are  put  to  death  by  Demetrius ; 
the  wicked  behauiour  of  Alcimus  the^Prieii  :  The  death 
of  Judas  ^and fuccefsion  of  his  Brother  lonathas,  5^5 

Concerning  the  impnfonment  of  Simons  two  fonnes 
and  their  Mother^  by  their  cruell  ynckle  Ptolomy and 
ksily  their  lamentable  death.  The  valiant  acles  ^  loh  n 


450  \  lAviQZxwxSyfonne  to  Simon  5  and  deU r  uciion  of  Sama¬ 
ria.  • '  '  '  ^  . 

'  How  the  resi  andprofperity  of  ludea  jegate  Junarte 

SeLis  among  the  people^  effecially  of  the  P  harifiesy  Saddu- 
ceSy  ^c.  The  diuerfitie  of  their  opinions  y  and  a  breefe  nar¬ 
ration  of  the  DoLirine  in  ‘vfe  among  the  firfi  Fathers'^ 

.  - .  ■  /,.  r  -  ''  -5^ 

Concerning  the  O  riginallof  the  Sadduc e s  SeLly  con* 
trary  in  nature  to  the  PharifieSy  and  what  cufomes  were 
obferued  among  them  ’  57^ 

of  a  thirds  e  By  contrary  to  the  P  hart jies  and  Sad* 
duces  y  whotearmed  themfelues  by  the  name  of  Effaans : 
Thetr  Originally  R  eligiony  and  manner  of  life  57^ 

A  returning  backe  to fpeake  more  of  UyrcanuSy  and  of 
his fans  >  -  /  . 

j  A  breefe  entrance  into  the  defcription  of the  poll  erity 

of  Antipatery  holding  the  Principality  ofludeay  hut  not 
the  High-PrieH hood  ’  •  -  5^^’ 

..  The  third  Family  ^concerning  the  poft erity  of  Antipa¬ 
ter  the  I  dumaan  of  Afcalony  .  557 

A  further  entrance  into  the  difcourfeysoncerning  the 
race  and pojlerity  of  Antipater  y  for  the  better  clearing  of 
fome  obf cure  doubts  in  diners  Authors yd^c  >  ■  602 

How  Her 0  die  ydf ter  all  his  tumult  uopts  troubles  and 
moUefiations yattainedto  the  folegouernmentofthe  king^ 
dome  of  ludea  ^  ^  ^07 

A  breefe  ColleBionyConcerning  the  children  of  Her  ode 
the  Greaty  which  he  had  by  his  tenne  wiues :  As  alfo  the  or-* 
der  of  their feuer all fuccefstons  •  -  v  6x6 

of  the  Ethnarchie  of  ArchelauSy  and  the plea  of  him  fy' 
his  Brother  Antipas  before  Auguft us y  for  the  right  of go- 
uernment  -  ■  6X9 

of Phillipyfon  to  Her  ode  the  Greaty  and  how  hegouer*’ 
ned  in  his  T Hrarchy  62.0 

of the  life  and  death  of Her  ode  AntipaSy  Brother  ^nto 
Phillip  yAnd  T nr  arch  of Samarkydyc,  621 

The  life  of Agrippay  the firli  man  of  that  namSy  coming 
to  be  king  of I  tide  a  623 

A  breefe  ColleBion  of  the principaU accidents  hapning 
in  the  time  of  the fege  ..  •'  , 

of three  great  and  notable  doubts  y  which  the  anciet 
Philofophers  knew  not  how  to  refoluCyandfor  what  caufe. 

6fs 

Offuch  ceremonies  ws  were  ^fed  by  the  Romans y  be¬ 
fore  they  moued  any  war,  .  ^  ^36’ 
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of  the  Gouernment  and  adminifiration  of  Jujlica^  ob¬ 
ferued  in  the  Commonwealth  of  Luca  ;  ^  62,9 

what  benefite  and  honour  it  is  to  a  Prince y  to  haue  a 
comely  body y^c,  \S\  '<^42 

of  the  inhumane  aBionSyandmonflrous  crueltiesyoj 
Arijlotimus  theTyrant  V^44 

ThereafonyWhymen  cannot  know  andvnderjlande 
the  truth  of  many  thmgSyWhile  they  remain  in  this  lfe,6s^^ 

^  Of] 
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of  diners  accidents  ( monHrot^s  in  nature)  which  fer- 
ued  04  diuining  Auguries ,  or  conieBurcs  of  thinges  to 
comedn  olde  and  ancient  times ^  6  4^ 

of  i  'very  H range  and  admirable  accident^  which  hap-- 
pened  to  an  Army  in  the  night  feafon.  651 

How  indifereete  d  thing  it  Is ^and greatly  to  bee  blamed 
in  chrisiian  Princes^  to  permit  the  Duello^  or Jingle  Com¬ 
bat  e  betweene  man  and  man. 

of jl  range  and  admirable  properties  in  the  Ajfe.  654 
of  the  fingular  <vertues  and  constancy  of  the  noble  La¬ 
dy  AretaphiUy>he  enforced  Wife  to  the  7yrant  Nicoreon : 
And  the  honejl  poUicyfor  the  deltuerance  of  her  Country. 

\  6^6 

of  the  famous  Philofopher  Euxines  t  And  of  a  Let¬ 
ter  font  by  the  Senate  of  the  Athenians^  to  the  Lace  demo- 
niam.  <  -  ^59 

t1o€  true  Module  and  P at t erne  of  Gouernment^to  be 
obferued in  any  Common-wealthy  deriued  from  the  com* 
munity  of  BeeSy  and  how  many  waies  they  may  bee  exam* 
pies  to  men.  660 

How  JinfuU  and  dangerous  a  thing  it  is^  to  defire  re- 
Uelations from  the  deady  or  knowledge  of  things  belonging 
to  a  future  life.,  66  5 

of a  Oi^utation  made  in  Antioche^  in  the  prefence  of 
King  Ptolomy  yby feauenfeuer all  Ambaffadors:  to  know 
whtth  of  their  Kingdomes  haue  thebeflLawes  andCu- 
fiomeh  '  ■  ' 

'  of  a 'Very  proud  and  fumptuous  Temple  (dedicated 
to  Venus)  in  the  Citty  of  Corinthy  in  thefetuice  whereof  y 
were  fiue  hundred  Ladies :  And  of  the  anfwere  of^n  Ab- 
beffetoagreathord.  '  Ibid. 

of  the  Oracle  of  Apollo  in  the  Jjle  of  Delphos  ^theori- 
ginall  thereof  and  'vpon  what  occafion  it  came.  6  6y 

what  care  our  Elders  had  in  ancient  times y  concerning 
the perfirnunce  of their facrifices.  66S 

.  of  diners  and f undry  opinions  of  the  Philofopher SyCon- 
cerning  the  feate  of  the  Joule  in  the  body  of  man ;  And  a 
contrary  conteHure  of  the  Platonics.  6jo 

How  men  ought  to fun  and  auoide  cunofity.And  what 
penalties  and  punifhments  were  appointed  by  our  Aunci* 
ents  for  curious  people,  .  '  ibid, 

.  of  the  three  Conquefis  of  England^  by  the  Saxons y 
Danes  and  Normans ;  occafioned  by  the  firmeSy  eyther  of 
the  princesyor  of the  people  yor  of  both.  6y  I 

The  Battaile  of  Gaz^Ay  fought  betweene  Synanhafhay 
Generali  for  Selym  the  Great  Turkey  And  Gaz^eUeSyLieute- 
nantof  TomumheyOy  the  Soldanor  Sultane  of  Egypt  ^  m 
Annoi^\6.  Sjy 

ofthree  feuer all  Battaile  s  y fought  in  they  ear es  i^i6. 
nnd  1 5  ij. betweene  Selym  the  Great  Turkey  and  Tomum- 
beyoythe  Great  Sultan  of  Egypt.  6*j<y 

Of  thefecond  Battade  fought  at  Cayroy  betweene  Se¬ 
lym  and  T imumbejo,  ^83 

of the  third  and  lafl  battaile  fought  at  Nilusy  between 
Tomtimbeyo  and  SelymyWiththe  ill fuccejfcyand  di/grace- 
fuli death  of  Tomtmbeyo.(yc. 


OfthefirflmuentionofwearingringSy  to  what  end  it 
was.  And  of  many  ancient  and  adnnrme  thinges y  fyc 

of the  properties  and  'vertues fecretly  concealed  m  pre¬ 
cious fiones  :  And  whence  the  'vertue proceedethy  that  is 
faid  to  be  in  MagicaU rings  69  5 

whence  it  came  at  the fir  By  that  the  name  of  Gentle¬ 
man  was  giueny  as  well  to  Knight  S:^  as  to  the fons  of Prefi- 
dents  ^  C  ounce  Hors.  What  Armesthe  ancient  Romainss 
carried^fye. 

69% 

of the  SeptuagintyOr feuenty  Tranjlatorsofthe  old  Te* 
fi ament  yout  of  Hebrew  into  Greekey^c, 

700 

of the  admirable  'vertues  and  properties  ^hich  Cod  and 
Nature  hath giuen  'vnto  the  Ant^EmmetyOr  Pifmircy  fy'c. 

704 

From  whence  it  proceedethy  that  fomemenUue  long^ 
and  others far  re  leffer  while.  And  what  complexion  is  the 
befi forUuing  longlfyCm 

708 

How  the  life  of  Man  hath  beene  abridged  ^  fhor to¬ 
ne  d from  the  beginning  of  the  worldcy  and  that  tn  diuerfe 
times,  of  the  diuerfity  of tearmes  allotted  to  men  :  with 
many  hifiories  tending  to  that purpofc 

A  breefe  ChronologicaU  Suruey ,  concerning  the 
Netherlands:,  diuidedinto feauenteene  Prouinces :  with  a 
breuiate  of  the  Earles  and  Princes  there  reigning^  from 
Thierry  ( who  was  the fir  si  Earle  of Holland  and  Zeland) 
to  this  inflant  time.  714 

The  Eighth  Bookc. 

A  breefe  Difeourfe^  concerning  the  OriginaH  of  the 
VenitianSy  and  the  foundation  ofveniccy^c. 

421 

A fhort  Summary  y  of  the  Hues  of  the  Dukes  and  Prin* 
ces  of  Venice :  and  a  breuiate  alfo  of the  mojl  remar  keable 
aBions  in  the  times  of  their  Gouernment , 

734 

OfGun-fhoty  and  other  fiery  Engines 

74? 

An  anfwer  'vntoacertaine  demaundy  propounded  by 
the  'viClorious  Prince  Charles  the  ninth,  as  touching  the 
quality  and  effence  of  wounds  made  by  Gunfhotte ;  at  his 
Maiefiies  returne  from  the  fiedge  and  taking  of  Roane. 

f  .  . 

of  the  Excellencie  of  the  Art  of Phy ficke  going farre 
beyond  all  other  humane  Arts  and  Sciences 

755 

whether  it  be  pofible^  or  no,  to  prolong  the  life  of  wan 
orwomanbyPhyficke  758 

Against  fuch  as  hold  opinion,  that  Phyfitions  doe  delay 
andprolong  hurtes  and  difeafes ,  and  are  abufers  of  the 
world  7^2 

That , 
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^^7hat  it:  is  r^epher  Ctnne^nor  my  ill  A5te  done, to  call  for  ZTbreep  difcou^  befelthere- 

«-  ■.  r'«^r,y,i,„ntUi‘ imr/itita/leind.  vnkindneUetnficke  to:  and  of  the  kings  t  i  ^ 


-r}yjUlvn^a./tL*Pv  ujt  rjK)  / 

•  Concerning  the  ingratitude  and  •vnkindnejjeinjicke 
and  difeafed^erfons  ^towards  Phyfitions. 

That  the  vulgar  pirt  do  account  it  nothing,  if  they  be 
\  not  cured  and  healed  contrary  to  their  ovone  opinion.  That 
\  the  latejl  remedies  haue  all  the  honour :  And  happy  is  the 
Phylition  that  comineth  to  the  difeafes  declination.  7^9 
Againfi  fuch  as  cenfure  andiudgeof  Phyfitionsfuf- 
ficiency, by  their fuccejfe :  rohich  oftentimes  is  more  due  to 
'  ;*  happy  chance,  then  skillor  knowledge.  77 J 

1  Again(l  fuch  men,  to  whom  all  things  arejujpeaed, 

1  and  Phyfitionsfiandered  in  the  mojlpart  of  thofe  accidents 

'which  happen  in  difeafes.  . 

That  ther.e  are  more  fore  andplenty  of  pbyJtttons,the 

of  am  other  fort 'of people.  '  774 

'  : : ' :  That  it  is  not  for  the ficke  patientsprofitef)  haue  ma- 
phyftions, as  in  ordinary:  but  one  Phylition  fuff icah. 

being  afsi'duateand  ikdfuU.  '  -r??  „ 

Againfifuch  as  complaine  on  the  ouer-Jhort  vifitation 

"'^'^"wwmuch  it  importeth,  that  the  ficke  patient  (houU 

repofe  confidence  in  his  Phyfittion.  7°° 

^  Ofjuch  as  will  haue  Phyfitions,  and  yet  deny  to  doe 

“•%%'! f(SZ'f2.p) 

\  Cubiebt  to  Ph'eftcke,and  Other  snot.  ,  r  - 

'  That  fuch  as  know  fame  little  matter  in  Phyficke,are 

more  dangerous  tobeeneerefickeperfons,  thentheythat^ 

knovfi  Tiothwf!  At  aU* 

The  manner  of  knowing  Opportunity  truely,forvn- 
der  Handing  or  performing  fuch  affions,  ^ 

i  to  be  well  done :  And  howourgraue  Elders  vfed  deptH 

defcribedby  PiHure ;  And  of  the  Morallfitgnificatton.  ^ 

Ofthofefeauenwifemenof  Greece,  commonly  called 
the  feauen  Sages :  with  many  notable fentences.  Ibid. 

That  fight  is  the  principall  and  cheefeflfince  of  all  ^ 
reft.  And  of  many  being  blmde,who  neuerthelefewereme 

«  »/  ~"~r 

Jice^ndfubieH  to  great  dangers :  wtthfundry  examples 

of  diuersperfons,who  were  extremely  couetous.  797 

^  A  wry  fingular  reafon,  deliueredby  Phauormus  the 
Philo fophertcoierning  ABrologers,  that  ft  ts  not  good  t 
demand  any  queliion  ofthem,hauing  relation  vntofutur^ 

"^'^iuers  examples  offundry  ^^‘idents  whereby  great 

plots  and  defignements  of  great  Politians  haue 

patedandouerthrowne.  Alfo,  concerning  ^ 

\for  a  time)haue beneprofitable,andyetprouedperniiim 

inthesnd 


tcjnj  J .  y  ^ 

to  land  of  the  kings  that  there  reigned 

What  difference  there  is  Ee  ff  ng  ft  ’ 

and  how  a  man  may  tell  a  leafmg,and  f  ^ 

Ofthetwelue  months  in  the yeare:  how  .msille- 

and  Moderns  men  vfed  to  figure  them, and  offim  7  ^  ^ 

in  the  goodly  City  of  Florence:  andofthejlaughter  enfu^ 
'"^AZyremarkeableand  worthy  hifiory,  ’ddiueringin 

breefedifeourfeyhe  life  and  memorable  a  ftons,oft  a  f 

moicaptaineCia{ixucdoC3fktac3omo  M6. 

A  difeourfe  concerning  thewinds,  and  of  their feuera^ 
'names. 
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1 

\  _•  ^ 

T  N  thefirf  ’trait,  is  contained  a  CofmographtcaJVe- 
ffcripiion  of  the  whole  Countrej  of  Mofeoma  or  Rufstai 
iheClimatemd  Shieres,  with  the 

rallpartsofthelandyeeldeth  5  andtheprinctpallCitties 

and  Townes  '  '  ,  ■  j  A  Jr 

Thefeeondtr'aefrelateththeEmperorslinage&def 
■cent  ■  his  inllalment  and  inauguration  in  the  dignitie-,  the 

forme  of  publike  Gouernment,  holding  of  Parliaments,  and 
regiment, of  the  Prouinces.  HisCuHomes,  Reuennewa, 

%hfSrddfcourfith  on  their  Politike  and  ^ 

ceeding.  the  Emperors  powers for  war, and  their Jalaries, 
muftmng,  mumtion,and  military prouifien :  their  CoUo- 
nies,friends,and enemies  .  „  f  ^  j  ^ 

Fourthly,concerning  Ecclefialiicall  Offices p"  Orders, 

Rites  and  Sacraments  obferued  in  the  Mofeouian  church, 
Mariages, and  other  Ceremonies  867 

Laflly,  an  Oeconomicall  difeourfe  oftheEmperours 
Courtjhis  Family  and houjbold affaires, and  moreprmate 
behauiour  of  his  people  ^  ,  r  '  •  ^ 

J fit  may  bee  fo  ordered,  or  limited,  thatpoyfonsgtuen 
ataeertaineday,fhallnot  caufe  death,  vntilla  time  ap¬ 
pointed  ...  I 

of  differs  erroneous  and^de  opinions ,  conceyuea  in 

fanta/iifke  brAineSi  And  eerily  beleeued for  found  truths. 

8  ^ 

A  vulgar  Muetlion :  What  Language  th'eyfioallfpeak, 
that  neuer  heard  any  fpeech.  that  a  man  or  woman  borne 
dumbe  is  neceffarily  deafe.  As  alfo,  he  that  is  nurft  among 
dumbepeople :  And  not  (on  the  contrary)  that  one  dumbe 
by  nature,  fhould  alfo  bee  deafe.  And  whence  it  enf  teth, 

that  a  child  isfo  tardy  in  knowing  how  toffeake.  8^7 
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AbriefeDifcourfey  hoivthofe parts  md Countries^ 
commonly  calledpThe  New  World  j  were firfi found ^  (fci 

Of  the  Excellency  and  Dignity  of  Marriage:  with 
many Jingular  and  worthy  examples^  tending  to  that  pur- 
pofe.  . 

of  Partharites^King  ofthe  Lombards  {who  beingpur- 
fuedby  Grimoald,JledJir(l  to  Cacanm^  King  of  the  Ana- 
rians  or  Huns  ^afterward  into  F  ranee  5?  2  2 

what  manner  of  men  thofe  were  and  are^  that  bee  cal- 
kdDoBorsof  Sorbonne^orSorbonruHs*  ^'28 

That  the  Law  of  the  Emperour  Scucriis ,  and  that  of 
Solon, promoting  any  one  to  Office  and  Authority  in 
the  Common-wealth  ( being ffrjl  informed ^  of  a  mans  life 
and  good  manners)  wrvs  much  better  then  thofe  of the  Ve¬ 
netians^  Florentines s  Genewayes  and  Lucanes^^  exami- 
nlng  after  the  time  of  their  lurifdiblion  is  pajl,  ^3  0 

of  the  reafon  and caufe,  why  both  fome  Princes^  and 

djoJomeCommen^-wealths,  hauealwatesfrojfiereujly fio- 
rijhedmthe  time s^of  war  r e and  in  feaerfuU  dates  haue 
runneto  decay  andruine, 

Thai  Prmces  ought  not  taereiffumptuostsandjiatdyl 

buildings-,  ashcfmg  therely  to  make  their  namesimmor- 

'  936 

whowasthefirfi,,amongallotherMenarchs{y  Prirt- 
cesyhat  commanded^  tofrejent  by  writing,  whatfeeuerl 
was  to  be  negotiated  with  htm.  g 

Of Juch  qualities  and  carriage,  (asneceffarily)  Ute- 
quiredtobejnaPrince, 

That  the  eld/eji  Sonne  ought  alwayes  to  bee  preferred 
before  the  younger  ^^c.  ^  q  a 

The  Monarchy  of  th\cafars,orRor^anes. 

The  ancient  and  honourable  HiPloryofthe  life  for 

t>*n‘fftdAdrmred'vertues,tffaireUndgartha^h’eroi 

allSyyceneof  Norway.  ai 

OftheBezMrsftene,^c, 

Concernittgthe  generation  of  ttarks,f^c, 
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